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593‘40-A.  597-40-A,  603-40-A,  606-40-A  654' 

A 'AR4«654'a  ^•es4!8n-4a°-A'  4M'4°-A-  “'-40-A  gis-lol 
A  858-39-A.  195-40-A.  226-40-A,  383-40-A  5S0-40  A 

aao12^'WF-  615-40-A.  616-40-A,  624-40-A  634-40-A 

-Q  A  847  535'39-A-  809-39- A  810- 

q-A,  847-39-A,  674-40-S,  205-40-S,  221-34-SA  3^4-34 

IOmXsM  '  366-34-SA'  912-39-SA,  645S39-SM  and 

RrndU98-40-SMfeCting  CaIendar  Numbers  1441-39-SM 
Fire  Retarding  Rules  for  Garages,  etc. 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Building 
Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  aiternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  acc^ted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commissioner 
of  buildings  or  fire  commissioner)  and  file  with  this  board 
a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directons. 

HARRIS  H.  MURDOCK,  Chairman. 
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DOCKET. 

New  Cases  Filed  up  to  July  2,  1940. 

Cal.  Xo.  Department.  Premises  Affected. 

690-40-BZ _ H.B.Q . 91-06  Northern  boulevard,  south 

side,  between  91st  street  and 
92nd  street  (Block  No.  1439, 
part  of  Lot  No.  1),  Jackson 
Heights,  Borough  of  Queens, 
Misc.  Applic.  3773-40. 


691-40-BZ. ..  .H.B.M. ..  .3325-3331  Broadway,  west  side, 

49  ft.  11  in.  north  of  West 
134th  street  (Block  No.  2001, 
Lot  Nos.  31,  32,  33  and  part 
of  Lot  No.  36),  Borougn  of 
Manhattan, 

Decision — re  Certificate  of 
Occupancy. 


OW-40-A . F.D . 402-404  East  101st  street,  south 

side,  50  ft.  east  of  First  ave¬ 
nue  (Block  No.  1694,  Lot  No. 
46),  Borough  of  Manhattan, 
8558-L.F.  and  Decision. 


693-40- A . F.D . 474  Johnson  avenue,  south  side, 

100  ft.  west  of  Porter  avenue 
(Block  No.  2992,  Lot  No. 
25),  Borough  of  Brooklyn, 

Decision — re  83326-L.C. 


694-40-A . F.D . 224  Centre  street,  165-171  Grand 

street,  southeast  corner,  and 
154  Baxter  street  (Block  No. 
235,  Lot  No.  13),  Borough  of 
Manhattan, 

Decisions — re  6665-L.F. 


695-40-BZ. ...  H.B.M ....  148  West  53rd  street,  south  side, 

191.8  ft.  east  of  Seventh  ave¬ 
nue  (Block  No.  1005,  Lot 
Nos.  56  and  156),  Borough  of 
Manhattan, 

Decision — rc  Certificate  of 
Occupancy. 


696-40-A . LI.B.B . 441  New  Lots  avenue,  north  side, 

25  ft.  4^s  in.  east  of  Vermont 
street  (Block  No.  3842,  Lot 
No.  31),  Borough  of  Brook¬ 
lyn,  Alt.  1032-40. 


697-40-A . H.B.B . 445  New  Lots  avenue,  north  side, 

45  ft.  5%  in.  east  of  Vermont 
street  (Block  No.  3842,  Lot 
No.  30),  Borough  of  Brook¬ 
lyn,  Alt.  1031-40. 
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698-4J-SA . Paragon  Oil  Burner,  Model  B, 

Appliance. 

69v-4J-SA . Westinghouse  Type  OC  Oil  Buf¬ 

fer  (for  elevators), 

Appliance. 

70J-40-SA . Westinghouse  Type  OM  Oil  Buf¬ 

fer  (for  elevators), 

Appliance. 

701-40-SA . Westinghouse  Type  126B  Inter¬ 
lock,  Appliance. 


702-4J-SM . L.O.F.  Polished  Plate  Glass, 

L.O.F.  Colored  Plate  Glass, 
L.O.F.  Sheet  or  Window 
Glass,  L.O.F.  Color  Clear 
Glass,  Aklo  Heat  Absorbing 
Plate  Glass,  Termopane  Glass, 
Thermolux  Glass,  Laminated 
Safety  Glass,  Tuf-Flex  Tem¬ 
pered  Plate  Glass,  Vitrolux 
Color  Fused  Tempered  Plate 
Glass  and  Vitrolite  Glass, 
manufactured  by  Libbey  Owens 
Ford  Glass  Company, 

Material. 


703-40-SM . A.T.  Cinder  Blocks,  manufac¬ 

tured  by  Andrew  Trachina, 

Material. 


704-40-A . H.B.Q . 12-14  Heyson  road  (Sea  Girt 

avenue),  northeast  corner  of 
Beach  13th  street  (Block  No. 
118,  Lot  No.  28),  Far  Rock- 
away,  Borough  of  Queens, 

Misc.  Applic.  4828-40. 


705-40-BZ. . . .  H.B.Bx. . .  .220  White  Plains  road  and  701 

Pelham  Parkway  North 
(Block  No.  4343,  part  of  Lot 
No.  1),  Borough  of  The 
Bronx, 

Decision — re  Certificate  of 
Occupancy. 


706-40-SM . L.O.F.  Extrudalite  Store  Front 

Metal,  manufactured  by  Lib¬ 
bey  Owens  Ford  Glass  Com¬ 
pany,  Material. 


707-40-SM . Tyler  One  and  One-Half  Hour 

Hollow  Metal  Fire  Door, 
manufactured  by  W.  S.  Tyler 
Company,  Material. 


708-40-SM . United  Metal  Products  Division 

of  Diebold  Safe  and  Lock 
Company,  One  and  One-Half 
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709-40-A . F.D.. 


Hour  Hollow  Metal  Door, 
Mush  lype  HF-2,  manufac¬ 
tured  by  United  Metal  Prod¬ 
ucts  Division  of  Diebold  Safe 
and  Lock  Company, 

Material. 

.22-11  to  22-19  41st  avenue,  north¬ 
west  corner  of  23rd  street 
(Block  No.  409,  Lot  No.  1), 
Long  Island  City,  Borough  of 
Queens,  Decision. 


722-40-SA . Otis  Type  42A  Door  Closer  and 

Interlock,  Appliance. 


/ 23-40- S A . Otis  Types  A  and  AU  Hoistway 

_ _ _  Door  Hangers,  Appliance. 

7-4-40-SA . Otis  Type  B  Two-Point  Suspen¬ 

sion  Hanger,  Appliance. 


71 0-40- SM . The  Lowe  Draft  Control,  manu¬ 

factured  by  s.  Lowe  and  Sons 
Company,  Material. 


7“ 5  40~SA . Otis  Types  C-6098-C  and  6098-E 

Car  Gate  or  Door  Contact, 
Appliance. 


. Goodyear  Rubber  Flooring,  manu¬ 
factured  by  The  Goodyear 
Tire  and  Rubber  Company, 
Incorporated,  Material. 


712-40- SM . Tricosal  Normal  (Admixture  for 

Concrete,  Cement  Mortar  and 
Plaster),  manufactured  by 
Chemical  Marketing  Company, 
Incorporated,  Material. 


726-40-BZ  H.B.M  418-422  West  .'1st  street,  south- 

east  corner  of  Dyer  avenue 
(Bloc  k  No.  1050,  Lot  Nos. 
43,  44  and  45),  Borough  of 
Manhattan, 

Decision — re  Certificate  of 
_ _  Occupancy. 

7  40  SA . Westinghouse  Type  F  Interlock, 

Appliance. 


. H.B.M - 500-504  Seventh  avenue  and  201- 

219  West  37th  street,  north¬ 
west  corner,  and  214-226  West 
38th  street  (first  story)  ; 
(Block  No.  787,  Lot  No.  40) j 
Borough  of  Manhattan, 

Alt.  3926-40. 


728-40-SA . Westinghouse  Type  P  Interlock, 

_ _  Appliance. 

7_9  40- SM . Hobart  Electric  Welding  Elec¬ 

trodes  No.  55,  manufactured 
by  Hobart  Brothers  Company, 
_  Material. 


. Type  4B  Door  Closer  and 

Interlock,  Appliance. 


715  40  SA . Otis  Type  K  Bar  Interlock, 

_  Appliance. 


/  -  -WF.H.  B.Q....  106-1 5  Northern  boulevard,  north¬ 
west  corner  of  107th  street 
(Block  No.  1701,  Lot  No. 
73),  Corona,  Borough  of 
Queens, 

Misc.  Applic.  4956-40. 


716-40-SA . Otis  Type  L  Interlock. 

Appliance. 

717  40  SA . Otis  Type  N  Bar  Interlock, 

_  Appliance. 


. Otis  lype  N-2  Interlock, 

_  Appliance. 


Restored  to  Calendar. 

302-29-BZ  H.B.B . 146-156  East  98th  street,  north¬ 

west  corner  of  Winthrop 
street  (Block  No.  4614,  Lot 
No.  38),  Borough  of  Brook¬ 
lyn, 

Amendment  to  Applic.  601-30. 


7 1 9-40- S A . Otis  Type  4PB  Door  Closer  and 

_  Interlock,  Appliance. 


716  40  SA . Otis  Type  L  Interlock, 

_  Appliance. 

7-1  40  SA . Otis  lype  40A  Door  Closer  and 

Interlock,  Appliance. 


1-0  33  BZ  H.B.R . 2030  Hylan  boulevard,  southwest 

corner  of  Hamden  avenue 
(Block  No.  3688,  Lot  No.  9), 
Grant  City,  Borough  of  Rich¬ 
mond, 

Amendment  to  Alt.  264-37. 


955 


401-31-BZ....H.B.B . 622-628  Atlantic  avenue,  1-1! 

Fifth  avenue,  east  side,  fron: 
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Atlantic  avenue  to  Pacific 
street,  and  623-627  Pacific 
street  (Block  No.  1119,  Lot 
Nos.  1  and  64).  Borough  of 
Brooklyn,  N.B.  1255-40. 


329-37-BZ _ H.B.Bx _ 888  Grand  Concourse,  southeast 

corner  of  East  161st  street 
(Block  No.  2459,  Lot  No. 
34),  Borough  of  The  Bronx, 
Alt.  393-40. 


LIST  OF  APPROVED  APPLIANCES 


Anti-Siphon  Valves  . J 

Fireline  Hose  Valves  . 

Fuel  Oil  Burners  for  Domestic  and 


Commercial  Use  Aug. 

Fuel  Oil  Fill  Pipe  Terminals  Mar. 

Fuel  Oil  Burners  for  Industrial  Use.  Aug. 

Fuel  Oil  Pumps  . June 

Gas  Heaters  . . . Aug. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Equipment  . Nov. 

Range  Oil  Burners  and  Space 

Heaters  . Aug. 

Vacuum  Breakers  . May 


5,  1935— Vol.  20,  No.  10 
5,  1940 — Vol.  25,  No.  10 

29,  1939 — Vol.  24,  No.  35 
5,  1940 — Vol.  25,  No.  10 
8,  1939 — Vol.  24,  No.  32 
18,  1940 — Vol.  25,  No.  25 
29,  1939 — Vol.  24,  No.  35 

14,  1939 — Vol.  24,  No.  46 

29,  1939 — Vol.  24,  No.  35 
28,  1940— Vol.  25,  No.  22 


JULY  2,  1940,  10  A.  M. 


1483-39-BZ _ H.B.M _ 29-39  Kenmare  street,  northwest 

corner  of  Elizabeth  street 
(Block  No.  479,  Lot  Nos.  25 
and  26),  Borough  of  Manhat¬ 
tan  Alt.  1375-40. 


Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  7  uesday  morning,  July  2, 
1940,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters: 


600-40-S . H.B.M _ 145-151  East  32nd  street,  north 

side,  95  ft.  6  in.  east  of  Lex¬ 
ington  avenue  (Block  No. 
888,  Lot  Nos.  27-30,  inclu¬ 
sive),  Borough  of  Manhattan, 
Alt.  1455-40. 


DESIGNATIONS:  Il.B. — Department  of  Housing  and  Buildings; 
H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn  ;  H.B.M. — 
Department  of  Housing  and  Buildings,  Manhattan ;  H.B.Q. — De¬ 
partment  of  Housing  and  Buildings,  Queens ;  H.B.R. — Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx. — Department  of 
Housing  and  Buildings,  Bronx ;  H.D. — Health  Department,  and 
F.D. — Fire  Department. 


RULES 


Last 

Carbon  Dioxide  Liquefier  Rules . Jan. 

Certificate  of  Occupancy,  approved 

form  . Aug. 

Concrete  Flat  Slabs,  Rules  _ . July 

Concrete  Rules  (Hydrated  Lime) . Aug. 

Elevator  Rules  . Mar. 

Exit  Rules  (Revolving  Doors) . June 

Factory  Exit  Rules  . . . Feb. 

Fire  Alarm  Rules  (Interior) . Sept. 

Fire  Drill  Rules  . . . May 

Fire-resistive,  Flameproof  Materials, 

etc..  Rules  for  Testing  of . May 

Fire  Retarding  Rules  for  Garages, 

etc . July 

Fireproof  Wood,  Testing  of  . Apr. 

Frame  Garages,  Ruling  for .  Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  . Mar. 

Gas  Shut-Off  Rules  . Apr. 

Hatchway  Protection  . J  une 

Insulating  Fibre  Board  Rules . Mar. 

Oil  Burner  Rules  . . June 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . Dec. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules  . June 

Platform  Trucks,  Specifications  for  Nov. 

Plumbing  Rules  Aug. 

Plumbing  Rules  (Prevention  of  Con¬ 
tamination  of  Water  Supply)  May 

Procedure,  Rules  of  . Sept. 

Refrigerating  Systems,  Extract  A.C  June 
Smoking  in  Factories,  Rules  for...  June 

Sprinkler  Rules  . June 

Standpipe  Fireline  Rules  . June 

Structural  Alterations,  Reporting  June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc. . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code)  Apr. 


Publication  in  Bulletin 
16,  140— Vol.  25,  No.  3 


23,  1938- 
13,  1937- 
3,  1937- 
3,  1936- 
15,  1937- 
27,  1940- 
12,  1939- 
21,  1940- 


-Vol.  23,  No.  34 
-Vol.  22,  No.  28 
-Vol.  22,  No.  31 
-Vol.  21,  No.  9 
-Vol.  22,  No.  24 
-Vol.  25,  No.  9 
-Vol.  24,  No.  37 
-Vol.  25,  No.  21 


14,  1940— Vol.  25,  No.  20 


2,  1940- 

la,  1937- 
21,  1919- 

5,  1940- 
7,  1925- 
5,  1928- 
12,  1940- 

18,  1940- 


-Vol.  25,  No.  27 
-Vol.  22,  No.  15 
-Vol.  4,  No.  3 


-Vol. 

-Vol. 

-Vol. 

-Vol. 

-Vol. 


25,  No.  10 
10,  No.  14 
13,  No.  23 
25,  No.  11 

25,  No.  25 


5,  1939— Vol.  24,  No.  49 


25,  1940- 
24,  1936- 
3,  1937- 

28,  1940- 

7,  1937- 
11,  1940- 
18,  1940- 

29,  1937- 

8,  1937- 
7,  1932- 

24,  1936- 
24,  1936- 


-Vol. 

-Vol. 

-Vol. 

-Vol. 

-Vo). 

-Vol. 

-Vol. 

-Vol. 

-Vol. 

-Vol. 

-Vol. 

-Vol. 


25,  No.  26 

21,  No.  47 

22,  No.  31 

25,  No.  22 
22,  No.  36 
25,  No.  24 
25,  No.  25 
22,  No.  26 
22,  No.  23 
17,  No.  23 
21,  No.  47 
21,  No.  47 


10,  1923— Vol.  8,  No.  15 


cal  no.  183-40-BZ— Application,  February  16,  1940,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Benjamin  W.  Levitan,  appli¬ 
cant,  on  behalf  of  Cimiez  Realty  Cor¬ 
poration.  owner,  to  permit  in  a  business 
use  district  the  erection  and  mainte- 
nance  of  a  gasoline  service  station ; 
premises  5792-5798  Broadway  and  194 
West  237th  street,  southeast  corner 
(Block  No.  3270,  Lot  No.  12),  Bor¬ 
ough  of  The  Bronx. 


cal.  no.  289-40-BZ— Application,  March  18.  1940,  under 
sections  7a,  7c  and  21  of  the  building 
zone  resolution,  of  William  H.  Fuhrer, 
applicant,  on  behalf  of  Martha  Adler 
and  Lerad  Realty  Corporation,  owners 
(Sam  Adler,  Incorporated,  lessee),  io 
permit  in  a  business  use  district  the  ex¬ 
tension  in  height  of  an  existing  milk 
bottling  and  distributing  station;  prem¬ 
ises  447-457  East  133rd  street,  north 
side,  195  ft.  west  of  Brown  place 
(Block  No.  2278,  Lot  Nos.  64  and  69), 
Borough  of  The  Bronx. 

cal.  no.  207-40-BZ — Application,  February  26,  1940.  under 
section  7e  of  the  building  zone  resolu¬ 
tion,  of  City  Bank  Farmers  Trust  Com¬ 
pany.  trustee,  to  permit  in  a  business 
use  district  the  alteration  and  conver¬ 
sion  of  occupancy  of  a  building  used  as 
a  stable  for  more  than  five  (5)  horses 
to  a  garage  for  more  than  five 
(5)  motor  vehicles;  premises  207-213 
Thompson  street,  west  side,  100  ft. 
nortli  of  Bleecker  street  (Block  No. 
539,  Lot  No.  31),  Borough  of  Manhat¬ 
tan. 


cal.  no.  165-40-BZ — Application,  February  10,  1940.  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Thomas  J.  Kelaher,  applicant 
and  owner,  to  permit  in  a  business  use 
district  the  conversion  of  occupancy  of 
an  existing  building  to  a  motor  vehicle 
repair  shop;  premises  1324  Crosbv  ave¬ 
nue,  east  side.  150  ft.  south  of  LaSalle 
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avenue  (Block  No.  5360.  Lot  No.  21), 
Borough  of  Tlie  Bronx. 


cal.  no.  1232-39-BZ— Application,  October  5,  1939,  under 
section  M  ol  the  building  zone  resolu¬ 
tion  and  section  60  of  the  multiple 
dwelling  law,  of  Martyn  N.  Weinstein 
applicant,  on  behalf  of  Beech  Haven 
Estates,  owner,  to  permit  in  a  residence 
use  district  the  erection  and  maintenance 
of  a  multiple  dwelling  law  having  a 
garage  for  more  than  three  (3)  motor 
vehicles  in  the  cellar  story;  garage 
space  is  for  the  use  of  tenants  only  • 
premises  84-50  169th  street,  west  side, 
165.01  ft.  north  of  Gothic  drive  (Block 
No.  9860,  Lot  No.  40),  Jamaica,  Bor¬ 
ough  of  Queens. 


east  side,  24.8  ft.  south  of  East  40th 
street,  and  303  East  39th  street  (Block 
No.  945,  Lot  Nos.  1,  4  and  6).  Bor¬ 
ough  of  Manhattan. 

cal.  no.  163-40-BZ— Application,  February  9,  1940,  under 
sections  7h  and  21  of  the  building  zone 
resolution,  of  Louis  R.  Patur,  applicant 
on  behalf  of  Beck-Brown  Realty  Cor¬ 
poration,  owner,  to  permit  in  a  business 
use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  282-294  Ches¬ 
ter  street,  west  side.  180  ft.  north  of 
Dumont  avenue  (Block  No.  3559,  Lot 
Nos.  40,  41,  43  and  45),  Borough  of 
Brooklyn. 


cal.  no.  920-38-BZ— Application  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Irving  Yarvin 
owner,  reopened  June  4,  1940,  under 
new  facts — reapportionment  of  lot,  to 
permit  in  a  business  use  district  the  ex¬ 
tension  of  an  existing  gasoline  service 
station  (previously  denied— re  partly 
in  a  residence  and  partly  in  a  business 
use  district)  ;  premises  139-25  Spring- 
field  boulevard,  northeast  corner  of 
140th  avenue  (Block  No.  3746,  Lot  No. 
1),  Springfield,  Borough  of  Queens. 

cal.  no.  30-40-BZ— Application,  January  9,  1940,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  Herman  Kron,  applicant, 
on  behalf  of  Central  Savings  Bank, 
owner  (Harry  Bluthman,  lessee),  to 
permit  in  a  retail  use  district,  for  a 
temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more,  than  five  (5)  motor  vehicles; 
premises^  114-118  Lewis  street,  east 
side.  125  ft.  south  of  East  Houston 
street  (Block  No.  330,  Lot  Nos.  45,  46 
and  47),  Borough  of  Manhattan. 

cal.  no.  384-40-BZ— Application.  April  12,  1940,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Abraham  N.  Horwitz,  applicant,  on 
behalf  of  Federation  Bank  and  Trust 
Company,  owner  (Morris  Goldstein  and 
Louis  Morgenstein,  lessees),  to  permit 
in  a  retail  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  443- 
451  West  34th  street,  north  side,  187.6 
ft.  east  of  Tenth  avenue  (Block  No. 
732,  Lot  Nos.  11  to  15,  inclusive),  Bor¬ 
ough  of  Manhattan. 


cal.  no.  763-38-BZ— Application  of  Herman  Kron,  appli¬ 
cant,  on  behalf  of  New  York  Telephone 
Company,  owner  (Jacob  Goldstein,  les¬ 
see),  reopened  October  17,  1939.  under 
sections  7h  and  21  of  the  building  zone 
resolution,  to  permit  in  a  business  use 
district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles  (previously  denied)  ; 
premises  728-732-744  Second  avenue. 


cal.  no.  1048-22-BZ— Application  of  W.  H.  and  J.  F. 

Dusenbury,  applicants,  on  behalf  of 
Kingleff  Holding  Corporation,  owner 
reopened  .May  7.  1940.  under  section  21 
of  the  building  zone  resolution,  to  per¬ 
mit  in  a  business  use  district  the  main¬ 
tenance  of  a  gasoline  service  station 
used  in  conjunction  with  a  garage  for 
more  than  five  (5)  motor  vehicles  (said 
garage  was  previously  granted  by  the 
Board)  ;  premises  472-494  Kingston 
avenue,  585-603  East  New  York  ave¬ 
nue,  northwest  corner,  and  546-554  Lef- 
ferts  avenue  (Block  No.  1332,  Lot  Nos. 
38  and  39),  Borough  of  Brooklyn. 

cal.  no.  21 0-40-BZ— Application,  February  27,  1940,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  John  D.  Connaughton,  appli¬ 
cant,  on  behalf  of  Cristina  Pelizzari, 
owner,  to  permit  in  a  residence  use  dis¬ 
trict  the  alteration  and  conversion  of 
occupancy  of  part  of  the  basement  story 
of  an  existing  dwelling  to  business  use 
(store)  ;  premises  609  Thwaites  place, 
north  side,  37 .05  ft.  west  of  Olinville 
avenue  (Block  No.  4342,  Lot  No  47) 
Borough  of  The  Bronx. 

cal.  no.  1613-17-BZ— Application  of  William  Shary,  appli¬ 
cant,  on  behalf  of  Continental  Avenue 
Garage,  Incorporated,  owner  (Beslyn 
Garage,  Incorporated,  lessee),  reopened 
April  9,  1940,  under  section  21  of  the 
building  zone  resolution,  to  permit, 
partly  in  a  retail  use  district  and  partly 
in  an  unrestricted  use  district,  the  alter¬ 
ation  and  conversion  of  occupancy  of 
part  of  a  garage  for  more  than  fiyg 
(5)  motor  vehicles  (previously  granted 
by  the  Board),  so. as  to  include  an  al- 
<m7e?r’aS0^ne  serv^ce  station ;  premises 

i/ncr  Qlleens  boulevarcl,  south  side. 
130.56  ft.  west  of  Continental  avenue 
(Block  No.  3239  (2049),  Lot  No.  3). 
r  orest  Hills,  Borough  of  Queens. 

cal.  no.  327-40-BZ— Application,  April  L  1940.  under  sec¬ 
tion  21  of  the  building  zone  resolution 
of  Philip  Birnbaum,  applicant,  on  be¬ 
half  of  Oxford  Development  Corpora¬ 
tion,  owner,  to  permit  in  a  residence 
use  district  the  erection  and  mainte¬ 
nance  of  a  multiple  dwelling  having  a 
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garage  for  more  than  three  (3)  motor 
vehicles  in  the  cellar  story ;  garage 
space  is  for  the  use  of  tenants  only ; 
premises  68-37  Yellowstone  boulevard, 
east  side,  from  68th  drive  to  68th  road 
(Block  No.  2210,  Lot  No.  10,  and  part 
of  Lot  No.  1),  Forest  Hills,  Borough 
of  Queens. 


cal.  no.  215-40-BZ — Application,  February  28,  1940,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Edward  C.  Miller,  applicant, 
on  behalf  of  Marie  J.  Masterson. 
owner  (James  L.  Percival.  lessee),  to 
permit  in  a  residence  use  district  the 
alteration  and  conversion  of  occupancy 
of  an  existing  dwelling  to  an  under¬ 
taking  establishment;  premises  164-04 
109th  avenue,  southeast  corner  of  164th 
street  (Block  No.  10182,  Lot  No.  1), 
Jamaica,  Borough  of  Queens. 

Appeal  from  Administrative  Decision. 

241-40-A — 164-04  109th  avenue,  southeast  corner  of  164th 
street  (Block  No.  10182,  Lot  No.  1), 
Jamaica,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  2,  1940,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

1184-39- A — North  side  of  101st  street,  140  ft.  west  of  Fort 
Hamilton  parkway,  1-15  Jackson  court  and 
2-12  Jackson  court  (Block  No.  6138,  part 
of  Lot  Nos.  31  and  34),  Borough  of 
Brooklyn  (Under  Section  36,  General  City 
Law,  re  building  fronting  on  a  proposed 
private  street). 

333-40-A — 147  Second  avenue,  northwest  corner  of  Center 
street  (Block  No.  5516,  part  of  Lot  No.  1), 
Park  of  Edgewater,  Borough  of  The 
Bronx  (under  Section  35,  General  City 
Law — re  Bed  of  Mapped  Street). 

354-40- A — 24-46  24th  street,  west  side,  175  ft.  north  of 
Hoyt  avenue  (Block  No.  873,  Lot  No.  59), 
Long  Island  City,  Borough  of  Queens. 

263-40-A— 537  Court  street  and  20-26  Garnet  street,  south¬ 
east  corner  (Block  No.  479,  Lot  No.  10), 
Borough  of  Brooklyn. 

581-40-A — 315  East  137th  street,  north  side,  200  ft.  west 
of  Alexander  avenue  (Block  No.  2313, 
Lot  No.  31),  Borough  of  The  Bronx. 

665-40-A — 500  Broome  street,  northeast  corner  of  West 
Broadway  (2nd,  3rd  and  4th  floors)  ; 
(Block  No.  487,  Lot  No.  7),  Borough  of 
Manhattan. 

209-40-A — 92-17  to  92-19  Union  Hall  street,  east  side,  175 
ft.  south  of  Jamaica  avenue  (Block  No. 
10102,  part  of  Lot  No.  74),  Jamaica,  Bor¬ 
ough  of  Queens. 


688-40-A — 371  Pearl  street,  west  side,  23.8  ft.  north  of 
Hague  street  (Block  No.  113,  Lot  No. 
28),  Borough  of  Manhattan. 

146-40-A — 39  West  54th  street,  north  side,  280  ft.  east  of 
Sixth  avenue  (Block  No.  1270,  Lot  No. 
12),  Borough  of  Manhattan. 

676- 40- A — Blocks  bounded  by  East  102nd  street  to  East 

105th  street  and  between  First  avenue  and 
East  River  drive  (Block  Nos.  1696,  1697 
and  1698),  Borough  of  Manhattan. 

261 -40- A — 167  Delancey  place,  east  side,  213  ft.  north  of 
Morris  Park  avenue  (Block  No.  4056, 
Lot  No.  7),  Borough  of  The  Bronx. 

677- 40-A — 73-03,  73-07  and  73-11  186th  street,  southeast 

corner  of  73rd  avenue  (Block  No.  7174, 
Lot  No.  1),  Flushing,  Borough  of  Queens. 

678- 40-A — 73-04  and  73-10  186th  street,  southwest  corner 

of  73rd  avenue  (Block  No.  7173,  Lot  No. 
1),  Flushing,  Borough  of  Queens. 

444-40-A — 149  Congress  street,  359-363  Henry  street.  120- 
122,  115-121  and  125-127  Amity  street 
(Block  No.  296,  Lot  Nos.  46,  4,  5,  6  and  11, 
and  Block  No.  291,  Lot  Nos.  1,  50,  51,  52, 
47  and  48),  Borough  of  Brooklyn. 

493-40-A — 101-103  Greene  avenue  and  393  Vanderbilt  ave¬ 
nue,  northeast  corner  (Block  No.  1943,  Lot 
Nos.  43  and  44),  Borough  of  Brooklyn. 

577-40-A — 721-723  Seventh  avenue  and  169  West  48th 
street,  northeast  corner  (Block  No.  1001, 
Lot  No.  1),  Borough  of  Manhattan. 

Variations  of  the  Labor  Law. 

83-40- S — 51-12  21st  street,  northwest  corner  of  Borden 
avenue  (Block  No.  64,  Lot  No.  28),  Long 
Island  City,  Borough  of  Queens. 

551-40-S — 3-7  West  22nd  street,  north  side,  120  ft.  west  of 
Fifth  avenue  (Block  No.  824,  Lot  No. 
32),  Borough  of  Manhattan. 

637-40-S — 154  East  23rd  street,  south  side,  150  ft.  west 
of  Third  avenue  (Block  No.  878,  Lot  No. 
48),  Borough  of  Manhattan. 


JULY  9,  1940,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  July  9. 
1940,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 

cal.  no.  5-40-BZ — Application,  January  2,  1940.  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Jacob  Muskin.  applicant,  on  behalf 
of  Abraham  D.  Van  Siclen,  Abraham 
W.  Ruskin,  Nordlaw  Realties,  Incor¬ 
porated,  and  Long  Island  Bus  Terminal. 
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Incorporated,  owners,  to  permit  in  a 

thxnT  USree?,Strict  the  Parking  of  more 
than  five  (5)  motor  vehicles  and.  also 
the  maintenance  and  extension  of  a  bus 
terminal;  pi^mises  89-17  to  89-53  165tn 
street,  east  side,  150  ft.  south  of  89th 
roeinUf’  ud  89-18  to  90-16  166th  street 
8(9B  2t°'o«/95’  Lot  Nos-  83>  85>  3°. 

ou^yQVeL^  W,)’ B- 

cal.  no.  25-34-BZ  Application  of  Nicholas  Drogaris,  ap- 
plicant,  on  behalf  of  Nicholas  Drogaris 
and  Peter  Drogaris,  owners  (Pearlil 
Restaurant,  Incorporated,  lessee),  re- 
opened  May  28,  1940,  under  section  21 
ot  the  building  zone  resolution  to  per¬ 
mit  in  a  residence  use  district  the  alter¬ 
ation  and  change  of  occupancy  to  a 
restaurant,  sale  of  liquors  and  cabaret 
ot  a  building  previously  extended  and 
granted  by  the  Board,  on  condition  that 
the  occupancy  be  limited  to  a  recreation 
center  for  games  and  for  the  conduct 
within  the  building  0f  a  refreshment 
parlor  and  Juncheonette  for  the  service 
of  light  refreshments  and  sale  of  soda 
ice  cream  cigars,  cigarettes  and  tobacco  • 

^K°ooS  a1188'1196  Ocean  parkway  and 

rRl'52!9  m Venc^ne“L”’  northwest  corner 
(Block  No.  5495,  Lot  No.  1000),  Bor¬ 
ough  of  Brooklyn. 

cal.  no.  407-40-BZ— -Application.  April  15,  1940,  under  sec¬ 
tions  7a.  /c  and  21  of  the  building  zone 
resolution  of  King  and  Lynch,  appli¬ 
cants,.  on  behalf  of  The  Mortgage  Cor- 
poration  °f  New  To.k  (successor 
trustee  to  Frederick  L.  Cranford), 
owner,  to  permit,  partly  in  a  business 
use  district  and  partly  in  a  residence 
use  district,  the  extension  of  a  gasoline 
service  station  and,  also,  the  erection 
and  maintenance  of  an  accessory  build¬ 
ing;  premises  1927-1935  Flatbush  ave- 
nue,  northeast  corner  of  Kings  highway 

o(fBBrCooH?„.7819’  L°*  N°-  20)’  Bo^h 

cal.  no.  379-40-BZ— Application,  April  12,  1940,  under  sec- 
tion  21  of  the  building  zone  resolution, 

?  ,  ^°^pr.t  Chananie,  applicant,  on 

behalf  of  Frieda  Messinger,  owner,  to 
permit  in  a  business  use  district  the 
erection  and  maintenance  of  a  gasoline 
service  station;  premises  58-20  Broad¬ 
ly-  i^hwest  corner  of  59th  street 
(Block  No.  1197,  Lot  No.  49),  Wood- 
side,  Borough  of  Queens. 

CAL.  NO.  402-40-BZ— Application,  April  16,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 

k  U  ,rmarand  Proskauer,  applicants,  on 
behalf  of  Clifford  E.  Mills,  owner,  to 
perimt  in  a  residence  use  district  and 
h  area  district  the  erection  andjnain-  cal.  no. 
tenance  of  a  building  to  be  used  as  a 
gas  station,  auto  laundry,  lubritoriuin, 
othce  and  boiler  room  in  conjunction 
with  a  gasoline  service  station  on  a  plot 
of  ground  previously  occupied  as  a 

™So  ,,/e^vice  stationi  Premises  144- 
39  to  144-47  Farmers  boulevard,  south- 
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l0rNrer  /cUSouth  Conduit  avenue 
(Block  No  4517,  Lot  No.  1  and  part  of 

Queens°’  3 ’  Springfield>  Borough  of 

cal.  no.  227-40-BZ— Application,  March  1,  1940.  under  sec¬ 
tions  7a  and  21  of  the  building  zone 
resolution,  of  Warden  H.  Fenton  Di- 

DCS-r  A,rchitecture,  Department  of 
Public  Worlcs,  applicant,  on  behalf  of 
City  of  New  York,  owner,  to  permit  in 
a  residence  use  district  the  erection  and 
maintenance  of  three  (3)  buildings  to 
be  used  as.  hog  pens;  buildings  to  be 
used  in  conjunction  with  a  correctional 
mshtution;  premises  south  side  of 
%ker,s  Bdand  opposite  Tiffany  street 
(Block. No.  2760,  part  of  Lot  No  4) 
East  River.  Borough  of  The  Bronx. 

cal.  no.  228-40-BZ— Application,  March  1,  1940,  under  sec¬ 
tions  7a  and  21  of  the  building  zone 
resolution,  of  Warden  H.  Fenton,  Di- 
DCk?-r  «  Architecture,  Department  of 
public  Works,  applicant,  on  behalf  of 
City  of  New  York,  owner,  to  permit 
in  a  residence  use  district  the  erection 
and  maintenance  of  a  barracks  used  in 
connection  with  a  correctional  institu¬ 
tion;  premises  north  side  of  Riker’s 
Island  opposite  Tiffany  street  (Block 
No.  2760,  part  of  Lot  No.  4).  East 
River,  Borough  of  The  Bronx. 

cal.  no.  229-40-BZ— Application,  March  1,  1940,  under  sec¬ 
tions  7a  and  21  of  the  building  zone 
resolution,  of  Warden  H.  Fenton,  Di- 
DC£?-r  «  Architecture,  Department  of 
Bublic  Works,  applicant,  on  behalf  of 
City  of  New  York,  owner,  to  permit 
n  a  residence  use  district  the  erection 
and  maintenance  of  a  slaughter  house 
used  in  connection  with  a  correctional 
institution ;  premises  south  side  of 
Riker  s  Island,  opposite  Tiffany  street 
(Block  No.  2760,  part  of  Lot  No  4) 
East  River,  Borough  of  The  Bronx. 
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297-40-BZ— Application.  March  20,  1940,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
.  resolution,  of  Henry  Nordheim,  appli- 

cant,  on  behalf  of  The  Mutual  Life  In¬ 
surance  Company,  owner  (Louwer 
Garage  Corporation,  lessee),  to  permit, 
partly  in  a  business  use  district  and 
partly  in  a  residence  use  district,  for  a 
temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more,  than  five  (5)  motor  vehicles; 
premises  1407-1419  College  avenue,  west 
side,  215  ft.  south  of  East  171st  street 
(Block  No.  2786,  parts  of  Lot  Nos.  2 
6  and  29),  Borough  of  The  Bronx. 

1419-39-BZ— Amended  application,  June  7,  1940 
(original  application,  November  17 
1939),  of  Edward  L.  Larkin,  applicant, 
on  behalf  of  Arrowhead  Inn  Corpora¬ 
tion,  owner,  under  section  21  of  the 
building  zone  resolution  and  section  60 
of  the  Multiple  Dwelling  Law,  to  permit 
in  a  residence  use  district  the  erection 
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and  maintenance  of  a  multiple  dwelling 
having  a  garage  for  more  than  three 
(3)  motor  vehicles  in  the  basement 
story;  garage  space  is  for  the  use  of 
tenants  only  (new  proposal — buildings 
relocated)  ;  premises  west  side  of  Henry 
Hudson  Parkway  West,  568.65  ft.  north 
of  West  239th  street  (.Building  No.  5)  ; 
(Block  No.  3418,  Lot  Nos.  653  and 
660),  Borough  of  The  Bronx. 

cal.  no.  1420-39-BZ— Amended  application,  June  7,  1940 
(original  application,  November  17, 
1939),  of  Edward  L.  Larkin,  applicant, 
on  behalf  of  Arrowhead  Inn  Corpora¬ 
tion.  owner,  under  section  21  of  the 
building  zone  resolution  and  section  60 
of  the  Multiple  Dwelling  Law,  to  permit 
in  a  residence  use  district  the  erection 
and  maintenance  of  a  multiple  dwelling 
having  a  garage  for  more  than  three 
(3)  motor  vehicles  in  the  basement 
story ;  garage  space  is  for  the  use  of 
tenants  only  (new  proposal — buildings 
relocated)  ;  premises  west  side  of  Henry 
Hudson  Parkway  West,  568.65  ft.  north 
of  West  239th  street  (Building  No.  4)  ; 
(Block  No.  3418.  Lot  Nos.  646  and 
653),  Borough  of  The  Bronx. 

cal  no.  385-40-BZ— Application,  April  15,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution 
and  section  60  of  the  Multiple  Dwelling 
Law,  of  Edward  L.  Larkin,  applicant, 
on  behalf  of  Denton  Realty  Corpora¬ 
tion,  owner,  to  permit  in  a  residence 
use  district  the  erection  and  maintenance 
of  a  multiple  dwelling  having  a  garage 
for  more  than  three  (3)  motor  vehicles 
in  the  basement  story;  garage  space  is 
for  the  use  of  tenants  only;  premises 
3560  Netherland  avenue  and  566  West 
236th  street,  southeast  corner  (Block 
No.  3409-G.  Lot  No.  492),  Borough  of 
The  Bronx. 


cal.  no.  386-40-BZ— Application,  April  15,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution 
and  section  60  of  the  Multiple  Dwelling 
Law,  of  Edward  L.  Larkin,  applicant, 
on  behalf  of  Denton  Realty  Corporation, 
owner,  to  permit  in  a  residence  use  dis¬ 
trict  the  erection  and  maintenance  of  a 
multiple  dwelling  having  a  garage  for 
more  than  three  (3)  motor  vehicles  in 
the  basement  story ;  garage  space  is  for 
the  use  of  tenants  only;  premises  3215 
Arlington  avenue,  west  side,  100.28  ft. 
north  of  West  232nd  street  (Block  No. 
3409,  Lot  Nos.  62  and  64).  Borough  of 
The  Bronx. 

cal.  no.  387-40-BZ— Application,  April  15,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution 
and  section  60  of  the  Multiple  Dwelling 
Law,  of  Edward  L.  Larkin,  applicant, 

on  behalf  of  Riverdale  Gardens,  Incor¬ 
porated,  owner,  to  permit  in  a  residence 
use  district  the  erection  and  mainte¬ 
nance  of  a  multiple  dwelling  having  a 
garage  for  more  than  three  (3)  motor 
vehicles  in  the  basement  story;  garage 
space  is  for  the  use  of  tenants  only; 


premises  3260  Netherland  avenue,  east 
side  150  ft.  south  of  West  235th  street 
(Block  No.  3409-B,  Lot  No.  148),  Bor¬ 
ough  of  The  Bronx. 


CAL.  NO 


.  388-40-BZ— Application,  April  15,  1940.  under  sec¬ 
tion  21  of  the  building  zone  resolution 
and  section  60  of  the  Multiple  Dwelling 
Law,  of  Edward  L.  Larkin,  applicant, 
on  behalf  of  Riverdale  Gardens,  Incor¬ 
porated,  owner,  to  permit  in  a  residence 
use  district  the  erection  and  mainte¬ 
nance  of  a  multiple  dwelling  having  a 
garage  for  more  than  three  (3)  motor 
vehicles  in  the  basement  story;  garage 
space  is  for  the  use  of  tenants  only ; 
premises  3225  Johnson  avenue,  west 
side,  214.73  ft.  north  of  West  232nd 
street  (Block  No.  3409-B,  Lot  Nos.  177 
and  179),  Borough  of  The  Bronx. 


CAL.  NO. 


389_40-BZ — Application,  April  15,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution 
and  section  60  of  the  Multiple  Dwelling 
Law,  of  Edward  L.  Larkin,  applicant, 
on  behalf  of  Riverdale  Gardens,  Incor¬ 
porated.  owner,  to  permit  in  a  residence 
use  district  the  erection  and  mainte¬ 
nance  of  a  multiple  dwelling  having  a 
garage  for  more  than  three  (3)  motor 
vehicles  in  the  basement  story;  garage 
space  is  for  the  use  of  the  tenants  only ; 
premises  3259  Johnson  avenue,  west 
side,  116.67  ft.  south  of  West  235th 
street  (Block  No.  3409-B,  Lot  Nos. 
165  and  166),  Borough  of  The  Bronx. 


cal  no  460-40-BZ — Application,  May  1,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution 
and  section  60  of  the  Multiple  Dwelling 
Law,  of  Seelig  and  Finkelstein.  appli¬ 
cants,  on  behalf  of  Lenox  Gardens 
Building  Corporation,  owner,  to  permit 
in  a  residence  use  district  the  erection 
and  maintenance  of  a  multiple  dwelling 
having  a  garage  for  more  than  three 
(3)  motor  vehicles  in  the  basement 
story;  garage  space  is  for  the  use  of 
tenants  only;  premises  68-12  Yellow¬ 
stone  boulevard,  northwest  corner  of 
68th  road,  west  side  of  Yellowstone 
boulevard,  from  68th  road  to  68th  ave¬ 
nue  (Block  No.  2137.  Lot  Nos.  27,  29, 
31,  33,  35,  39  and  43),  Forest  Hills, 
Borough  of  Queens. 


cal.  no.  466-40-BZ— Application,  Mav  3,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution 
and  section  60  of  the  Multiple  Dwelling 
Law,  of  Seelig  and  Finkelstein,  appli¬ 
cants.  on  behalf  of  Franklin  Gardens, 
Incorporated,  owner,  to  permit  in  a 
residence  use  district  the  erection  and 
maintenance  of  a  multiple  dwelling  hav¬ 
ing  a  garage  for  more  than  three  (3) 
motor  vehicles  in  the  basement  story ; 
garage  space  is  for  the  use  of  tenants 
only;  premises  118-11  84th  avenue, 

northwest  cornr  of  Lefferts  boulevard 
(avenue)  and  northeast  corner  of  84th 
avenue  and  118th  street  (Block  No. 
3322,  Lot  No.  135),  Kew  Gardens,  Bor¬ 
ough  of  Queens. 
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cal.  no.  1530-39-BZ— Application,  December  21,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Morris  Perlstein,  applicant,  on 
behalf  of  Providence  Marino,  owner 
(Harold  Holzhauser,  lessee),  to  permit 
in  a  business  use  district  the  conversion 
of  occupancy  of  a  frame  building  con¬ 
taining  a  cow  stable  and  hay  loft  to 
riding  academy  and  stable  for  more 
than  five  (5)  horses  and  hay  loft; 
premises  89-38  70th  drive,  southeast 
corner  of  Sybilla  street  (Block  No. 
3899,  Lot  No.  32),  Forest  Hills,  Bor¬ 
ough  of  Queens. 

Appeal  from  Administrative  Decision. 

670-40-A — 89-38  70th  drive,  southeast  corner  of  Sybilla 
street  (Block  No.  3899,  Lot  No.  32), 
Forest  Hills,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  9,  1940,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

658-40-A — 71-58  Austin  street,  south  side,  530.05  ft.  east  of 
71st  avenue  (Continental  avenue)  ;  (Block 
No.  3255,  Lot  No.  33),  Forest  Hills,  Bor¬ 
ough  of  Queens  (under  Section  35,  General 
City  Law— re  Bed  of  Mapped  Street). 


651- 40  A  58-54  and  58-58  187th  street,  southwest  corner 

of  58th  avenue  and  west  side  of  187th 
street,  50  ft.  south  of  58th  avenue  (Block 
No.  5690,  Lot  No.  1),  blushing,  Borough 
of  Queens. 

652- 40-A  58-53  and  58-57  187th  street,  southeast  corner 

of  58th  avenue  and  east  side  of  187th  street, 
50  ft.  south  of  58th  avenue  (Block  No. 
5691,  Lot  No.  1),  Flushing,  Borough  of 
Queens. 

738- 40- A— 56-49  and  56-53  187th  street,  northeast  corner  of 

58th  avenue  (Block  No.  5673,  Lot  No  32) 
Flushing,  Borough  of  Queens. 

739- 40-A— 56-52  188th  street,  northwest  corner  of  58th 

avenue  (Block  No.  5673,  Lot  No.  32), 
Flushing,  Borough  of  Queens. 

740- 40-A— 56-42,  56-44,  56-48  and  56-52  187th  street,  north¬ 

west  corner  of  58th  avenue  (Block  No. 
5672,  Lot  No.  26),  Flushing,  Borough  of 
Queens. 

741 - 40- A— 58-04,  58-08,  58-12,  58-16,  58-20,  58-24,  58-28, 

58-32,  58-36,  58-40.  58-44  and  58-48  188th 
street,  southwest  corner  of  58th  avenue  and 
west  side  of  188th  street,  100  ft.  north  of 
World’s  Fair  boulevard  (Block  No.  5691, 
Lot  No.  1),  Flushing,  Borough  of  Queens.’ 


42-40-A — 59-75  Thames  street  and  92-104  Knickerbocker 
avenue,  northeast  corner  (Block  No.  3008, 
Lot  No.  22),  Borough  of  Brooklyn. 


594-40-A — 77  Elizabeth  street,  west  side,  79  ft.  10  in.  north 
of  Hester  street  (Block  No.  238,  Lot  No. 
31),  Borough  of  Manhattan. 

1196-39-A — 322-324  Dean  street,  south  side,  175  ft.  east  of 
Third  avenue  (Block  No.  198,  Lot  No.  15), 
Borough  of  Brooklyn. 

558-40-A-WF — 135-14  Roosevelt  avenue,  south  side,  70  ft. 

east  of  Prince  street  (Block  No.  5036,  Lot 
No.  20),  Flushing,  Borough  of  Queens. 

1375-39-A — 40-06  to  40-10  104th  street,  northwest  corner  of 
41st  avenue  (Block  No.  1975,  Lot  No.  18), 
Corona,  Borough  of  Queens. 


58-31,  58-35,  58-39,  58-43  and  58-47  188th 
street,  southeast  corner  of  58th  avenue  and 

wSt  iSJ?e  T-of-  188th  street’  100  ft-  north  of 
World  s  Fair  boulevard  (Block  No.  5692, 

Lot  No.  1),  Flushing,  Borough  of  Queens! 


JULY  12,  1940,  10  A.  M. 

Appeals  from  Administrative  Decisions. 

554-40-A— 2146  Gerrittsen  avenue,  west  side,  280  ft.  north 
of  Avenue  “U”  (Block  No.  7341,  Lot  No 
4),  Borough  of  Brooklyn. 


597-40- A— 154  Henry  street,  west  side.  19  ft.  3  in.  north  of 
Love  lane  (Block  No.  236,  Lot  No.  137) 
Borough  of  Brooklyn. 


733- 40-A— 73-02  192nd  street,  southwest  corner  of  73rd 

avenue  (Block  No.  7178,  Lot  No.  1), 
Flushing,  Borough  of  Queens. 

734- 40-A— 73-06  and  73-10  192nd  street,  west  side,  570  ft. 

and  610  ft.  north  of  75th  avenue  (Block 
No.  7178,  Lot  No.  1),  Flushing,  Borough 
of  Queens. 


735-40-A— 73-03  192nd  street,  southeast  corner  of  73rd 
avenue  (Block  No.  7179,  Lot  No.  1), 
Mushing,  Borough  of  Queens. 


736- 40- A— 73-07  and  73-11  192nd  street,  east  side,  577  ft. 

and  619  ft.  north  of  75th  avenue  (Block 
No.  7 1/9,  Lot  No.  1),  Flushing,  Borough 
of  Queens. 


Rides. 

639-40-SR— Proposed  Rules  for  the  Manufacture,  Testing 
and  Use  of  Concrete  Masonry  Units. 


JULY  16,  1940,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand- 
ofdthpanu  •'ft?peals  of  a  pilbl!c  hearing  under  the  provisions 
1940h  at  inng’  f°n,C  resol“tl0n-  Tuesday  morning,  July  16, 
Mn  i  a  °  oclock-  >n  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters: 

cai..  no.  41 7-40-BZ— Application,  April  22,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
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of  Victor  Greiff,  applicant,  on  behalf 
of  Helen  Greiff  and  Lotti  J.  Greiff, 
owners,  to  permit  in  a  residence  use 
district  and,  also,  “G”  area  district,  the 
erection  and  maintenance  of  a  one-car 
garage,  accessory  to  the  dwelling  on  the 
premises ;  said  garage  does  not  conform 
with  the  “G”  area  requirements  of  the 
building  zone  resolution;  premises  159 
Beach  142nd  street,  west  side,  403.52  ft. 
south  of  Rockaway  Beach  boulevard 
(Block  No.  782,  Lot  Nos.  27  and  30), 
Rockaway  Beach  (Neponsit),  Borough 
of  Queens. 

cal.  no.  485-40-BZ— Application,  May  7,  1940,  under  sec¬ 
tion  7b  of  the  building  zone  resolution, 
of  Emanuel  M.  Glick,  applicant,  on  be¬ 
half  of  Methill  Realty  Corporation, 
owner,  to  permit,  partly  in  a  business 
use  district  and  partly  in  a  residence 
use  district,  the  erection  and  mainte¬ 
nance  of  a  business  building  (store)  ; 
premises  west  side  of  Castle  Hill  ave¬ 
nue,  100  ft.  6  in.  north  of  Westchester 
avenue  (Block  No.  3835,  Lot  No.  1), 
Borough  of  The  Bronx. 


-al.  no.  555-27-BZ— Application  of  Conroy  and  Hardy,  ap¬ 
plicants,  on  behalf  of  Elizabeth  W. 
Herman,  owner,  reopened  February  14, 
1940,  under  alleged  new  facts,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  use  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station  (previously  denied)  ; 
premises  2815-2819  Boston  Post  road 
and  926-930  Arnow  avenue,  southwest 
corner  (Block  No.  4516,  Lot  No.  29), 
.Borough  of  The  Bronx. 

cal  no.  390-27-BZ— Application  of  Reginald  S.  Hardy,  ap¬ 
plicant,  on  behalf  of  Morben  Properties. 
Incorporated,  owner,  reopened  May  9, 
1939,  for  rehearing  by  order  of  the 
court,  under  section  21  of  the  building 
zone  resolution,  to  permit,  partly  in  a 
business  use  district  and  partly  in  a 
residence  use  district,  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  (previously  denied)  ;  premises  73- 
42  Cooper  avenue,  south  side,  22.22  ft. 
west  of  74th  street  (Block  No.  3811, 
Lot  No.  8),  Glendale,  Borough  of 
Queens. 


cal.  no.  421-40-BZ— Application,  April  24,  1940,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  J.  Jacques  Stone,  applicant,  on  be¬ 
half  of  W.  Goadby  Loew  and  United 
States  Trust  Company  of  New  York, 
trustee  of  Estate  of  Charles  F.  Rowe, 
owners,  to  permit  in  a  business  use  dis¬ 
trict,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5)  motor 
vehicles ;  premises  122-126  East  32nd 
street,  south  side,  100  ft.  west  of  Lex¬ 
ington  avenue  (Block  No.  887,  Lot  Nos. 
84,  85  and  86) ,  Borough  of  Manhattan. 

cal.  no.  415-40-BZ — Application,  April  22,  1940,  under  sec¬ 
tions  7b  and  7c  of  the  building  zone 
resolution,  of  Andrew  A.  Marjey,  ap¬ 
plicant,  on  behalf  of  Borough  Hall 
Holding  Corporation,  owner,  to  permit, 
partly  in  a  business  use  district  and 
partly  in  a  residence  use  district, _  the 
erection  and  maintenance  of  a  business 
building  (stores  on  first  story  and  of¬ 
fices  on  second  story)  ;  premises  124-17 
Queens  boulevard  and  125-02  82nd  ave¬ 
nue,  northeast  corner  (Block  No.  9654, 
Lot  Nos.  6,  12,  14  and  15),  Kew  Gar¬ 
dens,  Borough  of  Queens. 

cal.  no.  193-40-BZ— Application,  February  21,  1940,  under 
section  21  of  the  building  zone  resolu¬ 
tion  and  section  60  of  the  Multiple 
Dwelling  Law,  of  A.  Paul  Loshen,  ap¬ 
plicant,  on  behalf  of  Charles  Weber, 
owner,  to  permit  in  a  residence  use 
district  the  erection  and  maintenance  of 
a  garage  for  more  than  three  (3)  motor 
vehicles  erected  on  the  premises  appur¬ 
tenant  to  a  multiple  dwelling;  garage 
space  is  for  the  use  of  tenants  only ; 
premises  175-35  Dalny  road,  northwest 
corner  of  Highland  avenue  (Block  No. 
9884,  Lot  No.  1).  Jamaica,  Borough  of 
Queens. 


CAL.  NO.  230-40-BZ— Application,  March  1,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Reginald  S.  Hardy,  applicant,  on  be¬ 
half  of  Winchester  Realty  Corporation, 
owner,  to  permit,  partly  in  a  residence 
use  district  and  partly  in  a  business  use 
district,  the  erection  and  maintenance  of 
a  gasoline  service  station;  premises 
234-01  to  234-19  Hillside  avenue  and 
82-63  to  82-71  234th  street,  northeast 
corner  (Block  No.  7935,  part  of  Lot 
No.  1),  Creedmore,  Borough  of  Queens. 

cal.  no.  489-38-BZ— Application  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Sam  Schwartz 
and  Joseph  Schwartz,  owners,  reopened 
October  3,  1939,  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a 
residence  use  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  (previously  denied  by  the  Board)  ; 
premises  219-01  North  Conduit  boule¬ 
vard  (avenue)  and  144-01  to  144-09 
Springfield  boulevard,  northeast  corner 
(Block  No.  3820,  Lot  No.  4),  Spring- 
field  Gardens,  Borough  of  Queens. 

cal.  no.  1447-39-BZ — Application,  November  28,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Sidney  L.  Strauss,  applicant, 
on  behalf  of  Marie  Hediger.  owner,  to 
permit  in  a  business  use  district  the 
erection  and  maintenance  of  a  gasoline 
service  station,  a  motor  vehicle  repair 
shop  and,  also,  the  parking  of  more 
than  five  (5)  motor  vehicles;  premises 
79-51  Cooper  avenue,  north  side,  191.33 
ft.  west  of  69th  road  (Block  No.  9549. 
Lot  No.  20),  Glendale,  Borough  of 
Queens. 

CAL.  NO.  814-28-BZ— Application  of  William  Reich,  appli¬ 
cant,  on  behalf  of  John  Cestaro,  Patrick 
LaTrace  and  Joseph  Cestaro,  owners, 
reopened  October  24,  1939,  under  sec- 
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tions  /c  and  21  of  the  building  zone 
resolution,  to  permit  in  a  business  use 
district  the  extension  of  a  gasoline 
service  station  (said  gasoline  service 
station  previously  granted  by  the 
hoard)  ;  premises  796-802  Metropolitan 
avenue  and  2-10  Bushwick  avenue 
southwest  corner  (Block  No.  2766,  Lot 
Nos.  11  and  14),  Borough  of  Brooklyn. 

cal.  no.  436-40-BZ— Application,  April  25,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Lawrence  M.  Rothman,  applicant, 
on  behalf  of  Mollie  Schorr,  owner,  to 
permit  in  a  residence  use  district  the 
erection  and  maintenance  of  a  business 
building  (stores)  ;  premises  989-999 
East  179th  street,  north  side,  31.68  ft. 
west  of  Bryant  avenue  (Block  No. 
31 3-,  Lot  No.  3),  Borough  of  The 
Bronx. 


cal  no.  192-29-BZ— Application  of  H.  A.  Mugler,  appli¬ 
cant,  on  behalf  of  Veronica  Kambourian, 
owner,  reopened  January  3.  1939,  under 
sections  /c  and  21  of  the  building  zone 
resolution,  to  permit  in  a  business  use 
district  the  reconstruction  and  extension 
of  a  gasoline  service  station  (previously 
wanted  by  the  Board)  ;  premises  58-02 
to  58-06  Laurel  Hill  boulevard  and  51- 
to  ,  :05  58th  street,  southeast  corner 
(Block  No.  2342,  Lot  Nos.  8,  9  and  10 
and  parts  of  Lot  Nos.  6  and  7),  Wood- 
side,  Borough  of  Queens. 


cal.  no.  465-40-BZ— Application,  May  3,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution 
and  section  60  of  the  Multiple  Dwelling 
Law,  of  Samuel  Gardstein,  applicant, 
on  behalf  of  Madison  Arms,  Incor¬ 
porated,  owner,  t0  permit,  partly  in  a 
business  use  district  and  partly  in  a 
residence  use  district  the  erection  and 
maintenance  of  a  multiple  dwelling  hav¬ 
ing  a  garage  for  more  than  five  (5) 
motor  vehicles  in  the  cellar  story; 
garage  space  is  for  the  use  of  tenants 
only;  premises  118-60  Metropolitan  ave¬ 
nue,  south  side,  180.14  ft.  west  of  Lef- 
boulevard  (avenue)  ;  (Block  No. 
3322,  Lot  No  25).  Kew  Gardens,  Bor¬ 
ough  of  Queens. 


CAL-  N0-  562-32-BZ— Application  of  Lama  and  Proskauer. 

applicants,  on  behalf  of  Silgreen  Hold¬ 
ing  Corporation,  owner,  reopened  No¬ 
vember  15,  1938.  under  section  21  0f  the 
building  zone  resolution,  to  permit  in 
a  business  use  district  the  maintenance 
of  a  gasoline  service  station,  previously 
granted  by  the  Board  for  a  temporary 
period;  premises  208-16  Foch  boulevard 
southwest  corner  of  Springfield  boule¬ 
vard  (Block  No.  3358,  Lot  No.  50). 
St.  Albans,  Borough  of  Queens. 


permit,  pai  tly  in  a  business  use  district 
and  partly  in  a  residence  use  district, 
the  erection  and  maintenance  of  a  mul¬ 
tiple  dwelling  having  a  garage  for 
more  than  five  (5)  motor  vehicles  in 
the  cellar  story;  garage  space  is  for 
the  use  of  tenants  only ;  premises  west 
side  of  Kappock  street,  475  ft.  north  of 
Johnson  avenue  (Block  No.  3407,  Lot 
Nos.  128  and  84),  Borough  of  ’  The 
Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  16,  1940,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

502-40-A— 130  Union  avenue,  east  side.  100  ft.  north  of 

avenue  (Block  No.  190,  Lot  No. 
32),  Mariners  Harbor,  Borough  of  Rich¬ 
mond. 


kj/  j-nu-A- 


_  Columbia  Heights,  west  side,  164  ft.  south 
y  P°ugbty  street,  and  27-53  Furman  street 
ono  ^03,  No.  1.  and  Block  No 

208,  Lot  Nos.  2,  10  and  21),  Borough  of 
Brooklyn  (under  Section  35,  General  Citv 
Law — re  Bed  of  Mapped  Street). 


r  A  U  UC|  s'-’uin  siue,  ‘toy.oo  tt  west 
of  Garrison  avenue  (Block  No.  2626  Lot 
No.  6,  and  Block  No.  2615,  Lot  No'.  6), 
Maspeth,  Borough  of  Queens  (under  Sec¬ 
tion  35,  General  City  Law— re  Bed  of 
Mapped  Street). 


1535-39-A— 95-17  155th 


•  ,  ,  ave™e>  north  side-  entire  block 

bounded  by  155th  avenue,  Lahn  street,  Kill¬ 
er  neyoi\Peet  and  Shore  boulevard  (Block 
No.  -41 1,  Lot  No.  1),  Howard  Beach, 
Borough  of  Queens. 


1536-39-A— 95-41  155th  avenue,  north  side,  entire  block 

bounded  by  155th  avenue,  Lahn  street,  Hur¬ 
on  street  and  Shore  boulevard  (Block  No. 
-413.  Lot  No.  1),  Howard  Beach.  Borough' 
of  Queens. 


I537-39-A  155-04  Killarney  street,  southwest  corner  of 
155th  avenue  Block  No.  2409,  Lot  No  1) 
Howard  Beach,  Borough  of  Queens 


Huron  street 
2418,  Lot  No 
of  Queens. 


c.onuuit  avenue,  northeast  corner 


(Albert  road)  ;  (Block  No. 
1),  Howard  Beach,  Borough 


O-5-40-A— 340-348  Morgan  avenue,  southeast  corner  of 
Orient  avenue  (Block  No.  2911,  Lot  Nos 
6,  21,  25  and  26),  Borough  of  Brooklyn. 


cal.  no.  272-40-BZ— Application.  March  12.  1940.  under  sec¬ 
tions  7g  and  21  of  the  building  zone 
resolution  and  section  60  of  the  mul¬ 
tiple  dwelling  law,  of  Goule  de  Neer- 
gaard,  applicant,  on  behalf  of  Spuyten 
Duyvil  Tower.  Incorporated,  owner,  to 


603-40-A— 269  Avenue  “C  ’,  west  side,  22  ft.  9  in.  south  of 
East  16th  street  (Block  No.  983,  Lot  No. 
33),  Borough  of  Manhattan. 

606-40-A— 242-248  Greene  avenue,  south  side,  275  ft.  east 
of  Grand  avenue  (Block  No.  1966,  Lot  No. 
19),  Borough  of  Brooklyn. 
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509-40-A — 162-04  Jamaica  avenue,  south  side,  24  ft.  east  of 
Union  Hall  street  (Block  No.  10102,  Lot 
No.  2),  Jamaica,  Borough  of  Queens. 

547-40-A— 233  South  Third  street,  north  side,  18  ft.  4  in. 

west  of  Havemeyer  street  (Block  No.  2400, 
Lot  No.  32),  Borough  of  Brooklyn. 

438-40-A— 1009  Winthrop  street,  south  side,  75  ft.  west 
of  92nd  street  (Block  No.  4627,  Lot  No. 
6),  Borough  of  Brooklyn. 

654-40-A— 1017  Avenue  “K”,  north  side,  52  ft.  west  of 
Coney  Island  avenue  (Block  No.  6531,  Lot 
No.  46),  Borough  of  Brooklyn. 

656-40-A — 38-42  Second  avenue,  west  side,  6th  street  Basin, 
Gowanus  Canal  (Block  No.  990,  Lot  No. 
1),  Borough  of  Brooklyn. 


JULY  19,  1940,  10  A.  M. 

Rules. 

584-39-SR— Proposed  Rules  for  the  Testing  and  Use  of 
Blended  Cements. 


SEPTEMBER  17,  1940,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

697-39-A— 28  Bowery  and  43  Bayard  street,  southwest  cor¬ 
ner  (Block  No.  163,  Lot  No.  33),  Borough 
of  Manhattan. 

696-39-A— 2321  Third  avenue  and  201  East  J26th  street, 
northeast  corner  (Block  No.  1791,  Lot  No. 
1),  Borough  of  Manhattan. 


OCTOBER  15,  1940,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  October 
15,  1940,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters: 


cal*  no.  255-40-BZ— Application,  March  7,  1940,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Samuels  and  Samuels,  appli¬ 
cants,  on  behalf  of  Benlem  Realty  Cor¬ 
poration,  owner,  to  permit  in  a  business 
use  district  the  erection  and  mainte¬ 
nance  of  a  gasoline  service  station ; 
premises  81-01  to  81-11  Rockaway 
boulevard.  94-01  to  94-07  81st  street, 
northeast  corner,  and  81-02  to  81-10 
Atlantic  avenue,  southeast  corner  of 
81st  street  (Block  No.  9009,  Lot  No. 
1),  Woodhaven,  Borough  of  Queens. 

cal.  no.  855-27-BZ— Application  of  Shell  Oil  Company,  Inc., 
applicant  and  lessee,  on  behalf  of  Anna 
C.  Bingler,  owner,  reopened  for  re¬ 
hearing  under  new  facts  December  5, 
1939,  under  section  21  of  the  building 
zone  resolution,  to  permit  in  a  business 
use  district,  the  maintenance  and  re¬ 
construction  of  a  gasoline  service  sta¬ 
tion  (previously  denied)  ;  premises  216- 
03  Merrick  boulevard,  northeast  corner 
of  Springfield  boulevard  (Block  No. 
3541.  Lot  No.  1),  Springfield.  Borough 
of  Queens. 

HARRIS  H.  MURDOCK;  Chairman. 


OCTOBER  22,  1940,  10  A.  M. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  October 
22,  1940,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matter : 

cal.  no.  336-40-BZ — Application,  April  3,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Samuels  and  Samuels,  applicants, 
on  behalf  of  William  J.  Hamilton, 
owner,  to  permit  in  a  business  use  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station ;  premises  40-13 
to  40-19  Junction  boulevard,  east  side, 
50.04  ft.  north  of  40th  road  (Block  No. 
1605,  Lot  No.  64),  Corona,  Borough  of 
Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  JUNE  25,  1940. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Assistant  Chief  McCarthy. 

The  minutes  of  the  regular  meeting  of  the  Board  held  on 
Tuesday  morning,  May  28,  1940,  and  the  minutes  of  the 
regular  meeting  of  the  Board  held  on  Tuesday  afternoon, 
May  28,  1940,  were  approved  as  printed  in  Bulletin  No.  23, 
Vol.  25. 


BUILDING  ZONE  CASES. 

272-40-BZ. 

APPLICANT — Gould  de  Neergaard,  for  Spuyten  Duy- 
vil  Tower,  Incorporated,  owner. 

SUBJECT — Application  (re  decision  of  the  borough 
superintendent  of  buildings),  under  sections  7 g 
and  21  of  the  building  zone  resolution  and  sec¬ 
tion  60  of  the  multiple  dwelling  law,  to  permit 
partly  in  a  business  use  district  and  partly  in  a 
residence  use  district,  the  erection  and  mainte- 
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nance  of  a  multiple  dwelling',  having  a  garage 
tor  more  than  five  (5)  motor  vehicles  in  the 
cellar  story;  garage  space  is  for  the  use  of  ten¬ 
ants  only. 

PREMISES  AFI’ECTED — West  side  of  Kappock 
street,  475  ft.  north  of  Johnson  avenue  (Block 
No.  5407 ,  Lot  Nos.  128  and  84),  Borough  of 
The  Bronx. 

APPEARANCES— 

I^or  Applicant:  Gould  de  Neergaard. 

For  Opposition:  None. 

AC  1  lO.\  Oh  BOARD — Laid  over  to  July  16,  1940  at 
10  A.M.  Notices  to  be  sent  out  not  later  than 
July  2,  1940 


APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  Harry 
Roiseman. 

For  Opposition:  None. 

AC  1  ION  Oh  BOARD — Application  granted  on  condi¬ 
tion. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commis¬ 
sioners  Savage  and  Blum  and  Assistant 


Chief  McCarthy  .  4 

Negative  .  q 

THE  RESOLUTION— 

(272-26-BZ) 


327-40-BZ. 


APPLICANT — Philip  Birnbaum,  for  Oxford  Develop¬ 
ment  Corporation,  owner. 

SLBJECT — Application  (re  decision  of  the  borough 
superintendent  of  buildings),  under  section  21  of 
of  the  building  zone  resolution,  to  permit  in  a 
residence  use  district,  the  erection  and  mainte¬ 
nance  of  a  multiple  dwelling,  having  a  garage 
for  more  than  three  (3)  motor  vehicles  in  the 
cellar  story;  garage  space  is  for  the  use  of  ten¬ 
ants  only. 

PREMISES  AFFECTED — 68-37  Yellowstone  boule¬ 
vard,  east  side,  from  68th  drive  to  68th  road 
(Block  No.  2210,  Lot  No.  10  and  part  of  Lot 
No.  1),  Forest  Hills,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Philip  Birnbaum  and  Alfred 
Kciskcl 

AC  1  ION  OF  BOARD — Laid  over  to  July  2,  1940  at 
10  A.M.,  for  further  consideration  by  the  Board. 


336-40-BZ. 

APPLICANT — Samuels  and  Samuels,  for  William  J. 
Hamilton,  owner. 

SUBJECT — Application  (re  decision  of  the  borough 
superintendent  of  buildings),  under  section  21  of 
the  building  zone  resolution,  to  permit  in  a  busi¬ 
ness  use  district  the  erection  and  maintenance 
of  a  gasoline  service  station. 

PREMISES  AFFECTED  — 40-13  to  40-19  Junction 
boulevard,  east  side,  50.04  ft.  north  of  40th  road 
(Block  No.  1605,  Lot  No.  64),  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Laid  over  to  October  22,  1940 
at  10  A.M.  Notices  to  follow  the  usual  proce¬ 
dure. 


272-26-BZ. 

APPLIC  ANT — Lama  and  Proskauer,  for  Maned  Realty 
Company,  Incorporated,  owner  (Harry  Roise¬ 
man,  lessee). 

SUBJECT— Application  reopened  April  30,  1940  for  re¬ 
hearing  on  a  new  proposal — (re  decision  of  the 
borough  superintendent  of  buildings),  under  sec¬ 
tions  7h  and  21  of  the  building  zone  resolution, 
to  permit  in  a  business  use  district,  for  a  tem¬ 
porary  period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles  (previously  denied — re  erection  of 
gasoline  service  station). 

PREMISES  AFFECTED— 555-563  Atlantic  avenue, 
north  side,  97  ft.  10  in.  west  of  Fourth  avenue 
(  Block  No.  180,  Lot  No.  40),  Borough  of 
Brooklyn. 


Whereas,  this  application,  affecting  premises  555-563  At¬ 
lantic  avenue,  north  side.  97  ft.  10  in.  west  of  Fourth  ave¬ 
nue  (Block  No.  180,  Lot  No.  40),  Borough  of  Brooklyn, 
to  permit  in  a  business  use  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  was  denied  by  the  Board 
September  14,  1926;  and 

Whereas,  Lama  and  Proskauer,  for  Maned  Realty  Com¬ 
pany,  Incorporated  (Harry  Roiseman,  lessee),  requested  a 
rehearing  of  the  application  under  a  new  proposal  to  permit, 
under  sections  7h  and  21  of  the  building  zone  resolution,  in 
a  business  use  district,  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  and 
Whereas,  this  application  was  reopened  by  vote  of  the 
Board  April  30,  1940;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  June  25,  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
W hereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Atlantic  avenue,  State  street  and 
Flatbush  avenue  are  in  business  use  districts;  Third  avenue 
is  in  a  business  and  unrestricted  use  district ;  and 
Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  B.N.  Application  No.  6963-39,  dated  April  17 
1940,  reads: 

L  The  proposed  use  of  lot  for  the  parking  and 
storage  of  more  than  five  motor  vehicles  in  a  business 
district  is  contrary  to  the  provisions  of  Art.  II,  Sec.  4, 
Subdiv.  15,  of  the  Building  Zone  Resolution.” 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  Irontage  of  125  ft.  and  a  depth  of  90  ft. ;  it  is  proposed  to 
use  the  plot  for  a  temporary  period  of  not  more  than  two 
(-)  years  for  the  storage  and  parking  of  more  than  five  (5) 
motor  vehicles ;  and 

Whereas,  these  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
W hereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  h,  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted,  under  section  7h  there¬ 
of,  for  a  term  of  two  (2)  years  from  the  date  of  this  resolu¬ 
tion,  to  permit  the  premises  to  be  occupied  for  the  parking 
and  storage  of  automobiles,  on  condition  that  only  automo¬ 
biles  of  the  pleasure-car  type  shall  be  stored  and  parked; 
that  the  plot  shall  be  leveled  substantially  to  the  grade  of 
Atlantic  avenue  and  shall  be  surfaced  with  steam  cinders, 
clean  gravel  or  other  suitable  material,  properly  rolled  and 
bound ;  that  there  shall  be  erected  on  the  interior  lot  lines, 
where  masonry  walls  of  adjoining  buildings  do  not  occur,  a 
substantial  woven-wire  fence  with  steel  pickets  not  less  than 
6  ft  in  height  with  no  openings  therein ;  that  a  similar  fence 
shall  be  erected  along  the  street  building  line  of  Atlantic 
avenue,  except  for  an  entrance  not  over  20  ft.  in  width  with 
a  curb  cut  opposite  of  similar  width;  that  proper  aisles  shall 
be  maintained  at  all  times  for  easy  ingress  and  egress ;  that 
during  the  term  of  this  permit  the  premises  shall  be  used 
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for  no  other  use  than  as  herein  permitted  and  no  building 
shall  be  erected  thereon,  except  there  may  be  a  building  used 
exclusively  as  an  office  and  shelter  for  the  attendant,  which 
shall  be  not  more  than  one  story  in  height  and  150  sq.  ft. 
in  area  and  which  may  be  of  frame  and  located  near  the 
entrance ;  that  any  billboards  or  signs  existing  on  the  prem¬ 
ises  shall  be  removed  and  no  signs  shall  be  erected,  except 
there  may  be  a  sign  attached  to  the  fence  near  the  entrance 
advertising  the  parking  use  and  the  rates  charged,  provided 
such  sign  does  not  exceed  15  sq.  ft.  in  area,  is  not  illuminated, 
and  does  not  extend  beyond  the  building  line ;  that  any  lights 
for  general  illumination  shall  be  on  steel  posts  with  metallic 
reflectors  so  arranged  as  to  reflect  toward  the  center  of  the 
premises ;  that  such  portable  fire-fighting  appliances  shall  be 
installed  as  the  fire  commissioner  shall  direct ;  that  all  per¬ 
mits  required  shall  be  obtained  and  all  work  completed  with¬ 
in  six  months  from  the  date  of  this  resolution. 


780-27-BZ.  ' 

APPLICANT— Edgar  Palmieri,  for  Garbo  Garage  Cor¬ 
poration,  owner. 

SUBJECT — Application  reopened  April  16,  1940  (re 
decision  of  the  borough  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district, 
the  alteration  of  a  garage  for  more  than  five  (5) 
motor  vehicles  (previously  granted  by  the 
Board),  so  as  to  include  an  alcove  gasoline  ser¬ 
vice  station. 

PREMISES  AFFECTED— 112-126  East  98th  street, 
west  side,  250  ft.  north  of  Winthrop  street 
(Block  No.  4616,  Lot  No.  25),  Borough  of 
Brooklyn. 

APPEARANCES —  .  .  Alf  ,  * 

For  Applicant:  Edgar  Palmieri,  Alfred  A. 

Lama  and  Jacob  Shaiken. 

For  Opposition:  Rose  Seril  and  Herman 
Marin. 

ACTION  OF  BOARD— Resolution  amended. 

THE  VOTE  TO  AMEND  R„o^UTION— 

Affirmative:  Chairman  Murdock,  Commis¬ 
sioners  Savage  and  Blum  and  Assistant 

Chief  McCarthy  .  * 

Negative  . 

THE  RESOLUTION— 

(780-27-BZ) 

Whereas,  this  application,  to  permit  in  a  business  use 
district  the  erection  and  maintenance  of  a  garage  for  more 
than  five  (5)  motor  vehicles;  premises  112-126  East  9»tn 
street,  west  side.  250  ft.  north  of  Winthrop  street  (Block 
No.  4616,  Lot  No.  25),  Borough  of  Brooklyn,  was  granted 

bv  the  Board  January  24,  1928;  and 
‘Whereas,  Edgar  Palmieri,  for  Garbo  Garage  Corporation, 
owner,  filed  an  application,  under  section  21  of  the  building 
zone  resolution,  so  as  to  include  an  alcove  gasoline  service 

Whereas,  this  application  was  reopened  by  a  vote  ot  the 

Board  on  April  16,  1940;  and  . 

Whereas  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  East  98th  street  and  Ralph  avenue 
are  in  business  use  districts;  Rockaway  parkway  and  Win¬ 
throp  street  are  in  residence  and  business  use  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent  ot 
buildings,  dated  April  5,  1940.  reads: 

“1.  Proposed  alterations  to  front  part  of  present 
public  garage,  for  the  purpose  of  creating  a  gasoline 
service  station  within  a  business  district,  is  contrary  to 
Art.  II,  Sec.  4  (a),  subd.  46,  of  the  Zone  Resolution. 

^Whereas,  the  existing  building  is  one  story  in  height, 
with  a  frontage  of  129.2  ft.  and  a.  depth  of  110  ft. ;  of  Class 
3  construction ;  it  is  proposed  to  remove  and  relocate  part  ot 
the  street  wall  of  the  existing  garage  for  more  than  five  (a) 


motor  vehicles  and  to  use  the  resulting  area  as  a  gasoline 

service  station ;  and 

Whereas,  these  premises  and  the  surrounding  area  weie 
inspected  by  a  committee  of  the  Board. 

Resolved,  that  the1  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  on  January  24,  1928,  by 
adding  thereto : 

“that  in  the  event  the  owner  desires  to  construct  a  gaso¬ 
line  selling  alcove  at  the  front  of  the  building,  substan¬ 
tially  as  indicated  on  plans  marked  ‘Received  April  5, 
1940,’  such  alcove  may  be  constructed,  including  an  office 
and  lubritorium,  as  indicated,  provided  that  the  alcove 
wall  shall  be  set  back  from  East  98th  street  for  a  dis¬ 
tance  of  not  less  than  35  ft.  and  that  no  gasoline  pumps 
shall  be  erected  nearer  than  15  ft.  to  the  street  building 
line ;  that  any  windows  in  this  alcove  wall  shall  be  con¬ 
structed  of  steel  frames  and  sash,  glazed  with  wire  glass ; 
that  the  main  entrance  doors  to  the  garage  shall  be  of 
metal  and  of  the  sliding  type ;  that  the  gasoline  selling 
alcove  shall  be  cement  paved ;  that  any  sign  extending 
beyond  the  building  line  shall  be  solely  for  advertising 
the  brand  of  gasoline  on  sale,  and  may  be  illuminated, 
but  shall  not  extend  beyond  the  building  line  for  a  dis¬ 
tance  of  more  than  5  ft. ;  that  no  portable  gasoline  tanks 
shall  be  used  on  or  from  the  premises ;  that  lubricating 
equipment  shall  be  of  the  hydraulic  type ;  that  no  automo¬ 
bile  repairing  shall  be  carried  on  on  the  premises;  that 
not  more  than  three  (3)  550-gallon  gasoline  tanks  shall 
be  installed,  including  the  two  now  existing;  that  such 
tanks  shall  not  be  installed  nearer  than  20  ft.  to  the 
boiler-room  wall ;  that  the  boiler-room  shall  be  separated 
from  the  balance  of  the  building  by  fireproof  construction 
and  enterable  only  from  the  exterior;  that  in  the  event 
this  proposed  gasoline  selling  alcove  is  constructed,  plans 
shall  be  submitted  for  approval  by  the  chairman  in  behalf 
of  the  Board  prior  to  filing  same  with  the  Department, 
and  after  such  approval  all  permits  required  shall  be 
obtained  and  all  work  completed  in  connection  therewith 
within  one  year  from  the  date  of  this  amended  resolu¬ 
tion  ;  that  in  all  other  respects  the  resolution  adopted  by 
the  Board  on  January  24,  1928,  shall  be  complied  with.” 


410-31-BZ. 


APPLICANT — Rudolph  B.  Weiss,  for  Lakeville  Road 
Service  Station,  Incorporated,  owner. 

SUBJECT — Application  reopened  May  28,  1940 — re  con¬ 
sideration  as  to  extension  of  permit  and  exten¬ 
sion  of  time  to  complete  work — re  Application 
(decision  of  the  borough  superintendent  _  of 
buildings)  previously  granted  on  condition, 
under  section  7f  of  the  building  zone  resolution, 
permitting  partly  in  a  business  use  district  and 
partly  in  a  residence  use  district,  the  alteration 
and  maintenance  of  a  gasoline  service  station 
for  a  temporary  period. 

PREMISES  AFFECTED— 175-14  Horace  Harding 
boulevard,  south  side,  117.71  ft.  west  of  Utopia 
parkway  and  83.78  ft.  east  of  175th  street  (Block 
No.  2661,  Lot  No.  26),  Flushing,  Borough  of 


Queens. 

APPEARANCES— 

For  Applicant:  Rudolph  B.  Weiss.. 

ACTION  OF  BOARD — Permit  extended,  time  extended 


and  resolution  amended. 

THE  VOTE  TO  EXTEND  PERMIT,  EXTEND 
TIME  AND  AMEND  RESOLUTION — 

Affirmative:  Chairman  Murdock,  Commis¬ 
sioners  Savage  and  Blum  and  Assistant 

Chief  McCarthy  .  ^ 

Negative  . 

THE  RESOLUTION— 

(410-31-BZ) 


Whereas,  this  application,  under  section  7f  of  the  building 
zone  resolution,  to  permit,  partly  in  a  business  use  district 
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and  partly  m  a  residence  use  district,  the  erection  and  main¬ 
tenance  ot  a  gasoline  service  station,  was  granted  bv  the 
Board  April  29,  1932.  on  certain  conditions,  resolution 
amended  May  24,  1938,  and  April  11,  1939-  and 
Whereas,,  Rudolph  B.  Weiss,  for  Lakeville  Road  Service 
stations,  Incorporated,  owner,  requested  an  extension  of  time 
to  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
nereh>  amend  its  resolution  adopted  April  ?9  193?  ^ 
amended  May  28,  1938,  and  April  11.  1 939,  so  thai  as 
amended  the  resolution  shall  read: 

Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution 
and  that  the  _application  be  and  it  hereby  is  granted 
under  section  7  subdivision  f,  for  a  temporary  period  of 
two  (_)  years  from  the  date  of  this  amended  resolution 
on  condition  that  all  pumps  shall  be  set  back  not  less 

ere't  1  ft‘  r01"  th-  buildin£  Hne;  that  the  buildings 
^lMd  gnfthe  premises  as  office  or  accessory  building 
shall  be  but  one  story  in  height  and  shall  be  located  and 

as,indicated  on  plans  marked  ‘Re- 
,  d  April  4,  1939  ;  that  any  advertising  signs  shall 
be  confined  to  the  illuminated  globes  of  the  gasoline 
pumps  and  to  signs  attached  to  the  facade  of  the  acces¬ 
sory  building ;  that  no  motor  vehicle  repairing  shall  be 
carried  on  on  the  premises ;  that  photograph!  showing 
existing  conditions  shall  be  filed  with  the  Board  within 

E  IhE  t tHr  date  °f  th'S  amended  resolution; 
that  the  certificate  of  occupancy  issued  shall  refer  to  ihe 

conditions  of  this  resolution  as  amended;  that  all  permits 
required  shall  be  obtained  and  all  work  completed^vithin 
six  months  from  the  date  of  this  amended  resolution/’ 


349-40-BZ. 

APPLICANT— Jacob  J  Schwebel,  for  New  York,  New 
Haven  and  Hartford  Railroad  Company,  owner 

SIJRTFrr!!AnS,Realty  Corporation,  lessee).  ’ 

JECT  Application  (re  decision  of  the  borough 

S3r?1  e°fd Kf-i  ,b.uildings),  under  sections  7h 
*"d, •  tbe  buiIdm£  zone  resolution,  to  permit 
partly  in  a  business  use  district  and  partly  in  a 
residence  use  district,  for  a  temporary  period  of 

Eam°rVhan  tWL°  years-  the  Parking  and 

PREMIs|s^Ate^« 

Wb’itJ5pf'-eaSt  of.Garbeld  street,  west  side  of 
White  Plains  road  and  east  side  of  Garfield 

o^The^ Bronx  N°'  4°25’  L°*  N°- 27> 

APPEARANCES— 

For  Applicant:  Jacob  J.  Schwebel. 

For  Opposition:  Peter  A.  Quinn,  George  S. 
Fiordalesi,  L.  Preisman,  J.  Weisman  and 
others. 

ACTION  OF  BOARD — Application  denied 
THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commission¬ 
er*  Ravage  and  Blum  and  Assistant 
Chief  McCarthy  ....  4 

THE  RESOLUTION—  . 

(349-40-BZ) 

Whereas,  Jacob  J.  Schwebel.  for  New  York,  New  Haven 
and  Hartford  Railroad  Company,  owner  (Cousins  Realty 
Corporation,  lessee),  filed  April  5,  1940,  an  application  under 
sections  /  h  and  21  of  the  building  zone  resolution,  to  permit, 
partly  in  a  business  use  and  partly  in  a  residence  use  dis¬ 
trict,  tor  a  temporary  period  of  not  more  than  two  (?) 
years  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles;  prermses  606  Baker  avenue,  south  side,  75  ft.  east 
of  Garfield  street,  west  side  of  White  Plains  road  and  east 


side  of  Garfield  street  (Block  No.  4025,  Lot  No.  27)  Bor¬ 
ough  of  The  Bronx ;  and 

W  hereas  a  public  hearing  was  held  on  this  application 
. y  1  ,  l>oa[d  °/  Standards  and  Appeals,  at  its  regular  meet- 
"lg;.  -I.une  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
W  1 1  ere  as,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  White  Plains  road  is  in  a  business 
and  unrestricted  use  district;  East  Tremont  avenue  is  in  an 
unrestricted  and  business  use  district;  Baker  avenue  is  in  a 
residence  and  business  use  district;  Garfield  street  is  in  a 
residence  use  district;  and 

.  Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  dated  March  25,  1940,  reads: 

Please  be  advised  that  the  above  premises  are  located 
both  in  a  residence  district  and  a  business  use  district. 

The  parking  and  storage  of  more  than  three  (3) 
motor  vehicles,  non-accessory  to  a  dwelling,  in  that  por¬ 
tion  of  the  premises  located  in  the  resdence  use  district, 
is  contrary  to  Article  2,  Section  3  of  the  Building  Zone 
Resolution.  The  parking  and  storage  of  more  than  five 
( 5 )  motor  vehicles,  in  the  portion  of  the  premises  lo- 
cated  in  the  business  use  district  is  contrary  to  Article 
.’  Section  4  of  the  Building  Zone  Resolution.  Applica¬ 
tion  for  a  Certificate  of  Occupancy  for  the  above  prem¬ 
ises  is  therefore  denied.” 

and 

Whereas,  the  premises  consist  of  an  irregularly  shaped 
plot,  °J  ground  having  a  frontage  of  60  ft.  on  White  Plains 
road,  2b  ft.  on  Baker  avenue  and  a  distance  of  456  ft.  alon" 

f  im'!1  l0t  hl\eWthe  ^,est  portion  of  the  plot>  for  a  depth 
of  100  ft.  from  White  Plains  road,  is  located  in  a  business 

■  se  district  and  the  remainder  is  in  a  residence  use  district  • 
it  is  proposed  to  occupy  the  plot  for  a  temporary  period  of 

thnn  W"?  yeaj:s  for  the  parking  and  storage  of 
moie  than  five  (5)  motor  vehicles;  and 

hereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 

V  hereas  .the  Board  deemed  that  this  was  not  a  proper 
case  in  which  to  exercise  its  discretion  to  grant  under  sec- 
E  fi-  subdlXlslon  h,  of  the  building  zone  resolution,  and 
that  the  applicant  failed  to  substantiate  a  basis  of  appeal 
under  section  A  of  the  building  zone  resolution  and  was, 

Sfflr/u"6’  n°f  entltIed  t0  re,ief  on  the  grounds  of  practical 
difficulty  and  unnecessary  hardship. 

AV.v.o/t'c’rf,  that  the  decision  of  the  borough  superintendent 
of  buildings  be  and  it  hereby  is  affirmed  and  that  the  ap¬ 
plication  be  and  it  hereby  is  denied. 


350-40-BZ. 

APPLICANT  Warden  H.  Fenton,  Director,  Bureau  of 
Architecture,  Department  of  Public  Works,  for 
City  of  New  York,  owner. 

SUBJECT  Application  (re  decision  of  the  borough 
superintendent  of  buildings),  under  section  21 
of  the  building  zone  resolution,  to  permit  in  a 
residence  use  district  and  also,  E  area  district, 
the  erection  and  maintenance  of  a  building  (fire- 

IM’ .witb  E  area  requirements, 
v  -MISES  AFFECTED — 1684  Eastern  boulevard, 
south  side,  50  ft.  east  of  Fteley  avenue  (Block  No. 
3660,  Lot  Nos.  54  and  65),  Borough  of  The 
Bronx. 

APPEARANCES— 

Tor  Applicant:  Carl  Hartzelius. 

A^T  Tor  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condi¬ 
tion. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commis¬ 
sioners  Savage  and  Blum .  3 

Negative  . ; .  q 

Not  Voting:  Assistant  Chief  McCarthy.  1 
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THE  RESOLUTION— 

(350-40-BZ) 

Whereas,  Warden  H.  Fenton,  Director,  Bureau  of  Archi¬ 
tecture,  Department  of  Public  Works,  City  of  New  York, 
owner,  filed  April  5,  1940,  an  application  under  section  21 
of  the  building  zone  resolution,  to  permit  in  a  residence  use 
and,  also,  E  area  district,  the  erection  and  maintenance  of 
a  building  (fire  house)  not  complying  with  E  area  require- 
ments ;  premises  1684  Eastern  boulevard,  south  side,  50  ft. 
east  of  Fteley  avenue  (Block  No.  3660,  Lot  Nos.  54  and 
65),  Borough  of  The  Bronx;  and  . 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  June  25,  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
WAereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Eastern  boulevard,.  Croes  avenue 
and  Banyer  place  are  in  residence  and  business  use  and, 
also,  D  and  E  area  districts ;  Fteley  avenue  is  in  a  residence 
use  and,  also,  E  and  D  area  district ;  and  > 

Whereas  the  decision  of  the  borough  superintendent  of 
buildings,  on  Alt.  Application  No.  155-40,  dated  March  14, 
1940,  reads: 

“1.  Building  to  set  back  10'  from  building  line  not 
to  exceed  50%  of  area  on  1st  floor  and  30%  of  area  18 
above  curb.  Sec.  15(c),  Building  zone  resolution. 

Examination  to  be  continued.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  50  ft.  on  the  new  line  of  Eastern  boulevard,.  50 
ft.  on  Banyer  place  and  a  depth  of  108  ft. ;  there  is  an  exist¬ 
ing  two  story  brick  fire  house,  36  ft.  8  in.  by  89  ft.  in  area, 
located  on  the  old  street  line  of  Eastern  boulevard ,  it  is 
proposed  to  relocate  this  building,  as  shown  on  filed  plans, 
without  the  required  10  ft.  setback  on  the  new  street  line  of 
Eastern  boulevard;  the  building  occupies,  at  curb  level,  an 
.  area  of  3,000  sq.  ft.,  an  excess  area  of  300  sq.  ft.  over  the 
allowable  50  per  cent,  of  the  area  of  the  lot;  the  building 
occupies,  above  a  level  18  ft.  above  the  curb,  an  area  of  3,000 
sq.  ft.,  an  excess  area  of  1,380  sq.  ft.  over  the  allowable  30 
per  cent,  of  the  area  of  the  lot ;  and 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  the  applicant  had.  sub¬ 
stantiated  a  basis  of  appeal  under  section  21  of  the  building 
zone  resolution  and  was,  therefore,  entitled  to  relief  on  the 
grounds  of  practical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals,  does 
hereby  moke  o  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted,  under  section  21  there¬ 
of,  as  to  area  requirements,  on  condition  that  the  building 
shall  set  back  not  less  than  10  ft.  from  the  new  street  build¬ 
ing  line  of  Eastern  boulevard,  and  that  a  rear  yard  along 
Banyer  place  shall  be  left  unbuilt  upon  for  a  depth  of  not 
less  than  8  ft. ;  that  a  suitable  steel  picket  fence,  not  less  than 
6  ft.  in  height  shall  be  erected  along  the  building  line  of 
Banyer  olace :  that  an  exit  gate  may  be  installed  in  this 
fence :  that  this  variance  shall  continue1  onlv  so  long  as  the 
building  is  used  as  proposed  as  a  fire  station  of  the  City  of 
New  York;  that  in  all  other  respects  all  laws,  rules  and 
regulations  shall  be  complied  with ;  that  all  permits  required 
shall  be  obtained  and  all  work  completed  within  one  year 
from  'he  date  of  this  resolution. 


368-40-BZ. 

APPLICANT— Paul  Friedman,  for  Plaza-Circle  Corpora¬ 
tion,  owner. 

SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings) ,  under  sections  7c  and  2.1  of 
the  building  zone  resolution,  to  permit,  partly  in  a 
residence  use  district  and  partly  in  a  business  use 


district,  the  alteration  and  conversion  of  occupancy 
of  part  of  an  existing  building  from  garage  for 
more  than  five  (5)  motor  vehicles  to  store  use  and 
from  carriage  house  and  stable  for  more  than  five 
(5)  horses  to  garage  for  more  than  five  (5)  motor 

vehicles.  ,  e  ... 

PREMISES  AFFECTED— 2-14  Plaza  street  and  405-413 
Flatbush  avenue,  northeast  corner  (Block  No.  1169, 
Lot  No.  1),  Borough  of  Brooklyn. 

APPEARANCES—  .  ,  0  .  _  ..  ..  .  . 

For  Applicant:  Paul  Friedman,  Samuel  L.  Malkind 

and  Louis  Posner. 

For  Opposition:  Harold  Klorfein,  Department  of 
parks 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE—  ,  ,  „ 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Me- 

Carthy  .  « 

Negative  . 

THE  RESOLUTION— 

(368-40-BZ) 

Whereas  Paul  Friedman,  for  Plaza-Circle  Corporation, 
owner,  filed’ April  8,  1940,  an  application  under  sections  7c 
and  21  of  the  building  zone  resolution,  to  permit,  partly  in  a 
residence  use  and  partly  in  a  business  use  district,  the  altera- 
tion  and  conversion  of  occupancy  of  part  of  an  existing 
building  from  garage  for  more  than  five  (5)  motor  vehicles 
to  store  use,  and  from  carriage  house  and  stable  for  more 
than  five  (5)  horses  to  garage  for  more  than  five  (5)  motor 
vehicles;  premises  2-14  Plaza  street  and  405-413  Flatbush 
avenue,  northeast  corner  (Block  No.  1169,  Lot  No.  1).  Bor¬ 
ough  of  Brooklyn;  and  . 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing  June  25.  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the.  building 
zone  resolution  show  that  Flatbush  avenue  is  in  business  and 
residence  use  districts ;  St.  Johns  place.  Plaza  street  anc* 
Lincoln  place  are  in  residence  use  districts.;  Vanderbilt  ave¬ 
nue  is  in  residence  and  business  use  districts  ;  and 

Whereas  the  decision  of  the  borough  superintendent  of 
buildings,  on  Alt.  Applic.  No.  20-40,  dated  April  1,  1940, 
reads : 

“1.  Proposed  change  of  occupancy  of  portions  of 
this  bldg,  from  public  garage  use  to  store  use  and  frame 
carriage  storage  use  and  stable  for  more  than  five  horses 
to  public  garage  use  is  contrary  to  Art.  II,  Secs.  3.  and 
4,  Zoning  Resolution.  Premises,  located .  partly .  within 
residential  district  and  partly  within  business  district.’' 

Whereas,  the  existing  building  is  two  and  three  stories 
in  height,  of  Class  3  construction,  having  a  frontage  of  120 
ft.  on  Plaza  street  and  110  ft.  on  Flatbush  avenue,  irregular 
in  area ;  a  part  of  the  northerly  portion  of  the  existing 
building,’  with  a  frontage  of  10  ft.  on  Flatbush  avenue  and 
a  depth  of  100  ft.,  is  in  a  business  use  district,  the  remain¬ 
der  is  in  a  residence  use  district;  it  is  proposed,  to  convert 
the  occupancy  of  the  basement  story  of  the  building  from 
garage  for  more  than  five  (5)  motor  vehicles  and  stables 
to  garage  for  more  than  five  (5)  motor  vehicles;  it  is  also 
proposed  to  convert  the  occupancy  of  the.  first  story  from 
garage  for  more  than  five  (5)  motor  vehicles  and  carriage 
house  to  stores  and  garage  for  more  than  five  (5)  motor 
vehicles ;  to  maintain  the  use  of  the  second  story  as  garage 
for  more  than  five  (5)  motor  vehicles  and  motor  vehicle 
repair  shop  and  to  maintain  the  third  story  as  a  garage  for 
more  than  five  (5)  motor  vehicles;  and 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 

Wherfas,  the  Board  deemed  that  the  anplicant  had.  sub¬ 
stantiated  a  basis  of  appeal  under  section  21  of  the  building 
zone  resolution  and  was,  therefore;  entitled  to  relief  on  the 
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grounds  of  practical  difficulty  and  unnecessary  hardship,  to 
permit  the  reconstruction  and  rearrangement  of  the  existing 
garage  to  garage  and  store  use  and,  further,  to  extend  the 
area  under  section  7c, 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  .<7 ranted,  under  sections  7c  and 
21  thereof,  to  permit  the  premises  under  appeal  to  be  altered 
substantially  as  indicated  on  revised  plans  marked  “Received 
June  25,  1940,  on  condition  that  there  shall  be  no  openings 
from  the  corner  store  (No.  7)  to  Plaza  street;  that  the 
proposed  stores  shall  be  designed  with  colonial  shop  fronts ; 
that  the  openings  in  the  walls  to  the  north  and  east  facing 
adjoining  premises  shall  either  be  bricked  up  or  replaced 
with  fireproof  self-closing  windows;  that  in  the  non-fireproof 
portion  of  the  building  there  shall  be  installed  a  sprinkler 
system  which  need  only  be  one-source  complying  with  the 
requirements  of  the  Building  Code  therefor  and  with  addi¬ 
tional  sprinkler  heads  under  the  soffits  of  the  lower  chords 
of  the  trusses ;  that  no  signs  shall  be  erected  on  the  premises 
except  a  neat  sign  at  the  entrance  to  Plaza  street,  denoting 
the  garage,  and  signs  in  connection  with  the  stores,  consist¬ 
ing  of  permanent  signs  attached  to  the  wall  over  the  store 
front,  and  not  over  2  ft.  in  height,  and  including  non-illu- 
minated  signs  on  the  plate  glass  of  the  show  windows,  doors 
and  transoms;  that  any  automobile  repairing  carried  on  in 
the  building  shall  be  restricted  to  the  present  space  now  so 
occupied  on  the  second  story ;  that  no  trucks  shall  be  stored 
m  the  garage;  that  the  boiler-room  shall  be  separated  from 
the  balance  of  the  building  by  fireproof  construction  and 
enterable  only  from  the  exterior;  that  no  portable  gasoline 
pumps;  shall  be  used  on  or  from  the  premises ;  that  any 
gasoline  sold  from  the  premises  shall  be  solely  for  automo¬ 
biles  stored  within  the  garage,  and  no  sign  advertising  gaso¬ 
line  shall  be  displayed  on  the  exterior  of  the  building;  that 
openings  between  the  fireproof  portion  of  the  garage  and  the 
non-fireproof  portion  shall  be  protected  with  approved  fire- 
resistant  doors  as  required  by  the  Building  Code  therefor; 
that  the  exterior  of  the  building  shall  be  cleaned  either  by 
sand  blasting  or  steam  cleaning;  that  all  portions  of  the 
cellar  where  now  unpaved  shall  be  cement  paved;  that  the 
space  between  the  curb  and  the  building  along  Plaza  street, 
other  than  the  required  sidewalk,  shall  be  sodded  to  the 
satisfaction  of  the  park  Department,  except  for  the  driveway 
to  entrance ;  that  the  curbs  and  sidewalks  shall  be  restored ; 
that  all  curb  cuts  shall  be  restored,  except  for  the  entrance 
as  proposed  from  Plaza  street  and  that  the  curb  cut  opposite 
such  entrance  shall  not  exceed  15  ft.;  that  in  all  other  re¬ 
spects  the  building  shall  comply  with  all  laws,  rules  and 
regulations  applicable  thereto ;  that  complete  plans  shall  be 
submitted  to  the  chairman  of  the  Board  before  same  are 
filed  with  the  borough  superintendent  of  buildings;  that  all 
permits  required  shall  be  obtained  and  all  work  completed 
within  one  year  from  the  date  of  this  resolution. 


Adjourned,  12:35  P.M. 


Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  JUNE  25,  1940. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Assistant  Chief  McCarthy. 


BUILDING  ZONE  CASES. 

1053-38-BZ. 

APPLICANT — Lama  and  Proskauer,  for  Brooklyn  De¬ 
velopment  Company,  owner. 

SUBJECT— Application  for  consideration — re  reopening  and 
amendment— re  Application  (decision  of  the  acting 


borough  superintendent  of  buildings),  under  section 
7h  of  the  building  zone  resolution,  permitting  in  a 
business  use  district,  for  a  tempodary  period  of  not 
more  than  two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 2503-2537  65th  street,  north¬ 
west  corner  of  McDonald  avenue  (Block  No.  6607, 
Lot  Nos.  34  and  42),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

AC  I  ION  OF  BOARD — Request  to  reopen  withdrawn. 

THE  VOTE  TO  WITHDRAW  REQUEST  TO  RE¬ 
OPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

Negative  .  q 


845-39-BZ. 

APPLICANT — Sidney  H.  Kitzler,  for  Harris  Goody  Realty 
Company,  Incorporated,  owner  (Jack  Nelson, 

lessee). 

SUBJECT — Application  for  consideration — reopening  and 
amendment— re  Application  (decision  of  the  borough 
superintendent  of  buildings),  under  section  21  of  the 
building  zone  resolution,  permitting  in  a  business 
use  district  the  erection  of  an  accessory  building  on 
an  existing  gasoline  service  station. 

PREMISES  AFFECTED — 253-263  Empire  boulevard  and 
369-379  Rogers  avenue,  northeast  corner  (Block 

1308,  Lot  No.  1),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

ACTION  OF  BOARD — Request  to  reopen  withdrawn. 

THE  VOTE  TO  WITHDRAW  REQUEST  TO  RE¬ 

OPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

Negative  .  q 


1220-23-BZ. 


APPLICANT— Roosevelt  Savings  Bank  of  the  City  of  New 
York,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit— re  Application  (order  of  the 
fire  commissioner),  granted  on  condition  under  sec¬ 
tion  7g  of  the  building  zone  resolution,  permitting 
in  a  business  use  district  the  maintenance  of  a  park¬ 
ing  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles  for  a  temporary  period. 
PREMISES  AFFECTED — 1090-1094  Gates  avenue,  east 
side,  100  ft.  north  of  Broadway  (Block  No.  3339, 
Lot  No.  1),  Borough  of  Brooklyn 
APPEARANCES— 

For  Applicant:  Edward  Cross  and  Frank  H. 
Kandler. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

Negative  .  q 

THE  RESOLUTION— 

(1220-23-BZ) 

Whereas,  this  application  affecting  premises  1090-1094 
Gates  avenue,  east  side,  100  ft.  north  of  Broadway  (Block 
No.  3339,  Lot  No.  1),  Borough  of  Brooklyn,  was  granted 
by  the  Board  on  June  27,  1933,  for  a  temporary  period, 
and  the  temporary  period  extended  from  time  to  time,  and 
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applicant  now  requests  a  further  extension  of  this  period. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  of  June  27,  1933,  only  so  far  as 
it  refers  to  the  term  of  the  permit,  so  that  as  amended  this 
portion  of  the  resolution  shall  read: 

“granted  for  a  temporary  term  of  one  (1)  year  from 
the  date  of  this  amended  resolution-’’ 


528-31-BZ. 

APPLICANT— George  William  Horr,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  permit — re  Application  (decision  of  the 
superintendent  of  buildings),  under  section  7f  of  the 
building  zone  resolution,  permitting  in  a  business 
use  district  the  maintenance  of  a  gasoline  service 
station  for  a  temporary  period. 

PREMISES  AFFECTED— 70-52  Kissena  boulevard,  north¬ 
west  corner  of  70th  road  (Block  No.  2235,  Lot  No. 
1),  Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  George  William  Horr. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(528-31-BZ) 

Whereas,  this  application  affecting  premises  70-52  Kis¬ 
sena  boulevard,  northwest  corner  of  70th  road  (Block  No. 
2235,  Lot  No.  1),  Flushing,  Borough  of  Queens,  was  granted 
by  the  Board  March  18,  1932,  under  section  7,  subdivision  f, 
for  a  temporary  period  of  two  years,  on  certain  conditions, 
permit  extended  from  time  to  time,  and  the  applicant  re¬ 
quested  a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  on  May  24,  1934,  only 
so  far  as  it  has  reference  to  the  term  of  the  permit,  so  that 
as  amended  this  portion  shall  read : 

“granted  for  a  term  of  two  (2)  years  from  the  date  of 
this  amended  resolution.” 


141-33-BZ. 

APPLICANT — Charles  Lee  Koester,  for  James  H.  Hassall 
and  Elsie  J.  Hassall,  owners. 

SUBJECT — Application  for  consideration — reopening  and 
amendment — re  Application  (decision  of  the  super¬ 
intendent  of  buildings),  under  section  21  of  the 
building  zone  resolution,  permitting  in  a  business  use 
district  the  erection  and  maintenance  of  a  gasoline 
service  station  for  a  temporary  period. 

PREMISES  AFFECTED — Northwest  corner  of  Farmers 
boulevard  and  143rd  road  (Block  No.  3238,  Lot  No. 
109),  Springfield,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Charles  Lee  Koester. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(141-33-BZ) 

Whereas,  this  application  to  permit  in  a  business  use 
district,  under  section  21  of  the  building  zone  resloution,  the 


erection  and  maintenance  of  a  gasoline  service  station,  prem¬ 
ises  northwest  corner  of  Farmers  boulevard  and  143rd  road 
(Block  No.  3238,  Lot  No.  109),  Springfield,  Borough  of 
Queens,  was  denied  December  27,  1933 ;  reopened  by  order 
of  the  court  June  2,  1936;  granted  by  the  Board  June  23, 
1936,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  23,  1936,  by 
adding  thereto : 

“that  the  plans  marked  ‘Received  June  17,  1940’,  are 
hereby  approved  as  in  substantial  compliance  with  the 
resolution,  on  condition  that  the  accessory  building  shall 
be  constructed  of  incombustible  materials,  except  that 
the  roof  beams  and  boarding,  window  frames  and  sash, 
door  frames  and  doors  may  be  of  wood,  provided  the 
ceiling  is  fire-retarded  throughout  in  accordance  with 
the  rules  of  the  Board  of  Standards  and  Appeals;  that 
the  exterior  of  the  station  shall  be  constructed  of  brick ; 
that  there  shall  be  a  wall  erected,  as  indicated  on  said 
plans,  along  174th  street,  143rd  road  and  the  interior  lot 
line  to  the  north  from  the  accessory  building  to  Farmers 
boulevard ;  that  such  wall  shall  be  not  less  than  4  ft.  in 
height,  except  that  it  may  be  reduced  to  2  ft.  in  height, 
provided  a  wrought-iron  railing  is  constructed  to  the  4 
ft.  height,  as  indicated  on  plans ;  that  where  not  covered 
by  accessory  buildings,  the  balance  of  the  premises  shall 
be  paved  either  with  cement,  colprovia  or  crushed  blue- 
stone,  provided  that  if  crushed  bluestone  is  used,  a  proper 
binder  shall  be  applied  and  rolled  so  as  to  provide  an 
impervious  surface ;  that  gasoline  pumps  installed  shall  be 
not  nearer  than  25  ft.  to  any  street  building  line;  that 
curb  cuts  shall  be  restricted  to  two  to  Farmers  boule¬ 
vard,  each  not  over  20  ft.  wide,  and  one  to  143rd  road, 
not  over  20  ft.  in  width;  that  the  space  to  the  rear  of 
the  accessory  building  shall  be  enclosed  continuously 
along  the  lot  line  and  street  building  line  with  a  steel 
picket  fence,  not  less  than  4  ft.  in  height,  except  that 
there  may  be  a  gate  along  the  building  line  of  174th 
street,  and  such  area  shall  be  planted  with  shrubbery 
and  maintained  in  presentable  condition  at  all  times ; 
that  lubrication  equipment  shall  be  of  the  hydraulic  lift 
type ;  that  no  portable  gasoline  tanks  shall  be  used  on 
or  from  the  premises ;  that  there  shall  be  no  storage  or 
parking  of  cars  other  than  those  being  serviced;  that 
signs  shall  be  restricted  to  a  permanent  sign  attached  to 
the  accessory  building  and  to  the  illuminated  globes  of 
the  pumps,  excluding  all  roof  and  temporary  signs,  but 
permitting  the  erection  of  a  post  standard  within  the 
building  lines  near  the  intersection  of  143rd  road  and 
Farmers  boulevard  for  supporting  a  sign,  which  may  be 
illuminated,  advertising  only  the  brand  of  gasoline  on 
sale  and  permitting  such  sign  to  extend  beyond  the  build¬ 
ing  line  for  a  distance  of  not  more  than  4  ft. ;  that  all 
permits  required  shall  be  obtained  and  all  work  involved 
completed  within  one  (1)  year  from  the  date  of  this 
resolution.” 


289-34-BZ. 

APPLICANT — Wrenn  and  Schmid,  for  Edith  J.  Potter, 
owner. 

SUBJECT— Application  reopened  May  21,  1940,  for  con¬ 
sideration  as  to  extension  of  permit — permit  having 
expired  by  limitation — re  Application  (decision  of 
the  commissioner  of  buildings),  previously  granted 
on  condition  under  section  7 a  of  the  building  zone 
resolution,  permitting  in  a  residence  use  district  the 
extension  in  area  of  an  existing  garage  and  auto¬ 
mobile  repair  shop  for  a  temporary  period. 

PREMISES  AFFECTED — 308  Monroe  street,  south  side, 
150  ft.  east  of  Marcy  avenue  (Block  No.  1819,  Lot 
No.  14),  Borough  of  Brooklyn. 


970 


MINUTES 


APPEARANCES— 


For  Applicant:  W.  J.  Cosgrove. 

ACTION  OF  BOARD — Permit  extended. 

THE  VOTE  TO  EXTEND  PERMIT— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(289-34-BZ) 

Whereas,  Mario  J.  Cafiero,  for  Nathaniel  Potter,  owner, 
filed  October  10,  1934,  an  application  under  the  building 
zone  resolution,  to  permit  in  a  residence  district  the  extension 
in  area  of  an  existing  garage  and  automobile  repair  shop; 
premises  308  Monroe  street,  south  side,  150  ft.  east  of  Marcv 
avenue  (Block  No.  1819,  Lot  No.  14),  Borough  of  Brook¬ 
lyn  ;  and 

Whereas,  this  application  was  granted  by  the  Board  April 
16,  1935,  on  certain  conditions,  for  a  temporary  period  of 
two  years  under  section  7 a ;  and 

Whereas,  Wrenn  and  Schmid,  for  Edith  J.  Potter,  owner, 
requested  an  extension  of  the  permit,  which  permit  has  ex¬ 
pired  by  limitation ;  and 

Whereas,  this  application  was  reopened  by  vote  of  the 
Board  May  21,  1940,  to  permit  the  necessary  publications  in 
the  Bulletin  of  the  Board. 

Resolved,  that  the  resolution  adopted  by  the  Board  on 
April  16,  1935,  be  and  it  hereby  is  amended,  only  so  far  as 
it  has  reference  to  the  term  of  the  permit,  so  that  as  amended 
this  portion  of  the  resolution  shall  read : 

'‘granted  for  a  term  of  two  (2)  years  from  the  date  of 
this  amended  resolution.” 


235-37-BZ. 

APPLICANT — 3331  Fish  Avenue  Corporation,  owner. 

SUBJECT — Application  reopened  May  21,  1940.  for  con¬ 
sideration  as  to  extension  of  permit — permit  having 
expired  by  limitation— re  Application  (decision  of  the 
commissioner  of  buildings),  previously  granted  on 
condition  under  section  7h  of  the  building  zone  reso¬ 
lution,  permitting  in  a  business  use  district  the  park¬ 
ing  of  more  than  five  (5)  motor  vehicles  for  a  tem¬ 
porary  period. 

PREMISES  AFFECTED — 3311-3349  Eastchester  road, 
west  side,  100  ft.  north  of  Given  avenue  (Block  No. 
4743,  Lot  No.  20),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Floyd  S.  Sanford. 

ACTION  OF  BOARD — Permit  extended. 

THE  VOTE  TO  EXTEND  PERMIT— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(235-37-BZ) 

\\  hereas,  Samuel  Rosenblum,  for  3331  Fish  avenue 
Corporation,  owner,  filed  May  21,  1937,  an  application  under 
the  building  zone  resolution,  to  permit  in  a  business  use 
district  the  parking  of  more  than  five  (5)  motor  vehicles; 
premises  3311-3349  Eastchester  road,  west  side,  100  ft. 
north  of  Given  avenue  (Block  No.  4743,  Lot  No.  20), 
Borough  of  The  Bronx ;  and 
Whereas,  this  application  was  granted  by  the  Board 
July  9,  1937,  on  certain  conditions,  for  a  temporary  period 
of  two  years  under  section  7h ;  and 
Whereas,  the  owner  requested  an  extension  of  the  permit, 
which  permit  has  expired  by  limitation;  and 
Whereas,  this  application  was  reopened  by  vote  of  the 
Board  May  21,  1940.  to  permit  the  necessary  publications  in 
the  Bulletin  of  the  Board. 

Resolved,  that  the  resolution  adopted  by  the  Board  on 


July  9,  1937,  be  and  it  hereby  is  amended,  only  so  far  as  it 
lias  reference  to  the  term  of  the  permit,  so  that  as  amended 
this  portion  of  the  resolution  shall  read : 

"granted  for  a  term  of  two  (2)  years  from  the  date  of 
this  amended  resolution.” 


388-37-BZ. 

APPLICANT — Samuel  Rosenblum,  for  W.  P.  A.  Realty 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
commissioner  of  buildings),  under  section  7h  of  the 
building  zone  resolution,  permitting  in  a  business  use 
district,  for  a  temporary  period  of  not  more  than 
two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 2159  White  Plains  avenue,  west 
side,  400  ft.  south  of  Pelham  parkway  south  (Block 
No.  4317,  Lot  No.  56),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Samuel  Rosenblum. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(388-37-BZ) 

Whereas,  Samuel  Rosenblum,  for  W.  P.  A.  Realty 
Corporation,  owner,  filed  July  30,  1937,  an  application  under 
section  7h  of  the  building  zone  resolution,  to  permit  in  a 
business  use  district  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles ;  premises  2159  White  Plains  avenue, 
west  side,  400  ft.  south  of  Pelham  parkway  south  (Blocks 
No.  4317,  Lot  No.  56),  Borough  of  The  Bronx;  and 

Whereas,  this  application  was  granted  by  the  Board 
January  4,  1938,  on  certain  conditions;  resolution  amended 
July  12,  1938;  and 

Whereas,  the  applicant  requested  an  extension  of  the  tem¬ 
porary  period. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  on  January  4,  1938,  as 
amended  July  12,  1938,  only  so  far  as  it  has  reference  to  the 
term  of  the  permit,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

" granted  for  a  temporary  term  of  two  (2)  years  from 
the  date  of  this  amended  resolution,” 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

696-39-A. 

APPLICANT — George  G.  Lake,  for  John  J.  Campbell,  ad¬ 
joining  property  owner. 

OWNER  OF  PREMISES— Maria  M.  Sasso. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings — re  Revocation  of  Certificate 
of  Occunancv  No.  18530-32. 

PREMISES  AFFECTED — 2321  Third  avenue  and  201  East 
126th  street,  northeast  corner  (Block  No.  1791,  Lot 
No.  1).  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Alex  Kraut. 

ACTION  OF  BOARD — Laid  over  to  September  17,  1940, 
at  2  P.M.,  to  await  court  decision  in  similar  case. 
(Edwards  vs.  Board.) 


697-39-A. 

APPLICANT— George  G.  Lake,  for  Michael  Gatto,  ad¬ 
joining  property  owner. 
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OWNER  OF  PREMISES— Samuel  Miller  (Phillip  Ed¬ 
wards,  lessee). 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings — re  Revocation  of  Certificate 
of  Occupancy  No.  19617-34. 

PREMISES  AFFECTED— 28  Bowery  and  43  Bayard 
street,  southwest  corner  (Block  No.  163,  Lot  No. 
33),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Alex  Kraut. 

ACTION  OF  BOARD— Laid  over  to  September  17,  1940, 
at  2  P.M.,  to  await  court  decision  in  similar  case. 
(Edwards  vs.  Board.) 


124-40- A. 

APPLICANT — Toseph  E.  Herman,  Acting  Rorough  Super¬ 
intendent  of  Buildings.  Borough  of  Manhattan. 

OWNER  OF  PREMISES — Emmar  Cronan. 

SUBJECT— Application  for  revocation  of  Certificate  of  Oc¬ 
cupancy  No.  25551. 

PREMISES  AFFECTED— 296-302  South  street,  north 
side,  145  ft.  2  in.  west  of  Montgomery  street  (Block 
No.  245.  Lot  No.  11),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Fred  Dahlem. 

For  Opposition:  Robert  J.  Kelleher. 

ACTION  OF  BOARD— Laid  over  pending  hearing  by  the 
Board  on  Cal.  No.  687-40-BZ. 


438-40-A.  "( 

APPLICANT — Michael  Savarick,  lessee,  for  Nathan  Stern, 
owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 1008  Winthrop  street,  south 
side,  75  ft.  west  of  92nd  street  (Block  No.  4627, 
Lot  No.  6),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Laid  over  to  July  16,  1940,  at  2 
P.M.,  on  written  request  and  for  inspection  by  a 
committee  of  the  Board. 


444-40-A. 

APPLICANT — Howard  Chapman,  for  Long  Island  College 
•  Hospital,  owner. 

SUBJECT— Appeal  from  decisions  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 149  Congress  street,  359-363 
Henry  street,  120-122  Amity  street,  115-121  Amity 
street  and  125-127  Amity  street  (Block  No.  296, 
Lot  Nos.  46,  4,  5,  6,  10  and  11,  and  Block  No.  291, 
Lot  Nos.  1,  50,  51,  52,  47  and  48),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Laid  over  to  July  2,  1940,  at  2 
P.M.  No  appearances  made  on  behalf  of  applicant. 


493-40-A. 

APPLICANT — Lauritz  Lauritzen,  for  Very  Rev.  Msgr.  J. 
Jerome  Leddy,  Director  of  Catholic  Charities. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 101-103  Greene  avenue,  north¬ 
east  corner  of  Vanderbilt  avenue  (Block  No.  1943, 
Lot  Nos.  43  and  44).  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Lauritz  Lauritzen. 


ACTION  OF  BOARD— Laid  over  to  July  2,  1940,  at  2 
P.M.,  for  further  consideration  by  the  Board. 


509-40-A. 

APPLICANT — Klin  Company,  Incorporated,  owner. 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 162-04  Jamaica  avenue,  south 
side,  24  ft.  east  of  Union  Hall  street  (Block  No. 
10102,  Lot  No.  2),  Jamaica.  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Harold  Riegelman. 

ACTION  OF  BOARD— Laid  over  to  July  16,  1940,  at  2 
P.M.,  on  request  of  appellant’s  representative. 


525-40-A. 

APPLICANT— Oxford  Filing  Supply  Company  (lessee), 
for  Paulruth  Trading  Corporation,  owner.  _ 

SUBJECT— Appeal  from  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED— 340-348  Morgan  avenue,  south¬ 
east  corner  of  Orient  avenue  (Block  No.  2911,  Lot 
Nos.  6.  21,  25  and  26),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Laid  over  to  July  16,  1940,  at  2 
P.M.,  for  inspection  by  a  committee  of  the  Board. 
Appellant  to  be  notified. 


547-40-A. 

APPLICANT— S.  Millman  and  Son,  for  233  South  Third 
Street  Corporation,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 233  South  Third  street,  north 
side,  18  ft.  4  in.  west  of  Havemeyer  street  (Block 
No.  2400,  Lot  No.  32),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  David  Millman. 

ACTION  OF  BOARD— Laid  over  to  July  16.  1940,  at  2 
P.M.,  for  inspection  by  a  committee  of  the  Board. 


577-40-A. 

APPLICANT— Zora  Realty  Corporation,  owner. 
SUBJECT — Appeal  from  a  decision — re  a  violation  of  the 
acting  borough  superintendent  of  buildings. 
PREMISES  AFFECTED— 721-723  Seventh  avenue  and 
169  West  48th  street,  northeast  corner  (Block  No. 
1001,  Lot  No.  1),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  James  A.  Byrne. 

For  Administration :  Fred  Dahlem,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  July  2,  1940,  at  2 
P.M.,  for  further  consideration  by  the  Board. 


593-40-A. 

APPLICANT — Dora  Ginsberg.  Benjamin  Ginsberg,  Harry 
Ginsberg  and  Morris  Ginsberg,  co-partners,  d/b/  as 
Lincoln  Associates,  owners. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — South  side  of  Cherry  avenue, 
92  ft.  east  of  Kissena  boulevard  (Block  No.  5192, 
driveway  part  of  Lot  No.  34  and  inside  part  of  Lot 
No.  27),  Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Alexander  Schlesinger. 

ACTION  OF  BOARD— Laid  over  pending  hearing  by  the 
Board  on  Cal.  No.  592-40-BZ. 
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597-40-A. 

APPLICANT— B.  Meredith  Langstaff,  counsel  for  Brook¬ 
lyn  Heights  Association  and,  also,  for  Bertha  Backus 
Brown,  adjoining  owner. 

OWNER  OF  PREMISES— Bohack  Realty  Corporation. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings — re  Revocation  of  Certificate 
of  Occupancy  No.  52286. 

PREMISES  ATTECTED — 154  Henry  street,  west  side,  19 
ft.  3  in.  north  of  Love  lane  (Block  No.  236,  Lot  No. 
137),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

For  Owner:  David  Millman. 

AC  1  ION  OF  BOARD — Laid  over  to  July  12,  1940,  at  10 
A.M.,  on  request  of  appellant’s  representative. 


603-40- A. 

APPLICANT — Pasquale  Falco.  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  ATFECTED — 269  Avenue  C,  west  side,  22  ft. 
9  in.  south  of  East  16th  street  (Block  No.  983,  Lot 
No.  33),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  to  July  16,  1940,  at  2 
P.M.,  for  inspection  by  a  committee  of  the  Board. 


606-40- A. 

APPLICANT — Samuel  Hellerman,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 242-248  Greene  avenue,  south 
side.  275  ft.  east  of  Grand  avenue  (Block  No.  1966, 
Lot  No.  19),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Frances  Hellerman. 

For  Administration:  Thomas  A.  Larkin,  Fire  De¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  July  16,  1940,  at  2 
P.M.,  for  inspection  by  a  committee  of  the  Board. 


654-40-A. 

APPLICANT — Adina  Chaleff,  for  Harold  Lewis,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 1017  Avenue  K,  north  side,  52 
ft.  west  of  Coney  Island  avenue  (Block  No.  6531, 
Lot  No.  46),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Adina  Chaleff. 

For  Administration :  Dewey  Rothkrug,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  July  16,  1940,  at  2 
P.M.,  for  inspection  by  a  committee  of  the  Board. 


656-40-A. 

APPLICAN  I — Joseph  Obstler,  for  Brooklyn  Improvement 
Company,  owner  (Dale  Coal  and  Coke  Company, 
lessee). 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFT  EC  I  ED — 38-42  Second  avenue,  west  side 
Sixth  street  Basin,  Gowanus  Canal  (Block  No.  990^ 
Lot  No.  1),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Joseph  Obstler  and  F.  F.  Apted. 
Tor  Administration:  Dewey  Rothkrug,  Department 
of  Housing  and  Buildings. 


ACTION  OF  BOARD — Laid  over  to  July  16,  1940,  at  2 
P.M.,  to  allow  Board  to  study  records  of  the  Build¬ 
ing  Department  and  Fire  Department. 


458-40-A. 

APPLICANT — Frank  C.  Keller,  for  Weeks  Woodlands, 
Incorporated,  owner. 

SUBJECT — Appeal  from  decisions  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 32-06  215th  street,  west  side, 
246.03  ft.  north  of  32nd  road,  and  32-05  214th  place, 
east  side,  218.72  ft.  north  of  32nd  road  (Block  No. 
6066,  part  of  Lot  No.  1),  Bayside,  Borough  of 
Queens  (under  section  35,  General  City  Law — re 
Bed  of  Mapped  Street). 

APPEARANCES— 

For  Applicant:  Frank  C.  Keller  and  Harry  Neis- 
laus. 

For  Administration :  Inspector  O’Donohue,  Depart¬ 
ment  of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn  after  argument. 
THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


459-40-A. 

APPLICANT— Frank  C.  Keller,  for  Weeks  Woodlands, 
Incorporated,  owner. 

SUBJECT — Appeal  from  decisions  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 32-05  215th  street,  east  side, 
245.72  ft.  north  of  32nd  road,  and  32-06  215th  place, 
west  side,  244.83  ft.  north  of  32nd  road  (Block  No. 
6067,  part  of  Lot  No.  1),  Bayside,  Borough  of 
Queens  (under  section  35,  General  City  Law — re 
Bed  of  Mapped  Street). 

APPEARANCES— 

For  Applicant:  Frank  C.  Keller  and  Harry  Neis- 
laus. 

For  Administration:  Inspector  O’Donohue,  Depart¬ 
ment  of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn  after  argument. 
THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  (> 


621 -40- A. 

APPLICANT — William  Hamby  and  George  Nelson,  for 
Mills  Land  Corporation,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent  of  buildings 

PREMISES  AFFECTED— 17  East’ 65th  street,  north  side, 
89  ft.  west  of  Madison  avenue  (Block  No.  1380, 
Lot  No.  13),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  B.  F.  Klebold. 

For  Administration:  Fred  Dahlem,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn  after  argument. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  . ] . . .  Q 
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655-40-A. 

APPLICANT — Tannenbauni  and  Eisen,  for  Midland  Store 
Builders,  Incorporated,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent  of  buildings. 

PREMISES  AFFECTED— 1-9  West  Third  street,  north¬ 
east  corner  of  Mercer  street  (Block  No.  535,  part 
of  Lot  No.  43),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Herbert  Tannenbaum. 

For  Administration:  Fred  Dahlem,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn  after  argument. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(655-40-A) 

Whereas,  in  the  opinion  of  the  Board  the  buildings  as 
proposed  to  be  altered,  as  shown  on  plans  filed  with  Alt. 
Applic.  No.  1469  to  1473-40,  inclusive,  do  not  constitute  a 
single  multiple  dwelling  and  should  not  be  considered  under 
the  requirements  of  the  Multiple  Dwelling  Law. 

Resolved ,  that  the  application  be  and  it  hereby  is  withdrawn 
by  the  applicant. 


858-39-A. 

APPLICANT — The  Trustees  of  the  Sailors’  Snug  Harbor 
in  the  City  of  New  York,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 850  Richmond  terrace,  south 
side,  from  Tysen  street  to  Kissel  avenue  (Block  No. 
76,  Lot  No.  1),  Livingston,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Inspector  Meyer,  Fire  Depart¬ 
ment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(858-39-A) 

Whereas,  the  Trustees  of  the  Sailors’  Snug  Harbor  in 
the  City  of  New  York,  owner,  filed  June  26,  1939,  an  appeal 
from  an  order  of  the  fire  commissioner ;  premsies  850  Rich¬ 
mond  terace,  south  side,  from  Tysen  street  to  Kissel  avenue 
(Block  No.  76,  Lot  No.  1),  Livingston,  Borough  of  Rich¬ 
mond  ;  and 

Whereas,  the  order  of  the  fire  commissioner,  Order  No. 
16994-LC,  dated  May_  1,  1939,  reads: 

“Before  a  permit  may  be  issued  for  your  refrigerating 
plant,  following  must  be  done : 

Remove  or  cut  off  the  refrigerating  system  from  the 
building  or  parts  of  the  building,  by  unpierced  fireproof 
construction. 

NOTE:  SO2  used  in  3  refrigerating  machines.” 

and 

Whereas,  said  order  was  referred  to  in  a  decision  of  the 
fire  commissioner,  dated  June  2,  1939;  and 

Whereas,  building  is  basement  and  two  stories  (41  ft.  7 
in.)  in  height,  191  ft.  by  37  ft.  in  area;  of  Class  3  construc¬ 
tion  ;  equipped  with  a  standpipe  and  sprinkler  system ;  located 
in  a  business  use  C  area  district;  erected  in  1852,  and  occu¬ 
pied  :  sub-cellar,  vacant ;  basement,  dispensary,  bath  and 
dining  rooms,  no  persons  ;  first  story,  wards  and  living  rooms, 
23  persons ;  second  story,  wards  and  dining  rooms,  44  per¬ 
sons  ;  attic,  vacant ;  and 


Whereas,  the  order  of  the  fire  commissioner  refers  to 
utility  room,  Ward  No.  1,  dispensary,  doctors’  dining  room, 
Hospital  No.  1  and  Hospital  Building  No.  1 ;  and 
Whereas,  the  applicant  contends  that  the  three  refrig¬ 
erating  machines  referred  to  are  small  household  or  apart¬ 
ment  house  size  General  Electric  refrigerators  containing  less 
than  six  pounds  of  refrigerant  each  and  hejmetically  sealed 
units ;  that  each  installation  is  in  a  separate  room  having  at 
least  one  window  to  the  atmosphere  and  with  doors  that  may 
be  closed  and  locked ;  that  although  none  of  the  rooms  are 
classed  as  diet  kitchen  or  laboratory,  one  refrigerator  is  used 
for  storage  of  foods  and  two  for  preservation  of  medical 
supplies,  thus  performing  the  same  functions  expected  in  so- 
called  diet  kitchens  and  laboratories.. 

Resolved,  that  the  order  of  the  fire  commissioner.  Order 
No.  16994-LC,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the  re¬ 
frigerating  units  shall  not  exceed  three  (3),  as  proposed; 
that  such  units  shall  be  of  the  hermetically  sealed  type,  each 
having  not  more  than  six  pounds  of  refrigerant ;  that  each 
installation  shall  be  in  a  separate  room  having  at  least  one 
opening  to  the  outer  air  with  a  reasonably  tight-fitting  and 
self-closing  door. 

195-40- A. 

APPLICANT — Lillian  R.  Lipsitz,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 1741  Victory  boulevard,  north¬ 
west  corner  of  Winthrop  place  (Block  No.  350,  Lot 
No.  1),  West  New  Brighton,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  Lillian  R.  Lipsitz. 

For  Administration:  John  J.  O’Keefe,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(195-40-A) 

Whereas,  Lillian  R.  Lipsitz,  owner,  filed  February  21, 
1940,  an  appeal  from  a  decision  of  the  borough  superintendent 
of  buildings;  premises  1741  Victory  boulevard,  northwest 
corner  of  Winthrop  place  (Block  No.  350.  Lot  No.  1),  West 
New  Brighton,  Borough  of  Richmond;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  B.N.  70-40,  dated  February  8,  1940,  reads: 

“Your  application  for  a  permit  to  cut  a  doorway  from 
store  to  hallway,  is  hereby  denied  for  the  following 
reasons : 

(1)  An  opening  to  the  interior  of  the  structure  in 
the  first  story  is  contrary  to  Section  6.4.1.11,  Par.  3  of 
the  Building  Code  as  stairway  does  not  continue  to  roof. 

(2)  An  opening  to  the  commercial  occupancy  on  the 
first  floor  is  contrary  to  Section  6.1. 2.2. 5,  Par.  a  of  the 
Building  Code  as  the  required  means  of  egress  from 
second  story  is  a  single  stairway.” 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
two  stories  (26  ft.)  in  height,  40  ft.  by  110  ft.  in  area  at  first 
story  level  and  40  ft.  by  50  ft.  in  area  above ;  erected  in 
1938 ;  located  in  a  business  and  residence  use  D  area  dis¬ 
trict,  and  occupied :  cellar,  ordinary  usej  first  story,  two 
stores  and  garage ;  second  story,  one  family ;  and 

Whereas,  the  applicant  contends  that  the  possibility  of 
fire  is  remote ;  that  the  opening  which  it  is  proposed  to  cut 
will  be  protected  with  a  self-closing  fireproof  door  of  the 
same  fire-resistive  rating  as  the  stairhall  and  enclosing  walls ; 
that  the  entire  building  is  occupied  by  the  owner ;  that  the 
proposed  door  is  necessary  to  the  owner  to  provide  direct 
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access  between  the  sture  and  apartment  so  as  to  avoid  going 
outdoors  in  inclement  weather ;  that  there  is  an  iron  ladder  on 
the  second  story  leading  to  scuttle;  that  the  store  ceiling 
is  fire-retarded. 

. 'fl’V' <jIj  that  the  decision  of  the  borough  superintendent 
ot  buildings,  on  13. N.  70-40,  be  and  it  hereby  is  modified  and 
that  the  appeal  he  and  it  hereby  is  g ranted ,  so  as  to  permit 
the  door  openings  as  proposed  in  the  wall  enclosing  the  pri¬ 
mary  means  of  exit  for  private  access  to  the  store,  on  con¬ 
dition  that  this  door  shall  be  not  less  than  a  one-hour  fire- 
rcsi>tive  rating  door,  and  granted  only  so  long  as  the  store 
and  floor  above  are  occupied  by  the  same  tenant  as  store 
and  residence  occupancy,  and  that  the  garage  in  the  rear 
shall  be  used  solely  as  accessory  to  the  residential  occu¬ 
pancy  ;  that  any  door  opening  therefrom  into  the  store  shall 
be  fireproof  and  self-closing,  all  as  shown  on  plans  originally 
bled  and  approved  by  the  Building  Department  under  N  B 
Apphc.  No.  36-38  and  B.N.  70-40. 


the  bur  ner  in  question  is  identical  with  the  Silent  Korth  Oil 
Burner  already  approved  and  that  inspection  of  the  appliance 
shows  that  it  complies  with  the  Oil  Burner  Rules. 

Resolved,  that  the  decision  of  the  fire  commissioner,  dated 
January  31,  1940,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  this  in- 
s  tail  at  ion  shah  in  all  other  respects  meet  the  requirements  of 
the  Oil  Burner  Rules  of  the  Board  of  Standards  and  Ap¬ 
peals  ;  that  this  approval  is  for  this  specific  installation  only 
and  shall  not  be  deemed  a  general  approval  of  the  Silent 
Korth  Oil  Burner,  Model  E. 


226-40-A. 

APPLICAN  T — Walter  H.  Schneider,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AhFECTED — 95-14  106th  street,  west  side 
l/o  ft.  south  of  95th  avenue  (Block  No.  9287,  Lot 

APPEARANCES-0116  Park’  B°r0Ugh  of  Queens‘ 

For  Applicant:  None. 

For  Administration :  Inspector  Meyer  Fire  Depart¬ 
ment. 

ACTION  Oh  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Me- 

Carthy  . . .  a 

Negative  . .  n 

THE  RESOLUTION— 

(226-40-A) 

194nHEREAS’  ^ajter  H>  Schneider,  owner,  filed  March  1, 
■194U,  an  appeal  from  a  decision  of  the  fire  commissioner- 
premises  95-14  106th  street,  west  side,  175  ft.  south  of  95th 

of  eQueens  Pand^°  ^  '5)'  0“"e  Park'  « 

January"  31^  1940,  reads”"  °'  commiss<° 

‘‘With  reference  to  your  letter  of  January  3,  1940,  in 
\v  nch  you  make  application  for  permission  to  install 
one  domestic  oil  burner.  Korth,  Model  E,  I  have  »o 
advise  that  we  have  no  record  that  this  type  of  burn-r 

peaSlsbeen  3ppr0Ved  by  the  Board  of  Standards  and  Ap- 

Lnless  such  burner  is  approved  by  the  Board  you  will 
be  restrained  from  making  this  installation  ” 
and 

W^EAs,  the  building  is  two  and  one-half  stories  (30 

ocatTd  i?Ht’  30  ?•  by  30  ft*n  area=  of  Class  4  construction; 
ocated  m  a  residence  use  D  area  district;  erected  prior  to 
1898,  and  occupied  as  a  dwelling;  and 

for  theTuArnnlhnfa?PliCrnt  that  this  aPPeal  «  hied 

Silent  Korth*  °VehS  S  3  tw°-year-°ld  installation  of  a 
qJ  u  j  ir  °t!  burner<  manufactured  under  Serial  No. 

' d  .  ’  Model  E,  Underwriters’  Approval  No.  1252^27  and 
equipped  with  Minneapolis-Honeywell  consols  that  the 
JS3S  .°fhth,s.,mod«1  burner  was  requested  under  Cal.  No. 

annrntn A  by  ^  tba"  the  apPIicant !  that  such  request  for 
approval  was  discontinued ;  that  the  burner  has  been  in  ef- 

11  r  uPei^atlOI?i  f°r  over  two  years  I  that  it  is  proposed  to 
make  the  installation  comply  with  the  law  in  all  respects; 

insqaSn^r  the/e('ue^  of  ^e  Board,  inspection  of  this 
.ta llation  was  made  by  Inspector  Johnson  of  the  Division 
of  Combustibles  of  the  Fire  Department,  who  reported  that 
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383-40-A. 

APPLICANT — William  L.  Kaplow,  for  Mather  Gaver. 

owner  (David  Gaver  and  Sons,  lessee). 

SUBJECT — Appeal  from  a  decision — re  an  order  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 62-66  Glenmore  avenue,  south 
side,  50  ft.  west  of  Watkins  street  (Block  No.  3506, 

APPEARANCES—  ^  18)’  Borough  of  Brooklym 

For  Applicant:  H.  Gaver  and  William  Kaplow. 

For  Administration:  Inspector  Meyer,  Fire  Depart¬ 
ment. 

ACTION  Oh  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  A 

Negative  .  .  q 

THE  RESOLUTION — 

(383-40-A) 

Whereas,  William  L.  Kaplow  (David  Gaver  and  Sons 
lessee)  for  Esther  Gaver,  owner,  filed  April  12,  1940  aii 
appeal  from  a  decision— re  an  order  0f  the  fire  commissioner ; 
premises  62-66  Glenmore  avenue,  south  side,  50  ft.  west  of 
Watkins  street  (Block  No.  3506,  Lot  Nos.  17  and  18),  Bor¬ 
ough  of  Brooklyn;  and 

Whereas  the  order  of  the  fire  commissioner,  Order  No. 
o2207-LC,  dated  January  11,  1940,  reads: 

“1.  Provide  a  separate  and  distinct  system  of  auto¬ 
matic  sprinklers  throughout  building  having  at  least  one 
source  of  water  supply,  arranged  and  equipped  as  pro- 
vided  in  Article  16,  Chapter  26,  Administrative  Code " 
and 

Whereas,  said  order  was  repeated  in  a  decision  of  the  fire 
commissioner,  dated  March  15,  1940;  and 
Whereas  the  building  is  three  stories  (38  ft.)  in  height. 

0  ft.  by  40  ft.  m  area;  of  Class  3  construction;  located  in 
an  Un1r£t,n£ted1use  district;  erected  in  1893,  and  occupied 
since  1923  for  the  storage  of  wool  clippings  throughout  by  a 
total  of  two  persons ;  and 

Whereas,  the  applicant  contends  that  the  building  is  un- 
bea  edand  occupied  solely  for  the  storage  of  wool  clippings; 
that  the  amount  of  loose  wool  clippings  stored  is  about  300 
pounds;  that  the  balance  is  baled;  that  these  clippings  are 
not  highly  combustible;  that  the  building  is  equipped  with 
adequate  exits  and  fire-fighting  appliances;  that  the  ceilings 
and  hallways  are  covered  with  tin ;  that  there  are  no  open- 
jngs  between  floors;  that  there  are  no  adjoining  buildings; 
that  here  is  a  fire  hydrant  directlyjn  front  of  the  premises ; 
that  the  present  occupancy  is  not  hazardous;  that  it  is  pro¬ 
posed  to  provide  such  portable  fire-fighting  appliances  as  the 
ire  commissioner  may  direct,  or  in  lieu  thereof,  to  discontinue 
the  use  of  the  top  story,  so  that  the  building  may  be  con¬ 
sidered  for  practical  purposes  a  two-story  building;  and 

of  fficEBoardtheSe  Prem'SeS  Were  insPected  by  a  committee 

N(f?82267  T?atKthe  0,rdeTof  tbe  fire  commissioner,  Order 
,  T7  j.1  ,bc  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the  prem¬ 
ises  shad  remain  substantially  as  set  forth ;  that  exits  shall 
>c  maintained  as  shown  on  revised  plans  marked  “Received 
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June  24  1940”;  that  such  portable  fire-fighting  appliances 
shall  be  installed  as  the  fire  commissioner  shall  direct;  that 
no  cotton  or  paper  shall  be  stored  on  the  premises,  and  that 
not  more  than  300  pounds  of  loose  wool  clippings  shall  be  on 
the  premises  at  any  one  time. 


Waldron  street  (Block  No.  1969,  Lot  Nos.  7-9  and 
11),  Corona,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  William  J.  Clegg. 

For  Administration :  Inspector  O  Donohue,  Depart¬ 
ment  of  Housing  and  Buildings. 


■ - o 


550-40- A. 

APPLICANT — S.  Millman  and  Son,  for  Daniel  Kasdan, 

owner.  .  .  ,  ,  , 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 786  Miller  avenue,  west  side,  9b 
ft.  south  of  Hegeman  avenue  (Block  No.  4327,  Lot 
No.  11),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  David  Millman. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . .  •  •. .  u 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

THE  RESOLUTION— 

(550-40-A) 

Whereas,  S.  Millman  and  Son,  for  Daniel  Kasdan, 
owner,  filed  May  21,  1940,  an  appeal  from  a  decision  of  the 
borough  superintendent  of  buildings;  premises  786  Miller 
avenue,  west  side,  95  ft.  south  of  Hegeman  avenue  (Block 
No.  4327.  Lot  No.  11),  Borough  of  Brooklyn;  and 
Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Alt.  Applic.  No.  302-40,  dated  April  4,  1940, 
and  redenied  May  20,  1940,  reads: 

“2.  Provide  direct  exit  to  street  from  new  cellar 
club  rooms.  Sec.  6.2.1,  Code. 

4.  Cellar  ceiling  to  be  fire-retarded  as  per  Sec.  lu¬ 
ll,  Code.” 

and 

Whereas  the  building  is  two  stories  and  basement  (24 
ft  )  in  height,  20  ft.  4  in.  by  58  ft.  in  area ;  of  Class  3  con¬ 
struction  ;  erected  in  1929 ;  located  in  a  business  and  residence 
use  D  area  district;  proposed  to  be  occupied:  basement, 
social  club  and  storage,  22  persons;  first  story,  one  family; 

second  story,  one  family;  and  „  .  .  _ 

Whereas,  the  applicant  contends,  as  to  Objection  No.  2, 
that  instead  of  one  means  of  egress  leading  directly  to  the 
street,  it  will  also  lead  to  a  9  ft.  8  in.  driveway  at  a  point 
4  ft.  2  in.  from  the  street ;  that  the  entrance  door  is  2  ft.  4 
in.  wide  instead  of  the  required  3  ft. :  that  to  require  an 
additional  exit  would  involve  structural  changes  and  con¬ 
siderable  expense ;  that  the  boiler-room  ceiling  _  is  fire- 
retarded  on  4-inch  terra  cotta  blocks ;  that  the  boiler-room 
is  equipped  with  a  self-closing  fireproof  door ,  that  the  ceil- 
ing  over  the  club  room  portion  is  lath  and  plaster  and  kept 
painted :  that  the  proposed  club  will  be  a  membership  organ¬ 
ization  having  a  very  small  attendance ;  that  the  purpose  of 
the  change  in  use  is  to  provide  additional  revenue  for  the 

owner ;  and  .  ,  £ 

Whereas,  the  premises  were  inspected  by  a  committee  ot 

the  Board.  . 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings  be  and  it  hereby  is  affirmed  and  that  the  appeal 
be  and  it  hereby  is  denied. 


THE  VOTE—  ,  ,  „ 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  Q 

Negative  . 

THE  RESOLUTION— 

(570-40-A-WF) 

Whereas  George  Hollis,  lessee,  for  Mariantonia  Mar- 
rone,  owner,  filed  May  27,  1940,  an  appeal  for  permission  to 
erect  a  sign  other  than  on  the  face  of  the  building  within  the 
World’s  Fair  area  as  cited  in  the  decision  of  the  borough 
superintendent  of  buildings ;  premises  109-23  World  s  Fair 
boulevard  (Horace  Harding  boulevard),  northwest  corner 
of  Waldron  street  (Block  No.  1969,  Lot  Nos.  7-9  and  11) 

Corona,  Borough  of  Queens;  and  , 

Whereas,  the  decision  of  the  borough  superintendent  o 
buildings,  on  Miscellaneous  Application  No.  2931-40,  dated 
May  2,  1940,  reads: 

“1.  The  erection  of  a  sign  on  other  than  the  face  of 
a  building  located  within  the  Worlds  Fair  area  is  con- 
c _ A  Fair  Resolution. 


and 

Whereas,  the  premises  consist  of  a  plot  146.62  ft.  by 
71.55  ft.  in  area,  on  which  there  has  been  erected  a  one- 
story,  Class  5  building,  occupied  as  a  dining  car ;  and 

Whereas,  it  is  proposed  to  erect  upon  the  site  a  6  it.  by 
5  ft.  illuminated  sign,  on  a  post  standard  located  inside  the 
building  line,  the  sign  to  extend  8  ft.  beyond  the  building 
line  and  to  be  8  ft.  above  grade,  as  shown  on  plans  filed  in 

Misc.  App.  No.  2931-40;  and 
Whereas,  the  applicant  contends  that  to  attach  the  pro¬ 
posed  sign  to  the  building  would  mar  and  affect  its  beauty 
and  would  not  serve  the  purpose  of  the  lessee,  which  would 
be  served  best  by  hanging  the  sign  from  a  pole  as  proposed. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  on  Misc.  Applic.  No.  2931-40,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted, 
permitting  the  erection  of  the  sign  as  .proposed,  on  condition 
that  no  portion  of  the  sign  shall  extend  beyond  the  building 

line. 


61 5-40- A. 

APPLICANT— S.  Millman  and  Son,  for  Flatbush  Federal 
Savings  Loan  Association,  owner  (John  McGinley, 
Jr.,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 2035  Flatbush  avenue,  north¬ 
east  corner  of  Baughman  place  (Block  No.  7867, 
part  of  Lot  No.  1),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  David  Millman. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . .  ^ 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 


570-40-A-WF. 

APPLICANT — George  Hollis  (lessee),  for  Mariantonia 
Marrone,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings.  .  , 

PREMISES  AFFECTED— 109-23  World’s  Fair  boulevard 
(Horace  Harding  boulevard),  northwest  corner  of 


THE  RESOLUTION— 

(615-40-A) 

Whereas,  S.  Millman  and  Son,  for  Flatbush  Federal 
Savings  Loan  Association,  owner,  filed  June  7.  1940,  an  ap¬ 
peal  from  a  decision  of  the  borough  superintendent  of  build¬ 
ings  •  premises  2035  Flatbush  avenue,  northeast  corner  of 
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Baughman  place  (Block  No.  7867,  part  of  Lot  No.  1),  Bor¬ 
ough  of  Brooklyn ;  and 

\\  ii I  rkas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  N.B.  Application  No.  1253-40,  dated  June  5, 
1940,  reads : 

“1.  Proposed  frame  building  within  the  fire  limits  is 
contrary  to  Sec.  4.1.2  of  the  Code.” 

and 

Whereas,  the  building  is  one  story  (9  ft.)  in  height,  20 
ft.  by  20  ft.  in  area,  on  a  lot  25  ft.  by  30  ft.  in  area;  of  Class 
4  construction ;  located  in  a  business  use  C  area  district ; 
proposed  to  be  occupied  as  a  restaurant,  12  persons ;  and 

Whereas,  Violation  No.  2203-40  was  issued  May  22,  1940, 
for  moving  the  building  to  the  proposed  location  without  a 
permit ;  and 

Whereas,  the  applicant  contends  that  the  structure  is 
small  and  would  not  constitute  a  great  fire  hazard;  that  the 
building  was  formerly  located  on  the  southeast  corner  of 
Flatbush  avenue  and  Lott  place,  two  blocks  away,  for  which 
Permit  B.N.  374-39  was  issued  June  30,  1939;  that  the  build¬ 
ing  was  moved  to  the  new  location  in  the  belief  that  it  could 
be  erected  thereon;  that  the  building  will  be  surfaced  with 
metal  on  all  sides  ;  that  the  operation  of  this  building  is  the 
only  means  of  livelihood  for  the  lessee,  and  failure  to  receive 
permission  to  use  same  would  constitute  a  great  financial 
loss  and  extreme  hardship ;  and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings  be  and  it  hereby  is  affirmed  and  that  the  appeal 
be  and  it  hereby  is  denied. 


616-40-A. 

APPLICANT — Lymo  Drug  Corporation  (lessee),  Max 
Mogil,  President,  for  Nivelle  Corporation,  owner. 
SUBJECT— Appeal  from  a  decision — re  violation  of  the 
acting  borough  superintendent  of  buildings. 
PREMISES  AFFECTED — 55  Fifth  avenue,  northeast 
corner  of  East  12th  street  (Block  No.  570,  Lot  No. 
1),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Milton  E.  Goldman. 

For  Administration:  Fred  Dahlem,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(616-40-A) 

Whereas,  Lymo  Drug  Corporation  (lessee).  Max  Mogil, 
President,  for  Nivelle  Corporation,  owner,  filed’june  7,  1940! 
an  appeal  from  a  decision  of  the  acting  borough  superin¬ 
tendent  of  buildings;  premises  55  Fifth  avenue,  northeast 
corner  of  East  12th  street  (Block  No.  570,  Lot  No.  1), 
Borough  of  Manhattan ;  and 
V  herkas.  the  decision  of  the  acting  borough  superin¬ 
tendent  of  buildings,  on  Violation  No.  6019-39  and  E  S 
Applic.  118-40,  dated  May  14,  1940,  reads: 

“On  January  25th,  1940,  electric  sign  application  118- 
40  was  approved  by  this  department  for  sign  on  front 
of  building  described  in  application  as  follows: 

Sign  1  ft.  high  x  1  ft.  long. 

Sign  1  ft.  high  x  10  ft.  long— 17  sq.  ft.  in  area. 

Individual  Neon  letters,  fastened  to  front  of  building, 
parallel  to  the  wall. 

Approval  of  this  application  was  jn  error  on  the  part 
of  an  inspector  of  this  department.  Illuminated  signs 
are  prohibited  by  ordinance  on  5th  Avenue  between  12th 
and  13th  streets;  subsequent  to  the  above  approval. 


document  M32508  Permit  No.  19339  was  approved  Janu¬ 
ary  26th,  1940. 

You  are,  therefore,  notified  that  the  above  permits  and 
approvals  are  hereby  revoked  and  the  sign  is  required  to 
be  removed.” 

and 

Whereas,  the  building  is  eighteen  stories  (180  ft.)  in 
height,  131  ft.  6  in.  by  150  ft.  in  area;  of  Class  1  construc¬ 
tion;  erected  in  1911;  located  jn  a  business  use  B  area  dis¬ 
trict  ;  occupied  throughout  as  stores  and  offices ;  and 

Whereas,  the  applicant  contends  that  the  lessee  operates 
a  drug  store  on  the  premises ;  that  such  premises  have  been 
used  as  a  store  since  1911  ;  that  an  illuminated  sign  has  been 
maintained  on  said  store  since  its  erection;  that  all  other 
stores  in  the  building  maintain  electric  signs  of  a  similar 
nature;  that  a  permit  for  this  sign  was  issued  January  26, 
1940,  and  the  applicant  relying  on  said  permit  incurred  a 
legal  obligation  of  $400 ;  that  the  administrative  code  accepts 
signs  in  use  and  in  conjunction  with  the  business  at  the  time 
of  the  adoption  of  the  ordinance. 

Resolved,  that  the  decision  of  the  acting  borough  super¬ 
intendent  of  buildings,  on  E.S.  Applic.  No.  118-40,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  sign  shall  be  maintained  as 
proposed  and  shall  not  extend  beyond  the  building  line  for  a 
distance  of  more  than  3  in. ;  that  this  modification  shall  con¬ 
tinue  only  so  long  as  the  existing  signs  are  maintained  and 
are  not  increased  as  to  area  and  lettering ;  that  in  all  other 
respects  the  signs  shall  comply  with  all  laws,  rules  and  regu¬ 
lations  applicable  thereto. 


624-40- A. 

APPLICANT — Violet  Lewis,  for  Violet  Lewis  and  Mar¬ 
garet  Lewis,  owners. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 90-36  198th  street,  west  side, 
300  ft.  south  of  90th  avenue  (Block  No.  10466,  Lot 
No.  56),  Hollis,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Violet  Lewis. 

For  Administration:  Inspector  O’Donohue,  Depart¬ 
ment  of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  . . .  Q 


THE  RESOLUTION— 

(624-40- A) 

Whereas,  Violet  Lewis,  for  Violet  Lewis  and  Margaret 
Lewis,  owners,  filed  June  11,  1940,  an  appeal  from  a  decision 
of  the  borough  superintendent  of  buildings;  premises  90-36 
198th  street,  west  side,  300  ft.  south  of  90th  avenue  (Block 
No.  10466,  Lot  No.  56),  Hollis,  Borough  of  Queens;  and 
W  hereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Misc.  Applic.  No.  4216-40,  dated  June  4,  1940, 
reads : 

“Records  of  this  dept.  N.B.  10597-27  show  premises 
erected  in  1927  as  a  frame  dwelling;  proposed  use  of 
same  as  a  school  is  contrary  to  Sec.  4.2.1.  B.C.” 

and 

Whereas,  the  building  is  two  stories  (30  ft.)  in  height, 
22  ft.  by  45  ft.  in  area ;_  of  Class  4  construction ;  located  in  a 
residence  use  D  area  district ;  erected  in  1927,  and  occupied : 
cellar  and  first  story,  one  family ;  second  story,  private 
school,  25  persons ;  attic,  vacant ;  and 
Whereas,  the  applicant  contends  that  a  school  has  been 
operated  in  this  building  for  the  past  thirteen  years ;  that 
fire  extinguishers  have  been  installed  as  requested  by  the 
Fire  Department’s  inspectors;  that  a  fire  escape  can  be  in¬ 
stalled  from  the  rear  bridge  of  the  second  story  classroom 
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O  tirade  •  that  the  local  firehouse  is  located  300  ft.  distant ; 
Sat  the  roof  is  surfaced  with  slate  shingles ;  the  upper  half 
5  the  building  is  surfaced  with  asbestos  shingles  that  the 

“w„e*  t  be  compelled  to  discontinue  the  use  a.  the  present 

li  WHEREAS,  these  premises  were  inspected  by  a  committee 

“UwoJmTthat  the  decision  of  the  borough  superintendent 
^solved,  tnai  t  ;  No.  4216-40,  be  and  it  hereby 

;nll°"  5.®  the  purpose  of  adding  toilet  facilities,  such  ex- 
fensSn  may  be  constructed  complying  with  the  requirements 
of  the  Building  Code  as  to  construction  for  residence  budd- 
outside  of  the  fire  limits;  that  otherwise  the  building 
shall  not  be  increased  in  height  or  area ;  that  the  seco 
am,  attic  -ies^an^ocmrpiedon.^  the  owner 

H'u  fire-retarded  throughout;  that  the  oil  burner  shall 
meet  the  requirements  of  the  Administrative  CJjdetterrfor 
and  shall  be  of  a  type  as  approved  by  the  Board  of  Stan 
anTc  Anneals  •  that  the  exits  from  the  first  story  shall 
ard  -<ft  of  the  main  exit  leading  directlv  to  198th  street  and 
a°„  en  ranee  le^Tng  S  the  side  yard ;  that  fabric  hung  on 
walls  shall  be  flamlproofed  in  accordance  with  the  rules  of 
the ^Board ;  that  such  portable  .fire  £?  & 

maintained  as  the  ««  “ntmiss.oner  the 

St'attSRegSents;  that  the  number  of  children  in  the  school 
shall  at  no  time  exceed  twenty-five. 


and 


APPLICANT— Croker  Fire  Prevention  Corporation  for 
Doehler  Die  Casting  Company,  owner  (Art-Tex 

iUBJECT-Appeaflmman  ordlr'and  a  decision  of  the  fire 

>remi“eTaffeotd^ 

ToSh  side.  foTl  east  of  Court  street  (Block  No. 
476,  Lot  No.  6),  Borough  of  Brooklyn. 

\PPEARANCES— 

For  Applicant:  Sidney  L.  Strauss. 

For  Administration:  Inspector  Meyer,  Fire  Depart- 

ACTION  ONBOARD— Appeal  granted  on  condition. 

THE  V^rmative;  chairman  Murdock,  Commissioners 

Savage  and  Blum  and  Assistant  Chief  Me-  ^ 

Carthy  .  q 

Negative  . . 

THE  RESOLUTION— 

(634-40-A) 

Whereas,  Croker  Fire  Prevention  Corporation  for  Do*- 

ler  Die  Casting  Company,  owner,  filed  June  10,  1940, 
appeal  from  an  order  and  a  decision  of  the  fire  commissioner 
Semises  499-505  Court  street.  185-197  West  9th  street  and 
182-202  Huntington  street,  south  side,  105  ft.  east  of  Court 
street  (Block  No.  476,  Lot  No.  6),  Borough  of  Brooklyn; 

“whereas,  the  order  of  the  fire  commissioner,  Order  No. 
83518-LC.  dated  April  24,  1940,  reads: 

“With  reference  to  your  application  dated  April  a. 

1940  for  a  permit  to  store  varnoline,  driers,  etc.,  to  be 
used’  in  the  manufacture  of  coating  preparations  at 
premises  193-97  West  9th  Street,  Brooklyn,  please  be 
advised  that  the  Fire  Department  is  without  power  to 
issue  such  a  permit  for  the  following  reason : : 


A  recent  inspection  of  these  premises  shows  same  to 
be  occupied  as  a  tenant  factory,  wherein  dry  goods 

(dS  SsS'of^Administrative.  Code  states 
that  no  permit  for  the  manufacture,  mixing  or  .  com¬ 
pounding  of  paints,  varnishes,  lacquers,  shall  bewsued 
for  any  premises  which  are  occupied  as  a  tenement 
house,  dwelling,  hotel,  work-shop  or  factory. 

Section  C-19-85.5,  of  the  Administrative  Code  states 
that  no  permit  for  the  manufacture  of  paints,  varnish 
or  lacquers  shall  be  issued  for  any  premises  where  dry 
goods^or  other  highly  inflammable  materials  are  manu¬ 
factured,  stored  or  kept  for  sale. 

“1  You  are,  therefore,  ordered  to  remove  all  varno¬ 
line,  perilla  oil,  whiting,  etc.,  from  the  premises  and  to 
discontinue  the  further  manufacture  of  coatings  on  the 
premises.” 

Whereas,  said  order  was  referred  to  in  a  decision  of  the 
fire  commissioner,  dated  June  4,  1940 ;  and 

Whereas,  the  building  is  seven  stories  (85  ft.  V  n. 
in  height  95  ft.  by  45  ft.  and  200  ft.  in  area;  of  Class  1 

construction ;  equipped  with  a  sprinkler  system ;  erected  m 

1918-  located  in  an  unrestricted  use  B  area  district,  and 
occupied :  cellar,  storage  and  engine  room ;  first  story.  Pamt 
manufacture,  10  persons ;  second  story,  oil  burner  assembly, 
packing  and  stock  room,  26  persons ;  third  story,  paper  and 
cardboard  storage,  1  person;  fourth  story,  printing  5  per¬ 
sons-  fifth  story,  manufacture  of  ladies  underwear,  55  per 
sons’  sixth  story,  manufacture  of  slide  fasteners;  seventh 
story,  manufacture  of  picture  frames  and  tea  bags ;  and 
Whereas,  the  applicant  contends  that  the  product  manu- 
factured  on  the  portion  of  the  PrenVse;i  affected  by  the  or  r 
is  “Ovakal”,  which  has  been  classified  as  paint  by  the  hire 
Department;  that  this  product  consists  of  pigment,  water, 
varnish  and  varnoline,  none  of  which  is  manufactured  on  the 
premises ;  that  the  manufacture  of  this  product  15 
the  first  story  extension  of  the  premises,  that  the  ent 
group  of  buildings  is  protected  by  a  two-source  sprinkler 
system ;  that  the  tenant  has  been  manufacturing  water  paint 
and  kalsomine,  casein  powder  paint  and  casein  paste  paint 
for  the  last  ten  years ;  that  the  product  in  question  was  pre¬ 
sented  as  a  new  item  to  be  applied  directly  over  kalsomine 
without  the  necessity  of  washing  off  the  original  kalsomine, 
that  it  would  be  natural  for  this  firm  to  include  same  in 
their  line,  as  to  omit  this  product  would  seriously  threaten 
the  kalsomine  business ;  that  in  view  of  these  facts  it  is 
requested  that  a  modification  be  granted  so  as  to  permit  the 
manufacture  of  “Ovakal”  on  the  premises. 

Resolved,  that  the  order  of  the  fire  commissioner,  O rde 
No.  83518-LC,  be  and  it  hereby  is  modified  and  that  the  ap¬ 
peal  be  and  it  hereby  is  granted  on  condition  that  not  more 
than  one  (1)  55-gallon  drum  of  varnish  and  one  (1)  55- 
gallon  drum  of  varnoline  shall  be  maintained  on  the  prem¬ 
ises  and  that  such  material  shall  be  stored  on  the  first  story 
where  indicated,  on  a  suitable  iron  rack,  and  shall  be  fitted 
with  a  hand  pump  of  the  type  approved  by  the  National 
Board  of  Underwriters  or  Factory  Mutual  Laboratories , 
that  such  amount  of  each  as  is  required  for  daily  manufac¬ 
turing  operations  shall  be  stored  in  an  approved  safety  can 
of  not  over  five  gallons  capacity;  that  such  portable  fire¬ 
fighting  appliances  shall  be  maintained  as  the  fire  commis¬ 
sioner  shall  direct;  that  in  all  other  respects  the  building 
and  occupancy  shall  comply  with  all  laws,  rules  and  regu¬ 
lations  applicable  thereto. 


660-40-A. 

APPLICANT— Anthony  J.  DePace,  for  Arnold  Costabile, 

owner.  .  .  ,  ,  ,  , 

SUBJECT _ Appeal  from  a  decision  of  the  borough  super¬ 

intendent  of  buildings. 

PREMISES  AFFECTED— 678  East  232nd  street  south 
side  180.20  ft.  west  of  White  Plains  avenue  (Block 
No/  4834,  Lot  No.  82),  Borough  of  The  Bronx. 
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APPEARANCES —  Savage  and  Blum  and  Assistant  Chief  Me¬ 


rer  Applicant:  Arnold  A.  Costabile,  Anthony  Lib- 
rento  and  John  A.  DePace. 

For  Administration:  M.  C.  E.  Theide,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(660-40- A) 

W  hereas,  Anthony  J.  DePace,  for  Arnold  Costabile, 
owner,  filed  June  19,  1940,  an  appeal  from  a  decision  of  the 
borough  superintendent  of  buildings ;  premises  678  East 
232nd  street,  south  side,  180.20  ft.  west  of  White  Plains 
avenue  (Block  No.  4834,  Lot  No.  82),  Borough  of  The 
Bronx;  and 

\Y  hereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Alt.  Application  No.  470-40,  dated  June  17, 
1940,  reads: 

“L  Proposed  moving  of  frame  building  from  one  lo¬ 
cation  inside  the  fire  limits  to  another  location  inside  the 
fire  limits,  is  contrary  to  Sec.  4.1.7  of  the  Building 
Code.” 

and 

Whereas,  the  building  is  two  and  one-half  stories  (30  ft. 
4  in.)  in  height,  26  ft.  1  in.  by  66  ft.  11  in.  in  area;  of  Class 
4  construction ;  located  in  a  residence  use  C  area  district,  and 
occupied :  cellar,  boiler-room;  first  story,  waiting  rooms, 
kitchen,  X-ray,  fluoroscope  room  and  operating  room;  sec¬ 
ond  story,  bedrooms ;  attic,  bedrooms ;  and 

Whereas,  the  applicant  contends  that  the  owner  was 
ordered  by  the  federal  authorities  to  vacate  the  building  at 
its  present  location  by  June  23rd  so  that  the  new  post  office 
could  be  erected  on  the  site;  that  to  erect  a  new  residence 
building  on  the  plot  would  require  at  least  four  months  time, 
which  would  create  a  hardship  to  the  owner’s  practice  of 
medicine  thereon ;  that  there  are  no  buildings  available  in 
the  neighborhood  for  the  proposed  use. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  on  Alt.  Applic.  No.  470-40,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted,  as 
to  Objection  No.  1,  on  condition  that  in  all  other  respects 
the  building  and  occupancy  shall  comply  with  the  zoning 
resolution  and  all  other  laws,  rules  and  regulations  applicable 
thereto  as  applied  to  residential  buildings  outside  of  the  fire 
limits. 


1062-38-A. 

APPLICANT — Philomena  Rao,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  Calendar — re  Appeal  from  a  decision 
of  the  borough  superintendent  of  buildings  (pre¬ 
viously  dismissed  for  lack  of  prosecution). 
PREMISES  AFFECTED— 3824  Avenue  H,  south  side, 
112  ft.  east  of  East  38th  street  (Block  No.  7742, 
Lot  No.  45),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Salvatore  Rao  and  A.  S.  Lamanna. 
ACTION  OF  BOARD — Appeal  reopened,  restored  to  Cal¬ 
endar,  and  granted  on  condition. 

THE  VOTE  TO  REOPEN  AND  RESTORE  TO  CAL¬ 
ENDAR— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  VOTE  TO  GRANT  ON  CONDITION— 

Affirmative:  Chairman  Murdock,  Commissioners 


Carthy  . . .  4 

Negative  .  0 


THE  RESOLUTION— 

(1062-38-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent  of  buildings,  premises  3824  Avenue  H,  south 
side,  112  ft.  east  of  East  38th  street  (Block  No.  7742,  Lot 
No.  45),  Borough  of  Brooklyn,  was  dismissed  for  lack  of 
prosecution  July  18,  1939;  and 

Whereas,  the  owner  requested  reopening  of  this  appeal 
and  restoration  to  the  Calendar ;  and 

Whereas,  this  appeal  was  reopened  and  restored  to  the 
Calendar  by  vote  of  the  Board ;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Alt.  Appl.  No.  1201-40,  dated  March  29,  1940, 
reads : 

“1.  Proposed  frame  extension  increasing  width  of 
building  within  fire  limits  is  contrary  to  4. 1.5.3  of  the 
Bldg.  Code. 

2.  Openings  on  lot  line  are  in  violation  of  10.7.11  of 
the  Bldg.  Code.” 

and 

Whereas,  the  building  is  two  stories  (24  ft.)  in  height, 
25  ft.  by  30  ft.  in  area;  of  Class  4  construction;  erected  in 
1935;  located  in  an  unrestricted  use  D  area  district,  and 
occupied  as  a  two-family  dwelling;  and 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
erect  a  frame  one-story  porch  extension. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  acting  on  Alt.  Applic.  No.  1201-40,  Items  1 
and  2,  be  and  it  hereby  is  modified  and  that  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  the  frame  exten¬ 
sion  shall  conform  in  area  and  height  substantially  to  the 
plan  filed  herein  and  shall  be  used  exclusively  by  the  owner 
and  occupants  of  the  single  family  building  on  the  premises 
as  a  sun  porch. 


20-39- A. 

APPLICANT — Arthur  F.  Winter,  for  F.  W.  Woolworth 
Company,  for  512  86th  Street  Corporation,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
amendment — re  Appeal  from  an  order  and  a  deci¬ 
sion  of  the  fire  commissioner. 

PREMISES  AFFECTED — 502-516  86th  street  and  8611 
Fifth  avenue,  southeast  corner  (Block  No.  6051, 
Lot  No.  17),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Arthur  F.  Winter. 

ACTION  OJ  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  Q 


THE  RESOLUTION— 

(20-39- A) 

Whereas,  this  appeal  from  an  order  and  a  decision  of  the 
fire  commissioner,  affecting  premises  502-516  86th  street  and 
8611  Fifth  avenue,  southeast  corner  (Block  No.  6051,  Lot 
No.  17),  Borough  of  Brooklyn,  was  granted  by  the  Board 
January  31,  1939,  on  certain  conditions;  and 
\\  hereas,  Arthur  F.  Winter,  for  F.  W.  Woolworth  Com¬ 
pany,  lessee,  for  512  86th  Street  Corporation,  owner,  re¬ 
quested  an  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  January  31,  1939,  by 
adding  thereto: 

“that  in  the  event  the  area  of  the  cellar  is  increased  as 
indicated  on  plans  marked  ‘Received  June  17,  1940’,  the 
sprinkler  system  herein  required  shall  be  extended  under 
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similar  requirements  and  in  addition  there  shall  be  in¬ 
stalled  in  the  paper  storage  room,  receiving  space,  girls 
rest  room  and  kitchen,  if  any,  sprinkler  heads  which 
shall  be  connected  with  the  domestic  water  supply  line 
of  the  building  and  the  dry  and  wet  lines  shall  be  cross- 
connected  and  so  equipped  with  check  valves  at  the 
domestic  water  supply  and  at  the  pumper  inlet  so  that 
all  heads  shall  be  under  Fire  Department  control  from 
the  sidewalk  pumper  inlet.” 


THE  RESOLUTION— 

(809-39-A) 

Whereas,  Leonard  E.  Golditch.  for  Comet  Aerial  Ad¬ 
vertising  Company,  owner,  filed  June  19,  1939  an  appeal 
from  a  decision  of  the  fire  commissioner  relating  to  the 
display  of  fireworks  from  a  boat  to  be  located  1,000  ft  o 
shore  between  West  Tenth  street  and  McKenzie  street,  At¬ 
lantic  Ocean,  Borough  of  Brooklyn;  and  _ 

Whereas,  this  appeal  was  granted  by  the  Board  July  a, 

1939,  on  certain  conditions;  and  . 

WirmpAs  the  anolicant  requested  an  extension  of  the 


535-39-A. 

APPLICANT— Leonard  E.  Golditch,  for  Comet  Aerial 
Advertising  Company,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  permit — re  Appeal  from  a  decision  of 
the  fire  commissioner. 

PREMISES  AFFECTED— Foot  of  20th  street,  750  ft.  off¬ 
shore,  Atlantic  Ocean,  waters  surrounding  Coney 
Island,  Borough  of  Brooklyn. 

APPEARANCES—  . 

For  Applicant;  Leonard  E.  Golditch. 

For  Opposition:  Harold  Klorfein,  Department  of 
Parks. 

ACTION  OF  BOARD— Appeal  reopened  and  permit  ex- 


THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

Negative  .  0 

THE  RESOLUTION— 

(535-39-A) 

Whereas,  Leonard  E.  Golditch,  for  Comet  Aerial  Adver¬ 
tising  Company,  owner,  filed  April  27,  1939,  an  appeal. from 
a  decision  of  the  fire  commissioner  refusing  to  permit  the 
discharge  of  fireworks  from  a  boat  750  ft.  offshore  between 
West  10th  and  West  37th  streets,  Coney  Island,  Borough  of 


Brooklyn;  and 

Whereas,  this  appeal  was  granted  by  the  Board  May  16, 
1939,  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  extension  of  the 
permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  May  16,  1939,  by  adding 
thereto : 


“that  in  view  of  the  order  of  the  fire  commissioner, 
Order  No.  84216-LC,  dated  June  21,  1940,  the  terms  of 
the  resolution  adopted  by  the  Board  on  May  16,  1939, 
are  hereby  extended  for  one  (1)  year,  subject  to  similar 
conditions.” 


809-39-A. 

APPLICANT— Leonard  E.  Golditch,  for  Comet  Aerial 
Advertising  Company,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  permit — re  Appeal  from  a  decision  of 
the  fire  commissioner. 

PREMISES  AFFECTED— Barge,  foot  of  West  Tenth 
street  and  McKenzie  street,  1,000  ft.  offshore,  At¬ 
lantic  Ocean,  waters  surrounding  Coney  Island, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  E.  Golditch. 

For  Opposition:  Harold  Klorfein,  Department  of 
Parks. 

ACTION  OF  BOARD — Appeal  reopened  and  permit  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

Negative  .  0 


^Resolved,  that  the  Board  of  Standards  and  Appeals  does 


thereto :  .  . 

“that  in  view  of  the  order  of  the  fire  commissioner. 
Order  No.  84218-LC,  dated  June  21  1940  the  terms 
of  the  resolution  adopted  by  the  Board  on  July  5.  lOoy, 
are  hereby  extended  for  one  (1)  year,  subject  to  similar 
conditions.” 


810-39-A. 

APPLICANT— Leonard  E.  Golditch,  for  Comet  Aerial 
Advertising  Company,  owner.  .  . 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  permit — re  Appeal  from  a  decision  of 
the  fire  commissioner. 

PREMISES  AFFECTED— Barge,  between  Ebbits  street 
and  Doty  avenue,  1,000  ft.  offshore^  New  York  Bay, 
waters  surrounding  Midland  Beach,  Borough  of 
Richmond. 

APPEARANCES— 

For  Applicant :  Leonard  E.  Golditch. 

For  Opposition:  Harold  Klorfein,  Department  of 
Parks. 

ACTION  OF  BOARD— Appeal  reopened  and  permit  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock.  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

Negative  .  w 


THE  RESOLUTION— 

(810-39-A) 

Whereas,  Leonard  E.  Golditch,  for  Comet  Aerial  Ad¬ 
vertising  Company,  owner,  filed  June  19,  1939,  an  appeal 
from  a  decision  of  the  fire  commissioner,  relating  to  a  dis¬ 
play  of  fireworks  on  Lower  New  York  Bay,  1,000  ft.  off¬ 
shore,  between  Ebbits  street  and  Doty  avenue.  Midland 
Beach,  South  Beach  and  New  Dorp  Beach,  Borough  of 
Richmond ;  and 

Whereas,  this  appeal  was  granted  by  the  Board  July  5, 
1939,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  the 

permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  of  July  5,  1939,  by  adding 
thereto : 

“that  in  view  of  the  order  of  the  fire  commissioner. 
No.  22486-LC,  dated  June  24,  1940,  the  terms  of  the 
resolution  adopted  by  the  Board  on  Jufy  5,  1939,  are 
hereby  extended  for  one  (1)  year,  subject  to  similar 
conditions.” 


847-39-A. 

APPLICANT— Leonard  E.  Golditch,  for  Comet  Aerial 
Advertising  Company,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  permit — re  Appeal  from  a  decision  of 
the  fire  commissioner. 

PREMISES  AFFECTED— Barge,  1,000  ft.  offshore, 
waters  of  Atlantic  Ocean,  surrounding  Rockaway 
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and  Far  Rockaway,  between  Jacob  Riis  Park  and 
Beach  32nd  street,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Leonard  E.  Golditch. 

For  Opposition :  Harold  Klorfein,  Department  of 
Parks. 

ACTION  OF  BOARD — Appeal  reopened  and  permit  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(847-39-A) 

Whereas,  Leonard  E.  Golditch,  for  Comet  Aerial  Ad¬ 
vertising  Company,  owner,  filed  June  23,  1939,  an  appeal 
from  a  decision  of  the  fire  commissioner,  relating  to  the 
display  of  fireworks  from  a  boat  1,000  ft.  offshore  between 
Jacob  Riis  Park  and  Beach  32nd  street,  Rockaway  and  Far 
Rockaway,  Borough  of  Queens ;  and 
Whereas,  this  appeal  was  granted  by  the  Board  July  18, 
1939,  on  certain  conditions;  and 
W  hereas,  the  applicant  requested  an  extension  of  the 
permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  on  July  18.  1939,  so 
that  as  amended  the  resolution  shall  read : 

“Resolved,  that  the  decision  of  the  fire  commissioner, 
dated  June  21,  1940,  and  as  expressed  in  Order  No. 
84217-LC,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
proposed  advertising  display  in  the  form  of  a  rocket 
shall  be  discharged  on  a  lighter  located  a  distance  of 
not  less  than  1,000  ft.  from  the  shore  line  and  limited 
to  the  spaces  between  Beach  35th  street  to  Beach  60th 
street  and  Beach  110th  street  to  Beach  125th  street, 
Rockaway  Beach ;  that  the  discharge  shall  be  from  a 
cylinder  mortar  properly  anchored  to  the  deck  or  buried 
in  sand,  as  proposed;  that  the  amount  of  black  powder 
used  for  each  discharge  shall  not  exceed  five  ounces ; 
that  the  discharge  shall  be  directed  away  from  the  land ; 
that  the  operation  shall  be  in  charge  of  a  licensed  pyro¬ 
technist  ;  that  such  fire-fighting  appliances  shall  be  main¬ 
tained  on  deck  as  the  fire  commissioner  shall  direct ; 
that  the  advertising  device  in  the  form  of  a  parachute 
may  be  of  Japanese  paper,  but  which  shall  be  flame¬ 
proof  in  a  manner  satisfactory  to  the  fire  commissioner ; 
that  suitable  markers  shall  be  maintained  either  on  shore 
or  in  the  water  to  indicate  the  limits  of  these  display 
areas ;  that  not  more  than  one  boat  shall  be  thus  em¬ 
ployed  and  shall  traverse  these  respective  areas  on 
alternate  days ;  that  this  use  shall  be  limited  to  the  sea¬ 
son  ending  October  1,  1940;  that  no  rockets  shall  be 
displayed  during  the  time  that  any  boats  or  tankers 
carrying  gasoline  or  other  combustible  materials  are 
within  2,000  ft.” 


« 

VARIATIONS  OF  THE  LABOR  LAW. 


674-40- S. 


APPLICANT — George  G.  Miller,  for  Chatco  Corporation 
owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  a  decisioi 
of  the  acting  borough  superintendent  of  buildings 
PREMISES  AFFECTED— 333-337  Sixth  avenue  and  2-! 
Cornelia  avenue,  southwest  corner  (Block  No.  589 
Lot  Nos.  28  and  25),  Borough  of  Manhattan. 
APPEARANCES— 


For  Applicant:  George  G.  Miller. 

For  Administration:  Fred  Dahlem,  Department  of 
Housing  and  Buildings. 


ACTION  OF  BOARD — Application  withdrawn  after  argu¬ 
ment. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


205-40-S. 

APPLICANT — The  Greenwich  Savings  Bank,  owner. 
SUBJECT — Variation  of  the  labor  law  as  cited  in  a  decision 
of  the  acting  borough  superintendent  of  buildings. 
PREMISES  AFFECTED— 149  West  27th  street,  north 
side,  205.4  ft.  east  of  Seventh  avenue  (Block  No. 
803,  Lot  No.  11),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Frank  E.  Brower  and  Louis  H. 
Bendix. 

For  Administration:  Fred  Dahlem,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(205-40-S) 

Whereas,  The  Greenwich  Savings  Bank,  owner,  filed 
February  26,  1940,  an  application  for  a  variation  of  the  labor 
law  as  cited  in  a  decision  of  the  bprough  superintendent  of 
buildings;  premises  149  West  27th  street,  north  side,  205.4 
ft.  east  of  Seventh  avenue  (Block  No.  803,  Lot  No.  11), 
Borough  of  Manhattan ;  and 

Whereas,  Violation  No.  252-39,  dated  November  15,  1939, 
reads : 

“You  will  please  take  notice  that  there  exists  a  viola¬ 
tion  of  Section  274  of  the  LABOR  LAW  at  the  prem¬ 
ises  hereinafter  described,  in  that 

Safe  means  of  egress  from  termination  of  rear  fire- 
escape  to  street  is  not  provided.” 

and 

Whereas,  said  order  was  referred  to  in  a  decision  dated 
February  14,  1940,  relating  to  B.N.  209-39,  which  reads: 

“With  reference  to  the  above  numbered  building  no¬ 
tice,  we  wish  to  advise  you  that  same  has  been  disap¬ 
proved  for  the  reason  that  the  termination  of  rear  fire 
escapes  not  clear  and  not  acceptable  as  required  by 
Labor  Law.” 
and 

Whereas,  the  building  is  four  stories  (50  ft.)  in  height, 
27  ft.  11  in.  by  92  ft.  in  area;  of  Class  3  construction;  lo¬ 
cated  in  an  unrestricted  use  B  area  district;  erected  in  1898; 
occupied  since  prior  to  1914  as  follows:  cellar,  storage  space 
in  connection  with  stores  on  the  first  story ;  first  story,  dis¬ 
play  of  furs,  6  persons;  second  story,  display  and  sale  of 
furs  and  skins,  5  persons ;  third  story,  manufacturing  of 
flowers,  17  persons;  fourth  story,  stripping  and  cleaning  of 
furs,  8  persons  ;  the  building  is  equipped  with  one  3  ft.  6  in. 
wide  open  wooden  stair  leading  from  the  roof  to  the  street, 
and  one  fire  escape,  this  fire  escape  leads  to  the  roof  by  a 
stair,  thence  to  the  street  via  an  extension  of  the  fire  escape 
from  the  second  story  to  the  roof  of  the  one-story  extension 
of  the  adjoining  building  at  the  east,  and  thence  bv  fire 
escape  to  the  yard  and  rear  of  No.  140,  142  and  144  West 
28th  street  and  through  to  street ;  and 

Whereas,  the  applicant  contends  that  alteration  plan  has 
been  filed  and  work  completed,  which  consisted  of  the  erec¬ 
tion  and  extension  of  the  platform  of  the  fire  escape  on  the 
rear  of  the  building  at  the  second  storv  level  to  the  roof  of 
the  one-story  extension  at  the  rear  of  147  West  27th  street: 
that  egress  may  be  had  over  the  roof  of  said  extension  and 
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thence  by  stairway  to  the  yard  in  the  rear  of  premises  MO- 
144  West  28th  street,  and  thence  through  the  building  at 
140  West  28th  street  to  the  street;  that  it  was  necessary  to 
make  this  alteration  as  the  fire  escape  formerly  terminated  in 
the  rear  of  the  premises  in  a  yard  27  ft.  by  6  ft.  in  area, 
from  which  the  only  egress  was  through  the  cellar  ot  the 
building  in  question;  that  it  is  impossible  to  erect  a  fire 
escape  on  the  front  of  the  building  as  it  will  not  suppor 
a  legal  fire  escape  since  it  consists  mostly  of  windows  and 
piers  which  are  not  strong  enough  to  support  a  fire  escape ; 
that  the  plan  has  been  disapproved  and  the  work  had  been 
performed  pursuant  to  such  disapproved  plan ;  that  a  varia¬ 
tion  is  requested  so  as  to  permit  the  acceptance  of  the  exist¬ 
ing  condition  as  failure  to  do  so  would  constitute  undue  hard¬ 
ship  on  the  owner  of  this  building. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law  as  cited  in  a  decision  of  the  borough  superintendent  ot 
buildings,  acting  on  Building  Notice  No.  209-39,  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  that 
the  second  means  of  exit  shall  be  maintained  as  proposed  by 
means  of  a  connection  from  the  existing  fire  escape  at  the 
second  story  level  to  a  platform  at  the  rear  of  the  building, 
No.  147  West  27th  street,  and  thence  by  steel  stairs  in  the 
rear  yard  with  access  through  first  story  passageways  of  the 
buildings  located  at  Nos.  140,  142  and  144  West  28th  street 
to  West  28th  street,  on  condition  that  in  all  other  respects 
the  requirements  of  the  labor  law  and  all  other  laws  ap¬ 
plicable  to  the  building  and  its  occupancy  shall  be  complied 
with  and  that  there  shall  be  filed  with  the  borough  super¬ 
intendent  of  buildings  consents  permitting  exiting  as  herein 
proposed  across  the  premises  at  No.  147  West  27th  street 
and  Nos.  140,  142  and  144  West  28th  street;  that  this  vari¬ 
ance  shall  continue  only  so  long  as  the  buildings  through 
which  this  access  is  permitted  are  maintained  in  good  and 
safe  condition;  that  the  roof  of  the  one-story  extension  at 
147  West  27th  street  shall  be  protected  by  approved  flame 
plates  under  the  connecting  passageway ;_  that  such  exit 
passageways  through  buildings  shall  be  maintained  properly 
illuminated  at  all  times  during  which  work  is  done  in  the 
building. 


THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Me- 

Carthy  .  q 

Negative  . 


365-34-SA. 

APPLICANT— William  V.  McDevit,  for  Motor  Wheel 
Corporation,  owner.  ,  . 

SUB TECT— Application  for  consideration— reopening  and 
amendment — re  new  models,  Nos.  21-41  re  M.  W. 
Water  Heater,  previously  approved. 

appearances—  „  _  . 

For  Applicant::  William  V.  McDevit. 

ACTION  OF  BOARD — Application  reopened  and  referred 
to  engineer  of  Board  for  test  and  report. 

THE  VOTE  TO  REOPEN—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Me- 

Carthy  .  „ 

Negative  . 


366-34-SA. 

APPLICANT— William  V.  McDevit.  for  Motor  Wheel 
Corporation,  owner.  ,  . 

SUBJECT— Application  for  consideration— reopening  and 

amendment— re  new  models,  Nos.  406,  407,  506  and 
507 _ re  M.  W  Radiant  Heater,  previously  ap¬ 

proved,  Nos.  611.  612,  614,  711,  712,  714  and  807- 
re  M.  W.  Circulating  Heater,  previously  approved. 

APPEARANCES—  _  . 

For  Applicant:  William  V.  McDevit. 

ACTION  OF  BOARD — Application  reopened  and  referred 
to  engineer  of  Board  for  test  and  report. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Me- 

Carthy  .  ~ 

Negative  . 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 

221-34-SA. 

APPLICANT— The  Ohio  Pattern  Works  and  Foundry 
Company,  owner.  . 

SUBJECT— Application  for  consideration— reopening  and 
amendment  of  resolution — re  additional  size,  3  in. 
Metropolitan  Curb  Fill  Box,  No.  138  for  Gasoline, 
previously  approved. 

APPEARANCES— 

For  Applicant :  M.  A.  Monroe. 

ACTION  OF  BOARD— Application  reopened  and  referred 
to  engineer  of  the  Board  for  test  and  report. 

THE  VOTE  TO  REOPEN—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  . 

Negative  .  u 


364-34-SA. 

APPLICANT— William  V.  McDevit,  for  Motor  Wheel 
Corporation,  owner.  . 

SUBJECT— Application  for  consideration— reopening  and 
amendment — re  new  models,  Nos.  165  and  175 
re  M.  W.  Oil  Burning  Range,  various  models,  pre¬ 
viously  approved. 

APPEARANCES— 

For  Applicant:  William  V.  McDevit. 

ACTION  OF  BOARD — Application  reopened  and  referred 
to  engineer  of  Board  for  test  and  report. 


912-39-SA. 

APPLICANT— General  Gas  Light  Company,  owner. 

SUBJECT _ Humphrey  Heat  Tower  (Gas-Fired  Forced  Air 

Heater),  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Appliance  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  ^ 

THE  RESOLUTION— 

(912-39-SA) 

Whereas,  »General  Gas  Light  Company,  owner,  filed  July 
7,  1939,  an  application  with  the  Board  of  Standards  and  Ap¬ 
peals  for  approval  of  the  appliance  known  as  the  Humphrey 
Heat  Tower  (Gas-Fired  Forced  Air  Heater)  ;  and 

Whereas,  this  appliance  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads : 

REPORT  OF  COMMITTEE  ON  TESTS. 

June  24,  1940. 

Re:  Cal.  No.  912-39-SA. 

Subject:  Humphrey  Heat  Tower  (Gas-Fired  Forced 

Air  Heater).  ,  T  i 

The  General  Gas  Light  Company,  owner,  filed  July 
7,  1939,  an  application  with  the  Board  of  Standards  and 
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Appeals  for  approval  of  the  Humphrey  Heat  Tower 
(Gas-Fired  Forced  Air  Heater)  under  the  provisions  of 
C26-696.0  a,  b,  c  (11.1.7.1.2.3)  and  C26-697.0  (11.2.1) 
and  C2O-191.0  (2.2.3),  Administrative  Building  Code. 

The  Humphrey  Heat  Tower  is  a  gas-fired  air  heater, 
designed  for  heating  small  homes,  offices  and  stores. 
It  is  suited  for  open  room  installation  or  for  use  with  a 
duct  distributing  system. 

Hie  appliance  ‘is  constructed  as  follows : 

Input — 75,000  B.t.u.  per  hour. 

Output — 60,000  Bt.u.  per  hour. 

Burner — A  9 %  by  10  in.  cast  iron  burner  having  434 
ports  raised  %  in.  No.  31  for  natural  gas,  No.  45  for 
manufactured  gas,  with  a  1)4  in.  diameter  throat  in  a 
4*4  in.  injecting  tube.  Distance  from  ports  to  nearest 
surface  up,  8-9/16,  down,  4%  in.,  laterally,  %  in. 

Combustion  Chamber — A  12-11/16  by  11)4  in.  sheet 
metal  combustion  chamber  open  at  front  end  for  second¬ 
ary  air.  lop  forms  a  header  for  the  heating  element 
tubes  and  blower  outlet  comes  around  left  side. 

Heating  Element— Consists  of  nine  tubes  2-1/16  in. 
O.D.  by  48*4  in.  long  containing  a  32  by  1-13/16  in. 
twisted  baffle  hanging  down  from  the  top  in  each  tube. 
Tube  terminates  at  top  in  an  11%  by  11%  by  1%  in. 
header  fastened  to  top  of  jacket  with  a  3%  in.  I.D. 
outlet.  Element  is  enclosed  on  all  sides  by  a  radiation 
shield  51  in.  high  by  17%  by  17%  in.  beginning  %  in. 
below  warm  air  outlets. 

Jacket— A  91  by  19  by  28  in.  16  gauge  sheet  metal 
jacket  with  bottom  open  around  blower  for  air  inlet. 
Door  has  four  louvres  3%  by  3/16  in.  for  secondary  air 
and  top  has  four  4%  by  9%  in.  warm  air  outlets. 

Venting— Secondary  air  enters  the  four  3/16  by  3/16 
in.  louvres  in  door  and  contacts  burner.  Products  of 
combustion  rise  up  to  top  of  combustion  chamber  and 
enter  the  nine  tubular  elements  48%  by  2-1/16  in.  O.D., 
rise  up  tubes  around  the  32  by  1-13/16  in.  twisted  in¬ 
serted  baffles  into  header.  Products  leave  header 
through  the  3%  in.  I.D.  outlet  into  draft  hood  and  out 
the  5  in.  diameter  outlet. 

Accessories  A  Schoenberger  %  in.  main  control 
valve,  a  Pittsburgh  %  in.  double  valve  regulator,  a  M.H 
V-84  magnetic  valve,  an  Emerson  1/12  H.P.  860  RPAj 
motor,  an  8%  in.  by  9  in.  outlet  squirrel  cage  blower  a 
Khxon  limit  control. 

The  principle  of  operation  is  as  follows:  A  forced 
combustion  burner  of  high  efficiency  burns  gas  and 
directs  the  heat  to  nine  large  diameter,  heavy  gauge 
vertical  radiation  tubes.  A  centrifugal  type  fan  con¬ 
tained  in  the  base  of  the  heater  draws  air  from  off  the 
floor  and  forces  it  upward  and  around  the  radiation 
tubes  where  the  heat  is  absorbed.  The  warm  air  is 
directed  out  into  the  room  through  openings  at  the  top 
of  the  cabinet.  The  input  rating  of  the  heater  is  75,000 
B.t.u.  per  hour  and  the  output  is  60,00  B.t.u. 


.  The  Pitot  is  lighted  and  the  operation  of  the  appliance 
is  automatic  with  the  turning  of  the  motor  switch  or 
setting  of  a  thermostat.  A  turn  of  the  motor  switch 
starts  the  fan  in  operation  and  simultaneously  opens  the 
main  gas  valve.  This  supplies  gas  to  the  main  burner 
where  it  is  ignited  by  the  pilot.  A  specially  designed 
tfaso  Salety  Pilot  control  shuts  off  the  gas  both  to  the 
pilot  and  to  the  main  burner  in  the  event  the  pilot  light 
tails.  A  positive  overload  control  prevents  overheating 
of  the  radiation  tubes. 

A  down  draft  diverter  is  provided  as  part  of  the 
cabinet.  1  he  device  has  been  approved  by  the  American 
Gas  Association,  Certificate  No.  4-385002. 

The  burner  conforms  to  the  provisions  of  C26-696.0- 
^*(11.17.1),  C26-696.0-C.  1.2.3  (11.1.7.3),  C26-696.0, 

D  ..  J-l-7.4)  and  C26-696.0,e  (11.1.7.5)  Administrative 
Building  Code. 


The  device  was  inspected  and  tested  and  approved  by  a 
committee  of  the  Board  at  the  office  of  the  applicant  at 


23  Warren  street,  New  York  City,  for  installation  in 
non-explosive  atmosphere  locations  when  installed  in  ac¬ 
cordance  with  this  report  and  the  requirements  of  the 
Building  Code,  on  condition  that  the  device  bear  a  label 
permanently  affixed  reading:  “Approved  by  the  Board 
of  Standards  and  Appeals  for  Use  in  New  York  City 
Under  Cal.  No.  912-39-SA.” 


and 


( Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM, 

Commissioner. 
LESLIE  V.  HUBER 

Chief  Engineer. 
Committee  on  Tests. 


Whereas,  this  report  recommended  approval  of  this  ap¬ 
pliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Humphrey  Heat 
Tower  (Gas-Fired  Forced  Air  Heater),  on  condition  that 
the  appliance  be  manufactured,  used,  installed,  and  labeled, 
stamped  or  tagged  in  accordance  with  above  report. 


MATERIALS  SUBMITTED  FOR  APPROVAL. 
645-39-SM. 

APPLICANT — Reid-Avery  Company,  owner. 

SUBJECT — Raco  Welding  Electrodes  (H.D.  No.  7  Shielded 
Arc),  approval  of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(645-39-SM) 

Whereas,  Reid-Avery  Company,  owner,  filed  May  18, 
1939,  an  application  with  the  Board  of  Standards  and  Ap¬ 
peals  for  approval  of  the  material  known  as  Raco  Welding 
Electrodes  (H.D.  No.  7  Shielded  Arc)  ;  and 
Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

June  24,  1940. 

Re:  Cal.  No.  645-39-SM. 

Subject:  Raco  Welding  Electrodes  (H.D.  No.  7 
Shielded  Arc),  approval  of. 

The  Reid-Avery  Company,  owner,  filed  May  18,  1939. 
an  application  with  the  Board  of  Standards  and  Appeals 
for  approval  of  the  Raco  Welding  Electrodes  (H.D. 
No.  7  Shielded  Arc)  as  manufactured  by  the  applicant 
at  Dundalk,  Baltimore,  Maryland. 

Tests  were  conducted  at  the  plant  of  the  company  at 
Dundalk,  Baltimore,  Maryland,  in  accordance  with 
ASTM  Specifications  A-205-37  T,  and  the  Fusion  Weld¬ 
ing  Rules  of  the  Board  of  Standards  and  Appeals  be¬ 
fore  the  testing  committee  of  the  Board. 

Test  samples  in  all  three  positions  were  made  up  of 
base  metal  plates  complying  with  the  specifications  of 
ASTM  A-7-36,  beveled  as  required.  The  rod  used 
was  5/32  in.  in  diameter  flux  coated  and  the  samples 
were  made  as  follows: 

Flat  position —  8  passes 

Vertical  position —  6  passes 
Overhead  position — 5  passes 
The  specimens  were  then  machined  and  broken  in  a 
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tension  testing  machine  at  the  applicant’s  plant  with  re¬ 
sults  as  follows: 

RESULTS  OF  TESTS 

Tensile  Percent  of 
Dimensions  Strength  Elongation 

of  Rod  Position  PSJ.  on2m. 

5/32  in.  x  14  in.  Flat  74,000  29  A 

5/32  in.  x  14  in.  Vertical  69,500  20 

5/32  in.  x  14  in.  Overhead  70,000  -  _ 

In  all  cases  the  rupture  was  clean  and  inspection  of 
i  ,  i  section  showed  a  complete  absence  ox 

toidfand  slaTtactoions  except  for  the  vertical  specimen 
whfch  showed  one  small  particle  of  slag  inclusion  due  to 

*  Airetoode^lesS  «reW“Raco»  H.D.  No.  7  shielded 

arc  electrodes.  The  samples  met  the  requirements  of 
the  American  Welding  Society  for  No.  10  grade  which 
specified  a  working  stress  of  60,00  pounds  per  square 
inch  and  an  elongation  of  20  percent  for  no^tr.eSST' 
lieved  specimen.  These  electrodes  are  packed  m  fifty 

P°Onndthenb^2)ofbthe  foregoing  data- 

cordingly  recommends  that  flux-coated  Raco  H.  •  • 

7  shielded  arc  electrodes  5/32  in.  in  diameter  and  14  m 
in  length  be  approved  for  use  in  New  York  City  wh. 
used  in  reversed  polarity  with  direct  current  as  meeting 
the  requirements  of  Grade  10  of  the  American  We  ding 
Society  and  Rule  7,  subdivision  2,  of  the  Fusion  Welding 
IS  of  the  Board  of  Standards  and  Appeals.  It  is 
further  recommended  that  each  package  of  welding  rods 
be  tagged  labeled  or  marked  reading  as  follows :  Ap¬ 
proved8  by  the  Board  of  Standards  and  Appeals  for  use 
in  New  York  City,  when  used  in  accordance  with  the 
Fusion  Welding  Rules  and  with  reversed  polarity, 

under  Cal.  No.  645-39-SM.  urArc 

CSgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 

CHARLES  M.  BLUM, 

Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 
Committee  on  Tests. 

^Whereas,  this  report  recommended  approval  of  this  mate-^ 

03 Resolved  that  the  Board  of  Standards  and  Appeals  does 
herebv  approve  the  material  known  as  Raco  Welding  v  ec- 
trodes  (H.D.  No.  7  Shielded  Arc),  on  condition  that  the 
material  be  manufactured,  used  and  labeled,  stamped  or 
tagged  in  accordance  with  above  report. 


Whereas,  this  material  was  submitted  to  t 
on  Tests  of  the  Board  for  test  and  report;  and  , 

Whereas,  the  report  of  the  Committee  on  Tests  rea  s. 

REPORT  OF  COMMITTEE  ON  TESTS. 

June  24,  1940. 

Cal.  No.  1014-39-SM.  , 

Subject:  Approval  of  Crane  Non-siphon  stop  for  flush 
valves,  one  inch  size. 

REPORT  OF  COMMITTEE  ON  TESTS. 

The  Crane  Company,  owner,  filed  July  31  1939,  an 
application  with  the  Board  of  Standards  and  Appeal 
annroval  of  the  above  non-siphon  stop  for  hush  valves 
under  the  provisions  of  C-26-2770  h  (14.8.2.8)  Admin- 

istrative  Building  Code.  .  .  .  a 

This  unit  was  inspected  by  the  Committee  of  the  Boar 
and  by  the  Chief  Inspector,  Department  of  Water  Sup¬ 
ply,  Gas  and  Electricity.  The  unit  while  termed  non- 
siphon”  is  in  reality  a  combined  control  valve  and  check 
valve  to  regulate  the  flow  to  flushometer  control  units 
The  unit  is  not  equipped  with  any  provisions  to  admit 
atmosphere  to  relieve  a  vacuum  and  therefore  could i  not 
be  considered  a  vacuum  breaker  as  required  by  Sect. 
C?6D77  0  h  (14.8.2.8)  Administrative  Building  Code, 
“it  is  the  judgment  of  the  committee  that  this  unit 

does  not  warrant  approval  under  the  requirements  o 

the  code  and  approval  should  be  denied. 

(Sgd.)  BERNARD  A.  SAVAGE. 

Commissioner. 

CHARLES  M.  BLUM,. 

Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 
Committee  on  Tests 

^Whereas,  this  report  recommended  that  the  approval  of 

dlR^S,althatUthe  application  for  approval  be  and  it 
hereby  is  denied. 

Adjourned,  6:00  P.M.  JogEpH  ^  ^  clerk. 


1014-39-SM. 

APPLICANT— Crane  Company,  owner. 

SUBJECT— Crane  Non-Siphon  Stop  for  Flush  Valves  One 

Inch  Size,  Models  C-13325-A,  C-133-7-A,  C  13 
A  and  C-13332-A,  approval  of. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  for  approval  denied. 

THE  VOTE  TO  APPROVE— 

Affirmative  . .  ••  •  •  •••••••;••. . 

Negative :  Chairman  Murdock,  Commissioners 
a  Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  . 

the  resolutionToi4  39_sm) 

Whereas  Crane  Company,  owner,  filed  July  31,  1939  an 
application  with  the  Board  of  Standards  and  Appeals  for 
approval  of  the  material  known  as  the  Crane  Non-Siphon 
Stop  for  Flush  Valves,  One  Inch  Size,  Models  C-13325-A, 
C-13327-A,  C-13330-A  and  C-13332-A;  and 


14 Note  f^In  Bulletin  No.  22,  Vol.  25,  issued  May  28.  1940, 
notation  was  made  of  publication  in  a  subsequent  l^sue 
the  Bulletin — this  resolution  is  now  published  as  fol  w  . 

THE  RESOLUTION— 

1  (1441-39-SM) 

Whereas,  Ernest  Bocchino  (agent),  for  Exit  Safety  De¬ 
vice  Corporation,  owner,  filed  November  -7,  1939.  an  aPP  ‘ 
cation  with  the  Board  of  Standards  and  AppeaLforapproval 
of  the  material  known  as  the  Safety  Type  Drop  Ladder 

10  W^HEREAS^this  ’  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  rea  s . 

REPORT  OF  COMMITTEE  ON  TESTS. 

Cal.  No.  1441-39-SM. 

Subject:  Safety  Type  Drop  Ladder  for  Fire  Escapes 
(Exit  Safety  Device  Corporation),  approval  of. 

Ernest  Bocchino,  agent  for  the  Exit  Safety  Device 
Corporation,  owner,  filed  November  27,  1939.  an  appli¬ 
cation  with  the  Board  of  Standards  and  Appeals  for 
approval  of  the  Safety  Type  Drop  Ladder  for  Fire  Es¬ 
capes  under  the  provisions  of  the  Multiple  Dwelling 

This  device  for  which  approval  is  requested  (see 
fia  h  is  a  method  of  protecting  the  counterbalanced 
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weight  of  a  counterbalanced  drop  ladder  from  falling  to 
the  ground  if  cable  breaks.  There  is  also  provided  a 
catch  on  the  side  of  the  drop  ladder  at  the  bottom  rail 
of  the  balcony  to  hold  the  ladder  in  place  when  not  in 
use.  The  fire  escape  and  drop  ladder  and  guides  on 
which  the  drop  ladder  slides  will  be  constructed  in  ac¬ 
cordance  with  the  Fire  Escape  Rules  of  the  former 
Tenement  House  Department. 


This  deyice  was  examined  at  an  installation  located  at 
1142  Madison  avenue,  New  York  City,  on  January  18, 
1940,  where  it  has  been  installed  for  about  ten  years. 

On  the  basis  of  the  inspection  and  details  submitted, 
it  is  recommended  that  the  Safety  Drop  Ladder  for  Fire 
Escapes  be  approved  for  installation  in  New  York  City 
when  the  entire  fire  escape  is  constructed  in  accordance 
with  the  requirements  of  the  Multiple  Dwelling  Law 
and  the  hire  Escape  Rules  adopted  thereunder,  with  the 
addition  of  the  counterbalanced  weight  and  safety  basket, 
provided  that  a  substantial  hook  at  the  top  rail 
plainly  visible  be  exclusively  substituted  for  the  patented 
catch  at  the  bottom  rail,  and  that  a  permanent  label  be 
attached  reading :  “Approved  by  the  Board  of  Stand¬ 
ards  and  Appeals  for  Use  in  New  York  City  under 
Cal.  No.  1441-39-SM.” 


and 

Whereas,  this 

material. 


(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM, 

Commissioner. 
LESLIE  V.  HUBER, 

Chief  Engineer. 
Committee  on  Tests. 

report  recommended  approval  of  this 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  the  Safety  Type  Drop 
Ladder  for  hire  Escapes,  on  condition  that  the  material  be 


manufactured,  installed,  operated,  and  labeled,  stamped  or 
tagged  in  accordance  with  above  report. 


98-40- SM. 

Note:  In  Bulletin  No.  22,  Vol.  25,  issued  May  28,  1940, 
notation  was  made  of  publication  in  a  subsequent  issue  of 
the  Bulletin — this  resolution  is  now  published  as  follows : 

THE  RESOLUTION— 

(98-40-SM) 

Whereas,  Dahlstrom  Metallic  Door  Company,  owner,  filed 
January  27,  1940,  an  application  with  the  Board  of  Standadrs 
and  Appeals  for  approval  of  the  material  known  as  the 
Dahlstrom  Three  Hour  Hollow  Metal  Fire  Door;  and 
W  hereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 
Re:  Cal.  No.  98-40-SM  May  14,  1940. 

Subject:  Dahlstrom  Three  Hour  Hollow  Metal  Fire 
Door. 

1  he  Dahlstrom  Metallic  Door  Company,  owner,  filed 
January  27,  1940,  an  application  with  the  Board  of 
Standards  and  Appeals  for  the  approval  of  the  Dahl¬ 
strom  Three  Hour  Hollow  Metal  Fire  Door,  under  the 
provisions  of  C26-660  (10.8.1),  C26-661  (10.8.2),  C26-662 
(10.8.3)  and  C26-663  (10.8.4.2),  Administrative  Build¬ 
ing  Code,  and  under  the  Multiple  Dwelling  Law. 

The  test  door  was  constructed,  paneled  on  the  unex¬ 
posed  side,  and  flush  on  the  fire  side,  with  5  inch  stiles 
and  top  rail  and  10  inch  bottom  rail,  1)4  inches  thick; 
the  enclosed  panel  which  was  %  inches  thick  was  flush 
with  stiles  and  rails  on  the  fire  side  and  recessed  back 
inch  from  the  face  of  stiles  and  rails  on  the  unexposed 
side,  but  the  metal  covering  bulged  approximately  %  inch 
at  the  center  of  the  panel.  The  panel  moulding  on  the 
unexposed  side  was  1  inch  wide  by  )4  inch  deep.  The 
clear  dimensions  of  the  panel  on  its  unexposed  side  were 
2'  3H"  wide  and  5'  6)4"  high.  (See  Fig.  1.) 
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The  specifications  for  the  construction  of  the  door 

were  as  follows:  1Q  TT  o 

The  stiles  were  manufactured  of  pressed  No.  18  U.  b. 
Gauge  co  d-rolled  steel  with  return  to  engage  in  Z-Bar 
clips  welded  4  inches  on  centers  to  the  panel  sheet  of 
No  18  U  S.  Gauge  steel  forming  the  flush  side  of  the 
door  which  is  lapped  around  the  edge  for  the  full  13A 
thickness  of  door  with  welds  spaced  at  a  maximum  of 

6  inches.  „  TT  _  _  , , 

The  recessed  panel  plate  of  No.  18  U.  S.  Gauge  cold- 
rolled  steel  engaged  a  groove  *  inch  deep  ujteljg 
mouldings  formed  of  not  less  than  0.04  g.  steel,  wnicn 
are  welded  to  the  return  of  stiles  and  rail  metal  at  a 
maximum  spacing  of  4  inches  on  centers.  .  . 

The  two  component  door  side  assemblies  are  joine 
together  and  welded  on  both  edges  of  the  door. 

The  panel  of  the  test  door  was  insulated  on  the  tire 
Je  with  a  sheet  of  ■/,  inch  and  a  sheet  of  « 
asbestos  mill  board  separated  by  2  inch  wide,  10  lb. 
asbestos  shims  and  wedged  away  from  the  unexposed 
panel  side  by  two  strips  of  cellular  asbestos  approx¬ 
imately  2J4  inches  wide,  leaving  an  air  space  of  approx¬ 
imately  9/32  inch,  with  a  total  thickness  of  panel  of  A 
inch  This  space  was  vented  through  stiles  and  ra 
on  all  sides  of  the  panel  with  vent  holes  approximately 

inches  on  centers.  PThe  panel  mouldings  are  of  wymg 

profiles  to  suit  architectural  requirements,  but  the  basu: 
dimensions  of  the  test  construction  shall  remain  standard. 

The  top  and  bottom  of  the  door  and  lock  stile  were 
reinforced  with  No.  14  U.  S.  G.  formed  steel  channels 
welded  to  the  face  metal  of  stiles  and  rails  at  a  maximum 
spacing  of  3  inches  on  centers  on  both  sides  of  the  door , 
and  the  bottom  rail  was  reinforced  with  an  intermediate 
horizontal  No.  18  U.  S.  G.  reinforcing  channel. 

Stiles  and  rails  were  insulated  with  54  inch  asbestos 
mill  board  on  the  fire  side,  formed  to  fit  around  Z-clips 
and  reinforcing  channels  and  shimmed  from  the  unex¬ 
posed  side  with  vertical  cellular  asbestos  strips. 

Cut-outs  are  provided  at  the  factory  for  lock,  hinges 
and  other  mortised  hardware  to  conform  with  blue  prints 
or  templates.  Hinge  reinforcements  are  not  less  than 
0.156  inches  and  lock  reinforcement  not  less  than  0.109 
inches  thick,  properly  drilled  and  tapped  and  .  we  ded 
into  place.  The  lock  sides  of  stiles  are  also  reinforced 
with  *an  18  G.  pressed  steel  channel  welded  into  place. 
Reinforcement  for  surface  applied  door  checks  are  not 
less  than  No.  14  G.  steel. 

Three  hour  doors  are  hung  in  combination  frames 
or  bucks  of  No.  14  U.  S.  G.  and  doors  of  U  four  or 
less  rating  in  combination  frames  of  No  16  U.  5>. 
Frames  are  complete  with  necessary  hardware  mortises 
and  reinforcing  plates  for  hinges  of  no.  less  than  0.  56 
in.  thickness,  and  for  lock  strike  of  not  less  than  0  1U9 
in.  thickness,  all  securely  welded  to_the  jambs.  Anchors 
of  not  less  than  same  thickness  of  frame  shall  be  pro¬ 
vided  on  both  jambs  spaced  not  more  than  25  in.  on 

centers. 

In  place  of  'combination  frames,  rough  bucks  of  No. 
14  G.  steel  may  be  provided,  similarly  fabricated  and 
reinforced  with  cabinet  jambs  and  trim  of  not  less  than 
No  18  G  steel.  Casings  and  scribe  mouldings  on  frames 
may  be  of  varying  profiles  to  suit  architectural  require¬ 
ments  either  integral  with  or  shipped  separately  from 
frames. 

Net  over-all  dimensions  of  test  door,  3  ft.  3-13/16  in. 
wide  by  6  ft.  115/6  in.  high  with  the  following  clear¬ 
ances;  at  top  rails  5/32  in  at  bottom  rail  9/32  in.,  at 
hinge  stile  A  in-,  and  at  lock  stile  5/3-  in. 

Tests  were  conducted  on  the  assembly  at  the  Protexo 
Testing  Laboratory.  Kenilworth,  N.  J.,  on  Apri 
1940  (Report  No.  93  filed  with  the  application)  and 
witnessed  by  a  Committee  of  the  Board.  These  tes 


•r  a"SSc  .j*. 

swinging  frame  having  an  opening  of  62  in.  by 
f7r  receiving  the  test  door.  Firing  was  by  means  of 
gas  with  hand  controls  for  maintaining  proper  tempera- 

tUThe  tests  were  conducted  in  conformity  with  the 
Standard  Time  Temperature  Curve,  and  the  record  in¬ 
dicates  that  the  temperatures  were  attained 
.,  cof  tr,lpnnrp  for  the  three  hours.  I  he  average  rise 

end  of  forty-five  minute .was 

subt7a'c.‘ed  rag,vTn“Ca  £  ££ eTaveLge  temperature 
ofT^unexposeLurf^^o^  535°F,^whic]t  is  ^ 

rfethreeUhou“  ?he  d<Sor  was  subjected  to  the  Standard 
Hose  Stream  Test  by  means  of  a  water  supply  fr?m  * 
hydrant  thr ough  l50.fl  of  standard  hose  equipped 

with  a  nozzle  having  a  smooth  1 A  m.  bore. .  the 
required  pressure  of  30  lbs.  per  sq.  m.  was  obt  m ied  Y 
checking  the  tables  of  the  National  Board  of  Fire Under" 
writers^which  required  47  lbs.  per  sq.  in.  at  the  hydrant. 
This  pressure  at  the  hydrant  was  checked  by  means  of 
agauS  The  hose  stream  was  directec l  a,  the s  test  tor 
for  one  minute  without  any  appreciable  effect  except 
for  a  slight  buckling  on  lock  stile  side  of  the  door.  After 
the  hose&  stream  test  the  door  was  opened  and  it  swung 
freely  on  its  hinges.  It  is  noteworthy  that  the  insula¬ 
tion  performed  so  well  that  the  temperature  rise  of  the 
unexposed  side  of  the  door  was  substantially  within  the 
permitted  650°F.  rise  for  the  entire  three  hours  of 

testing.  , 

On  the  basis  of  the  foregoing  data  and  test,  the 

Committee  on  Tests  recommends  the  aPPr0^.°l  ^ 
Dahlstrom  l  A  in.  Hollow  Metal  Door,  Semi-Panel 
Type  (Fig.  1),  when  constructed  and  hung  and  of  the 
size  as  provided  for  herein  and  as  shown  on  Figpre 
for  use  as  an  opening  protective  assembly  in  fire  walls 
(3  hours)  under  C26-660.0  (10.8.1),  as  an  opening  pro¬ 
tective  assembly  in  fire  partitions  (1}4  hours)  under 
C26-661.0  (10.8.2)  and  as  an  opening  protectwe  as¬ 
sembly  in  fireproof  partitions  (A  hour)  under  C26-662 
(10  8  3)  and  as  an  opening  protective  assembly  in  a 
fireproof  partition  under  the  Multiple  Dwelling  Law 
which  requires  an  assembly  having  .3-  fire  restrictive 

rating  of  one  hour. 

As  a  result  of  the  test,  the  Committee  also  recom¬ 
mends  the  approval  of  the  heavier  construction  of  the 
Dahlstrom  IA  in.  Flush  Type  Hollow  Metal  Door 
(Fig  2)  under  the  same  Sections  of  the  Administrative 
Code  as  given  in  preceding  paragraph,  in  fire  walls,  fire 
partitions  and  fireproof  partitions,  as  listed  under .the 
recommendations  for  the  M  in.  hollow  metal  door 
semi-panel  type,  as  given  above.  The  construction  sha 
conform  in  all' respects  with  the  specifications  for  the 
test  door  except  that  the  panel  air  space  sha 
creased  from  9/32  in.  to  #  m.  and  not  less  than  four 
(4)  No.  18  gauge  reinforcing  Z’s  shall  be  .  provided, 
6  in.  on  centers,  with  a  maximum  clear  spacing  at  the 

center  of  the  door  not  to  exceed  15  m- 

All  reinforcing  Z-bars  shall  be  welded  both  sides  at 
a  maximum  spacing  of  4  in.  on  centers  and  the  sheets 
forming  the  two  halves  of  the  door  shall  be  lapped  a 
the  edges  and  welded  at  a  maximum  spacing  of  6  in. 

0nThentCommittee  further  recommends  the  approval  of 

the  Wa  in.  Dahlstrom  Hollow  Metal  Panel-Type  Doo 
(Fig  3)  for  use  in  fire  walls,  fire  partitions  and  fire¬ 
proof  partitions,  as  provided  for  in  the  recommendations 
of  the  13/6  in.  hollow  metal,  semi -panel  door  as  giver 
above  The  construction  shall  conform  in  a  1  respect; 
to  the  test  door  (Fig.  1)  except  that  a  double  Integra 
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panel  moulding  of  18  U.  S.  G„  having  a  Y  in.  recess 
to  receive  a  panel  constructed  of  a  sheet  of  H  in.  and  % 
in.  mill  board,  separated  by  shims  cut  from  10  lb.  as¬ 
bestos  and  protected  on  both  sides  with  18  G  panel 
plates. 

I  his  assembly  is  typical  of  doors  nreviously  tested 
and  approved  except  that  several  of  the  doors  which 
have  previously  been  approved,  except  that  this  door 
(hig.  3)  has  a  thicker  panel  of  asbestos  mill  board  with 

an  air  space,  which  provides  better  fire-resistive  prop-  , 
erties.  and 


Inspection  of  Opening  Protective  Assemblies  of  the 
Board  of  Standards  and  Appeals. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM, 

Commissioner. 
LESTER  V.  HUBER, 

Chief  Engineer. 
Committee  on  Tests. 


All  doors  shall  be  of  the  limiting  sizes  as  provide! 

for  ,increases  as  permitted  unde 
C26-610.0  (10.1.18).  and  in  everv  case  for  use  as  ; 
sunny  door  in  a  single  opening.  All  opening  protect^ 
assemblies  manufactured  under  this  approval  shall  hi 
inspected  and  identified  as  provided  for  in  Rules  for  tin 


Whereas,  this  report  recommended  approval  of  this  ma¬ 
terial. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  the  Dahlstrom  Throe 
Hour  Hollow  Metal  Fire  Door,  on  condition  that  the  ma¬ 
terial  be  manufactured,  installed,  and  labelled,  stamped  or 
tagged  in  accordance  with  above  report. 


WARNING 


an?"l'ce  ,isIhereby  given  to  all  appellants  and  applicant: 

owL-«  ‘  lawyers>  arcl,lt,e.cts  aild  engineers  represent!.! 
owneis  oi  lessees  in  proceedings  before  the  Board— 

reseSil1'3!  if  tl,,ey  ('°  no{  aI’Pear  in  Person  or  by  rep 
f ‘  entati' e  at  the  hearing  of  their  case,  dismissal  for  lad 
of  prosecution  is  likely  to  result. 


offices  of  the  Board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth.  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 


Second,  That  due  and  ample  notice  of  the  date  set 
leanng  is  provided  in  the  publication  in  this  Bulletin 
e  calendars  of  the  Board,  each  case  being  set  down 
‘Calendar  Number  and  the  premises  under  the  date  of 


Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly ;  therefore,  no  appeal  or  application  will 
be  held  in  abeyance  by  reason  of  failure  of  the  appellant 
or  applicant  to  file  necessary  data,  or  bv  any  other  method 
of  delay. 


J?"*  1 ,1.at  no  P,ca  of  ignorance  of  the  date  of  th 

of  H  "  Ca,n  ’e  r,t,ertaine<1  in  view  °{  this  publication  an 
the  posting  of  the  calendars  on  the  bulletin  board  in  tli 


Sixth,  That  no  appeal  or  application  will  be  accepted  for 
fi  ing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  bv  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 
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Adopted  by  the  Board  of  Standards  Appeals  Aiig. 
30,  1917;  Amended  Nov.  1,  1917,  and  Feb.  3,  1922. 


Rule  1  Fire  Retarding  Materials  for  Garages,  Motor 
Vehicle  Repair  Shops  and  Oil  Selling  Stations  In 

oara»es  motor  vehicle  repair  shops  and  oil  selling  stations 
any  material  or  form  of  construction  shall  be. deemed  hre- 
retardino  within  the  meaning  of  §73,  subdivision  3,  of  the 
buildino0  code  that  resists  the  action  of  flame  and  heat 

when  subjected  to  a  continuous  fire  for ,  ^i^oTde-rees 
9wra„  temperature  of  seventeen  hundred  {1/W)  degrees 

without  the  passage  of  '  a  max¬ 

imum  lempei  ature  rise  to  tour  hundred  (400)  decree, 
Fahrenheit  on  the  side  away  from  the  fire  The  point  at 
which  the  temperature  of  transmitted  heat  is  measured 
shall  be  protected  from  external  air  and  weather  conditions. 

When  the lest  specimen  is  in  the  form  ot  partition  con¬ 
struction  the  area  under  test  shall  be  not  less  than  one 
hundred  (100)  square  feet  and  least  dimension  shall  be  not 
less  than  nine  (9)  feet.  When  in  the  form  of  floor  con¬ 
struction  the  area  under  test  shall  be  not  less  than  two 
hundred  ’  (200)  square  feet  and  the  least  dimension  sha 

beDuringSStheafire!Uthe  floor  construction  shall  support  the 

live  load  for  which  it  is  designed  and  after  the  fire  shal 
safelv  sustain  twice  the  designed  live  load  with  a  maximu 
deflection  of  not  more  than  one  two-hundredth  (1/-00) 

part  of  the  span.  . 

Rule  2.  Wood  Joisted  Floor  Construction.  Wood 

jointed  floor  construction  shall  be  accepted  as  fire-retard,ng 
construction  in  non-fireproof  buildings  used  as  ^ara^es, 
motor  vehicle  repair  shops  or  oil  selling  stations  when  t  re 
beams  are  protected  on  the  upper  and  under  sides  with  the 
retarding:  materials  specified  in  rules  for  floor  and 
ceiling  coverings. 

Rule  3.  Floor  Covering.  Any  one  of  the  following 
forms  of  construction  shall  be  accepted  as  fir^‘'eta,,'^”fs 
the  covering  of  the  upper  sides  of  wood  floor  beams  in 
joisted  floor  construction  in  non-fireproof  buildings  used 
garages,  motor  vehicle  repair  shops  or  oil  selling  stations. 

*  (a)  Seven-eighths  (%)  inch  wood  underflooring 

protected  with  a  membrane  of  two-ply  waterproofing 
covered  with  not  less  than  two  and  one-half  (2/2) 
inches  of  1 :2V2 :5  concrete  or  better,  reinforced  with 
not  less  than  one-fourth  (tf)  of  one  (1)  per  cent  of 

steel  mesh;  ,  .  . 

(b)  Two  and  one-half  (2)4)  inches  of  l-2:4  concrete 
applied  directlv  to  the  top  of  the  joists,  with  or  without 
temporary  support,  reinforced  with  not  less  ,  one‘ 
fourth  of  one  per  cent  steel  rods,  mesh  or  steel  lath,  and 
having  the  tops  of  the  joists  coated  with  approved 
waterproof  paint  or  protected  by  tar  paper,  on  the  top 
and  on  the  sides  for  a  distance  of  three  inches  from 

the  top. 

Rule  4.  Ceiling  Covering.  Any  one  of  the  following 

forms  of  construction  shall  be  accepted  as  fire-retarding  tor 
the  covering  of  the  undersides  of  wood  floor  beams  in 
ioisted  floor  construction  in  non-fireproof  buildings  used  as 
garages,  motor  vehicle  repair  shops  or  oil  selling  stations. 

’  (a)  One-half  ()4)  inch  plaster  boards,  or  three- 
ei°hths  (3/6)  inch  gypsum  wall  boards  weighing  not  less 
than  16  pounds  per  square  yard  with  pointed  joints 
covered  with  No.  26  U.  S.  gauge  sheet  metal  with  one 
(1)  inch  lapped  seams  nailed  to  the  wood  beams  when 
spaced  not  more  than  sixteen  (16)  inches  on  centers,  or 
nailed  to  furring  strips  when  the  floor  beams  are  spaced 
more  than  sixteen  (16)  inches  on  centers: 

(b)  Two  thicknesses  of  one-quarter  04)  inch  asbes¬ 
tos  board  laid  with  tight  staggered  joints  and  nailed  to 
the  beams,  when  spaced  not  more  than  sixteen  (16) 
inches  on  centers,  or  nailed  to  furring  strips  when  the 


floor  beams  are  more  than  sixteen  (16)  inches  on 

Ce  (c)  Metal  lath  weighing  not  less  than  three  pounds 
per  square  yard,  attached  to  furring  strips  and  plastered 
with  Portland  cement  mortar  at  least  thee-quai  ters 
(^)  inch  thick.  _ 

Rule  5.  Attachment  to  Ceiling.  Fire-retarding  ceil¬ 
ings  in  non-fireproof  buildings  used  as  garages,  motor  ve  ti¬ 
de  repair  shops  or  oil  selling  stations  shall  be  attached  to 
wood  floor  beams  and  girders  in  such  manner  as  to  mam- 
tain  an  air  space  between  the  wood  beams  and  all  wood 
beams  shall  be  seasoned  before  applying  the  protective  coat. 

Rule  6.  Openings  in  Fire-Retarding  Floors.  1  ipes 
or  conduits  which  pass  through  floors  shall  b.e  Mted  with 
metal  thimbles  and  made  watertight  for  a  height  of  three 

(  inches  cibove  the  floor.  . 

^  Rule  7.  Columns.  All  structural  posts  and  columns 

in  non-fireprooi  buildings  required  to  be  fire-retarded  shall 
be  protected  with  fire-retarding  materials  specified  lot  cei  - 
i„o  coverings  in  these  rules,  or  with  any  of  the  materials 
accepted  in  fireproof  construction;  except  that  an  air  space 
shall  not  be  required  around  steel  or  cast  iron  columns.  . 

Where  necessary  for  protection  against  mechamca  in- 
injury,  the  fire-retarding  protection  on  columns  shall  be 
jacketed  to  a  height  of  five  (5)  feet  from  the  grout, cl  with 

No  4  (J.  S.  gauge  metal.  .  _  £  ,  •,  , 

Rule  8.  Girders  All  girders  in  non-fireproof  build- 

in-s  required  to  be  fire-retarded  shall  be  protected  with  the 
fire-retarding  materials  specified  for  ceiling  coverings  in 
these  rules,  or  with  any  of  the  materials  acceptable  in  hie- 
proof  construction;  except  that  an  air  space  need  not  be 

provided  around  steel  girdeis.  .  .  .  j 

Rule  9.  Shaft  Enclosures.  Existing  stairways  and 

vertical  shafts  in  non-fireproof  business  buildings  hereafter 
converted  to  be  used  as  garages,  motor,  vehicle  repair  shops 
or  oil  selling  stations  shall  be  enclosed  in  fire-retai  ding  par¬ 
titions  continued  through  the  non-fireprooff  floor  construc¬ 
tion  and  when  unfilled  wood  stud  partitions  are  used,  the 
space  between  the  floor  beams  shall  be  fire-stopped  with 
incombustible  materials.  All  openings  in  such  partitions 
shall  be  protected  with  accepted  metal-covered,  fire  doois 
or  windows.  Wherever  necessary  for  protection  against 
mechanical  injury,  the  partition  shall  be  jacketed  to  a  height 
of  five  (5)  feet  on  the  garage  side  with  No.  4  U.  b.  gauge 
metal.  Any  one  of  the  following  forms  of  partitions  shall 

be  accepted  for  the  enclosure : 

(a)  Two  by  four  inch  wood  studs,  spaced  not  tnore 

than  sixteen  (16)  inches  on  centers,  covered  both  sides 
with  metal  lath  weighing  not  less  than  three  pounds  per 
square  yard,  attached  to  furring  strips  and  plastereo 
with  Portland  cement  mortar  at  least  three-quarters 

(34)  of  an  inch  thick;  , 

(b)  Two  by  four  inch  wood  studs  placed  not  moie 
than  sixteen  (16)  inches  on  centers,  covered  both  sic.es 
with  seven-eighths  (7A)  inch  wood  sheathing,  one-ha 
(y2)  inch  plaster  boards  with  pointed  joints  and  No.  20 
U.  S.  gauge  sheet  metal  with  one-inch  lapped  seams ; 

(cj  Two  bv  four  inch  wood  studs  spaced  not  more 
than  sixteen  (16)  inches  on  centers,  covered  both  sides 
with  seven-eighths  (7A)  inch  wood  sheathing,  two 
thicknesses  of  one-quarter  04)  inch  asbestos  .  boards 
laid  with  tight  staggered  joints  and  jacketed  with  No 
16  U.  S.  gauge  metal  on  the  garage  side  to  a  height  ot 

five  (5)  feet;  , 

(d)  Two  bv  four  inch  wood  studs  spaced  not  mote 

than  sixteen  ’(16)  inches  on  centers,  filled  in  solidly 
between  the  studs  with  four  inches  of  approved  fire¬ 
proof  materials  and  covered  on  both  sides  with  No.  26 
U.  S.  gauge  metal : 

(e)  Existing  wood  stud,  lath  and  plaster  partitions 
covered  on  the  garage  side  with  No.  26  U.  S.  gauge 
sheet  metal  with  one  inch  lapped  seams. 
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PUBLIC  HEARINGS 

I  uesdays,  at  10  a.  m.  and  2  p.  in. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  hoard,  will  he  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


This  issue  of  the  Bulletin  contains  in  the  order  given — 
Docket. 

Rules  Directory. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 


The  Hearing  Calendar. 


Fire  Retarding  Rules  for  Garages,  etc. 

Minutes  of  Regular  Meeting  July  2,  1940,  at  10  A. ft 
Affecting  Calendar  Numbers  1613-17-BZ,  1048-22-B 
1232-39-BZ,  30-40-BZ,  210-40-BZ,  289-40-BZ  183-4 
BZ,  327-40-BZ,  763-38-BZ,  920-38-BZ,  163-40-B 

165-40-BZ,  207-40-BZ,  215-40-BZ,  384-40-BZ  and  24 
40-A. 


Minutes  of  Regular  Meeting  July  2,  1940,  at  2  P.M. 
Anecting  Calendar  Numbers  302-29-BZ,  401-31-BZ 
329-37-BZ,  586-39-BZ,  1483-39-BZ,  286-37- 
BZ  908-38-BZ,  1216-39-BZ,  354-40-A,  688-40-A  979- 
3c  'A  "6-40-A’  261-4°-A-  818-39-A,  353-40-A,  371-40-A 
516-40-A,  599-40-A,  209-40-A,  263-40-A,  333-40-A,  444 

fi?7Aan4A3^?oA’ n7A7'4°'A’  581-4°-A*  665-40-A,  676-40- A 
5n7~A4°A  678-40-A’  1184-39- A,  516-37- A,  482-38- A,  673- 
c?iAo’o  83:4°-S-  551-40-S,  754-39-S,  637-40-S,  600-40-S 
81-38-SA,  235-38-SM,  882-38-SM,  1190-39-SM,  1439- 
39-SM  123-4°-SM,  310-40-SM,  413-40-SM,  416-39-SM 
611-40-SM  and  1464-39-GR. 


Any  communication  purporting  to  he  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commissioner 
of  buildings  or  fire  commissioner)  and  file  with  this  hoard 
a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directons. 


Smoking  in  Factories,  Rules. 
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HARRIS  H.  MURDOCK,  Chairman. 


CALENDAR 


docket. 

New  Cases  Filed  up  to  July  9,  1940. 

Cal.  No.  Department.  Premises  Affected. 

731-40-SM . United 


Steel  Shell  Concrete 
Filled  Column,  manufactured 
by  United  Pipe  and  Supply 
Company,  Incorporated, 

Material. 


7  32-40- BZ . 


.H.B.Bx. .  .3723  Bronxwood  avenue,  south¬ 
west  corner  of  East  217th 
street  (Block  No.  4675,  Lot 
No.  83),  Borough  of  The 
Bronx,  N.B.  447-40. 


733-40-A . H.B.Q..  • 


..73-02  192nd  street,  southwest 

corner  of  73rd  avenue  (Block 
No.  7178,  Lot  No.  1),  Flush¬ 
ing,  Borough  of  Queens, 

N.B.  3863-40. 


734-40- A . H.B.Q. 


.73-06  and  73-10  192nd  street, 
west  side,  570  ft.  and  610  ft. 
north  of  75th  avenue  (Block 
No.  7178,  Lot  No.  1),  Flush¬ 
ing,  Borough  of  Queens, 

N.B.  3855-40  and 
N.B.  3862-40. 


735-40-A. 


.H.B.Q. 


.73-03  192nd  street,  southeast  cor¬ 
ner  of  73rd  avenue  (Block 
No.  7179,  Lot  No.  1),  Flush¬ 
ing,  Borough  of  Queens, 

N.B.  3630-40. 


736-40-A . H.B.Q.. 


corner  of  58th  avenue  (Block 
No.  5673,  Lot  No.  32),  Flush¬ 
ing,  Borough  of  Queens, 

N.B.  4525-40. 


740-40-A . 


.H.B.Q.. 


.73-07  and  73-11  192nd  street, 
east  side,  5 77  ft.  and  619  ft. 
north  of  75th  avenue  (Block 
No.  7179,  Lot  No.  1),  Flush¬ 
ing,  Borough  of  Queens, 

N.B.  3864-40  and 
N.B.  3865-40. 


737-40-A . 


.H.B.M . 


.56-42,  56-44,  56-48  and  56-52 
187th  street,  northwest  corner 
of  58th  avenue  (Block  No. 
5672,  Lot  No.  26),  Flushing, 

Borough  of  Queens, 

N.B.  4526-40  to 
N.  B.  4529-40,  inclusive. 


741-40-A . H.B.Q. 


.794  Columbus  avenue  and  100- 
102  West  99th  street,  south¬ 
west  corner  (Block  No.  1853, 
Lot  No.  36),  Borough  of 
Manhattan, 

Amendment  to  Alt.  1206-40. 


738-40-A . 


.H.B.Q... 


.58-04,  58-08,  58-12,  58-16,  58-20, 
58-24,  58-28,  58-32,  58-36,  58- 
40,  58-44  and  58-48  188th 
street,  southwest  corner  of 
58th  avenue  and  west  side  of 
188th  street,  100  ft.  north  of 
World’s  Fair  boulevard  (Block 

No.  5691,  Lot  No.  1),  Flush¬ 
ing,  Borough  of  Queens, 

N.B.  4530-40  to  N.B.  4536-40, 
inclusive,  and  N.B.  4537-40 
to  N.B.  4541-40,  inclusive. 


742-40-A . H.B.Q. 


.58-03,  58-07,  58-11,  58-15,  58-19, 
58-23,  58-27,  58-31,  58-35,  58- 
39,  58-43  and  58-47  188th 
street,  southeast  corner  of 
58th  avenue  and  east  side  of 
188th  street,  100  ft.  north  of 
World’s  Fair  boulevard  (Block 

No.  5692,  Lot  No.  1),  Flush¬ 
ing,  Borough  of  Queens, 

N.B.  4547-40  to  N.B.  4553-40, 
inclusive,  and  N.B.  4542-40 
to  N.B.  4546-40,  inclusive. 


743-40-SA. 


.Westinghouse  Type  SC  Contact 

Appliance 


744-40-SA. 


.Westinghouse  Type  CH  Contact 

Appliance 


745-40-A . H.B.Q.. 


.56-49  and  56-53  187th  street, 
northeast  corner  of  58th  ave¬ 
nue  (Block  No.  5673,  Lot  No. 
32),  Flushing,  Borough  of 
Queens, 

N.B.  4523-40  and 
N.B.  4524-40. 


.173-02,  173-06  and  173-10  Ei 
fington  avenue,  southeast  coi 
ner  of  Fresh  Meadow  lar. 
(Block  No.  5586,  Lot  No.  L 
Flushing,  Borough  of  Queen 
N.B.  3891-40  i 
N.B.  3893-40,  inclusiv 


746-40- A . 


..H.B.Q. 


739.4O-A . H.B.Q . 56-52  188th  street,  northwest 


.172-03,  172-07,  172-11,  172- 
and  172-19  Effington  aveni 
north  side,  between  Fre 
Meadow  and  Auburndale  lai 
(Block  No.  5579,  Lot  No.  1 
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Flushing,  Borough  of  Queens, 
N.  B.  4134-40  to 
N.B.  4138-40,  inclusive. 


747-40-A . H.B.Q . 173-01,  173-05  and  173-09  Ef- 

fington  avenue,  northeast  cor¬ 
ner  of  Fresh  Meadow  lane 
(Block  No.  5585,  Lot  No.  1), 
Flushing,  Borough  of  Queens, 
N.B.  3878-40  to 
N.B.  3880-40,  inclusive. 

/48  40-BZ. . .  .H.B.Bx. .  .Southwest  end  of  Hart  Island,  op¬ 
posite  Schofield  street,  City 
Island,  Borough  of  The  Bronx, 
N.B.  510-40. 


749-40-BZ - H.B.Bx. ..  Southeast  part  of  Hart  Island,  op¬ 

posite  Schofield  street,  City 
Island,  Borough  of  The  Bronx, 
N.B.  511-40. 


/ 50-40- A . H.B.B . 1925  Ocean  parkway,  east  side, 

185  ft.  4  in.  south  of  Avenue 
S  (Block  No.  7088,  Lot  No. 
87),  Borough  of  Brooklyn, 
Alt.  2708-40. 

751- 40-A . H.B.Q . 60-04  to  60-38  Little  Neck  park¬ 

way,  southwest  corner  of  60th 
avenue  (Block  No.  8360,  Lot 
Nos.  7-25,  inclusive),  Bay- 
side,  Borough  of  Queens, 

N.B.  4322-40  to 
N.B.  4330-40,  inclusive. 

752- 40-SM . Durex  Polished  Cast  Granite, 

manufactured  by  The  Durex 
Products  Company, 

Material. 

753- 40-A . H.B.Q . 58-34  185th  street,  west  side,  280 

ft.  south  of  58th  avenue  (Block 
No.  5688,  Lot  No.  13),  Flush¬ 
ing,  Borough  of  Queens, 

N.B.  4412-40. 

754- 40- A . H.B.Q . 58-41  185th  street,  east  side,  400 

ft.  south  of  58th  avenue  (Block 
No.  5689,  part  of  Lot  Nos.  1 
and  3),  Flushing,  Borough  of 
Queens,  N.B.  4511-40. 

755- 40-A . H.B.Q . 58-46  186th  street,  west  side,  440 

ft.  south  of  58th  avenue  (Block 
No.  5689,  Lot  No.  1),  Flush¬ 
ing,  Borough  of  Queens, 

N.B.  4318-40. 


756-40-A . H.B.Q . 58-57  186th  street,  east  side,  560 


ft.  south  of  58th  avenue  (Block 
No.  5690,  Lot  No.  36),  Flush¬ 
ing,  Borough  of  Queens, 

N.B.  4512-40. 


757-40-BZ. ...  H.B.Bx. ..  1570  Walton  avenue,  east  side, 

53.5  ft.  south  of  Mt.  Eden 
avenue  (Block  No.  2837,  Lot 
No.  11),  Borough  of  The 
Bronx, 

Decision — re  Certificate  of 
Occupancy. 


758-40-A-M D.  H.B.M.. .  .50-90  Riverside  drive,  west  side, 

between  West  158th  street  and 
West  161st  street  (Block  No. 
2135,  Lot  No.  60),  Borough  of 
Manhattan,  N.B.  48-40. 


759-40-A . H.B.Q . 264-16  Union  turnpike,  south 

side,  127  ft.  east  of  264th 
street  (Block  No.  8681,  Lot 
No.  83),  Floral  Park,  Bor¬ 
ough  of  Queens, 

Order — re  N.B.  3818-39  and 
Zone  Viol.  126-40. 


760-40-BZ. ...  H.B.B . 226-240  Stone  avenue,  west  side, 

between  East  New  York  ave¬ 
nue  and  Bergen  street,  1607- 
1611  East  New  York  avenue 
and  2160-2170  Bergen  street 
(Block  No.  1455,  Lot  No. 
46),  Borough  of  Brooklyn, 
Alt.  3161-40. 


Restored  to  Calendar. 

39-34-BZ. ...  H.B.Q . Northwest  corner  of  Pembroke 

avenue  and  Westmoreland 
street  (Block  No.  4118,  Lot 
No.  221),  Little  Neck,  Bor¬ 
ough  of  Queens,  Decision. 


484-37-SA . Stop-Fire  Extinguisher,  Model 

2-Xf  Appliance. 

443-38-SA . Bryant  Forced  Air  Heater  (Gas- 

Fired)  Models  VB-6,  VB-8, 
VB-10  and  VB-12, 

Appliance. 


DESIGNATIONS:  H.B. — Department  of  Housing  and  Buildings; 
H.B.B.— Department  of  Housing  and  Buildings,  Brooklyn  ;  H.B.M.— 
Department  of  Housing  and  Buildings,  Manhattan ;  H.B.Q. — De¬ 
partment  of  Housing  and  Buildings,  Queens ;  H.B.R. — Department 
of  Housing  and  Buildings,  Richmond ;  H.B.Bx. — Department  of 
Housing  and  Buildings.  Bronx ;  H.D. — Health  Department,  and 
F.I). — Fire  Department. 
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RULES 


Carbon  Dioxide  Liquefier  Rules  ^Jan. 

Certificate  of  Occupancy,  approved 

form  . , . Aug 

Concrete  Flat  Slabs,  Rules  .  July 

Concrete  Rules  (Hydrated  Lime) . Aug. 

Elevator  Rules  . . .  ar' 

Exit  Rules  (Revolving  Doors) . June 

Factory  Exit  Rules  1 

Fire  Alarm  Rules  (Interior)  ' 

Fire  Drill  Rules  .......  May 

Fire-resistive,  Flameproof  Materials, 

etc..  Rules  for  Testing  of  May 

Fire  Retarding  Rules  for  Garages, 

Fireproof  Wood,  Testing  of  . Apr. 

Frame  Garages,  Ruling  for  ......  Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  . Mar. 

Gas  Shut-Off  Rules  . Apr; 

Hatchway  Protection  ...  June 

Insulating  Fibre  Board  Rules . Mar. 

Oil  Burner  Rules  •  ,  y. . JUne 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of  uec. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules  . •.  "?ne 

Platform  Trucks,  Specifications  for  Nov. 

Plumbing  Rules  . .-  •.  •-  Aug' 

Plumbing  Rules  (Prevention  of  Con- 

tamination  of  Water  Supply)  May 
Procedure,  Rules  of  ......  “fpt- 

Refrigerating  Systems,  Extract  A.C  June 
Smoking  in  Factories,  Rules  for..  July 
Sprinkler  Rules  '! une 

Standpipe  Fireline  Rules  •■. June 

Structural  Alterations,  Reporting  June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc.  .........Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code)  Apr. 


Last  Publication  in  Bulletin 

16,  140— Vol.  25,  No.  3 


23,  1938 — Vol.  23,  No.  34 

13,  1937— Vol.  22,  No.  28 
3,  1937 — Vol.  22,  No.  31 
3,  1936 — Vol.  21,  No.  9 

15,  1937— Vol.  22,  No.  24 
27,  1940 — Vol.  25,  No.  9 

12,  1939 — Vol.  24,  No.  37 
21,  1940 — Vol.  25,  No.  21 

14,  1940— Vol.  25,  No.  20 

9,  1940— Vol.  25,  No.  28 

13,  1937 — Vol.  22,  No.  15 
21.  1919— Vol.  4,  No.  3 

5,  1940 — Vol.  25,  No.  10 
7,  1925 — Vol.  10,  No.  14 
5,  1928 — Vol.  13,  No.  23 
12,  1940— Vol.  25,  No.  11 

18,  1940— Vol.  25,  No.  25 

5,  1939— Vol.  24,  No.  49 

25,  1940 — Vol.  25,  No.  26 
24,  1936— Vol.  21,  No.  47 
3,  1937 — Vol.  22,  No.  31 

28,  1940 — Vol.  25,  No.  22 

7.  1937 — Vol.  22,  No.  36 
11,  1940 — Vol.  25,  No.  24 

9,  1940 — Vol.  25,  No.  28 

29,  1937— Vol.  22,  No.  26 

8,  1937— Vol.  22,  No.  23 
7,  1932 — Vol.  17,  No.  23 

24,  1936— Vol.  21.  No.  47 
24,  1936— Vol.  21,  No.  47 

10,  1923— Vol.  8,  No.  15 


,-al.  no.  1613-17-BZ— Application  of  William  Shary,  appli¬ 
cant,  on  behalf  of  Continental  Avenue 
Garage,  Incorporated,  owner  (Beslyn 
Garage,  Incorporated,  lessee),  reopened 
April  9,  1940,  under  section  21  of  the 
building  zone  resolution,  to  permit, 
partly  in  a  retail  use  district  and  partly 
in  an  unrestricted  use  district,  the  alter¬ 
ation  and  conversion  of  occupancy  of 
part  of  a  garage  for  more  than  five 
(5)  motor  vehicles  (previously  granted 
by  the  Board),  so  as  to  include  an  al¬ 
cove  gasoline  service  station ,  premises 
107-36  Queens  boulevard,  south  side, 
130  56  ft.  west  of  Continental  avenue 
(Block  No.  3239  (2049),  Lot  No.  3). 
Forest  Hills,  Borough  of  Queens. 


LIST  OF  APPROVED  APPLIANCES 


Anti-Siphon  Valves  . Mar. 

Fireline  Hose  Valves  ; . ■Mar- 

Fuel  Oil  Burners  for  Domestic  and 

Commercial  Use  . Aug- 

Fuel  Oil  Fill  Pipe  Terminals  . Mar. 

Fuel  Oil  Burners  for  Industrial  Use  Aug. 

Fuel  Oil  Pumps  . June 

Gas  Heaters  . - . Aug* 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Equipment  .  _ . ]Nov' 

Range  Oil  Burners  and  Space 

Heaters  . Aug- 

Vacuum  Breakers  . May 


o,  1935 — Vol.  20,  No.  10 
5,  1940 — Vol.  25,  No.  10 

29,  1939— Vol.  24,  No.  35 
5,  1940 — Vol.  25,  No.  10 
8,  1939 — Vol.  24,  No.  32 
18,  1940 — Vol.  25,  No.  25 
29,  1939 — Vol.  24,  No.  35 

14,  1939 — Vol.  24,  No.  46 

29,  1939 — Vol.  24,  No.  35 
28,  1940 — Vol.  25,  No.  22 
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JULY  9,  1940,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning, ■  Mv  9, 
1940,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters. 


(  Al..  NO 


no.  25-34-BZ— Application  of  Nicholas  Drogaris,  ap¬ 
plicant,  on  behalf  of  Nicholas  Drogaris 
and  Peter  Drogaris,  owners  (Pearlil 
Restaurant,  Incorporated,  lessee),  re¬ 
opened  May  28,  1940,  under  section  21 
of  the  building  zone  resolution,  to  per¬ 
mit  in  a  residence  use  district  the  alter¬ 
ation  and  change  of  occupancy  to  a 
restaurant,  sale  of  liquors  and  cabaret 
of  a  building  previously  extended  and 
granted  by  the  Board,  on  condition  that 
the  occupancy  be  limited  to  a  recreation 
center  for  games  and  for  the  conduct 
within  the  building  of  a  refreshment 
parlor  and  luncheonette  for  the  service 
of  light  refreshments  and  sale  of  soda, 
ice  cream,  cigars,  cigarettes  and  tobacco ; 
premises  1188-1196  Ocean  parkway  and 
515-529  Avenue  “L”,  northwest  corner 
(Block  No.  5495,  Lot  No.  1000),  Bor¬ 
ough  of  Brooklyn. 


CAL.  NO 


5-40-BZ— Application,  January  2,  1940.  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Jacob  Muskin.  applicant,  on  behalf 
of  Abraham  D.  Van  Siclen,_  Abraham 
W.  Ruskin,  Nordlaw  Realties,  Incor¬ 
porated,  and  Long  Island  Bus  Termina  , 
Incorporated,  owners,  to  permit  in  a 
business  use  district  the  parking  of  more 
than  five  (5)  motor  vehicles  and,  also, 
the  maintenance  and  extension  of  a  bus 

terminal;  premises  89-17  to  ^'^Voolvl 
street,  east  side,  150  ft.  south  of  89th 
avenue,  and  89-18  to  90-16  166th  street 
(Block  No.  9795,  Lot  Nos.  83,  85,  30, 
89,  130,  94,  98  and  101),  Jamaica,  Bor¬ 
ough  of  Queens. 


407-40-BZ— Application.  April  15,  1940,  under  sec¬ 
tions  7a.  7c  and  21  of  the  building  zone 
resolution,  of  King  and  Lynch,  apph- 
cants,  on  behalf  of  The  Mortgage  Cor¬ 
poration  of  New  York  (successor 
trustee  to  Frederick  L.  Cranfoid), 
owner,  to  permit,  partly  in  a  business 
use  district  and  partly  in  a  residence 
use  district,  the  extension  of  a  gasoline 
service  station  and,  also,  the  erection 
and  maintenance  of  an  accessory  build¬ 
ing  ;  premises  1927-1935  Flatbush  ave¬ 
nue,  northeast  corner  of  Kings  highwav 
(Block  No.  7819,  Lot  No.  20),  Borough 
of  Brooklyn. 


cal  no.  379-40-BZ — Application,  April  12,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  A.  Robert  Chananie,  applicant,  on 
behalf  of  Frieda  Messinger,  owner,  to 
permit  in  a  business  use  district  the 
erection  and  maintenance  of  a  gasoline 
service  station;  premises  58-20  Broad¬ 
way,  southwest  corner  of  59th  street 
(Block  No.  1197,  Lot  No.  49),  Wood- 
side,  Borough  of  Queens. 

cal  no  402-40-BZ— Application,  April  16,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Lama  and  Proskauer,  applicants,  on 
behalf  of  Clifford  E.  Mills,  owner,  to 
permit  in  a  residence  use  district  and 
“F”  area  district  the  erection  andjnain- 
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tenance  of  a  building  to  be  used  as  a 
gas  station,  auto  laundry,  lubritorium, 
office  and  boiler  room  in  conjunction 
with  a  gasoline  service  station  on  a  plot 
of  ground  previously  occupied  as  a 
gasoline  service  station;  premises  144- 
39  to  144-47  Farmers  boulevard,  south¬ 
east  corner  of  South  Conduit  avenue 
(Block  No.  4517,  Lot  No.  1  and  part  of 
Lot  No.  3),  Springfield,  Borough  of 
Queens. 

cal.  no.  227-40-BZ — Application,  March  1,  1940.  under  sec¬ 
tions  7a  and  21  of  the  building  zone 
resolution,  of  Warden  H.  Fenton.  Di¬ 
rector  of  Architecture,  Department  of 
Public  Works,  applicant,  on  behalf  of 
City  of  New  York,  owner,  to  permit  in 
a  residence  use  district  the  erection  and 
maintenance  of  three  (3)  buildings  to 
be  used  as  hog  pens;  buildings  to  be 
used  in  conjunction  with  a  correctional 
institution;  premises  south  side  of 
Riker’s  Island,  opposite  Tiffany  street 
(Block  No.  2760,  part  of  Lot  No.  4), 
East  River.  Borough  of  The  Bronx. 

cal.  no.  228-40-BZ— Application,  March  1,  1940,  under  sec¬ 
tions  7a  and  21  of  the  building  zone 
resolution,  of  WatMen  H.  Fenton,  Di¬ 
rector  of  Architecture,  Department  of 
Public  Works,  applicant,  on  behalf  of 
City  of  New  York,  owner,  to  permit 
in  a  residence  use  district  the  erection 
and  maintenance  of  a  barracks  used  in 
connection  with  a  correctional  institu¬ 
tion;  premises  north  side  of  Riker’s 
Island, ,  opposite  Tiffany  street  (Block 
No.  2760,  part  of  Lot  No.  4).  East 
River,  Borough  of  The  Bronx. 

cal.  no.  229-40-BZ— Application,  March  1,  1940,  under  sec¬ 
tions  7a  and  21  of  the  building  zone 
resolution,  of  Warden  H.  Fenton,  Di¬ 
rector  of  Architecture,  Department  of 
Public  Works,  applicant,  on  behalf  of 
City  of  New  York,  owner,  to  permit 
in  a  residence  use  district  the  erection 
and  maintenance  of  a  slaughter  house 
used  in  connection  with  a  correctional 
institution ;  premises  south  side  of 
Riker’s  Island,  opposite  Tiffany  street 
(Block  No.  2760,  part  of  Lot  No.  4), 
East  River,  Borough  of  The  Bronx. 

cal.  no.  297-40-BZ— Application.  March  20,  1940,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  Henry  Nordheim,  appli¬ 
cant,  on  behalf  of  The  Mutual  Life  In¬ 
surance  Company,  owner  (Louwcr 
Garage  Corporation,  lessee),  to  permit, 
partly  in  a  business  use  district  and 
partly  in  a  residence  use  district,  for  a 
temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1407-1419  College  avenue,  west 
side,  215  ft.  south  of  East  171st  street 
(Block  No.  2786,  parts  of  Lot  Nos.  2, 

6  and  29),  Borough  of  The  Bronx. 

cal.  no.  1419-39-BZ— Amended  application,  June  7,  1940 
(original  application,  November  17. 


1939),  of  Edward  L.  Larkin,  applicant, 
on  behalf  of  Arrowhead  Inn  Corpora¬ 
tion,  owner,  under  section  21  of  the 
building  zone  resolution  and  section  60 
of  the  Multiple  Dwelling  Law,  to  permit 
in  a  residence  use  district  the  erection 
and  maintenance  of  a  multiple  dwelling 
having  a  garage  for  more  than  three 
(3)  motor  vehicles  in  the  basement 
story;  garage  space  is  for  the  use  of 
tenants  only  (new  proposal — buildings 
relocated)  ;  premises  west  side  of  Henry 
Hudson  Parkway  West,  568.65  ft.  north 
of  West  239th  street  (Building  No.  5)  ; 
( Block  No.  3418,  Lot  Nos.  653  and 
660),  Borough  of  The  Bronx. 

cal.  no.  1420-39-BZ — Amended  application,  June  7,  1940 
(original  application,  November  17, 
1939),  of  Edward  L.  Larkin,  applicant, 
on  behalf  of  Arrowhead  Inn  Corpora¬ 
tion.  owner,  under  section  21  of  the 
building  zone  resolution  and  section  60 
of  the  Multiple  Dwelling  Law,  to  permit 
in  a  residence  use  district  the  erection 
and  maintenance  of  a  multiple  dwelling 
having  a  garage  for  more  than  three 
(3)  motor  vehicles  in  the  basement 
story ;  garage  space  is  for  the  use  of 
tenants  only  (new  proposal — buildings 
relocated)  ;  premises  west  side  of  Henry 
Hudson  Parkway  West,  568.65  ft.  north 
of  West  239th  street  (Building  No.  4)  ; 
(Block  No.  3418,  Lot  Nos.  646  and 
653),  Borough  of  The  Bronx. 

cal.  no.  385-40-BZ — Application,  April  15,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution 
and  section  60  of  the  Multiple  Dwelling 
Law,  of  Edward  L.  Larkin,  applicant, 
on  behalf  of  Denton  Realty  Corpora¬ 
tion,  owner,  to  permit  in  a  residence 
use  district  the  erection  and  maintenance 
of  a  multiple  dwelling  having  a  garage 
for  more  than  three  (3)  motor  vehicles 
in  the  basement  story ;  garage  space  is 
for  the  use  of  tenants  only ;  premises 
3560  Netherland  avenue  and  566  West 
236th  street,  southeast  corner  (Block 
No.  3409-G.  Lot  No.  492),  Borough  of 
The  Bronx. 

cal.  no.  386-40-BZ — Application,  April  15,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution 
and  section  60  of  the  Multiple  Dwelling 
Law,  of  Edward  L.  Larkin,  applicant, 
on  behalf  of  Denton  Realty  Corporation, 
owner,  to  permit  in  a  residence  use  dis¬ 
trict  the  erection  and  maintenance  of  a 
multiple  dwelling  having  a  garage  for 
more  than  three  (3)  motor  vehicles  in 
the  basement  story;  garage  space  is  for 
the  use  of  tenants  only;  premises  3215 
Arlington  avenue,  west  side,  100.28  ft. 
north  of  West  232nd  street  (Block  No. 
3409,  Lot  Nos.  62  and  64),  Borough  of 
The  Bronx. 

cal.  no.  387-40-BZ — Application,  April  15,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution 
and  section  60  of  the  Multiple  Dwelling 
Law,  of  Edward  L.  Larkin,  applicant, 
on  behalf  of  Riverdale  Gardens,  Incor- 
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porated,  owner,  to  permit  in  a  residence 
use  district  the  erection  and  mainte¬ 
nance  of  a  multiple  dwelling  having  a 
garage  for  more  than  three  (3)  motor 
vehicles  in  the  basement  story;  garage 
space  is  for  the  use  of  tenants  only ; 
premises  3260  Netherland  avenue,  east 
side  150  ft.  south  of  West  235th  street 
(Block  No.  3409-B,  Lot  No.  148),  Bor¬ 
ough  of  The  Bronx. 

cal.  no.  388-40-BZ— Application,  April  15,  1940.  under  sec¬ 
tion  21  of  the  building  zone  resolution 
and  section  60  of  the  Multiple  Dwelling 
Law,  of  Edward  L.  Larkin,  applicant, 
on  behalf  of  Riverdale  Gardens,  Incor¬ 
porated,  owner,  to  permit  in  a  residence 
use  district  the  erection  and  mainte¬ 
nance  of  a  multiple  dwelling  having  a 
garage  for  more  than  three  (3)  motor 
vehicles  in  the  basement  story;  garage 
space  is  for  the  use  of  tenants  only ; 
premises  3225  Johnson  avenue,  west 
side,  214.73  ft.  north  of  West  232nd 
street  (Block  No.  3409-B,  Lot  Nos.  177 
and  179),  Borough  of  The  Bronx. 


only;  premises  118-11  84th  avenue, 
northwest  cornr  of  Lefferts  boulevard 
(avenue)  and  northeast  corner  of  84th 
avenue  and  118th  street  (Block  No. 
3322,  Lot  No.  135),  Kew  Gardens,  Bor¬ 
ough  of  Queens. 


<  al.  no.  1530-39-BZ— Application,  December  21,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Morris  Perlstein,  applicant,  on 
behalf  of  Providence  Marino,  owner 
(Harold  Holzhauser,  lessee),  to  permit 
in  a  business  use  district  the  conversion 
of  occupancy  of  a  frame  building  con¬ 
taining  a  cow  stable  and  hav  loft  to 
riding  academy  and  stable  for  more 
than  five  (5)  horses  and  hay  loft, 
premises  89-38  70th  drive,  southeast 
corner  of  Sybilla  street  (Block  No. 
3899,  Lot  No.  32),  Forest  Hills,  Bor¬ 
ough  of  Queens. 


Appeal  from 

670-40-A— 89-38  70th 
street 
Forest 


Administrative  Decision. 

drive  southeast  corner  of  Sybilla 
(Block  No.  3899,  Lot  No.  32), 
Hills,  Borough  of  Queens. 


cal.  no.  389-40-BZ— Application,  April  15,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution 
and  section  60  of  the  Multiple  Dwelling 
Law,  of  Edward  L.  Larkin,  applicant, 
on  behalf  of  Riverdale  Gardens,  Incor¬ 
porated,  owner,  to  permit  in  a  residence 
use  district  the  erection  and  mainte¬ 
nance  of  a  multiple  dwelling  having  a 
garage  for  more  than  three  (3)  motor 
vehicles  in  the  basement  story;  garage 
space  is  for  the  use  of  the  tenants  only , 
premises  3259  Johnson  avenue,  west 
side,  116.67  ft.  south  of  West  235th 
street  (Block  No.  3409-B,  Lot  Nos. 
165  and  166),  Borough  of  The  Bronx. 


cal  no  460-40-BZ — Application,  May  1,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution 
and  section  60  of  the  Multiple  Dwelling 
Law,  of  Seelig  and  Finkelstein.  appli¬ 
cants,  on  behalf  of  Lenox  Gardens 
Building  Corporation,  owner,  to  permit 
in  a  residence  use  district  the  erection 
and  maintenance  of  a  multiple  dwelling 
having  a  garage  for  more  than  three 
(3)  motor  vehicles  in  the  basement 
story;  garage  space  is  for  the  use  of 
tenants  only;  premises  68-12  Yellow¬ 
stone  boulevard,  northwest  corner  of 
68th  road,  west  side  of  Yellowstone 
boulevard,  from  68th  road  to  68th  ave¬ 
nue  (Block  No.  2137,  Lot  Nos.  27.  29, 
31,  33,  35,  39  and  43),  Forest  Hills, 
Borough  of  Queens. 


CAL.  NO. 


466-40-BZ— Application,  May  3,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution 
and  section  60  of  the  Multiple  Dwelling 
Law,  of  Seelig  and  Finkelstein,  appli¬ 
cants,  on  behalf  of  Franklin  Gardens, 
Incorporated,  owner,  to  permit  in  a 
residence  use  district  the  erection  and 
maintenance  of  a  multiple  dwelling  hav¬ 
ing  a  garage  for  more  than  three  (3) 
motor  vehicles  in  the  basement  story , 
garage  space  is  for  the  use  of  tenants 


HARRIS  H.  MURDOCK,  Chairman. 


JULY  9,  1940,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

SS8-40-A — 71-58  Austin  street,  south  side,  530.05  ft.  east  of 
71st  avenue  (Continental  avenue)  .  (Block 
No.  3255,  Lot  No.  33),  Forest  Hills,  Bor¬ 
ough  of  Queens  (under  Section  35.  General 
City  Law— re  Bed  of  Mapped  Street). 

4?_40-A— 59-75  Thames  street  and  92-104  Knickerbocker 
avenue,  northeast  corner  (Block  No.  3008, 
T  nt  Nn.  22') .  Borough  of  Brooklyn. 


594-40-A — 77  Elizabeth  street,  west  side,  79  ft.  10  in.  .north 
of  Hester  street  (Block  No.  238,  Lot  No. 
313  Rorouffh  of  Manhattan. 


a. 39_ A _ 322-324  Dean  street,  south  side,  175  ft-  east  of 

Third  avenue  (Block  No.  198,  Lot  No.  15), 


558-40-A-WF— 135-14  Roosevelt  avenue,  south  side  70  ft. 

east  of  Prince  street  (Block  No.  5036,  Lot 
No.  20),  Flushing,  Borough  of  Queens. 


1 375-39- A— 40-06  to  40-10  104th  street,  northwest  corner  of 
41st  avenue  (Block  No.  1975,  Lot  No.  18), 
Corona,  Borough  of  Queens. 


3-40-A— 73-02  192nd  street,  southwest  corner  of  73rd 
avenue  (Block  No-.  7178,  Lot  No.  1)» 


734-40-A— 73-06  and  73-10  192nd  street,  west  side,  570  ft. 

and  610  ft.  north  of  75th  avenue  (Block 
No.  7178,  Lot  No.  1),  Flushing,  Borough 
of  Queens. 
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735- 40- A — 73-03  192nd  street,  southeast  corner  of  73rd 

avenue  (Block  No.  7179,  Lot  No.  1), 
Flushing,  Borough  of  Queens. 

736- 40- A — 73-07  and  73-11  192nd  street,  east  side,  577  ft. 

and  619  ft.  north  of  75th  avenue  (Block 
No.  7179,  Lot  No.  1),  Flushing,  Borough 
of  Queens. 


JULY  16,  1940,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  July  16, 
1940,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 


65 1-40- A — 58-54  and  58-58  187th  street,  southwest  corner 
of  58th  avenue  and  west  side  of  187th 
street,  50  ft.  south  of  58th  avenue  (Block 
No.  5690,  Lot  No.  1),  Flushing,  Borough 
of  Queens. 


652-40- A — 58-53  and  58-57  187th  street,  southeast  corner 
of  58th  avenue  and  east  side  of  187th  street, 
50  ft.  south  of  58th  avenue  (Block  No. 
5691,  Lot  No.  1),  Flushing,  Borough  of 
Queens. 


I  738-40- A — 56-49  and  56-53  187th  street,  northeast  corner  of 

58th  avenue  (Block  No.  5673,  Lot  No.  32), 
Flushing,  Borough  of  Queens. 

739-40- A — 56-52  188th  street,  northwest  corner  of  58th 
avenue  (Block  No.  5673,  Lot  No.  32), 
Flushing,  Borough  of  Queens. 

740-40- A— 56-42,  56-44,  56-48  and  56-52  187th  street,  north¬ 
west  corner  of  58th  avenue  (Block  No. 
5672,  Lot  No.  26),  Flushing,  Borough  of 
Queens. 

741 -40- A  58-04,  58-08,  58-12,  58-16,  58-20,  58-24,  58-28, 
58-32,  58-36,  58-40,  58-44  and  58-48  188th 
street,  southwest  corner  of  58th  avenue  and 
west  side  of  188th  street,  100  ft.  north  of 
World’s  Fair  boulevard  (Block  No.  5691, 
Lot  No.  1),  Flushing,  Borough  of  Queens.’ 

742-40- A— 58-03,  58-07,  58-11,  58-15,  58-19,  58-23,  58-27, 
58-31.  58-35,  58-39,  58-43  and  58-47  188th 
street,  southeast  corner  of  58th  avenue  and 
east  side  of  188th  street,  100  ft.  north  of 
World’s  Fair  boulevard  (Block  No.  5692, 
Lot  No.  1),  Flushing,  Borough  of  Queens! 


cal.  no.  417-40-BZ — Application,  April  22,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Victor  Greiff,  applicant,  on  behalf 
of  Helen  Greiff  and  Lotti  J.  Greiff, 
owners,  to  permit  in  a  residence  use 
district  and,  also,  “G”  area  district,  the 
erection  and  maintenance  of  a  one-car 
garage,  accessory  to  the  dwelling  on  the 
premises ;  said  garage  does  not  conform 
with  the  “G”  area  requirements  of  the 
building  zone  resolution;  premises  159 
Beach  142nd  street,  west  side,  403.52  ft. 
south  of  Rockaway  Beach  boulevard 
(Block  No.  782,  Lot  Nos.  27  and  30), 
Rockaway  Beach  (Neponsit),  Borough 
of  Queens. 

CAL.  NO.  485-40-BZ— -Application,  May  7,  1940,  under  sec¬ 
tion  7b  of  the  building  zone  resolution, 
of  Emanuel  M.  Glick,  applicant,  on  be¬ 
half  of  Methill  Realty  Corporation, 
owner,  to  permit,  partly  in  a  business 
use  district  and  partly  in  a  residence 
use  district,  the  erection  and  mainte¬ 
nance  of  a  business  building  (store)  ; 
premises  west  side  of  Castle  Hill  ave¬ 
nue.  100  ft.  6  in.  north  of  Westchester 
avenue  (Block  No.  3835,  Lot  No.  1), 
Borough  of  The  Bronx. 

cal.  no.  421-40-BZ— Application,  April  24,  1940,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  J.  Jacques  Stone,  applicant,  on  be¬ 
half  of  W.  Goadby  Loew  and  United 
States  Trust  Company  of  New  York, 
trustee  of  Estate  of  Charles  F.  Rowe, 
owners,  to  permit  in  a  business  use  dis¬ 
trict,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5)  motor 
vehicles;  premises  122-126  East  32nd 
street,  south  side,  100  ft.  west  of  Lex¬ 
ington  avenue  (Block  No.  887,  Lot  Nos. 
84,  85  and  86),  Borough  of  Manhattan. 


JULY  12,  1940,  10  A.  M. 

Appeals  from  Administrative  Decisions. 

554-40-A— 2146  Gerrittsen  avenue,  west  side,  280  ft.  north 
of  Avenue  “U”  (Block  No.  7341,  Lot  No. 
4).  Borough  of  Brooklyn. 


397-40- A— 154  Henry  street,  west  side.  19  ft.  3  in.  north  of 
Love  lane  (Block  No.  236,  Lot  No.  137), 
Borough  of  Brooklyn. 


cal.  no.  415-40-BZ — Application,  April  22,  1940,  under  sec¬ 
tions  7b  and  7c  of  the  building  zone 
resolution,  of  Andrew  A.  Marjey,  ap¬ 
plicant,  on  behalf  of  Borough  Hall 
Holding  Corporation,  owner,  to  permit, 
partly  in  a  business  use  district  and 
partly  in  a  residence  use  district,  the 
erection  and  maintenance  of  a  business 
building  (stores  on  first  story  and  of¬ 
fices  on  second  story)  ;  premises  124-17 
Queens  boulevard  and  125-02  82nd  ave¬ 
nue.  northeast  corner  (Block  No.  9654, 
Lot  Nos.  6,  12,  14  and  15),  Kew  Gar¬ 
dens,  Borough  of  Queens. 


Rules. 

639-40-SR  Proposed  Rules  for  the  Manufacture,  Testing 
and  Use  of  Concrete  Masonry  Units. 


cal.  no.  193-40-BZ— Application,  February  21,  1940,  under 
section  21  of  the  building  zone  resolu¬ 
tion  and  section  60  of  the  Multiple 
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Dwelling  Law,  of  A.  Paul  Loshen,  ap¬ 
plicant,  on  behalf  of  Charles  Weber, 
owner,  to  permit  in  a  residence  use 
district  the  erection  and  maintenance  of 
a  garage  for  more  than  three  (3)  motor 
vehicles  erected  on  the  premises  appur¬ 
tenant  to  a  multiple  dwelling ;  garage 
space  is  for  the  use  of  tenants  only , 
premises  175-35  Dalny  road,  northwest 
corner  of  Highland  avenue  (Block  No. 
9884,  Lot  No.  1),  Jamaica,  Borough  of 
Queens. 

cal.  no.  555-27-B Z — Application  of  Conroy  and  Hardy,  ap- 
plicants,  on  behalf  of  Elizabeth  W. 
Herman,  owner,  reopened  February  14, 
1940,  under  alleged  new  facts,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  use  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station  (previously  denied)  ; 
premises  2815-2819  Boston  Post  road 
and  926-930  Arnow  avenue,  southwest 
corner  (Block  No.  4516,  Lot  No.  29), 
Borough  of  The  Bronx. 

CAL.  no.  390-27-BZ— Application  of  Reginald  S.  Hardy,  ap¬ 
plicant,  on  behalf  of  Morben  Properties. 
Incorporated,  owner,  reopened  May  9, 
1939,  for  rehearing  by  order  of  the 
court,  under  section  21  of  the  building 
zone  resolution,  to  permit,  partly  in  a 
business  use  district  and  partly  in  a 
residence  use  district,  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  (previously  denied)  ;  premises  73- 
42  Cooper  avenue,  south  side,  22.22  ft. 
west  of  74th  street  (Block  No.  3811, 
Lot  No.  8),  Glendale,  Borough  of 
Queens. 

cai  no  230-40-BZ— Application,  March  1,  1940,  under  sec- 

C  tion  21  of  the  building  zone  resolution, 

,,f  Reginald  S.  Hardy,  applicant,  on  be¬ 
half  of  Winchester  Realty  Corporation, 
owner,  to  permit,  partly  in  a  residence 
use  district  and  partly  in  a  business  use 
district,  the  erection  and  ni3.intcnB.nce  of 
a  gasoline  service  station  \  premises 
234-01  to  234-19  Hillside  avenue  and 
82-63  to  82-71  234th  street,  northeast 
corner  (Block  No.  / 935,  part  of  Lot 
No.  1),  Creedmore,  Borough  of  Queens. 

(al  no  489-38-BZ— Application  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Sam  Schwartz 
and  Joseph  Schwartz,  owners,  reopened 
October  3,  1939,  under  section  21  of.  the 
building  zone  resolution,  to  permit  in  a 
residence  use  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  (previously  denied  by  the  Board)  , 
premises  219-01  North  Conduit  boule¬ 
vard  (avenue)  and  144-01  to  144-09 
Springfield  boulevard,  northeast  corner 
(Block  No.  3820,  Lot  No.  4),  Spring- 
field  Gardens,  Borough  of  Queens. 


permit  in  a  business  use  district  the 
erection  and  maintenance  of  a  gasoline 
service  station,  a  motor  vehicle  repair 
shop  and,  also,  the  parking  of  more 
than  five  (5)  motor  vehicles ;  premises 
79-51  Cooper  avenue,  north  side,  iyi.33 
ft.  west  of  69th  road  (Block  No.  9549, 
Lot  No.  20),  Glendale,  Borough  of 
Queens. 

CAL  NO  814-28-BZ— Application  of  William  Reich,  apph- 
gal.  no.  o  can£  on  behal{  of  john  Cestaro,  Patrick 

LaTrace  and  Joseph  Cestaro,  owners, 
reopened  October  24.  1939,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  to  permit  in  a  business  use 
district  the  extension  of  a  gasoline 
service  station  (said  gasoline  service 
station  previously  granted  by  the 
Board)  ;  premises  796-802  Metropolitan 
avenue  and  2-10  Bushwick  avenue 
southwest  corner  (Block  No.  -766,  Lot 
Nos.  11  and  14),  Borough  of  Brooklyn. 

CAL  NO.  436-40-BZ— Application,  April  25,  1940,  under  sec- 
C  '  tion  21  of  the  building  zone  resolution, 

of  Lawrence  M.  Rothman,  applicant, 
on  behalf  of  Mollie  Schorr,  owner,  to 
permit  in  a  residence  use  district  the 
erection  and  maintenance  <?f  a  business 
building  (stores)  ;  premises 
East  179th  street,  north  side,  31.68  ft. 
west  of  Bryant  avenue  (Block  No. 
3132,  Lot  No.  3),  Borough  of  The 
Bronx. 

cal  no.  192-29-BZ— Application  of  H.  A.  Mugler,  appli¬ 
cant,  on  behalf  of  Veronica  Kambounan, 
owner,  reopened  January  3,  1939,  undei 
sections  7c  and  21  of  the  building  zone 
resolution,  to  permit  in  a  business  use 
district  the  reconstruction  and  extension 
of  a  gasoline  service  station  (previously 
granted  by  the  Board)  ;  premises  58-02 
to  58-06  Laurel  Hill  boulevard  and  ol- 
01  to  51-05  58th  street,  southeast  corner 
(Block  No.  2342,  Lot  Nos.  8,  9  and  10 
and  parts  of  Lot  Nos.  6  and  7),  Wood- 
side,  Borough  of  Queens. 

cal  no  465-40-BZ— Application,  May  3,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution 
and  section  60  of  the  Multiple  Dwelling 
Law,  of  Samuel  Gardstein,  applicant, 
on  behalf  of  Madison  Arms,  Incor¬ 
porated,  owner,  to  permit,  partly  in  a 
business  use  district  and  partly  in  a 
residence  use  district  the  erection  and 
maintenance  of  a  multiple  dwelling  hav¬ 
ing  a  garage  for  more  than  five  (5) 
motor  vehicles  in  the  cellar  story ; 
garage  space  is  for  the  use  of  tenants 
only;  premises  118-60  Metropolitan  ave¬ 
nue,  south  side,  180,14  ft.  west  of  Lef- 
ferts  boulevard  (avenue)  ;  (Block  No. 
3322,  Lot  No  25) .  Kew  Gardens,  Bor¬ 
ough  of  Queens. 


cai  no  1447-39-BZ— Application,  November  28,  1939,  under 
c  '  '  section  21  of  the  building  zone  resolu¬ 

tion,  of  Sidney  L.  Strauss,  applicant, 
on  behalf  of  Marie  Hediger,  owner,  to 


cal  no  562-32-BZ— Application  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Silgreen  Ho  d- 
ing  Corporation,  owner,  reopened  No¬ 
vember  15,  1938,  under  section  21  of  the 
building  zone  resolution,  to  permit  in 
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a  business  use  district  the  maintenance 
of  a  gasoline  service  station,  previously 
granted  by  the  Board  for  a  temporary 
period;  premises  208-16  Foch  boulevard, 
southwest  corner  of  Springfield  boule¬ 
vard  (Block  No.  3358,  Lot  No.  50). 
St.  Albans,  Borough  of  Queens. 

cal.  no.  272-40-BZ — Application,  March  12,  1940.  under  sec¬ 
tions  7g  and  21  of  the  building  zone 
resolution  and  section  60  of  the  mul¬ 
tiple  dwelling  law,  of  Goule  de  Neer- 
gaard,  applicant,  on  behalf  of  Spuyten 
Duyvil  Tower.  Incorporated,  owner,  to 
permit,  partly  in  a  business  use  district 
and  partly  in  a  residence  use  district, 
the  erection  and  maintenance  of  a  mul¬ 
tiple  dwelling  having  a  garage  for 
more  than  five  (5)  motor  vehicles  in 
the  cellar  story ;  garage  space  is  for 
the  use  of  tenants  only ;  premises  west 
side  of  Kappock  street,  475  ft.  north  of 
Johnson  avenue  (Block  No.  3407,  Lot 
Nos.  128  and  84),  Borough  of  The 
Bronx. 

cal.  no.  289-40-BZ — Application,  March  18.  1940,  under 
sections  7a,  7c  and  21  of  the  building 
zone  resolution,  of  William  H.  Fuhrer, 
applicant,  on  behalf  of  Martha  Adler 
and  Lerad  Realty  Corporation,  owners 
(Sam  Adler,  Incorporated,  lessee),  to 
permit  in  a  business  use  district  the  ex¬ 
tension  in  height  of  an  existing  milk 
bottling_and_  distributing  station  ;  prem¬ 
ises  447-457  East  133rd  street,  north 
side,  195  ft.  west  of  Brown  place 
(Block  No.  2278,  Lot  Nos.  64  and  69), 
Borough  of  The  Bronx. 

cal.  no.  30-40-BZ — Application,  January  9,  1940,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  Herman  Kron,  applicant, 
on  behalf  of  Central  Savings  Bank, 
owner  (Harry  Bluthman,  lessee),  to 
permit  in  a  retail  use  district,  for  a 
temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  114-118  Lewis  street,  east 
side.  125  ft.  south  of  East  Houston 
street  (Block  No.  330,  Lot  Nos.  45,  46 
and  47),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  16,  1940,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

502-40-A — 130  Union  avenue,  east  side.  100  ft.  north  of 
Leyden  avenue  (Block  No.  190,  Lot  No. 
32),  Mariners  Harbor,  Borough  of  Rich¬ 
mond. 

673-40-A — 34-42  Columbia  Heights,  west  side,  164  ft.  south 
of  Doughty  street,  and  27-53  Furman  street 
(Block  No.  203,  Lot  No.  1,  and  Block  No. 
208,  Lot  Nos.  2,  10  and  21),  Borough  of 
Brooklyn  (under  Section  35,  General  City 
Law — re  Bed  of  Mapped  Street). 


689-40-A — 51-20  Grand  avenue,  south  side,  469.56  ft.  west 
of  Garrison  avenue  (Block  No.  2626.  Lot 
No.  6,  and  Block  No.  2615,  Lot  No.  6), 
Maspcth,  Borough  of  Queens  (under  Sec¬ 
tion  35,  General  City  Law — re  Bed  of 
Mapped  Street). 

1535- 39-A — 95-17  155th  avenue,  north  side,  entire  block 

bounded  by  155th  avenue,  Lahn  street,  Kill- 
arney  street  and  Shore  boulevard  (Block 
No.  2411,  Lot  No.  1),  Howard  Beach, 
Borough  of  Queens. 

1536- 39-A — 95-41  155th  avenue,  north  side,  entire  block 

bounded  by  155th  avenue,  Lahn  street,  Hur¬ 
on  street  and  Shore  boulevard  (Block  No. 
2413,  Lot  No.  1),  Howard  Beach.  Borough 
of  Queens. 

1537- 39- A — 155-04  Killarney  street,  southwest  corner  of 

155th  avenue  Block  No.  2409,  Lot  No.  1), 
Howard  Beach,  Borough  of  Queens. 

1538- 39- A — 99-03  North  Conduit  avenue,  northeast  corner  of 

Huron  street  (Albert  road);  (Block  No. 
2418,  Lot  No.  1),  Howard  Beach,  Borough 
of  Queens. 

525-40- A— 340-348  Morgan  avenue,  southeast  corner  of 
Orient  avenue  (Block  No.  2911,  Lot  Nos. 
6,  21,  25  and  26),  Borough  of  Brooklyn. 

603-40-A — 269  Avenue  “C”,  west  side,  22  ft.  9  in.  south  of 
East  16th  street  (Block  No.  983,  Lot  No. 
33),  Borough  of  Manhattan. 

606-40-A — 242-248  Greene  avenue,  south  side,  275  ft.  east 
of  Grand  avenue  (Block  No.  1966,  Lot  No. 
19),  Borough  of  Brooklyn. 

509-40- A — 162-04  Jamaica  avenue,  south  side,  24  ft.  east  of 
Union  Hall  street  (Block  No.  10102,  Lot 
No.  2),  Jamaica,  Borough  of  Queens. 

547-40-A — 233  South  Third  street,  north  side,  18  ft.  4  in. 

west  of  Havemeyer  street  (Block  No.  2400, 
Lot  No.  32),  Borough  of  Brooklyn. 

438-40-A — 1009  Winthrop  street,  south  side,  75  ft.  west 
of  92nd  street  (Block  No.  4627,  Lot  No. 
6),  Borough  of  Brooklyn. 

654-40-A — 1017  Avenue  “K”,  north  side,  52  ft.  west  of 
Coney  Island  avenue  (Block  No.  6531,  Lot 
No.  46),  Borough  of  Brooklyn. 

656-40-A — 38-42  Second  avenue,  west  side,  6th  street  Basin, 
Gowanus  Canal  (Block  No.  990,  Lot  No. 
1),  Borough  of  Brooklyn. 

688-40- A — 371  Pearl  street,  west  side,  23.8  ft.  north  of 
Hague  street  (Block  No.  113.  Lot  No. 
28),  Borough  of  Manhattan. 

1517-39-A — 306  New  Lots  avenue,  south  side,  88  ft.  east  of 
Alabama  avenue  (Block  No.  4296,  Lot  No. 
5).  Borough  of  Brooklyn. 
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397.4O-  A _ 2222  Homecrest  avenue,  west  side,  180  ft.  south 

of  Avenue  “V”  (Block  No.  7372 A,  Lot  No. 
16),  Borough  of  Brooklyn. 

564-40- A.— 2-42  Milford  street,  southwest  corner  of  At¬ 
lantic  avenue,  and  13-27  Montauk  avenue 
(Block  No.  3976,  Lot  No.  27),  Borough  of 
Brooklyn. 

618-40-A — 1267  Flushing  avenue,  north  side,  25  ft.  east  of 
Johnson  avenue,  and  636-644  Johnson  ave¬ 
nue  (Block  No.  2996,  Lot  No.  22),  Bor¬ 
ough  of  Brooklyn. 

664-40-A — 42-14  West  street,  southwest  side,  125  ft.  south¬ 
east  of  Jackson  avenue  (Block  No.  264, 
Lot  No.  1),  Long  Island  City,  Borough  of 
Queens. 

693- 40-A — 474  Johnson  avenue,  south  side,  100  ft.  west  of 

Porter  avenue  (ground  floor)  ;  (Block  No. 
2992,  Lot  No.  25),  Borough  of  Brooklyn. 

709-40- A— 22-11  to  22-19  41st  avenue,  northwest  corner 
of  23rd  street  (Block  No.  409,  Lot  No.  1), 
Long  Island  City,  Borough  of  Queens. 

761-40-A — Re  Transportation  of  Fuel  Oil  in  Tank  Truck 
(capacity  of  tank  not  in  conformity  with 
Fire  Department  specifications  governing 
Tank  Trucks)  in  New  York  City. 

770- 40 — 10  Gansevoort  street,  south  side,  149  ft.  west  of 

West  4th  street  (Block  No.  627,  Lot  No. 
38),  Borough  of  Manhattan. 

496-40- A— 9  Doyers  street,  west  side,  1,615.75  ft.  north  of 
Chatham  square  (Block  No.  162,  Lot  No. 
30),  Borough  of  Manhattan. 

643-40-A — 163-24  to  163-26  Jamaica  avenue,  south  side, 
217.72  ft.  east  of  New  York  boulevard 
(Block  No.  10151  (1167),  Lot  Nos.  12,  13 
and  113),  Jamaica,  Borough  of  Queens. 

648-40-A — 10-16  Grand  avenue,  west  side,  80  ft.  11  in. 

south  of  Flushing  avenue  (Block  No.  1877, 
part  of  Lot  No.  30),  Borough  of  Brooklyn. 

653-40-A — 103-17  Metropolitan  avenue,  north  side.  160  ft. 

west  of  Roman  avenue  (Block  No.  2050, 
Lot  No.  45),  Forest  Hills,  Borough  of 
Queens. 

692-40-A — 402-404  East  101st  street,  south  side,  50  ft.  east 
of  First  avenue  (Block  No.  1694,  Lot  No. 
46),  Borough  of  Manhattan. 

694- 40-A — 224  Centre  street,  165-171  Grand  street,  south¬ 

east  corner,  and  154  Baxter  street  (Block 
No.  235,  Lot  No.  13),  Borough  of  Man¬ 
hattan. 

771- 40- A — 117-119  West  39th  street,  north  side,  200  ft. 

west  of  Sixth  avenue  (Block  No.  815.  Lot 
No.  20),  Borough  of  Manhattan. 

778-40-A — 233-243  Herkimer  street,  north  side,  305  ft.  east 
of  New  York  avenue  (Block  No.  1862,  Lot 
No.  14),  Borough  of  Brooklyn. 


779- 40-A— 1-4  Chatham  square  and.  2  Mott  street,  north¬ 

west  corner  (Block  No.  162,  Lot  No.  1), 
Borough  of  Manhattan. 

596-40-A — 988  Second  avenue,  east  side,  40  ft.  north  of  East 
52nd  street  (Block  No.  1345,  Lot  No.  2J4), 
Borough  of  Manhattan. 

737.4O-A — 794  Columbus  avenue  and  100-102  West  99th 
street,  southwest  corner  (Block  No.  1853, 
Lot  No.  36),  Borough  of  Manhattan. 

764-40- A— 92-130  Centre  street,  48-82  Baxter  street,  121- 
133  White  street  and  149-165  Leonard 
street  (Block  No.  167,  Lot  Nos.  1  to  51, 
inclusive) ,  Borough  of  Manhattan. 

780- 40-A— 28-36  Gold  street,  91-101  John  street  and  1-21 

Cliff  street  (Block  No.  76,  Lot  Nos.  10,  11, 
19  and  22),  Borough  of  Manhattan. 

11 01 -39- A— -597  Greene  avenue,  southwest  corner  of  Tomp¬ 
kins  avenue  (Block  No.  1799,  Lot  No.  42), 
Borough  of  Brooklyn. 

662-40-A— 252  Varet  street  and  25  Bogart  street,  southwest 
corner  (Block  No.  3118,  Lot  No.  16),  Bor¬ 
ough  of  Brooklyn. 

696- 40- A — 441  New  Lots  avenue,  north  side,  25  ft.  4%  in. 

east  of  Vermont  street  (Block  No.  3842, 
Lot  No.  31),  Borough  of  Brooklyn. 

697- 40-A— 445  New  Lots  avenue,  north  side,  45  ft.  5)4  in. 

east  of  Vermont  street  (Block  No.  3842, 
Lot  No.  30),  Borough  of  Brooklyn. 

750-40-A— 1925  Ocean  parkway,  east  side,  185  ft.  4  in. 

south  of  Avenue  “S”  (Block  No.  7088,  Lot 
No.  87),  Borough  of  Brooklyn. 

766-40-A— 1-17  South  10th  street,  north  side,  90.83  ft.  west 
of  Kent  avenue  (Block  No.  2143,  Lot  No. 
1),  Borough  of  Brooklyn. 

769-40-A — 300-304  First  street,  southwest  corner  of  Fifth 
avenue  (rear  building)  ;  (Block  No.  969, 
Lot  No.  38),  Borough  of  Brooklyn. 

773-40-A — 437-451  66th  street,  north  side,  307  ft.  east  of 
Fourth  avenue  (Block  No.  5827,  part  of 
Lot  No.  37),  Borough  of  Brooklyn. 

783-40-A — 223-233  Marlborough  road  and  1501-1507  Bev¬ 
erly  road,  northeast  corner  (Block  No. 
5119,  Lot  No.  43),  Borough  of  Brooklyn. 

668-40-A— 3187  East  Tremont  avenue,  east  side,  48.75  ft. 

north  of  Waterbury  avenue  (Block  No. 
5351,  Lot  No.  8),  Borough  of  The  Bronx. 

704-40- A— 12-14  Heyson  road  (Sea  Girt  avenue),  northeast 
corner  of  Beach  13th  street  (Block  No. 
118,  Lot  No.  28),  Far  Rockaway,  Bor¬ 
ough  of  Queens. 

730-40-A-WF — 106-15  Northern  boulevard,  northwest  cor¬ 
ner  of  107th  street  (Block  No.  1701,  Lot 
No.  73),  Corona,  Borough  of  Queens. 
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745- 40- A— 173-02,  173-06  and  173-10  Effington  avenue 

soulhea5!  corner  °f  Fresh  Meadow  lane 
(Block  No.  5586,  Lot  No.  1),  Flushing, 
Borough  of  Queens. 

7 46- 40- A  172-03,  172-07,  172-11,  172-15  and  172-19  Effinz- 

ton  avenue,  north  side,  between  Fresh 
Meadow  Jane  and  Auburndale  lane  (Block 

of°Queens  LOt  N°’  Flushing’  Borough 

747  40  A  173-01,  173-05  and  173-09  Effington  avenue, 
northeast  corner  of  Fresh  Meadow  lane 
(Block  No.  5585,  Lot  No.  1),  Flushing, 
Borough  of  Queens. 

ol  40- A— 60-04  to  60-38  Little  Neck  parkway,  southwest 
corner  of  60th  avenue  (Block  No.  8360,  Lot 
Queens5’  mcusive^’  Bayside,  Borough  of 

✓  53-40-A-58-34  185th  street  west  side.  280  ft.  south  of 
58th  avenue  (Block  No.  5688,  Lot  No  13) 
Flushing,  Borough  of  Queens.  * 

/54-40-A  58-41  185th  street,  east  side.  400  ft.  south  of  58th 
avenue  (Block  No.  5689,  part  of  Lot  Nos. 

J  and  3),  Flushing,  Borough  of  Queens. 

755- 40- A— 58-46  186th  street,  west  side,  440  ft.  south  of 

58th  avenue  (Block  No.  5689,  Lot  No.  1) 
blushing,  Borough  of  Queens. 

756- 40- A  58-57  186th  street,  east  side,  560  ft.  south  of 

58th  avenue  (Block  No.  5690,  Lot  No. 
50),  blushing,  Borough  of  Queens. 

763-40-A— ! 163-13  to  163-17  Jamaica  avenue,  north  side, 
So8!9  [■  ^lA63^  Stfeet  (B1°Ck  N°- 

Queens*"0*  N°‘  1  ’  amaica ’  Borough  of 

782-40-A— 126-02  to  126-08  Northern  boulevard,  33-01 
*“6th  street,  southeast  corner,  and  126-01 
34th  avenue  (Block  No.  1820,  Lot  No.  1), 
blushing,  Borough  of  Queens 


784-40- A  47-02  to  47-08  Fifth  street,  southwest  corner 
of  47th  avenue  (Block  No.  20,  Lot  No.  5), 
Long  Island  City,  Borough  of  Queens. 

✓  85-40- A— 46-55  to  46-59  Metropolitan  avenue,  north  side, 

x72  east  of  Newtown  Creek  (Block 
No.  2611,  Lot  Nos.  203  and  206),  Maspeth 
Borough  of  Queens. 

/  94-40- A— 6914-6918  Fifth  avenue,  west  side,  102  ft.  8s/&  in. 

f°“th  of  Bay  Ridge  avenue  (Block  No! 
5873  Lot  Nos.  48  and  49),  Borough  of 
Brooklyn. 

/91-40-A  Re  Transportation  of  Fuel  Oil  in  Tank  Truck 
(capacity  of  tank  not  in  conformity  with 
hire  Department  specifications  governing 
Tank  Trucks)  in  New  York  City. 

792-40- A— 1431  Webster  avenue,  west  side,  347  ft.  south  of 
East  171st  street  £Block  No.  2887,  Lot  No 
88),  Borough  of  The  Bronx. 

/ 93-40- A  56  East  11th  street,  south  side,  206  ft.  east  of 
University  place  (Block  No.  562,  Lot  No. 
14),  Borough  of  Manhattan. 


N6-40-A-72-04 .  72-08  72-12  72-16,  72-20.  72-24,  72-28 

u  /_  3“  Hr  ,Court  boulevard,  south¬ 
west  corner  of  Richland  avenue  (Block  No. 

6fr!\ot  B°t  No.  140),  Flushing,  Bor¬ 
ough  of  Queens. 

87- 40- A  173-03,  173-07  and  173-11  Fairchild  avenue, 

northwest  corner  of  Fresh  Meadow  lane 
(Block  No.  5587,  Lot  No.  1),  Flushing, 
Borough  of  Queens. 

88- 40- A— 173-04,  173-08  and  173-12  Fairchild  avenue 

southwest  corner  of  Fresh  Meadow  lane 
(Block  No.  5587,  Lot  No.  6),  Flushing, 
Borough  of  Queens. 

10-40-A— 1200  Castleton  avenue,  south  side,  105  ft  west  of 
Roe  street  (Block  No.  211,  Lot  No.  39). 
West  New  Brighton,  Borough  of  Rich¬ 
mond. 


Variations  of  the  Labor  Law. 

83-40-S— 51-12  21st  street,  northwest  corner  of  Borden 
avenue  (Block  No.  64,  Lot  No.  28),  Long 
Island  City,  Borough  of  Queens. 

565-40-S— 30-30  Thomson  avenue,  south  side,  between  30th 
place  (Manley  street)  and  31st  (Mount) 
street  (Block  No.  277.  Lot  No.  1),  Long 
Island  City,  Borough  of  Queens. 

7 1 3-40- S— 500-504  Seventh  avenue,  201-219  West  37th 
street,  northwest  corner,  and  214-226  West 
o8th  street  (first  floor)  ;  (Block  No.  787, 
Lot  No.  40),  Borough  of  Manhattan. 

/62-40-S— 204  East  56th  street,  south  side,  90  ft.  east  of 

aJenue  ,(BIock  No-  1329-  Lot  No. 
WYa),  Borough  of  Manhattan. 

78 1 -40- S  11  West  42nd  street,  north  side,  208  ft  4  in 
west  of  Fifth  avenue,  and  20  West  43rd 
street  (Block  No.  1258,  Lot  No.  21)  Bor¬ 
ough  of  Manhattan. 


JULY  19,  1940,  10  A.  M. 

Rules. 

584-39-SR— Proposed  Rules  for  the  Testing  and  tt  r 
Blended  Cements.  and  Use  of 


SEPTEMBER  10,  1940,  10  A.  M. 

Building  Zone  Application. 

NOl  ICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand- 

m-ds  and  Appeals  of  a  public  hearing  under  the  provisions 

in  1 1 oinU1  d"rh  Z°>"?  rfsolutlon.  Tuesday  morning,  September 

w’  I949’  at  10  °.c°fkh  in.Room  1013-  Municipal  Building, 
Manhattan,  on  the  following  matter  i 
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...  NO  210-40-BZ— Application,  February  27,  1940,  under 
CAL.  NO.  -  section  21  of  the  building  zone  resolu¬ 

tion,  of  John  D.  Connaughton  appli¬ 
cant,  on  behalf  of  Cristina  Pelizzari, 
owner,  to  permit  in  a  residence  use  dis¬ 
trict  the  alteration  and  conversion  ot 
occupancy  of  part  of  the  basement  story 
of  an  existing  dwelling  to  business  use 
(store)  ;  premises  609  Thwaites  place, 
north  side,  37.05  ft.  west  of  Ohnville 
avenue  (Block  No.  4342.  Lot  No.  47), 
Borough  of  The  Bronx. 


reopened  May  7.  1940.  under  section  21 
of  the  building  zone  resolution,  to  per¬ 
mit  in  a  business  use  district,  the  man  - 
tenance  of  a  gasoline  service  station 
used  in  conjunction  with  a  &ar«i«e  »o 
more  than  five  (5)  motor  vehicles  (said 
carafe  was  previously  granted  by  the 
Board)  ;  premises  472-494  Kingston 
avenue,  585-603  East  New  York  ave¬ 
nue,  northwest  corner,  and  546-554  Let- 
ferts  avenue  (Block  No.  1332,  Lot  Nos. 
38  and  39),  Borough  of  Brooklyn. 


HARRIS  H.  MURDOCK,  Chairman. 


HARRIS  H.  MURDOCK,  Chairman. 


SEPTEMBER  17,  1940,  10  A.  M. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand- 
WUliLB  J-3  n  _  Larina  tinrler  the  nrovisions  of 


SEPTEMBER  24,  1940,  2  P. 


M. 


Appeal  from  Administrative  Decision. 


NOTTCF  IS  HEREBY  L1Vlin  uy  . 

Manhattan,  on  the  following  matter: 


354-40- A-24-46  24th  street  west  side,  175  ft.  north  “f 
Hoyt  avenue  (Block  No.  8/3,  Lot  JN  .  ) . 

Long  Island  City,  Borough  of  Queens. 


.  t  n  120-33-BZ— Application  of  Eadie,  Nunley,  Gale  and 
CAL.  no.  120  33  BZ.  RPPnholZ(  applicants,  on  behalf  of 

Harry  Hugger,  owner,  reopened  for 
consideration  as  to  extension  of  permit 
Tuly  2  1940— re  Application,  previously 
granted  on  condition,  under  section  7f 
of  the  building  zone  resolution,  permi  - 
ting  in  a  business  use  district  the  erec¬ 
tion  and  maintenance  of  a  motor  vehicle 
repair  shop  and,  also,  a  gasoline  seivice 
station  for  a  temporary  period ;  prem¬ 
ises  2030  Hylan  boulevard,  southwest 
corner  of  Hamden  avenue  (Block  No. 
3688.  Lot  No.  9),  Grant  City,  Borough 
of  Richmond. 


OCTOBER  15,  1940,  10  A.  M. 

Building  Zone  Applications. 


mottle  TS  HEREBY  GIVEN  by  the  Board  of  Stand- 
Manhattan,  on  the  following  matters. 


CAL. 


HARRIS  H.  MURDOCK,  Chairman. 


SEPTEMBER  17,  1940,  2  P.  M. 

Appeals  from  Administrative  Decisions. 


no  255-40-BZ— Application,  March  7,  1940,  under 

no.  B  sect.PPs  ?{  and  21  of  the  building  zone 

resolution,  of  Samuels  and  Samuels,  ap¬ 
plicants,  on  behalf  of  Benlem  Realty 
Corporation,  owner,  to  permit  in  a  busi¬ 
ness  use  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station; 
oremises  81-01  to  81-11  Rockaway 
boulevard,  94-01  to  94-07  81st  street 
northeast  corner,  and  81-0-  to  81-10 
Atlantic  avenue,  southeast  cornet  o 
81st  street  (Block  No.  9009,  Lot  No. 
1),  Woodhaven,  Borough  of  Queens. 


697-39- A  28  ^”0^40^ Bay ard^street^  south west^ctUj- 

of  Manhattan. 


cal.  no.  855-27 


696-39- A  3321  “"biSL  Na‘  NV 

1).  Borough  of  Manhattan. 


SEPTEMBER  24,  1940,  10  A.  M. 

Building  Zone  Application. 


M7 _ Annlicetion  of  Shell  Oil  Company.  Inc, 

'  a„  Lam  an, I  le».ce.  on  behal  ol  Anna 
i'.  Bingler,  owner,  reopened  foi  ie- 
hearing  under  new  facts  Decembei  5 
1930.  under  section  21  of  the  building 
zone  resolution,  to  permit  in  a  business 
use  district,  the  maintenance  and  re 
construction  of  a  gasoline  service  sta 
tin,,  (previously  denied)  ;  premises  210 
03  Merrick  boulevard,  northeast  corne 
Springfield  boulevard  ( Block  N( 
5541.  Lot  No.  1).  Springfield.  Borons: 
if  Queens. 


ot 


of 


Manhattan,  on  the  following  matter. 


CAI. 


cal.  NO. 


1048-22-BZ— Application  of  W.  H.  and  J.  F. 
Dusenbury,  applicants,  on  behalt 
Kingleff  Holding  Corporation,  owner, 


no  1232-39-BZ— Application,  October  5,  1939,  unde 
section  21  of  the  building  zone  resoli 
tion  and  section  60  of  the  multip 
dwelling  law,  of  Martyn  N.  Weinstei 
applicant,  on  behalf  of  Beech  Have 
Estates,  owner,  to  permit  in  a  resident 
use  district  the  erection  and  mamtenan' 
multiple  dwelling  law  having 


of  a 


garage  for  more  than  three  (3)  mot 
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vehicles  in  the  cellar  story;  garage 
space  is  for  the  use  of  tenants  only; 
premises  84-50  169th  street,  west  side, 
165.01  ft.  north  of  Gothic  drive  (Block 
No.  9860,  Lot  No.  40),  Jamaica,  Bor¬ 
ough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


OCTOBER  22,  1940,  10  A.  M. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 


of  the  building  zone  resolution,  7  itcsday  morning,  October 
-2.  1940,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matter: 

cal.  no.  336-40-BZ— Application,  April  3,  1940,  under  sec¬ 
tions  7f  and  21  of  the  building  zone 
resolution,  of  Samuels  and  Samuels,  ap¬ 
plicants,  on  behalf  of  William  J.  Hamil¬ 
ton,  owner,  to  permit  in  a  business  use 
district  the  erection  and  maintenance  of 
a  gasoline  service  station ;  premises  40-13 
to  40-19  Junction  boulevard,  east  side, 
50.04  ft.  north  of  40th  road  (Block  No. 
1605,  Lot  No.  64),  Corona,  Borough  of 
Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  JULY  2,  1940. 

Present .  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 

I  lie  minutes  of  the  regular  meeting  of  the  Board  held  on 
Tuesday  morning,  June  4,  1940,  and  the  minutes  of  the  regu¬ 
lar  meeting  of  the  Board  held  on  Tuesday  afternoon,  June 
4,  1940,  were  approved  as  printed  in  Bulletin  No.  24,  Vol.  25. 


BUILDING  ZONE  CASES 

161 3-1 7-BZ. 

APPLICANT  V  illiam  Shary,  for  Continental  Avenue 
Garage,  Incorporated,  owner  (Beslyn  Garage,  In¬ 
corporated,  lessee). 

SUBJECT — Application  reopened  April  9,  1940  (re  deci¬ 
sion  of  the  borough  superintendent  of  buildings), 
under  secton  21  of  the  building  zone  resolution,  to 
permit,  partly  in  a  retail  use  district  and  partly  in 
an  unrestricted  use  district,  the  alteration  and  con¬ 
version  of  occupancy  of  part  of  a  garage  for  more 
than  five  (5)  motor  vehicles  (previously  granted 
by  the  Board)  so  as  to  include  an  alcove  gasoline 
service  station. 

PREMISES  AFFECTED — 107-36  Queens  boulevard,  south 
side,  130.56  ft.  west  of  Continental  avenue  (Block 
No.  3239  (2049),  Lot  No.  3),  Forest  Hills,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  William  Shary  and  Herman 
Lenitz. 

For  Opposition:  None. 

ACTION  Oh  BOARD — Laid  over  to  July  9,  1940,  at  10 
A.M.,  for  further  information  as  to  distance  of 
entrance  of  park  from  plot. 

1 048-22- BZ.  ' 

APPLICANT— W.  H.  and  J.  F.  Dusenbury,  for  KingleiT 

„T  Holdmg  Corporation,  owner. 

SUBJECT — Application  reopened  May  7,  1940  (re  decision 
of  the  borough  superintendent  of  buildings),  under 
section  21  of  the  building  zone  resolution,  to  permit 
m  a  business  use  district  the  maintenance  of  a  gaso¬ 
line  service  station  used  in  conjunction  with  a 
garage  for  more  than  five  (5)  motor  vehicles  (said 
garage  was  nreviously  granted  by  the  Board). 


PREMISES  AFFECTED — 472-494  Kingston  avenue,  585- 
603  East  New  York  avenue,  northwest  corner,  and 
546-554  Lefferts  avenue  (Block  No.  1332,  Lot  Nos. 
38  and  39),  Borough  of  Brooklyn. 
APPEARANCES— 


For  Applicant:  Joseph  F.  Dusenbury,  William  E. 

Anderson  and  Joseph  Prince. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  September  24,  1940, 
at  10  A.M.,  for  further  consideration  by  the  Board. 
Applicant  to  furnish  information  as  to  private  re¬ 
striction. 


1232-3 9-BZ. 

APPLICANT  Martyn  N.  Weinstein,  for  Beech  Haven 
Estates,  owner. 

SUBJECT  Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  section  21  of  the 
building  zone  resolution  and  section  60  of  the  Mul¬ 
tiple  Dwelling  Law,  to  permit  in  a  residence  use 
district  the  erection  and  maintenance  of  a  multiple 
dwelling  having  a  garage  for  more  than  three  (3) 
motor  vehicles  in  the  cellar  story ;  garage  space  is 
for  the  use  of  tenants  only. 

PREMISES  AFFECTED — 84-50  169th  street,  west  side, 
165.01  ft.  north  of  Gothic  drive  (Block  No.  9860’ 

APPEARANCES-’  Jama'Ca’  Borough  of  Queens. 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  to  October  15,  1940.  at 
10  A.M.,  for  further  consideration  by  the  Board. 


30-40-BZ. 

APPLICANT— Herman  Kron,  for  Central  Savings  Bank, 
owner  (Harry  Bluthman,  lessee). 

SUBJECT  Application  ( re  decision  of  the  acting  borough 
superintendent  of  buildings),  under  sections  7h  and 
21  of  the  building  zone  resolution,  to  permit  in  a 
retail  use  district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 114-118  Lewis  street,  east  side, 
125  ft.  south  of  East  Houston  street  (Block  No. 
3o0,  Lot  Nos.  45,  46  and  47),  Borough  of  Man¬ 
hattan. 
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APPEARANCES-^  Herman  Kron  and  Harry  Bluth- 

F “opposition:  Paul  P.  Meltzer  Nat  Glotzer, 
Joseph  Rosenfeld,  Morris  Bloom  and  H. 

ACTION  OF^BOARD— Laid  over  to  July  16,  1940,  at  10 
A.M.  for  inspection  by  a  committee  of  the  Board 
and  decision  by  the  Board  without  further  argu¬ 
ment. 


APPLICANT— Philip  Birnbaum,  for  Oxford  Development 

SUBJECT— Application  (re  decision  of  the  borough  super- 
J  intendent  of  buildings),  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  residence 
use  district  the  erection  and  maintenance  of  a  mul- 
“pie  dwelling  having  a  garage  for  more  than  three 
(3)  motor  vehicles  in  the  cellar  story;  garage  space 
is  for  the  use  of  tenants  only.  ,  , 

PREMISES  AFFECTED— 68-37  Yellowstone  boulevard, 
east  side,  from  68th  drive  to  68th  road  (Block  No 
2210,  Lot  No.  10  and  part  of  Lot  No.  1),  h  orest 
Hills,  Borough  of  Queens. 

AppEARANCES-,it:  phiHp  Birnbalmli  A.  Kasket  and 
C.  H.  Blutman. 

ACTION  OF  BOARD— Application  withdrawn  on  request 
of  applicant  after  hearing.  Applicant  to  apply  for 
new  decision  in  view  of  amended  building  zone 

resolution. 

THF  VOTE  TO  WITHDRAW —  .  . 

Affirmative:  Chairman  Murdock.  Commissioners 

Savage  and  Blum  and  Deputy  Chief  Dunn  j 
Negative  . 


210-40-BZ.  .  . 

APPLICANT— John  D.  Connaughton,  for  Cristina  Peliz¬ 
zari,  owner.  .  , 

SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  residence 
use  district,  the  alteration  and  conversion  of  occu¬ 
pancy  of  part  of  the  basement  story  of  an  existing 
dwelling  to  business  use  (store). 

PREMISES  AFFECTED  609  Thwaites  place,  north  side, 

37.05  ft.  west  of  Ohnville  avenue  (Block  No.  43-L, 

Lot  No.  47),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  None.  - 

ACTION  OF  BOARD— Referred  to  engineer  of  Board  to  BZ 

set  date  for  hearing;  no  proof  of  service  filed.  APPLICANT— Herman  Kron,  for  New  York  Telephone 

_ -  '  Company,  owner  (Jacob  Goldstein  lessee). 

9qo  in  R7  SUBJECT— Application  reopened  October  17,  1939  (re  ae 

289  40-LZ.  ,  ...  ,  vision  of  the  acting  borough  superintendent  of  build 

APPLICANT— William  H.  Fuhrer,  for  Martha  Adler  and  ,  under  secti?ns  7h  and  21  of  the  building  zone 

Lerad  Realty  Corporation,  owners  (Sam  Adler,  resolution,  to  permit  in  a  business  use  district,  for 

Incorporated,  lessee).  „  temoorarv  period  of  not  more  than  two  (2)  years, 

SUBJECT— Application  (re  decision  of  the  borough  supei-  irking  and  storage  of  more  than  five  (5)  motor 

•  intendent  of  buildings),  under  sections  7a,  7c  and  Chides ^  previously  denied). 

21  of  the  building  zone  resolution,  to  permit  in  a  ^ehm  AFFECTED— 728  and  732-744  Second  ave- 

business  use  district  the  extension  in  height  of  an  PKEMiSLo  A  south  Qf  East  40th  street,  and 

existing  bottling  and  distributmg  station  ^East  39th  steeet  (Block  No.  945,  Lot  Nos.  1,  4 

PREMISES  AFFECTED— 447-457  East  133rd  street,  Borough  of  Manhattan, 

north  side,  195  ft.  west  of  Brown  place  (Block  No.  DDP.a"?5Fc°r  B 

2278,  Lot  Nos.  64  and  69),  Borough  of  The  Bronx.  APPEARANCES  Herman  Kron,  Charles  L.  Fleece 

APPEARANCES-  and  Jacob  Goldstein. 

For  Applicant:  William  H-  Fuhre  •  For  0pposition:  M.  Arrigatti.  _ 

For  Opposition:  William  E.  H°wley.  ACTION  OF  BOARD— Application  denied. 

ACTION  OF  BOARD— Laid  over  to  July  16,  1940.  at  1U  ACliUiN  ur  Dyvv  1 1 

A.M.,  for  applicant  to  submit  revised  plans.  THE  VOTE  TO  GRANT  q 

Affirmative  . • •  •• '  "A - 

-  Negative:  Chairman  Murdock,  Commissioners 

183-40-BZ.  Savage  and  Blum  and  Deputy  Chief  Dunn  4 

APPLICANT— Benjamin  W.  Levitan,  for  Cimiez  Realty  THE  RESOLUTION— 

Corporation,  owner.  (763-38-BZ) 

SUBJECT— Application  (re  decision  of  the  borough  super-  Whereas^  this  application,  to  permit  in  a  business  use 
intendent  of  buildings),  under  section  21  of  d-  tr:ct  under  section  7h  of  the  building  zone  resolution,  foi 

building  zone  resolution,  to  permit  m  a  business  use  temo’orarv  period  of  not  more  than  two  (2)  years,  the 
district  the  erection  and  maintenance  of  a  gasoline  .  P  an([  sforage  of  more  than  five  (5)  motor  vehicles, 

service  station.  ,  Premises  728  and  732-744  Second  avenue,  east  side,  24.8  ft. 

PREMISES  AFFECTED — 5792-5798  Broadway  and  194  pre  q{  ^  4Qth  street>  and  303  East  39th  street  (Block 

West  237th  street,  southeast  corner  (Block  No.  -  p45  Nos>  j  4  and  6),  Borough  of  Manhattan,  was 

3270,  Lot  No.  12),  Borough  of  The  Bronx.  de„ied  by  the  Board  on  April  11,  1939,  without  prejudice  to 

APPEARANCES-  a  ,  _  ,  .  r,  w  reconsideration,  after  the  World’s  Fair  is  opened,  if  found 

For  Applicant:  Arthur  Rosenbaum  and  B.  W.  ieco  .g  ^  for  more  parking  spaces  than  have  been 

ACTION  Op" BOARD  Application  withdrawn  on  request  Pr™d^A*%erman  Kron.  for  the  New  York  Telephone 
of  applicant  without  prejudice  to  reconsideration  n  owner  (Jacob  Goldstein,  lessee),  requested  a  re- 

the  event  the  owner  of  the  property  desires  to  join  Cwnpany^owner ^  ^  application;  and 

rj*h,,hLo«OWNnoS  fo7cfnSra«onreo"f,Sthe  entire  W«tfc  application  wasjeopened  by  a  vote  of  the 

plot  as  a  gasoline  station,  rearranged  and  recoil-  °^IIE^AS  Ca  public  hearing  was  held  on  this  application 

structed.  ,  ,  Pn„A  _r  Standards  and  Appeals,  at  its  regular  meet- 

THE  VOTE  TO  WITHDRAW—  .  wTffiv  2  1940  after  due  notice  by  publication  in  the 

Affirmative:  Chairman  Murdock  and  Commis-  BulleLn  of  the  Board  of  Standards  and  Appeals ;  and 

sioners  Savage  and  Blum  .  Whereas,  the  use  district  maps  accompanying  the  build- 

Absent’;6  Deputy  '  Chief'  Gunn  ‘  1 1 !  1 !  I ! ! ! ! ! ! ! !  i !  1  ins  «ne  resolution  show  that  Seeond  avenue  is  in  a  bus, ness 
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use  district ;  East  39th  street  and  East  40th  street  are  in  un¬ 
restricted  and  business  use  districtsj  and 
Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  dated  December  7,  1939,  reads: 

“Your  application  for  certificate  of  occupancy,  dated 
November  29,  1939,  for  the  use  of  the  above  premises 
as  a  parking  and  storage  space  for  more  than  five  cars 
has  been  denied  for  the  reason  that  premises  are  located 
in  business  district,  where  this  occupancy  is  prohibited 
by  Section  4  of  the  Zone  Resolution. 

You  are  further  advised  that  the  Board  of  Standards 
and  Appeals  also  denied  an  appeal,  Cal.  No.  763-38-BZ, 
April  11,  1939.” 
and 

Whereas,  the  premises  consist  of  an  irregular  plot  of 
ground,  having  a  frontage  of  123.5  ft.  and  21.6  ft.  on  Second 
avenue  and  99  ft.  on  East  39th  street ;  it  is  proposed  to 
occupy  the  plot,  for  a  temporary  period  of  not  more  than 
two  (2)  years,  for  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  and 
Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  its  discretion  to  grant  a  zoning  vari¬ 
ance  under  section  7,  subdivision  h,  for  the  use  of  the  plot 
for  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings  be  and  it  hereby  is  affirmed  and  that  the  appli¬ 
cation  be  and  it  hereby  is  denied. 


920-38-BZ. 

APPLICANT — Lama  and  Proskauer,  for  Irving  Yarvin, 
owner. 

SUBJECT — Application  reopened  June  4,  1940,  under  new 
facts — reapportionment  of  lot — (re  decision  of  the 
borough  superintendent  of  buildings),  under  section 
21  of  the  building  zone  resolution,  to  permit  in  a 
business  use  district  the  extension  of  an  existing 
gasoline  service  station  (previously  denied — re 
partly  in  a  residence  district  and  partly  in  a  busi¬ 
ness  use  district). 

PREMISES  AFFECTED — 139-21  Springfield  boulevard, 
northeast  corner  of  140th  avenue  (Block  No.  3746, 
Lot  No.  1),  Springfield,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  Irving  Yarvin. 
For  Opposition:  Dorothy  Amberman,  Mrs.  E. 
Havens  and  William  H.  Mills. 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

Negative  .  0 

THE  RESOLUTION— 

(920-38-BZ) 

Whereas,  this  application,  to  permit,  partly  in  a  residence 
use  district  and  partly  in  a  business  use  district,  under  sec¬ 
tion  21  of  the  building  zone  resolution,  the  extension  of  a 
gasoline  service  station,  premises  139-21  Springfield  boule¬ 
vard,  northeast  corner  of  140th  avenue  (Block  No.  3746, 
Lot  No.  1),  Springfield,  Borough  of  Queens,  was  denied  by 
the  Board  February  20,  1940;  and 
Whereas,  Lama  and  Proskauer,  for  Irving  Yarvin,  owner, 
requested  a  rehearing  of  the  application  under  new  facts ; 
and 

Whereas,  this  application  was  reopened  by  vote  of  the 
Board  June  4,  1940;  and 

\\  hereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet- 
ing.  July  2,  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
\\  hereas,  the  use  district  maps  accompanying  the  build¬ 


ing  zone  resolution  show  that  Springfield  boulevard  is  in  a 
business  use  district;  140th  avenue  is  in  a  business  and  resi¬ 
dence  use  district;  139th  avenue  is  in  a  residence  and  business 
use  district ;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Application  No.  6893-1938.  dated  September 
26,  1939,  reads: 

“1.  Proposition  to  erect  a  new  extension  for  auto 
laundry  and  grease  lifts  in  existing  gas  station  located 
in  residence  and  business  zone  constitutes  an  extension 
of  a  non-conforming  use  and  is  contrary  to  article  2, 
section  4a  (46)  of  the  zone  resolution.” 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  61.41  ft.  on  140th  avenue,  70  ft.  on  Springfield 
boulevard  and  a  distance  of  49.03  ft.  along  the  east  lot  line ; 
a  small  irregular  shaped  area  of  the  plot  at  the  northeast  is 
in  a  residence  use  district  and  the  remainder  is  in  a  business 
use  district ;  upon  the  north  portion  of  the  plot  is  a  two- 
story  frame  dwelling  and  a  frame  two-car  garage  accessory 
to  the  dwelling;  upon  the  140th  avenue  front  of  the  plot 
there  is  a  one-story  accessory  building  to  a  structure  26  ft. 
by  44  ft.  in  area,  proposed  to  be  used  as  an  office  and  lubri- 
torium;  it  is  also  proposed  to  install  two  additional  pumps 
and  to  continue  the  dwelling,  accessory  garage  and  gasoline 
service  station ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  c,  of  the  building  zone  resolution  as  amended. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution,  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted,  under  section  7c,  to 
permit  the  reconstruction  and  rearrangement  of  the  legally 
existing  gasoline  service  station  so  as  to  confine  same  to  the 
lot,  with  a  frontage  along  Springfield  boulevard  of  70  ft. 
and  a  frontage  along  140th  avenue  of  approximately  61  ft. 

6  in.,  and  irregular  in  shape,  on  condition  that  the  existing 
accessory  building  be  reconstructed,  as  indicated  on  plans 
filed  with  this  appeal,  marked  “Received  May  13,  1940”,  so 
as  to  include  housing  over  the  existing  open  grease  pit;  that 
there  shall  be  no  windows  or  other  opening  in  the  wall  of 
this  accessory  building  to  the  east;  that  the  accessory  build¬ 
ing  shall  be  constructed  of  incombustible  materials,  except 
that  the  roof  beams,  roof  boarding,  window  frames  and  sash, 
door  frames  and  door  may  be  of  wood,  provided  the  ceiling 
throughout  is  fire-retarded  in  accordance  with  the  rules  of 
the  Board  and  the  roof  is  surfaced  with  approved  non-flam¬ 
mable  weather  surfacing;  that  the  boiler-room  shall  be  sep¬ 
arated  from  the  balance  of  the  building  by  fireproof  or  fire- 
resistive  construction  and  enterable  only  from  the  exterior; 
that  the  balance  of  the  building,  where  not  occupied  by  ac¬ 
cessory  building,  shall  be  graded  generally  to  the  existing 
grade  of  Springfield  boulevard  and  140th  avenue  and  shail 
be  cement  paved;  that  any  existing  pumps  shall  be  relocated 
so  that  no  pump  is  nearer  than  15  ft.  to  the  existing  building 
line  of  Springfield  boulevard  and  not  nearer  than  20  ft.  to  the 
building  line  of  140th  avenue;  that  there  shall  be  erected  on 
the  northerly  lot  line  from  the  rear  of  Springfield  boulevard 
a  substantial  wall  and  fence  with  a  masonry  base  not  less 
than  2  ft.  in  height  and  a  steel  picket  fence  not  less  than  2 
ft.  6  in.  in  height  for  a  total  height  of  4  ft.  6  in. ;  that  the 
masonry  base  shall  be  properly  coped;  that  the  sills  of  win¬ 
dows  in  the  accessory  building  facing  140th  avenue  shall  be 
not  less  than  5  ft.  above  the  sidewalk ;  that  entrances  shall 
be  restricted  to  two  (2)  from  Springfield  boulevard  of  not 
over  25  ft.  in  width  each  and  one  (1)  to  140th  avenue,  not 
over  25  ft.  in  width,  with  curb  cuts  opposite  of  similar 
width ;  that  no  entrance  shall  be  nearer  than  5  ft.  to  the  lot 
lines  as  extended;  that  there  shall  be  constructed  at  the 
intersection  a  block  of  concrete  5  ft.  in  length  along  each 
street  and  not  less  than  12  in.  in  height  and  which  may  be 
triangular  in  shape;  that  signs  shall  be  restricted  to  a  per- 
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manent  sign  attached  to  the  accessory  building  facing 
Springfield  boulevard  and  to  the  illuminated  globes  of  the 
pumps,  excluding  all  roof  signs  and  temporary  signs,  but 
permitting  the  erection  within  the  building  line,  near  the 
intersection,  of  a  post  standard  for  supporting  a  sign,  which 
may  be  illuminated,  advertising  the  brand  of  gasoline  on  sale, 


period  of  not  more  than  two  (2)  year_s  for  the  parking 
storage  of  more  than  five  (5)  motor  vehicles,  an 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and  . 

Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  its  discretion  to  grant  a  zoning 


may  be  illuminated,  advertising  the  brand  of  gasoline  on  sale  “on  tor  ^  subdivision  h>  and  that  the  appli- 

and  permitting  such  sign  to  extend  beyond  the  building  li  e  _  substantiate  his  basis  of  appeal  under  section 


cillU  yCIIIllLLlllg  3UU1  ,  J  ...  •  • 

for  a  distance  of  not  over  4  ft.;  that  no  automobile  repairing 
shall  be  carried  on  and  no  parking  of  cars  other  than  those 
being  serviced;  that  no  portable  gasoline  pumps  shall  be 
used  on  or  from  the  premises;  that  the  balance  ot  Lot  -No. 
4  adjoining  this  plot  under  the  same  ownership,  shall  in  no 
way  be  used  in  conneQtion  with  the  gasoline  station  uses; 
that  the  entrance  from  140th  avenue  to  such  balance  oi  Lot 
No.  4  shall  be  solely  for  access  to  the  private  garage  appui  - 
tenant  to  the  residential  use  and  for  the  usual  residential 
servicing;  that  all  permits  shall  be  obtained  and  all  work 
completed  within  one  (1)  year  from  the  date  of  this  reso¬ 
lution. 


rcU lance  uiiuLi  ocLLiuii  /,  o „ 
cant  failed  to  substantiate  his  basis  of  appeal  under  section 

21  of  the  building  zone  resolution.  .  ,  ,  . 

Resolved ,  that  the  decision  of  the  borough  superintendent 
of  buildings  be  and  it  hereby  is  affirmed  and  that  the  appli¬ 
cation  be  and  it  hereby  is  denied. 


for  Beck-Brown  Realty 


163-40-BZ. 

APPLICANT— Louis  R.  Patur, 

Corporation,  owner. 

SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  sections.  7 h  and  21 
of  the  building  zone  resolution,  to  permit  in  a  busi¬ 
ness  use  district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 282-294  Chester  street,  west 
side,  180  ft.  north  of  Dumont  avenue  (Block  No. 
3559,  Lot  Nos.  40,  41.  43  and  45),  Borough  of 
Brooklyn. 

APPEARANCES—  .  „  ,  . 

For  Applicant:  Louis  R.  Patur,  Arthur  Robinson 

and  Harry  Kander.  , 

For  Opposition :  Paul  P.  Meltzer  and  Morris 

Brownstein. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  Commissioner  Savage  and  Deputy 

Chief  Gunn  . . . .  . . :  •  \ -  Z 

Negative:  Chairman  Murdock  and  Commissioner 

&Blum  .  1 

THE  RESOLUTION— 

(163-40-BZ) 

Whereas,  Louis  R.  Patur,  for  Beck-Brown  Realty  Cor¬ 
poration,  owner,  filed  February  9,  1940,  an  application  under 
sections  7h  and  21  of  the  building  zone  resolution,  to  perrmt 
in  a  business  use  district,  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  282-294  Chestei  street, 
west  side,  180  ft.  north  of  Dumont  avenue  (Block  No. 
3559,  Lot  Nos.  40,  41.  43  and  45),  Borough  of  Brooklyn; 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular,  meet¬ 
ing  Tulv  2,  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Chester  street  is  m  a  business  use 
district;  Bristol  street  is  in  a  residence  and  business  use 
district;  Blake  avenue  and  Dumont  avenue  are  in  business 

31  wll^thTdedliofi  The  borough  superintendent  of 
buildhS  on  Application  No.  9086-1939,  dated  January  16, 


165-40-BZ. 

APPLICANT— Thomas  J.  Kelaher,  owner. 

SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  section  21  of  the 
building  zone  resolution,  to  permit  m  a  business  use 
district  the  conversion  of  occupancy  of  an  existing 
building  to  a  motor  vehicle  repair  shop. 

PREMISES  AFFECTED— 1324  Crosby  avenue,  east  side, 
150  ft.  south  of  LaSalle  avenue  (Block  No.  5360, 
Lot  No.  kl),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Thomas  J.  Kelaher. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 

T ti E  VOTE  t 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  . 

THE  RESOLUTION— 

(165-40-BZ) 

Whereas,  Thomas  J.  Kelaher,  owner  filed  February  10, 
1940,  an  application  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district  the  conversion 
of  occupancy  of  an  existing  building  to  a  motor  vehicle  re 
pair  shop;  premises  1324  Crosby  avenue  east  side,  150  ft. 
south  oi  LaSalle  avenue  (Block  No.  5o60,  Lot  No.  ), 

Borough  of  The  Bronx;  and  .  . 

Whereas,  a  public  hearing  was  held  on  this  application 

by  the  Board  of  Standards  and  Appeals  at  its  regular  mee.- 
ino  I  uly  2,  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build- 
ino-  zone  resolution  show  that  Crosby  avenue  and  Waterbury 
avenue  are  in  business  use  districts ;  Hobart  avenue  and 
LaSalle  avenue  are  in  residence  and  business  use  districts, 

^Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Application  No.  170-28,  dated  February  8.  1940, 
reads : 

“Please  be  advised  that  your  application  for  a  Cer¬ 
tificate  of  Occupancy  for  the  use  of  the  above  premises 
as  a  Motor  Vehicle  Repair  Shop  is  denied  as  this  build¬ 
ing  was  originally  erected  and  completed  as  a  three  car 
private  garage,  accessory  to  dwelling  on  the  same  plot. 

^Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  50  ft.  and  a  depth  of  101  ft. ;  upon  the  plot 
there  is  a  two  and  one-half  story,  one-family  frame  dwellms 
and  a  cement  block  private  garage,  32  ft.  by  26  it.  in  area, 
it  is  proposed  to  convert  the  occupancy  of  this  private  garage 

to  a  motor  vehicle  repair  shop ,  and 

Whereas,  these  premises  and  the  surrounding  area  weie 

insnected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  /, 
subdivision  e,  of  the  building  zone  resolution  as  amended. 
Resolved ,  that  the  Board  of  Standards  and  Appeals  does 


1940,  reads:  - 

“Proposed  parking  and  storing  of  more  than  5  cars 
within  a  business  use  district  is  contrary  to  Art.  2.  Sect. 

4-15  of  the  Zone  Resolution.’’  Kesoivea,  u.au  —  — ^ 

^Whereas,  the  premises  consist  of  a  plot  of  ground paving  buildffig  zoiie  resolution  and  that  the 

HZT,  i  io—  £5  Season  he  and  If  hereby  is  ^  under  sect, Oh  7e,  for 
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a  term  of  two  (2)  years,  to  permit  the  premises  to  be  used 
tor  motor  vehicle  repairing,  provided  such  repairing  is  of  a 
minor  nature  with  the  use  of  hand  tools  only,  except  that 
there  may  be  a  motor-driven  drill  or  grinder,  provided  the 
motor  power  is  not  over  one-half  horsepower ;  that  there 
shall  be  no  straightening  of  fenders  or  chasses  or  any  other 
use  in  connection  with  motor  vehicle  repairing  that  will  be 
unduly  noisy  or  objectionable;  that  no  signs  shall  be  erected 
on  the  premises,  and  the  existing  accessory  garage  in  which 
the  motor  vehicle  repairing  is  to  be  carried  on  shall  not  be 
increased  in  height  or  area,  and  no  repair  work  shall  be 
done  except  in  such  garage;  that  all  permits  shall  be  ob¬ 
tained  and  all  work  completed  within  six  (6)  months  from 
the  date  of  this  resolution. 


207-40-BZ. 

APPLICANT — City  Bank  Farmers  Trust  Company, 
trustee,  owner. 

SUBJECT — Application  (re  decision  of  the  acting  borough 
superintendent  of  buildings),  under  section  7e  of  the 
building  zone  resolution,  to  permit  in  a  business  use 
district  the  alteration  and  conversion  of  occupancy 
of  a  building  used  as  a  stable  for  more  than  five 
(5)  horses  to  a  garage  for  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFLECTED — 207-213  Thompson  street,  west 
side,  100  ft.  north  of  Bleecker  street  (Block  No. 
539,  Lot  No.  31),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  V.  L.  Dudley. 

For  Opposition:  Louis  A.  Jackson. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
THE  RESOLUTION— 

(207-40-BZ) 

Whereas,  City  Bank  and  Farmers  Trust  Company, 
trustee,  owner,  filed  February  26,  1940,  an  application  under 
section  7e  of  the  building  zone  resolution,  to  permit  in  a 
business  use  district  the  conversion  of  occupancy  of  a  build¬ 
ing  used  as  a  stable  for  more  than  five  (5)  horses  to  a 
garage  for  more  than  five  (5)  motor  vehicles;  premises  207- 
213  Thompson  street,  west  side,  100  ft.  north  of  Bleecker 
street  (Block  No.  539,  Lot  No.  31),  Borough  of  Manhat¬ 
tan  ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  July  2,  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Thompson  street,  Sullivan 
street  and  Bleecker  street  are  in  business  and  unrestricted 
use  districts;  West  3rd  street  is  in  an  unrestricted  use  dis¬ 
trict  ;  and 

\\  hereas,  the  decision  of  the  acting  borough  superin¬ 
tendent  of  buildings,  on  Alt.  Application  No.  3469-1939, 
dated  March  23,  1940.  reads: 

“Change  of  occupancy  from  stable  for  more  than  five 
horses  to  a  garage  for  more  than  five  (5)  motor  vehicles 
is  prohibited  by  Article  II,  Sec.  4  and  6.  Building  Zone 
Resolution.” 

and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction.  100  ft.  by  94  ft.  in  area,  and  four  (4)  stories  in 
height;  it  is  proposed  to  alter,  reconstruct  and  fireproof  the 
interior  of  the  building,  occupied  as  a  stable  for  more  than 
five  (  o )  horses,  and  convert  the  occupancy  to  a  garage  for 
niore  than  five  (5)  motor  vehicles;  and 
W  hereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 
W  hereas,  the  Board  deemed  that  this  was  not  a  proper 


case  in  which  to  exercise  its  discretion  to  grant  under  sec¬ 
tion  7,  subdivision  e,  of  the  building  zone  resolution  as  in 
force  at  the  time  of  the  hearing  on  this  application. 

Resolved,  that  the  decision  of  the  acting  borough  superin¬ 
tendent  of  buildings  be  and  it  hereby  is  affirmed  and  that 
the  application  be  and  it  hereby  is  denied. 


2 15-40-BZ. 

APPLICANT — Edward  C.  Miller,  for  Marie  J.  Masterson, 
owner  (James  L.  Percival,  lessee). 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  residence 
use  district  the  alteration  and  conversion  of  occu¬ 
pancy  of  an  existing  dwelling  to  an  undertaking 
establishment. 

PREMISES  AFFECTED — 164-04  109th  avenue,  southeast 
corner  of  104th  street  (Block  No.  10182,  Lot  No. 
1),  Jamaica,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  James  L.  Percival. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  0 

THE  RESOLUTION— 

(215-40-BZ) 

Whereas,  Edward  C.  Miller,  for  Marie  J.  Masterson, 
owner  (James  L.  Percival,  lessee),  filed  February  28,  1940, 
an  application  under  the  building  zone  resolution,  to  permit 
in  a.  residence  use  district  the  alteration  and  conversion  of 
occupancy  of  an  existing  dwelling  to  an  undertaking  estab¬ 
lishment;  premises  164-04  109th  avenue,  southeast  corner  of 
164th  street  (Block  No.  10182,  Lot  No.  1),  Jamaica,  Bor¬ 
ough  of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  July  2,  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  109th  avenue  is  in  a  residence  and 
business  district ;  164th  street  and  164th  place  are  in  resi¬ 
dence  use  districts;  New  York  boulevard  is  in  a  business 
use  district ;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Alt.  Application  No.  67-1940,  dated  May  14, 
1940,  reads: 

“L  The  establishment  of  an  undertaking  business  in 
a  building  located  in  a  residence  zone  is  contrary  to 
Article  2.  Section  3  of  the  Zoning  Law.” 
and 

Whereas,  the  existing  building  is  of  frame  construction, 
with  a  frontage  of  18.2  ft.,  a  depth  of.  54  ft.  and  two  and 
one-half  stories  in  height;  and 

W hereas,  it  is  proposed  to  alter  and  to  convert  the  occu¬ 
pancy  of  the  first  story  of  the  existing  building  from  resi¬ 
dence  use  to  an  undertaking  establishment ;  and 

W  hereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  e,  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted,  under  section  7e,  to 
permit  the  premises  under  appeal  to  be  occupied  as  proposed, 
provided  the  undertaking  establishment  shall  be  limited  to 
the  first  story;  that  the  second  story  shall  remain  for  resi¬ 
dential  occupancy ;  that  the  proposed  changes  as  to  partitions, 
as  indicated  on  plans  filed  with  this  application,  may  be 
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made,  provided  there  is  a  second  means  of  exit  installed 
from  the  rear  of  the  proposed  enlarged  room,  such  exit  to 
be  either  to  the  court  toward  the  east  or  west ;  that  the  win¬ 
dows  in  the  proposed  embalming  room  and  any  glass  panes 
in  the  rear  exit  door  shall  be  translucent  glass ;  that  no  signs 
shall  be  erected  on  the  premises,  except  there  may  be  a  non- 
illuminated  sign,  not  over  1  sq.  ft.  in  area,  advertising  the 
undertaking  business,  attached  to  the  front  of  the  house 
near  the  entrance;  that  the  requirements  of  the  resolution 
adopted  by  this  Board  under  Cal.  No.  241-40-A  shall  be 
complied  with ;  that  the  entrance  to  the  second  story  residen¬ 
tial  portion  of  the  building  shall  be  entirely  separated  from 
the  nrst  story  portion ;  that  all  permits  shall  be  obtained 
and  all  work  completed  within  six  (6)  months  from  the  date 
of  this  resolution ;  that  the  garage  on  the  premises  shall  be 
used  only  for  vehicles  of  the  pleasure-car  type,  as  accessory 
to  the  residence  occupancy. 


Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  95.1  ft.  on  West  34th  street  and  a  depth  o 
98.9  ft.;  it  is  proposed  to  occupy  the  premises  for  a  tem¬ 
porary  period  of  not  more  than  two  (2)  years  for  the  park¬ 
ing  and  storage  of  more  than  five  (5)  motor  vehicles ;  and 
Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  its  discretion  to  grant  a  zoning  van- 
ance  under  section  7,  subdivision  h,  for  the  use  of  the  plot 
for  the  parking  and  storage  of  more  than  five  (5)  motor 

vehicles.  .  ,  , 

Resolved,  that  the  decision  of  the  acting  borough  superin¬ 
tendent  of  buildings  be  and  it  hereby  is  affirmed  and  that 
the  application  be  and  it  hereby  is  denied. 


384-40-BZ. 

APPLICANT — Abraham  N.  Horwitz,  for  Federation  Bank 
and  Trust  Company,  owner  (Morris  Goldstein  and 
Louis  Morgenstein,  lessees). 

SUBJECT— Application  (re  decision  of  the  acting_borough 
superintendent  of  buildings),  under  section  7 h  of  the, 
building  zone  resolution,  to  permit  in  a  retail  use 
district,  for  a  temporary  period  of  not  more  than 
two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 443-451  West  34th  street,  north 
side.  187.6  ft.  east  of  Tenth  avenue  (Block  No.  732, 
Lot  Nos.  11  to  15.  inclusive),  Borough  of  Manhat¬ 
tan. 

APPEARANCES— 

For  Applicant:  Abraham  N.  Horwitz. 

For  Opposition :  Charles  L.  Fleece,  E.  S-  Mindlin, 
Margaret  Downey,  Arthur  Brandwein,  Howard 
W.  Woolf,  J.  Walter  Green  and  Rev.  John  J. 
Kiernan. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . .  •  \ .  ^ 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

THE  RESOLUTION— 

(384-40-BZ) 

Whereas,  Abraham  N.  Horwitz,  for  Federation  Bank 
and  Trust  Company,  owner  (Morris  Goldstein  and  Louis 
Morgenstein,  lessees),  filed  April  12,  1940A  an  application 
under  section  7h  of  the  building  zone  resolution,  to  permit 
in  a  retail  use  district,  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  443-451  West  34th  street, 
north  side,  187.6  ft.  east  of  Tenth  avenue  (Block  No.  /32, 
Lot  Nos.  11  to  15,  inclusive),  Borough  of  Manhattan  j  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  July  2,  1940,  after  due  notice  bv  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  West  34th  street  and  West  35th 
street  are  in  retail  and  unrestricted  use  districts;  Tenth  ave¬ 
nue  is  in  a  business  and  unrestricted  use  district ;  Ninth  ave¬ 
nue  is  in  a  retail  use  district ;  and 

Whereas,  the  decision  of  the  acting  borough  superin¬ 
tendent  of  buildings,  dated  March  13,  1940,  reads. 

“Relative  to  your  application  dated  February  29th, 
1940  for  a  certificate  of  occupancy  for  the  use  of  the 
above  premises  as  a  parking  and  storage  lot  for  more 
than  five  motor  vehicles,  we  wish  to  advise  you  that  said 
application  has  been  denied  as  the  premises  are  loca*  id 
in  a  retail  district  where  this  occupancy  is  prohibited  /y 
Section  4A  of  the  Building  Zone  Resolution.” 


APPEAL  FROM  ADMINISTRATIVE  DECISION. 


241-40-A. 

APPLICANT— Edward  C.  Miller,  for  Marie  J.  Masterson, 
owner  (James  L.  Percival,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PRFMISES  AFFECTED— 164-04  109th  avenue,  southeast 
corner  of  164th  street  (Block  No.  10182,  Lot  No. 
1),  Jamaica,  Borough  of  Queens. 

APPEARANCES—  . 

For  Applicant:  James  L.  Percival. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 


THE  VOTE—  .  ,  „ 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

Negative  . 

THE  RESOLUTION— 

(241-40-A) 

Whereas,  Edward  C.  Miller,  for  Marie  J.  Masterson, 
owner  (James  L.  Percival,  lessee),  filed  February  29,  1940, 
an  appeal  from  a  decision  of  the  borough  superintendent  of 
buildings  •  premises  164-04  109th  avenue,  southeast  coiner  oi 
164th  street  (Block  No.  10182,  Lot  No.  1),  Jamaica,  Bor-  j 

ough  of  Queens ;  and  .  ,  ,  , 

WMereas  the  decision  of  the  borough  superintendent  of 
buildings,  on  Alt.  Applic.  No.  67-40,  dated  January  29,  1940, 
reads : 

“2.  The  creation  of  a  business  in  a  building  of  frame 
construction  is  contrary  to  section  4.2.1  of  the  Building 
Code.” 

and  , 

Whereas,  the  building  is  two  and  one-half  stories  (o/ 
ft.)  in  height,  18.16  ft.  by  54  ft.  in  area;  of  Class  4  con- 
struction ;  located  in  a  residence  use  D  area  district,  elected 
in  1925,  and  occupied  as  a  one-family  dwelling,;  it  is  pro¬ 
posed  to  be  occupied :  first  story,  funeral  parlor ;  second 
story,  attic,  dwelling ;  and 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
increase  the  door  opening  between  the  living  room  and  the 
dining  room ;  to  remove  the  existing  exterior  door  and  win¬ 
dow  in  the  sun  parlor  and  re.place  same  with  a  new  4  ft. 
wide  door ;  to  install  a  new  partition  in  the  existing  kitchen 
so  as  to  create  an  embalming  room ;  to  strengthen  the  exist-  ' 
ing  girder  so  as  to  provide  a.  live  load  of  seventy-five  pounds 
on  the  first  story ;  that  the  existing  building  is  of  a  good 
grade  stucco  on  the  exterior  surface;  that  there  is  a  sep¬ 
arate  entrance  to  the  dwelling  portion  on  the  second  story ; 

Whereas,  these  premises  were  inspected  by  a  committee 
of  the  Board. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  acting  on  Alt.  Applic.  No.  67-40,  Objection  No. 

2  be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  occupancy  of  the 
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building  shall  comply  with  the  requirements  as  set  forth  in 
the  resolution  of  the  Board  adopted  this  day  under  Cal.  No. 
^1^-40-BZ,  and  on  condition  that  in  all  other  respects  the 
building  shall  comply  with  the  requirements  of  the  Building 
Code  for  a  building  erected  outside  of  the  fire  limits ;  that 
the  construction  of  the  first  story  shall  be  capable  of  sus¬ 
taining  a  live  load  per  superficial  foot  of  not  less  than 
seventy-five  pounds ;  that  in  all  other  respects  all  laws,  rules 
and  regulations  applicable  to  the  building  and  occupancy  shall 
be  complied  with. 


Adjourned,  1 :25  P.M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  JULY  2,  1940. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 


120-33-BZ. 

APPL1CAN  1 — hadie,  Nunley,  Gale  and  Rosenholz,  for 
Harry  Hugger,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
borough  superintendent  of  buildings),  under  section 
21  of  the  building  zone  resolution,  permitting  in  a 
business  use  district  the  erection  and  maintenance 
of  a. motor  vehicle  repair  shop  and,  also,  a  gasoline 
service  station. 

PREMISES  AFFECTED — 2030  Hylan  boulevard,  south¬ 
west  corner  of  Hamden  avenue  (Block  No.  3688, 
Lot  No.  9),  Grant  City,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  Thomas  Nunley. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  September  17,  1940,  at  10  A.M. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  n 


BUILDING  ZONE  CASES. 

302-29-BZ. 


APPLICANT— Reginald  S.  Hardy,  for  John  Sklar  Hold- 
jug  Company,  Incorporated,  owner. 

SLBJECI  Application  for  consideration — reopening  and 
amendment— re  decision  of  the  borough  superin¬ 
tendent  ut  buildings— re  Application,  previously 
granted  on  condition  under  section  21  of  the  build¬ 
ing  zone  resolution,  permitting,  partly  in  a  residence 
use  disti  ict  and  partly  in  a  business  use  district,  the 
erection  and  maintenance  of  a  garage  for  more  than 
five  (5)  motor  vehicles. 

PREMISES  AF F LCTED — 146-156  East  98th  street,  north¬ 
west  corner  of  Winthrop  street  (Block  No.  46.14, 
Lot  No.  38),  Borough  of  Brooklyn. 
APPEARANCES— 


For  Applicant:  R.  S.  Hardy. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  n 


329-37-BZ. 

APPLICANT— William  Shary,  for  P.  and  A.  D.  Rubin, 
Incorporated,  owners. 

SLBJECT  Application  for  consideration — reopening  and 
amendment  of  resolution  as  to  additional  area— re 
Application  (decision  of  the  borough  superintendent 
of  buildings),  permitting,  partly  in  a  residence  use 
district  and  partly  in  a  business  use  district,  the 
erection  and  maintenance  of  a  multiple  dwelling 
with  stores  on  the  first  story. 

PREMISES  AFFECTED — 888  Grand  concourse  southeast 
corner  of  East  161st  street  (Block  No. '2459,  Lot 
No.  34),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  William  Shary. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  q 


586-39-BZ. 


401-31-BZ. 

APPLICANT— Sidney  L.  Strauss,  for  Webster  Committee, 
Incorporated,  and  Wilson  and  Company,  owners 
(Fifth  Atlantic  Corporation,  lessee;  Thomas  Karas 
sub-lessee). 

SUBJECT  Application  for  consideration — reopening  and 
amendment  on  a  new  proposal — re  additional  use — 
( re  decision  of  the  borough  superintendent  of  build¬ 
ings) — re  Application,  previously  granted  on  condi¬ 
tion  under  section  21  of  the  building  zone  resolu¬ 
tion,  permitting  in  a  business  use  district,  for  a 
temporary  period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED — 624-626  Atlantic  avenue  and  9 
Fifth  avenue,  northeast  corner,  and  627  Pacific 
streeet  (Block  No.  1119,  Lot  Nos.  1  and  64),  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Sidney  L.  Strauss. 

ACTION  OF  BOARD— Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 


APPLICANT— Charles  London,  for  Mary  L.  Moll  and 
Charles  London,  owners. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  acting  borough  superintendent  of  buildings), 
under  sections  7c  and  21  of  the  building  zone  reso¬ 
lution,  permitting  in  a  business  use  district  the  alter¬ 
ation  and  extension  of  a  garage  for  more  than  five 
(5)  motor  vehicles  and,  also,  the  inclusion  of  a  gaso¬ 
line  service  station. 

PREMISES  AFFECTED — 430-440  Atlantic  avenue,  south 
side,  256  ft.  3  in.  west  of  Nevins  street  (Block  No. 

APPEARANCES  05*  ^  an<^  ®orougl1  of  BrookIyn- 

For  Applicant:  Charles  London  and  Mr.  Glicks- 
man. 


ACTION  OF  BOARD — Request  to  reopen  denied 
THE  VOTE  TO  REOPEN— 

Affirmative  .  o 

Negative:  Chairman  Murdock.  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 


1483-39-BZ. 


Affii  mative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn 
Negative  . 


APPLICANT— Lama  and  Proskauer,  for  East  River  Sav- 
4  ings  Bank,  owner. 

0  SUBJECT — Application  for  consideration — reopening  and 
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restoration  to  Calendar— re  Application  (decision  of 
the  borough  superintendent  of  buildings),  under 
sections  7c  and  21  of  the  building  zone  resolution, 
the  erection  and  maintenance  of  a  gasoline  service 
station  and  motor  vehicle  repair  shop  (previous  y 
withdrawn— re  erection  and  maintenance  of  a  gaso¬ 
line  service  station) . 

PRFMISES  AFFECTED— 39  Kenmare  street,  northwest 
corner  of  Elizabeth  street  (Block  No.  479,  Lot  Nos. 
24,  125  and  126),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure  under  new  proposal. 

THE  VOTE  TO  REOPEN—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  . 


286-37-BZ. 

APPLICANT— Edward  J.  A.  Sylvester,  for  Trinor  Cor¬ 
poration,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  time — re  Application  (decision  of  the 
commissioner  of  buildings),  under  section  7c  of  the 
building  zone  resolution,  permitting  in  a  residence 
use  district  the  extension  of  an  existing  laundry. 
PREMISES  AFFECTED— 428-436  West  54th  street,  south 
side,  350  ft.  west  of  Ninth  avenue  (Block  No.  1063, 
Lot  No.  47),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  None. 

A.CTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  . 

THE  RESOLUTION— 

(286-37-BZ) 

Whereas,  this  application  affecting  premises  428-436 
West  54th  street,  south  side,  350  ft.  west  of  Ninth  avenue 
(Block  No.  1063,  Lot  No.  47),  Borough  of  Manhattan,  was 
granted  by  the  Board  July  9.  1937,  on  certain  conditions, 
time  extended  May  10,  1938,  and  July  5,  1939,  and  applicant 
requests  an  extension  of  time  to  obtain  permits  and  complete 

^Resolved,  that  the  resolution  adopted  by  the  Board  on 
July  9,  1937,  as  amended  by  resolution  of  May  10,  1908,  and 
July  5,  1939,  be  and  it  hereby  is  amended,  only  so  far  as  :t 
has’  reference  to  obtaining  permits  and  completion  of  .he 
work,  so  that  as  amended  this  portion  of  the  resolution  shad 

read : 

“that  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  one  (1)  year  from  the  date  of  this 
amended  resolution,  on  condition  that  the  resolution 
adopted  on  July  9,  1937,  shall  be  complied  with  in  all 
other  respects.” 

908-38-BZ. 

APPLICANT— Lama  and  Proskauer,  for  Eugene  Gal¬ 
lagher,  owner.  . 

SUBJECT— Application  for  consideration— reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  borough  superintendent  of  buildings),  under 
section  21  of  the  building  zone  resolution,  permitting 
in  a  business  use  district  the  extension  of  a  gasoline 
service  station,  previously  denied  bv  the  Board  and 
granted  under  decision  of  the  Court.  _ 

PREMISES  AFFECTED— 110-44  to  110-56  Springfield 
boulevard  and  216-39  to  216-49  111th  avenue,  north¬ 
west  corner  (Block  No.  2038,  Lot  Nos.  31  and  33). 
Queens  Village,  Borough  of  Queens. 


APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

ACTION  OF  BOARD — Application  reopened  and  resoiu- 

THE  VOTEaTOdREOPEN  AND  AMEND  RESOLU- 
TION _ • 

1  Affirmative:  Chairman  Murdock,  Commissioners 

Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  . 

THE  RESOLUTION— 

(908-38-BZ) 

Whereas,  this  application  under  section  21  of  the  building 
zone  resolution,  to  permit  in  a  business  use  district  the  ex¬ 
tension  of  a  gasoline  service  station,  was  previously  denied 
by  the  Board  and  granted  in  part  under  decision  of  the 
Court;  premises  110-44  to  110-56  Springfield  boffievard  and 
216-39  to  216-49  111th  avenue,  northwest  corner  (Block  Mo 
2038,  Lot  Nos.  31  and  33),  Queens  Village,  Borough  of 

^’whereas,  this  application  was  granted  by  the  Board 
March  7,  1939,  on  certain  conditions,  resolution  amended 

November  8,  1939;  and  _  „  ,,  , 

Whereas,  Lama  and  Proskauer,  for  Eugene  Gallaghei, 
owner,  requested  a  further  amendment  of  the  resolution. 

Resolved,  that  the  resolution  adopted  by  the  Board  on 
March  7  1939,  as  amended  November  8,  1939,  be  anci  it 
hereby  is  amended,  so  that  as  amended  the  resolution  shall 

read : 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution 
and  that  the  application  be  and  it  hereby  is  granted, 
under  section  21  of  the  building  zone  resolution,  to 
permit  the  premises  under  appeal  to  be .  rearranged 
and  extended  to  the  north  and  south  within  the  busi¬ 
ness  use  area  as  proposed,  so  as  to  permit  the  occu¬ 
pancy  as  a  gasoline  service  station  of  the  entue  plot 
with  a  frontage  of  133  ft.  on  Springfield  boulevaid 
and  a  depth  of  100  ft.  along  111th  avenue,  on  condition 
that  the  existing  accessory  building  shall  not  be  in¬ 
creased  in  height  or  area ;  that  there  shall  be  a  wall 
erected  on  the  interior  lot  lines  to  the  west  and  noith, 
where  the  walls  of  the  accessory  buildings  do  _  not 
occur,  this  wall  to  be  not  less  than  6  ft.  in  height, 
except  that  it  may  be  reduced  to  a  height  of  4^  ft. 
for  a  distance  of  10  ft.  westerly  from  Spiingfield 
boulevard  and  need  not  be  higher  than  the  existing 
wall  erected  in  accordance  with  the  requirements  or 
the  resolution  adopted  by  the  Board  applying  to  the  ad¬ 
joining  premises  to  the  north  (Cal.  No.  217-33-BZ), 
dated  January  11,  1938;  that  a  similar  wall  not  less 
than  4  ft.  in  height  shall  be  erected  on  the  111th  avenue 
building  line  from  the  rear  line  easterly  for  a  distance 
of  not'  less  than  50  ft.;  that  concrete  sidewalks  and 
curbs  shall  be  installed  on  Springfield  boulevard  and 
111th  avenue  frontages;  that  the  entire  plot,  where  not 
occupied  by  accessory  buildings  and  walls,  shall  be 
leveled  substantially  to  the  grade  of  Springfield  boule¬ 
vard  and  111th  avenue  and  shall  be  paved  with  con¬ 
crete  paving,  except  for  the  areas  along  the.  interior 
lot  lines,  which  shall  be  maintained  for  planting  with 
curb  protection ;  that  gasoline  pumps  erected  shall  not 
be  nearer  than  15  ft.  to  the  building  line  of  Springfield 
boulevard  or  111th  avenue;  that  the  entrances  to  the 
premises  shall  not  exceed  three,  two  (2)  from  Spring- 
field  boulevard,  not  over  35  ft.  in  width  each,  and  one 
(1)  to  111th  avenue,  not  over  25  ft.  in  width;  that  at 
the  intersection  of  Springfield  boulevard  and  111th 
avenue  there  shall  be  a  triangular  platform  of  con¬ 
crete  not  less  than  12  in.  in  height  and  not  less  than 
5  ft.  along  each  building  line  from  the  point  of  inter¬ 
section  ;  that  signs  shall  be  restricted  to  illuminated 
globes  of  pumps  and  a  permanent  sign  attached  to  the 
accessory  building,  excluding  all  temporary  signs  and 
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roof  signs,  except  that  there  may  be  erected  within  the 
building  line  at  intersection  of  the  two  streets  (111th 
avenue  and  Springfield  boulevard),  a  post  standard  to 
support  a  sign  which  may  he  illuminated,  advertising 
only  the  brand  of  gasoline  sold,  and  permitting  such 
sign  to  extend  beyond  the  building  line  for  a  distance 
of  not  over  5  ft. ;  that  the  premises  shall  be  used  for 
no  other  use  than  herein  permitted ;  that  no  motor 
vehicle  repairing  shall  he  carried  on  or  parking  of  cars, 
other  than  those  being  serviced;  that  no  portable  gaso¬ 
line  tanks  shall  he  used  on  or  from  the  premises ;  that 
in  the  event  the  owner  desires  to  omit  the  wall  herein¬ 
before  required  on  the  interior  lot  line  to  the  north,  and 
there  is  a  wall  of  equivalent  height  erected  by  the  owner 
of  the  adjoining  premises  in  accordance  with  the  resolu¬ 
tion  of  the  Board  applying  to  the  adjoining  premises, 
the  wall  on  these  premises  may  be  omitted. 

Resolved  further,  that  in  view  of  the  recent  change  of 
grade  of  Springfield  boulevard,  the  requirements  of  this 
resolution  as  to  pai'ing  of  the  gasoline  selling  area  may 
be  deferred,  providing  such  paving  is  completed  in  ac¬ 
cordance  with  the  requirements  of  the  Board’s  resolu¬ 
tion  within  three  (3)  months  after  the  regrading  of 
Springfield  boulevard  has  been  completed.” 


1216-39-BZ. 

APPLICANT — Matthew  W.  Del  Gaudio,  for  352  West 
44th  Street  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment— re  Application  (decision  of  the  bor¬ 
ough  superintendent  of  buildings),  under  sections 
/a  and  7c  of  the  building  zone  resolution,  permitting 
in  a  residence  use  district  the  alteration  and,  also, 
the  extension  of  an  existing  business  use  in  an 
existing  building. 

PREMISES  AFFECTED — 352  West  44th  street,  south 
side,  150  ft.  east  of  Ninth  avenue  (Block  No.  1034, 
Lot  No.  58),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Matthew  W.  Del  Gaudio. 
ACTION  Oh  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Alurdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

Negative  .  0 

THE  RESOLUTION— 

(1216-39-BZ) 

Whereas,  Matthew  W.  Del  Gaudio,  for  352  West  44th 
Street  Corporation,  owner,  filed  October  5,  1939,  an  applica¬ 
tion  under  sections  7a  and  7c  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  residence  use  district  the  alteration  and 
extension  of  an  existing  building  and  the  extension  of  a 
business  use  therein;  premises  352  West  44th  street  south 
side,  150  ft.  east  of  Ninth  avenue  (Block  No.  1034,  Lot  No 
58),  Borough  of  Alanhattan;  and 
\Y  hereas,  this  application  was  granted  by  the  Board  Janu¬ 
ary  23,  1940,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  January  23,  1940,  so 
that  as  amended  it  shall  read  : 

“ Resolved ,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution 
and  that  the  application  be  and  it  hereby  is  granted, 
under  section  7c  thereof,  to  permit  the  reconstruction 
and  extension  of  an  existing  building,  substantially  as 
proposed  on  the  plans  filed  herein,  on  condition  that  the 
building  shall  not  be  further  extended  in  height  or  area ; 
that  the  use  shall  not  be  extended  beyond  the  second 


story,  as  proposed;  that  the  front  of  the  building  shall  be 
altered  and  reconstructed  as  to  design,  substantially  as 
indicated  on  plans  filed  herein ;  that  at  the  rear,  walls  or 
substantial  fences  shall  he  constructed  on  the  side  and 
rear  lot  lines  to  enclose  the  rear  yard,  unless  substantial 
vvire  fences  or  walls  of  buildings  already  exist;  that 
signs  advertising  the  business  occupancy  shall  be  re¬ 
stricted  to  permanent  signs  attached  to  the  facade  of  the 
building,  excluding  any  roof  signs,  or  signs  extending 
beyond  the  building  line  at  right  angles  or  for  a  distance 
of  more  than  6  in. ;  that  in  the  event  the  applicant  de¬ 
sires  to  remove  the  top  or  third  story  of  the  building, 
such  removal  may  be  permitted,  provided  in  all  other 
respects  the  requirements  of  this  resolution  shall  lie 
complied  with  ;  that  the  second  story  may  be  constructed 
12  ft.  in  height,  as  shown  on  revised  plans  marked 
Received  June  26,  1940';  that  all  permits  required  shall 
be  obtained  and  all  work  involved  completed  within  one 
( 1 )  year  from  the  date  of  this  amended  resolution.” 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 
35 1-40-A. 

APPLICANT  Chester  W.  Cambell,  Borough  Superin¬ 
tendent,  for  Department  of  Housing  and  Buildings 
Borough  of  Queens. 

OWNER  OF  PREMISES — Paul  and  Juliet  Toth. 
SUBJECT— Revocation  of  Certificate  of  Occupancy  No. 

4923A  and  Permit  No.  N.B.  3110-37. 

PREMISES  AFFECTED— 24-46  24th  street,  west  side, 
175  ft.  north  of  Hoyt  avenue  (Block  No.  873,  Lot 

APPEARANCES^1^  IsIand  City'  Borou^h  of  Queens. 

For  Applicant:  Inspector  O’Donohue. 

For  Opposition:  A.  A.  Wilson,  Jr. 

ACTION  OF  BOARD — Laid  over  to  September  24,  1940, 
at  2  P.M.,  for  report  by  a  committee  of  the  Board. 


688-40- A. 

APPLICANT  Julius  Eckman,  for  Edward  L.  Sawyer, 
owner. 

SUBJEC1 — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 371  Pearl  street,  west  side, 
-3.8  ft.  north  of  Hague  street  (Block  No.  113,  Lot 
No.  28).  Borough  of  Alanhattan. 
APPEARANCES— 

For  Applicant:  Julius  Eckman. 

For  Administration:  Inspector  Maher,  Fire  De¬ 
partment. 

ACTION  Oh  BOARD — Laid  over  to  July  16,  1940,  at  2 
P.AL,  for  inspection  by  a  committee  of  the  Board. 


979-39-A. 


APPLICANT — George  Wolz,  owner. 

SUBJECT — Appeal  from  a.  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 1835  Lexington  avenue,  east 
side,  60  ft.  11  in.  south  of  East  114th  street  (Block 

APPEARANCES  ^  N°‘  51^)’  Bor°ugh  of  Manhattan. 
For  Applicant :  None. 

ACTION  OF  BOARD — Appeal  withdrawn  on  written  re¬ 
quest. 


THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Alurdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  q 


146-40-A. 

APPLICANT— Davidson  and  Alann,  for  The  Kempner 
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Realty  Corporation,  owner  (Katherine  Sullivan, 
lessee ) 

SUBJECT _ Appeal  from  a  decision  of  the  acting  borough 

superintendent  of  buildings. 

PREMISES  AFFECTED — 39  West  54th  street,  north  side, 
280  ft.  east  of  Sixth  avenue  (Block  No.  12/0,  Lot 
No.  12),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Cecil  Citron. 

ACTION  OF  BOARD — Appeal  withdrawn  without  argu¬ 
ment. 

THE  VOTE  TO  WITHDRAW—  .  . 

Affirmative:  Chairman  Murdock.  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  . 


Lot  No.  33),  Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  None.  f 

ACTION  OF  BOARD — Appeal  dismissed  for  lack  ot  prose¬ 
cution. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn 

Negative  . 

THE  RESOLUTION— 

(353-40-A) 

Whereas,  John  Hertlein,  owner  (D.  &  S.  Grant  Five  and 
Ten  Cents  Store,  lessee),  filed  April  8,  1940,  an  appeal  from 
an  order  of  the  fire  commissioner ;  premises  28-32  Steinway 
street,  west  side,  400  ft.  north  of  30th  avenue  (Block  No. 
662,  Lot  No.  33),  Long  Island  City,  Borough  of  Queens; 


261-40- A. 

APPLICANT— Jack  Z.  Cohen,  for  Salvatore  Caiandra, 

owner.  .  .  ,  ,  .  , 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 167  Delancey  place,  east  side, 
213  ft.  north  of  Morris  Park  avenue  (Block  No. 
4056,  Lot  No.  7),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Larry  Meltzer. 

For  Administration:  M.  Harris,  Department  oi 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn  without  argu¬ 
ment. 

THE  VOTE  TO  WITHDRAW—  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  ^ 


818-39-A. 

APPLICANT— Reynolds  Metals  Company  (lessee),  for 
Carrie  Giacobbe,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 14-16  30th  drive,  south  side, 
200  ft.  east  of  14th  street  (Block  No.  534,  Lot  No. 
35),  Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appeal  dismissed  for  lack  of  prose¬ 
cution. 

THE  VOTE  TO  DISMISS—  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  . 

THE  RESOLUTION— 

(818-39-A) 

Whereas,  Reynolds  Metals  Company  (lessee),  for  Cairie 
Giacobbe,  owner,  filed  June  19,  1939,  an  appeal  from  an 
order  and  a  decision  of  the  fire  commissioner ;  premises  14- 
lb  30th  drive,  south  side,  200  ft.  east  of  14th  street  (Block 
No.  534,  Lot  No.  35),  Long  Island  City,  Borough  of 
Queens;  and 

Whereas,  the  applicant  failed  to  complete  the  papers  in 
the  subject  case  although  duly  notified  to  do  so,  and  at  the 
hearing  there  was  no  appearance  on  behalf  of  the  applicant. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


353-40-A. 

APPLICANT — John  Hertlein,  owner  (D.  &  S.  Grant  Five 
and  Ten  Cents  Store,  lessee). 

SUBJECT— Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 28-32  Steinway  street,  west 
side,  400  ft.  north  of  30th  avenue  (Block  No.  662, 


CM  ill  .  -  t 

Whereas,  the  applicant  failed  to  complete  the  papers  m 
the  subject  case  although  duly  notified  to  do  so,  and  at  the 
hearing  there  was  no  appearance  on  behalf  of  the  applicant. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


371-40- A. 

APPLICANT— Arnold  W.  Lederer,  for  Rose  and  Guiseppe 
Valentino,  owners. 

SUBJECT— Appeal  from  a  decision  of  the  borough  superin¬ 
tendent  of  buildings. 

PREMISES  AFFECTED— 2323  West  street,  east  side,  200 
ft.  south  of  Avenue  W  (Block  No.  7176,  Lot  No. 
68),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Appeal  dismissed  for  lack  of  prose¬ 


cution. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn 
Negative  . 

THE  RESOLUTION— 

(37 1-40- A) 


4 

0 


Whereas,  Arnold  W.  Lederer,  for  Rose  and  Guiseppe 
Valentino,  owners,  filed  April  10,  1940,  an  appeal  from  a 
decision  of  the  borough  superintendent  of  buildings ;  prem¬ 
ises  2323  West  street,  east  side,  200  ft.  south  of  Avenue  W 
(Block  No.  7176,  Lot  No.  68),  Borough  of  Brooklyn;  and 
Whereas,  the  applicant  failed  to  complete  the  papers  in 
the  subject  case  although  duly  notified  to  do  so,  and  at  the 
hearing  there  was  no  appearance  on  behalf  of  the  applicant. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


516-40- A. 

APPLICANT — Louis  Chaiken  and  Sons  (lessees),  for 
Thomas  Zilinskas,  owner. 

SUB TECT— Appeal  from  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED— 267  Kent  avenue  and  29  South 
First  street,  northeast  corner  (Block  No.  2390,  Lot 
No.  1).  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appeal  dismissed  for  lack  of  prose¬ 
cution. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  0 

THE  RESOLUTION— 

(516-40-A) 

Whereas,  Louis  Chaiken  and  Sons  (lessees),  for  Thomas 

Zilinskas,  owner,  filed  May  15,  1940,  an  appeal  from  an  order 

of  the  fire  commissioner;  premises  267  Kent  avenue  and  29 


r 


5 


| 


j 
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South  First  street,  northeast  corner  (Block  No.  2390.  Lot 
No.  1),  Borough  of  Brooklyn;  and 
\\  hereas,  the  applicant  failed  to  complete  the  papers  in 
the  subject  case  although  duly  notified  to  do  so,  and  at  the 
hearing  there  was  no  appearance  on  behalf  of  the  applicant. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


599-40- A. 

APPLICANT  Edgar  F.  Stoeckel,  for  Elmer  E.  Bennett, 
ir<>  Memorial  Association,  owner. 

SLBJECI  Appeal  from  a  decision  of  the  borough  super- 
intendent  of  buildings. 

PREMISES  AhhECTED — 574  Ridgewood  avenue,  south¬ 
west  corner  of  Grant  avenue  (Block  No.  4135,  Lot 

. . No.  36),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

AC  1  ION  OF  BOARD — Appeal  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  q 

THE  RESOLUTION— 

(599-40- A) 

\\  hereas,  Edgar  F.  Stoeckel,  for  Elmer  E.  Bennett,  Jr.. 
Memorial  Association,  owner,  filed  June  4,  1940,  an  appeal 
from  a  decision  of  the  borough  superintendent  of  buildings; 
premises  574  Ridgewood  avenue,  southwest  corner  of  Grant 
avenue  (Block  No.  4135,  Lot  No.  36),  Borough  of  Brook¬ 
lyn  ;  and 

\\  hereas,  the  applicant  failed  to  complete  the  papers  in 
the  subject  case  although  duly  notified  to  do  so,  and  at  the 
hearing  there  was  no  appearance  on  behalf  of  the  applicant. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


209-40-A. 

APPLICANT— Sheppard  Glucroft,  for  Benar  Holding  Cor¬ 
poration,  owner. 

SLBJECI  Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 92-17  to  92-19  Union  Hall 
street,  east  side.  1/5  ft.  south  of  Jamaica  avenue 
(Block  No.  10102,  part  of  Lot  No.  74),  Jamaica, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Sheppard  Glucroft. 

For  Administration:  Chief  Inspector  Larkin,  Fire 
Department. 

ACTION  Oh  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

Negative  .  0 

THE  RESOLUTION— 

(209-40-A) 

Whereas,  Sheppard  Glucroft,  for  Benar  Holding  Cor¬ 
poration,  owner,  filed  February  26,  1940,  an  appeal  from  an 
order  of  the  fire  commissioner;  premises  92-17  to  92-19 
,£!on  HJ?!1  street,  east  side,  175  ft.  south  of  Jamaica  avenue 
(  Block  No.  10102,  part  of  Lot  No.  74),  Jamaica  Borough 
of  Queens;  and 

411Vt^EAS'  t^le  orc*er  °f  the  fire  commissioner,  Order  No. 
4142-LF,  dated  February  6,  1940,  reads: 

2.  Install  an  approved  wet  automatic  sprinkler  sys¬ 
tem  in  cellar  having  at  least  one  source  of  water  supply, 
arranged  and  equipped  as  per  Article  16,  Chapter  26, 
Administrative  Code.  C19.161.0,  Admin.  Code.” 

and 

Whereas,  the  building  is  one  story  (IS  ft.)  in  height,  55 


it.  by  100  ft.  in  area;  of  Class  3  construction;  located  in  a 
business  use  C  area  district;  erected  in  1925,  and  occupied- 
cellar,  storage;  first  story,  stores;  and 
-Whereas,  the  applicant  contends  that  the  order  applies  to 
i  .,on  Hall  street,  occupied  for  the  storage  of  mer¬ 

chandise  in  the  basement  in  conjunction  with  the  department 
store  located  at  92-17  Union  Hall  street,  running  through  to 
Jamaica  avenue;  that  the  merchandise  store  does  not  include 
any  hazardous  materials;  that  adequate  aisles  are  main¬ 
tained;  that  no  stock  is  kept  within  18  in.  of  the  ceiling; 
that  the  order  is  placed  due  to  lack  of  access  for  the  Fire 
Department  to  the  basement  portion  of  the  building;  that 
there  is  an  existing  sidewalk  stairway  on  Union  Hall  street; 
that  it  is  proposed  to  install  an  additional  stairway  from  a 
flush-type  door  in  the  floor  of  the  open  arcade  which  will 
give  access  to  the  rear  portion  of  the  store. 

^iat  ^le  orc*er  the  fire  commissioner,  Order 
No  4142-LF,  Objection  No.  2,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  there  shall  be  installed  throughout  the  cellar  a  sprinkler 
system  complying  with  the  requirements  of  the  Building 
Lode  therefor,  except  that  the  sprinkler  system  may  be  one 
source,  with  heads  pendant,  connected  from  the  street  water 
supply  of  this  building  or  adjoining  building  under  the  same 
control,  provided  such  source  is  not  less  than  V/2  in  in 
diameter. 


263-40-A. 

APPLICANT— James  A.  Boyle,  for  George  S.  Thain,  In¬ 
corporated,  owner. 

SL  EJECT— Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 537  Court  street  and  20-26 
Garnet  street,  southeast  corner  (Block  No  479 

APPEARANCES-'  B°rOUgh  °£  Br°0klyn- 
For  Applicant:  James  A.  Boyle. 

For  Administration:  Chief  Inspector  Larkin,  Fire 
Department. 

ACTION  OF  BOARD — Appeal  granted  on  condition 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Gunn  4 
Negative  .  q 

THE  RESOLUTION— 

(263-40-A) 

Whereas,  James  A.  Boyle,  for  George  S.  Thain,  Incor¬ 
porated  owner,  filed  March  8,  1940,  an  appeal  from  an  order 
and  a  decision  of  the  fire  commissioner;  premises  537  Court 
?7rnee*  anl-°i6,  Garnet  street,  southeast  corner  (Block  No. 
vu  0t  ^°‘  10)’  Borough  of  Brooklyn;  and 

hereas,  the  order  of  the  fire  commissioner,  Order  No. 
3421-LF,  dated  October  30.  1939,  reads: 

“2.  Provide  a  separate  and  distinct  system  of  Auto¬ 
matic  Sprinklers  throughout  building  having  at  least  one 
source  °f  water  supply  arranged  and  equipped  as  pro- 
and  V'ded  in  ArtlC  e  6’  Ghapter  26,  Administrative  Code.” 

Whereas,  said  order  was  referred  to  in  a  decision  of  the 
fire  commissioner,  dated  February  21,  1940;  and 
Whereas  the  building  is  three  stories  (33  ft.)  in  height, 
-1  ft.  6  in.  by  80  ft.  in  area  at  first  story  and  21  ft  6  in 
by  50  ft  in  area  at  typical  floor;  of  Class  3  construction ,: 
erected  about  1870;  located  in  an  unrestricted  use  district 
and  occupied:  cellar,  ordinary  use;  first  story,  pawn  shop 
4  persons ;  second  story,  pawn  shop  storage;  no  persons  • 
third  story,  pawn  shop,  no  persons ;  and 
Whereas,  the  applicant  contends  that  the  building  has 
been  occupied  by  one  tenant  for  thirty-four  years ;  that  in 
lieu  of  compliance  with  the  order,  the  present  stair  will  be 
removed  on  all  floors ;  that  a  new  3  ft.  wide  stairway  will  be 
erected  from  grade  to  top  floor,  and  exit  direct  to  Garnet 
street;  that  the  proposed  stair  will  be  provided  with  fire 
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partitions  with  fireproof  self-closing  doors  to  stair  ha11’ 
that  it  is  also  proposed  to  erect  a  regulation  fire  escape  on 
the  Court  street  front  of  the  building;  and 

Whereas,  the  premises  were  inspected  by  a  committee  f 

^Resohed  that  the  order  of  the  fire  commissioner,  Order 
No  3421 -LF,  Objection  No.  2,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  building  shall  be  improved  by  the  installation  of  a 
stairway,  fire  escape  and  other  items  as  shown  on  applica¬ 
tion  filed  with  the  borough  superintendent  of  buildings,  N  . 
>838-40-  that  such  portable  fire-fighting  appliances  shal 
installed  throughout  the  building  as  the  fire 
shall  direct,  and  granted  only  so  long  as  the  building 
cupied  as  proposed;  that  such  alterations  shall  be  complete 
within  six  (6)  months  from  the  date  of  this  resolutl°"  j.  *  a* 
in  all  other  respects  the  use  and  occupancy  of  the  budding 
shall  comply  with  all  laws,  rules  and  regulations  applicable 

thereto. 


333-40-A. 

APPLICANT — Harry  E.  O’Donnell,  for  Park  of  Edge- 
water,  Incorporated,  owner  (Colette  and  Edgar 

Maloney,  lessees) . 

SUBJECT _ Appeal  from  a  decision  of  the  borough  super¬ 

intendent  of  buildings. 

PREMISES  AFFECTED  147  Second  avenue  northwes 
corner  of  Center  street  (Block  No.  5516,  part  ot 
Lot  No.  1),  Borough  of  The  Bronx  (under  section 
35,  General  City  Law— re  Bed  of  Mapped  Street). 

APPEARANCES— 

For  Applicant :  Harry  E.  O  Donnell. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . •••••••• - :  *  V  *  ‘  ’ 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

THE  RESOLUTION— 

(333-40-A) 

Whereas,  Harry  E.  O  Donnell,  for  Park  of  Edgewatei, 
Incorporated,  owner,  filed  April  2,  1940,  an  application  for 
permission  to  erect  a  building  in  the  bed  of  a  mapped  street 
(Shore  drive)  ;  premises  147  Second  avenue,  northwest  cor¬ 
ner  of  Center  street  (Block  No.  5516.  part  of  Lot  No.  1), 

Borough  of  The  Bronx  *,  and  .  .  ,  , 

Whereas,  due  notice  of  a  public  hearing  to  be  held  pui- 
suant  to  section  35  of  the  General  City  Law  was  published 
in  the  Bulletin  of  the  Board,  supplemented  by  publication 
in  the  New  York  Times  on  June  17,  June  24  and  July  1, 

19 Whereas,  the  decision  of  the  borough  supermtendent  of 
buildings,  on  Alt.  Applic.  128-40,  dated  March  4,  19  , 
reads • 

“3.  Building  in  the  bed  of  a  proposed  City ^  street  is 
contrary  to  Sec.  35  of  the  General  City  Law. 

^Whereas,  the  proposed  building  will  be  one  story  (20 
ft.)  in  height,  18.2  ft.  by  46.2  ft.  in  area;  of  frame  construc¬ 
tion  ;  located  in  an  unrestricted  use  C  area  district ;  erecte 
in  the  bed  of  Shore  drive  24.61  ft.  west  of  Longstreet  ave- 

U\ V he R e a s ,  this  Board  was  advised  by  the  Commissioner  of 
Borough  Works  of  the  Bronx  on  June  24,  1940  that  no 
move  has  been  made  by  the  city  or  local  taxpayers  to  initiate 
a  proceeding  to  acquire  title  to  Shore  drive,  and  that  the 
Department  of  Borough  Works  cannot  object  to  the  pro¬ 
posed  improvement;  and  .  . 

Whereas,  this  application  requests  permission  to  place  a 
concrete  foundation  under  an  existing  frame  building  erected 
in  1923  so  as  to  adapt  same  for  year-round  occupancy  as  a 
one-family  dwelling;  and 

Whereas,  the  applicant  contends  that  the  owner  has 
owned  these  premises  for  twenty-five  years;  that  the  owner 
has  mapped  same  according  to  a  design  into  small  individual 


plots  which  have  been  leased  to  over  six  hundred  families , 
that  bungalow  dwellings  have  been  erected  on  these  plots , 
hat  the  budding  is  owned  by  the  lessee;  that  it  is  proposed 
to  convert  the  present  bungalow  into  a  year-round  dwelling 
by  raising  the  house,  constructing  foundation  walls,  lnsta  . 
ino-  a  heating  plant,  and  rearranging  interior  partitions, 
that  if  the  owner  is  prevented  from  using  or  renting  the 
Und  affected  for  building  purposes  it  would  create  a  serious 
hardship  and  prevent  a  fair  return  on  the  property  that  the 
proposed  street  has  been  on  the  map  for  thirty Je! irs  a 
no  proceedings  have  been  initiated  or  contemplated  to  ac¬ 
quire  title  thereto;  that  section  35  of  the  General  City  Law 
is  unconstitutional  in  that  it  unlawfully  deprives  the  owner 
of  the  use  of  his  property  without  due  process  of  law  and 
without  just  compensation  therefor  in  violation  of  sections 
6  and  7  if  article  1  of  the  Constitution  of  the  State  of  New 
York  and  section  1  of  the  Fourteenth  Amendment  to  the 

Constitution  of  the  United  States,  .  «  . 

Resolved,  that  the  decision  of  the  borough  sdPenntendei 
nf  buildings  acting  on  Alt.  Application  No.  128-41),  Objec 
tion  No.  3, ’be  and  it  hereby  is  affirmed  and  the  appeal  be 
and  it  hereby  is  denied. 


444-40-A.  , 

APPLICANT— Howard  Chapman,  for  Long  Island  College 

Hospital,  owner.  . 

SUBJECT _ Appeal  from  decisions  of  the  borough  supeun- 

tendent  of  buildings.  c  ,, 

PREMISES  AFFECTED — 149  Congress  street  359-363 
Henry  street,  120-122  Amity  street,  HS-l-l  Amity 
street  and  125-127  Amity  street  (Block  No.  296, 
Lot  Nos.  46.  4,  5,  6,  10  and  11,  and  Block  No.  291, 
Lot  Nos.  1,  50,  51,  52,  47  and  48),  Borough  of 

Brooklyn. 

appearances— 

For  Applicant:  Howard  Chapman. 

For  Administration:  Dewey  Rothkrug,  Department 
of  Housing  and  Buildings.  . 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

'p  pj  pp  y  Q  _ . 

Affirmative:  Chairman  Murdock,  Commissioners 

Savage  and  Blum  and  Assistant  Chief  Gunn  4 
Negative  . 

THE  RESOLUTION- 

(444-40-A) 

Whereas,  Howard  Chapman,  for  Long  Island  College 
Hospital  owner,  filed  April  25.  1940,  an  appeal  from  deci¬ 
sions  of  the  borough  superintendent  of  buildings ,  premises 
149  Congress  street,  north  side,  90  ft.  east  of  Henry  street 
(Block  No.  296,  Lot  No.  246).  359-362 i  Henry ^  street,  east 
side,  50  ft.  south  of  Amity  street  (Block  No.  296,  Lot  Nos. 
4,  5  and  6),  120-122  Amity  street,  s°uthside,90  ft.  eastof 
Henry  street  (Block  No.  296,  Lot  Nos.  10  and  11),  115-121 
Amity  street,  northeast  corner  of  Henry  street  (Block  No. 
291,  Lot  Nos.  1,  50,  51  and  52),  125-127  Amity  street  north 
side,  82  ft.  10  in.  east  of  Henry  street  (Block  No.  -91.  Lot 
Nos’.  47  and  48),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent  ot 
buildings,  on  Alt.  Applic.  No.  6192-38  affi ecting  premises 
363  Henry  street,  dated  November  9,  1939,  reads. 

“1  '  As  occupancy  is  being  changed  to  one  on  whicn 
Art  7,  ‘Means  of  Egress’,  of  the  Building  Code  becomes 
operative,  the  exits  are  inadequate  in  the  following  re- 

'TaT'  Stairways  to  be  3'  0"  wide,  sec.  6.4.1.2  (b)  1. 

(b)  Doorways  to  be  3'  0"  wide,  sec.  6.2.1  (a). 

(c)  Passageway  to  be  3'  0"  wide,  sec.  6.3.2. 

(d)  Stairs  to  be  constructed  of  iron,  sec.  6.4.1. /.I. 

(e)  Stairway  to  be  enclosed  in  approved  2-hour  hre 
resistive  partitions,  and  doors  in  enclosures  to  be  ft 
hour  fireproof,  self-closing,  sec.  6.4. 1.8.1. 

(f)  Stairway  to  extend  to  roof,  sec.  6.4.1.11. 

2.  Cellar  ceiling  to  be  fire-retarded  and  cellar  stairs 

to  be  fireproof  enclosed.” 
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and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Amendment  No.  6195-38  to  Permit  No.  1018- 
58,  affecting  premises  149  Congress  street,  dated  November 
9,  1939,  reads : 

“1-  As  occupancy  is  being  changed  to  one  on  which 
Art.  7,  Means  of  Egress’,  of  the  Building  Code  becomes 
operative,  the  exits  are  inadequate  in  the  following  re¬ 
spects  : 

(a)  Stairways  to  be  3'  0"  wide,  sec.  6.4.I.2.  (b)  1. 

(b)  Doorways  to  be  3'  0"  wide,  sec.  6.2.1.  (a). 

(c)  Passageway  to  be  3'  0"  wide,  sec.  6.3.2. 

(d)  Stairway  to  be  enclosed  in  approved  2-hour  fire 
resistive  partitions,  and  doors  in  enclosures  to  be  Y 
hour  fireproof,  self-closing,  sec.  6.4. 1.8.1. 

(e)  Stairway  to  extend  to  roof,  sec.  6.4.1.11. 

—  Cellar  ceiling  to  be  fire-retarded  and  cellar  stairs 
to  be  fireproof  enclosed.” 
and 

VV  hekeas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Amendment  No.  6196-38  to  Permit  No.  591-35, 
affecting  premises  122  Amity  street,  dated  November  9' 
19oy,  reads: 

^  As  occuPailcy  is  being  changed  to  one  on  which 
Art.  /,  Means  of  Egress’,  of  the  Building  Code  becomes 
operative,  the  exits  are  inadequate  in  the  following  re¬ 
spects  : 

(a)  Stairways  to  be  3'  0"  wide,  sec.  6.4.I.2.  (b)  1. 

(b)  Doorways  to  be  3'  0"  wide,  sec.  6.2.1.  (a). 

(c)  Passageway  to  be  3'  0"  wide,  sec.  6.3.2. 

(d)  Stairway  to  be  enclosed  in  approved  1-hour  fire 
resistive  partitions,  and  doors  in  enclosures  to  be  Y 
hour  fireproof,  self-closing,  sec.  6.4. 1.8.1. 

(e)  Stairway  to  extend  to  roof,  sec.  6.4.1.11. 

2.  Cellar  enclosure  to  be  fire-retarded  and  cellar 
stairs  to  be  fireproof  enclosed.” 
and 

VV  hereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Alt.  Applic.  No.  6191-38,  affecting  premises 
120  Amity  street,  dated  November  9,  1939,  reads: 

“1-  As  occupancy  is  being  changed  to  one  on  which 
Art.  /,  Means  of  Egress',  of  the  Building  Code  becomes 
operative,  the  exits  are  inadequate  in  the  following  re¬ 
spects  : 

(a)  Stairways  to  be  3'  0"  wide,  sec.  6.4.I.2.  (b)  1. 

(b)  Doorways  to  be  3'  0"  wide,  sec.  6.2.1.  (a). 

(c)  Passageway  to  be  3'  0"  wide,  sec.  6.3.2. 

(d)  Stairs  to  be  constructed  of  iron,  sec.  6.4. 1.7.1. 

(e)  Stairway  to  be  enclosed  in  approved  2-hour  fire 
resistive  partitions,  and  doors  in  enclosures  to  be  Y 
hour  fireproof,  self-closing,  sec.  6.4.1.11. 

2.  Cellar  ceiling  to  be  fire-retarded  and  cellar  stairs 
to  be  fireproof  enclosed.” 
and 

\\  hereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Applic.  No.  6194-38,  affecting  premises  359- 
561  Henry  street,  dated  November  9,  1939,  reads: 

^  As  occupancy  is  being  changed  to  one  on  which 
Art.  7,  Means  of  Egress’,  of  the  Building  Code  becomes 
operative,  the  exits  are  inadequate  in  the  following  re¬ 
spects  : 

(a)  Stairways  to  be  3'  0"  wide,  sec.  6.4.I.2.  (b)  1. 

(b)  Doorways  to  be  3'  0"  wide,  sec.  6.2.1.  (a). 

(c)  Passageway  to  be  3'  0"  wide,  sec.  6.3.2. 

(d)  Stairs  to  be  constructed  of  iron,  sec.  6.4. 1.7.1. 
resistive  partitions,  and  doors  in  enclosures  to  be  Y 
hour  fireproof,  self-closing,  sec.  6.4. 1.8.1. 

(f)  Stairway  to  extend  to  roof,  sec.  6.4.1.11. 

2.  Cellar  ceiling  to  be  fire-retarded  and  cellar  stairs 
to  be  fireproof  enclosed.” 
and 

VV  hereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Amendment  No.  6197-38  to  Permit  No.  13667- 


.16,  affecting  premises  115-121  Amity  street,  dated  Novem 
ber  9,  1939,  reads: 

“l-  As  occupancy  is  being  changed  to  one  on  which 
Art.  7,  Means  of  Egress’,  of  the  Building  Code  becomes 
operative,  the  exits  are  inadequate  in  the  following  re¬ 
spects  : 

(a)  Stairways  to  be  3'  0"  wide,  sec.  6.4. 1.2.  (b)  1. 

(b)  Doorways  to  be  3'  0"  wide,  sec.  6.2.1.  (a). 

(c)  Passageway  to  be  3'  0"  wide,  sec.  6.3.2. 

(d)  Stairway  to  be  enclosed  in  approved  1-hour  fire 
resistive  partitions,  and  doors  in  enclosures  to  be  Y 
hour  fireproof,  self-closing,  sec.  6.4. 1.8.1. 

(e)  Stairway  to  extend  to  roof,  sec.  6.4.1.11. 

2.  Cellar  enclosure  to  be  fire-retarded  and  cellar 
stairs  to  be  fireproof  enclosed.” 

and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Amendment  No.  6199-38  to  Permit  No.  6997- 
38,  affecting  premises  125-127  Henry  street,  dated  Novem¬ 
ber  9,  1939.  reads: 

“1.  As  occupancy  is  being  changed  to  one  on  which 
Art.  7,  ‘Means  of  Egress’,  of  the  Building  Code  becomes 
operative,  the  exits  are  inadequate  in  the  following  re¬ 
spects  : 

(a)  Stairways  to  be  3'  0"  wide,  sec.  6.4.I.2.  (b)  1. 

(b)  Doorways  to  be  3'  0"  wide,  sec.  6.2.1.  (a). 

(c)  Passageway  to  be  3'  0"  wide,  sec.  6.3.2. 

(d)  Stairway  to  be  enclosed  in  approved  1-hour  fire 
resistive  partitions,  and  doors  in  enclosures  to  be  Y 
hour  fireproof,  self-closing,  sec.  6.4.I.8.I. 

(e)  Stairway  to  extend  to  roof,  sec.  6.4.1.11. 

2.  Cellar  enclosure  to  be  fire-retarded  and  cellar 
stairs  to  be  fireproof  enclosed.” 
and 

Whereas,  the  buildings  in  question  are  three  and  four 
stories  in  height ;  of  Class  3  construction ;  occupied  through¬ 
out  as  quarters  for  nurses  and  hospital  employees  ;  and 
Whereas,  the  applicant  contends,  as  to  Applic.  Nos.  6192, 
6195  and  6196-38,  affecting  premises  363  Henry  street,  149 
Congress  street  and  122  Amity  street,  as  to  Objection  No.  1, 
that  the  occupancies  are,  not  now  being  changed,  but  were 
changed  from  seven  to  sixteen  years  ago,  and  were  so  con¬ 
sidered  by  the  Department  on  December  1,  1936;  that  there 
has  been  much  confusion  in  this  matter  since  the  permits 
for  alterations  were  issued;  that  this  uncertainty  was  taken 
into  consideration  by  the  committee  as  stated  in  Bulletin  of 
October  11,  1988,  page  1240;  that  the  applicant  considers 
the  buildings  “Residences”  (3.1.2.b)  ;  that  as  to  (a),  the 
width  of  the  main  stairs  varies  from  2  ft.  11  in.  to  over  3 
ft. ;  that  there  are  not  over  twelve  occupants  above  the  first 
story  in  any  of  these  buildings;  that  as  to  (b),  the  doors 
from  the  rooms  are  2  ft.  8  in.  wide;  that  as  to  (c),  the 
passageways  are  over  3  ft.  wide ;  that  the  total  width  of  the 
stau  halls  above  the  first  story  are  /  ft.  1  lj/j  in.  maximum 
and  6  ft.  7  in.  minimum;  that  as  to  (d),  the  stairways  are 
not  enclosed  in  one-hour  fire-resistive  partitions  and  the 
doors  are  not  fireproof;  that  as  to  (e),  stairs  lead  to  ad¬ 
joining  roofs  owned  by  the  hospital,  in  1 22  Amity  street  and 
363  Henry  street;  that  new  stairs  and  a  bulkhead  are  pro¬ 
posed  for  149  Congress  street;  that  in  lieu  of  fire-resistive 
material  on  partitions  and  doors,  fire  escapes  have  been  in¬ 
stalled  on  the  rear  of  each  building,  and  all  occupants  will 
have  access  to  them  without  passing  through  the  main  stair 
halls ;  that  the  installation  of  these  fire  escapes  was  approved 
by  the  then  commissioner  before  any  alterations  were  made ; 
that  as  to  Objection  No.  2,  the  applicant  contends  that  in 
the  basements  the  enclosures  around  the  stairs  are  not  one- 
hour  fire-resistive ;  that  the  cellars  are  never  in  use,  and  the 
heating  and  hot  water  service  are  supplied  from  the  power 
house;  that  it  ts  requested  that  the  objections  be  canceled; 
that  a  certificate  of  occupancy  be  issued  on  122  Amity  street 
and  363  Henry  street  without  further  change,  and  that  only 
adequate  exits  to  roof  and  proper  access  to  fire  escape  be  re¬ 
quired  in  149  Congress  street ;  and 
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Whereas,  the  applicant  contends,  as  to  Application  Nos. 
6191  and  6194-38,  affecting  premises  120  Amity  street  and 
359-361  Henry  street,  as  to  Objection  No.  1,  that  the  occu¬ 
pancies  are  not  now  being  changed  and  have  not  been 
changed  for  twenty-four  and  thirty-one  years;  that  when 
erected  they  were  called  ^Tenements  ;  that  the  Depaitment 
once  considered  the  buildings  “Multiple  Dwellings’ ,  but  now 
they  are  classified  as  “Residences”  (3.1.2.b)  ;  that  as  to  (a), 
the  stairs  are  3  ft.  wide;  that  as  to  (b),  the  doors  aie  ~  it. 

8  in  wide;  that  as  to  (c),  the  passageways  are  3  ft.  and 
over  in  width;  that  as  to  (d),  the  stairs  are  constructed  of 
wood;  that  as  to  (e),  the  stairs  are  not  enclosed  in  two-hour 
fire-resistive  material  and  the  doors  are  not  fireproof ;  that 
as  to  (f),  the  stairways  extend  to  metal-covered  bulkheads 
on  the  roofs  ;  that  in  lieu  of  the  fire-resistive  material  and 
self-closing  doors,  fire  escapes  are  now  on  the  rear  of  the 
building ;  that  it  is  proposed  to  install  some  doors  in  the 
halls  and  iron  balconies  so  as  to  permit  the  occupants  in  the 
front  to  have  access  from  the  buildings  to  adjoining  build¬ 
ings  without  entering  the  main  stair  halls ;  that  as  to  Ob¬ 
jection  No.  2,  the  applicant  contends  that  there  are  no  boilers 
in  the  cellars  as  the  heating  and  hot  water  service  are  sup- 
plied  from  the  power  house ;  that  the  ceilings  are  covered 
with  sub-standard  material ;  that  in  the  basement  of  359 
Henry  street  it  is  proposed  to  repair  a  fire  door  and  install 
sprinklers  as  some  furniture  is  stored  there ;  that  such  hazard 
does  not  exist  in  the  other  basements;  that  it  is  requested 
that  these  objections  be  canceled  and  that  permission  be 
granted  to  install  the  proposed  doors,  balconies  and  sprink¬ 
lers  so  that  a  certificate  of  occupancy  can  be  issued;  and 
Whereas,  the  applicant  contends,  as  to  Apphc.  Nos.  61 9/ 
and  6199,  affecting  premises  115-121  and  125-127  Amity 
street  as  to  Objection  No.  1,  that  the  occupancies  are  not 
now  being  changed,  but  were  changed  from  ten  to  nineteen 
years  ago,  and  were  so  considered  by  the  Department  on 
December’ 1  1936;  that  there  has  been  much  confusion  in 
this  matter  since  the  permit  for  alterations  was  issued  and 
the  work  completed;  that  this  uncertainty  was  taken  into 
consideration  by  the  committee  as  stated  in  Bulletin  of  Octo¬ 
ber  11,  1938,  page  1240;  that  the  applicant  considers  the 
buildings  “Residences”  (3.1.2.b)  ;  that  as  to  (a),  the  width 
of  the  stairways  in  these  buildings  is  over  2  ft.  7  in. ,  that 
there  are  not"  more  than  eight  occupants  above  the  first 
story  in  any  building;  that  as  to  (b),  the  doors  from  the 
rooms',  to  the  halls  are  2  ft.  6  in.  wide ;  that  as  to  (c)  ,  the 
passageways  are  about  2  ft.  10  in.  wide,  the  width  of  the 
halls," including  the  stairs,  being  6  ft.  5  in.;  that  as  to  (d), 
the  stairways  are  not  enclosed  in  one-hour  fire-resistive 
partitions  and  the  doors  are  not  fireproof;  that  as  to  (e), 
iron  stairs  of  the  engine  room  type  have  been  installed,  ex- 
tending  from  the  top  story  to  metal-covered  bulkheads  on 
the  roofs;  that  the  adjoining  roofs  are  on  the  same  level; 
that  in  lieu  of  fire-resistive  material  on  partiitons  and  doors, 
iron  balconies  have  been  installed  on  all  floors  above  the 
first;  that  each  occupant  may,  without  entering  the  stair 
hail,’  pass  around  a  party  wall  to  an  adjoining  building 
owned  by  the  hospital ;  that  the  installation  of  these  bal¬ 
conies  in  place  of  fire-resistive  material  was  approved  by  the 
then  commissioner,  who  visited  the  building  with  the  appli¬ 
cant  before  any  alterations  were  made;  that  as  to  Objection 
No  2  the  applicant  contends  that  in  the  basement  the  en¬ 
closures  around  stairs,  including  doors,  have  been  covered 
with  metal  on  one  side ;  that  this  covering  is  not  one-hour 
fire-resistive;  that  the,  cellars  are  never  in  use  as  the  heating 
and  hot  water  service  are  supplied  from  the  power  house ; 
that  it  is  requested  that  all  the  objections  be  canceled  and 
that  a  certificate  of  occupancy  be  issued. 

Resolved,  that  the  decisions  of  the  borough  superintendent 
of  building's  acting  on  Alt.  Applic.  Nos.  691  -3o,  69~-oo, 
694-38  695-38  (Permit  No.  1018-38),  6196-38  (Permit  No. 
591-35),  6197-38  (Permit  No.  13667-36),  6199-38  (Permit 
No  6997-36),  as  to  Objection  Nos.  1  and  2,  be  and  they 
hereby  are  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  ceilings  in  all  cellars  and  base¬ 
ments  shall  be  fire-retarded  by  removing  present  lath, 


plasterboard  and  plaster  and  substituting  wire  lath  and 
cement  plaster ;  that  in  all  cellars  all  unused  heating  equip¬ 
ment,  wooden  air  ducts,  wooden  partitions  and  shelving  and 
all  rubbish  shall  be  removed;  that  in  all  cellars  and  base¬ 
ments  unused  shafts.  Hues  and  pipe  chases  shall  be  sealed 
with  approved  masonry,  including  windows  opening  uPon 
interior  enclosed  courts  where  same  are  not  re4}lired  lor 
legal  ventilation;  that  in  the  basement  of  No,  361  Henry 
street  the  partitions  and  floors  forming  former  janitor  s 
apartment  shall  be  entirely  removed  and  the  floor  cemented ; 
that  interior  stairs  to  cellars  and  basements  shall  be  made 
safe  and  enclosed  in  fire-retarded  partitions  with  fireproof 
self-closing  doors  not  less  than  28  in.  in  width,  approved  tor 
three-quarter-hour  fire  rating ;  that  exterior  exit  stairways 
shall  be  constructed  of  incombustible  materials ;  that  exterioi 
exit  doors  shall  be  arranged  so  as  to  be  readily  openable 
from  the  inside ;  that  all  gratings  over  all  windows  shall  be 
removed  or  made  readily  openable  from  the  inside,  that 
openings  in  masonry  walls  between  buildings  shall  either  be 
bricked  up  or  protected  with  fire-resistive  self-closing  hol¬ 
low  metal  doors  approved  for  one  and  one-half-hour  pro¬ 
tection  or  more,  or  labeled  “Underwriter  s'  fire  doors  on 
each  side  of  the  openings ;  that  illuminating  gas  piping  shall 
be  discontinued  throughout  the  buildings  except  in  rooms 
marked  “Tea  Room”  in  No.  120  Amity  street,  No.  11/  Amity 
street  and  No.  361  Henry  street;  that  general  heating  and 
supply  of  hot  water  shall  be  piped  to  the  buildings  from  the 
main  hospital  buildings;  that  electric  irons  and  other  electric 
equipment  shall  be  restricted  to  rooms  marked  Laundry 
and  such  equipment  shall  comply  with  the  requirements  of 
the  Electrical  Code  of  the  City  of  New  York;  that  any 
basement  or  cellar  used  or  proposed  to  be  used  for  furniture 
storage,  such  as  proposed  for  the  basement  of  359  Henry 
street,  shall  be  protected  with  a  sprinkler  system  complying 
with  the  requirements  of  the  Building  Code  as  to  size  of 
piping  and  spacing  of  heads,  but  which  mav  be  one-sorirce 
and  connected  to  the  street  water  supply  of  the  building, 
provided  such  supply  is  not  less  than  1/4  in.;  that  the  street 
Siamese  may  be  omitted ;  that  the  interior  fire  alarm  system 
shall  be  continued  and  extended  to  cover  all  buildings ;  that 
all  exits  shall  be  prominently  identified  by  painted  direc¬ 
tional  signs  with  red  letters  reading  Fire  Exit  that  such 
fire  alarm  systems  shall  be  so  arranged  as  to  ring  a  gong 
in  the  main  office  at  110  Amity  street  and  so  coded  or  ar¬ 
ranged  as  to  identify  the  building  from  which  the  alarm  is 
sent";  that  all  buildings  shall  be  under  the  supervision  of  the 
attendants  in  the  main  office  at  110  Amity  stieet,  and  watch¬ 
men’s  service  shall  be  maintained  with  stations  in  all  build¬ 
ings  during  all  hours  of  the  day  and  night;  that  in  such 
office  a  non-coin  telephone  service  shall  be  available  at  all 
times,  with  sign  giving  telephone  numbers  of  fire  and  police 
headquarters,  and  also  indicating  location  of  nearest  street 
fire  alarm  box ;  that  in  addition,  all  proposed  alterations  de¬ 
signed  to  improve  exit  conditions,  as  indicated  on  plans 
showing  all  floors  of'  all  buildings  covered  by  this  appeal 
and  marked  “Received  April  25,  1940”,  shall  be  carried  out. 
including  maintenance  of  exit  facilities,  as  shown,  through 
building  at  110  Amity  street;  that  such  portable  fire-fighting 
appliances  shall  be  installed  throughout  the  buildings  as  the 
fire  commissioner  shall  direct;  that  upon  completion  of  the 
requirements  a  certificate  of  occupancy  shall  refer  to  the  re¬ 
quirements  of  this  resolution  and  shall  remain  in  effect  only 
until  such  time  as  the  buildings  are  under  the  ownership  and 
control  of  the  Long  Island  College  Hospital  for  housing 
members  of  its  staff  and  that  the  occupancy  per  room  shall 
not  exceed  that  noted  on  such  plans. 


493-40- A.  •  f  r>  w 

APPLICANT — Lauritz  Lauritzen,  for  the  Very  Rev.  Msgr. 

J.  Jerome  Leddy,  Director  of  Catholic  Charities, 

owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 101-103  Greene  avenue,  north- 
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cast  corner  of  Vanderbilt  avenue  (Block  No.  1943, 
Lot  Nos.  43  and  44),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Lauritz  Lauritzen. 

For  Administration:  Dewey  Rothkrug,  Department 
of  Housing  and  Buildings. 

ACT  ION  Ob'  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  0 

THE  RESOLUTION— 

(493-40- A) 

Whereas,  Lauritz  Lauritzen,  for  Roman  Catholic  Diocese, 
Brooklyn,  filed  May  8,  1940,  an  appeal  from  a  decision  of  the 
borough  superintendent  of  buildings;  premises  101-103 
Greene  avenue,  northeast  corner  of  Vanderbilt  avenue 
(Block  No.  1943,  Lot  Nos.  43  and  44),  Borough  of  Brook¬ 
lyn  ;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Alt.  Application  No.  1960-1940,  dated  May  2 
1940,  reads: 

“1.  Proposition  to  convert  three-story  basement  and 
attic  brick  residence  building  to  public  use  as  a  home 
for  the  blind,  is  contrary  to  4.2.1  of  Code.” 

and 

Whereas,  the  building  is  three  stories,  basement  and 
attic  (40  ft.)  in  height,  40  ft.  by  43  ft.  2  in.  in  area;  of  Class 
3  construction;  erected  in  1908;  located  in  residence  use  B 
area  district,  and  occupied :  cellar,  storage  and  boiler-room ; 
basement,  laundry,  maid’s  room  and  office ;  first  story,  office 
and  chapel ;  second  story,  bedrooms ;  third  story,  bedrooms ; 
attic,  storage ;  and 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
use  the  premises  as  a  home  for  blind  women  in  conjunction 
with  the  adjoining  premises,  No.  105-107  Greene  avenue, 
which  was  acted  on  by  the  Board  under  Cal.  No.  482-38-A  ; 
that  the  additional  space  will  avoid  congestion  of  the  build¬ 
ings  already  occupied  for  this  purpose ;  that  it  is  also  pro¬ 
posed  to  fire-retard  the  entire  cellar  ceiling  and  to  install 
one-hour  test  self-closing  doors  at  all  openings  to  public 
halls ;  to  install  a  bulkhead  from  the  top  story  to  the  roof ; 
to  install  a  sprinkler  system  in  all  public  halls  and  to  install 
any  necessary  fire  appliances ;  that  the  communicating  open¬ 
ings  between  buildings  on  the  several  floors  are  connected 
with  one-hour  doors. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  acting  on  Alt.  Applic.  No.  1960-40,  Objection 
No.  1,  be  and  it  hereby  is  modified  and  that  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  revised  plans 
marked  ‘‘Received  June  28,  1940”,  and  showing  proposed 
alterations  as  to  stairs,  fire  escapes,  sprinklers  and  other 
protection  shall  be  carried  out  not  only  as  regards  the  build¬ 
ings  under  appeal  at  101-103  Greene  avenue  but  also  as  to 
adjoining  buildings  used  in  conjunction  therewith  at  No. 
105-107  Greene  avenue;  that  such  portable  fire-fighting 
equipment  shall  be  installed  as  the  fire  commissioner  shall 
direct;  that  the  person  in  charge  of  the  institution  shall  give 
periodical  instructions  to  all  inmates  as  to  means  and  loca¬ 
tion  of  exits;  that  runners  of  rubber  or  other  material  shall 
be  installed  on  the  bedroom  floors  on  all  upper  floors,  front 
to  rear,  so  as  to  guide  the  inmates  as  to  the  location  of 
exits;  that  there  shall  be  maintained  throughout  the  build¬ 
ing  a  watchman’s  call  system  maintained  throughout  all 
hours  of  day  and  night ;  that  a  non-coin  telephone  shall  be 
accessible  at  all  times  with  a  sign  over  same,  giving  the  tele¬ 
phone  numbers  of  fire  and  police  headquarters  and  the  loca¬ 
tion  of  the  nearest  fire  alarm  box;  that  an  attendant  shall 
be  maintained  in  each  building  at  all  hours  of  the  night ; 
that  in  all  respects  other  than  as  modified  herein  the  build¬ 
ing  and  occupancy  shall  comply  with  all  legal  requirements; 
(hat  this  modification  shall  continue  only  so  long  as  the 
tour  buildings  are  used  as  herein  proposed. 


577-40-A. 

APPLICANT — Zora  Realty  Corporation,  owner. 

SL  BJ  EC  I  —Appeal  from  a  decision — re  a  violation  of  the 
acting  borough  superintendent  of  buildings. 
PREMISES  AFF ECTED — 721-723  Seventh  avenue  and 
169  West  48th  street,  northeast  corner  (Block  No. 
.  1001,  Lot  No.  1),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  James  A.  Byrne. 

For  Administration:  Fred  Dahlem,  Department  of 
Housing  and  Buildings. 

AC  I  ION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Gunn  4 
Negative  .  Q 

THE  RESOLUTION— 

(577-40-A) 

Whereas,  Zora  Realty  Corporation,  owner,  filed  May  27, 
1940,  an  appeal  from  an  order  of  the  borough  superintendent 
of  buildings;  premises  721-723  Seventh  avenue  and  169  West 
48th  street,  northeast  corner  (Block  No.  1001,  Lot  No.  1), 
Borough  of  Manhattan ;  and 

Whereas,  Violation  Order  No.  6054-39,  dated  December 
26,  1939,  reads: 

“You  will  please  take  notice  that  there  exists  a  vio¬ 
lation  of  Section  6.1.6  of  the  Building  Code  and  C26- 
277.0  Administrative  Code  at  the  premises  hereinafter 
described  in  that 

of  obstructing  free  passage  to  the  fire  tower  the  2nd 
means  of  exit,  on  the  12th,  11th,  10th,  8th,  3rd  and  2nd 
floors. 

You  are  hereby  directed  to  provide  clear  passages  at 
least  3  ft.  wide  and  unobstructed  to  the  fire  tower  on  the 
12th,  11th,  10th,  8th,  3rd  and  2nd  floors.” 

and 

Whereas,  said  order  was  referred  to  in  a  decision  of  the 
borough  superintendent  of  buildings,  dated  May  24,  1940; 
and 

Whereas,  the  building  is  twelve  stories  (150  ft.)  in 
height,  50.4  ft.  by  66.8  ft.  in  area ;  of  Class  1  construction ; 
equipped  with  a  sprinkler  system  and  standpipe  system ; 
erected  in  1920;  located  in  a  retail  use  B  area  district,  and 
occupied :  cellar,  kitchen,  5  persons ;  first  story,  restaurant, 
20  persons;  third  story,  offices  and  film  laboratory,  10  per¬ 
sons  ;  fourth  story,  film  laboratory,  10  persons ;  fifth  story, 
film  exporters,  6  persons;  sixth  story,  offices,  15  persons; 
seventh  story,  salesroom,  5  persons ;  eighth  story,  offices  and 
film  vault,  3  persons ;  ninth  story,  offices,  10  persons ;  tenth 
story,  offices,  9  persons;  eleventh  story,  offices,  11  persons; 
twelfth  story,  motion  picture  studio,  10  persons;  penthouse, 
camera  supplies  and  film  vault,  7  persons ;  and 
W hereas,  the  applicant  contends  that,  as  to  the  order  re¬ 
quiring  clear  passage  be  provided  at  least  3  ft.  in  width  on 
the  second,  third,  eighth,  tenth,  eleventh  and  twelfth  stories, 
the  exit  to  the  fire  door  on  each  of  these1  floors  is  enclosed 
in  a  room,  so  that  access  to  such  exit  is  had  by  passing 
through  such  room ;  that  these  conditions  existed  for  a 
number  of  years  and  no  violation  was  issued ;  that  the  doors, 
which  it  is  claimed  obstruct  the  passageway  from  the  main 
hall  to  the  fire  door,  are  kept  open  during  the  business  hours, 
thus  providing  substantial  compliance  with  the  code;  that 
the  offices  are  narrow,  and  to  use  3  ft.  of  such  space  to  pro¬ 
vide  a  corridor  to  the  fire  door  would  reduce  the  width  of 
each  room  to  less  than  7  ft. ;  that  the  eighth  story  is  now 
vacant ;  that  a  hallway  will  be  constructed  on  the  eighth 
story  from  the  main  hall  to  the  fire  tower  exit ;  that  on  the 
twelfth  story  the  door  in  the  partitions  separating  the  fire 
tower  exit  from  the  balance  of  the  floor  has  been  removed ; 
that  if  the  Board  deems  it  to  be  necessary,  on  the  second, 
third,  tenth  and  eleventh  stories,  where  the  doors  now  re¬ 
main,  the  applicant  will  remove  the  doors,  replace  the  red 
light  over  each  door  in  the  hallway  and  provide  exit  signs. 
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Resolved ,  that  the  decision  of  the  borough  superintendent 
of  buildings,  as  to  Violation  Order  No.  6054-39,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted'  on  condition  that  there  shall  be  immediately  con¬ 
structed  a  clear  passageway,  at  least  3  ft.  in  width,  unob¬ 
structed  to  the  fire  tower  on  all  stories,  except  the  tenth, 
eleventh  and  twelfth;  that  such  passageway _  shall  be  con- 
sructed  on  the  tenth  and  eleventh  stories  within  one  year 
from  the  date  of  this  resolution,  and  on  the  twelfth  story 
within  two  and  one-half  years  from  said  date,  provided  that 
on  the  tenth,  eleventh  and  twelfth  stories  a  free  passageway 
through  existing  tenants’  space  shall  meanwhile  be  available 
at  all  times  to  all  occupants  on  those  stories,  and  all  open¬ 
ings  in  such  passageway  through  such  tenants’  space  to  hre 
tower  shall  have  no  doors  and  shall  be  kept  clear  during 
working  hours  ;  that  in  all  other  respects  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto. 


58 1-40- A. 

APPLICANT— Isidore  Klein,  for  Peter  Dziekanowski, 
owner. 

SUBJECT— Appeal  from  a  decision— re  an  order  of  the  hre 
commissioner. 

PREMISES  AFFECTED— 315  West  137th  street,  north 
side,  200  ft.  west  of  Alexander  avenue  (Block  No. 
2313.  Lot  No.  31).  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Isidore  Klein. 

For  Administration:  Inspector  Meyer,  Fire  De¬ 


partment.  - 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  0 

THE  RESOLUTION— 

(581 -40- A) 

Whereas,  Isidore  Klein,  for  Peter  Dziekanowski,  ownei , 
filed  May  28,  1940,  an  appeal  from  a  decision— re  an  order 
of  the  fire  commissioner;  premises  315  East  137th  street, 
north  side,  200  ft.  west  of  Alexander  avenue  (Block  No. 
2313,  Lot  No.  31),  Borough  of  The  Bronx;  and 

Whereas,  the  order  of  the  fire  commissioner,  Order  No. 
20940-LC,  dated  February  15,  1940,  reads: 

“1.  Provide  an  automatic  fire  extinguishing  system, 
for  instance  an  automatic  sprinkling  system.  Section 
C19-14.90-C-4,  Article  26,  Administrative  Code.” 

and 

Whereas,  said  order  was  repeated  in  a  decision  of  the 
fire  commissioner,  dated  May  22,  1940;  and 
Whereas,  the  building  is  three  stories  (40  ft.)  in  heigh  i, 
25  ft.  by  100  ft.  in  area;  of  non-fireproof  construction;  lo¬ 
cated  in  a  residence  use  D  area  district;  erected  in  1916,  and 
occupied:  cellar,  boiler;  first  story,  manufacturing  and  five- 
car  garage,  3  persons ;  second  story,  storage  of  cotton  goods, 

1  person ;  third  story,  manufacturing,  4  persons ;  and 

Whereas,  the  appellant  contends  that  in  the  second  story 
loft  the  business  of  storing  baled  cotton  goods,  is  conducted, 
which  cotton  goods  are  purchased  by  automobile  dealers  for 
the  purpose  of  cleaning  automobile  bodies ;  that  the  building 
is  but  40  ft.  in  height,  does  not  adjoin,  nor  is  it  near  any 
occupied  tenement  house;  that  there  are  no  office  or  factory 
buildings  on  the  same  block ;  that  the  owner  of  the  building 
is  engaged  in  the  soda  water  business  on  the  sti  eet  level 
floor  and  personally  superintends  the  building  in  every  detail 
throughout  the  day;  that  since  1936,  when  the  owner  ac¬ 
quired  the  building,  he  has  expended  over  $8,000  on  its  im¬ 
provement,  substantially  more  than  double  the  purchase 
price  •  that  at  no  time  are  there  more  than  eight  persons  m 
the  building ;  that  there  is  a  dry  sprinkler  system  provided. 

Resolved ,  that  the  order  of  the  fire  commissioner,  Order 
No  20940-LC,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the  re¬ 


quirements  of  the  resolution  adopted  by  the  Board  on  July 
12,  1938,  under  Cal.  No.  484-38-A,  reading  as  follows,  shall 
be  complied  with : 

“granted  on  condition  that  the  certificate  of  occupancy 
shall  be  obtained  from  the  borough  superintendent  of 
buildings,  permitting  this  building  to  be  used  for  factory 
purposes ;  that  on  the  second  story  affected  by  this 
order  the  amount  of  loose  material  shall  at  no  time  ex¬ 
ceed  500  pounds,  and  that  the  balance  of  the  material 
shall  either  be  baled  or  in  heavy  burlap  bags ;  that  such 
portable  fire-fighting  appliances  shall  be  installed  as  the 
commissioner  shall  direct;  that  all  other  items  of  this 
order  shall  be  complied  with;  that  the  building  in  all 
other  respects  shall  comply  with  all  laws,  rules  and 
regulations  applicable  thereto,  and  that  the  amount  of 
space  used  shall  not  contravene  the  requirements  of  the 
building  zone  resolution  for  a  business  use  district, 
that  in  addition  to  the  above  requirements,  the  storage  of 
cotton  goods,  either  loose,  in  bags,  or  baled,  shall  be  limited 
to  the  second  story;  that  a  permit  shall  be  issued  by  the 
fire  commissioner,  under  which  a  legal  certificate  of  occu¬ 
pancy  shall  be  issued  by  the  borough  superintendent  of 
buildings. 


665-40-A. 

APPLICANT— Staten  Island  Wiping  Material  Company, 
for  Estate  of  Thomas  Barrett,  owner. 

SUBJECT— Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 500  Broome  street,  northeast 
corner  of  West  Broadway  (Block  No.  487,  Lot  No. 
7)  ;  (second,  third  and  fourth  stories),  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  Thomas  Cresatelli. 

For  Administration:  Inspector  Meyer,  Fire  De¬ 
partment. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  Chairman  Murdock  and  Commis¬ 
sioner  Blum  . 

Negative:  Commissioner  Savage  and  Deputy 
Chief  Gunn  .  - 

THE  RESOLUTION— 

(665-40-A) 

Whereas,  Staten  Island  Wiping  Material  Company,  for 
Estate  of  Thomas  Barrett,  owner,  filed  June  19,  1940,  an 
appeal  from  an  order  of  the  fire  commissioner ;  premises  500 
Broome  street,  northeast  corner  of  West  Broadway  (Block 
No.  487,  Lot  No.  7)  ;  (second,  third  and  fourth  stories), 
Borough  of  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  Order  No. 
22047-LC,  dated  May  20,  1940,  reads : 

“Before  a  permit  may  be  issued  for  combustible  fibre, 
the  following  must  be  done: 

1.  Provide  a  fixed  fire  extinguishing  system  or  other 
means  for  the  extinguishment  of  fire  satisfactory  to  the 
Fire  Commissioner.  Sec.  C19-149.0-C-4,  Art.  26,  Ad¬ 
ministrative  Code.” 

and 

Whereas,  the  building  is  five  stories  in  height,  20  ft.  by 
75  ft.  5  in.  in  area ;  of  brick  construction ;  located  in  an 
unrestricted  use  B  area  district,  and  occupied :  cellar,  vacant ; 
first  story,  store  and  express  transfer ;  second  story,  storage 
of  cotton  goods,  2  persons ;  third  story,  storage  of  cotton 
goods  no  persons;  fourth  story,  storage  of  cotton  goods, 
no  persons ;  fifth  story,  storage  of  wool  clips ;  and 
Whereas,  the  appellant  contends  that  it  handles  new  cot¬ 
ton  goods  and  washed  and  sterilized  wiping  cloths ;  that  this 
material  is  kept  piled  loose  in  an  orderly  manner  and  baled 
only  when  ready  for  shipment ;  that  this  material  is  no  more 
hazardous  than  any  average  dry  goods  store. 

Resolved,  that  the  order  of  the  fire  commissioner,  Order 
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No.  22047-LC,  be  and  it  hereby  is  affirmed  and  that  the  ap¬ 
peal  be  and  it  hereby  is  denied. 


676-40- A. 

APPLICANT — Perry  Coke  Smith,  for  East  River  Houses 
Associated  Architects,  for  New  York  City  Housing 
Authority,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent  of  buildings. 

PREMISES  AFFECTED — Blocks  bounded  by  East  102nd 
street.  First  avenue,  East  River  drive  and  East 
105th  street  (Block  Nos.  1696,  1697  and  1698), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  J.  T.  Reilly  and  C.  W.  Schwsising. 
For  Administration :  Fred  Dahlem,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

Negative  .  0 

THE  RESOLUTION— 

(676-40-A) 

Whereas,  Perry  Coke  Smith,  for  East  River  Houses 
Associated  Architects,  for  New  York  City  Housing  Author¬ 
ity,  owner,  filed  June  21,  1940,,  an  appeal  from  a  decision  of 
the  acting  borough  superintendent  of  buildings ;  premises 
blocks  bounded  by  East  102nd  street,  First  avenue,  East 
River  drive  and  East  105th  street  (Block  Nos.  1696,  1697 
and  1698),  Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  acting  borough  superin¬ 
tendent  of  buildings,  on  N.B.  Application  No.  1-40,  dated 
June  17,  1940,  reads: 

“A-35 — One-hour  test  door  and  a  hopper  door  must 
be  provided  at  incinerator  openings.” 

and 

Whereas,  it  is  proposed  to  erect  upon  the  premises  in 
question,  located  in  a  residence  and  unrestricted  use  A  area 
district,  twenty-nine  Class  A  multiple  dwellings,  nine,  ten 
and  eleven  stories  in  height;  and 

W  hereas,  the  applicant  contends  that  the  incinerators  are 
of  a  non-fuel  fired  type  and  therefore  not  subject  to  the 
same  degree  of  heat  or  fire  hazard  as  fuel  oil  fired  incin¬ 
erators  ;  that  incinerator  openings  will  be  provided  with 
self-closing  hopper  doors  and  frames  having  a  one-hour  fire 
test  rating  and  therefore  unnecessary  to  add  any  further 
protection ;  that  in  accordance  with  the  code,  any  hopper 
service  door  placed  a  foot  or  more  off  the  required  lines  of 
egress  travel  would  be  acceptable  without  the  use  of  a  pro¬ 
tective  door ;  that  this  could  not,  therefore,  be  construed  to 
give  any  more  protection  to  the  egress  enclosure  in  which 
most  incinerator  openings  are  located ;  that  in  buildings 
where  such  protective  doors  have  been  installed,  said  doors 
have  not  only  been  a  continual  nuisance  to  the  tenants  by 
interfering  with  the  convenient  operation  of  the  hopper  door 
but  also  have  been  the  cause  of  people  spilling  refuse,  thereby 
creating  an  unsanitary  condition ;  that  people’s  clothes  be¬ 
come  soiled  every  time  they  use  the  incinerator  as  they  must 
lean  against  the  protective  door  to  hold  it  open ;  that  in 
general  this  additional  door  is  very  impractical ;  that  most 
buildings  heretofore  using  this  protective  door  have  been  of 
non-fireproof  construction,  whereas  all  these  buildings  will 
be  Class  1  fireproof  structures ;  that  the  buildings  in  ques¬ 
tion  are  all  provided  with  enclosed  fire  stairs  which  are 
isolated  from  incinerators ;  that  the  buildings  are  also  pro¬ 
vided  with  standpipe  systems. 

Resolved,  that  the  decision  of  the  acting  borough  superin¬ 
tendent  of  buildings,  as  to  N.B.  Applic.  No.  1-40,  Objection 
A-35,  be  and  it  hereby  is  modified  and  that  the  appeal  be  and 
it  hereby  is  granted  on  condition  that  the  proposed  inciner¬ 
ator  assembly  shall  be  of  a  type  as  approved  by  the  Board 
as  meeting  the  requirements  for  a  one-hour  rating. 


677-40-A. 

APPLICANT — Estates  Construction  Corporation,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 73-03,  73-07  and  73-11  186th 
street,  southeast  corner  of  73rd  avenue  (Block  No. 
7174,  Lot  No.  1),  Flushing,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Henry  S.  Salomon. 

For  Administration :  Inspector  O’Donohue,  Depart¬ 
ment  of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Gunn  4 
Negative  .  0 

THE  RESOLUTION— 

(677-40-A) 

Whereas,  Estates  Construction  Corporation,  owner,  filed 
June  21,  1940,  an  appeal  from  a  decision  of  the  borough 
superintendent  of  buildings;  premises  73-03,  73-07  and  73-11 
186th  street,  southeast  corner  of  73rd  avenue  (Block  No. 
7174,  Lot  No.  1),  Flushing,  Borough  of  Queens;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  N.B.  Applications  4005,  4006  and  4007-40, 
dated  June  17,  1940,  reads: 

“1.  The  erection  of  a  frame  building  within  the  fire 
limits  is  contrary  to  Section  4.1.2  of  the  Building  Code." 

and 

Whereas,  the  premises  consist  of  a  plot  fronting  100.18 
ft.  on  73rd  avenue  and  123.58  ft.  on  186th  street;  located 
in  a  business  and  residence  use  D  area  district;  it  is  proposed 
to  subdivide  the  plot  into  three  separate  lots  and  erect  on 
each  lot  a  one  and  one-half  story  frame  one-family  dwelling, 
25  ft.  in  height,  27  ft.  by  42  ft.  in  area,  and  a  private 
garage ;  the  dwellings  and  garages  will  be  brick  veneered  to 
the  plate  line,  will  have  frame  gables  and  will  be  surfaced 
with  slate  on  the  roofs ;  the  dwellings  will  be  set  back  from 
186th  street  for  a  distance  of  20  ft.  and  will  be  provided 
with  9  ft.  wide  side  yards  on  the  south  and  4  ft.  wide  side 
yards  on  the  north,  into  which  side  yards  chimney  breasts 
will  project;  all  garages  will  be  located  1  ft.  from  interior 
lot  lines ;  the  building  on  the  corner  lot  will  have  a  5  ft. 
side  yard  on  the  north  and  will  be  set  back  a  distance  of 
12  ft.  6  in.  from  73rd  avenue,  into  which  setback  the  chimney 
breast  will  project;  and 

Whereas,  applicant  contends  that  the  area  is  rural  in 
character  and  under  restrictions  now  on  record,  which  were 
placed  at  the  request  of  the  Federal  Housing  Administra¬ 
tion  ;  that  the  land  upon  which  the  buildings  are  to  be 
erected  is  restricted  to  one-family  dwellings ;  that  the  use 
of  the  street  for  business  purposes  is  impracticable  inasmuch 
as  there  are  sufficient  business  streets  in  the  neighborhood 
to  serve  any  residential  area;  that  to  leave  the  spot  unbuilt 
upon  would  constitute  a  detriment  and  eyesore  to  the  neigh¬ 
borhood  for  many  years  to  come,  for  the  plot  may  never 
have  any  commercial  value. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  acting  on  N.B.  Applic.  Nos.  4005,  4006  and 
4007-40,  be  and  it  hereby  is  modified  and  that  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  the  buildings 
shall  be  located  and  constructed  as  proposed  and  shall  in  all 
other  respects  comply  with  the  requirements  of  the  building 
code  for  residential  buildings  erected  outside  the  fire  limits. 


678-40-A. 

APPLICANT — Estates  Construction  Corporation,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 73-04  and  73-10  186th  street, 
southwest  corner  of  73rd  avenue  (Block  No.  7173, 
Lot  No.  1),  Flushing,  Borough  of  Queens. 
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APPEARANCES— 

For  Applicant:  Henry  S.  Salomon. 

For  Administration :  Inspector  O’Donohue,  Depart¬ 
ment  of  Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 


THE  VOTE—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Gunn 

Negative  . 

THE  RESOLUTION— 

(678-40-A) 


4 

0 


Whereas,  Estates  Construction  Corporation,  owner,  filed 
June  21.  1940,  an  appeal  from  a  decision  of  the  borough 
superintendent  of  buildings;  premises  73-04  and  73-10  186th 
street,  southwest  corner  of  73rd  avenue  (Block  No.  /1/3, 
Lot  No.  1),  Flushing,  Borough  of  Queens;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  N.B.  Application  Nos.  4009  and  4010,  dated 
June  17,  1940,  reads: 

“1.  The  erection  of  a  frame  building  within  the  fire 
limits  is  contrary  to  Section  4.1.2  of  the  Building  Code.. 


and 

Whereas,  the  premises  consist  of  a  plot  fronting  101.71 
ft.  on  73rd  avenue  and  100  ft.  on  186th  street;  located  in  a 
business  use  D  area  district ;  it  is  proposed  to  subdivide  the 
plot  into  two  lots  and  erect  on  each  lot  a  one  and  one-half 
story  frame  one-family  dwelling,  25  ft.  in  height  and  27  ft. 
bv  42  ft.  in  area,  and  a  private  garage ;  the  dwellings  will  be 
surfaced  on  the  exterior  with  4  in.  of  brick  veneer  up  to  the 
plate  line,  will  have  frame  gables,  and  the  roofs  will  be  sur¬ 
faced  with  natural  slate;  the  dwellings  will  be  set  back  from 
186th  street  for  a  distance  of  20  ft.;  the  corner  building  will 
have  a  7  ft.  side  yard  on  the  south  and  will  be  set  back  23 
ft.  from  73rd  avenue,  into  which  setback  a  chimney  breast 
will  project  for  a  distance  of  3  ft.;  the  building  known  as 
73-10  186th  street  will  have  a  9  ft.  wide  side  yard  on  the 
north  and  one  4  ft.  wide  on  the  south,  into  which  latter  yard 
a  chimney  breast  will  project  for  a  distance  of  2  ft.;  both 
garages  will  be  located  1  ft.  from  interior  lot  lines ;  and 

Whereas,  the  applicant  contends  that  the  area  is  rural  in 
character  and  under  restrictions  now  on  record,  which  were 
placed  at  the  request  of  the  Federal  Housing  Administra¬ 
tion  ;  that  the  land  upon  which  the  buildings  are  to  be  erected 
is  restricted  to  one-family  dwellings ;  that  the  use  of  the 
street  for  business  purposes  is  impracticable  inasmuch  as 
there  are  sufficient  business  streets  in  the  neighborhood  to 
serve  any  residential  area ;  that  to  leave  the  spot  unbuilt 
upon  would  constitute  a  detriment  and  eyesore  to  the  neigh¬ 
borhood  for  many  years  to  come,  for  the  plot  may  never 
have  any  commercial  value. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  acting  on  N.B.  Applic.  Nos.  4009  and  4010-40, 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  buildings  shall  be 
located  and  constructed  as  proposed  and  shall  in  all  other 
respects  comply  with  the  requirements  of  the  building  code 
for  residential  buildings  erected  outside  the  fire  limits.. 


1184-39-A. 

APPLICANT— Slee  and  Bryson,  for  Ridgelawn  Homes,  In¬ 
corporated,  owner. 

SUBJECT — Application  reopened  June  11,  1940,  on  a  new 
proposal — re  Appeal  from  decisions  of  the  borough 
superintendent  of  buildings. 

PREMISES  AFFECTED — 1-15  Jackson  court,  west  side, 
100  ft.  north  of  101st  street  (Block  No.  6138,  part 
of  Lot  Nos.  31  and  42),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  C.  E.  Blomberg. 

For  Administration:  Dewey  Rothkrug,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 


THE  VOTE—  .  ,  ,  _  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Gunn  4 

Negative  . 

THE  RESOLUTION— 

(1184-39-A) 

Whereas,  Slee  and  Bryson,  for  Ridgelawn  Homes,  In¬ 
corporated,  owner,  filed  September  27,  1939,  an  appeal  from 
decisions  of  the  acting  borough  superintendent  of  buildings ; 
premises  1-15  Jackson  court,  east  side,  70  ft.  north  of  101st 
street,  and  2-12  Jackson  court,  west  side,  100  ft.  north  of 
101st  street  (Block  No.  6138,  part  of  Lot  Nos.  31  and  42), 
Borough  of  Brooklyn,  pursuant  to  section  36  of  the  General 
City  Law,  relating  to  the  erection  of  buildings  fronting  on  a 
street  which  is  not  on  the  city  map ;  and 

Whereas  the  decision  of  the  acting  borough  superin¬ 
tendent  of  buildings,  on  N.B.  Application  No.  2179-39  re¬ 
lating  to  No.  1  Jackson  court,  dated  September  18,  1 93A 

reads : 

“1.  Building  may  not  be  erected,  fronting  only  on 
proposed  private  street,  unless  street  layout  is  appiovtd 
and  placed  on  city  plan.  Section  36,  General  City  Law. 
Application  is  hereby  denied.” 

and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  N.B.  Application  Nos.  2850  to  2861  -39,  inclu¬ 
sive,  relating  to  2-12  and  3-15  Jackson  court,  dated  October 
27,  1939,  reads : 

“1.  Buildings  may  not  be  erected,  fronting  only  on 
proposed  private  street,  unless  street  layout  is  approved 
and  placed  on  city  map.  Section  36,  General  City  Law. 
and 

Whereas,  the  premises  consist  of  a  plot  fronting  130  ft. 
on  the  east  side  of  Jackson  court,  with  a  depth  of  70  ft., 
upon  which  it  is  proposed  to  erect  seven  (7)  Class  3  one- 
family  dwellings,  and  a  plot  fronting  on  the  west  side  of 
Jackson  court,  100  ft.  by  77  ft.  6  in-,  and  _  82  ft.  6  in.  in 
depth,  upon  which  it  is  proposed  to  erect  six  (6)  Class  3 
one-family  dwellings,  located  in  a  residence  C  area  district ; 
and 

Whereas,  the  applicant  contends  that  the  premises  m 
question  is  part  of  a  larger  plot  fronting  211  ft.  on  101st 
street  and  200  ft.  on  Fort  Hamilton  parkway ;  that  the  south¬ 
east  portion  of  the  property  has  been  developed  with  similar 
buildings  as  those  proposed ;  that  the  proposed  street  will  be 
50  ft.  wide ;  that  although  the  entire  property  forms  a  corner 
lot,  it  is  of  excessive  depth  and)  irregular  in  shape,  so  that 
in  order  to  plan  a  practical  number  of  one-family  dwellings 
insuring  income  and  tax  value,  it  is  necessary  to  build  the 
proposed  private  street  into  the  property  for  access  to  the 
two  (2)  inner  groups  of  buildings  and  to  limit  the  width  of 
the  proposed  private  street  to  40  ft.;  that  the  cost  of  con¬ 
structing  Jackson  court  and  installing  the  necessary  utilities 
therein  will  be  borne  entirely  by  the  owner  of  the  premises 

in  question ;  and  _  ...  ... 

W  hereas,  after  due  notice  by  publication  in  the  Bulletin 
of  the  Board,  as  required  by  section  36  of  the  General  City 
Law,  supplemented  by  publication  of  notice  in  the  Brooklyn 
Daily  Eagle  once  in  "each  week  for  three  successive  weeks, 
commencing  on  the  13th  day  of  November,  1939,  the  Board 
of  Standards  and  Appeals  on  November  28,  1939,  held  a 
public  hearing  on  this  application,  and  at  said  hearing  the 
matter  was  adjourned  to  December  12,  1939,  to  permit  ap¬ 
plicant  to  confer  with  the  City  Planning  Commission ;  and 

Whereas,  on  December  12,  1939,  the  matter  was  ad¬ 
journed  to  December  19,  1939,  to  permit  an  inspection  of  the 
site  by  a  committee  of  the  Board ;  and 

Whereas,  on  December  19,  1939,  the  application  was  dis¬ 
missed  by  the  Board  as  not  being  properly  before  the  Board 
in  that  it  was  the  opinion  of  the  Board  that  a  subdivision 
plan  should  be  filed  with  the  City  Planning  Commission; 

and  . 

Whereas,  an  application  made  to  the  Board  of  Estimate 
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was  referred  to  the  City  Planning  Commission  on  February 
29.  1940;  and 

Whereas,  on  April  17,  1940  (Cal.  16),  the  City  Planning 
Commission  fixed  May  8,  1940,  as  the  date  for  hearing,  and 
on  May  8,  1940  (Cal.  43),  the  hearing  was  closed  by  the 
City  Planning  Commission ;  and 

Whereas,  on  May  15,  1940,  the  City  Planning  Commis¬ 
sion  reported  to  the  Board  of  Estiinate,  recommending  dis¬ 
approval  of  the  proposed  map  changes,  providing  for  the 
construction  of  the  private  street  in  question  with  a  roadway 
width  of  30  ft.  and  sidewalk  on  each  side  of  10  ft. ;  and 

Whereas,  on  June  3,  1940,  the  applicant  requested  re¬ 
opening  for  reconsideration  of  the  application  by  the  Board 
of  Standards  and  Appeals,  and  said  application  for  reopen¬ 
ing  to  reconsider  came  before  the  Board  June  11,  1940,  at 
which  time  the  application  was  reopened  and  adjourned  to 
July  2,  1940.  to  permit  three  publications  in  the  Bulletin  of 
the  Board  and  in  the  Brooklyn  Daily  Eagle;  and 

Whereas,  as  part  of  said  application  to  reopen,  the  ap¬ 
plicant  submitted  new  plans  indicating  proposed  street  width 
of  50  ft.  in  lieu  of  40  ft.  as  previously  proposed,  with  a  road¬ 
way  of  30  ft.  in  width  and  two  10  ft.  sidewalks. 

Resolved ,  that  the  decisions  of  the  borough  superintendent 
of  buildings,  acting  on  N.B.  Applic.  Nos.  2179-39  and  2850- 
2861-39,  inclusive,  Objection  No.  1,  be  and  it  hereby  is 
modified,  under  the  power  given  to  the  Board  under  section 
36  of  the  General  City  Law,  and  that  the  appeal  be  and  it 
hereby  is  grouted,  to  permit  the  private  street  to  be  con¬ 
structed  as  proposed  with  a  total  width  of  50  ft.,  on  condition 
that  the  sidewalks  are  constructed  8  ft.  in  width  each  and 
the  roadway  34  ft.  in  width ;  that  in  all  other  respects  the  re¬ 
quirements  of  the  building  zone  resolution  and  all  other  laws, 
rules  and  regulations  applicable  to  the  building  and  occu¬ 
pancy  shall  be  complied  with. 


5 16-37- A. 

APPLICANT — Lama  and  Proskauer,  for  Bessie  Reibel, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time — re  Appeal  from  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 3227  Mermaid  avenue,  north¬ 
east  corner  of  West  33rd  street  (Block  No.  7007, 
Lot  No.  50),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

ACTION  OF  BOARD — Appeal  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

Negative  .  0 

THE  RESOLUTION— 

(516-37-A) 

Whereas,  Lama  and  Proskauer,  for  Bessie  Reibel,  owner, 
filed  October  28,  1937,  an  appeal  from  a  decision  of  the  fire 
commissioner ;  premises  3227  Mermaid  avenue,  northeast 
corner  of  West  33rd  street  (Block  No.  7007,  Lot  No.  50), 
Borough  of  Brooklyn;  and 

Whereas,  this  appeal  was  granted  by  the  Board  January 
11.  1938,  on  certain  conditions,  time  extended  and  resolution 
amended  February  6,  1940,  and  applicant  requested  a  further 
extension  of  time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  on  January  11,  1938,  as 
amended  by  resolution  of  the  Board  adopted  February  6, 
1940,  only  so  far  as  it  refers  to  obtaining  permits  and  the 
completion  of  the  work,  so  that  as  amended  this  portion  of 
the  resolution  shall  read : 

“that  all  permits  required  shall  be  obtained  and  all  work 
completed  within  three  (3)  months  from  the  date  of 
this  amended  resolution 


482-38-A. 

APPLICANT — Lauritz  Lauritzen,  for  the  Very  Rev.  Msgr. 
J.  Jerome  Leddy,  Director  of  Catholic  Charities, 
owner. 

SUBJECT — Application  for  reopening — amendment  of  reso¬ 
lution — re  Appeal  from  a  decision  of  the  acting  bor¬ 
ough  superintendent  of  buildings. 

PREMISES  AFFECTED — 105-107  Greene  avenue,  north 
side,  40  ft.  east  of  Vanderbilt  avenue  (Block  No. 
1943,  Lot  Nos.  41  and  42),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Lauritz  Lauritzen. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

Negative  .  0 

THE  RESOLUTION— 

(482-38-A) 

Whereas,  this  appeal  from  a  decision  of  the  acting  bor¬ 
ough  superintendent  of  buildings,  affecting  premises  105-107 
Greene  avenue,  north  side,  40  ft.  east  of  Vanderbilt  avenue 
(Block  No.  1943,  Lot  Nos.  41  and  42),  Borough  of  Brook¬ 
lyn,  was  granted  by  the  Board  June  14,  1938,  on  certain  con¬ 
ditions  ;  and 

Whereas,  the  Board  deemed  that  in  view  of  the  action 
under  Cal.  No.  493-40-A,  additional  requirements  should  be 
imposed  herewith. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  June  14,  1938,  by  adding 
thereto : 

“that  in  addition  to  the  previous  conditions,  such  addi¬ 
tional  requirements  as  set  forth  in  the  resolution  adopted 
by  the  Board  under  Cal.  No.  493-40-A,  as  of  July  2, 
1940,  shall  be  complied  with.” 


673-39-A. 

APPLICANT — Holy  Cross  Society,  Incorporated,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Appeal  from  a  decision  of 
the  fire  commissioner. 

PREMISES  AFFECTED— Barge,  1,500  ft.  offshore,  at 
end  of  Soundview  avenue,  at  Classon  Point,  East 
River,  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Michael  Ciano. 

ACTION  OF  BOARD — Appeal  reopened  and  permit  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

Negative  .  0 

THE  RESOLUTION— 

(673-39-A) 

Whereas,  Holy  Cross  Society,  Incorporated,  by  Giacomo 
Albanese,  president,  applicant,  filed  May  22,  1939.  an  appeal 
from  a  decision  of  the  fire  commissioner ;  premises  Barge, 
1,500  ft.  offshore,  at  end  of  Soundview  avenue,  Classon  Point, 
East  River,  Borough  of  The  Bronx ;  and 

Whereas,  this  appeal  was  granted  by  the  Board  July  18, 
1939,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  the 
permit ;  and 

Whereas,  a  new  decision  has  been  given  by  the  fire  com¬ 
missioner,  dated  June  24.  1940,  as  to  the  proposal  for  display 
of  fireworks  on  August  25  and  26,  1940,  under  the  same 
conditions  as  herein  permitted  by  resolution  of  the  Board. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  July  18,  1939,  so  that 
as  amended  it  shall  read  : 

“ Resolved ,  that  the  decision  of  the  fire  commissioner, 
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dated  June  24,  1940,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted,  to  permit  the 
display  of  fireworks,  restricted  to  the  aerial  type,  to  be 
discharged  from  a  barge  located  approximately  1,500  ft. 
offshore  near  Classon  Point,  substantially  as  indicated 
on  plan  filed  with  this  appeal,  on  condition  that  such 
barge  shall  be  satisfactory  to  the  fire  commissioner  and 
that  the  fireworks  shall  be  discharged  from  a  mortar 
anchored  to  the  deck  of  the  barge,  as  approved  by  the 
fire  commissioner,  and  that  fire  extinguishers  of  such 
size  as  the  fire  commissioner  shall  direct  shall  be  in 
readiness  on  the  barge  at  all  times ;  that  the  discharge 
of  fire  works  shall  be  toward  the  open  water  and  shall 
not  take  place  while  a  barge  or  tanker  containing  oil  or 
gasoline  is  within  a  distance  of  2,000  ft. ;  that  the  dis¬ 
play  shall  be  in  charge  of  a  pyrotechnist  having  a  cer¬ 
tificate  of  fitness  issued  by  the  fire  commissioner;  that 
this  permit  shall  be  restricted  to  two  days  between 
August  21  and  August  26,  1940.” 


VARIATIONS  OF  THE  LABOR  LAW. 

83-40-S. 

APPLICANT — Vadsco  Realty  Corporation,  owner  (Asso¬ 
ciated  Laboratories,  Incorporated,  and  San  Gabriel 
Wine  Company,  lessees). 

SUBJECT — Variation  from  the  requirements  of  the  labor 
law  as  cited  in  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 51-12  21st  street,  northwest 
corner  of  Borden  avenue  (Block  No.  64,  Lot  No. 
28),  Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Edwin  F.  Horner,  David  Kemp  and 
John  Blair. 

For  Administration :  Chief  Inspector  Larkin,  Fire 
Department. 

ACTION  OF  BOARD— Laid  over  to  July  16,  1940,  at  2 
P.M.,  for  inspection  by  a  committee  of  the  Board. 


551-40-S. 

APPLICANT— Jack  Z.  Cohen,  for  Chand  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Variation  from  the  requirements  of  the  labor 
law  as  cited  in  a  decision — -re  an  order  of  the  acting 
borough  superintendent  of  buildings. 

PREMISES  AFFECTED— 3-7  West  22nd  street,  north 
side,  120  ft.  west  of  Fifth  avenue  (Block  No.  824, 
Lot  No.  32),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Larry  Meltzer,  Andrew  Schirr- 
meister  and  Charles  Schirrmeister. 

For  Administration:  Fred  Dahlem,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  withdrawn;  applicant 
to  file  application  with  the  Building  Department. 
THE  VOTE  TO  WITHDRAW— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  0 


754-39-S. 

APPLICANT — Jack  Berkowitz  (lessee),  for  Union  Title 
and  Mortgage  Company  of  New  York,  Incorpora¬ 
ted,  owner. 

SUBJECT — Variation  from  the  requirements  of  the  labor 
law  as  cited  in  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 241-243  West  37th  street, 
north  side,  250  ft.  east  of  Eighth  avenue  (Block 
No.  787,  Lot  No.  20),  Borough  of  Manhattan. 


APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Application  dismissed  for  lack  of 


prosecution. 

THE  VOTE  TO  DISMISS—  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn 
Negative  . 


4 

0 


THE  RESOLUTION— 

(754-39-S) 

Whereas.  Jack  Berkowitz  (lessee),  for  Union  Title  and 
Mortgage  Company  of  New  York,  Incorporated,  owner, 
filed  June  6,  1939,  an  application  for  a  variation  from  the 
requirements  of  the  labor  law  as  cited  in  a  decision  of  the 
borough  superintendent  of  buildings;  premises  241-243  West 
37th  street,  north  side,  250  ft.  east  of  Eighth  avenue  (Block 
No.  787,  Lot  No.  20),  Borough  of  Manhattan;  and 

Whereas,  the  applicant  failed  to  complete  the  papers  in 
the  subject  case  although  duly  notified  to  do  so,  and  at  the 
hearing  there  was  no  appearance  made  on  behalf  of  the 
applicant. 

Resolved,  that  the  application  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


637-40-S. 

APPLICANT— Louis  Goldfish,  for  Estate  of  Peter  A.  H. 

Jackson,  Incorporated,  owner. 

SUBJECT— Variation  from  the  requirements  of  the  labor 
law  as  cited  in  an  order  and  a  decision  of  the  acting- 
borough  superintendent  of  buildings. 

PREMISES  AFFECTED— 154  East  23rd  street,  south 
side,  150  ft.  west  of  Third  avenue  (Block  No.  878, 
Lot  No.  48),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Louis  Goldfish. 

For  Administration:  Fred  Dahlem,  Department  of 
Housing  and  Buildings.  j 

ACTION  OF  BOARD — Application  granted  on  condition.  ■ 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  0 

THE  RESOLUTION— 

(637-40-S) 

Whereas,  Louis  Goldfish,  for  Estate  of  Peter  A.  H. 
lackson,  Incorporated,  owner,  filed  June  13,  1940,  an  appli¬ 
cation  for  a  variation  from  the  requirements  of  the  labor 
law  as  cited  in  an  order  and  a  decision  of  the  acting  borough 
superintendent  of  buildings;  premises  154  East  23rd  street, 
south  side,  150  ft.  west  of  Third  avenue  (Block  No.  878, 
Lot  No.  48),  Borough  of  Manhattan;  and 
Whereas,  Violation  No.  4542,  issued  by  the  acting  bor¬ 
ough  superintendent  of  buildings,  dated  September  20,  1939, 
reads : 

“You  will  please  take  notice  that  there  exists  a  vio¬ 
lation  of  Section  274  of  the  Labor  Law  on  the  said  i 
premises,  in  that 

Safe  and  unobstructed  egress  from  termination  of  i 
rear  fire-escape  is  not  provided  as  required  by  law. 

You  are  hereby  directed  to  provide  safe  and  unob¬ 
structed  egress  from  termination  of  fire-escape  at  these  i 
premises  as  required  by  law.”  i 

and 

Whereas,  said  order  was  re-issued  June  4,  1940,  and  re¬ 
ferred  to  in  decisions  of  the  acting  borough  superintendent 
of  buildings,  dated  December  26,  1939,  and  March  21,  1940, 
reading  respectively : 

“In  answer  to  your  letter  of  December  6th,  1939,  we  . 
wish  to  advise  you  that  our  inspector  reports  rear  fire 
escape  has  been  connected  to  fire  escape  on  adjoining 
building  at  the  2nd  floor  from  which  there  is  a  fireproof 
passageway  to  street. 
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Before  the  violation  will  be  dismissed,  the  following 
objections  must  be  removed: 

1.  File  consent  of  adjoining  owner  to  connect  fire 

escape.  . 

1.  Fireproof  passageway  in  connected  building  must 

be  lighted.” 

‘‘Referring  to  the  above  violation,  also  the  hearing 
held  at  this  office  on  February  28,  1940,  in  regard  to 
same,  please  be  advised  that  before  egress  from  fire- 
escape  at  rear  of  building  is  accepted  as  conforming 
with  the  Labor  Law,  modification  must  be  granted  by 
the  Board  ol  Standards  and  Appeals,  permitting  use  of 
fireproof  passageway  in  No.  152  East  23rd  Street. 

and 

Whereas,  the  building  is  seven  stories  (65  ft.)  in  height, 
25  ft.  by  98.75  ft.  in  area ;  of  Class  3  construction ;  located 
in  a  business  use  B  area  district;  erected  in  1894;  occupied 
as  follows:  sub-cellar,  elevator  machinery  and  boiler-room; 
cellar,  restaurant,  0  persons ;  first  story,  printing  shop,  4 
persons ;  second  story,  embroidery  shop,  5  persons ;  third 
story,  dress  manufacturing,  4  persons;  fourth  story,  vacant; 
fifth"  story,  watch  dial  manufacturing,  13  persons;  sixth 
story,  fishing  tackle  manufacturing,  5  persons;  the  building 
is  equipped  with  a  fire  alarm  system  and  fire  drills  are 
maintained;  there  is  one  interior  stairs,  3  ft.  wide,  of  wood 
construction,  enclosed  in  partitions,  and  equipped  with  self- 
closing  kalameirr  doors,  and  one  fire  escape  located  at  the 
rear  of  building,  which  extends  to  the  roof  by  stairs,  and  is 
connected  at  the  second  story  balcony  to  the  fire  escape  lo¬ 
cated  on  the  rear  of  No.  152  East  23rd  street;  all  windows 
on  the  course  of  the  fire  escape  are  fireproof ;  and 

Whereas,  the  applicant  contends  that  the  recent  construc¬ 
tion  of  an  apartment  house  abutting  the  rear  of  said  prem¬ 
ises  cuts  off  the  outlet  from  the  fire  escape  through  the 
yard  of  the  rear  building  and  thereby  causing  a  violation  to 
be  placed  against  the  premises;  that  permission  from  the 
owner  of  the  building  known  and  designated  at  152  East 
23rd  street  so  as  to  join  the  second  story  fire  escape  balcony 
to  his  premises  was  obtained ;  that  this  work  was  done  satis¬ 
factory  to  the  Department  of  Housing  and  Buildings,  but 
dismissal  of  the  violation  was  denied  pending  the  obtaining 
of  a  modification  from  the  Board  of  Standards  and  Appeals ; 
that  the  applicant  requests  the  Board  to  grant  a  modification 
so  as  to  allow  egress  through  the  adjoining  building. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  and  that  the  order  of  the  acting  borough  superintendent 
of  buildings,  dated  December  26,  1939,  repeating  a  former 
decision  of  September  20,  1939,  be  and  it  hereby  is  modified 
and  that  the  application  be  and  it  hereby  is  granted  on  con¬ 
dition  that  the  second  means  of  exit  shall  be  maintained  as 
proposed  and  as  shown  on  plans  marked  “Received  June  13, 
1940”,  indicating  the  connection  from  the  rear  fire  escape 
of  the  building  under  appeal  to  the  rear  fire  escape  of  the 
adjoining  building  at  No.  152,  with  access  through  a  fire¬ 
proof  passageway  direct  to  East  23rd  street ;  that  a  consent 
of  the  adjoining  owner  shall  be  obtained  and  filed  with  the 
borough  superintendent  of  buildings ;  that  the  fireproof 
passage  through  to  East  23rd  street  shall  be  lighted  at  all 
times  during  working  hours ;  that  in  all  other  respects  the 
building  and  occupancy  shall  comply  with  the  requirements 
of  the  labor  law  and  all  other  laws,  rules  and  regulations 
applicable  thereto ;  that  this  variance  shall  continue  only  so 
long  as  conditions  herein  set  forth  are  continued  and  main¬ 
tained. 


600-40-S. 

APPLICANT — William  Miltenberger,  for  Bankers  Trust 
Company,  owner. 

SUBJECT— Application  for  consideration — reopening  and 
restoration  to  Calendar — re  Variation  of  the  labor 
law  as  cited  in  a  decision  of  the  acting  borough 
superintendent  of  buildings  (previously  withdrawn). 

PREMISES  AFFECTED— 145-151  East  32nd  street,  north 


side,  95  ft.  6  in.  east  of  Lexington  avenue  (Block 
No.  888,  Lot  Nos.  27  to  30,  inclusive),  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  William  Miltenberger. 

ACTION  OF  BOARD— Application  reopened,  restored  to 
Calendar,  and  granted  on  condition. 

THE  VOTE  TO  REOPEN  AND  RESTORE  TO  CAL¬ 
ENDAR  —  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

Negative  .  ^ 

THE  VOTE  TO  GRANT— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

Negative  .  ^ 

THE  RESOLUTION— 


Whereas,  William  Miltenberger,  for  Bankers  Trust  Com¬ 
pany  owner,  filed  June  3,  1940,  an  application  for  a  varia¬ 
tion  from  the  requirements  of  the  labor  law  as  cited  in  a 
decision  of  the  acting  borough  superintendent  of  buildings; 
premises  145-151  East  32nd  street,  north  side,  95  ft.  6  in. 
east  of  Lexington  avenue  (Block  No.  888,  Lot  Nos.  27  to 
30,  inclusive),  Borough  of  Manhattan;  and 

Whereas,  this  application  was  withdrawn  by  vote  of  the 
Bi ard  June  18,  1940;  and 

Whereas,  the  applicant  requested  reopening  of  the  appli¬ 
cation  and  restoration  to  the  Calendar,  to  request  permission 
to  allow  the  present  plate  glass  store  front  to  remain  as  at 
present ;  and 

Whereas,  this  application  was  reopened  and  restored  to 
the  Calendar  by  vote  of  the  Board ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
July  2,  1940;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Alt.  Applic.  No.  1455-40,  dated  May  29,  1940, 
reads : 

“1.  Windows  should  be  fireproof  and  comply  with 
Section  264  of  the  Labor  Law  and  Rule  503  of  Indus¬ 
trial  Code.” 


and 

Whereas,  the  building  is  thirteen  stories  (158  ft.  3  in.) 
in  height,  99  ft.  6  in.  by  98  ft.  9  in.  in  area;  of  Class  1  con¬ 
struction;  located  in  a  business  use  district  ;  erected  in  1925, 
and  occupied :  cellar,  storage  and  mechanical  equipment,  5 
persons ;  first  story  and  mezzanine,  store,  20  persons ;  second 
to  thirteenth  stories,  inclusive,  school,  1,850  persons  ;  pent¬ 
house,  showroom,  5  persons ;  it  is  proposed  to  be  occupied : 
cellar,  same;  first  story  and  mezzanine,  same;  second  to 
thirteenth  stories,  inclusive,  business  and  25  per  cent,  manu¬ 
facturing,  45  persons  each  story;  penthouse,  showroom,  5 
persons ;  the  building  is  equipped  with  a  sprinkler,  standpipe 
and  interior  fire  alarm  system,  one  stair  and  one  fire  tower, 
both  of  fireproof  construction,  and  both  extending  from  roof 
to  street ;  and 

Whereas,  the  applicant  requests  that  a  variation  of  the 
requirements  of  the  labor  law  so  as  to  permit  the  present 
plate  glass  store  front  and  store  occupancy  as  intended  be 
granted ;  that  all  other  windows  in  the  building  will  conform 
with  section  264  of  the  labor  law  and  rule  503  of  the  Indus¬ 
trial  Code. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law  as  cited  in  a  decision  of  the  borough  superintendent  of 
buildings,  acting  on  Alt.  Applic.  No.  1455-40,  Objection  No. 
1.  which  decision  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  in  all 
other  respects  the  requirements  of  the  labor  law  shall  be 
complied  with  other  than  as  to  the  show  windows  on  the 
street  floor  of  the  buildjng ;  that  such  show  windows  shall 
consist  of  metal  frames  and  sash  and  be  glazed  with  plate 
glass. 
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APPLIANCE  SUBMITTED  FOR  APPROVAL. 
561-38-SA. 

APPLICANT — The  Burrshell  Company,  agent,  for  the 
Clayton  Manufacturing  Company,  owner. 
SUBJECT — Kerrick  Kleaner,  Models  J  and  L,  approval  of. 
APPEARANCES— 

For  Applicant:  J.  A.  Cortright. 

ACTION  OF  BOARD — -Appliance  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

Negative  .  0 

THE  RESOLUTION— 

(561-38-SA) 

Whereas,  the  Burrshell  Company,  agent,  for  the  Clayton 
Manufacturing  Company,  owner,  filed  April  25.  1940,  an  ap¬ 
plication  with  the  Board  of  Standards  and  Appeals  for  ap¬ 
proval  of  the  appliance  known  as  the  “Kerrick  Kleaner”, 
Models  J  and  L ;  and 

Whereas,  this  appliance  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

Re:  Cal.  No.  561-38-SA. 

Subject:  Kerrick  Kleaner,  Models  J  and  L,  approval  of. 

An  application  was  filed  by  the  Burrshell  Company, 
agent,  for  the  Clayton  Manufacturing  Company,  for  ap¬ 
proval  of  the  Kerrick  Kleaner,  Model  Vapospray.  This 
application  has  been  superseded  by  the  application  of  J. 
A.  Cortright,  agent,  for  the  Clayton  Manufacturing 
Company,  of  Alhambra,  California,  owner,  who  filed 
April  25,  1940,  an  application  with  the  Board  of  Stand¬ 
ards  and  Appeals  for  approval  of  the  Kerrick  Kleaner, 
Models  J  and  L,  under  the  provisions  of  C26-191.0 
(2.2.3),  Administrative  Building  Code,  and  the  Oil 
Burner  Rules  of  the  Board  of  Standards  and  Appeals. 

This  appliance  was  inspected  and  tested'  by  a  com¬ 
mittee  of  the  Board  at  2923  Vernon  boulevard.  Long 
Island  City,  on  June  5,  1940. 

The  appliance  is  known  as  a  progressive  type  hot 
water  heater  and  consists  of  a  metal  cabinet,  well  in¬ 
sulated,  in  which  is  located  an  oil  burner  with  an  ap¬ 
proximate  capacity  of  two  gallons  of  No.  2  commercial 
distillate  per  hour.  The  oil  burner  system  is  operated 
by  a  Model  30  L-P  Tuthill  Pump. 

The  burner  and  fire  box  is  encased  in  a  6-inch  lining 
of  refractory  fireproof  clay  and  is  used  to  heat  a  con¬ 
tinuous  length  of  circular  wound  steel  coil  through 
which  is  passed  75  gallons  of  water  per  hour  in  the 
Model  J  and  150  gallons  of  water  per  hour  in  the  Model 
L.  The  Model  J  has  100  ft.  of  J4- inch  I.D.  steel  coil 
and  the  Model  L  200  ft.  of  5^-inch  I.D.  steel  coil. 

The  purpose  of  the  burner  and  coil  is  to  furnish 
vaporized  hot  water  for  cleaning  purposes  at  a  controlled 
nozzle  temperature  of  185  degrees. 

Water  is  supplied  to  the  machine  by  city  water  pres¬ 
sure.  The  city  water  line  being  connected  directly  to  a 
small  mixing  tank  that  is  encased  within  the  machine 
and  is  controlled  by  a  float  valve.  Floats  and  valves 
are  so  set  as  to  prevent  siphoning. 

The  purpose  of  the  mixing  tank  is  so  that  a  liquid 
soap  or  detergent  can  be  added  to  the  water  before  it  is 
pumped  through  the  coil  and  heated. 

Two-  special  tanks  are  encased  within  the  machine  in 
which  a  liquid  soap  or  detergent  is  mixed.  That  mate¬ 
rial  is  pumped  into  the  mixing  tank  by  an  auxiliary 
pump  which  is  operated  by  the  master  pump. 

The  oil  circulating  system  consists  of  a  ten-gallon 
fuel  tank  with  a  Model  30  L.  P.  Tuthill  Pump  forcing 
a  continuous  flow  of  oil  through  the  lines  and  back  to 
the  supply  tank. 


and 


Before  the  oil  can  enter  the  burner  nozzle  and  be 
ignited  by  the  continuous  spark,  it  is  necessary  to  open 
a  thermostat  regulating  valve  which  puts  a  restriction 
against  the  return  line,  building  up  a  back  pressure 
which  opens  an  actuating  valve,  set  to  open  at  eighty 
pounds,  allowing  the  oil  to  enter  the  burner  nozzle. 
The  actuating  valve  is  set  to  close  at  sixty  pounds  on 
dropping  pressure. 

The  machine  is  protected  by  a  thermostatic  control 
with  a  heat  regulating  expansion  and  contraction,  ther¬ 
mostat  that  automatically  regulates  the  oil  flow  and 
shuts  off  the  oil  completely  if  the  machine  becomes  over¬ 
heated  through  water  failure  or  manual  errors. 

The  machine  is  equipped  with  Penn  Relay  and  Pres¬ 
sure  Switches  for  operating  by  remote  control,  so  that 
the  machine  can  be  located  in  the  boiler-room  or  a 
non-hazardous  location  and  be  operated  from  any  part 
of  the  building. 

On  the  basis  of  the  test,  it  is  recommended  that  the 
Kerrick  Kleaner,  Models  J  and  L,  be  approved  for 
voluntary  installation  in  fireproof  boiler-rooms  or  other 
fireproof  rooms  of  garages  when  completely  separated 
from  the  garage  space  bv  fireproof  walls,  with  entrance 
to  such  room  from  the  exterior  of  the  building,  with 
cleaning  solution  pipe  line  containing  vapor  solution  only 
being  permitted  to  pass  into  the  garage  and  to  be  oper¬ 
ated  by  remote  control,  the  pipe  to  be  sealed  in  the  wall, 
on  condition  that  the  appliance  bear  a  label  permanently 
affixed  reading:  “Approved  by  the  Board  of  Standards 
and  Appeals  for  voluntary  installation  under  Cal.  No. 
561-38-SA.” 

( Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM, 

Commissioner. 
LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests. 


Whereas,  this  report  recommended  approval  of  this  ap¬ 
pliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  “Kerrick 
Kleaner”,  Models  J  and  L,  on  condition  that  the  appliance 
be  manufactured,  installed,  used,  and  labeled,  stamped  or 
tagged  in  accordance  with  above  report. 


MATERIALS  SUBMITTED  FOR  APPROVAL. 
235-38-SM. 

APPLICANT — United  States  Gypsum  Company,  owner. 
SUBJECT — -Application  for  reopening  and  amendment — re 
Approval  of  Metal  Bound  Tongued  and  Grooved 
Gvpsum  Tile,  Two  Inch,  Types  I  and  K. 
APPEARANCES— 

For  Applicant:  J.  J.  Fenstermaker  and  G.  W. 
Rockwood. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  0 

THE  RESOLUTION— 

(235-38-SM) 

Whereas,  United  States  Gypsum  Company,  owner,  filed 
April  7,  1938,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  material  known  as  the 
Metal  Bound  Tongued  and  Grooved  Gypsum  Tile,  Two  Inch, 
T ypes  I  and  K ;  and 
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Whereas,  this  material  was  approved  by  vote  of  the 
Board  July  20,  1938,  on  certain  conditions;  and 
\\  hereas,  the  Committee  on  Tests  submitted  a  report, 
which  reads : 


REPORT  OE  COMMITTEE 
Cal.  No.  235-38-SM. 


ON  TESTS. 
June  27,  1940. 


Re:  Metal  Bound  Tongued  and  Grooved  Gypsum  Tile, 
Two  Inch,  Types  I  and  K. 

In  view  of  the  Board's  action  under  Cal.  No.  310-40- 
SM,  the  Committee  on  Tests  recommends  that  this  ap¬ 
plication  be  superseded  by  .the  approval  granted  under 
Cal.  No.  310-40-SM  on  an  improved  type  of  this  mate¬ 
rial. 

( Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM, 

Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests, 
and 

V  hereas,  this  report  recommended  that  the  approval 
granted  by  the  Board  under  Cal.  No.  235-38-SM  be  super¬ 
seded  by  the  approval  granted  under  Cal.  No.  310-40-SM. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  20,  1938,  so 
that  as  amended  it  shall  read : 

“ Resolved ,  that  the  application  for  approval  under 
Cal.  No.  235-38-SM  be  and  it  hereby  is  superseded  by 
the  approval  granted  under  Cal.  No.  310-40-SM.” 


882-38- SM. 

APPLICANT— John  R.  Parr,  agent,  for  the  Key  Company, 
owner. 

SUBJECT — Key  Graphite  Paste,  approval  of. 

APPEARANCES— 

For  Applicant:  John  R.  Parr. 

AC  1  ION  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

Negative  .  0 

THE  RESOLUTION— 

(882-38-SM) 

Whereas,  John  R.  Parr,  agent,  for  the  Key  Company, 
owner,  filed  October  13,  1938,  an  application  with  the  Board 
of  Standards  and  Appeals  for  approval  of  the  material 
known  as  Key  Graphite  Paste ;  and 
W hereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 
\\  hereas,  the  report  of  the  Committee  on  Tests  reads : 

REPORT  OF  COMMITTEE  ON  TESTS. 

Re:  Cal.  No.  882-38-SM. 

Subject:  Key  Graphite  Paste  for  Metal  Pipe  Joints, 
Oil,  Gun,  etc. 

John  R.  Parr,  agent,  for  the  Key  Company,  owner, 
filed  October  13,  1938,  an  application  with  the  Board 
of  Standards  and  Appeals  for  approval  of  Key  Graphite 
Paste  (for  metal  pipe  joints,  oil,  gas,  etc.)  under  the 
provisions  of  C26-191.0  (2.2.3),  Administrative  Building 
Code. 

This  material  is  a  compound  composed  of  powdered 
graphite  and  water  soluble  ingredients  and  is  intended 
primarily  for  scaling  the  joints  on  all  type  of  oil 
handling  equipment.  The  material  is  insoluble  in  oil, 
gasoline,  kerosene,  etc.,  and  when  subjected  to  heat  ex¬ 
pands  and  carbonizes. 

The  material  has  been  approved  by  the  Underwriters’ 
Laboratories  for  use  in  joining  threaded  pipe  connec¬ 


tions  or  other  closely  fitting  metal  parts,  to  render  joints 
tight  against  leakage  but  not  suitable  for  use  on  hy¬ 
draulic  gasoline  delivery  systems. 

1  he  material  has  also  been  tested  by  the  United  States 
Navy  Department,  Bureau  of  Engineering,  Report  No. 
7099,  and  recommended  for  use. 

,rePor*  the  Kinetic  Chemicals,  Incorporated, 
W  llmington,  Delaware,  dated  March  22,  1939,  indicates 
that  the  Key  Graphite  Paste  could  satisfactorily  seal 
joints  in  refrigerating  systems. 

On  the  basis  of  these  tests,  it  is  recommended  that 
Key  Graphite  Paste  be  approved  for  voluntary  use  with 
screwed  connections  on  oil  and  gasoline  hose  lines,  ex- 
cept  hydraulic  gasoline  delivery  systems,  on  condition 
that  wherever  this  type  of  material  is  used,  such  tests 
as  are  necessary  shall  be  made  by  compressed  air,  and 
that  each  package  of  the  material  shall  bear  a  label 
reading :  ‘Approved  by  the  Board  of  Standards  and  Ap¬ 
peals  tor  use  in  New  York  City  for  oil  and  gasoline 
hues  under  Cal.  No.  882-38-SM.” 


(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM, 

Commissioner. 
LESLIE  V.  HUBER. 


Chief  Engineer. 

Committee  on  Tests, 
and 

Whereas,  this  report  recommended  approval  of  this  mate¬ 
rial. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Key  Graphite  Paste, 
on  condition  that  the  material  be  manufactured,  used,  and 
abeled,  stamped  or  tagged  in  accordance  with  above  report. 


1 190-39-SM. 


APPLICANT — North  American  Cement  Corporation, 
owner. 


SUBJECT— North  American  Dark  Portland  Cement,  ap¬ 
proval  of. 

APPEARANCES— 

For  Applicant:  Ansel  T.  Rogers. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests 
THE  VOTE  TO  APPROVE— 


Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  g 

THE  RESOLUTION— 

(1 190-39-SM) 

Whereas,  North  American  Cement  Corporation,  owner, 
filed  September  27,  1939,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  material  known 
as  North  American  Dark  Portland  Cement;  and 
Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 


REPORT  OF  COMMITTEE  ON  TESTS. 


Cal.  No.  1 190-39-SM. 

Re:  North  American  Dark 
of. 


June  17,  1940. 
Portland  Cement,  approval 


On  September  27,  1939,  the  North  American  Cement 
Corporation  filed  an  application  for  approval  of  North 
American  Dark  Portland  Cement  as  manufactured  by  it 
at  Catskill,  New  York,  for  use  in  New  York  City  pur¬ 
suant  to  section  C26-312.0c-l. 

The  process  of  manufacture  is  as  follows :  The  rock 
is  drilled  several  weeks  in  advance  of  quarrying  and  is 
removed  after  blasting  by  electric  shovels  and  con¬ 
veyed  in  cars  to  an  Allis  Chalmers  24K  gyratory 
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crusher  and  the  discharge  from  the  crusher  is i  by 'belt  to 
a  No.  9  hammer  mill.  The  discharge  from  the  hammer 
mill  is  by  belt  to  a  vibrating  screen  and  the  oversi 
rock  is  fed  to  a  No.  7  hammer  mill.  The  rock  passing 
the  vibrating  screen  and  the  discharge  from  the 
hammer  mill  are  conveyed  to  a  two-compartment  con- 

LrTheSstonfeisbthen  taken  by  gondola  cars  to  a  covered 
stone  storage  where  it  is  placed  in  separate  sections  by 
traveling  electric  cranes.  The  stone  is  taken  from  stone 
storage  by  feeders  which  discharge  by  beit  to  two  small 
bins  from  whence  the  stone  is  discharged  by  table  feed¬ 
ers  to  two  preliminators,  where  water  and  clay  sluiry  are 
added.  The  clay  added  at  this  point  is  controlled  by 
variable  speed  ferris  wheel  feeders,  ihe  material  dis¬ 
charged  from  the  preliminators  is  screened  over  vi¬ 
brating  hummer  screens  and  is  elevated  to  a  small  tank 
containing  mechanical  agitator  and  from  there  it  is  ted 
to  four  Allis  Chalmers  tube  mills  by  controlled  ferris 
wheel  feeders.  The  discharge  from  the  tube  mills  is 
pumped  to  four  blending  tanks  and  from  the  blending 
tanks  is  discharged  into  four  storage  tanks. 

The  finished  slurry  from  these  storage  tanks  is 
pumped  to  tubs  located  at  the  kilns  and  fed  from  these 
tubs  to  the  kilns  by  ferris  wheel  feeders,  the  speed  of 
which  is  regulated  according  to  the  speed  of  the  kilns. 
Five  kilns  are  used,  four  of  which  are  8  ft.  by  18-  ft. 
long  and  one  11  ft.  by  185  ft.  long.  Firing  is  by  pul¬ 
verized  coal  from  the  front  end  of  the  kilns  and  the 
clinker  zone  temperature  is  maintained  at  approximately 
2700  degrees,  and  checked  continually  by  recording  radi- 
ation  pyrometers.  Ihe  clinker  is  discharged  from  the 
kilns  to  four  Allis  Chalmers  rotary  coolers  and  one 
Allis  Chalmers  air-quenched  cooler.  From  the  coolers 
the  clinker  is  conveyed  to  covered  storage  where  it  is 
divided  into  several  sections. 

The  clinker  is  then  removed  from  storage  and  fed 
by  table  feeder  where  gypsum  is  added  by  a  table  feeder 
which  operates  at  a  rate  uniform  with  the  clinker  feeder. 
After  gypsum  is  added,  the  clinker  is  then  conveyed  to 
four  bins  and  fed  by  mechanical  feeders  to  four  7  ft.  by 
26  ft.  Allis  Chalmers  compeb  mills. 

The  finished  cement  is  removed  from  these  mills  to 
various  storage  bins  and  silos  from  whence  it  is  drawn 
by  screw  conveyors  to  packing  bins  and  packed  by  Bates 
packers  into  cotton  and  paper  bags  for  shipment. 

The  controls  of  the  manufacturing  process  are  as  fol¬ 
lows :  Check  samples  of  the  cement  rock  are  taken 

when  drillings  are  made  in  advance  of  quarrying.  T  liese 
samples  are  taken  at  a  depth  of  5  ft.  and  analyzed.  In 
addition  check  samples  are  taken  for  analysis  after  the 
rock  has  been  crushed  in  the  hammer  mills,  so  that  it 
can  be  determined  in  which  storage  section  it  is  to  De 
placed.  Due  to  the  fact  that  the  stone  is  stored  sep¬ 
arately  according  to  analysis,  it  is  possible  to  make 
whatever  blend  of  rock  is  desired  depending  on  analysis 
of  check  samples.  Samples  are  taken  at  the  raw  tube 
mills  for  laboratory  control  and  at  the  blending  tanks 
when  they  are  being  filled.  These  blending  tanks  are  so 
arranged*  that  tfie  laboratory  can  release  one  or  all  of 
them  into  any  one  of  the  storage  tanks.  These  storage 
tanks  are  sampled  after  filling  and  a  chemical  analysis 
made  for  laboratory  control.  When  the  material  is 
pumped  from  storage  tanks  after  being  analyzed  and  re¬ 
leased  by  the  laboratory  it  goes  to  kiln  tanks  where  it  is 
sampled  every  three  hours  for  laboratory  control.  A 
clinker  sample  is  taken  from  each  kiln  every  hour  for 
visual  inspection  and  averages  are  taken  of  these  samples 
at  the  end  of  eight  hours  for  free  lime,  liter  weight  and 
soundness.  On  the  average  of  twenty-four  .  hours  a 
sample  is  taken  for  complete  chemical  analysis  of  the 
clinker.  Samples  are  taken  for  setting  time,  fineness 
and  soundness  from  a  continuous  sampler  which  takes 
samples  of  the  finished  product.  Samples  are  taken 


from  the  continuous  sampler  each  twelve  hours  for  com- 
„ie  e  physical  tests  as  well  as  a  six-hour  average  sample 
takei/for  S03  determination  and  a  twenty-four-hour 
average  sample  taken  for  complete  chemical  analysis. 
aVft  fs  estimated  that  there  is  a  sufficient  supply  m 
consistently  homogeneous  raw  matenals  avadabie  for 
forty  vears  at  the  present  rate  of  manufacture.  Leas 
than  T  per  cent,  coloring  matter  is  added  to  provide  the 

^Samples were  selected  at  the  mill  by  a  representative 
of  the  Committee  on  Tests  and  delivered  to  the  Haller 
Testing  Laboratories,  Plainfield,  New  Jersey  where 
physical  tests  and  chemical  analyses  were  made  under 
the  supervision  of  a  representative  of  the  Committee  on 
Tests  with  the  following  results: 

NORTH  AMERICAN  DARK  PORTLAND 
CEMENT-PHYSICAL  TESTS 


1500 

Sound 


A.S.T.M. 
C- 9-38 

As  Tested 
Fineness : 

Passing  No.  200  mesh 

96.9%  . 

Passing  No.  325  mesh 

89.7%  . 

Surface  Area  2020  Sq. 

Cm.  Gm . 

Soundness :  O.K . 

Initial  Set  (Gilmore)  .  . 

2  hrs.  25  min .  Min.  45  mm. 

Final  Set  (Gilmore) 

4  hrs.  50  min .  Max.  10  hrs. 

Normal  Consistency 

22.0%  . 

Compressive  Strength : 

(Average  of  six  speci¬ 
mens  made  pursuant  to 
A.S.T.M.  C-109-37-T, 

W/C-0.80%  by  vol¬ 
ume.) 

Age  3  days  (p.s.i.)  1615  . 

(Average  of  5  specimens) 

Age  28  days  (p.s.i.)  3926  . 

Compressive  Strength : 

(Average  of  6  speci¬ 
mens  made  pursuant  to 
Fed.  Spec.  SS-C-158). 

Age  3  days  (p.s.i.)  1669  . 

Age  7  days  (p.s.i.)  2764  . 

Age  28  days  (p.s.i.)  4125  . 

Tensile  Strength: 

( Average  of  5  speci¬ 
mens  made  pursuant  to 
A.S.T.M.c  77.) 

Age  3  days  (p.s.i.)  305  . 

Age  7  days  (average 
of  4  specimens)  361 
Age  28  days  (average 
of  6  specimens)  470 


Fed.  Spec. 
SS-C-191-A 


Sound 
Min.  60  min. 
Max.  10  hrs. 


275 

350 


900 

1800 

3000 


175 

275 

350 


NORTH  AMERICAN  DARK  PORTLAND 
CEMENT— CHEMICAL  ANALYSIS 


As  Tested 
SiO2  .... 


MgO  . 

S03  . 

Loss  on  Ignition  . 
Insoluble  Residue 


22.5% 

A.S.T.M. 

C-9-38 

Fed.  Spec . 
SS-C- 191-. 

4.8% 

7.50 

3.9% 

63.5% 

6.00  , 

1.7% 

5.0 

5.00 

1.9% 

2.0 

2.00 

0.66% 

4.0 

3.00 

0.29% 

0.85 

0.75 
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CALCULATED  COMPOUNDS 


OS  . 

.  44.0% 

C-S  . 

.  31.0% 

OA  . 

.  6.0% 

OAF  . 

.  12.0% 

CaS()4  . 

.  3.0% 

On  the  basis  of  the  foregoing  data,  it  is  recommended 
that  North  American  Dark  Portland  Cement  as  manu¬ 
factured  by  North  American  Cement  Corporation  at 
Catskill,  New  York,  he  approved  for  use  in  New  York 
City  pursuant  to  section  C26-312.0c-l  of  the  Adminis¬ 
trative  Code  as  amended  and  approved  by  Local  Law 
No.  26,  March  29,  1940,  when  made  to  the  specifications 
contained  herein,  on  condition  that  monthly  mill  test  re 
ports  certified  hv  the  manufacturer’s  chief  chemist  be 
filed  with  the  Board  and  that  all  bags  be  stamped, 
labeled  or  marked:  “Approved  for  Use  in  New  York 
City  by  the  Board  of  Standards  and  Appeals  under  Cal. 
No.  1190-39-SM”,  and  that  when  shipped  in  bulk  its  bill 
of  lading  be  similarly  marked. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM, 

Commissioner. 

LESLIE  V.  HUBER. 

Chief  Engineer. 

Committee  on  Tests, 
and 

Whereas,  this  report  recommended  the  approval  of  this 

material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  North  American 
Dark  Portland  Cement,  on  condition  that  the  material  be 
manufactured,  used,  and  labeled,  stamped  or  tagged  in  ac¬ 
cordance  with  above  report. 


1 439-39- SM. 

APPLICANT — The  Imperial  Brass  Manufacturing  Com¬ 
pany,  owner. 

SUBJECT— Imperial  Vacuum  Breaker,  Model  M-1139,  ap¬ 
proval  of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

Negative  .  0 

THE  RESOLUTION— 

(1439-39-SM) 

Whereas,  John  G.  Kelly,  Incorporated,  agent,  for  the 
Imperial  Brass  Alanufacturing  Company,  owner,  filed  No¬ 
vember  24.  1939,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  material  known  as  the  Im¬ 
perial  Vacuum  Breaker,  Model  M-1139;  and 
V  hereas,  this  material  was  submitted  to  the  Committee 
on  1  ests  of  the  Board  for  test  and  report ;  and 
\\  hereas,  the  report  of  the  Committee  on  Tests  reads : 


REPORT  OF  COMMITTEE  ON  TESTS. 

'  June  27,  1940. 

Re:  Cal.  No.  1439-39-SM. 


Subject:  Approval  of  Imperial  Vacuum  Breaker,  Model 

M-1139. 

John  G.  Kelly,  Incorporated,  agent,  for  the  Imperial 
Brass  Manufacturing  Company,  owner,  filed  November 
24,  1939,  an  application  with  the  Board  of  Standards  and 
Appeals  for  approval  of  the  material  known  as  the  Im¬ 
perial  Vacuum  Breaker,  Model  M-1139,  under  the  pro¬ 
visions  of  section  C26-1277.0.h.  (14.8.2.9),  Administra¬ 
tive  Building  Code. 


This  appliance  consists  of  a  fitting  constructed  of  high 
grade  bronze  for  use  on  automatic  closet  flush  valves 
for  all  purposes  where  flush  valves  are  utilized,  permit¬ 
ting  full  opening  to  the  atmosphere  in  case  of  vacuum, 
equal  to  1  inch  cross  sectional  area.  It  is  equipped  with 
a  cone-shaped  specially  treated  element  preventing  rise 
of  water  to  fixture  through  tubing,  with  limited  restric¬ 
tion  to  waterway  during  time  of  flush,  and  also  provided 
with  specially  treated  rubber  element  to  close  atmos¬ 
pheric  openings  against  spitting  or  leakage  during  the 
operating  period  of  the  flush  valve. 

This  unit  withstood  the  vacuum  tests  made  February 
28,  1940,  by  the  Department  of  Water  Supply,  Gas  and 
Electricity  at  the  testing  bench  at  32  Vandewater  street 
in  the  presence  of  the  representatives  of  the  manufac¬ 
turer  and  of  the  Board  of  Standards  and  Appeals  but 
further  tests  under  water  consumption  conditions  at  the 
24th  street  testing  station  of  the  Department  of  Water 
Supply,  Gas  and  Electricity  were  made. 

The  unit  was  attain  subjected  to  tests  at  the  vacuum 
bench  on  March  15,  1940.  The  unit  successfully  with¬ 
stood  a  vacuum  the  equivalent  of  28  inches  of  mercury 
and  a  duration  test  under  a  vacuum  the  equivalent  of  25 
inches  of  mercury  for  five  minutes.  An  examination 
of  the  rubber  parts  of  the  unit  failed  to  show  any  evi¬ 
dence  of  oxidation  or  vulcanization,  and  the  rubber  also 
apparently  retained  its  resiliency.  The  applicant  also 
submitted  affidavit  of  laboratory  tests,  which  is  attached 
hereto. 

As  a  result  of  these  tests,  it  is  recommended  that  the 
Imperial  Vacuum  Breaker,  Model  M-1139,  be  approved 
for  use  in  New  York  City,  on  condition  that  the  mate¬ 
rial  bear  a  label  reading :  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under 
Cal.  No.  1439-39-SM”,  or  in  lieu  thereof,  a  die  or  stamp 
be  made  bearing  the  following  inscription  within  a 
circle,  around  the  periphery,  at  the  top  the  word, 
“App’v’d”  along  the  bottom  “B.S.  &  A.”,  in  the  center 
two  lines,  upper  line  reading,  “N.Y.C.”  lower  line  read¬ 
ing  “Cal.  No.  1439-39-SM”. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM, 

Commissioner. 
LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests, 
and 

Whereas,  this  report  recommended  approval  of  this  mate¬ 
rial. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  the  Imperial  Vacuum 
Breaker,  Model  M-1139,  on  condition  that  the  material  be 
manufactured,  installed,  operated,  and  labeled,  stamped  or 
tagged  in  accordance  with  above  report. 


123-40-SM. 

APPLICANT — Paul  Coste,  Incorporated,  owner. 
SUBJECT — Royalite  (Rubber  Tile  Flooring),  approval  of. 
APPEARANCES— 

For  Applicant:  William  M.  Booker. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  0 

THE  RESOLUTION— 

(123-40-SM) 

Whereas,  Paul  Coste,  Incorporated,  owner,  filed  January 
31,  1940,  an  application  with  the  Board  of  Standards  and 
Appeals  for  approval  of  the  material  known  as  Royalite 
(Rubber  Tile  Flooring)  ;  and 
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Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  ryrort  of  the  Committee  on  tests  reads. 

REPORT  OF  COMMITTEE  ON  TESTS. 

July  26,  1940. 

Cal.  No.  123-40-SM. 

Re*  Royalite  (Rubber  Tile  Flooring),  approval  of. 

On  January  31,  1940,  Paul  Coste,  Incorporated,  owner, 
of  Providence,  Rhode  Island,  filed  an  application  with 
the  Board  of  Standards  and  Appeals  for  the  approval  of 
Royalite  (Rubber  Tile  Flooring)  under  the  require¬ 
ments  of  C26-178.0  b  (2.1.2.5)  and  C26-667.0,  Par.  4a 
(10.9.2.4). 

Royalite  consists  of  a  rubber  formula  containing  ap¬ 
proximately  25  per  cent,  new  crude  rubber  which  is 
mixed  on  mixing  mills  with  sufficient  sulphur  filler, 
metallic  oxide  pigment,  sunproof  ingredients,  anti¬ 
oxidants  and  accelerators  so  as  to  produce  a  product 
that  will  resist  abrasion  and  will  not  be  affected  by 
oxidation  and  other  deteriorating  influences  on  floors. 

The  ingredients  are  carefully  weighed  out  on  a  loading 
platform  and  the  batch  is  put  into  a  Banbury  mixer  and 
thoroughly  mixed.  It  is  then  taken  out  of  the  Banbury 
and  put  on  a  large  rubber  mill  where  it  is  again  thor¬ 
oughly  blended  and  thence  is  calendared  to  gauge  on  a 
rubber  calendar.  Complete  vulcanization  of  this  product 
is  effected  in  large  presses  of  enormous  capacity  until 
complete  vulcanization  is  obtained.  It  is  then  removed 
from  the  press  and  sanded  to  gauge,  after  which  these 
sheets  are  cut  up  into  standard  size  of  tiling. 

Inspections  are  maintained  throughout  the  manufac¬ 
turing  process,  and  to  insure  uniformity  time  intervals 
are  provided  during  the  process  of  manufacture  permit¬ 
ting  the  material  to  cool  and  shrink  preparatory  to  fur¬ 
ther  processing.  The  cycle  of  manufacture  requires 
about  six  days.  It  is  a  homogeneous  product,  containing 
no  cotton  fibre,  cotton  sheeting  or  inserted  cloth.  The 
marbleizing  extends  through  the  entire  thickness  of  the 
material  which  is  manufactured  in  thicknesses  of  Vs 
inch,  3/16  inch,  inch  and  Vs  inch  and  in  sizes  3  in.  x 
3  in.,  4  in.  x  4  in.,  6  in.  x  6  in.,  9  in.  x  9  in.,  12  in.  x 
12  in.  on  to  36  in.  x  48  in. 

The  adhesive  used  to  secure  Royalite  tile  is  a  water¬ 
proof  resinous  type  of  cement  with  an  alcohol  base 
manufactured  by  the  applicant.  Lignin  paste  or  latex 
cement  is  also  used.  When  laid  over  wood  floors  a  layer 
of  felt  is  provided  under  the  tile. 

Physical  tests  on  samples  of  these  materials  were 
performed  at  the  Detroit  Testing  Laboratory,  Detroit, 
Michigan,  report  dated  June,  1932,  giving  a  comparison 
between  this  material  and  battleship  linoleum,  wherein 
they  report  that  the  test  to  develop  the  following  prop¬ 
erties  was  satisfactory — abrasion,  pressure,  fire,  ab¬ 
sorbency,  acid  and  alkali,  staining^  pliability  and  voltage 
resistance. 

A  fire  and  absorption  test  was  conducted  on  this  mate¬ 
rial  by  Columbia  University  (Report  No.  1530).  _  In  the 
absorption  test,  a  specimen  3  in.  x  3  in.  x  in.  was 
dried  in  an  oven  for  twenty-four  hours  at  a  tempera¬ 
ture  not  exceeding  140  degrees  Fahrenheit,  after  which 
it  was  immersed  in  water  for  forty-eight  hours  with 
per  cent,  absorption  of  0.68  per  cent.  The  fire  test 
(Columbia  Test  No.  32110)  was  conducted  for  a  period 
of  forty  minutes  in  accordance  with  the  Columbia  time- 
temperature  curve  for  determination  of  incombustibility 
of  materials.  The  material  affected  by  the  flame  did  not 
burn  upon  removal  of  flame.  The  area  affected  was  ap¬ 
proximately  circular,  6  inches  in  diameter,  blistered 
around  the  edges  and  the  burned  material  was  caked 
and  brittle.  During  this  test  this  material  did  burn  and 
accordingly  could  not  be  classified  as  incombustible 
nrateral  under  C26-88.0  (1.80). 

Recommendation 


On  the  basis  of  the  foregoing  data,  it  is  recommended 
that  Royalite  (Rubber  Tile  Flooring)  in  thicknesses  and 
sizes  as  described  herein  be  approved  under  C26-178.0  b 
(2.1.2.5)  and  as  a  wearing  surface  under  C26-667.0, 
Par.  4a  (10.9.2.4)  to  be  installed  as  provided  therein, 
and  that  the  use  of  this  material  is  not  to  be  permitted 
below  grade,  and  that  precautions  shall  be  observed  in 
the  laying  of  this  material  that  the  sub-floor  be  dried  so 
as  to  provide  a  satisfactory  bond  between  the  sub-floor 
and  the  tile ;  that  when  used  over  wooden  sub-floors, 
felt  1/16  inch  in  thickness  either  dried  or  asphalt  sat¬ 
urated  secured  to  such  sub-floor  by  lignin  paste  shall  be 
used. 

The  Committee  further  recommended  that  each  pack¬ 
age  of  this  material  shall  be  tagged,  stamped  or  labeled, 
reading  as  follows :  “Approved  by  the  Board  of  Stand¬ 
ards  and  Appeals  for  use  in  New  York  City  under  Cal. 
No.  123-40-SM”. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM, 

Commissioner. 
LESLIE  V.  HUBER, 

Chief  Engineer. 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  approval  of  this  mate¬ 
rial. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Royalite  (Rubber  Tile 
Flooring),  on  condition  that  the  material  be  manufactured, 
installed,  and  labeled,  stamped  or  tagged  in  accordance  with 
above  report. 

310-40-SM. 

APPLICANT— U.S.  Gypsum  Company,  owner. 
SUBJECT— U.S.G.  Two  Inch  Medium  and  Long  Span, 
Tongue  and  Groove,  Aletal  Bound  Gypsum  Plank, 
approval  of. 

APPEARANCES— 

For  Applicant:  J.  J.  Fenstermaker  and  G.  W. 
Rockwood. 

ACTION  OF  BOARD— Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  0 

THE  RESOLUTION— 

(310-40-SM) 

Whereas,  U.S.  Gypsum  Company,  owner,  filed  March  26, 
1940,  an  application  with  the  Board  of  Standards  and  Ap¬ 
peals  for  approval  of  the  material  known  as  U.S.G.  Two 
Inch  Medium  and  Long  Span,  Tongue  and  Groove,  Metal 
Bound  Gypsum  Plank ;  and 

Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

June  27,  1940. 


Cal.  No.  310-40-SM. 

Re:  U.S.G.  Two  Inch  Medium  and  Long  Span,  Tongue 
and  Groove.  Aletal  Bound  Gypsum  Plank. 

Under  Cal.  No.  235-38-SM,  the  Board  approved  a 
similar  material  on  July  20,  1938.  Since  such  approval 
the  material  has  been  redesigned  and  the  applicant  ac¬ 
cordingly  filed  a  new  application  on  the  improved  mate¬ 
rial  described  as  follows : 

U.S.G.  Metal  Bound  Gypsum  Plank  are  manufactured 
by  the  applicant  at  the  plants  located  in  Philadelphia, 
Pennsylvania ;  Oakfield,  New  York,  and  New  Brighton, 
Staten  Island,  from  calcined  gypsum,  meeting  the  re- 
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quirements  of  C26-312.0  d  (7. 1.1. 7.4)  to  which  is  added 
not  more  than  3  per  cent,  by  dry  weight  of  wood  fibre 
meeting  the  requirements  of  C26-310.0  (7.1. 1.5).  These 
plank  are  manufactured  in  units  2  in.  by  15  in.  by  10  ft. 
Long  Span  and  2  in.  by  15  in.  by  8  ft.  Medium  Span. 
1  he  Long  Span  plank  are  bound  on  all  four  edges  with 
No.  21  gauge  galvanized  metal  formed  into  tongue  and 
groove  shapes  with  cut  edges  expanded  to  insure  max¬ 
imum  bond  with  the  gypsum.  The  Medium  Span  planks 
are  smaller  and  are  bound,  except  the  metal  edging,  with 
No.  26  gauge.  Further  reinforcement  in  both  planks  is 
provided  by  means  of  a  galvanized  electric  welded  mesh 
consisting  of  two  No.  12  gauge  and  two  No.  14  gauge 
wires  running  longitudinally  and  spaced  respectively, 
4)4  in.,  6  in.  and  4)4  in.  with  No.  14  gauge  wires  se¬ 
cured  by  resistance  welding  at  4  inch  intervals  across 
the  longitudinal  wires. 

These  plank  are  manufactured  as  follows:  The  metal 
edge  is  formed  into  tongue  and  groove  shapes  under 
presses  and  the  edges  expanded  by  an  expanding 
machine.  I  hese  edges  are  then  formed  into  frames, 
clinched  at  the  corners  by  small  angles  and  laid  into 
molds  to  insure  their  proper  dimensions.  The  electric- 
welded  galvanized  mesh  described  above  is  then  installed 
in  the  edging  and  supported  on  the  lower  expanded 
metal  edge.  Calcined  gypsum  is  then  mixed  to  pre¬ 
determined  consistency  and  poured  into  the  metal  edge 
frames  and  screeded  off  and  allowed  to  stand  in  the 
mold  until  the  gypsum  has  finally  set.  The  planks  are 
then  placed  in  a  kiln  for  a  period  of  about  eight  to 
twelve  hours  at  a  kiln  temperature  of  not  more  than 
150  degrees  Fahrenheit,  after  which  they  are  ready  for 
shipment. 

The  method  of  manufacture  was  witnessed  by  a  rep¬ 
resentative  of  the  Board  and  samples  were  selected  for 
load  tests,  hereinafter  described,  which  were  performed 
under  the  direction  of  Professor  W.  J.  Krefeld  of  Co- 
lumbia  University. 

DESCRIPTION  OF  PANELS  AND  TEST 
RESULTS 

Columbia  University  Report  No.  2498. 
Three  Feet  Span 

The  test  panel  consisted  of  precast  2  in.  by  15  in.  by 
8  ft.  U.S.G.  Metal  Bound  Plank  forming  a  deck  having 
a  total  width  of  9  ft.  3  in.  and  placed  over  supports  so 
constructed  as  to  provide  three  equal  spans  of  3  ft.  c-c 
with  an  area  under  load  of  27.75  sq.  ft.  in  all  spans. 
The  total  width  was  composed  of  seven  full  15  in.  width 
units  with  two  partial  units  3  in.  wide  at  each  longi¬ 
tudinal  edge.  The  planks  were  secured  to  the  top  flange 
of  the  four  10-inch  I  beams  with  beam  clips  consisting 
of  16-inch  gauge  galvanized  iron  approximately  1-9/16 
in.  by  1)4  in.  in  area  and  crimped  to  insure  stiflfness. 
The  planks  were  then  wedged  at  the  edges  to  insure 
positive  engagement  of  the  tongues  and  grooves. 

In  placing  the  planks  on  the  panel  the  ends  were 
placed  in  pre-determined  locations,  in  some  cases,  near 
the  support  and  in  other  cases,  along  the  middle  third  of 
the  span  so  as  to  develop  the  integrity  of  the  tongue  and 
gi  oove  connection.  In  order  to  simulate  continuity  the 
test  panel  was  arranged  so  that  the  center  span  would 
be  loaded  in  ratio  of  four  to  one  for  each  of  the  end 
spans.  1  he  loading  placed  on  all  spans  was  in  accord¬ 
ance  with  the  requirements  of  C26-626.0  (10.3.8).  Third 
point  loading  containers  were  placed  over  the  third 
point  supports  in  each  span  and  loading  was  accom¬ 
plished  by  means  of  bags  of  steel  balls  and  sand.  The 
loading  on  each  span  was  in  accordance  with  the  pre¬ 
determined  ratio  of  final  loads.  Under  the  action  of 
loads  applied  in  this  matter  a  negative  moment  of  1/12 
WL  was  developed  over  the  intermediate  supports  and 
a  positive  moment  of  1/12  WL  throughout  the  middle 
third  of  the  center  span.  The  loading  in  the  center 


container  was  increased  in  increments  of  2,000  pounds 
rr?AniU^ Itaneously  in  the  end  containers  in  increments 
of  300  pounds  with  results  as  follows: 


Total  Load  U nit  Load 

Pounds  Pounds  Per  Sq.  Ft. 

Center  Span  Cen  ter  Span 


Average 

Deflection 

Inches 


807 

4687 

10683 

16923 

23085 

29181 


29 

0 

169 

.045 

385 

.105 

610 

.145 

832 

.235 

1052 

.530 

At  the  final  load  the  transverse  end  butt  joints  showed 
a  tendency  to  open  up  with  the  adjacent  gypsum  rup¬ 
tured.  There  was  no  evidence  of  rupture  of  the  metal 
edging  of  the  tile  units.  On  the  basis  of  the  foregoing 
data,  the  fraction  of  1/6  as  provided  for  in  C26-626.0 
10.3.8)  would  be  175  pounds  per  sq.  ft. 


Columbia  University  Report  No.  2495. 
Four  Feet  Span 

The  test  was  repeated  using  the  same  material  and 
the  same  methods  as  outlined  in  the  preceding  test  ex¬ 
cept  that  the  spans  were  4  ft.  c-c  and  the  area  of  the 
panels  over  each  span  was  37.0  sq.  ft.  with  the  same 
loading  as  described  in  the  aforementioned  test.  The 
results  are  as  follows : 


T otal  Load 

Unit  Load 

Average 

Pounds 

Pounds  Per  Sq.  Ft. 

Deflection 

Center  Span 

Center  Span 

Inches 

959 

26 

0 

5041 

136 

.075 

11063 

299 

.215 

15223 

411 

.350 

20787 

562 

At  the  final 

load  the  center  span 

collapsed  rupturing 

the  gypsum  and  all  metal  edges  at  load  points.  On  the 
basis  of  the  foregoing  data,  the  fraction  of  1/6  as  pro¬ 
vided  for  in  C2 6-626.0  (10.3.8)  would  be  93  pounds  per 
sq.  ft. 

Columbia  University  Report  No.  2497. 

Five  Feet  Span 

The  test  as  described  previously  was  repeated  on  the 
U.S.G.  Long  Span  Plank  2  in.  by  15  in.  by  10  ft.  ex¬ 
cept  that  the  spans  were  5  ft.  c-c  and  the  area  of  the 
panels  over  each  span  was  46.25  sq.  ft.  with  the  same 
loading  as  described  in  the  aforementioned  test,  with  re¬ 
sults  as  follows : 


Total  Load 

Unit  Load 

Average 

Pounds 

Pounds  Per  Sq.  Ft. 

Deflection 

Center  Span 

Center  Span 

Inches 

807 

17 

0 

4687 

101 

.080 

10818 

234 

.240 

14985 

324 

.360 

19119 

413 

.575 

25203 

545 

Failure  occurred  rupturing  the  gypsum  and  metal 
edging  under  a  load  point  of  the  center  span.  On  the 
basis  of  the  foregoing  data,  the  fraction  of  1/6  as  pro¬ 
vided  for  in  C26-626.0  (10.3.8)  would  be  90  pounds  per 
sq.  ft. 

Columbia  University  Report  No.  2496. 
Six  Feet  Eight  Inch  Span 

A  similar  test  to  the  foregoing  was  made  on  a  panel 
constructed  on  spans  6  ft.  8  in.  c-c  using  U.S.G.  Long 
Span  Plank  with  the  same  loading  as  described  in  the 
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aforementioned  tests  with  an  area  of  61.67  sq.  ft.  on 
each  span,  with  the  following  results: 


Total  Load 
Pounds 
Center  Span 


Unit  Load 
Pounds  Per  Sq.  Ft. 
Center  Span 


Average 
Deflection 
Inches 


807 

4889 

8932 

15016 

17044 

17772 


0 

.195 

.440 

1.195 

4.090 


Failure  occurred  at  the  final  load  by  rupturing  the 
gypsum  and  metal  edging  over  one  of  the  supports,  the 
gypsum  having  ruptured  over  the  other  support  under 
one  of  the  other  load  points.  On  the  basis  of  the  fore¬ 
going  data,  the  fraction  of  1/6  as  provided  for  in  C20- 
626.0  (10.3.8)  would  be  48  pounds  per  sq.  ft. 

The  results  of  the  foregoing  tests  show  that  the  end 
joints  could  be  staggered  and  need  not  all  fall  on  the 
supports.  The  manner  in  which  the  panel  earned  the 
load  to  failure  definitely  indicated  continuity  between 
mating  planks. 


RECOMMENDATIONS 


On  the  basis  of  the  foregoing  tests,  the  Committee 
recommends  that  the  U.S.G.  Tongue  and  Groove  Metal 
Bound  Long  and  Medium  Span  Gypsum  Plank  be  ap¬ 
proved  under  C26-626.0  (10.3.8)  for  spans  as  follows: 

For  roofs  of  Class  1  and  Class  2  construction  where 
the  fire-protective  covering  is  omitted  from  roof  trusses 
as  provided  in  C26-618.0  (10.2.8)  for  live  load  of  40 
pounds  per  sq.  ft.  For  Medium  Span  Plank  the  max¬ 
imum  span  shall  be  4  ft.  c-c  and  for  Long  Span  Plank 
the  maximum  shall  be  6  ft.  8  in.  c-c.  Where  the  span 
is  6  ft.  8  in.  c-c  on  flat  roofs  the  weather  surfacing 
shall  not  exceed  8  pounds  per  sq.  ft. 

As  a  floor  assembly  in  Class  2  construction  as  a  -- 
inch  reinforced  gypsum  flooring  when  the  supporting 
steel  joists  or  beams  are  protected  with  /4-inch  gypsum 
or  cement  plaster  on  metal  lath  under  C26-620.0c  (10.u. 
2.3,  sub.  2).  The  span  on  Medium  Span  Plank  shall 
be  not  more  than  3  ft.  c-c  and  that  for  Long  Span  Plank 
shall  be  not  more  than  5  ft.  c-c  with  live  loads  of  40 
pounds  per  sq.  ft.  uniformly  distributed. 

As  a  floor  assembly  in  Class  3  construction  under 
C26-241.0  (3.2.3)  where  no  fire-resistive  rating  is  re¬ 
quired  except  for  permitted  ceiling  protection  as  pro¬ 
vided  in  C26-669.0  (10.11)  and  for  live  uniformly  dis¬ 
tributed  loads  as  follows : 

Residences  and  sleeping  quarters  40  pounds  per  sq.  ft. 
C26-344.0  a  (7.3.2.2.1).  n  ,  , 

Office  space  50  pounds  per  sq.  ft.  C26-344.0  b  (7.3. 

2.2.2). 

Public  assembly  places  other  than  theatres  60  pounds 
per  sq.  ft.  C26-344.0  (7.3.2. 2.3).  When  so  used  the 
Medium  Span  Plank  shall  be  limited  to  a  maximum 
span  of  3  ft.  c-c  and  the  Long  Span  Plank  shall  be  lim¬ 
ited  to  a  maximum  span  of  5  ft.  c-c. 

Whenever  U.S.G.  Long  Span  or  Medium  Span  Plank 
are  used,  precautions  shall  be  taken  to  align  the  top 
flange  surface  of  all  beams  in  the  same  plane  and  each 
beam  shall  be  placed  to  provide  at  least  2  in.  level  bear¬ 
ing  at  all  supports.  No  U.S.G.  plank  shall  be  used  as  a 
floor  unless  it  is  surfaced  with  a  cinder  concrete  top¬ 
ping  or  other  equivalent  material  so  as  to  protect  against 
punching  shear.  Planks  wherever  used  shall  be  so 
placed  as  to  provide  a  minimum  of  two  bearing  points 
for  each  plank.  Holes  as  required  may  be  provided,  but 
in  cutting  such  holes  care  shall  be  exercised  so  that  the 
metal  edging  or  wire  reinforcement  is  not  cut  in  any 
way. 

It  is  further  recommended  that  each  plank  be  tagged, 
labeled  or  marked  “U.S.G.  Medium  Span  or  U.S.G. 


Long  Span  approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  under  Cal.  No.  310- 

40-SM”.  ,  .  J 

This  approval  supersedes  the  approval  granted  under 

Cal.  No.  235-38-SM. 


(Sgd.)  HARRIS  H.  MURDOCK, 

Chairman. 

BERNARD  A.  SAVAGE, 
Commissioner. 

CHARLES  M.  BLUM, 

Commissioner. 
LESLIE  V.  HUBER, 

Chief  Engineer. 
Committee  on  Tests. 


and 


Whereas,  this  report  recommended  approval  of  this  mate¬ 
rial.  .  ,  , 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  U.S.G.  Two  Inch 
Medium  and  Long  Span,  Tongue  and  Groove,  Metal  Bound 
Gypsum  Plank,  on  condition  that  the  material  be  manufac¬ 
tured,  installed,  and  labeled,  stamped  or  tagged  in  accordance 
with  above  report. 


413-40-SM. 

APPLICANT— Lee  Campbell,  agent,  for  the  Weber  Dental 
Manufacturing  Company,  owner. 

SUBJECT— Weber  Vacuum  Breaker  for  Dental  Cuspidors, 
approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

Negative  .  ^ 

THE  RESOLUTION— 

(413-40-SM) 

Whereas,  Lee  Campbell,  agent,  for  the  Weber  Dental 
Manufacturing  Company,  owner,  filed  April  20,  1940.  an 
application  with  the  Board  of  Standards  and  Appeals  for  ap¬ 
proval  of  the  material  known  as  the  Weber  Vacuum  Breaker 
for  Dental  Cuspidors;  and 

Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  reportj  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 


£ 


REPORT  OF  COMMITTEE  ON  TESTS. 

June  27,  1940. 

Cal.  No.  413-40-SM. 

Subject:  Approval  of  the  Weber  Vacuum  Breaker  for 
Dental  Cuspidors. 

Lee  Campbell,  agent,  for  the  Weber  Dental  Manu¬ 
facturing  Company,  owner,  filed  April  20,  1940,  an  ap¬ 
plication  with  the  Board  of  Standards  and  Appeals  for 
approval  of  the  Weber  Vacuum  Breaker  for  Dental 
Cuspidors  under  the  provision  of  C26-1277.0  (14.8.2.8.), 
Administrative  Building  Code,  and  the  Submerged  Inlet 
Rules  of  the  Board  of  Standards  and  Appeals. 

This  unit  was  subjected  to  a  test  at  32  Vandewater 
street  by  the  Department  of  Water  Supply,  Gas  and 
Electricity  in  the  presence  of  representatives  of  the 
owner  and  of  the  Board  of  Standards  and  Appeals.  .  > 

The  unit  is  a  dental  cuspidor  equipped  with  an  aspir¬ 
ator  and  cuspidor,  both  of  which  are  classified  as  sub-, 
merged  inlets.  The  aspirator  is  protected  from  siphonic 
action  by  a  vacuum  breaker  which  employs  a  deterrant 
checking  principle,  while  the  cuspidor  submerged  inlet 
is  protected  with  a  vacuum  breaker  employing  an  air¬ 
port  with  no  deterrant  feature.  Upon  being  subjected 
to  an  equivalent  of  28  inches  of  mercury,  the  aspirator 
successfully  withstood  the  tests  without  permitting  any 
simulated  contaminated  water  being  drawn  into  the 
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riser.  The  submerged  inlet  to  the  cuspidor,  however, 
upon  being  subjected  to  the  same  test,  permitted  simu¬ 
lated  contaminated  water  to  be  drawn  into  the  riser. 

A  further  test  was  made  on  a  redesigned  unit  similar 
to  the  former  unit,  but  utilizing  a  deterrant  check  under 
vacuum  conditions,  June  19,  1940,  and  as  described  in 
the  previous  report  on  the  original  test,  the  dental  cus¬ 
pidor  is  equipped  with  an  aspirator  and  cuspidor,  both 
of  which  were  classified  as  submerged  inlets.  Both  sub¬ 
merged  inlets  of  the  apparatus  successfully  withstood 
26  inches  of  vacuum  and  also  endurance  tests  of  five 
minutes  under  23  inches  of  vacuum. 

As  a  result  of  these  tests,  it  is  recommended  that  the 
Weber  Vacuum  Breaker  for  Dental  Cuspidors  be  ap¬ 
proved  for  use  in  New  York  City  under  C26-1277.0 
(14.8.2.8),  Administrative  Building  Code,  on  condition 
that  the  material  bear  a  label  reading :  “Approved  by 
the  Board  of  Standards  and  Appeals  for  use  in  New 
\  ork  City  under  Cal.  No.  413-40-SM”,  or  in  lieu  there¬ 
of,  a  die  or  stamp  be  made  bearing  the  following  inscrip¬ 
tion  within  a  circle,  around  the  periphery,  at  the  top 
the  word  “App’v’d”,  along  the  bottom  “B.S.  &  A.”,  in 
the  center  two  lines,  upper  line  reading  “N.Y.C.”,  lower 
line  reading  “Cal.  No.  413-40-SM”. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM, 

Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests. 


Whereas,  this  report  recommended  approval  of  this  mate¬ 
rial. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  the  Weber  Vacuum 
Breaker  for  Dental  Cuspidors,  on  condition  that  the  material 
be  manufactured,  installed,  operated,  and  labeled,  stamped  or 
tagged  in  accordance  with  above  report. 


416-39-SM. 

APPLICANT — Northern  Indiana  Brass  Company,  owner. 
SUBJECT— Application  for  reopening — amendment  of  reso¬ 
lution  to  include  Nibcoking  Anti-Siphon  Ballcock 
No.  09A. 

\PPEARANCES — 

For  Applicant:  None. 

ACTION  Oh  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  report  of  Commit¬ 
tee  on  Tests. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  0 

,1'HE  RESOLUTION— 

(416-39-SM) 

Whereas,  Northern  Indiana  Brass  Company,  owner,  filed 
M)nl  3,  1939,  an  application  with  the  Board  of  Standards 
md  Appeals  for  approval  of  the  material  known  as  the 
^w°  ^Ce  ^Te  Back-Siphon  Ballcock;  and 

hereas,  this  material  was  approved  by  vote  of  the  Board 
lune  7,  1939;  and 

Whereas,  the  owner  requested  a  reopening  of  the  applica- 
ion  and  amendment  of  the  resolution  to  include  approval  of 
he  Nibco  King  Anti-Siphon  Ballcock.  No.  09A ;  and 
.Whereas,  this  application  was  reopened  by  vote  of  the 
<oard  June  4,  1940,  and  the  material  referred  to  the  Com- 
nittee  on  I  ests  of  the  Board  for  test  and  report ;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 


REPORT  OF  COMMITTEE  ON  TESTS. 

June  27,  1940. 

Re:  Cal.  No.  416-39-SM. 

Subject:  Amendment  of  resolution  to  include  Nibco 
King  Anti-Siphon  Ballcock  No.  09A. 

The  Board  of  Standards  and  Appeals  under  date  of 
June  7,  1939,  approved  the  Nibco  Ace  Type  Back- 
Siphon  Ballcock.  The  Northern  Indiana  Brass  Com¬ 
pany  requested  a  reopening  of  the  application  to  include 
approval  of  the  Nibco  King  Anti-Siphon  Ballcock  No. 
09A.  This  application  was  reopened  by  vote  of  the 
Board  June  4,  1940. 

The  mechanical  principle  of  the  vacuum  breaker  of 
this  ballcock  is  that  the  water  upon  entering  the  hush 
pipe  chamber  opens  a  double-seated  check  valve,  forcing 
the  check  against  the  airport  opening.  When  the  flow 
of  water  ceases  or  there  are  negative  pressure  conditions 
in  the  supply  pipe  the  double  seat  check  is  designed 
to  close  against  the  waterway  opening  and  act  as  a 
deterrant  under  vacuum  conditions. 

A  test  was  made  on  June  12,  1940,  at  32  Vandewater 
street,  Manhattan,  by  the  Department  of  Water  Supply, 
Gas  and  Electricity  in  the  presence  of  representatives  of 
the  Board  of  Standards  and  Appeals  and  the  manu¬ 
facturer. 

Some  defects  were  noted  at  this  test  and  a  further 
test  was  made  June  19,  1940,  on  an  improved  unit,  in 
which  the  vacuum  breaker  feature  has  been  improved 
in  that  the  double  face  check  was  fitted  to  the  seats  in 
a  manner  that  provided  for  proper  seating  and  the  hinges 
of  the  check  formerly  a  cotter  pin  was  replaced  by  a 
stainless  steel  bearing. 

The  unit  was  subjected  to  a  vacuum  equivalent  of  26 
inches  of  mercury  without  permitting  any  simulated  con¬ 
taminated  water  being  drawn  into  the  riser  and  subse¬ 
quently  withstood  an  endurance  test  of  five  minutes 
under  a  vacuum  equivalent  of  23  inches  of  mercury. 

It  is  recommended  that  the  resolution  of  the  Board  be 
amended  to  include  the  approval  of  the  Nibco  King 
Anti-Siphon  Ballcock  No.  09A  under  the  same  condi¬ 
tions  as  are  provided  therein. 


(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 

CHARLES  M.  BLUM, 

Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests, 
and 

Whereas,  this  report  recommended  that  the  resolution  of 
the  Board  be  amended  so  as  to  include  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  7,  1939,  so  that 
as  amended  it  shall  read  : 

“ Resolved ,  that  the  Board  of  Standards  and  Appeals 
does  hereby  approve  the  material  known  as  the  Nibco 
Ace  Type  Back-Siphon  Ballcock  and  the  Nibco  King 
Anti-Siphon  Ballcock,  No.  09A,  on  condition  that  the 
material  be  manufactured,  installed,  and  labeled,  stamped 
or  tagged  in  accordance  with  above  report  and  the  re¬ 
port  of  June  6,  1939.” 


61 1-40-SM. 

APPLICANT — Bridgeport  Brass  Company,  owner. 

SUBJECT — Bridgeport  Brass  Company  Vacuum  Breaker, 
approval  of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 
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THE  VOTE  TO  APPROVE—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

Negative  .  u 

THE  RESOLUTION— 

(611-40-SM) 

Whereas,  the  Bridgeport  Brass  Company,  owner,  filed 
June  7,  1940,  an  application  with  the  Board  of  Standards  and 
Appeals  for  approval  of  the  material  known  as  the  Bridge¬ 
port  Brass  Company  Vacuum  Breaker;  and 

Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

June  27,  1940. 

Re:  Cal.  No.  611-40-SM. 

Subject:  Bridgeport  Brass  Company  Vacuum  Breaker, 

approval  of.  T  n 

The  Bridgeport  Brass  Company,  owner,  filed  June  /, 
1940,  an  application  with  the  Board  of  Standards  and 
Appeals  for  approval  of  the  Bridgeport  Brass  Company 
Vacuum  Breaker  under  the  provisions  of  C26-1277.0 
(14.8.2.8),  Administrative  Building  Code,  and  the  Sub¬ 
merged  Inlet  Rules  of  the  Board  of  Standards  and  Ap- 
peals. 

This  unit  was  tested  at  32  Vandewater  street  at  the 
testing  bench  by  the  Department  of  Water  Supply,  Gas 
and  Electricity  in  the  presence  of  representatives  of  the 
manufacturer  and  of  the  Board  of  Standards  and  Ap- 
peals. 

This  unit  is  designed  as  a  vacuum  breaker  for  flush- 
ometer  supplied  units  only.  The  mechanical  principle 
utilizes  a  double-faced  check  arrangement  which,  when 
no  water  is  flowing  through  the  unit,  closes  the  water¬ 
way  and  opens  the  airport.  Upon  the  introduction  of  a 
flow  through  the  unit,  the  double-faced  check  the  side 
of  which  facing  the  waterway  being  spoon-shaped— 
swings  on  its  axis  and  effectually  closes  the  airport. 
The  airport  face  of  the  check  is  equipped  with  a  change¬ 
able  rubber  gasket  and  the  vacuum  breaking  feature  is 
so  designed  as  to  be  removed  from  the  shell  for  re¬ 
placement  or  repair. 

The  unit  was  subjected  to  a  test  of  26  inches  of  vacuum 
without  permitting  any  simulated  contaminated  water  be¬ 
ing  drawn  into  the  riser  and  subsequently  successfully 
withstood  an  endurance  test  of  five  minutes  under  23 
inches  of  vacuum.  It  allowed  a  sufficient  velocity  and 
flow  under  a  residual  head  of  six  pounds  to  effectively 
flush  the  closet  bowl  and,  under  repeated  operating  tests, 
no  escape  of  water  was  noticed  through  the  airport. 

As  a  result  of  these  tests,  it  is  recommended  that  the 
Bridgeport  Brass  Company  Vacuum  Breaker^ for  flush- 
ometer  units  only  be  approved  under  C26-1277.0  (14.8. 
2.8),  Administrative  Building  Code,  for  use  in  New' 
York  City,  on  condition  that  the  material  bear  a  label 
reading :  “Approved  by  the  Board  of  Standards  and  Ap¬ 
peals  for  use  in  New  York  City  under  Cal.  No.  611-40- 
SM”,  or  in  lieu  thereof,  a  die  or  stamp  be  made  bearing 
the  following  inscription  within  a  circle,  around  the 
periphery,  at  the  top  the  word  “App’v’d  ’,  along  the 
bottom  “B.S.  &  A.”,  in  the  center  two  lines,  upper  line 
reading  “N.Y.C.”,  lower  line  reading  “Cal.  No.  611-40- 
SM”. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 

CHARLES  M.  BLUM, 

Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests. 

and 

Whereas,  this  report  recommended  approval  of  this  mate¬ 
rial. 


Resolved,  that  the  Board  of  Standard  sand  Appeals  does 
hereby  approve  the  material  known  as  the  Bridgeport  Brass 
Company  Vacuum  Breaker,  on  condition  that  the  materia 
be  manufactured,  installed,  operated,  and  labeled,  stamped  oi 
tagged  in  accordance  with  above  report. 


GENERAL  RESOLUTION. 

1464-39-GR. 

SUBJECT— Amendment  of  General  Resolution— re  Ap¬ 
proval  of  Inspection  Agencies  under  rules  adopted 
by  the  Board  under  Cal.  No.  1139-39-GR. 
APPEARANCES— 

For  Applicant:  J.  Knott. 

ACTION  OF  BOARD — General  Resolution  reopened  and 
amended.  TT 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

Negative  .  ® 

THE  RESOLUTION— 

(1464-39-GR) 

Whereas,  applications  have  been  filed  with  the  Board  of 
Standards  and  Appeals  for  consideration  of  the  applicants 
as  approved  inspection  agencies,  relative  to  Opening  Pro¬ 
tective  Assemblies;  and 

Whereas,  the  Board  approved  certain  applicants  m  ac¬ 
cordance  with  reports  of  the  Committee  on  Tests  undei 
dates  of  December  18,  1939,  and  April  16,  1940;  and 
Whereas,  an  application  for  approval  has  been  filed  by  : 
the  George  F.  Rider  Company;  and 

Whereas,  this  application  was  referred  to  the  Committee 
on  Tests,  report  of  which  Committee  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

July  1,  1940. 

Re:  Cal.  No.  1464-39-GR. 

Subject:  Opening  Protective  Assembly  Inspection. 
Agencies:  Addition  of  the  Inspection  Agency— George 
F.  Rider  Company. 

George  F.  Rider  Company  filed  on  June  14,  iy4U,  a 
request  for  consideration  as  an  approved  inspection 
agency  under  the  rules  for  the  Inspection  of  Opening 
Protective  Assemblies.  The  president  of  the  company, 
Herman  R.  Neff,  Licensed  Professional  Engineer  No. 
314.  has  submitted  his  qualifications  and  those  of  the 
inspector,  Ralph  F.  Amos,  Licensed  Professional  Engi 
neer  No.  3710,  who  will  specialize  in  this  phase  of  the 

The  Committee  on  Tests  have  reviewed  their  quali¬ 
fications  and  experience,  and  on  the  basis  of  such  data 
recommend  that  the  George  F.  Rider  Company,  of 
Cleveland,  Ohio,  be  approved  as  an  inspection  agency  • 
with  the  work  of  inspection  to  be  done  by  Herman  R. 
Neff,  Licensed  Professional  Engineer  No.  314,  and 
Ralph  F.  Amos,  Licensed  Professional  Engineer  No.  i 
3710,  under  the  provisions  of  the  rules  of  the  Board  of 
Standards  and  Appeals  on  Inspection  of  Opening  Pro¬ 
tective  Assemblies,  Cal.  No.  1139-39-SR,  and  that  such 
approval  shall  remain  in  force  until  rescinded  by  the 
Board  and  that  all  inspections  shall  be  made  personally 
by  Herman  R.  Neff  or  Ralph  F.  Amos. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM. 

Commissioner. 
LESLIE  V.  HUBER, 

Chief  Engineer. 
Committee  on  Tests. 
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and 

Whereas,  this  report  recommended  the  approval  of  the 
George  F.  Rider  Company  as  an  inspection  agency;  and 

Whereas,  this  application  was  reopened  by  vote  of  the 
Board. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
herein  amend  the  resolution  adopted  on  December  18,  1939, 
as  amended  April  16,  1940,  so  that  as  amended  it  shall  read: 


“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  approve  the  inspection  agencies  set  forth  in 
the  reports  of  the  Committee  on  Tests  under  the  condi¬ 
tions  so  set  forth.” 


Adjourned,  5:20  P.M. 

Joseph  J.  Doyle,  Chief  Clerk. 


RULES 


SMOKING  IN  FACTORIES 


Adopted  by  the  Board  of  Standards  and  Appeals, 
August  12,  1918. 

RULE  1.  PERMIT. 

(a)  Prohibition.  No  person  shall  smoke,  or  carry  a 

lighted  cigar  or  cigarette  in  any  factory  as  defined  in 
Article  f,  Section  2,  of  the  State  Labor  Law,  nor  in  any 
portion  of  a  factory,  within  the  City  of  New  York,  except 
in  such  protected  portions  or  special  classes  of  occupancies 
as  are  specified  in  Rule  2  of  these  rules,  and  then  only 
after  the  issuance  of  a  permit  by  the  Administrative  official. 

It  shall  be  tbe  joint  and  several  duty  of  the  owner  and 
of  the  lessee  or  lessees  of  the  building  containing  such  fac¬ 
tory  or  factories  to  cause  to  be  posted  in  each  and  every 
entrance  hall,  stair  hall  or  room  throughout  the  building,  as 
well  as  in  every  elevator-car,  in  English,  and  also  in  such 
other  language  or  languages  as  the  administrative  official 
shall  direct,  a  notice  of  such  prohibition,  and  the  penalty 
for  its  violation. 

(b)  Application.  Application  for  such  permit  shall  be 

made  only  by  the  owner  of  the  building  on  suitable  blank 
forms  to  be  furnished  by  the  administrative  official. 

(c)  Time  Limit.  Such  permit  shall  be  for  a  definite 

period,  not  exceeding  one  year,  and  shall  not  be  renewed 
upon  expiration  until  a  reinspection  of  the  premises  for 
which  it  is  issued  has  been  made  for  the  purpose  of  de- 
tei  mining  whether  existing  conditions  warrant  a  renewal. 

(d)  Conditions.  The  permit  shall  state  the  conditions 
under  which,  the  hours  between  which,  and  the  place  or 
places  in  such  factory  where  smoking  may  be  permitted, 
and  this  permit  shall  be  framed  and  kept  posted  in  a  con¬ 
spicuous  place  in  the  factory. 

(e)  Revocation.  Violation  of  any  of  the  conditions 
specified  in  the  permit,  in  addition  to  incurring  such  pen¬ 
alties  as  are  prescribed  by  law,  shall  be  full  and  sufficient 
cause  for  the  revocation  of  such  permit  by  the  administra¬ 
tive  official,  and  shall  not  again  issue  a  permit  for  the 
same  premises  until  at  least  one  year  has  elapsed. 


RULE  2.  PERMISSIBLE  CASES. 

Smoking  may  be  permitted  in : 

(a)  Factories  engaged  in  the  manufacture  of  cigars, 
cigarettes,  or  smoking  tobacco,  when  necessary  for  the 
efficient  conduct  of  the  business,  provided  that: 

(1)  No  smoking  other  than  that  for  sampling, 
testing  and  experimental  purposes  is  carried  on. 

(2)  Such  smoking  is  conducted  in  a  room 
provided  especially  for  that  purpose,  separated 
from  the  rest  of  the  building  by  fireproof  or  fire- 
resisting  partitions,  with  all  openings  therein  pro¬ 
tected  by  self-closing  fire  doors,  and,  further,  unless 
the  building  is  of  fireproof  construction  or  provided 
with  an  approved  automatic  sprinkler  system,  the 
floor  and  ceiling  of  such  room  shall  be  covered 
with  fire  retarding  material. 

(3)  Such  chemical  fire  extinguishers  as  the  ad¬ 
ministrative  official  may  direct  are  installed. 

(4)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re¬ 
ceptacles. 

(b)  Factories  devoted  entirely  to  one  of  the  following 
occupancies : 

Blacksmithing  or  horseshoeing; 

Boiler  making ; 

Brick,  terra  cotta  or  artificial  stone  works ; 

Forge  shops ; 

Foundries ; 

Iron,  steel,  brass  or  copper  works; 

Machine  shops ; 

Smelting ; 

Stone  or  monumental  works ; 

provided  that  in  any  case : 

(1)  The  building  is  not  of  wooden  construc¬ 
tion  ; 

(2)  Such  chemical  fire  extinguishers  as  the 
administrative  official  may  direct  are  installed; 

(3)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re¬ 
ceptacles. 


 NOTICE 

FORMS  FOR  NOTICE  TO  PROPERTY  OWNERS 


Applicants,  under  the  building  zone  resolution,  are  en¬ 
titled  to  one  copy  of  Form  7NO. 

If  the>  desire  additional  copies,  for  their  own  conveni¬ 
ence  in  notifying  property  owners,  they  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
Room  1018,  Municipal  Building,  Manhattan,  at  three  cents 
each — postage  to  be  added  if  the  forms  are  forwarded  by 
mail. 
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RULES 


Adopted  by  the  Board  of  Standards  ^n£p£pPeaJt£Ug 
30,  1917;  Amended  Nov.  1,  1917,  and  Feb.  3,  1922. 


Rule  1  Fire  Retarding  Materials  for  Garages,  Motor 
Vehicle*  Repair  Shops  fnd  Oil  Selling  Stations.  In 

»ara»e"  „,otor  vehicle  repair  shops  and,  oil  sell  „g  stations 
material  or  form  of  construction  shall  be  deemed  fie 

retarding  within  the  meaning  of  §73  a’nd°fheat 

building1  code  that  resists  the  action  of  name  ana  near 

when  subjected  to  a  continuous  fire  for 
average  temperature  of  seventeen  hundred  (1/00)  degrees 
Fahrenheit  without  the  passage  of  flame  and  with  a  m 
imum  tempeiature  rise  to  four  hundred  (400)  degrees 
Fahrenheit  on  the  side  away  from  the  fire.  The^pomt  a 
which  the  temperature  of  transmitted  heat  is  measurea 
shall  be  protected  from  external  air  and  weather  conditions. 

When  the  test  specimen  is  in  the  form  of  partition  con¬ 
struction  the  area  under  test  shall  be  not  less  than  one 
hundred ’(100)  square  feet  and  icast  dimensmn  shall  be  n 
less  than  nine  (9)  feet.  When  m  the  form  of  floor  con 
Suction,  the  area  under  test  shall  be  not  less  than  wo 
hundred  (200)  square  feet  and  the  least  dimension 
lip  not  less  than  fourteen  (14)  feet. 

During  the  fire,  the  floor  construction  shall  support  the 
live  load  for  which  it  is  designed  and  after  the  fire  shall 
safely  sustain  twice  the  designed  live  load  with  a  maximum 
deflection  of  not  more  than  one  two-hundredth  (1/200) 

part  of  the  span.  u,  . 

Rule  2.  Wood  Joisted  Floor  Construction.  Wood 

jointed  floor  construction  shall  be  accepted  as i  fire-r etarding 
construction  in  non-fireproof  buildings  used  as  garages, 
motor  vehicle  repair  shops  or  oil  selling  stations  when  the 
beams  are  protected  on  the  upper  and  under  sides  with  the 
fire-retarding  materials  specified  in  rules  for  floor  and 
ceiling  coverings. 

Rule  3  Floor  Covering.  Any  one  of  the  following 
forms  of  construction  shall  be  accepted  as /■J-re'ard.ng  for 
the  covering  of  the  upper  sides  of  wood  floor  beams  m 
joisted  floor  construction  in  non-fireproof  buildings  used  as 
garages,  motor  vehicle  repair  shops  or  oil  selling  stations. 

"  (a)  Seven-eighths  (H)  inch  wood  underflooring 
protected  with  a  membrane  of  two-ply  waterproofing 
covered  with  not  less  than  two  and  one-halt  (2/2) 
inches  of  1  :2^4 :5  concrete  or  better,  reinforced  with 
not  less  than  one-fourth  04)  of  one  (1)  per  cent  of 
steel  mesh ; 

(b)  Two  and  one-half  (2J4)  inches  of  1:2:4  concrete 
applied  directlv  to  the  top  of  the  joists,  with  or  without 
temporary  support,  reinforced  with  not  less  than  one- 
fourth  of  one  per  cent  steel  rods,  mesh  or  steel  lath,  and 
having  the  tops  of  the  joists  coated  with  approved 
waterproof  paint  or  protected  by  tar  paper.  on  the  top 
and  on  the  sides  for  a  distance  of  three  inches  from 

the  top. 

Rule  4.  Ceiling  Covering.  Any  one  of  the  following 

forms  of  construction  shall  be  accepted  as  fire-retarding  for 
the  covering  of  the  undersides  of  wood  floor  beams  in 
joisted  floor  construction  in  non-fireproof  buildings  used  as 
garages,  motor  vehicle  repair  shops  or  oil  selling  stations: 

(a)  One-half  (H4)  inch  plaster  boards,  or  three- 
eighths  (34)  inch  gypsum  wall  boards  weighing  not  less 
than  16  pounds  per  square  yard  with  pointed  joints 
covered  with  No.  26  U.  S.  gauge  sheet  metal  with  one 
(1)  inch  lapped  seams  nailed  to  the  wood  beams  when 
spaced  not  more  than  sixteen  (16)  inches  on  centers,  or 
nailed  to  furring  strips  when  the  floor  beams  are  spaced 
more  than  sixteen  (16)  inches  on  centers: 

(b)  Two  thicknesses  of  one-quarter  (%)  inch  asbes¬ 
tos  board  laid  with  tight  staggered  joints  and  nailed  to 
the  beams,  when  spaced  not  more  than  sixteen  (16) 
inches  on  centers,  or  nailed  to  furring  strips  when  the 


floor  beams  are  more  than  sixteen  (16)  inches  on 

“ooMetal  la*  weighing  not  less  than  three  pounds 
ner  square  yard,  attached  to  furring  strips  and  plasteied 
with  Portland  cement  mortar  at  least  thee-quarte.  s 
(34)  inch  thick. 

Rule  5.  Attachment  to  Ceiling.  Fire-retarding  ceil- 

in°-s  in  non-fireproof  buildings  used  as  garages,  motor  velu- 
cle  repai.  shops  or  oil  selling  stations  shall  be  attached  to 
wood  floor  beams  and  girders  in  such  manner  as  to  mam- 
tain  an  air  space  between  the  wood  beams  and  all  wood 
beams  shall  be  seasoned  before  applying  the  protective  coat. 

Rule  6.  Openings  in  Fire- Retarding  Roots.  Pipes 
or  conduits  which  pass  through  floors  shall  ^lted  ‘ 
metal  thimbles  and  made  watertight  for  a  height  of  th  ee 

(3Ruleh7e.b  Columns.  All  structural  posts  and  columns! 

in  non-fireproof  buildings  required  to  be  fire-retarded  shall 
be  protected  with  fire-retarding  materials  specified  foi  ce 
in.  coverings  in  these  rules,  or  with  any  of  the  material 
accepted  in  fireproof  construction;  except  that  an  air  space 
shall  not  be  required  around  steel  or  cast  iron  columns 
Where  necessary  for  protection  against  mechanical  m- 
injury,  the  fire-retarding  protection  on  columns  shall  be 
jacketed  to  a  height  of  five  (5)  feet  from  the  ground  with 

No  4  U.  S.  gauge  metal.  .  f  .  ... 

Rule  8.  Girders  All  girders  in  non-fireproof  build¬ 
ings  required  to  be  fire-retarded  shall  be  protected  with  the 
fire-retarding  materials  specified  for  ceiling  coverings  m 
these  rules,  or  with  any  of  the  materials  acceptable  m  ire- 
proof  construction;  except  that  an  air  space  need  not  be 

pr  Rule '9^  'shaft  ^Enclosures.  Existing  stairways  an 

vertical  shafts  in  non-fireproof  business  buildings  hereafte, 
converted  to  be  used  as  garages,  motor,  vehicle  lepair  shop 
or  oil  selling  stations  shall  be  enclosed  in  fire-retaidmg  par 
titions  continued  through  the  non-fireprooff  floor  construe 
tion  and  when  unfilled  wood  stud  partitions  are  used,  th 
space  between  the  floor  beams  shall  be  fire-stopped  witi 
incombustible  materials.  All  openings  111  such  partition 
shall  be  protected  with  accepted  metal-covered  fire  door 
or  windows.  Wherever  necessary  for  protection  aganis 
mechanical  injury,  the  partition  shall  be  jacketed  to  a  heigh 
of  five  (5)  feet  on  the  garage  side  with  No.  4  U.  b.  gaug 
metal.  Any  one  of  the  following  forms  of  partitions  shat 

be  accepted  for  the  enclosure :  ,  1 

(a)  Two  by  four  inch  wood  studs,  spaced  not  moi 

than  sixteen  (16)  inches  on  centers,  covered  both  side, 
with  metal  lath  weighing  not  less  than  three  pounds  p< 
square  yard,  attached  to  furring  strips  and  plasten 
with  Portland  cement  mortar  at  least  three-quarte 

(34)  of  an  inch  thick;  , 

(b)  Two  by  four  inch  wood  studs  placed  not  mo 
than  sixteen  (16)  inches  on  centers,  covered  both  sid 
with  seven-eighths  (%)  inch  wood  sheathing,  one-ha 
(y2)  inch  plaster  boards  with  pointed  joints  and  No.  -t 
U  S-  gauge  sheet  metal  with  one-inch  lapped  seams; 

'(c)  Two  bv  four  inch  wood  studs  spaced  not  mo 
than  sixteen  (16)  inches  on  centers,  covered  both  sid 
with  seven-eighths  (?4)  inch  wood  sheathing,  tv 
thicknesses  of  one-quarter  04)  inch  asbestos  .  boar 
laid  with  tight  staggered  joints  and  jacketed  with  J> 
16  U.  S.  gauge  metal  on  the  garage  side  to  a  height 

five  (5)  feet;  ( 

(d)  Two  bv  four  inch  wood  studs  spaced  not  mo 
than  sixteen  ’(16)  inches  on  centers,  filled  in  soli<j 
between  the  studs  with  four  inches  of  approved  n 
proof  materials  and  covered  on  both  sides  with  No.  j 

U.  S.  gauge  metal ;  .  ,  , 

(e)  Existing-  wood  stud.  lath  and  plaster  partiticj 

covered  on  the  garage  side  with  No.  26  U.  S.  gad 
sheet  metal  with  one  inch  lapped  seams. 
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PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013.  Municipal  Building, 
Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon— Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
'eek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commissioner 
of  buildings  or  fire  commissioner)  and  file  with  this  board 
a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directons. 

HARRIS  H.  MURDOCK,  Chairman. 
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DOCKET. 

Neiv  Cases  Filed  up  to  July  16,  1940. 

Cal.  No.  Department.  Premises  Affected. 

761-40- A . F.D . Re  Transportation  of  Fuel  Oil  in 

Tank  Truck  (capacity  of  tank 
not  in  conformity  with  Fire 
Department  specifications  gov¬ 
erning  Tank  Trucks)  in  New 
York  City,  22458-L.C. 


762-40- S . H.B.M _ 204  East  56th  street,  south  side, 

90  ft.  east  of  Third  avenue 
(Block  No.  1329,  Lot  No. 
44%),  Borough  of  Manhattan, 
N.B.  138-40. 


763-40-A . H.B.Q . 163-13  to  163-17  Jamaica  ave¬ 

nue,  north  side,  29.89  ft.  east 
of  163rd  street  (Block  No. 
9793,  Lot  No.  11),  Jamaica, 
Borough  of  Queens, 

Alt.  1477-40. 


764-40-A . H.B.M _ 92-130  Centre  street,  48-82  Bax¬ 

ter  street,  121-133  White 
street  and  149-165  Leonard 
street,  two  (2)  city  blocks 
(Block  No.  167,  Lot  Nos.  1- 
51,  inclusive),  Borough  cf 
Manhattan.  Decision. 


765-40-A . H.B.M _ 440-448  East  102nd  street,  south¬ 

west  corner  of  East  River 
drive  (Block  No.  1695,  Lot 
No.  25),  Borough  of  Man¬ 
hattan, 

Drop  Curb  Applic.  83-40. 


766-40- A . H.B.B . 1-17  South  10th  street,  north 

side,  90.83  ft.  west  of  Kent 
avenue  (Block  No.  2143,  Lot 
No.  1),  Borough  of  Brooklyn, 
Alt.  2866-40. 


767-40-SA . Westinghouse  A-3,  A-3R — No.  3 

Elevator  Door  Hangers, 

Appliance 


768-40-SA . Westinghouse  B-3  and  B-3R  Ele¬ 

vator  Door  Hangers, 

Appliance. 


769-40-A.  A.  ..H.B.B . 300-304  First  street,  southwest 

corner  of  Fifth  avenue  (rear 
building)  ;  (Block  No.  969, 
Lot  No.  38),  Borough  of 
Brooklyn,  Alt.  1744-40. 


770-40- A . F.D . 10  Gansevoort  street,  south  side, 
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149  ft.  west  of  West  Fourth 
street  (Block  No.  627,  Lot 
No.  38),  Borough  of  Man¬ 
hattan, 

Decision — re  18535-L.C. 


771-40-A . F.D . 117-119  West  39th  street,  north 

.  side,  200  ft.  west  of  Sixth  ave¬ 
nue  (Block  No.  815,  Lot  No. 
20),  Borough  of  Manhattan, 

Decision. 


772-40-BZ _ H.B.B . 458-462  Hudson  avenue  and  54- 

62  DeKalb  avenue,  southwest 
corner  (Block  No.  2093,  Lot 
No.  62),  Borough  of  Brook¬ 
lyn, 

Drop  Curb  Applic.  643-40. 


773.4O-A . H.B.B . 437-451  66th  street,  north  side, 

307  ft.  east  of  Fourth  avenue 
(Block  No.  5827,  part  of  Lot 
No.  27),  Borough  of  Brook¬ 
lyn,  N.B.  1610-40. 


774.4O-SM . Gibsonburg  and  Superspread 

Brands  of  Finishing  Hydrated 
Lime,  manufactured  by  The 
Gibsonburg  Lime  Products 
Company,  Material. 


775- 40-BZ _ H.B.Q . 54-44  74th  street,  northwest  cor¬ 

ner  of  57th  avenue  (Block 
No.  2803,  Lot  Nos.  14  and  17, 
and  Block  No.  2804,  Lot  Nos. 

1  and  10),  Maspeth,  Borough  i 
of  Queens,  N.B.  4493-40. 

- -  f 

776- 40-A . H.B.Q . 54-44  74th  street,  northwest  cor¬ 

ner  of  57th  avenue  (Block  No. 
2803,  Lot  Nos.  14  and  17,  and 
Block  No.  2804,  Lot  Nos.  1 
and  10),  Maspeth,  Borough  of 
Queens  (under  section  35, 
General  City  Law — re  Bed  of 
Mapped  Street), 

N.B.  4493-40. 


777-40-SM . Neva-Flame  (Flameproofing  Com¬ 

pound),  manufactured  by 
Neva-Moth  Corporation  of 
America,  Material.' 


778-40-A . F.D . 233-243  Herkimer  street,  north 

side,  305  ft.  east  of  New  York 
avenue  (Block  No.  1862,  Lot 
No.  14),  Borough  of  Brook¬ 
lyn, 


4851-L.F.  and  Decision 


CALENDAR 


779-40- A . I\D . 1-4  Chatham  square  and  2  Mott 

street,  northwest  corner  (Block- 
No.  162,  Lot  No.  1),  Borough 
of  Manhattan, 

Decision. 


780-40- A . H.B.M - 28-36  Gold  street,  91-101  John 

street  and  1-21  Cliff  street 
(Block  No.  76,  Lot  Nos.  10, 
11,  19  and  22),  Borough  of 
Manhattan,  Alt.  2136-40. 


7M-40-S . H.B.M . 11  West  42nd  street,  north  side, 

208  ft.  4  in.  west  of  Fifth 
avenue,  and  20  West  43rd 
street  (Block  No.  1258,  Lot 
No.  21),  Borough  of  Manhat¬ 
tan,  B.N.  2665-40. 


782-40-A . H.B.Q . 126-02  to  126-08  Northern  boule¬ 

vard,  33-01  126th  street,  south¬ 
east  corner,  and  126-01  34th 
avenue  (Block  No.  1820,  Lot 
No.  1),  Flushing,  Borough  of 
Queens,  Alt.  572-39. 


783-40- A . H.B.B . 223-233  Marlborough  road  and 

1501-1507  Beverly  road,  north' 
east  corner  (Block  No.  5119 
Lot  No.  43),  Borough  of 
Brooklyn,  Alt.  3359-40. 


784-40- A . F.D . 47-02  to  47-08  5th  street,  south¬ 

west  corner  of  47th  avenue 
(Block  No.  20,  Lot  No.  5), 
Long  Island  City,  Borough  of 

Queens, 

4823-L.F.  and  Decision. 


785-40-A . F.D . 46-55  to  46-59  Metropolitan  ave¬ 

nue,  north  side,  522  ft.  east  of 
Newtown  Creek  (Block  No. 
2611,  Lot  Nos.  203  and  206), 
Maspeth,  Borough  of  Queens, 
4808-L.F. 


786- 40- A . H.B.Q . 72-04,  72-08,  72-12,  72-16,  72-20, 

72-24,  72-28  and  72-32  Hollis 
Court  boulevard,  southwest 
corner  of  Richland  avenue 
(Block  No.  7226,  part  of  Lot 
No.  140),  Flushing,  Borough 
of  Queens,  N.B.  4513-40. 

787- 40-A . H.B.Q . 173-03,  173-07  and  173-11  Fair- 

child  avenue,  northwest  corner 
of  Fresh  Meadow  lane  (Block 
No.  5587,  Lot  No.  6),  Flush¬ 
ing,  Borough  of  Queens, 

N.B.  4558-40  to 
N.B.  4560-40,  inclusive. 


788-40-A . H.B.Q . 173-04,  173-08  and  173-12  Fair- 

child  avenue,  southwest  cor¬ 
ner  of  Fresh  Meadow  lane 
(Block  No.  5587,  Lot  No.  6), 
Flushing,  Borough  of  Queens, 
N.B.  4555-40  to 
N.B.  4557-40,  inclusive. 

7S9-40-BZ. ...  H.B.B . 656-660  Fulton  street,  south  side, 

24  ft.  west  of  South  Elliott 
place,  and  107-115  Fort  Greene 
place,  east  side,  104  ft.  south 
of  Lafayette  avenue  (Block 
No.  2113,  Lot  Nos.  32,  33,  34 
and  17-21,  inclusive),  Bor¬ 
ough  of  Brooklyn, 

Drop  Curb  Applic.  1310-40. 

790-40- SM . William  J.  Plander  Solid  Con¬ 

crete  and  Cinder  Blocks  (sizes 
4  in.,  6  in.  and  8  in.  by  8  in.), 
manufactured  by  William  J. 
Plander,  Material. 


791-40-A . F.D . Re  Transportation  of  Fuel  Oil  in 

Tank  Truck  (capacity  of  tank 
not  in  conformity  with  Fire 
Department  specifications  gov¬ 
erning  Tank  Trucks),  in  New 
York  City,  22485-L.C. 


792-40-A . F.D . 1431  Webster  avenue,  west  side, 

347  ft.  south  of  East  171st 
street  (Block  No.  2887,  Lot 
No.  88),  Borough  of  The 
Bronx, 

20358-L.C.  and  Decision. 


793-40-A . F.D . 56  East  11th  street,  south  side, 

206  ft.  east  of  University 
place  (Block  No.  562,  Lot  No. 
12),  Borough  of  Manhattan, 
22475-L.C. 


794-40-A . F.D . 6914-6918  Fifth  avenue,  west 

side,  102  ft.  8 %  in.  south  of 
Bay  Ridge  avenue  (Block  No. 
5873,  Lot  Nos.  48  and  49), 
Borough  of  Brooklyn, 

4631-L.F.  and  Decision. 


Restored  to  Calendar. 

109-40- A . F.D . 35-37  Emerson  place,  east  side, 

200  ft.  north  of  Park  avenue 
(Block  No.  1880,  Lot  No.  8), 
Borough  of  Brooklyn, 

3896-L.F. 


674-40-S . H.B.M . 333-337  Sixth  avenue  and  2-8 
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Cornelia  street,  southwest  cor-  LIST  OF  APPROVED  APPLI^^  ^ 

ner  (Block  No.  589,  Lot  Nos.  Vatvo^-  ;;  5,  isto-Vol.  25, 

28  and  25),  Borough  of  Man-  Fuel  Oil  Burners  for  Domestic  and  29  1939_Vol.  24, 

...  Alt  2650-39  Commercial  Use  • . . . M  5>  1940— Vol.  25, 

hattan,  Alt.  20DU  0*.  Fuel  ou  Fill  plpe  Terminals  .  ^  .Mar.  b.  y  j  24 

Fuel  Oil  Burners  for  Industrial  Use  Aug.  ^  1940_VoL  25( 

H  B  Bx. .  .200-218  West  230th  street,  south-  ^1£tSmPS. ■■  er  Spray  Aug'  29,  m9_VoL  i4, 

west  corner  of  Broadway  P^g**-*  L^.S^ov.  14.  i9S9-Vol.  24. 

(Block  No.  3402,  Lot  No.  Range  Oil  Burners  and  Space^  2g>  ig39_VoU  24> 

645),  Borough  Of  The  Bronx,  Vacu^m^ 1  Breakers  . May  28,  194°— VoL  “5l 

Alt.  75-40.  _ _ 


No.  10 
No.  10 


No.  35 
No.  10 
No.  32 
No.  25 
No.  35 


No.  46 


No.  35 

No.  22 


61-32-BZ _ H.B.B . 64-70  Neptune  avenue,  southwest  JULY  16,  1940,  10  A.  M. 

corner  of  Hoff  street  (Block  Building  Zone  Applications. 

No.  7516,  Lot  No.  2371),  Bor- 

ough  of  Brooklyn,  NOTICE  IS  HEREBY  GIVEN  by  the  Board  MStand- 

Applic.  585-32.  ards  and  Appeals  of  a  public  hearing  j  ,  ^ 

of  the  building  zone  resolution,  Tuesday  morning,  July 

. _ -  ,  +  1940  at  10  o’clock,  in  Room  1013,  Municipal  Building, 

94-38-BZ _ H.B.Q . 89-04  166th  street,  southwest  Man’hattan<  on  the  following  matters: 

corner  of  89th  avenue  (Block 

No.  866  Lot  No.  72) ,  Jamaica,  CA,  N0.  417-40-BZ-AppUeation,  April  1940,  untesec- 

Borough  of  Queens,  *  f  victor  Greiff.  applicant,  on  behalf 

Misc.  Apphc.  883-40.  of  Helen  Greif{  aI4d  Lotti  J.  Greiff, 

-  owners,  to  permit  in  a  residence  use  I 

nFSIGN ATIONS :  H.B.— Department  of  Housing  and  Buildingsj  district  and,  also,  “G”  area  district,  the 

HA5.B— Department  of  Housing  and  Buildings,  Brookiyn^,^  ^  erection  and  maintenance  O  a  one-car 

Department  of  Housing  and  Buil< dm .  H!b.r!— Department  garage,  accessory  to  the  dwelling  on  the 

prtHeustin°gf  and 8  Buildings  Richmond  :  H.B.Bx.-Department  of  premises;  said  g»age  d<xs  not  conform 

HouS  and  Buildings.  Bronx  ;  H.D.-Health  Department,  and  with  the  “G”  area  requirements  of  the 

F.D. — lire  Department.  building  zone  resolution;  premises^lay 

CERTIORARI  ORDErSrVED  O* I  THE REGARD  Beach 

OF  STANDARDS  AND  APPEALS  (Block  No.  782,  Lot  Nos.  27  and  30), 

On  July  12,  19f ’eft^raririndbehalfaof°TneH.  Frazer  Mortgage  Rockaway  Beach  (Neponsit),  Borough 

petition  and  order  of  certi  bohf  Board  of  May  j4,  1940.  re-  Qf  Queens. 

Corporation,  owner,  i in  ti  No.  93.33-BZ,  affecting  premises  ^ 

SSIo  “Sic  a»»»e.P!orou,h  of Brooklyn,  relating  to  «e«,,n  Applicati„„  May  7,  1940,  under  sec- 

.„d  maintenance  of  a  8,sohne  ,.,Bon.  CAL,  N0.  485-40-BZ-Apphcat.On,^  May^  reso,utio„, 

PTTT  ES  of  Emanuel  M.  Glick,  applicant,  on  be- 

Last  Publication  in  Bulletin  half  of  MethiU  Realty  CorpoM 

. .  T .  „  _  R,.ipS  jan.  16,  140— Vol.  25,  No.  3  owner,  to  permit,  partly  in  a  business 

Certifincafe°of  ^Occupancy,  approved  i938— Vol  23  No.  34  use  district  and  partly  in  a  residence 

form  . T)  v . S'  iS-Vol.  22,  No.  28  use  district,  the  erection  and  mainte- 

Concrete  Flat  Slabs,  Rules  .  -  •  1937— Vol.  22,  No.  31  nance  of  a  business  building  (store) , 

Concrete  Rules  (Hydrated  Lime) . Aug-  6.  ^  No  9  "remises  ^  Hm  aye_ 

IxilVules  “(Revolving  Doors)  June  15,  1937-Vol.  22,  No.  g  nue<  100  ft.  6  in.  north  of  Westchester 

Factory  Exit  Rules  -  —  . geDt.  12’,  1939 — Vol.  24,  No.  37  avenue  (Block  No.  3835,  Lot  No.  1), 

I!;:  S17£“.  W«-V°L  “•  N°-  21  Borough  of  The  Bronx. 

Fire-resistive,  Flameproof  Materials,  14>  1940— Vol.  25,  No.  20 

FireeRetfrdiengf  Rules"  Tor  Garages.  1940_VoL  25,  No.  28  CAL.  NO.  421-40-BZ-AppUcation  April  24,  1940,  under  sec- 

etc.  -••••; .  i !3  1937 — Vol.  22,  No.  16  tion  7h  of  the  building  zone  resolution, 

Fireproof  Wood,  Testing  of  . aj>^  ^  1919_Voi.  4,  No.  3  0f  T.  Jacques  Stone,  applicant,  on  be- 

E:  wS  RandngGas  Cutting  r  1940_Vol.  25,  No.  10  half  ofW.  Goadby  Loew  and  United 

Gas  Shut-Off  Rules  . .  s’,  1928 — Vol.  13,  No.  23  trustee  of  Estate  of  Charles  F.  Rowe, 

Insulating  Fibre  Board”  Rules! rZ: July  f  ^S^Vol'  25  No  25  owners,  to  permit  in  a  business  use  dis- 

Oil  BurSlr  Rules  . - . J™e  18.  1940-Vol.  25.  No.  25  for  a  temporary  period  of  not 

Opening  Protective  Assemb »«><Dec.  5,  1939— Vol.  24,  No.  49  more  than  two  (2)  years,  the  parking 

Paint," Varnish  "and  Lacquer  Spray-  1940_Vol.  25,  No.  26  and  storage  of  more  than  five  (S)  motor 

PiatS^fc  sp.cS.ti  f.rg  U  ;»»5=vo;.  g.  gj  «  I^tVourX  Lexd 

«.  NO.  «  jjfg"  antTsO !  borough '(^Manhattan! 

Procedure,  Rules  of  •  .  .  A  11  1940 — Vol.  25,  No.  24 

SmSfnegra?rfctor“s;  RuL  for*..  'July  %  ^40-Vol  25,  £.  29  4j5.40.BZ- Application.  April  22,  1940,  under  sec- 

Sprinkler  Rules  .  -  g  i937-Vol.  22,  No.  23  CAL’  N0‘  tJ0"  7b  and  7c  of  the  building  zone 

!SS5  ^Si5?eSRepoAing::June  7  1932-Voi.  17,  No.  23  Solution,  of  Andrew  A  Marjey,  ap- 

Tanlc  Trucks,  Fuel  Oil,  etc . ^  ^g^6 — yQj  21  No  47  plicant,  On  behalf  of  Borough  Ha 

I0;  ,923 — Vol.  s.  NO.  15  Holding  Corporation,  owner,  to  pernn.. 

Rule  505  of  Industrial  Code)  Apr.  io, 
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partly  in  a  business  use  district  and 
partly  in  a  residence  use  district,  the 
erection  and  maintenance  of  a  business 
building  (stores  on  first  story  and  of¬ 
fices  on  second  story)  ;  premises  124-17 
Queens  boulevard  and  125-02  82nd  ave¬ 
nue,  northeast  corner  (Block  No.  9654, 
Lot  Nos.  6,  12,  14  and  15),  Kew  Gar¬ 
dens,  Borough  of  Queens. 


residence  use  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  (previously  denied  by  the  Board)  ; 
premises  219-01  North  Conduit  boule¬ 
vard  (avenue)  and  144-01  to  144-09 
Springfield  boulevard,  northeast  corner 
(Block  No.  3820,  Lot  No.  4),  Spring- 
field  Gardens,  Borough  of  Queens. 


cal.  no.  193-40-BZ — Application,  February  21,  1940,  under 
section  21  of  the  building  zone  resolu¬ 
tion  and  section  60  of  the  Multiple 
Dwelling  Law,  of  A.  Paul  Loshen,  ap¬ 
plicant,  on  behalf  of  Charles  Weber, 
owner,  to  permit  in  a  residence  use 
district  the  erection  and  maintenance  of 
a  garage  for  more  than  three  (3)  motor 
vehicles  erected  on  the  premises  appur¬ 
tenant  to  a  multiple  dwelling ;  garage 
space  is  for  the  use  of  tenants  only ; 
premises  175-35  Dalny  road,  northwest 
corner  of  Highland  avenue  (Block  No. 
9884,  Lot  No.  1),  Jamaica,  Borough  of 
Queens. 

cal.  no.  555-27-BZ — Application  of  Conroy  and  Hardy,  ap¬ 
plicants,  on  behalf  of  Elizabeth  W. 
Herman,  owner,  reopened  February  14, 
1940,  under  alleged  new  facts,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  use  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station  (previously  denied)  ; 
premises  2815-2819  Boston  Post  road 
and  926-930  Arnow  avenue,  southwest 
corner  (Block  No.  4516,  Lot  No.  29), 
Borough  of  The  Bronx. 

cal.  no.  390-27-BZ — Application  of  Reginald  S.  Hardy,  ap¬ 
plicant.  on  behalf  of  Morben  Properties. 
Incorporated,  owner,  reopened  May  9, 
1939,  for  rehearing  by  order  of  the 
court,  under  section  21  of  the  building 
zone  resolution,  to  permit,  partly  in  a 
business  use  district  and  partly  in  a 
residence  use  district,  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  (previously  denied)  ;  premises  73- 
42  Cooper  avenue,  south  side,  22.22  ft. 
west  of  74th  street  (Block  No.  3811, 
Lot  No.  8),  Glendale,  Borough  of 
Queens. 

cal.  no.  230-40-BZ — Application,  March  1,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Reginald  S.  Hardy,  applicant,  on  be¬ 
half  of  Winchester  Realty  Corporation, 
owner,  to  permit,  partly  in  a  residence 
use  district  and  partly  in  a  business  use 
district,  the  erection  and  maintenance  of 
a  gasoline  service  station;  premises 
234-01  to  234-19  Hillside  avenue  and 
82-63  to  82-71  234th  street,  northeast 
corner  (Block  No.  7935,  part  of  Lot 
No.  1),  Creedmore,  Borough  of  Queens. 

cal.  no.  489-38-BZ — Application  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Sam  Schwartz 
and  Joseph  Schwartz,  owners,  reopened 
October  3,  1939,  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a 


cal.  no.  1447-39-BZ — Application,  November  28,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Sidney  L.  Strauss,  applicant, 
on  behalf  of  Marie  Hediger,  owner,  to 
permit  in  a  business  use  district  the 
erection  and  maintenance  of  a  gasoline 
service  station,  a  motor  vehicle  repair 
shop  and,  also,  the  parking  of  more 
than  five  (5)  motor  vehicles;  premises 
79-51  Cooper  avenue,  north  side,  191.33 
ft.  west  of  69th  road  (Block  No.  9549, 
Lot  No.  20),  Glendale,  Borough  of 
Queens. 

cal.  no.  814-28-BZ — Application  of  William  Reich,  appli¬ 
cant,  on  behalf  of  John  Cestaro,  Patrick 
LaTrace  and  Joseph  Cestaro,  owners, 
reopened  October  24.  1939,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  to  permit  in  a  business  use 
district  the  extension  of  a  gasoline 
service  station  (said  gasoline  service 
station  previously  granted  by  the 
Board)  ;  premises  796-802  Metropolitan 
avenue  and  2-10  Bushwick  avenue, 
southwest  corner  (Block  No.  2766,  Lot 
Nos.  11  and  14),  Borough  of  Brooklyn. 

cal.  no.  436-40-BZ — Application,  April  25,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Lawrence  M.  Rothman,  applicant, 
on  behalf  of  Mollie  Schorr,  owner,  to 
permit  in  a  residence  use  district  the 
erection  and  maintenance  of  a  business 
building  (stores)  ;  premises  989-999 
East  179th  street,  north  side,  31.68  ft. 
west  of  Bryant  avenue  (Block  No. 
3132,  Lot  No.  3),  Borough  of  The 
Bronx. 

cal.  no.  192-29-BZ — Application  of  H.  A.  Mugler,  appli¬ 
cant,  on  behalf  of  Veronica  Kambourian, 
owner,  reopened  January  3.  1939,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  to  permit  in  a  business  use 
district  the  reconstruction  and  extension 
of  a  gasoline  service  station  (previously 
granted  by  the  Board)  ;  premises  58-02 
to  58-06  Laurel  Hill  boulevard  and  51- 
01  to  51-05  58th  street,  southeast  corner 
(Block  No.  2342,  Lot  Nos.  8,  9  and  10 
and  parts  of  Lot  Nos.  6  and  7),  Wood- 
side,  Borough  of  Queens. 

cal.  no.  465-40-BZ — Application,  May  3,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution 
and  section  60  of  the  Multiple  Dwelling 
Law,  of  Samuel  Gardstein.  applicant, 
on  behalf  of  Madison  Arms,  Incor¬ 
porated,  owner,  to  permit,  partly  in  a 
business  use  district  and  partly  in  a 
residence  use  district  the  erection  and 
maintenance  of  a  multiple  dwelling  hav¬ 
ing  a  garage  for  more  than  five  (5^ 
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motor  vehicles  in  the  cellar  story ; 
garage  space  is  for  the  use  of  tenants 
only;  premises  118-60  Metropolitan  ave¬ 
nue,  south  side,  180.14  ft.  west  of  Lef- 
ferts  boulevard  (avenue)  ;  (Block  No. 
3322,  Lot  No  25).  Kew  Gardens,  Bor¬ 
ough  of  Queens. 

cal.  no.  562-32-BZ — .Application  of  Lama  and  Proskauer. 

applicants,  on  behalf  of  Silgreen  Hold¬ 
ing  Corporation,  owner,  reopened  No¬ 
vember  15,  1938.  under  section  21  of  the 
building  zone  resolution,  to  permit  in 
a  business  use  district  the  maintenance 
of  a  gasoline  service  station,  previous^ 
granted  by  the  Board  for  a  temporary 
period;  premises  208-16  Foch  boulevard, 
southwest  corner  of  Springfield  boule¬ 
vard  (Block  No.  3358,  Lot  No.  50). 
St.  Albans,  Borough  of  Queens. 

cal.  no.  272-40-BZ — Application,  March  12,  1940,  under  sec¬ 
tions  7g  and  21  of  the  building  zone 
resolution  and  section  60  of  the  mul¬ 
tiple  dwelling  law,  of  Goule  de  Neer- 
gaard.  applicant,  on  behalf  of  Spuyten 
Duyvil  Tower,  Incorporated,  owner,  to 
permit,  partly  in  a  business  use  district 
and  partly  in  a  residence  use  district, 
the  erection  and  maintenance  of  a  mul¬ 
tiple  dwelling  having  a  garage  for 
more  than  five  (5)  motor  vehicles  in 
the  cellar  story;  garage  space  is  for 
the  use  of  tenants  only ;  premises  west 
side  of  Kappock  street,  475  ft.  north  of 
Johnson  avenue  (Block  No.  3407,  Lot 
Nos.  128  and  84),  Borough  of  The 
Bronx. 

cal.  no.  289-40-BZ — Application,  March  18.  1940,  under 
sections  7a,  7c  and  21  of  the  building 
zone  resolution,  of  William  H.  Fuhrer, 
applicant,  on  behalf  of  Martha  Adler 
and  Lerad  Realty  Corporation,  owners 
(Sam  Adler,  Incorporated,  lessee),  io 
permit  in  a  business  use  district  the  e.\ 
tension  in  height  of  an  existing  milk 
bottling  and  distributing  station ;  prem¬ 
ises  447-457  East  133rd  street,  north 
side,  195  ft.  west  of  Brown  place 
(Block  No.  2278,  Lot  Nos.  64  and  69), 
Borough  of  The  Bronx. 

cal.  no.  30-40-BZ— Application,  January  9,  1940,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  Herman  Kron,  applicant, 
on  behalf  of  Central  Savings  Bank, 
owner  (Harry  Bluthman,  lessee),  to 
permit  in  a  retail  use  district,  for  a 
temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles: 
premises  114-118  Lewis  street,  east 
side.  125  ft.  south  of  East  Houston 
street  (Block  No.  330,  Lot  Nos.  45,  46 
and  47),  Borough  of  Manhattan. 


partly  in  a  retail  use  .district  and  partly 
in  an  unrestricted  use  district,  the  alter¬ 
ation  and  conversion  of  occupancy  of 
part  of  a  garage  for  more  than  fiv§ 
(5)  motor  vehicles  (previously  granted 
by  the  Board),  so  as  to  include  an  al¬ 
cove  gasoline  service  station;  premises 
107-36  Queens  boulevard,  south  side, 
130.56  ft.  west  of  Continental  avenue 
(Block  No.  3239  (2049),  Lot  No.  3), 
Forest  Hills,  Borough  of  Queens. 

cal.  no.  297-40-BZ — Application.  March  20,  1940,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  Henry  Nordheim,  appli¬ 
cant,  on  behalf  of  The  Mutual  Life  In¬ 
surance  Company,  owner  (Louwer 
Garage  Corporation,  lessee),  to  permit, 
partly  in  a  business  use  district  and 
partly  in  a  residence  use  district,  for  a 
temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1407-1419  College  avenue,  west 
side,  215  ft.  south  of  East  171st  street 
(Block  No.  2786,  parts  of  Lot  Nos.  2, 
6  and  29),  Borough  of  The  Bronx. 

cal.  no.  407-40-BZ— Application.  April  15,  1940,  under  sec¬ 
tions  7a,  7c  and  21  of  the  building  zone 
resolution,  of  King  and  Lynch,  appli¬ 
cants,  on  behalf  of  The  Mortgage  Cor¬ 
poration  of  New  York  (successor 
trustee  to  Frederick  L.  Cranford), 
owner,  to  permit,  partly  in  a  business 
use  district  and  partly  in  a  residence 
use  district,  the  extension  of  a  gasoline 
service  station  and,  also,  the  erection 
and  maintenance  of  an  accessory  build¬ 
ing  ;  premises  1927-1935  Flatbush  ave¬ 
nue,  northeast  corner  of  Kings  highway 
(Block  No.  7819,  Lot  No.  20),  Borough 
of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  16,  1940,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

502-40- A — 130  Union  avenue,  east  side.  100  ft.  north  of 
Leyden  avenue  (Block  No.  190,  Lot  No. 
32),  Mariners  Harbor,  Borough  of  Rich¬ 
mond. 

673-40-A — 34-42  Columbia  Heights,  west  side,  164  ft.  south 
of  Doughty  street,  and  27-53  Furman  street 
(Block  No.  203,  Lot  No.  1,  and  Block  No. 
208,  Lot  Nos.  2,  10  and  21),  Borough  of 
Brooklyn  (under  Section  35,  General  City 
Law — re  Bed  of  Mapped  Street). 


cal.  no.  1613-17-BZ — Application  of  William  Shary,  appli¬ 
cant,  on  behalf  of  Continental  Avenue 
Garage,  Incorporated,  owner  (Beslyn 
Garage,  Incorporated,  lessee),  reopened 
April  9,  1940,  under  section  21  of  the 
building  zone  resolution,  to  permit, 
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689-40-A — 51-20  Grand  avenue,  south  side,  469.56  ft.  west 
of  Garrison  avenue  (Block  No.  2626.  Lot 
No.  6,  and  Block  No.  2615,  Lot  No.  6), 
Maspeth,  Borough  of  Queens  (under  Sec¬ 
tion  35,  General  City  Law — re  Bed  of 
Mapped  Street). 
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15J5-39-A  95-1/  155th  avenue,  north  side,  entire  block 
bounded  by  155th  avenue,  Lahn  street,  Kill- 
arney  street  and  Shore  boulevard  (Block 
No.  2411,  Lot  No.  1),  Howard  Beach. 
Borough  of  Queens. 

1536- 39- A — 95-41  155th  avenue,  north  side,  entire  block 

bounded  by  155th  avenue,  Lahn  street,  Hur¬ 
on  street  and  Shore  boulevard  (Block  No. 
2413,  Lot  No.  1),  Howard  Beach,  Borough 
of  Queens. 

1537- 39-A — 155-04  Killarney  street,  southwest  corner  of 

155th  avenue  Block  No.  2409,  Lot  No.  1), 
Howard  Beach,  Borough  of  Queens. 

1538- 39-A— 99-03  North  Conduit  avenue,  northeast  corner  of 

Huron  street  (Albert  road)  ;  (Block  No. 
2418.  Lot  No.  1),  Howard  Beach,  Borough 
of  Queens. 

525-40- A — 340-348  Morgan  avenue,  southeast  corner  of 
Orient  avenue  (Block  No.  2911,  Lot  Nos. 
6,  21,  25  and  26),  Borough  of  Brooklyn. 

603-40- A — 269  Avenue  “€”,  west  side,  22  ft.  9  in.  south  of 
East  16th  street  (Block  No.  983,  Lot  No. 
33),  Borough  of  Manhattan. 

606-40- A — 242-248  Greene  avenue,  south  side,  275  ft.  east 
of  Grand  avenue  (Block  No.  1966,  Lot  No. 
19),  Borough  of  Brooklyn. 

i  509-40-A — 162-04  Jamaica  avenue,  south  side,  24  ft.  east  of 
Union  Hall  street  (Block  No.  10102,  Lot 
No.  2),  Jamaica,  Borough  of  Queens. 

547-40-A — 233  South  Third  street,  north  side,  18  ft.  4  in. 

west  of  Havemeyer  street  (Block  No.  2400, 
Lot  No.  32),  Borough  of  Brooklyn. 

438-40- A — 1009  Winthrop  street,  south  side,  75  ft.  west 
of  92nd  street  (Block  No.  4627.  Lot  No. 
6),  Borough  of  Brooklyn. 

42-40- A  59-75  Thames  street  and  92-104  Knickerbocker 
avenue,  northeast  corner  (Block  No.  3008, 
Lot  No.  22),  Borough  of  Brooklyn. 

654-40-A— 1017  Avenue  “K”,  north  side,  52  ft.  west  of 
Coney  Island  avenue  (Block  No.  6531,  Lot 

No.  46),  Borough  of  Brooklyn. 

• 

656-40-A — 38-42  Second  avenue,  west  side,  6th  street  Basin, 
Gowanus  Canal  (Block  No.  990,  Lot  No. 
1),  Borough  of  Brooklyn. 

1 688 -40- A — 371  Pearl  street,  west  side,  23.8  ft.  north  of 
Hague  street  (Block  No.  113.  Lot  No. 
28),  Borough  of  Manhattan. 

1 51 7-39- A — 306  New  Lots  avenue,  south  side,  88  ft.  east  of 
Alabama  avenue  (Block  No.  4296,  Lot  No. 
5).  Borough  of  Brooklyn. 

397 -40- A — 2222  Homecrest  avenue,  west  side,  180  ft.  south 
of  Avenue  “V”  (Block  No.  7372 A,  Lot  No. 
16),  Borough  of  Brooklyn. 


564-40- A— 2-42  Milford  street,  southwest  corner  of  At¬ 
lantic  avenue,  and  13-27  Montauk  avenue 
(Block  No.  3976,  Lot  No.  27),  Borough  of 
Brooklyn. 

618-40-A— 1267  Flushing  avenue,  north  side,  25  ft.  east  of 
Johnson  avenue,  and  636-644  Johnson  ave¬ 
nue  (Block  No.  2996,  Lot  No.  22),  Bor¬ 
ough  of  Brooklyn. 

664-40- A  42- 1 4  West  street,  southwest  side,  125  ft.  south¬ 
east  of  Jackson  avenue  (Block  No.  264, 
Lot  No.  I ) ,  Long  Island  City,  Borough  of 
Queens. 

693-40- A— 474  Johnson  avenue,  south  side,  100  ft.  west  of 
Porter  avenue  (ground  floor)  ;  (Block  No. 
2992,  Lot  No.  25),  Borough  of  Brooklyn. 

709-40-A  22-11  to  22-19  41st  avenue,  northwest  corner 
of  23rd  street  (Block  No.  409,  Lot  No.  1), 
Long  Island  City,  Borough  of  Queens. 

761 -40- A— Re  Transportation  of  Fuel  Oil  in  Tank  Truck 
(capacity  of  tank  not  in  conformity  with 
Fire  Department  specifications  governing 
Tank  Trucks)  in  New  York  City. 

770-40 — 10  Gansevoort  street,  south  side,  149  ft.  west  of 
West  4th  street  (Block  No.  627,  Lot  No. 
38),  Borough  of  Manhattan. 

496-40-A— 9  Doyers  street,  west  side,  1,615.75  ft.  north  of 
Chatham  square  (Block  No.  162,  Lot  No. 
30),  Borough  of  Manhattan. 

643-40-A  163-24  Jo  163-26  Jamaica  avenue,  south  side, 
217.72  ft.  east  of  New  York  boulevard 
(Block  No.  10151  (1167),  Lot  Nos.  12,  13 
and  113),  Jamaica,  Borough  of  Queens. 

648-40- A— 10-16  Grand  avenue,  west  side,  80  ft.  11  in. 

south  of  Flushing  avenue  (Block  No.  1877, 
part  of  Lot  No.  30),  Borough  of  Brooklyn. 

653-40-A— 103-17  Metropolitan  avenue,  north  side.  160  ft. 

west  of  Roman  avenue  (Block  No.  2050, 
Lot  No.  45),  Forest  Hills,  Borough  of 
Queens. 

092-40- A — 102-404  East  101st  street,  south  side,  50  ft.  east 
of  First  avenue  (Block  No.  1694,  Lot  No. 
46),  Borough  of  Manhattan. 

694-40- A — 224  Centre  street,  165-171  Grand  street,  south¬ 
east  corner,  and  154  Baxter  street  (Block 
No.  235,  Lot  No.  13),  Borough  of  Man¬ 
hattan. 

771-40-A — 117-119  West  39th  street,  north  side,  200  ft. 

west  of  Sixth  avenue  (Block  No.  815.  Lot 
No.  20),  Borough  of  Manhattan. 

778- 40-A — 233-243  Herkimer  street,  north  side,  305  ft.  east 

of  New  York  avenue  (Block  No.  1862,  Lot 
No.  14),  Borough  of  Brooklyn. 

779- 40-A— 1-4  Chatham  square  and  2  Mott  street,  north¬ 

west  corner  (Block  No.  162,  Lot  No.  1), 
Borough  of  Manhattan. 
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596-40-A — 988  Second  avenue,  east  side,  40  ft.  north  of  East 
52nd  street  (Block  No.  1345,  Lot  No.  2 J4), 
Borough  of  Manhattan. 

737-40-A — 794  Columbus  avenue  and  100-102  West  99th 
street,  southwest  corner  (Block  No.  1853, 
Lot  No.  36).  Borough  of  Manhattan. 

764-40-A — 92-130  Centre  street,  48-82  Baxter  street,  121- 
133  White  street  and  149-165  Leonard 
street  (Block  No.  167,  Lot  Nos.  1  to  51, 
inclusive),  Borough  of  Manhattan. 

780-40-A— 28-36  Gold  street,  91-101  John  street  and  1-21 
Cliff  street  (Block  No.  76,  Lot  Nos.  10,  11, 
19  and  22),  Borough  of  Manhattan. 

1101-39- A — 597  Greene  avenue,  southwest  corner  of  Tomp¬ 
kins  avenue  (Block  No.  1799,  Lot  No.  42), 
Borough  of  Brooklyn. 

662-40- A— 252  Varet  street  and  25  Bogart  street,  southwest 
corner  (Block  No.  3118.  Lot  No.  16),  Bor¬ 
ough  of  Brooklyn. 

696- 40- A — 441  New  Lots  avenue,  north  side,  25  ft.  in. 

east  of  Vermont  street  (Block  No.  3842, 

Lot  No.  31),  Borough  of  Brooklyn. 

697- 40-A — 445  New  Lots  avenue,  north  side,  45  ft.  5%  in. 

east  of  Vermont  street  (Block  No.  3842, 

Lot  No.  30),  Borough  of  Brooklyn. 

750-40-A — 1925  Ocean  parkway,  east  side,  185  ft.  4  in. 

south  of  Avenue  “S”  (Block  No.  7088,  Lot 
No.  87),  Borough  of  Brooklyn. 

766-40-A — 1-17  South  10th  street,  north  side,  90.83  ft.  west 
of  Kent  avenue  (Block  No.  2143.  Lot  No. 
1),  Borough  of  Brooklyn. 

769-40-A — 300-304  First  street,  southwest  corner  of  Fifth 
avenue  (rear  building)  ;  (Block  No.  969, 
Lot  No.  38),  Borough  of  Brooklyn. 

773-40-A — 437-451  66th  street,  north  side,  307  ft.  east  of 
Fourth  avenue  (Block  No.  5827,  part  of 
Lot  No.  37),  Borough  of  Brooklyn. 

783-40-A— 223-233  Marlborough  road  and  1501-1507  Bev¬ 
erly  road,  northeast  corner  (Block  No. 
5119,  Lot  No.  43),  Borough  of  Brooklyn. 

668-40-A — 3187  East  Tremont  avenue,  east  side,  48.75  ft. 

north  of  Waterbury  avenue  (Block  No. 
5351,  Lot  No.  8),  Borough  of  The  Bronx. 

704-40- A— 12-14  Heyson  road  (Sea  Girt  avenue),  northeast 
corner  of  Beach  13th  street  (Block  No. 
118,  Lot  No.  28),  Far  Rockaway,  Bor¬ 
ough  of  Queens. 

730-40-A-WF — 106-15  Northern  boulevard,  northwest  cor¬ 
ner  of  107th  street  (Block  No.  1701,  Lot 
No.  73),  Corona,  Borough  of  Queens. 

745-40-A — 173-02,  173-06  and  173-10  Effington  avenue, 
southeast  corner  of  Fresh  Meadow  lane 


(Block  No.  5586,  Lot  No.  1),  Flushing, 
Borough  of  Queens. 

746-40-A— 172-03,  172-07,  172-11,  172-15  and  172-19  Effing¬ 
ton  avenue,  north  side,  between  Fresh 
Meadow  lane  and  Auburndale  lane  (Block 
No.  5579,  Lot  No.  1),  Flushing,  Borough 
of  Queens. 

747.4O-A— 173-01,  173-05  and  173-09  Effington  avenue, 
northeast  corner  of  Fresh  Meadow  lane 
(Block  No.  5585,  Lot  No.  1),  Flushing, 
Borough  of  Queens. 

751-40-A— 60-04  to  60-38  Little  Neck  parkway,  southwest 
corner  of  60th  avenue  (Block  No.  8360,  Lot 
Nos.  7-25,  inclusive),  Bayside,  Borough  of 
Queens. 

753- 40-A — 58-34  185th  street,  west  side.  280  ft.  south  of 

58th  avenue  (Block  No.  5688,  Lot  No.  13), 
Flushing,  Borough  of  Queens. 

754- 40-A— 58-41  185th  street,  east  side.  400  ft.  south  of  58th 

avenue  (Block  No.  5689,  part  of  Lot  Nos. 

1  and  3),  Flushing,  Borough  of  Queens. 

755- 40-A— 58-46  186th  street,  west  side,  440  ft.  south  of 

58th  avenue  (Block  No.  5689,  Lot  No.  1), 
Flushing,  Borough  of  Queens. 

756- 40-A— 58-57  186th  street,  east  side,  560  ft.  south  of 

58th  avenue  (Block  No.  5690,  Lot  No. 
36),  Flushing,  Borough  of  Queens. 

763-40-A— 163-13  to  163-17  Jamaica  avenue,  north  side, 
29.89  ft.  east  of  163rd  street  (Block  No. 
9793,  Lot  No.  11),  Jamaica,  Borough  of 
Queens. 

782-40-A— 126-02  to  126-08  Northern  boulevard,  33-01 
126th  street,  southeast  corner,  and  126-01 
34th  avenue  (Block  No.  1820,  Lot  No.  1), 
Flushing,  Borough  of  Queens. 

786- 40- A — 72-04.  72-08,  72-12,  72-16,  72-20,  72-24.  72-28 

and  72-32  Hollis  Court  boulevard,  south¬ 
west  corner  of  Richland  avenue  (Block  No. 
7226,  part  of  Lot  No.  140),  Flushing,  Bor¬ 
ough  of  Queens. 

787- 40-A — 173-03,  173-07  and  173-11  Fairchild  avenue, 

northwest  corner  of  Fresh  Meadow  lane 
(Block  No.  5587,  Lot  No.  1),  Flushing, 
Borough  of  Queens. 

788- 40-A — 173-04,  173-08  and  173-12  Fairchild  avenue, 

southwest  corner  of  Fresh  Meadow  lane 

(Block  No.  5587,  Lot  No.  6),  Flushing, 
Borough  of  Queens. 

1 10-40-A — 1200  Castleton  avenue,  south  side,  105  ft.  west  of 
Roe  street  (Block  No.  211,  Lot  No.  39). 
West  New  Brighton,  Borough  of  Rich¬ 
mond. 

784-40-A — 47-02  to  47-08  Fifth  street,  southwest  corner 
of  47th  avenue  (Block  No.  20,  Lot  No.  5), 
Long  Island  City,  Borough  of  Queens. 
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785-40- A  46-55  to  46-59  Metropolitan  avenue,  north  side 
522  east  of  Newtown  Creek  (Block 
No.  2611,  Lot  Nos.  203  and  206),  Maspeth, 
Borough  of  Queens. 

794-40-A — 6914-6918  Fifth  avenue,  west  side,  102  ft.  8^  in. 

south  of  Bay  Ridge  avenue  (Block  No. 
58/3,  Lot  Nos.  48  and  49),  Borough  of 
Brooklyn. 

791 - 40- A— Re  Transportation  of  Fuel  Oil  in  Tank  Truck 

(capacity  of  tank  not  in  conformity  with 
hire  Department  specifications  governin,r 
Tank  Trucks)  in  New  York  City 

792- 40-A— 1431  Webster  avenue,  west  side,  347  ft.  south  of 

Last  171st  street  XBlock  No.  2887,  Lot  No. 
88),  Borough  of  The  Bronx. 

793- 40- A— 56  East  11th  street,  south  side,  206  ft.  east  of 

University  place  (Block  No.  562,  Lot  No. 
12),  Borough  of  Manhattan. 


cant,  on  behalf  of  Cristina  Pelizzari, 
owner,  to  permit  in  a  residence  use  dis¬ 
trict  the  alteration  and  conversion  of 
occupancy  of  part  of  the  basement  story 
of  an  existing  dwelling  to  business  use 
(store)  ;  premises  609  Thwaites  place, 
north  side,  37.05  ft.  west  of  Olinville 
avenue  (Block  No.  4342,  Lot  No.  47), 
Borough  of  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


SEPTEMBER  17,  1940,  10  A.  M. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand- 
a!  ds  and  Appeals  of  a  public  hearing  under  the  provisions  of 
17  inV,  zone  res°hition,  Tuesday  morning,  September 
17,  1940,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matter; 


Variations  of  the  Labor  Lazo. 

83-40- S — 5 1-12  21st  street,  northwest  corner  of  Borden 
avenue  (Block  No.  64,  Lot  No.  28),  Long 
Island  City,  Borough  of  Queens. 


565-40- S— 30-30  Thomson  avenue,  south  side,  between  30di 
place  (Manley  street)  and  31st  (Mount) 
street  (Block  No.  277.  Lot  No.  1),  Long 
Island  City,  Borough  of  Queens. 


713-40-S — 500-504  Seventh  avenue,  201-219  West  37th 
street,  northwest  corner,  and  214-226  West 
38th  street  (first  floor)  ;  (Block  No.  787, 
Lot  No.  40),  Borough  of  Manhattan. 


762-40- S— 204  East  56th  street,  south  side,  90  ft.  east  of 
Third  avenue  (Block  No.  1329.  Lot  No. 
44J4),  Borough  of  Manhattan. 


cal.  no.  120-33-BZ— Application  of  Eadie,  Nunley,  Gale  and 
Rosenholz,  applicants,  on  behalf  of 
Harry  Hugger,  owner,  reopened  for 
consideration  as  to  extension  of  permit 
July  2,  1940 — re  Application,  previously 
granted  on  condition,  under  section  7f 
of  the  building  zone  resolution,  permit¬ 
ting  in  a  business  use  district  the  erec¬ 
tion  and  maintenance  of  a  motor  vehicle 
repair  shop  and,  also,  a  gasoline  service 
station  for  a  temporary  period ;  prem¬ 
ises  2030  Hylan  boulevard,  southwest 
corner  of  Hamden  avenue  (Block  No. 
3688.  Lot  No.  9),  Grant  City,  Borough 
of  Richmond. 

HARRIS  H.  MURDOCK,  Chairman. 


✓81-40-S — 11  West  42nd  street,  north  side,  208  ft.  4  in. 

west  of  Fifth  avenue,  and  20  West  43rd 
street  (Block  No.  1258,  Lot  No.  21)  Bor¬ 
ough  of  Manhattan. 


JULY  19,  1940,  10  A.  M. 

Rules. 

584-39-SR— Proposed  Rules  for  the  Testing  and  Use  of 
Blended  Cements. 


SEPTEMBER  10,  1940,  10  A.  M. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
's  and  Appeals  of  a  public  hearing  under  the  provisions 
n  z°ne  resolution,  Tuesday  morning,  September 

o,  1940,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
lanhattan,  on  the  following  matter: 

AL*  no.  210-40-BZ — Application,  February  27,  1940,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  John  D.  Connaughton,  appli- 


SEPTEMBER  17,  1940,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

697-39-A  28  Bowery  and  43  Bayard  street,  southwest  cor¬ 
ner  ( Block  No.  163,  Lot  No.  33),  Borough 
of  Manhattan. 

696-39-A — 2321  Third  avenue  and  201  East  126th  street, 
northeast  corner  (Block  No.  1791,  Lot  No! 
1),  Borough  of  Manhattan. 


597-40- A— 154  Henry  street,  west  side.  19  ft.  3  in.  north  of 
Love  lane  (Block  No.  236,  Lot  No.  137), 
Borough  of  Brooklyn. 


SEPTEMBER  24,  1940,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions  of 
the  building  zone  resolution,  Tuesday  morning,  September 
24.  1940,  at  10  o’clock,  in  Room  1013,  Municipal  Building. 
Manhattan,  on  the  following  matters: 
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cal.  no.  1048-22-BZ— Application  of  W.  H.  and  J.  F. 

Dusenbury,  applicants,  on.  benali  ot 
Kingleff  Holding  Corporation,  owner, 
reopened  May  7.  1940.  under  section  21 
of  the  building  zone  resolution,  to  per¬ 
mit  in  a  business  use  district,  the  main¬ 
tenance  of  a  gasoline  service  station 
used  in  conjunction  with  a  garage  for 
more  than  five  (5)  motor  vehicles  (said 
garage  was  previously  granted  by  the 
Board)  ;  premises  472-494  Kingston 
avenue,  585-603  East  New  Yoik  ave¬ 
nue,  northwest  corner,  and  546-554  Lef- 
ferts  avenue  (Block  No.  1332,  Lot  Nos. 
38  and  39),  Borough  of  Brooklyn. 


ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  October 

15,  1940,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters: 


cai  no.  402-40-BZ— Application,  April  16,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Lama  and  Proskauer,  applicants,  on 
behalf  of  Clifford  E.  Mills,  owner,  to 
permit  in  a  residence  use  district  and 
“F”  area  district  the  erection  andjuain- 
tenance  of  a  building  to  be  used  as  a 
gas  station,  auto  laundry,  lubritorium, 
office  and  boiler  room  in  conjunction 
with  a  gasoline  service  station,  on  a  plot 
of  ground  previously  occupied  as  a 
gasoline  service  station ;  premises  144- 
39  to  144-47  Farmers  boulevard,  south¬ 
east  corner  of  South  Conduit  avenue 
(Block  No.  4517,  Lot  No.  1  and  part  of 
Lot  No.  3),  Springfield,  Borough  of 
Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


SEPTEMBER  24,  1940,  2  P.  M. 

Appeal  from  Administrative  Decision. 

354-40-A— 24-46  24th  street,  west  side,  175  ft.  north  of 
Hoyt  avenue  (Block  No.  8/o,  Lot  No.  59), 
Long  Island  City,  Borough  of  Queens. 


OCTOBER  1,  1940,  2  P.  M. 


cal  no.  2S5-40-BZ— Application,  March  7  1940,  under 

sections  7f  and  21  of  the  building  zone 
resolution,  of  Samuels  and  Samuels,  ap¬ 
plicants,  on  behalf  of  Benlem  Realty 
Corporation,  owner,  to  permit  in  a  busi¬ 
ness  use  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station; 
premises  81-01  to  81-11  Rockaway 
boulevard.  94-01  to  94-07  81st  street 
northeast  corner,  and  81-02  to  81-10 
Atlantic  avenue,  southeast  corner  of 
81st  street  (Block  No.  9009,  Lot  No. 
1),  Woodhaven,  Borough  of  Queens. 


Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  tinder  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  October 

1  1940  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matter: 


OCTOBER  15,  1940,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand- 


cal  no  855-27- BZ — Application  of  Shell  Oil  Company  Inc., 
applicant  and  lessee,  on  behalf  of  Anna 
C.  Bingler,  owner,  reopened  for  re¬ 
hearing  under  new  facts  Decembei  5, 
1939,  under  section  21  of  the  building 
zone’  resolution,  to  permit  in  a  business 
use  district,  the  maintenance  and  re¬ 
construction  of  a  gasoline  service  sta¬ 
tion  (previously  denied)  ;  premises  216- 
03  Merrick  boulevard,  northeast  corner 
of  Springfield  boulevard  ( Block  No. 
3541.  Lot  No.  1),  Springfield,  Borough 
of  Queens. 


cal  no.  1232-39-BZ— Application,  October.  5,  1939,  under 
section  21  of  the  building  zone  tesolu- 
tion  and  section  60  of  the  multiple 
dwelling  law,  of  Martyn  N.  Weinstein, 
applicant,  on  behalf  of  Beech  Haven 
Estates,  owner,  to  permit  in  a  residence 
use  district  the  erection  and  maintenance 
of  a  multiple  dwelling  law  having  a 
garage  for  more  than  three  (3)  motor 
vehicles  in  the  cellar  story;  garage 
space  is  for  the  use  of  tenants  only , 
premises  84-50  169th  street,  west  side, 
165.01  ft.  north  of  Gothic  drive  (Block 
No.  9860,  Lot  No.  40),  Jamaica,  Bor¬ 
ough  of  Queens. 


HARRIS  H.  MURDOCK,  Chairman. 


cal.  no.  39-34-BZ — Application  of  Dale  Carnegie,  applicant 
and  owner,  reopened  July.  9,  iy4U,  toi 
consideration  as’  to  extension  of  permit 

_ re  Application,  previously  granted,  on 

condition,  under  section  21  of  the  build¬ 
ing  zone  resolution,  permitting  in  a 
residence  use  district  the  change  of 
occupancy  of  an  existing  building  to 
business  use  (restaurant)  for  a  tem¬ 
porary  period;  premises  northwest  cor¬ 
ner  of  Pembroke  avenue  and  West¬ 
moreland  street  (Block  No.  4118  Lot 
No.  221),  Little  Neck,  Borough  of 
Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


OCTOBER  22,  1940,  10  A.  M. 

Building  Zone  Application. 


NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  October 
22,  1940,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matter: 


cal.  no.  336-40-BZ— Application,  April  3,  1940,  under  sec¬ 
tions  7f  and  21  of  the  building  zone 
resolution,  of  Samuels  and  Samuels,  ap¬ 
plicants,  on  behalf  of  William  J.  Hamil¬ 
ton,  owner,  to  permit  in  a  business  use 
district  the  erection  and  maintenance  of 
a  gasoline  service  station ;  premises  40.-13 
to  40-19  Junction  boulevard,  east  side, 
50.04  ft.  north  of  40th  road  (Block  No. 
1605,  Lot  No.  64).  Corona,  Borough  ol 
Queens. 


HARRIS  H.  MURDOCK,  Chairman. 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  JULY  9,  1940. 

I’rocnt :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 

The  minutes  of  the  regular  meeting  of  the  Board  held  on 
Tuesday  morning,  June  11,  1940,  and  the  minutes  of  the 
regular  meeting  of  the  Board  held  on  Tuesday  afternoon, 
June  11,  1940,  were  approved  as  printed  in  Bulletin  No.  25, 
Yol.  25. 


BUILDING  ZONE  CASES. 

1613-17-BZ. 

APPLICANT — William  Shary,  for  Continental  Avenue 
Garage,  Incorporated,  owner  (Beslyn  Garage,  In¬ 
corporated,  lessee) . 

SUBJECT — Application  reopened  April  9,  1940  (re  deci¬ 
sion  of  the  borough  superintendent  of  buildings), 
under  section  21  of  the  building  zone  resolution,  to 
permit,  partly  in  a  retail  use  district  and  partly  in  an 
unrestricted  use  district,  the  alteration  and  conver¬ 
sion  of  occupancy  of  part  of  a  garage  for  more  than 
five  (5)  motor  vehicles  (previously  granted  by  the 
Board)  so  as  to  include  an  alcove  gasoline  service 
station. 

PREMISES  AFFECTED — 107-36  Queens  boulevard,  south 
side,  130.56  ft.  west  of  Continental  avenue  (Block 
No.  3239  (2049),  Lot  No.  3),  Forest  Hills,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  William  Shary,  Herman  Lenitz  and 
William  R.  Altman. 

For  Opposition:  John  Adikes. 

For  Administration :  Harold  Klorfein,  Department 
of  Parks. 

I  AC  1  ION  OF  BOARD — Laid  over  to  July  16,  1940,  at  10 
A.M.,  awaiting  plan  from  Park  Department. 
— 

i  1530-39-BZ. 

(  APPLICANT — Morris  Perlstein,  for  Providence  Marino, 
owner  (Harold  Holzhauser,  lessee). 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  business  use 
district  the  conversion  of  occupancy  of  a  frame 
building  containing  a  cow  stable  and  hay  loft  to 
riding  academy  and  stable  for  more  than  five  (5) 
horses  and  hay  loft. 

PREMISES  Ah  h  EC  I  ED — 89-38  70th  drive,  southeast  cor¬ 
ner  of  Sybilla  street  (Block  No.  3899,  Lot  No.  32), 
Forest  Hills,  Borough  of  Queens. 

APPEARANCES— 

^  For  Applicant :  Morris  Perlstein. 

AC  1  ION  Oh  BOARD — Laid  over  for  further  consideration 

by  the  Board.  No  date  set. 

1  _ _ 

1297-40-BZ. 

APPLICANT — Henry  Nordheim,  for  The  Mutual  Life  In¬ 
surance  Company,  owner  (Louwer  Garage  Cor¬ 
poration,  lessee). 

'  SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  sections  7h  and  21  of 
the  building  zone  resolution,  to  permit,  partly  in  a 
business  use  district  and  partly  in  a  residence  use 
district,  for  a  temporary  period  of  not  more  than 
two  (2)  years,  the  parking  and  storage  of  more 

,  than  five  (5)  motor  vehicles. 

■PREMISES  AFFECTED— 1407-1419  College  avenue,  west 
side,  215  ft.  south  of  East  171st  street  (Block  No. 
2786,  parts  of  Lot  Nos.  2,  6  and  29),  Borough  of 
The  Bronx. 


APPEARANCES— 

For  Applicant:  Henry  Nordheim  and  Henry  B. 
Albert. 

For  Opposition:  Earl  I.  Gallant,  Joseph  Yasgor, 
J.  D.  Moore  and  Anna  Vanter. 

AC  I  ION  OF  BOARD — Laid  over  to  July  16,  1940,  at  10 
A.M.,  on  request  of  applicant. 


402-40-BZ. 

APPLICANT — Lama  and  Proskauer,  for  Clifford  E.  Mills, 
owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  residence 
use  and  F  area  district  the  erection  and  maintenance 
of  a  building  to  be  used  as  a  gas  station,  auto 
laundry,  lubritorium,  office  and  boiler  room  in  con¬ 
junction  with  a  gasoline  service  station  on  a  plot  of 
ground  previously  occupied  as  a  gasoline  service 
station. 

PREMISES  AFFECTED — 144-39  to  144-47  Farmers 
boulevard,  southeast  corner  of  South  Conduit  ave¬ 
nue  (Block  No.  4517,  Lot  No.  1  and  part  of  Lot 
No.  3),  Springfield,  Borough  of  Queens. 
APPEARANCES— 

hor  Applicant:  Alfred  A.  Lama  and  Nat  Krefetz. 
hor  Opposition:  Rev.  William  Stringham,  Mary 
Smith  and  Harold  Klorfein,  Department  of 
Pcirks* 

ACTION  OF  BOARD — Laid  over  to  September  24,  1940, 
at  10  A.M.,  for  inspection  and  report  by  a  commit¬ 
tee  of  the  Board  and  decision  without  further  argu¬ 
ment. 


407-40-BZ. 

APPLICANT — King  and  Lynch,  for  The  Mortgage  Cor¬ 
poration  of  New  York  (successor  trustee  to  Fred¬ 
erick  L.  Cranford),  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  sections  7a,  7c  and  21 
of  the  building  zone  resolution,  to  permit,  partly  in 
a  business  use  district  and  partly  in  a  residence  use 
district,  the  extension  of  a  gasoline  service  station 
and,  also,  the  erection  and  maintenance  of  an  ac¬ 
cessory  building. 

PREMISES  AFFECTED— 1927-1935  Flatbush  avenue, 
northeast  corner  of  Kings  highway  (Block  No. 
7819,  Lot  No.  20),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Daniel  A.  Lynch  and  Alfred  A. 
Lama. 

For  Opposition:  Noah  Feldman,  M.  L.  Kane  and 
George  H.  Cohen. 

ACTION  OF  BOARD — Laid  over  to  July  16,  1940,  at  10 
A.M.,  for  further  consideration  by  the  Board  and 
awaiting  information  from  the  Building  and  Fire 
Departments. 


1415-39-BZ. 

APPLICANT — Edward  L.  Larkin,  for  Arrowhead  Inn 
Corporation,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  residence 
use  district  the  erection  and  maintenance  of  a  mul¬ 
tiple  dwelling  having  a  garage  for  more  than  three 
(3)  motor  vehicles  in  the  basement  story;  garage 
space  is  for  the  use  of  tenants  only. 

PREMISES  AFFECTED — Southwest  corner  of  West 
246th  street  and  Blackstone  avenue  (Block  No. 
3418,  Lot  No.  805),  Borough  of  The  Bronx. 
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APPEARANCES— 

For  Applicant :  None. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  withdrawn  on  written 
request  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  . 


APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  withdrawn  on  written 
request  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  ^ 


1416-39-BZ. 

APPLICANT — Edward  L.  Larkin,  for  Arrowhead  Inn 
Corporation,  owner. 

SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  residence 
use  district  the  erection  and  maintenance  of  a  mul¬ 
tiple  dwelling  having  a  garage  for  more  than  three 
(3)  motor  vehicles  in  the  basement  story;  garage 
space  is  for  the  use  of  tenants  only. 

PREMISES  AFFECTED— West  side  of  Blackstone  ave¬ 
nue,  301  ft.  south  of  West  246th  street  (Block  No. 
3418,  Lot  No.  796),  Borough  of  The  Bronx. 


APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  withdrawn  on  written 
request  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
N  egative  .  0 


1417-39-BZ. 

APPLICANT— Edward  L.  Larkin,  for  Arrowhead  Inn 
Corporation,  owner. 

SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  residence  use 
district  the  erection  and  maintenance  of  a  multiple 
dwelling  having  a  garage  for  more  than  three  (3) 
motor  vehicles  in  the  basement  story ;  garage  space 
is  for  the  use  of  tenants  only. 

PREMISES  AFFECTED— East  side  of  Independence  ave¬ 
nue,  285  ft.  south  of  West  246th  street  (Block  No. 
3418,  Lot  No.  796),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  None. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  withdrawn  on  written 
request  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  0 


1418-39-BZ. 

APPLICANT— Edward  L.  Larkin,  for  Arrowhead  Inn 
Corporation,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  residence 
use  district  the  erection  and  maintenance  of  a  mul¬ 
tiple  dwelling  having  a  garage  for  more  than  three 
(3)  motor  vehicles  in  the  basement  story;  garage 
space  is  for  the  use  of  tenants  only. 

PREMISES  AFFECTED — Southeast  corner  of  West 
246th  street  and  Independence  avenue  (Block  No. 
3418,  Lot  Nos.  805  and  825),  Borough  of  The 
Bronx. 


1419-39-BZ. 

APPLICANT— Edward  L.  Larkin,  for  Arrowhead  Inn 
Corporation,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  section  2\  of  the 
building  zone  resolution  and  section  60  of  the  Mul¬ 
tiple  Dwelling  Law,  to  permit  in  a  residence  use 
district  the  erection  and  maintenance  of  a  multiple 
dwelling  having  a  garage  for  more  than  three  (3) 
motor  vehicles  in  the  basement  story ;  garage  space 
is  for  the  use  of  tenants  only  (new  proposal- 
buildings  relocated). 

PREMISES  AFFECTED— West  side  of  Henry  Hudson 
Parkway  West,  568.65  ft.  north  of  West  239th 
street  (Building  No.  5)  ;  (Block  No.  3418,  Lot 
Nos.  653  and  660),  Borough  of  The  Bronx. 


APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  T.  J.  Nevins. 

ACTION  OF  BOARD— Application  withdrawn  on  written 


request  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn 
Negative  . 


4 

0 


1420-39-BZ. 

APPLICANT— Edward  L.  Larkin,  for  Arrowhead  Inn 
Corporation,  owner. 

SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  section  21  of  the 
building  zone  resolution  and  section  60  of  the  Mul¬ 
tiple  Dwelling  Law,  to  permit  in  a  residence  use 
district  the  erection  and  maintenance  of  a  multiple 
dwelling  having  a  garage  for  more  thon  three  (3) 
motor  vehicles  in  the  basement  story;  garage  space 
is  for  the  use  of  tenants  only  (new  proposal- 
buildings  relocated). 

PREMISES  AFFECTED — West  side  of  Henry  Hudson 
Parkway  West,  568.65  ft.  north  of  West  239th 
street  (Building  No.  4)  ;  (Block  No.  3418,  Lot 
Nos  646  and  653),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  None. 

For  Opposition:  T.  J.  Nevins. 

ACTION  OF  BOARD — Application  withdrawn  on  written 
request  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  ® 


385-40-BZ. 

APPLICANT— Edward  L.  Larkin,  for  Denton  Realty  Cor¬ 
poration,  owner. 

SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  section  21  of  the 
building  zone  resolution  and  section  60  of  the  Mul¬ 
tiple  Dwelling  Law,  to  permit  in  a  residence  use 
district  the  erection  and  maintenance  of  a  multiple 
dwelling  having  a  garage  for  more  than  three  (3) 
motor  vehicles  in  the  basement  story;  garage  space 
is  for  the  use  of  tenants  only. 
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PREMISES  AbbEClED — 3560  Nethcrlancl  avenue  and 
56<>  West  236th  street,  southeast  corner  (Block  No. 
3409-G,  Lot  No.  492),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  None. 

For  Opposition :  None. 

AC  1  ION  Ol  BOARD  Application  withdrawn  on  written 
request  of  applicant. 

the  vote  to  withdraw — 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  0 


386-40-BZ. 


PREMISES  AFFECTED — 3225  Johnson  avenue,  west 
side,  214.73  ft.  north  of  West  232nd  street  (Block 
No.  3409-B,  Lot  Nos.  177  and  179),  Borough  of 
The  Bronx. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  None. 

AC  I  ION  Oh  BOARD — Application  withdrawn  on  written 
request  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  n 


APPLICANT— Edward  L.  Larkin,  for  Denton  Realty  Cor¬ 
poration,  owner. 

SLBJECJ  Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  section  21  of  the 
building  zone  resolution  and  section  60  of  the  Mul¬ 
tiple  Dwelling  Law,  to  permit  in  a  residence  use 
district  the  erection  and  maintenance  of  a  multiple 
dwelling  having  a  garage  for  more  than  three  (3) 
motor  vehicles  in  the  basement  story;  garage  space 
is  for  the  use  of  tenants  only. 

PREMISES  Ah  I*  EC  I  ED — 3215  Arlington  avenue,  west 
side,  100.28  ft.  north  of  West  232nd  street  (Block 
No.  3409,  Lot  Nos.  62  and  64),  Borough  of  The 
Bronx. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  None. 

AC  1  ION  OF  BOARD — Application  withdrawn  on  written 
request  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  0 


387-40- BZ. 

APPLICANT  Edward  L.  Larkin,  for  Riverdale  Gardens, 
Incorporated,  owner. 

SLBJECI  Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  section  21  of  the 
building  zone  resolution  and  section  60  of  the  Mul¬ 
tiple  Dwelling  Law,  to  permit  in  a  residence  use 
district  the  erection  and  maintenance  of  a  multiple 
dwelling  having  a  garage  for  more  than  three  (3) 
motor  vehicles  in  the  basement  story ;  garage  space 
is  for  the  use  of  tenants  only. 

2REMISES  AFFECTED — 3260  Netherland  avenue,  east 
side,  150  ft.  south  of  West  236th  street  (Block  No. 
3409-B,  Lot  No.  148),  Borough  of  The  Bronx. 
\PPEARANCES — 

For  Applicant:  None. 

For  Opposition :  None. 

VCTION  OF  BOARD — Application  withdrawn  on  written 
request  of  applicant. 

HE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  0 


88-40-BZ. 

\PPLICANT  Edward  L.  Larkin,  for  Riverdale  Gardens, 
Incorporated,  owner.  4 

UBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  section  21  of  the 
building  zone  resolution  and  section  60  0f  the  Mul¬ 
tiple  Dwelling  Law.  to  permit  in  a  residence  use 
district  the  erection  and  maintenance  of  a  multiple 
dwelling  having  a  garage  for  more  than  three  (3) 
motor  vehicles  in  the  basement  story ;  garage  space 
is  for  the  use  of  tenants  only. 


389-40-BZ. 

APPLICAN  I  Edward  L.  Larkin,  for  Riverdale  Gardens, 
Incorporated,  owner. 

SUBJECT  Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  section  21  of  the 
building  zone  resolution  and  section  60  of  the  Mul- 
tiple  Dwelling  Law,  to  permit  in  a  residence  use 
district  the  erection  and  maintenance  of  a  multiple 
dwelling  having  a  garage  for  more  than  three  (3) 
motor  vehicles  in  the  basement  story;  garage  space 
is  for  the  use  of  tenants  only. 

PREMISES  AFFECTED — 3259  Johnson  avenue,  west 
side,  116.67  ft.  south  of  West  235th  street  (Block 
No.  3409-B,  Lot  Nos.  165  and  166).  Borough  of 
The  Bronx. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  None. 

ACT  ION  Ob  BOARD — Application  withdrawn  on  written 
request  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affii  mative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  q 


460-40- BZ. 


APPLICANT— Seelig  and  Finkelstein,  for  Lenox  Gardens 
Building  Corporation,  owner. 

SUBJEC1  Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  section  21  of  the 
building  zone  resolution  and  section  60  of  the  Mul¬ 
tiple  Dwelling  Law,  to  permit  in  a  residence  use 
district  the  erection  and  maintenance  of  a  multiple 
dwelling  having  a  garage  for  more  than  three  (3) 
motor  vehicles  in  the  basement  story  ;  garage  space 
is  for  the  use  of  tenants  only. 

PREMISES  AFbECTED — 68-12  Yellowstone  boulevard, 
northwest  corner  of  68th  road  and  west  side  of  Yel¬ 
lowstone  boulevard,  from  68th  road  to  68th  avenue 
(Block  No.  2137.  Lot  Nos.  27,  29,  31,  33.  35,  39 
and  43),  Forest  Hills,  Borough  of  Queens. 
APPEARANCES— 


For  Applicant:  None. 

AC  1  ION  Ob  BOARD— Application  withdrawn  on  written 
request  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  q 


466-40-BZ. 

APPLICANT — Seelig  and  Finkelstein,  for  Franklin  Gar¬ 
ins,  Incorporated,  owner. 

SUBJECT  Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  section  21  0f  the 
building  zone  resolution  and  section  60  of  the  Mul¬ 
tiple  Dwelling  Law.  to  permit  in  a  residence  use 
district  the  erection  and  maintenance  of  a  multiple 
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dwelling  having  a  garage  for  more  than  three  (3) 
motor  vehicles  in  the  basement  story ;  garage  space 
is  for  the  use  of  tenants  only. 

PREMISES  AFFECTED-  118-11  84th  avenue  northwest 
corner  of  Lefferts  boulevard  and  northeast  corner 
of  84th  avenue  and  118th  street  (Block  No.  33—, 
Lot  No.  135),  Kew  Gardens,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  None.  _  ...„n 

ACTION  OF  BOARD — Application  withdrawn  on  written 

request  of  applicant. 

THE  VOTE  TO  WITHDRAW—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  . . 


25-34-BZ 

APPI  ICANT— Nicholas  Drogaris,  for  Nicholas  Drogaris 
and  Peter  Drogaris,  owners  (Pearlil  Restaurant, 

Incorporated,  lessee).  . 

SUBTECT — Application  reopened  May  -8,  1940  (re  deci¬ 
sion  of  the  borough  superintendent  of  buildings), 
under  section  21  of  the  building  zone  resolution,  to 
permit  in  a  residence  use  district  the  alteration  and 
change  of  occupancy  to  a  restaurant,  sale  of  liquors 
and  cabaret,  on  condition  that  the  occupancy  be 
limited  to  a  recreation  center  for  games  and  foi  the 
conduct  within  the  building  of  a  refreshment  parlor 
and  luncheonette  for  the  service  of  light  reiresh- 
ments  (extension  of  the  building  having  been  pre¬ 
viously  granted  by  the  Board). 

PRFMISFS  AFFECTED— 1188-1196  Ocean  parkway  and 
515-529  Avenue  L,  northwest  corner  (Block  No. 
5495,  Lot  No.  1000),  Borough  of  Brooklyn. 

APPEARANCES—  ,  _  „ 

For  Applicant :  R.  S.  Hardy,  Peter  Drogans, 
Nicholas  Drogaris,  Irving  Mandel.  Pearl  Man- 
del  and  Alfred  Ekelman.  . 

For  Opposition:  Leon  Bloomberg,  Irving  Sack- 
heim,  Fanny  J.  Baron,  Florence  Bronwitz,  Wil¬ 
liam  Obermeyer,  Esther  L.  Samuels  Rachel 
Bigelot,  Anthony  Gabalis,  Herman  Bloomberg 
and  Ethel  Walsh.  . 

For  Administration:  Harold  Klorfein,  Department 
of  Parks. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . .  ■  \ . 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

THE  RESOLUTION— 

(25-34-BZ) 

Whereas,  this  application  to  permit  in  a  residence  use 
district,  under  section  7 a  of  the  building  zone  res°mtlon>  the 
extension  of  a  business  building,  premises  1188-1196  Ocean 
parkway  and  515-529  Avenue  L,  northwest  corner  (Block 
No.  5495,  Lot  No.  1000),  Borough  of  Brooklyn,  was  granted 
by  the  Board  May  15,  1934,  on  certain  conditions;  and 
Whereas,  Nicholas  Drogaris,  for  Nicholas  Drogaris  and 
Peter  Drogaris,  owners  (Pearlil  Restaurant,  Incorporated, 
lessee),  requested  reopening  of  the  application  under  section 
21  of  the  building  zone  resolution,  to  permit  in  a  residence 
use  district  the  alteration  and  change  of  occupancy  to  a 
restaurant,  sale  of  liquors  and  cabaret,  on  condition  that  the 
occupancy  be  limited  to  a  recreation  center  for  games  and 
for  the  conduct  within  the  building  of  a  refreshment  pailoi 
and  luncheonette  for  the  service  of  light  refreshments ,  and 
Whereas,  this  application  was1  reopened  by  vote  of  the 

Board  May  28,  1940;  and  . 

Whereas  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  July  9,  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 


Whereas,  the  use  district  maps  accompanying  the  buikling 
zone  resolution  show  that  Ocean  parkway.  Avenue  L  and 
Fast  5th  street  are  in  residence  use  districts,  ana 

Whereas,  the  decision  of  the  borough  superintendent  of 

buildings,  on  Alt.  Application  No.  2007-40,  dated  April  .  , 

1940,  reads:  . 

“The  present  occupancy  of  these  premises,  located  in 
a  residential  use  district,  was  approved  by  the  Board  ot 
Standards  and  Appeals.  Any  change  in  that  occupancv 
must  be  approved  by  that  Board. 

ailWHEREAS,  the  existing  building  is  of  Class  3  and  Class  4 
construction,  one  story  in  height,  with  a  frontage  of  50  ft 
and  a  depth  of  80  ft.  6  in. :  it  is  proposed  to  convert  the 
occupancy  of  the  existing  building  (which  is  occupied  as  a 
recreation  center  for  games  and  for  the  conduct  within  the 
building  of  a  refreshment  parlor  and  luncheonette  for  the 
service  of  light  refreshments  and  for  the  sale  of  soda,  ice 
cream,  cigars,  cigarettes  and  tobacco)  to  a  restaurant,  sale 
of  liquors  and  cabaret;  and 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board  ;  and  _  . 

Whereas,  the  Board  deemed  that  there  was  insufficient 
basis  to  justify  an  amendment  to  the  previous  resolution  to 
extend  the  non-conforming  uses  therein  permitted. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings  be  and  it  hereby  is.  affirmed  and  that  the  ap¬ 
plication  be  and  it  hereby  is  denied. 


5-40-BZ. 

APPLICANT— Jacob  Muskin,  for  Abraham  D.  Van  Siclen, 
Abraham  W.  Ruskin,  Nordlaw.  Realties,  Incor¬ 
porated,  Long  Island  Bus  Terminal,  Incoiporated, 
and  Cora  Lay  Waldron,  owners. 

SUBTECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  business  use 
district  the  parking  of  more  than  five  (5)  motor 
vehicles  and,  also,  the  maintenance  and  extension 
of  a  bus  terminal. 

PREMISES  AFFECTED — 89-17  to  89-53  1  fSth  street  east 
side,  150  ft.  south  of  89th  avenue,  and  89'18  t0  90'*6 
166th  street  (Block  No.  9795,  Lot  Nos.  83,  85,  30, » 
89,  130,  94,  98  and  101),  Jamaica,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Jacob  Muskin. 

For  Opposition:  None. 

\CTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE _ 

Affirmative :  Chairman  Murdock,  Commissioner  1 
Blum  and  Deputy  Chief  Gunn  .  3 

Negative  . .  • : .  , 

Not  Voting:  Commissioner  Savage  . 

THE  RESOLUTION— 

(5-40-BZ) 

Whereas,  Jacob  Muskin,  for  Abraham  D.  Van  Siclen 
Abraham  W.  Ruskin,  Nordlow  Realties,  Incorporated,  Lonr 
Island  Bus  Terminal,  Incorporated,  and  Cora  Lay  Waldron, 
owners,  filed  January  2,  1940,  an  application  under  section  2 , 
of  the  building  zone  resolution,  to  permit  in  a.  businesses 
district  the  parking  of  more  than  five  (5)  motor  vehicle 
and,  also,  the  maintenance  and  extension  of  a  bus  terminal 
premises  89-17  to  89-53  165th  street,  east  side,  150  ft  sout 
of  89th  avenue,  and  89-18  to  90-16  166th  street  (Block  Nc 
9795,  Lot  Nos.  83,  85,  30,  89,  130,  94,  98  and  101),  Jamaica 

Borough  of  Queens;  and  ..  .  : 

Whereas,  a  public  hearing  was  held  on  this  applicatio 
bv  the  Board  of  Standards  and  Appeals,  at  its  regular,  meel 
jno-  July  9,  1940,  after  due  notice  by  publication  in  W 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  buildin 
ynnp  resolution  show  that  Merrick  boulevard,  Jamaica  av< 
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nue  and  90th  avenue  are  in  business  use  districts;  165th 
street  and  89th  avenue  are  in  business  and  residence  use  dis¬ 
tricts  ;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  dated  December  6,  1939,  and  as  amended  March 
19,  1940,  reads : 

“1.  The  parking  of  more  than  5  motor  vehicles 
within  a  business  district  is  contrary  to  Article  2,  sect. 
4  of  the  zone  law. 

2.  Proposed  extension  of  bus  terminal  is  contrary  to 
decision  of  Board  of  Standards  and  Appeals  as  stated 
in  Vol.  23,  Bulletin  No.  6,  under  106-37-BZ. 

3.  Obtain  approval  of  Board  of  Estimate  and  various 
other  departments  as  per  resolution  of  Board  of  Esti¬ 
mate  under  Cal.  No.  15,  passed  Feb.  1.  1940.” 

and 

Whereas,  the_  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  376  ft.  6  in.  on  165th  street,  376  ft.  6  in.  on 
Merrick  boulevard  and  a  depth  of  217  ft.;  the  south  portion 
of  the  plot  (having  a  frontage  of  326  ft.  6  in.  on  Merrick 
boulevard  and  326  it.  6  in.  on  165th  street)  is  occupied  by 
several  buildings  and  as  a  bus  terminal,  as  shown  on  plans 
filed;  the  north  part  of  the  plot  (having  a  frontage  of  SO  ft. 
on  Merrick  boulevard  and  50  ft.  on  165th  street)  was  con¬ 
sidered  under  Cal.  No.  106-37-BZ,  and  the  Board  granted  a 
variation  permitting  the  use  of  this  portion  of  the  plot;  the 
term  of  this  permit  expired  February  1,  1940;  it  is  proposed 
to  continue  the  use  of  the  south  portion  of  the  plot  as  now 
developed,  to  erect  upon  the  north  portion  of  the  plot  a  new 
bus  passenger  platform,  and  to  use  the  remainder  of  the 
north  portion  of  the  plot  for  egress  and  ingress  of  buses ;  and 

Whereas,  the  Department  of  Housing  and  Buildings  has 
issued  a  certificate  of  occupancy,  No.  Q  12531,  in  conjunc¬ 
tion  with  Permits  Nos.  1653-36,  1703-36  and  2852-36,  for  the 
structures  and  uses  on  the  adjoining  premises;  and 

Whereas,  the  premises  and  the  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
i  Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 

•  subdivision  j,  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
;  hereby  make  a  variation  in  the  application  of  the  use  district 
■  regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted,  under  section  7j  there¬ 
of,  so  as  to  permit  the  premises,  namely  Lot  No.  83,  in 
Block  No.  9795,  to  be  occupied  as  a  bus  station  in  connec¬ 
tion  with  the  existing  bus  station  (termed  a  bus  terminal 
on  certificate  of  occupancy)  on  the  adjoining  lots  to  the 
south,  Lot  Nos.  85,  89  and  94,  on  condition  that  this  lot 
'hall  not  be  used  other  than  in  conjunction  with  such  lots 
and  for  the  use  as  is  herein  permitted ;  that  this  plot  shall  be 
cement  paved ;  that  there  shall  be  erected  on  the  northerly 
lot  line  continuously  from  165th  street  to  Merrick  boulevard 
a  masonry  wall  not  less  than  7  ft.  in  height,  except 
that  such  wall  may  be  ramped  down  to  a  height  of  not  less 
than  5  ft.  for  a  distance  of  7  ft.  from  each  street  building 
line;  that  no  structures  shall  be  erected  on  this  lot  other 
than  the  wall  herein  required,  except  that  a  metal  canopy- 
structure  as  proposed  as  shown  on  plans  filed  herewith  may 
be  constructed  for  the  protection  of  passengers;  that  the 
existing  curb  cuts  may  be  continued  if  in  accordance  with 
legally  issued  permits  and  shall  not  be  increased ;  that  all 
permits  required  shall  be  obtained  and  all  work  involved 
completed  within  six  (6)  months  from  the  date  of  this  reso¬ 
lution. 


:  227-40-BZ. 

APPLICANT — Warden  H.  Fenton,  Director  of  Archi¬ 
tecture,  Department  of  Public  Works,  for  City  of 
'  New  York,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  sections  7a  and  21 
of  the  building  zone  resolution,  to  permit  in  a  resi¬ 
dence  use  district  the  erection  and  maintenance  of 


three  (3)  buildings  to  be  used  as  hog  pens;  build¬ 
ings  to  be  used  in  connection  with  a  correctional 
institution. 

PREMISES  AP'FECTED — South  side  of  Riker’s  Island, 
opposite  Tiffany  street  (Block  No.  2760,  part  of 
Lot  No.  4),  East  River,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  B.  W.  Guenther. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

Negative  .  0 

THE  RESOLUTION— 

(227-40-BZ) 

Whereas,  Warden  H.  Fenton,  Director  of  Architecture, 
Department  of  Public  Works,  City  of  New  York,  owner, 
filed  March  1,  1940,  an  application  under  sections  7a  and  21 
of  the  building  zone  resolution,  to  permit  in  a  residence  use 
district  the  erection  and  maintenance  of  three  (3)  buildings 
to  be  used  as  hog  pens  in  connection  with,  a  correctional  in¬ 
stitution;  premises  south  side  of  Riker’s  Island,  opposite 
Tiffany  street  (Block  No.  2760,  part  of  Lot  No.  4),  East 
River,  Borough  of  The  Bronx ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  July  9,  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Riker’s  Island  is  in  a  residence 
use  district ;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  N.B.  Application  No.  29,  dated  February  1, 
1940,  reads: 

“1.  Erection  of  Piggery  Building  in  a  residence  dis¬ 
trict  is  contrary  to  Section  3  of  Building  zone  resolu¬ 
tion. 

This  is  in  connection  with  the  above  mentioned  N.B. 
29/40.” 

and 

Whereas,  the  premises  consist  of  an  island  in  the  East 
River  owned  and  occupied  in  part  by  the  City  of  New  York 
as  a  correctional  institution ;  it  is  proposed  to  erect  upon  the 
south  portion  of  the  island  three  (3)  one-story,  non-fireproof 
structures,  224  ft.  by  58  ft.  in  area,  to  be  used  as  a  piggery 
in  conjunction  with  a  penal  institution;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  c,  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted,  under  section  7c  there¬ 
of,  on  condition  that  in  all  other  respects  all  laws,  rules  and 
regulations  shall  be  complied  with ;  that  all  permits  required 
shall  be  obtained  and  all  work  involved  completed  within 
one  (1)  year  from  the  date  of  this  resolution. 


228-40-BZ. 

APPLICANT — Warden  IT.  Fenton,  Director  of  Archi¬ 
tecture,  Department  of  Public  Works,  for  City  of 
New  York,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  sections  7a  and  21 
of  the  building  zone  resolution,  to  permit  in  a  resi¬ 
dence  use  district  the  erection  and  maintenance  of  a 
barracks  buildings  in  connection  with  a  correctional 
institution. 

PREMISES  AFFEC  TED — North  side  of  Riker’s  Island, 
opposite  Tiffany  street  (Block  No.  2760,  part  of 
Lot  No.  4),  East  River,  Borough  of  The  Bronx. 
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APPEARANCES— 

For  Applicant:  B.  W.  Guenther. 

For  Opposition :  None.  . 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE—  ,  ,  „  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

Negative  .  U 

THE  RESOLUTION— 

(228-40-BZ) 

Whereas,  Warden  H.  Fenton,  Director  of  Architecture, 
for  Department  of  Public  Works,  City  of  New  York,  owner, 
filed  March  1,  1940,  an  application  under  sections  7a.  and  -1 
of  the  building  zone  resolution,  to  permit  in  a  residence  use 
district  the  erection  and  maintenance  of  a  barracks  used  m 
connection  with  a  correctional  institution ;  premises  north 
side  of  Riker’s  Island,  opposite  Tiffany  street  (Block  No. 
2760,  part  of  Lot  No.  4),  East  River,  Borough  of  The 

Bronx;  and  . 

Whereas,  a  public  hearing  was  held  on  this  application 

by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  July  9,  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ,  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Riker’s  Island  is  in  a  residence 

use  district ;  and  ,  ,  , 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  N.B.  Application  No.  28,  dated  February  1, 
1940,  reads : 

“1.  Erection  of  Barracks  Building  in  a  residence 
district  is  contrary  to  Section  3  of  the  Building  Zone 
Resolution. 

This  is  in  connection  with  the  above  mentioned  N.B. 
28/40.” 

and 

W  hereas,  the  premises  consist  of  an  island  in  the  East 
River  owned  and  operated  in  part  by  the  City  of  New  York 
as  a  correctional  institution ;  it  is  proposed  to  erect  upon  the 
northwesterly  portion  of  the  island  a  fireproof  structure,  two 
stories  in  height,  and  339  ft.  by  40  ft.  6  in.  in  area,  to  be 
occupied  as  a  building  in  connection  with  a  penal  institu¬ 
tion  ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  ’ exercise  its  discretion  to  grant  under  section  7, 
subdivision  c,  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that.  the  ap¬ 
plication  be  and  it  hereby  is  granted,  under  section  7c  there- 
of,  on  condition  that  in  all  other  respects  all  laws,  rules  and 
regulations  shall  be  complied  with;  that  all  permits  requiied 
shall  be  obtained  and  all  work  involved  completed  within 
one  (1)  year  from  the  date  of  this  resolution. 


229-40-BZ. 

APPLICANT — Warden  H.  Fenton,  Director  of  Archi¬ 
tecture,  Department  of  Public  Works,  for  City  of 
New  York,  owner. 

SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  sections  7a  and  21 
of  the  building  zone  resolution,  to  permit  in  a  resi¬ 
dence  use  district  the  erection  and  maintenance  of  a 
slaughter  house  in  connection  with  the  hog  house, 
an  accessory  to  the  correctional  institution. 

PREMISES  AFFECTED— South  side  of  Riker’s  Island, 
opposite  Tiffany  street  (Block  No.  2760,  part  of 
Lot  No.  4),  East  River,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  B.  W.  Guenther. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 


THE  VOTE—  ,  „ 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

Negative  .  U 

THE  RESOLUTION— 

(229-40-BZ) 

Whereas,  Warden  H.  Fenton,  Director  of  Architecture, 
Department  ’ of  Public  Works,  City  of  New  York,  owner, 
filed  March  1,  1940,  an  application  under  sections  7a  and  21 
of  the  Building  zone  resolution,  to  permit  in  a  residence  use 
district  the  erection  and  maintenance  of  a  slaughter  house  in 
connection  with  the  hog  house,  an  accessory  to  the  correc¬ 
tional  institution;  premises  south  side  of  Riker  s  Island,  op¬ 
posite  Tiffany  street  (Block  No.  2760.  part  of  Lot  No.  4), 
East  River,  Borough  of  The  Bronx;  and 

Whereas,  a  public  hearing  was  held  on.  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  July  9,  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Riker’s  Island  is  in  a  residence 

use  district ;  and  .  ,  A  , 

Whereas,  the  decision  of  the  borough  superintendent  of 

buildings,  on  N.B.  Application  No.  30-1940,  dated  bebruary 

1,  1940,  reads: 

“1.  Erection  of  a  slaughter  house  building  in  a  resi¬ 
dence  district  is  contrary  to  Section  3  of  Building  Zone 
Resolution. 

This  is  in  connection  with  the  above  mentioned  N.B. 
30/40.”  ’ 

Whereas,  the  premises  consist  of  an  island  in  the  East 
River  owned  and  operated  in  part  by  the  City  of  New  York 
as  a  correctional  institution;  it  is  proposed  to  eiect  upon  the 
south  portion  of  the  island  a  one  and  one-half  story,  non- 
fireproof  structure,  67  ft.  6  in.  by  approximately  35  ft.  in 
area,  to  be  used  as  a  slaughter  house  in  connection  with  the 
hog  house,  an  accessory  use  to  the  correctional  institution ; 
and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  c,  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted,  undei  section  7c  there¬ 
of  on  condition  that  in  all  other  respects  all  laws,  rules  and 
regulations  shall  be  complied  with ;  that  all  permits  required 
shall  be  obtained  and  all  work  involved,  completed  within 
one  (1)  year  from  the  date  of  this  resolution. 


379-40-BZ. 

APPLICANT — A.  Robert  Chananie,  for  Frieda  Messinger, 
owner. 

SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  business 
use  district  the  erection  and  maintenance  of  a  gaso¬ 
line  service  station. 

PREMISES  AFFECTED— 58-20  Broadway,  southwest 
corner  of  59th  street  (Block  No.  1197.  Lot  No.  49), 
Woodside,  Borough  of  Queens. 

APPEARANCES—  ,  ^ 

For  Applicant:  A.  Robert  Chananie  and  David 
Messinger. 

For  Opposition:  Rev.  J.  W.  Leinninger,  George  J. 
Gross,  George  V.  Coe,  Jr.,  Lillian  Williams, 
Catherine  Rusek,  Joseph  Iaricci  and  Ernest  C. 
Lang. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  ® 
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Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
THE  RESOLUTION— 

(379-40-BZ) 

W  hereas,  A.  Robert  Chananie,  for  Frieda  Messinger, 
owner,  filed  April  12,  1940,  an  application  under  section  21 
of  the  building  zone  resolution,  to  permit  in  a  business  use 
district  the  erection  and  maintenance  of  a  gasoline  service 
station ;  premises  58-20  Broadway,  southwest  corner  of  59th 
street  (Block  No.  1197,  Lot  No.  49),  Woodside,  Borough 
of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  July  9,  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Broadway  and  58th  street  are  in 
business  use  districts ;  59th  street  is  in  a  residence  and  busi¬ 
ness  use  district ;  57tb  street  is  in  an  unrestricted  and  busi¬ 
ness  use  district;  and 

\\  hereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  N.B.  Application  No.  9824-1939,  dated  March 
15,  1940,  reads: 

“The  erection  of  a  gasoline  service  station,  auto  laun¬ 
dry  and  lubritorium  within  a  business  district  is  con¬ 
trary  to  Article  2,  Section  4  of  the  Building  zone  reso¬ 
lution.” 

and 

Whereas,  the  premises  consist  of  an  irregular  shaped 
plot  of  ground  having  a  frontage  of  29.7  ft.  on  59th  street, 
101.6  ft.  on  Broadway  and  a  distance  of  100  ft.  along  the 
south  lot  line;  it  is  proposed  to  erect  upon  the  plot  a  one- 
story  >tructure,  45.5  ft.  by  26  ft.  in  area,  to  be  used  as  an 
office,  lubritorium  and  auto  laundry,  and  to  install  the  neces- 
sarv  tanks  and  pumps  for  a  gasoline  service  station ;  and 

Whereas,  at  the  hearing  the  applicant  requested  per¬ 
mission  to  amend  his  application  so  as  to  include  section  7f 
of  the  building  zone  resolution,  as  amended  June  27,  1940; 
and 

Whereas,  the  Board  is  familiar  with  the  general  area, 
having  made  many  inspections  in  the  vicinity  in  connection 
with  other  applications  before  the  Board;  and 

W  hereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  its  discretion  to  grant  a  zoning  vari¬ 
ance  under  section  7,  subdivision  f,  for  the  use  of  the  plot 
for  the  erection  and  maintenance  of  a  gasoline  service  sta¬ 
tion. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  acting  on  N.B.  Application  No.  9824-1939,  be 
and  it  hereby  is  affirmed  and  that  the  application  be  and  it 
hereby  is  affirmed  and  that  the  application  be  and  it  hereby 
is  denied. 


APPEAL  FROM  ADMINISTRATIVE  DECISION. 

670-40- A. 

APPLICANT— Morris  Perlstein,  for  Providence  Marino, 
owner  (Harold  Holzhauser,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 89-38  70th  drive,  southeast  cor¬ 
ner  of  Sybil  la  street  (Block  No.  3899,  Lot  No.  32), 
Forest  Hills,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Morris  Perlstein. 

AC  I  ION  OF  BOARD — Laid  over  for  further  consideration 
by  the  Board.  No  date  set. 


Adjourned,  3:15  P.M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  JULY  9,  1940. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 


BUILDING  ZONE  CASES. 

39-34-BZ. 

APPLICANT — Dale  Carnegie,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
commissioner  of  buildings),  under  section  21  of  the 
building  zone  resolution,  permitting  in  a  residence 
use  district  the  change  of  occupancy  of  an  existing 
building  to  business  use  (restaurant)  for  a  tem¬ 
porary  period. 

PREMISES  AFFECTED — Northwest  corner  of  Pembroke 
avenue  and  Westmoreland  street  (Block  No.  4118, 
Lot  No.  221),  Little  Neck,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Bryce  Rea. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  October  1,  1940,  at  2  P.M. 

THE  VOTE  TO  REOPEN  AND  SET  FOR  HEAR¬ 
ING— 

Affirmative :  Chairman  Murdock.  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  0 


527-37-BZ. 

APPLICANT — Louis  E.  Ordwein,  for  The  Bank  for  Sav¬ 
ings  in  The  City  of  New  York,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
commissioner  of  buildings),  under  section  7h  of  the 
building  zone  resolution,  permitting  in  a  business  use 
district,  for  a  temporary  period  of  not  more  than 
two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 144-150  East  43rd  street,  south 
side,  100  ft.  west  of  Third  avenue  (Block  No.  1297, 
Lot  Nos.  41,  43  and  45),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  David  Weinberg. 

AC  I  ION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

Negative  .  0 

THE  RESOLUTION— 

(527-37-BZ) 

Whereas,  this  application  to  permit  in  a  business  use 
district,  under  section  7h  of  the  building  zone  resolution,  for 
a  temporary  period  of  not  more  than  two  (2)  years,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles; 
premises  144-150  East  43rd  street,  south  side,  100  ft.  west 
of  Third  avenue  (Block  No.  1297,  Lot  Nos.  41,  43  and  45), 
Borough  of  Manhattan,  was  granted  by  the  Board  July  19, 
1938.  on  certain  conditions ;  and 

Whereas,  the  owner  requested  an  extension  of  the  per¬ 
mit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  of  July  19,  1938,  as  amended 
October  10,  1939,  only  so  far  as  it  has  reference  to  the  term 
of  permit,  so  that  as  amended  this  portion  of  the  resolution 
shall  read : 

“granted  under  section  7.  subdivision  h,  for  a  term  of 
two  (2)  years  from  the  date  of  this  amended  resolu¬ 
tion.” 
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742-38-BZ. 

APPLICANT— George  Goodstein,  for  Leon  W.  McKeon, 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  time — re  Application  (decision  of  the 
borough  superintendent  of  buildings),  under  section 
21  of  the  building  zone  resolution,  permitting  in  a 
residence  use  district  the  conversion  of  occupancy 
of  an  existing  building  to  an  undertaking  establish¬ 
ment,  dwelling  and  two  (2)  car  garage. 
PREMISES  AFFECTED — 3129  Perry  avenue,  west  side 
110  ft.  north  of  204th  street  (Block  No.  3341,  Lot 
Nos.  26  and  27),  Borough  of  The  Bronx. 

APPEARANCES—  .  . 

For  Applicant:  George  Goodstein  and  Milton  A. 

Seymour.  . 

ACTION  OF  BOARD — Application  reopened  and  time  ex- 

THE  VOTE^TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

Negative  .  ^ 

THE  RESOLUTION— 

(742-38-BZ) 

Whereas,  George  Goodstein,  for  Leon  W.  McKeon, 
owner,  filed  August  25,  1938.  an  application  under  section 
21  of  the  building  zone  resolution,  to  permit  in  a  residence 
use  district  the  conversion  of  occupancy  of  an  existing 
building  to  an  undertaking  establishment,  dwelling  and  two 
(2)  car  garage;  premises  3129  Perry  avenue,  west  side,  110 
ft.  north  of  204th  street  (Block  No.  3341,  Lot  Nos.  26  and 
27),  Borough  of  The  Bronx;  and 

Whereas,  this  application  was  granted  by  the  Board  No¬ 
vember  28,  1939,  on  certain  conditions;  and 

Whereas,  the  owner  requested  an  extension  of  time  to 
obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  of  November  28,  1939,  only  so 
far  as  it  has  reference  to  obtaining  permits  and  completion  of 
work,  so  that  as  amended  this  portion  of  the  resolution  shall 
read  : 

“that  all  permits  required  shall  be  obtained  and  all 
work  involved  completed  within  six  (6)  months  from  the 
date  of  this  amended  resolution,” 


APPEARANCES—  . 

For  Applicant:  Austin  W.  Magee. 

For  Administration:  Michael  O  Donohoe,  Depart¬ 
ment  of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn ;  applicant  to 
file  building  zone  application. 

THE  VOTE  TO  WITHDRAW —  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 

Savage  and  Blum  and  Deputy  Chief  Gunn  4 

Negative  . 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 
42-40-A. 

APPLICANT— Everlasting  Bed  Company,  Incorporated 
(lessee),  for  Julius  Altschul,  owner. 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 59-75  Thames  street  and  92- 
104  Knickerbocker  avenue,  northeast  corner  (Block 
No  3008,  Lot  No.  22),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  None. 

For  Administration :  Inspector  Meyer,  Fire  De¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  July  16,  1940,  at  2 
P.M.,  on  written  request  of  applicant. 


1375-39-A. 

APPLICANT— Austin  W.  Magee,  for  Anna  Lieb,  owner 
(Orlando  Shoe  Repair,  lessee). 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 40-06  to  40-10  104th  street, 
northwest  corner  (Block  No.  1975,  Lot  No.  18), 
Corona,  Borough  of  Queens. 


558-40- A-WF. 

APPLICANT— Austin  W.  Magee,  for  Bernard  Blumenthal, 
owner  (Berlin  Brothers,  Incorporated,  lessees). 
SUBJECT — Appeal  from  a  decision  of  the  borough  suoei- 
intendent  of  buildings. 

PREMISES  AFFECTED— 135-14  Roosevelt  avenue,  south 
side,  70  ft.  east  of  Prince  street  (Block  No.  503o, 
Lot  No.  20),  Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Austin  W.  Magee. 

For  Administration :  Michael  O’Donohoe,  Depart- 
ment  of  Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

ttit;  VOTE _ 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

Negative  . 

THE  RESOLUTION— 

(558-40- A-WF) 

Whereas,  Austin  W.  Magee,  for  Bernard  Blumenthal, 
owner,  filed  May  23,  1940,  an  appeal  from  a  decision  of  the 
borough  superintendent  of  buildings  for  permission  to  erect 
a  sign  exceeding  30  sq.  ft.  in  area  within  the  Worlds  Fair 
district;  premises  135-14  Roosevelt  avenue,  south  side,  70  i  . 
east  of  Prince  street  (Block  No.  5036,  Lot  No.  20),  Flus 

ing,  Borough  of  Queens ;  and  .  ,  ,  .  f 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Misc.  Application  No.  2042-40,  dated  May  6, 
1940,  reads : 

“The  erection  of  a  sign  exceeding  30  sq.  ft.  in  area 
within  the  World’s  Fair  area  is  contrary  to  Section  4 
of  the  World’s  Fair  Resolution.” 

Whereas,  the  building  is  two  stories  (25  ft.)  in  height,  -5 
ft.  by  83  ft.  in  area ;  of  Class  3  and  Class  4  construction ; 
located  in  an  unrestricted  use  C  area  district ;  erected  in 
1928,  and  occupied:  cellar,  ice  machine;  first  story,  store  and 
cooler  10  persons ;  second  story,  dwelling,  one  family ;  and 
Whereas,  the  applicant  contends  that  the  proposed  sign 
will  be  4  ft.  high  by  24  ft.  long,  parallel  to  the  wall  of  the 
building,  and  fastened  thereto  as  shown  on  diagram  filed 
with  this  appeal ;  that  there  is  an  existing  6  ft.  by  8  ft. 
electric  sign  erected  at  right  angles  to  the  building  as  shown 
on  plan  filed  with  this  appeal;  that  the  proposed  sign  will 
advertise  the  business  conducted  on  the  premises,  and  since 
it  will  face  north  and  cannot  be  seen  from  the  World’s  Fan- 
site,  the  applicant  requests  that  a  variation  from  the  World  s 
Fair  Resolution  be  made. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  acting  on  Miscellaneous  Application  No.  2042- 
40.  be  and  it  hereby  is  modified  and  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  proposed  sign  shall 
not  exceed  the  dimensions  as  proposed  and  as  shown  on  plans 
filed  with  this  appeal,  marked  “Received  June  27,  1940  ; 
that  no  other  signs  shall  be  constructed  than,  those  now 
existing  and  any  signs  not  exceeding  30  sq.  ft.  in  area. 


594-40-A. 

APPLICANT- 

owner. 


-J.  Jack  Brown,  for  Antonio  Castellano, 


1050 


MINUTES 


SUBJECT — Appeal  from  an  order  and  decisions  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 77  Elizabeth  street,  west  side, 
79  ft.  10  in.  north  of  Hester  street  (Block  No. 
238,  Lot  No.  31),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  J.  Jack  Brown. 

For  Administration:  Inspector  Meyer,  Fire  Depart¬ 
ment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  0 

THE  RESOLUTION— 

(594-40- A) 

Wherf.as,  J.  Jack  Brown,  for  Antonio  Castellano,  owner, 
filed  June  3,  1940,  an  appeal  from  an  order  and  decisions  of 
the  fire  commissioner ;  premises  77  Elizabeth  street,  west 
side,  79  ft.  10  in.  north  of  Hester  street  (Block  No.  238, 
Lot  No.  31),  Borough  of  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  Order  No. 
21553-LC,  dated  April  1,  1940,  reads: 

“With  reference  to  your  application  dated  March  16, 
1940,  for  a  permit  to  maintain  the  storage  of  rags  at 
above  location,  I  regret  to  inform  you  that  this  depart¬ 
ment  is  without  power  to  grant  such  a  permit,  for  the 
reason  : 

That:  “  1 

B.  Premises  not  protected  bv  an  approved  fire  ex¬ 
tinguishing  system,  for  instance,  an  automatic 
sprinkler  system.  Sec.  C-19-149-0-C-4,  Art.  26, 
Administrative  Code. 

YOU  ARE,  THEREFORE,  HEREBY  AD¬ 
VISED  TO: 

1.  Discontinue  the  storage  of  more  than  one 
ton  of  combustible  fibre  on  these  premises.  Sec. 
C19-149.0.B.,  Art.  26,  Administrative  Code.” 
and 

Whereas,  said  order  was  referred  to  in  a  decision  of  the 
fire  commissioner,  dated  May  8,  1940.  and  repeated  in  a  de¬ 
cision  of  the  fire  commissioner,  dated  May  31,  1940;  and 
Whereas,  the  building  is  three  stories  (35  ft.)  in  height, 
35  ft.  by  20  ft.  in  area ;  of  Class  3  construction ;  located  in 
an  unrestricted  use  B  area  district;  erected  prior  to  1892, 
and  occupied :  cellar,  vacant ;  first  story,  storage  of  rags  and 
metals,  1  person ;  second  story,  dwelling  one  family ;  third 
story,  dwelling,  one  family ;  and 

Whereas,  the  applicant  contends  that  the  exits  consist  of 
a  stairway  leading  from  street  to  the  third  story,  enclosed 
in  lath  and  plaster  partitions,  extended  to  the  roof  by  ladder, 
and  a  fire  escape  at  the  rear;  that  there  are  never  more 
than  three  tons  of  rags  in  the  premises ;  that  the  rags  are 
stacked  no  higher  than  7  ft.  from  the  metal  ceiling;  that 
permits  have  been  previously  issued  for  the  storage  of  more 
than  one  ton  of  combustibles  on  the  premises ;  that  the 
building  is  unheated;  that  the  business  has  been  conducted 
on  these  premises  for  twenty-eight  years ;  that  the  installa¬ 
tion  of  an  automatic  sprinkler  system  would  require  an  ex¬ 
penditure  out  of  proportion  to  the  value  of  the  building  and 
cause  severe  hardship  to  the  owner ;  that  it  is  proposed  to 
seal  up  the  doorway  between  the  store  and  stair  vestibule,  to 
fire-retard  the  first  story  ceiling  and  store  side  of  stair-hall 
partition  and  soffit  of  stairs ;  that  it  is  also  proposed  to  fire- 
retard  the  stairway  enclosure  in  the  cellar;  that  the  cellar 
ceiling  is  covered  with  metal  over  plaster  boards  and  will  be 
repaired  where  necessary,  or  in  lieu  of  such  fire-retarding 
of  the  first  story  ceiling,  stair-hall  partition  and  soffit  of 
stairs,  the  applicant  is  willing  to  install  a  non-automatic 
sprinkler  system  in  the  portion  of  the  building  used  for  the 
storage  of  rags  and  metals. 

Resolved,  that  the  order  of  the  fire  commissioner,  Order 


No.  21553-LC,  be  and  it  hereby  is  modified  and  that  the  ap¬ 
peal  be  and  it  hereby  is  granted  on  condition  that  the  fire- 
retarding  protection  proposed  by  the  applicant  shall  be  car¬ 
ried  out ;  that  the  amount  of  loose  material  shall  at  no  time 
exceed  the  amount  stated  in  his  application ;  that  a  space  of 
at  least  7  ft.  shall  at  all  times  exist  between  such  material 
and  the  ceiling;  that  such  portable  fire-fighting  appliances 
shall  be  installed  as  the  fire  commissioner  shall  direct,  and 
(/ranted  only  so  long  as  the  building  is  occupied  as  proposed, 
not  increased  in  height  or  area,  and  in  all  other  respects 
meets  the  requirements  of  all  laws,  rules  and  regulations  ap¬ 
plicable  thereto. 


65 1-40- A. 

APPLICANT — Alexander  Zager,  for  Guaranteed  Homes, 
Incorporated,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 58-54  and  58-58  187th  street, 
southwest  corner  of  58th  avenue  and  west  side  of 
187th  street,  50  ft.  south  of  58th  avenue  (Block- 
No.  5690,  Lot  No.  1),  Flushing,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  Alexander  Zager. 

For  Administration :  Michael  O’Donohoe,  Depart¬ 
ment  of  Housing  and  Buildings. 

ACTION  OF  BOARD — -Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

Negative  .  0 

THE  RESOLUTION— 

(65 1-40- A) 

Whereas,  Alexander  Zager,  for  Guaranteed  Homes,  In¬ 
corporated,  owner,  filed  June  17,  1940,  an  appeal  from  a  de¬ 
cision  of  the  borough  superintendent  of  buildings ;  premises 
58-54  and  58-58  187th  street,  southwest  corner  of  58th  ave¬ 
nue  and  west  side  of  187th  street,  50  ft.  south  of  58th  avenue 
(Block  No.  5690,  Lot  No.  1),  Flushing,  Borough  of  Queens; 
and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  N.B.  Applic.  Nos.  3521  and  3522-40,  dated  June 
7,  1940,  reads : 

“1.  The  erection  of  a  frame  building  within  fire  limits 
is  contrary  to  Art.  5,  Sec.  4.1.2  N.Y.  Building  Code.” 

and 

Whereas,  the  premises  consist  of  a  plot  fronting  90  ft. 
on  187th  street  and  100  ft.  on  58th  avenue ;  located  in  an  un¬ 
restricted  use  D  area  district ;  it  is  proposed  to  subdivide  the 
plot  into  two  separate  lots  and  to  erect  on  each  lot  a  one- 
family  frame  dwelling  not  to  exceed  one  and  one-half  stories 
(approximately  18  ft.)  in  height,  25  ft.  by  38  ft.  in  area, 
and  a  one-car  private  garage,  12  ft.  by  20  ft.  in  area;  the 
dwellings  will  be  set  back  from  187th  street  for  a  distance  of 
20  ft.,  into  which  setback  front  entrance  steps  will  project 
a  distance  of  5  ft. ;  the  corner  dwelling  will  be  set  back 
from  the  58th  avenue  building  line  15  ft.  and  will  have  a  10 
ft.  side  yard  on  the  south,  into  which  side  yard  an  entrance 
approximately  3  ft.  wide  will  project;  the  dwelling  to  be 
erected  50  ft.  south  of  58th  avenue  will  have  a  10  ft.  side 
yard  on  the  south  lot  line,  into  which  yard  side  entrance 
steps  will  project  3  ft.,  and,  also,  a  5  ft.  side  yard  on  the 
north  lot  line;  garages  will  be  located  1  ft.  from  side  and 
rear  lot  lines ;  the  buildings  will  be  surfaced  on  the  exterior 
with  masonry  veneer  up  to  the  plate  line  and  the  roofs  will 
be  surfaced  with  approved  asphalt  shingles ;  and 

Whereas,  the  applicant  contends  that  it  owns  all  of  the 
lots  on  both  sides  of  187th  street  from  World’s  Fair  boule¬ 
vard  to  58th  avenue,  part  of  a  tract  approximately  twenty- 
five  acres,  purchased  by  the  same  owners  for  development  by 
similar  houses ;  that  a  declaration  of  restriction  has  been 
filed  restricting  all  of  the  property  upon  which  dwellings 
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are  to  be  built  for  one-family  occupancy;  that  it  is  requested 
permission  be  granted  to  erect  the  frame  dwellings  as  pro- 
posed  in  view  of  the  fact  that  solid  brick  dwellings  would 
be  too  expensive  and  not  justified  by  the  possible  sales  in 
tins  3.rCci« 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  acting  on  N.B.  Application  Nos.  3521  and  3522- 
1940,  be  and  it  hereby  is  modified  and  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  frame  dwellings  and 
garages  shall  be  substantially  as  proposed  on  said  applica¬ 
tions ;  that  the  use  of  the  dwellings  shall  be  limited  to  the 
residence  occupancy  of  one  family  each ;  that  the  garage  to 
be  erected  on  each  lot  shall  be  used  only  as  accessory  to  the 
one-family  dwelling;  that  the  rear  frame  gables  of  each 
garage  shall  be  surfaced  on  the  exterior  with  incombustible 
material  or  shall  be  brick-filled ;  that  in  all  other  respects 
the  dwellings  shall  comply  with  the  requirements  of  the 
Administrative  Building  Code  for  dwellings  erected  outside 
the  fire  limits. 


652-40- A. 

APPLICANT— Alexander  Zager,  for  Guaranteed  Homes, 
Incorporated,  owner. 

.SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 58-53  and  58-57  187th  street, 
southeast  corner  of  58th  avenue  and  east  side  of 
187th  street,  50  ft.  south  of  58th  avenue  (Block  No. 
5691,  Lot  No.  1),  Flushing,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Alexander  Zager. 

For  Administration :  Michael  O’Donohoe,  Depart¬ 
ment  of  Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

Negative  . 

THE  RESOLUTION— 

(652-40- A) 

W  li  ere  as,  Alexander  Zager,  for  Guaranteed  Homes,  In¬ 
corporated,  owner,  filed  June  17,  1940,  an  appeal  from  a  de¬ 
cision  of  the  borough  superintendent  of  buildings  ;  premises 
58-53  and  58-57  187th  street,  southeast  corner  of  58th  avenue 
and  east  side  of  187th  street.  50  ft.  south  of  58th  avenue 
(Block  No.  5691,  Lot  No.  1),  Flushing,  Borough  of  Queens; 
and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  N.B.  Applic.  Nos.  3523  and  3524-40,  dated 
June  7,  1940,  reads: 

“1.  The  erection  of  frame  buildings  within  fire  limits 
is  contrary  to  Art.  5,  Sec.  4.1.2  N-Y.  Building  Code.” 

and 

Whereas,  the  premises  consist  of  a  plot  fronting  90  ft. 
on  187th  street  and  100  ft.  on  58th  avenue;  located  in  an  un¬ 
restricted  use  D  area  district ;  it  is  proposed  to  subdivide  the 
plot  into  two  separate  lots  and  to  erect  on  each  lot  a  one- 
family  frame  dwelling,  25  ft.  by  38  ft.  in  area,  not  to  exceed 
one  and  one-half  stories  in  height,  and  a  one-car  private 
garage  12  ft.  by  20  ft.  in  area;  the  dwellings  will  be  set 
back  from  187th  street  for  a  distance  of  20  ft.,  into  which 
setback  front  entrances  will  project  for  a  distance  of  5  ft.; 
the  corner  building  will  be  set  back  from  58th  avenue  for 
a  distance  of  15  ft.  and  will  have  a  10  ft.  wide  side  yard  on 
the  south,  into  which  side  yard  an  entrance  will  project  for 
a  distance  of  3  ft.;  the  building  located  50  ft.  north  of  the 
-corner  of  58th  avenue  will  have  a  5  ft.  wide  side  yard  on  the 
north  and  a  10  ft.  wide  side  yard  on  the  south,  into  which 
latter  yard  side  entrance  will  project  for  a  distance  of  3  ft.; 
garages  will  be  located  1  ft.  from  side  and  rear  lot  lines; 
the  buildings  will  be  surfaced  on  the  exterior  with  masonry 
-veneer  up  to  the  plate  line  and  the  roofs  will  be  surfaced 
with  approved  asphalt  shingles ;  and 


Whereas,  the  applicant  contends  that  it  owns  all  of  the 
lots  on  both  sides  of  187th  street  from  World  s  Fair  boule¬ 
vard  to  58th  avenue,  part  of  a  tract  approximately  twenty- 
five  acres,  purchased  by  the  same  owners  for  development  of 
similar  house_s ;  that  a  declaration  of  restriction  has  been 
filed  restricting  all  of  the  property  upon  which  dwellings 
are  to  be  built  for  one-family  occupancy;  that  it  is  requested 
permission  be  granted  to  erect  the  frame  dwellings,  as  pro¬ 
posed  in  view  of  the  fact  that  solid  brick  dwellings  would 
be  too  expensive  and  not  justified  by  the  possible  sales  in 

this  area.  . 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  acting  on  N.B.  Application  Nos.  35-3  and  35-4- 
1940,  be  and  it  hereby  is  modified  and  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  frame  dwellings  and 
garages  shall  be  substantially  as  proposed  on  said  applica¬ 
tions;  that  the  use  of  the  dwellings  shall  be  limited  to  the 
residence  occupancy  of  one  family  each ;  that  the  garage  to 
be  erected  on  each  lot  shall  be  used  only  as  accessory  to  the 
one-family  dwelling;  that  the  rear  frame  gables  of  each 
°arage  shall  be  surfaced  on  the  exterior  with  incombustible 
material  or  shall  be  brick-filled;  that  in  all  other  respects 
the  dwellings  shall  comply  with  the  requirements  of  the  Ad¬ 
ministrative  Building  Code  for  dwellings  erected  outside  the 
fire  limits. 


658-40- A. 

APPLICANT— Auswin  Realty  Corporation,  owner. 
SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 71-58  Austin  street,  south  side, 
530.05  ft.  east  of  71st  avenue  (Continental  avenue)  ; 
(Block  No.  3255,  Lot  No.  33),  Forest  Hills,  Bor¬ 
ough  of  Queens  (under  section  35,  General  City 
Law — re  Bed  of  Mapped  Street). 
APPEARANCES— 

For  Applicant:  Arthur  H.  Priest  and  Edward  P. 
Kenney. 

For  Administration :  Michael  O’Donohoe,  Depart¬ 
ment  of  Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

Negative  .  0 

THE  RESOLUTION— 

(658-40- A) 

Whereas,  Auswin  Realty  Corporation,  owner,  filed  June 
18,  1940,  an  appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings  for  permission  to  maintain  the  exist¬ 
ing  building  in  the  bed  of  a  mapped  street  ( Roman  avenue)  ; 
premises  71-58  Austin  street,  south  side,  530.05  ft.  east  of 
71st  avenue  (Continental  avenue)  ;  (Block  No.  3255,  Lot 
No.  33),  Forest  Hills,  Borough  of  Queens;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Alteration  Application  2336-37,  dated  June  17, 
1940,  reads: 

“Referring  to  your  application  for  a  Certificate  of  Oc¬ 
cupancy  for  premises  known  as  71-58  Austin  Street, 
Forest  Hills,  Borough  of  Queens,  please  be  advised  that 
your  application  is  hereby  DENIED  because  the  build¬ 
ing  in  question  is  in  the  bed  of  a  mapped  street. 

This  refers  to  building  more  particularly  described  as 
being  situated  on  the  SOUTH  SIDE  OF  AUSTIN 
STREET,  530'  5"  EAST  OF  71  ST  AVENUE,  FOR¬ 
EST  HILLS,  BOROUGH  OF  QUEENS.” 

and 

Whereas,  the  building  is  four  stories  (44  ft.)  in  height, 
100  ft.  by  87  ft.  in  area ;  of  Class  3  construction ;  located  in 
a  business  use  D  area  district;  erected  in  1928  and  altered 
in  1937;  occupied  as  a  Class  A  multiple  dwelling;  it  is  pro¬ 
posed  to  occupy  the  building:  first  story,  apartments,  stores 
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and  offices;  second,  third  and  fourth  stories.  Class  A  mul¬ 
tiple  dwellings;  and 

Whereas,  the  applicant  contends  that  the  building  was 
erected  twelve  years  ago  and  Certificate  of  Occupancy  No. 
39240  was  issued  December  14,  1928,  upon  completion  in 
accordance  with  the  New  Building  Application  7751-27;  that 
the  alteration  which  has  just  been  completed  applies  to 
stores  on  the  ground  floor,  and  certificate  of  occupancy  has 
been  denied  by  tbe  borough  superintendent  of  buildings, 
which  is  the  subject  of  this  appeal;  that  it  is  necessary  that 
a  new  certificate  of  occupancy  be  obtained  as  the  owner  is 
re-financing  the  property;  that  it  is  impossible  to  get  the 
store  title  as  conditions  now  exist;  that  there  is  an  existing 
one-story  building  adjoining  this  property  which  occupies 
over  one-half  of  the  bed  of  the  mapped  street  in  question ; 
and 

Whereas,  a  communication  dated  June  3,  1940, -addressed 
to  the  applicant  by  the  engineer-in-charge  of  the  topograph¬ 
ical  bureau  has  been  filed  with  this  application  and  reads  as 
follows : 

“In  reply  to  your  verbal  communication  of  even  date 
concerning  the  portion  of  72nd  (Roman)  Avenue  ex¬ 
tending  southerly  from  Austin  Street  about  100  feet, 
please  be  advised  that  this  street  is  shown  as  a  proposed 
highway,  sixty  feet  wide,  and  coming  to  a  dead-end 
about  100  feet  south  of  Austin  Street,  upon  the  adopted 
Final  Map  of  the  City  of  New  York. 

At  the  present  time,  it  is  encumbered  by  two  large 
apartment  houses  and  it  appears  that  there  will  never  be 
any  necessity  for  acquiring  title  to  the  property  for  street 
purposes  because  of  the  fact  that  the  Final  Map  does  not 
show  it  crossing  the  railroad,  and  the  further  fact  that 
its  acquisition  for  street  purposes  under  present  condi¬ 
tions  would  be  prohibitive. 

It  is  our  intention  to  prepare  an  alteration  map  elim¬ 
inating  this  street  from  the  highway  system  of  the  bor¬ 
ough  of  Queens,  and  it  is  expected  that  this  map  will 
be  forwarded  to  the  City  Planning  Commission  for  ap¬ 
proval  at  an  early  date.” 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  acting  on  Alteration  Application  No.  2336-37, 
be  and  it  hereby  is  modified  and  the  appeal  be  and  it  hereby 
is  granted,  under  section  35  of  the  General  City  Law,  so  as 
to  permit  a  continuance  of  the  building  already  erected, 
which  it  is  proposed  to  alter,  same  being  located  in  the  bed 
of  Roman  avenue,  as  shown  on  plans  filed  with  this  appeal 
marked  June  18,  1940,  on  condition  that  in  all  other  re¬ 
spects  all  laws,  rules  and  regulations  applicable  to  the  build¬ 
ing  and  occupancy  shall  be  complied  with. 


733-40-A. 


APPLICANT — George  Gross,  for  Gross-Morton  Park  Cor¬ 
poration,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 73-02  192nd  street,  southwest 
corner  of  73rd  avenue  (Block  No.  7178,  Lot  No.  1), 
Flushing  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Hugo  E.  Beers. 

For  Administration:  Michael  O’Donohoe,  Depart¬ 
ment  of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 


Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

Negative  . . .  () 

THE  RESOLUTION— 

(733-40-A) 

W  hereas,  Gross-Morton  Park  Corporation,  owner,  filed 
July  3,  1940,  an  appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings;  premises  73-02  192nd  street,  south¬ 


west  corner  of  73rd  avenue  (Block  No.  7178,  Lot  No.  1), 
Flushing,  Borough  of  Queens;  and 
\\  hereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  N.B.  Application  No.  3863-40,  dated  June  25, 
1940,  reads: 

“1.  The  erection  of  a  frame  building  within  the  fire 
limits  is  contrary  to  Sect.  4.1.2  of  the  Building  Code.” 

and 

Whereas,  the  premises  consist  of  a  plot  46.03  ft.  by  100.18 
ft.  in  area ;  located  in  a  business  use  D  area  district ;  it  is 
proposed  to  erect  a  two-story,  frame,  one-family  dwelling, 
25  ft.  in  height,  28  ft.  4  in.  by  33  ft.  in  area,  and  a  private 
garage;  and 

Whereas,  the  proposed  building  has  a  setback  from  192nd 
street  of  24  ft.,  will  have  a  5  ft.  side  yard  on  the  south  lot 
line,  and  will  be  set  back  from  73rd  avenue  for  a  distance 
9  ft.  2  in.,  into  which  setback  the  chimney  breast  will  pro¬ 
ject  for  a  distance  of  2  ft.;  and 

Whereas,  the  applicant  contends  that  the  area  in  which 
the  buildings  are  to  be  located  is  rural  in  character,  and  no 
business  structure  is  within  considerable  distance  of  the  pro¬ 
posed  dwelling;  that  the  use  of  the  street  for  business  pur¬ 
poses  is  impracticable  inasmuch  as  there  are  sufficient  busi¬ 
ness  streets  in  the  neighborhood  to  serve  any  residential 
area  ;  that  to  leave  the  spot  unbuilt  upon  would  constitute  t 
detriment  and  eyesore  to  the  neighborhood  for  many  years 
to  come  as  the  plot  may  never  have  any  commercial  value. 

Resolved ,  that  the  decision  of  the  borough  superintendent 
of  buildings,  acting  on  N.B.  Application  No.  3863-40,  Ob¬ 
jection  No.  1,  be  and  it  hereby  is  modified  and  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  proposed 
building  shall  be  surfaced  on  the  exterior  with  masonry 
veneer  at  least  for  the  first  story;  that  the  roof  shall  be 
surfaced  with  natural  slate ;  that  the  use  of  the  garage  shall 
be  limited  to  use  as  accessory  to  the  dwelling,  and  that 
the  building  shall  comply  in  all  respects  with  the  require¬ 
ments  of  the  Administrative  Building  Code  for  dwellings 
erected  outside  the  fire  limits. 


734-40-A. 

APPLICANT — George  Gross,  for  Gross-Morton  Park  Cor¬ 
poration,  owner. 

SUBJECT — Appeal  from  decisions  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 73-06  and  73-10  192nd  street, 
west  side,  570  ft.  and  610  ft.  north  of  75th  avenue 
(Block  No.  7178,  Lot  No.  1),  Flushing,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  Hugo  E.  Beers. 

For  Administration:  Michael  O’Donohoe,  Depart¬ 
ment  of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock.  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

Negative  .  o 

THE  RESOLUTION— 

(734-40-A) 

Whereas,  Gross-Morton  Park  Corporation,  owner,  filed 
July  3,  1940,  an  appeal  from  decisions  of  the  borough  super¬ 
intendent  of  buildings;  premises  73-06  and  73-10  192r.d 
street,  west  jside,  570  ft.  and  610  ft.  north  of  75th  avenue 
(Block  No.  7138,  Lot  No.  1),  Flushing,  Borough  of  Queens; 
and 

Whereas,  the  decisions  of  the  borough  superintendent  of 
buildings,  on  N.B.  Application  Nos.  3862  and  3855-1940, 
dated  June  25.  1940,  read: 

“1.  The  erection  of  a  frame  building  within  the  fire 
limits  is  contrary  to  Sect.  4.1.2  of  the  Building  Code.” 
and 

Whereas,  the  premises  consist  of  a  plot  80  ft.  by  100  ft. 


1053 


minutes 


in  area ;  located  in  a  business  and  residence  use  D  area  dis¬ 
trict  ;  it  is  proposed  to  subdivide  the  plot  into  two  separate 
lots  and  to  erect  on  the  northerly  lot  a  two-story,  frame, 
one-family  dwelling  and  garage,  28  ft.  4  in.  by  33  ft.  in  area, 
set  back  from  192nd  street  for  a  distance  of  24  ft.,  and  pro¬ 
vided  with  a  6  ft.  8  in.  side  yard  on  the  north  lot  line,  and 
a  5  ft.  side  yard  on  the  south  lot  line,  into  which  latter 
yard  the  chimney  breast  will  project  for  a  distance  of  -  ft., 
to  erect  on  the  south  portion  of  the  plot  a  two-story,  name, 
one-family  dwelling,  25  ft.  in  height  and  28  ft.  4  m  by  25  ft 
in  area,  and  a  one-story  private  garage ;  the  dwelling  wi 
be  set  back  from  192nd  street  for  a  distance  of  27  ft.,  into 
which  setback  a  bay  window  and  front  entrance  steps  will 
project  5  ft.  8  in.;  a  7  ft.  side  yard  on  the  north  lot  line 
and  a  5  ft.  side  yard  on  the  south  lot  line  will  be  provided ; 
the  garages  will  be  located  1  ft.  from  side  and  real  ot 

lines ;  and  .  ... 

Whereas,  the  applicant  contends  that  the  area  m  which 
the  buildings  are  to  be  located  is  rural  in  character,  and  no 
business  structure  is  within  considerable  distance  of  the  pro¬ 
posed  dwellings;  that  the  use  of  the  street  for  business  pur¬ 
poses  is  impractirable  inasmurh  as  there  are  sufficient  busi¬ 
ness  streets  in  the  neighborhood  to  serve  any  residential 
area ;  that  to  leave  the  spot  unbuilt  upon  would  constitute 
a  detriment  and  eyesore  to  the  neighborhood  for  many  yeaxs 
to  come  as  the  plot  may  never  have  any  commercial  value. 

Resolved,  that  the  decisions  of  the  borough  superintendent 
of  buildings,  acting  on  N.B.  Application  Nos.  3862  and  5853- 
40,  Objection  No.  1,  be  and  it  hereby  is  modified  and  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
dwellings  shall  be  surfaced  on  the  exterior  with  masonry 
veneer  for  at  least  the  first  story  and  the  garages  surfaced 
on  the  exterior  with  masonry  veneer  except  for  f 1 ame 
gables;  that  the  rear  frame  gables  of  garage  shall  be  sur¬ 
faced  on  the  exterior  with  incombustible  material  or  shall  be 
brick-filled ;  that  the  roofs  of  dwellings  and  garages  shall  be 
surfaced  with  natural  slate;  that  the  use  of  the  garages 
shall  be  limited  to  use  as  accessory  to  the  dwellings,  and 
that  the  dwellings  shall  comply  in  all  respects  with  the  re¬ 
quirements  of  the  Administrative  Building  Code  for  dwell¬ 
ings  erected  outsire  the  fire  limits. 


735-40-A. 

APPLICANT— George  Gross,  for  Gross-Morton  Park  Cor¬ 
poration,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 73-03  192nd  street,  southeast 

east  corner  of  73rd  avenue  (Block  No.  7179,  Lot  No.  1), 
Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Hugo  E.  Beers. 

For  Administration:  Michael  O’Donohoe,  Depart¬ 
ment  of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 


THE  VOTE—  „  ,  ,  _ 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

Negative  .  ® 

THE  RESOLUTION— 

(735-40-A) 

Whereas,  Gross-Morton  Park  Corporation,  owner,  filed 
July  3,  1940.  an  appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings;  premises  73-03  192nd  street,  south- 
east  corner  of  73rd  avenue  (Block  No.  7179,  Lot  No.  1), 
Flushing,  Borough  of  Queens;  and  .  ,  , 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  N.B.  Application  No.  3630-40,  dated  June  25, 
1940,  reads: 

“1  The  erection  of  a  frame  buliding  within  the  fire 
limits  is  contrary  to  Sect.  4.1.2  of  the  Building  Code.” 


and 


Whereas,  the  premises  consist  of  a  plot  40.63  ft  by  100.18 

ft  in  area;  located  in  a  business  use  D  area  district,  it 
proposed  to  erect  upon  the  plot  a  two-story  game,  one- 
family  dwelling  and  garage;  the  dwelling  will  be  25  it.  in 
height  and  28  ft.  4  in.  by  33  ft.  in  area,  and  be  set  back  for 
a  distance  of  24  ft.  from  192nd  street  and  approximately  8 
ft.  from  73rd  avenue,  into  which  latter  setback  a  chimney 
breast  will  project  for  2  ft.;  a  5  ft.  side  yard  will  be  pro¬ 
vided  on  the  south  lot  line ;  and 

Whereas  the  applicant  contends  that  the  area  in  which 
the  buildings  are  to  be  located  is  rural  in  character,  and  no 
business  structure  is  within  considerable  distance  of  the  pro¬ 
posed  dwelling ;  that  the  use  of  the  street  for  business  pur¬ 
poses  is  impracticable  inasmuch  as  there  are  sufficient  busi¬ 
ness  streets  in  the  neighborhood  to  serve  any  residential 
area ;  that  to  leave  the  spot  unbuilt  upon  would  constitute 
a  detriment  and  eyesore  to  the  neighborhood  for  many  years 
to  come  as  the  plot  may  never  have  any  commercial  value. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  acting  on  N.B.  Application  No.  3630-40,  Ob¬ 
jection  No.  1,  be  and  it  hereby  is  modified  and  the  appea 
be  and  it  hereby  is  jj ranted  on  condition  that  the  proposed 
building  shall  be  surfaced  on  the  exterior  with  masonry 
veneer  at  least  for  the  first  story;  that  the  roof  shall  be  sur¬ 
faced  with  natural  slate;  that  the  use  of  the  garage  shall  be 
limited  to  use  as  accessory  to  the  dwelling,  and  that  the 
dwelling  shall  comply  in  all  respects  with  the  requirements 
of  the  Administrative  Building  Code  for  dwellings  erected 

_ A  ^  limits 


for  Gross-Morton  Park  Cor- 


736-40-A. 

APPLICANT— George  Gross, 
poration,  owner. 

SUBJECT — Appeal  from  decisions  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 73-07  and  73-11  192nd  street, 
east  side,  577  ft.  and  619  ft.  north  of_  75th  avenue 
Mr,  71 7Q  T  nt  No.  11.  Flushing,  Borough 


of  Queens. 

APPEARANCES— 

For  Applicant:  Hugo  E.  Beers. 

For  Administration:  Michael  O’Donohoe,  Depart¬ 
ment  of  Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 


Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn 

Negative  . 

THE  RESOLUTION— 


4 

0 


(736-40-A) 

Whereas.  Gross-Morton  Park  Corporation,  owner,  filed 
July  3  ,1940,  an  appeal  from  decisions  of  the  borough  super¬ 
intendent  of  buildings;  premises  73-07  and  73-11  192nc 
street,  east  side,  577  ft.  and  619  ft.  north  of  /5th  avenue 
(Block  No.  7179,  Lot  No.  1),  Flushing,  Borough  of  Queens; 

Whereas,  the  decisions  of  the  borough  superintendent  of 
buildings,  on  N.B.  Application  Nos.  3864-40  and  3865-40, 
dated  June  25,  1940,  and  June  28,  1940,  respectively,  read: 

“1.  The  erection  of  a  frame  dwelling  within  the  fire 
limits  is  contrary  to  Sect.  4.1.2  of  Building  Code.” 


Whereas,  the  premises  consist  of  a  plot  82  ft.  by  100  ft. 
in  area ;  located  in  a  residence  and  business  use  D  area  dis¬ 
trict  ;  it  is  proposed  to  subdivide  the  plot  into  two  separate 
lots  and  erect  on  each  lot  a  two-story,  one-family  frame 
dwelling  and  garage ;  the  dwellings  will  be  25  ft.  in  height 
98  ft.  4  in.  by  '33  ft.  in  area,  and  will  be  set  back  from  192nd 
street  for  a  distance  of  24  ft. ;  the  northerly  dwelling  will 
have  a  6  ft.  8  in.  side  yard  on  the  north  and  a  5  ft.  side  yard 
on  the  south,  into  which  latter  yard  a  chimney  breast  will 
project  for  a  distance  of  2  ft.;  the  southerly  dwelling  will 
have  an  8  ft.  8  in.  side  yard  on  the  north  and  a  4  ft.  side 
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yard  on  the  south,  into  which  latter  yard  a  chimney  breast 
will  project  for  a  distance  of  2  ft.;  and 

Whereas,  the  applicant  contends  that  the  area  in  which 
the  buildings  are  to  be  located  is  rural  in  character,  and  no 
business  structure  is  within  considerable  distance  of  the  pro¬ 
posed  dwelling ;  that  the  use  of  the  street  for  business  pur¬ 
poses  is  impracticable  inasmuch  as  there  are  sufficient  busi¬ 
ness  streets  in  the  neighborhood  to  serve  any  residential 
area ;  that  to  leave  the  spot  unbuilt  upon  would  constitute 
a  detriment  and  eyesore  to  the  neighborhood  for  many  years 
to  come  as  the  plot  may  never  have  any  commercial  value. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  acting  on  N.B.  Application  Nos.  3864  and  3865- 
1940,  Objection  No.  1,  be  and  it  hereby  is  modified  and  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
proposed  buildings  shall  be  surfaced  on  the  exterior  with 
masonry  veneer  at  least  for  the  first  story;  that  the  roofs 
shall  be  surfaced  with  natural  slate ;  that  the  use  of  the 
garage  shall  be  limited  to  use  as  accessory  to  the  dwelling, 
and  that  the  dwellings  shall  comply  in  all  respects  with  the 
requirements  of  the  Administrative  Building  Code  for  dwell¬ 
ings  erected  outside  the  fire  limits. 


738-40- A. 

APPLICAN  1 — Alexander  Zager,  for  Guaranteed  Homes, 
Incorporated,  owner. 

SUBJECI — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 56-49  and  56-53  187th  street, 
northeast  corner  of  58th  avenue  (Block  No.  5673, 
Lot  No.  32),  Flushing  .Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Alexander  Zager. 

For  Administration:  Michael  O’Donohoe,  Depart¬ 
ment  of  Housing  and  Buildings. 

AC  1  ION  Oh  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

Negative  .  0 

THE  RESOLUTION— 

(738-40-A) 

Whereas,  Alexander  Zager,  for  Guaranteed  Homes,  In¬ 
corporated,  owner,  filed  July  3,  1940,  an  appeal  from  a  de¬ 
cision  of  the  borough  superintendent  of  buildings ;  premises 
56-49  and  56-53  187th  street,  northeast  corner  of  58th  ave¬ 
nue  (Block  No.  5673,  Lot  No.  32),  Flushing,  Borough  of 
Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  N.B.  Applic.  Nos.  4523  and  4524-40,  dated 
June  28,  1940,  reads: 

“1.  The  erection  of  a  frame  bldg,  within  the  fire 
limits  is  contrary  to  Section  4.1.2  of  the  Bldg.  Code.” 

and 

Whereas,  the  premises  consist  of  a  plot  fronting  80  ft. 
on  187th  street  and  100  ft.  on  58th  avenue;  located  in  an 
unrestricted  use  D  area  district ;  it  is  proposed  to  subdivide 
the  plot  into  two  separate  lots  and  to  erect  on  each  lot  a 
one-family  frame  dwelling,  25  ft.  by  38  ft.  6  in.  in  area, 
and  a  one-car  private  garage,  19  ft.  by  11  ft.  in  area;  the 
dwellings  will  be  set  back  20  ft.  from  187th  street,  into 
which  setback  front  entrance  steps  will  project  for  a  dis¬ 
tance  of  5  ft.  and  bay  windows  a  distance  of  2  ft. ;  the  cor¬ 
ner  dwelling  will  be  set  back  from  58th  avenue  for  a  dis¬ 
tance  of  7  ft.  and  will  have  an  8  ft.  side  yard  on  the  north 
lot  line,  into  which  yard  side  entrance  steps  will  project  for 
approximately  3  ft. ;  the  other  dwelling  to  be  erected  will 
have  a  10  ft.  side  yard  on  the  south  lot  line,  into  which 
yard  side  entrance  steps  will  project  for  approximately  3  ft. 
and  will  also  have  a  5  ft.  side  yard  on  the  north  lot  line; 
the  garages  will  be  located  1  ft.  from  side  and  rear  lot  lines, 
and  the  buildings  will  be  surfaced  on  the  exterior  with 


masonry  veneer  to  the  plate  line,  with  roofs  to  be  surfaced 
with  approved  asphalt  shingles ;  and 

W hereas,  the  applicant  contends  that  it  owns  a  tract  of 
approximately  twenty-five  acres  purchased  by  the  same 
owners  for  development  by  similar  houses ;  that  a  declaration 
of  restriction  has  been  filed  restricting  all  of  the  property 
upon  which  dwellings  are  to  be  built  for  one-family  occu¬ 
pancy  ;  that  it  is  requested  permission  be  granted  to  erect 
the  frame  dwellings  as  proposed  in  view  of  the  fact  that  solid 
brick  dwellings  would  be  too  expensive  and  not  justified 
by  the  possible  sales  in  this  area. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  acting  on  N.B.  Application  Nos.  4523  and  4524- 
1940,  be  and  it  hereby  is  modified  and  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  frame  dwellings  and 
garages  shall  be  substantially  as  proposed  on  said  applica¬ 
tions  ;  that  the  use  of  the  dwellings  shall  be  limited  to  the 
residence  occupancy  of  one  family  each ;  that  the  garages  to 
be  erected  on  each  lot  shall  be  used  only  as  accessory  to  the 
one-family  dwelling;  that  the  rear  frame  gables  of  garages 
shall  be  surfaced  on  the  exterior  with  incombustible  material 
or  shall  be  brick-filled ;  that  the  corner  dwelling  shall  be 
set  back  from  58th  avenue  a  distance  of  10  ft.  and  shall  have  a 
side  yard  on  the  north  lot  line  of  5  ft.,  into  which  side 
entrance  steps  may  project  for  approximately  3  ft.,  and  that 
in  all  other  respects  the  dwellings  shall  comply  with  the 
requirements  of  the  Administrative  Building  Code  for  dwell¬ 
ings  erected  outside  the  fire  limits. 


739-40-A. 

APPLICANT — Alexander  Zager,  for  Guaranteed  Homes, 
Incorporated,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 56-52  188th  street,  northwest 
corner  of  58th  avenue  (Block  No.  5673,  Lot  No. 
32),  Flushing,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Alexander  Zager. 

For  Administration:  Michael  O’Donohoe,  Depart¬ 
ment  of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  0 

THE  RESOLUTION— 

(739-40-A) 

Whereas,  Alexander  Zager,  for  Guaranteed  Homes,  In¬ 
corporated,  owner,  filed  July  3,  1940,  an  apoeal  from  a  de¬ 
cision  of  the  borough  superintendent  of  buildings;  premises 
56-52_  188th  street,  northwest  corner  of  58th  avenue  (Block 
No.  5673,  Lot  No.  32),  Flushing,  Borough  of  Queens;  and 
\\  iiereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  N.B.  Application  No.  4525-40,  dated  June  28, 
1940,  reads: 

“L  The  erection  of  a  frame  bldg,  within  the  fire 
limits  is  contrary  to  Section  4.1.2  of  the  Bldg.  Code.” 
and 

Whereas,  the  premises  consist  of  a  plot  fronting  40  ft.  on 
188th  street  and  100  ft.  on  58th  avenue;  located  in  an  un¬ 
restricted  use  D  area  district ;  it  is  proposed  to  erect  upon 
the  plot  a  one  and  one-half  story,  one-family  frame  dwell¬ 
ing,  18  ft.  in  height,  25  ft.  by  38  ft.  6  in.  in  area,  and  a  one- 
car  private  garage,  11  ft.  by  19  ft.  in  area;  and 
Whereas,  the  dwelling  will  be  set  back  from  188th  street 
for  a  distance  of  20  ft.,  into  which  setback  front  entrance 
steps  will  project  for  a  distance  of  5  ft.  and  a  bay  window 
for  2  ft. ;  the  dwelling  will  also  be  set  back  7  ft.  from  the 
58th  avenue  building  line  and  will  have  an  8  ft.  side  yard 
oil  the  north  lot  line,  into  which  yard  side  entrance  steps 
will  project  for  approximately  3  ft. ;  the  building  will  be 
surfaced  on  the  exterior  with  masonry  veneer  up  to  the  plate 
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line,  and  the  roof  will  be  surfaced  with  approved  asphalt 
shingles ;  the  garage  will  be  located  1  ft.  from  the  rear  and 

side  lot  lines ;  and  ,  ,  , 

Whereas,  the  applicant  contends  that  it  owns  a  tract  ot 
approximately  twentv-five  acres  purchased  for  development 
by  similar  houses ;  that  a  declaration  of  restriction  has  been 
filed  restricting  all  of  the  property  upon  which  dwellings  are 
to  be  built  for  one-family  occupancy;  that  it  is  requested 
permission  be  granted  to  erect  the  frame  dwellings  as  pro¬ 
posed  in  view  of  the  fact  that  solid  brick  dwellings  would 
be  too  expensive  and  not  justified  by  the  possible  sales  in 

this  area.  ,  .  ,  .  ,  , 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  acting  on  N.B.  Application  No.  4525-40,  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  frame  dwelling  and  garage 
shall  be  substantially  as  proposed  on  said  application;  that 
the  use  of  the  dwelling  shall  be  limited  to  the  residence 
occupancy  of  one  family ;  that  the  garage  to  be  erected  shall 
be  used  only  as  accessory  to  the  one-family  dwelling ;  that 
the  rear  frame  gables  of  the  garage  shall  be  surfaced  on  the 
exterior  with  incombustible  material  or  shall  be  brick-filled ; 
that  the  corner  building  shall  be  set  back  from  58th  avenue 
for  a  distance  of  7  ft.  and  shall  have  a  side  yard  on  the 
north  lot  line  of  8  ft.,  into  which  yard  side  entrance  steps 
may  project  for  approximately  3  ft.,  and  that  in  all  other 
respects  the  dwelling  shall  comply  with  the  requirements  of 
the  Administrative  Building  Code  for  dwellings  erected 
outside  the  fire  limits. 

740-40-A. 

APPLICANT— Alexander  Zager,  for  Guaranteed  Homes, 
Incorporated,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 56-42,  56-44,  56-48  and  56-52 
187th  street,  northwest  corner  of  58th  avenue  (Block 
No.  5672  Lot  No.  26),  Flushing,  Borough  of 


will  be  set  back  7  ft.  from  58th  avenue,  into  which  setback 
a  chimney  breast  will  project  for  a  distance  of  2 !  ft.  and 
will  also  have  an  11  ft.  side  yard  on  the  north  lot  line,  into 
which  yard  side  entrance  steps  will  project  3  ft. ;  the  three 
dwellings  to  be  erected  43  ft.  north  of  58th  avenue  will  have 
10  ft.  side  yards  on  the  south  lot  line,  into  which  yards  side 
entrance  steps  will  project  3  ft.  and  also  will  have :  5  ft.  side 
yards  on  the  north  lot  line;  the  garages  will  be  located 
within  1  ft.  of  rear  and  side  lot  lines ;  and 

Whereas,  the  applicant  contends  that  it  owns  a  tract  ot 
approximately  twenty-five  acres  purchased  by  the  same  own¬ 
ers  for  development  by  similar  houses ;  that  a  declaration  ot 
restriction  has  been  filed  restricting  all  of  the  property  upon 
which  dwellings  are  to  be  built  to  one-family  occuparu  \  . 
that  it  is  requested  that  permission  be  granted  to  ei  ect  the 
frame  dwellings  as  proposed  in  view  of  the  fact  that  solid 
brick  dwellings  would  be  too  expensive  and  not  justified  by 
the  possible  sales  in  this  area.  . 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  acting  on  N.B.  Application  Nos.  4526  to  4529- 
1940,  inclusive,  be  and  it  hereby  is  modified  and  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  dwellings 
shall  be  constructed  substantially  as  indicated  on  said  appli¬ 
cations  ;  that  the  occupancy  of  the  dwellings  shall  be  limited 
to  one  family  each  and  the  use  of  the  garages  to  be  erected 
on  each  lot  shall  be  solely  as  accessory  to  the  one-family 
dwellings;  that  the  rear  frame  gables  of  garages  shall  be 
suraced  on  the  exterior  with  incombustible  material  or  shall 
be  brick-filled;  that  the  dwelling  erected  on  the  corner  lot 
shall  be  set  back  from  58th  avenue  for  a  distance  of  not 
less  than  10  ft.,  except  for  a  chimney  breast  that  may  pro¬ 
ject  for  a  distance  of  2  ft.;  that  there  shall  be  a  side  yard 
on  the  north  lot  line  not  less  than  8  ft.  in  width,  except  that 
side  entrance  steps  may  project  into  such  yard  for  a  distance 
not  over  3  ft.,  and  that  in  all  other  respects  the  dwellings 
shall  comply  with  the  requirements  of  the  Administrative 
Building  Code  for  dwellings  erected  outside  the  fire  limits. 


Queens. 

APPEARANCES— 

For  Applicant:  Alexander  Zager. 

For  Administration:  Michael  O’Donohoe,  Depart¬ 
ment  of  Housing  and  Buidings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  0 

THE  RESOLUTION— 

(740-40-A) 

Whereas,  Alexander  Zager,  for  Guaranteed  Hornes,  In¬ 
corporated,  owner,  filed  July  3,  1940,  an  appeal  from  a  de¬ 
cision  of  the  borough  superintendent  of  buildings ;  premises 
56-42,  56-44,  56-48^  and  56-52  187th  street,  northwest  cor¬ 
ner  of  58th  avenue  (Block  No.  5672,  Lot  No.  26),  Flushing, 
Borough  of  Queens;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  N.B.  Application  Nos.  4526  to  4529-40,  inclu¬ 
sive,  reads : 

“The  erection  of  a  frame  building  within  the  fire 
limits  is  contrary  to  Section  4.1.2  of  the  Building  Code.” 

and 

Whereas,  the  premises  consist  of  a  plot  fronting  163  ft. 
on  187th  street  and  100  ft.  on  58th  avenue;  located  in  an  un¬ 
restricted  use  D  area  district ;  it  is  proposed  to  subdivide  the 
plot  into  four  separate  lots  and  to  erect  on  each  lot  a  one- 
family  frame  dwelling  not  to  exceed  one  and  one-half  stories 
in  height  and  25  ft.  by  38  ft.  6  in.  in  area,  and  a  one-car 
private  garage,  11  ft.  by  19ft.  in  area;  all  buildings  will  be 
surfaced  on  the  exterior  with  masonry  veneer  to  the  plate 
line  and  the  roofs  will  be  surfaced  with  approved  asphalt 
shingles ;  the  dwellings  will  be  set  back  20  ft.  from  187th 
street,  into  which  setback  front  entrance  steps  and  bay  win¬ 
dows  will  project  approximately  5  ft.;  the  corner  dwelling 


741-40-A. 


APPLICANT— Alexander  Zager,  for  Guaranteed  Homes, 
Incorporated,  owner. 

SUBJECT— Appeal  from  decisions  of  the  borough  superin¬ 
tendent  of  buildings. 

PRFMISES  AFFECTED— 58-04,  58-08,  58-12,  a8-16,  58- 
20,  58-24,  58-28.  58-32,  58-36,  58-40,  58-44  and 
58-48  188th  street,  southwest  corner  of  58th  avenue 
and  west  side  of  188th  street,  100  ft.  north  of 

/'Rlru'lr  "M n  5601  T  nf  No, 


1),  Flushing,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Alexander  Zager  and  Sam  Reizen. 
For  Administration :  Michael  O’Donohoe,  Depart¬ 
ment  of  Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn 

Negative  . 

THE  RESOLUTION— 

(741-40-A) 


4 

0 


Whereas,  Alexander  Zager,  for  Guaranteed  Homes,  In¬ 
corporated,  owner,  filed  July  3,  1940,  an  appeal  from  deci¬ 
sions  of  the  borough  superintendent  of  buildings ;  premises 
58-04,  58-08,  58-12,  58-16,  58-20,  58-24,  58-28,  58-32, 
58-36,  58-40,  58-44  and  58-48  188th  street,  southwest  corner 
of  58th  avenue  and  west  side  of  188th  street,  100  ft.  north 
nf  World’s  Fair  boulevard  (Block  No.  5691.  Lot  No.  1), 


Flushing,  Borough  of  Queens;  and 
Whereas,  the  decisions  of  the  borough  superintendent  of 
buildings,  on  N.B.  Application  Nos.  4530  to  4541-40,  inclu¬ 
sive,  dated  June  28,  1940,  read: 

“1.  The  erection  of  a  frame  bldg,  within  the  fire 
limits  is  contrary  to  Section  4.1.2  of  the  Bldg.  Code.” 
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and 

Whereas,  the  premises  consist  of  a  plot  fronting  500  ft. 
on  the  west  side  of  188th  street  and  100  ft.  on  58th  avenue; 
located  in  an  unrestricted  use  D  area  district ;  it  is  proposed 
to  subdivide  the  plot  into  twelve  separate  lots  and  to  erect 
upon  each  lot  a  one-family  dwelling  not  to  exceed  one  and 
one-half  stories  in  height  and  25  ft.  by  38  ft.  in  area  and 
also  a  one-car  private  garage  11  ft.  by  19  ft.;  the  buildings 
will  be  surfaced  on  the  exterior  with  masonry  veneer  up  to 
the  plate  line  and  the  roofs  will  be  surfaced  with  approved 
asphalt  shingles ;  the  dwellings  will  be  set  back  18  ft.  from 
188th  street,  into  which  setback  front  entrance  steps  will 
project  for  approximately  5  ft.;  garages  will  be  located  1  ft. 
from  rear  and  side  lot  lines,  except  for  the  garage  to  be  lo¬ 
cated  on  the  lot  100  ft.  north  of  World’s  Fair  boulevard, 
which  lot  will  be  located  1  ft.  from  the  rear  lot  line  and  10 
ft.  from  the  side  lot  line;  the  dwelling  to  be  located  on  the 
lot  100  ft.  north  of  World’s  Fair  boulevard  will  be  provided 
with  a  20  ft.  side  yard  on  the  south  lot  line,  into  which  yard 
side  entrance  steps  will  project  for  3  ft.  and  also  will  have 
a  5  ft.  side  yard  on  the  north  lot  line;  the  dwelling  to  be 
located  on  the  lot  at  the  southwest  corner  of  58th  avenue 
ano  188th  street  will  be  set  back  58  ft.  from  58th  avenue 
and  will  have  a  10  ft.  side  yard  on  the  south  lot  line,  into 
which  yard  side  entrance  steps  will  project  for  a  distance  of 
3  ft.;  the  ten  other  dwellings  will  be  provided  with  10  ft. 
side  yards  on  the  south  lot  line,  into  which  yards  side  en¬ 
trance  steps  will  project  3  ft.  and  also  have  5  ft.  side  yards 
on  the  north  lot  line ;  and 

Whereas,  the  applicant  contends  that  it  owns  a  tract 
approximately  twenty-five  acres  purchased  by  the  same 
owners  for  development  by  similar  houses ;  that  a  declara¬ 
tion  of  restriction  has  been  filed  restricting  all  of  the  prop¬ 
erty  upon  which  the  dwellings  are  to  be  built  for  one-family 
occupancy' ;  that  it  is  requested  permission  be  granted  to 
erect  the  frame  dwellings  as  proposed  in  view  of  the  fact 
that  solid  brick  dwellings  would  be  too  expensive  and  not 
justified  by  possible  sales  in  this  area. 

Resolved,  that  the  decisions  of  the  borough  superintendent 
of  buildings,  acting  on  N.B.  Application  Nos.  4530  to  4541  - 
1940,  inclusive,  be  and  they  hereby  are  modified  and  the  ap¬ 
peal  be  and  it  hereby  is  granted  on  condition  that  the  dwell¬ 
ings  and  garages  shall  be  constructed  substantially  as  indi¬ 
cated  on  said  applications ;  that  the  dwellings  shall  be  lim¬ 
ited  to  occupancy  by  one  family  each ;  that  the  garages  shall 
be  used  solely  as  accessory  to  the  dwelling  on  each  plot; 
that  the  rear  frame  gables  of  garages  shall  be  surfaced  on 
the  exterior  with  incombustible  material  or  shall  be  brick- 
filled  ;  that  the  corner  lot  dwelling  be  located  100  ft.  north 
of  World’s  Fair  boulevard;  that  there  shall  be  constructed 
on  the  south  lot  line  a  woven-wire  fence  with  steel  posts  not 
less  than  3  ft.  6  in.,  and  on  the  west  lot  line  said  fence  shall 
return  not  less  than  10  ft.,  and  that  in  all  other  respects  the 
dwellings  shall  comply  with  the  requirements  of  the  Admin¬ 
istrative  Building  Code  for  dwellings  erected  outside  the  fire 
limits. 


742-40- A. 

APPLICANT — Alexander  Zager,  for  Guaranteed  Homes, 
Incorporated,  owner. 

SUBJECT — Appeal  from  decisions  of  the  borough  superin¬ 
tendent  of  buildings. 

PREMISES  AFFECTED— 58-03,  58-07,  58-11,  58-15,  58- 
19,  58-23,  58-27,  58-31.  58-35,  58-39,  58-43  and  58- 
47  188th  street,  southeast  corner  of  58th  avenue  and 
east  side  of  188th  street,  100  ft.  north  of  World’s 
Fair  boulevard  (Block  No.  5692,  Lot  No.  1), 
Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Alexander  Zager  and  Sam  Reizen. 
For  Administration :  Michael  O’Donohoe,  Depart¬ 
ment  of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 


THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

Negative  .  0 

THE  RESOLUTION— 

(742-40- A) 

Whereas,  Alexander  Zager,  for  Guaranteed  Homes,  In¬ 
corporated,  owner,  filed  July  3,  1940,  an  appeal  from  deci¬ 
sions  of  the  borough  superintendent  of  buildings ;  premises 
58-03,  58-07,  58-11,  58-15,  58-19,  58-23,  58-27,  58-31, 
58-35,  58-39,  58-43  and  58-47  188th  street,  southeast  corner 
of  58th  avenue  and  east  side  of  188th  street,  100  ft.  north  of 
World’s  Fair  boulevard  (Block  No.  5692,  Lot  No.  1), 
Flushing,  Borough  of  Queens;  and 

Whereas,  the  decisions  of  the  borough  superintendent  of 
buildings,  on  N.B.  Application  Nos.  4542  to  4533-40,  in¬ 
clusive,  dated  June  28,  1940,  read; 

“1.  The  erection  of  a  frame  bldg,  within  the  fire 
limits  is  contrary  to  Section  4.1.2  of  the  Bldg.  Code.” 

and 

Whereas,  the  premises  consist  of  a  plot  fronting  500  ft. 
on  the  east  side  of  188th  street  and  100  ft.  on  58th  avenue  ; 
located  in  an  unrestricted  use  D  area  district;  it  is  pro¬ 
posed  to  subdivide  the  plot  into  twelve  separate  lots  and  to 
erect  on  each  lot  a  one-family  frame  dwelling  one  and  one- 
half  stories  in  height  and  25  ft.  by  38  ft.  in  area  and  also  a 
one-car  private  garage  11  ft.  by  19  ft.  in  area;  the  buildings 
will  be  surfaced  on  the  exterior  with  masonry  veneer  up  to 
the  plate  line  and  roofs  will  be  surfaced  with  approved 
asphalt  shingles ;  the  dwellings  will  be  set  back  18  ft.  from 
188th  street,  into  which  setback  front  entrance  steps  will 
project  for  approximately  5  ft.;  garages  will  be  located 
within  1  ft.  of  rear  and  side  lot  lines ;  the  dwelling  to  be  lo¬ 
cated  on  the  southeast  corner  of  58th  avenue  and  188th 
street  will  be  set  back  15  ft.  from  58th  avenue  and  will  have 
a  10  ft.  side  yard  on  the  south  lot  line,  into  which  yard  side 
entrance  steps  will  project  for  approximately  3  ft.;  the 
dwelling  to  be  located  100  ft.  north  of  World’s  Fair  boule¬ 
vard  will  have  a  10  ft.  side  yard  on  the  north  lot  line  and 
one  of  15  ft.  on  the  south  lot  line,  into  which  latter  yard 
side  entrance  steps  will  project  for  approximately  3  ft.;  the 
ten  other  dwellings  will  be  provided  with  5  ft.  side  yards 
on  the  north  lot  line  and  10  ft.  side  yards  on  the  south  lot 
line,  into  which  latter  yards  side  entrance  steps  will  project 
for  approximately  3  ft. ;  and 

Whereas,  the  applicant  contends  that  it  owns  a  tract  of 
approximately  twenty-five  acres  purchased  by  the  same 
owners  for  development  by  similar  houses ;  that  a  declaration 
of  restriction  has  been  filed  restricting  all  of  the  property 
upon  which  the  dwellings  are  to  be  built  for  one-family  oc¬ 
cupancy;  that  it  is  requested  permission  be  granted  to  erect 
the  frame  dwellings  as  proposed  in  view  of  the  fact  that 
solid  brick  dwellings  would  be  too  expensive  and  not  justi¬ 
fied  by  possible  sales  in  this  area. 

Resolved,  that  the  decisions  of  the  borough  superintendent 
of  buildings,  acting  on  N.B.  Application  Nos.  4542  to  4553- 
1940,  inclusive,  be  and  they  hereby  are  modified  and  the  ap¬ 
peal  be  and  it  hereby  is  granted  on  condition  that  the  build¬ 
ings  shall  be  constructed  substantially  as  indicated  on  said 
applications ;  that  the  dwellings  shall  be  limited  to  occupancy 
by  one  family  each ;  that  the  garages  shall  be  used  solely  as 
accessory  to  dwelling  on  each  plot;  that  the  rear  frame 
gables  of  garages  shall  be  surfaced  on  the  exterior  with  in¬ 
combustible  material  or  shall  be  brick-filled ;  that  prior  to 
issuance  of  certificate  of  occupancy  on  the  dwelling  and 
garage  to  be  located  on  the  lot  100  ft.  north  of  World’s 
Fair  boulevard,  as  covered  by  N.B.  Application  No.  4542- 
40,  evidence  satisfactory  to  the  borough  superintendent  of 
buildings  shall  be  filed  to  the  effect  that  a  restrictive  cove¬ 
nant  is  in  force  affecting  the  adjoining  corner  lot,  located 
on  the  northeast  corner  of  World’s  Fair  boulevard  and  188th 
street,  fronting  100  ft.  on  188th  street  and  100  ft.  on  World’s 
Fair  boulevard,  so  as  to  restrict  the  northerly  25  ft.  of  said 
lot  against  any  building  being  erected  within  25  ft.  of  the 
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south  lot  line  of  the  buildings  as  proposed  under  N.B.  Ap¬ 
plication  No.  4542-40 ;  that  if  such  business  budding  is  con¬ 
structed  on  the  corner  lot,  the  use  thereof  shall  be  in  con¬ 
formance  with  the  requirements  of  the  building  zone  reso¬ 
lution  as  to  retail  zoned  district,  and  that  in  all  other  re¬ 
spects  the  dwellings  shall  comply  with  the  requirements  of 
the  Administrative  Building  Code  for  similar  buildings 
erected  outside  the  fire  limits. 


1 196-39-A. 

APPLICANT — Allen  A.  Blaustein,  for  Walter  Goat, 
owner  (Maurice  Bass,  lessee). 

SUBJECT— Application  reopened  March  12,  194U— re  Ap¬ 
peal  from  a  decision  of  the  borough  superintendent 

of  buildings.  ,  . 

PREMISES  AFFECTED — 322-324  Dean  street  south  side 
175  ft.  east  of  Third  avenue  (Block  No.  198.  Lot 
No.  15),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Allen  A.  Blaustein. 

For  Administration:  Dewey  Rothkrug,  Depaitinent 
of  Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . .  •  \ . 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

THE  RESOLUTION— 

(1 196-39-A) 

Whereas,  this  appeal  from  a  decision  of  the  acting  bor¬ 
ough  superintendent  of  buildings,  premises  322-324  Dean 
street,  south  side,  175  ft.  east  of  Third  avenue  (Block  No. 
198,  Lot  No.  15),  Borough  of  Brooklyn,  was  withdrawn 
October  24,  1939;  and 

Whereas,  Allen  A.  Blaustein,  for  Walter  Goat,  owner , 
requested  a  reopening  of  the  appeal  predicated  upon  a  new 
decision  of  the  borough  superintendent  of  buildings ;  and 
Whereas,  this  appeal  was  reopened  by  vote  of  the  Board 

March  12.  1940;  and  .  . 

Whereas,  the  decision  of  the  borough  superintendent  ol 
huildings,  on  B.N.  Application  No.  118-40,  dated  February 
23,  1940,  reads : 

“1.  Storage  and  parking  of  more  than  5  motor 
vehicles  on  any  portion  of  a  street,  between  two  inter¬ 
secting  streets  in  which  portion  there  exists  an  exit 
from  or  an  entrance  to  a  public  school  is  contrary  to 
Art.  V,  Sec.  21.  Zone  Resolution.” 

Whereas,  the  premises  consist  of  a  plot  50  ft.  by  100  ft. 
in  area,  and  located  in  an  unrestricted  use  B  area  district, 
upon  which  there  exists  a  one-storv  frame  office  building 
6  ft.  by  8  ft.  in  area;  it  is  proposed  to  use  the  balance  of 
the  plot  for  the  storage  and  parking  of  more  than  five  (5) 

motor  vehicles;  and  .  ..  c 

WAereas,  the  applicant  contends  that  this  application  af¬ 
fects  a  plot  50  ft.  by  100  ft.  in  area,  in  lieu  of  the  plot  91 
ft.  8  in.  by  100  ft.  in  area,  which  was  previously  considered 
by  the  Board  under  this  calendar  number;  that  the  adjoin¬ 
ing  41  ft.  8  in.  wide  plot  which  was  part  of  the  pietnises 
previously  considered  by  the  Board  will  be  occupied  for 
a  conforming  use ;  that  the  plot  now  before  the  Boat  d  was 
exactly  the  same  property  under  which  a  certificate  of  occu¬ 
pancy  was  issued  June  18,  1921,  for  a  public  garage,  that 
section  21  of  the  zone  resolution  does  not  apply,  where  a 
legally  established  use  was  in  force  in  an  unrestricted  area 
before  the  erection  of  the  public  school ;  that,  a  certificate 
of  occupancy  existed  to  store  automobiles  on  this  site,  paitly 
under  cover  and  partlv  in  the  open ;  that  the  old  loft  and 
walls  were  demolished,  but  the  use  of  the  site  remains  the 
same ;  and 

Whereas,  the  Board  deemed  that  any  previous  garage 
use  was  discontinued  upon  the  demolition  of  the  buildings 
and  that  no  legal  right  continued,  to  maintain  a  storage  and 


parking  use  for  more  than  five  (5)  motor  vehicles,  on  the 

^tesolvect,  that  the  decision  of  the  borough  superintendent 
of  buildings,  on  B.N.  Application  No.  118'40,  be  and  it 
hereby  is  affirmed  and  that  the  appeal  be  and  it  hereby  is 

denied. 

613-39-A-WF. 

APPLICANT — Arthur  Miller,  for  Vincent  Maresca,  pres¬ 
ent  lessee  (Long  Island  Railroad,  owner). 
SUBJECT — Application  for  consideration — reopening  and 
extension  of  time — re  Appeal  from  a  decision  of 
the  borough  superintendent  of  buildings. 

PRFMISES  AFFECTED — 134-15  Northern  boulevard, 
north  side,  85.91  ft.  east  of  Collins  place  (Block 
No.  4946,  Lot  No.  77),  Flushing,  Borough  ot 
Queens. 

APPEARANCES—  ,  ... 

For  Applicant:  Arthur  Miller  and  Vincent 

aresca 

ACTION  OF  BOARD — Appeal  reopened  and  time  ex- 

THE  VOTEdTO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

Negative  . 

THE  RESOLUTION— 

(613-39-A-WF) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent  of  buildings,  to  permit  in  the  Worlds  hair 
area  the  parking  of  more  than  five  (5)  motor  vehicle^, 
premises  134-15  Northern  boulevard,  north  side  85.91  It. 
east  of  Collins  place  (Block  No.  4946,  Lot  No.  77)  Flush¬ 
ing,  Borough  of  Queens,  was  granted  by  the  Board  June  -U, 
1939,  on  certain  conditions;  and  .  . 

Whereas,  the  applicant  requested  an  extension  of  time  .o 

obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  June  -0,  1939,  only  so  far 
as  it  has  reference  to  obtaining  permits  and  completion id 
•work,  so  that  as  amended  this  portion  of  the  resolution  shall 

read : 

‘‘that  all  permits  required  shall  be  obtained  and  all 
work  involved  shall  be  completed  within  three ^  (3) 
months  from  the  date  of  this  amended  resolution. 


VARIATION  OF  THE  LABOR  LAW. 

923-27-S. 

APPLICANT— Albert  Homer  Swanke,  for  Louis  H.  Pink, 
Superintendent  of  Insurance,  State  of  New  York, 
as  Liquidator  of  the  Lawyers  Title  and  Guaranty 
Company,  owner.  .  I 

SUBJECT— Application  for  consideration— reopening  and 
amendment — re  Variation  of  the  labor  law  as  cited 
in  a  decision  of  the  borough  superintendent  of  build¬ 
ings. 

PREMISES  AFFECTED— 1995-2003  Jerome  avenue,  west 
side,  337.01  ft.  south  of  West  Burnside  avenue 
(Block  No.  2863,  Lot  No.  46),  Borough  of  The 
Bronx. 

APPEARANCES—  w  T 

For  Applicant:  Albert  Homer  Swanke  and  W.  J. 

Cray.  ^ 

For  Administration:  M.  C.  E.  Thiede,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Request  to  reopen  denied. 

THE  VOTE  TO  REOPEN—  I 

Affirmative  . .  •  *. . 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
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APPLIANCES  SUBMITTED  FOR  APPROVAL. 

484-37-SA. 

APPLICANT — Empyre  Fire  Equipment  Manufacturing 
Company,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment — re  Approval  of  additional  Model  2-X — 
re  Stop- Fire  Extinguisher,  previously  approved. 

APPEARANCES— 

For  Applicant :  Theodore  Heilig. 

ACTION  OF  BOARD — Application  reopened  and  referred 
to  engineer  of  the  Board  for  test  and  report. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  0 


443-38-SA. 

APPLICANT — Bryant-Caldwell  Corporation  (distributor 
for  Bryant  Heater  Company,  owner). 

SUB J T.CT — Application  for  consideration — reopening  and 
amendment  as  to  additional  models,  VB-6,  VB-8, 
VB-10  and  VB-12 — re  Bryant  Vertical  Forced  Air 
Heater,  Model  8,  Type  VB  (gas  fired),  previously 
approved. 

APPEARANCES— 

For  Applicant :  Don  L.  Caldwell. 

ACTION  OF  ROARD — Application  reopened  and  referred 
to  engineer  of  the  Board  for  test  and  report. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  0 


MATERIALS  SUBMITTED  FOR  APPROVAL. 
734-39-SM. 

APPLICANT — Philip  Cosentino,  for  Alessandro  Cozzo, 

owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  approval  of  additional 
name  of  “Excelled  Drain  Ring  for  W.C.  Bowl” 
(Coboco  Superior  Drain  Ring  for  W.C.  Bowl,  pre¬ 
viously  approved). 

APPEARANCES— 

For  Applicant:  Michael  Erico. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

Negative  .  0 

THE  RESOLUTION— 

(734-39-SM) 

Whereas,  Philip  Cosentino,  for  Alessandro  Cozzo.  owner, 
filed  June  3,  1939,  an  application  with  the  Board  of  Stand¬ 
ards  and  Appeals  for  approval  of  the  material  known  as 
Coboco  Superior  Drain  for  W.C.  Bowl ;  and 
Whereas,  this  material  was  approved  bv  vote  of  the 
Board  July  18,  1939,  in  accordance  with  the  report  of  the 
Committee  on  Tests;  and 

Whereas,  the  applicant  requested  amendment  of  the  reso¬ 
lution  so  as  to  substitute  the  name  “Excelled”  for  the  name 
“Coboco”. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  July  18,  1939,  so  that 
as  amended  it  shall  read : 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  approve  the  material  known  as  the  Excelled 
Drain  Ring  for  W.C.  Bowl,  on  condition  that  the  mate¬ 
rial  be  manufactured,  installed,  and  labeled,  stamped  or 
tagged  in  accordance  with  the  previous  report  of  the 
Committee  on  Tests.” 


1 248-39- SM. 

APPLICANT — Eastern  Composition  Stone  Company, 

owner. 

SUBJECT — Craftplaster,  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

AC  L  ION  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests 
THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

Negative  .  0 

THE  RESOLUTION— 

( 1248-39-SM) 

Whereas,  Eastern  Composition  Stone  Company,  owner, 
filed  October  10,  1939,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  material  known 
as  Craftplaster”;  and 

Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 


REPORT  OF  COMMITTEE  ON  TESTS. 

July  8,  1940. 

Cal.  No.  1248-39-SM. 


Subject:  Approval  of  Craftplaster. 

The  Eastern  Composition  Stone  Company,  owner, 
filed  October  10,  1939,  an  application  with  the  Board 
of  Standards  and  Appeals  for  approval  of  the  material 
known  as  Craftplaster  as  manufactured  by  the  Eastern 
Composition  Stone  Company. 

This  plaster  is  used  as  a  finish  material  for  use  over 
gypsum  brown,  a  Portland  brown  coat  or  a  combina¬ 
tion  gypsum  Portland  cement  brown.  The  material  is 
supplied  in  textures  float,  and  various  colors  and  is 
suitable  for  float  and  smooth  finishes. 

This  material  was  subjected  to  a  one-hour  fire  test  at 
the  Protexol  Laboratories  on  a  panel  15^  in.  by  25^ 
in.  constructed  of  2  in.  by  4  in.  wood  studs,  metal  lath 
and  plaster  on  both  sides.  The  finish  coat  of  plaster 
was  divided  into  two  sections.  The  lower  part  of  the 
face  was  finished  with  a  gypsum  white  coat  and  the  upper 
half  finished  with  the  special  %  in.  finish  coat  (Craft¬ 
plaster)  produced  by  the  applicant.  At  the  end  of  one 
hour  standard  fire  test  the  exposed  face  was  intact  ex¬ 
cept  that  there  had  developed  an  irregular  horizontal 
crack  extending  from  edge  to  edge  for  the  depth  of  the 
finish  coat.  No  smoke  or  fire  passed  through  the  parti¬ 
tion  and  the  transmitted  heat  at  the  end  of  forty-five 
minutes  wras  only  158  degrees  Fahrenheit  average. 

An  examination  after  the  fire  indicated  that  the  studs 
were  carbonized  to  a  depth  of  about  1  in.,  but  the  plaster 
was  intact. 

On  the  basis  of  this  test,  it  is  recommended  that 
Craftplaster  be  approved  for  use  as  a  substitute  for  the 
finish  (Gypsum)  coat  only  when  applied  in  a  thickness 
of  not  less  than  %  in.  under  C26-463.0  (8.4.10.7),  C26- 
464.0  (8.4.10.8)  and  C26-312.0  (7.1.1.7.4),  Adminis¬ 
trative  Building  Code,  on  partitions  requiring  a  fire  re¬ 
sistive  rating. 

It  is  further  recommended  that  Craftplaster  be  ap¬ 
plied  in  accordance  with  the  requirements  and  that  each 
bag  of  the  material  be  marked  or  labeled,  “Approved  by 
the  Board  of  Standards  and  Appeals  for  use  in  New' 
York  City  under  Cal.  No.  1248-39-SM”. 


and 


(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM, 

Commissioner. 
LESLIE  V.  HUBER. 

Chief  Engineer. 
Committee  on  Tests. 
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Whereas,  this  report  recommended  approval  of  this  mate- 

Tl^ Resolved,  that  the  Board  of  Standards  and  Appeals^  does 
hereby  approve  the  material  known  as  ‘  Craftplaster  ,  on 
condition  that  the  material  be  manufactured,  used,  and 
labeled,  stamped  or  tagged  in  accordance  with  above  report. 


448-40- SM. 

APPLICANT — The  H.  H.  Robertson  Company,  Pitts¬ 
burgh,  Pennsylvania,  owner.  - 

SUBJECT — Robertson  Cellular  Beam  Steel  Floor  and  Root 
Construction,  Types  K,  FK,  RK  and  UK,  ap¬ 
proval  of. 

APPEARANCES— 

For  Applicant:  R.  W.  Gastmeyer. 

ACTION  OF  BOARD— Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  . 

Note: 

The  report  of  the  Committee  on  Tests  and  the  resolu¬ 
tion  of  the  Board  relative  to  the  approval  of  the  Robertson 
Beam  Steel  Floor  and  Roof  Construction,  Types  K,  FK,  RK 
and  UK,  will  be  printed  in  a  subsequent  issue  of  the  Bulletin, 
pending  the  submission  by  the  applicant  of  a  drawing  cap¬ 
able  of  reproduction  for  Figures  referred  to  in  the  report  o 
the  Committee  on  Tests. 


permit  the  discharge  of  products  of  combustion  into  the 


room.  .  .  .  , 

The  Lowe  Draft  Control  is  a  sensitive  torque  operated 

draft  regulator  intended  for  installation  in  sheet  metal 
smoke  pipes  of  heating  plants  where  a  uniform  draft  is 
desired.  The  damper  is  designed  for  use  in  8  and  9-inch 
metal  smoke  pipes. 

The  damper  is  actuated  by  the  pressure  differential 
between  the  arm  on  the  inside  and  outside  of  the  smoke 
pipe.  The  damper  plate  is  relatively  light  in  weight 
and  its  movement  is  regulated  by  means  of  a  torsion 
spring  attached  to  an  adjusting  screw.  When  the  dif¬ 
ference  in  pressure  overcomes  the  weight  of  the  damper 
plate  and  it  causes  it  to  open  and  permit  air  to  enter  the 
stack,  this  reduces  the  draft  in  the  heating  plant.  In  case 
of  down  drafts  or  excessive  pressures  within  the  smoke 
pipe,  the  damper  plate  closes  and  prevents  discharge  of 
products  of  combustion  into  the  room. 

Tests  of  this  draft  control  were  conducted  by  the 
committee  of  the  Board  and  the  control  was  found  to 
operate  satisfactorily. 

On  the  basis  of  the  above  tests,  it  is  recommended 
that  the  Lowe  Draft  Control  be  approved  for  use  in  New 
York  City  in  oil  burning  installations  for  8  and  9-inch 
smoke  breeching,  on  condition  that  the  control  bear  a 
label  permanently  affixed  reading,  ‘  Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Cal.  No.  710-40-SM. 

(Sgd.)  BERNARD  A  SAVAGE, 

Commissioner. 

CHARLES  M.  BLUM, 

Commissioner. 
LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests. 

a°W hereas,  this  report  recommended  approval  of  this  mate- 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 

hereby  approve  the  material  known  as  the  Lowe  Draft  Con¬ 
trol  for  Metal  Smoke  Pipes,  on  condition  that  the  material 
be  manufactured,  installed,  operated,  and  labeled,  stamped  or 
tagged  in  accordance  with  above  report. 


710-40-SM. 

APPLICANT— S.  Lowe  and  Sons  Company,  owner. 
SUBJECT— The  Lowe  Draft  Controls  (for  metal  smoke 
pipes),  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  b 

THE  RESOLUTION— 

(710-40-SM) 

Whereas,  S.  Lowe  and  Sons  Company,  owner,  filed  June 
28,  1940,  an  application  with  the  Board  of  Standards  and 
Appeals  'for  approval  of  the  material  known  as  the  Lowe 
Draft  Controls  for  Metal  Smoke  Pipes;  and 

Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

Re:  Cal.  No.  710-40-SM. 

Subject:  Approval  of  the  Lowe  Draft  Controls  for 
Metal  Smoke  Pipes. 

S.  Lowe  and  Sons  Company,  owner  and  manufacturer, 
of  Bridgeport,  Connecticut,  filed  June  28,  1940,  an  ap¬ 
plication  with  the  Board  of  Standards  and  Appeals  for 
approval  of  the  Lowe  Draft  Control  under  the  provi¬ 
sions  of  C26-191.0  (2.2.3),  Administrative  Building 

Code,  and  the  Oil  Burner  Rules  of  the  Board  of  Stand¬ 
ards  and  Appeals. 

The  Lowe  Draft  Control  is  completely  assembled  at 
the  factory.  The  assembly  consists  of  a  cast  iron 
mounting  frame,  damper  plate,  bearings,  adjusting  screw 
of  Tobin  bronze,  tension  spring  of  standard  steel  and 
usual  attachment  bolts. 

This  draft  control  has  been  approved  by  the  Under¬ 
writers’  Laboratories  as  maintaining  the  draft  within 
the  range  normally  required  by  oil  burners  and  not 


Adjourned,  4:30  P.M. 


Joseph  J.  Doyle,  Chief  Clerk. 


SPECIAL  MEETING. 

FRIDAY  MORNING,  JULY  12,  1940. 

Present:  Chairman  Murdock  and  Commissioners  Savage 
and  Blum. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 
554-40-A. 

APPLICANT— Lama  and  Proskauer,  for  Margaret  R. 
DiGioia,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 2146  Gerrittsen  avenue,  west 
side,  280  ft.  north  of  Avenue  U  (Block  No.  7341, 
Lot  No.  4),  Borough  of  Brooklyn. 

APPEARANCES—  . 

For  Applicant:  Abram  Shlefstein  and  Alfred  A. 

Lama. 

For  Opposition:  Paul  Friedman,  William  M. 
Calder  and  Edwin  W.  Voorhies. 

ACTION  OF  BOARD — Laid  over  for  full  vote  of  the 
Board. 

THE  VOTE  TO  GRANT— 

Affirmative:  Commissioners  Savage  and  Blum  - 

Negative:  Chairman  Murdock  .  * 

Absent:  Deputy  Chief  Gunn  . . 
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597-40- A. 

APPLICANT — B.  Meredith  Langstaff,  counsel  for  Brook¬ 
lyn  Heights  Association  and  also  for  Bertha 
Backus  Brown,  adjoining  owner. 

OWNER  OI*  PREMISES — Bohack  Realty  Corporation. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings — re  Revocation  of  Certificate 
of  Occupancy  No.  52286. 

PREMISES  AFFECTED — 154  Henry  street,  west  side,  19 
ft.__3  in.  north  of  Love  lane  (Block  No.  236,  Lot  No. 
137),  Borough  of  Brooklyn. 

APPEARANCES— 

b  or  Applicant :  B.  Meredith  Langstaff. 

For  Opposition:  William  Kent,  Jr.,  and  Herbert 
Birrell. 

AC  1  ION  Oh  BOARD — Laid  over  to  September  17,  1940, 
at  2  P.M.,  for  further  consideration  by  the  Board. 


RULES. 

639-40- SR. 

SUBJECT — Proposed  Rules  for  the  Manufacturing,  Testing 
and  Use  of  Concrete  Masonry  Units. 

APPEARANCES — John  E.  Bleibtrey,  Sigurd  Neatwait, 
M.  P.  Van  Buren.  George  E.  Strehan,  Henry  V. 
Spurr,  George  H.  Krier,  Lloyd  W.  Wecol,  Ansel 
T.  Rogers,  Edmund  H.  Brooke,  Karl  Bloch,  Wil¬ 
liam  Allik,  G.  Felbeck,  Jr.,  Donald  Baldwin,  C. 
Eliot  Stanford,  J.  H.  Chubb,  Lester  Sanger.  Frank 
Lumia  and  Joseph  Cagliano. 

ACTION  OP  BOARD — Laid  over  for  further  considera¬ 
tion  and  adoption  by  the  Board  after  reviewing 
suggestions  submitted. 


Adjourned,  11:50  A.M. 

Joseph  J.  Doyle,  Chief  Clerk. 


♦CORRECTION. 

'The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  on  May  21,  1940,  as  they  appeared  in 
Bulletin  No.  22,  Vol.  25,  are  hereby  corrected  to  read  as 
follows : 

THE  RESOLUTION— 

(1266-25-BZ) 

Whereas,  this  application  to  permit  in  a  business  use 
district  the  erection  and  maintenance  of  a  gasoline  service 
station ;  premises  668-672  New  Lots  avenue  and  622-632 
Jerome  street,  southwest  corner  (Block  No.  4307,  Lot  No. 
22),  Borough  of  Brooklyn,  was  granted  by  the  Board 
January  24,  1928,  on  certain  conditions,  and  the  present 
owner,  Max  M.  Leder,  through  his  architect,  Jack  Z.  Cohen, 
requested  a  reopening  of  the  application  to  permit  the  alter¬ 
ation  and  extension  of  an  accessory  building  to  this  station ; 
and 

Whereas,  this  application  was  reopened  by  vote  of  the 
Board  June  28,  1938;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  May  21,  1940,  after  due  notice  by  publication  in 
tlie  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

V  hereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  New  Lots  avenue  is  in  a 
business  use  district:  Jerome  street  and  Schenck  avenue 
are  in  residence  and  business  use  districts ;  Repose  place 
is  in  a  residence  use  district;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Alt.  Appl.  4443-39,  dated  March  7,  1940,  reads : 

“1.  Extension  of  existing  building  in  connection  with 
gas  station  now  existing  in  business  use  district  not 
permitted.  Sec.  4a  (46)  Zone  Resolution. 

Above  application  is  hereby  denied.” 


and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  90  ft.  on  Jerome  street,  44  ft.  1  in.  on  New 
Lots  avenue  and  a  distance  of  90  ft.  1  in.  along  the  westerly 
lot  line ;  on  the  south  portion  of  the  plot  there  is  located 
a  one-story  building,  23  ft.  by  48  ft.  in  area,  occupied  as  an 
office  and  auto  laundry  in  conjunction  with  the  gasoline 
service  station  covering  the  remainder  of  the  plot;  upon 
the  west  lot  line  there  is  located  a  masonry  wall  12  ft.  in 
height;  it  is  proposed  to  decrease  the  height  of  the  wall 
on  the  New  Lots  avenue  building  line  and  to  erect  upon 
the  southerly  portion  of  the  plot  a  one-story  structure,  24 
tt.  by  48  ft.  5  in.  in  area,  to  be  used  as  lubritorium,  auto 
laundry,  store  and  office  in  conjunction  with  existing  gaso¬ 
line  service  station;  and 

Whereas,  the  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  June  24,  1928,  so  that 
as  amended  it  shall  read : 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution 
and  that  the  application  be  and  it  hereby  is  granted  on 
condition  that  a  wall  of  approved  masonry  not  less  than 
12  ft.  in  height  shall  be  erected  on  the  lot  line  adjoining 
the  contiguous  properties,  faced  with  enamel  or  light 
colored  brick ;  that  any  electric  lights,  spot-lights  or 
stand-lights  erected  on  the  premises  shall  be  provided 
with  reflectors  at  the  rear  to  protect  the  adjoining  abut¬ 
ting  properties  from  glare. 

Resolved  further,  that  in  the  event  the  owner  desires 
to  rearrange  the  existing  gasoline  service  station  by' 
constructing  an  additional  one-story  extension  toward 
the  west  by  rearranging  the  present  accessory  store  and 
laundry,  so  as  to  provide  a  new  laundry  and  covered 
lubritorium  space,  such  rearrangement  may  be  permit¬ 
ted,  and  the  accessory  store  may  be  extended  along  the 
lot  line  wall  to  the  west  by  approximately  35  ft.,  sub¬ 
stantially  as  indicated  on  plans  marked  ‘Received  March 
18,  1940’,  on  condition  that  all  existing  open  grease  pits 
shall  be  entirely  removed;  that  the  premises  where  not 
covered  by  accessory  building  and  pumps  shall  be  cement 
paved ;  that  the  existing  brick  wall  to  the  west  may  be 
reduced  in  height,  as  indicated,  for  a  distance  back  from 
New  Lots  avenue  of  15  ft.  to  an  average  height  of  not 
less  than  6  ft.  but  not  less  than  4  ft.  at  the  building  line ; 
that  the  pumps  shall  be  relocated  so  as  to  be  not  nearer 
than  15  ft.  to  either  street  building  line;  that  there 
shall  be  erected  at  the  intersection  of  Jerome  street  and 
New  Lots  avenue  a  block  of  concrete,  triangular  in 
shape,  not  less  than  1  ft.  in  height,  extending  not  less 
than  5  ft.  from  the  intersection ;  that  window  openings 
on  the  Jerome  street  wall  shall  have  metal  frames  and 
sash,  with  sills  not  less  than  5  ft.  in  height  above  the 
sidewalk  grade ;  that  there  shall  be  no  openings  in  the 
lot  line  wall  to  the  south ;  that  there  shall  be  no  open 
excavation  in  the  existing  accessory  building  or  proposed 
extension ;  that  any  existing  cellar  shall  be  completely 
filled  to  grade,  and  any  heating  system  installed  requir¬ 
ing  a  heating  boiler  shall  be  separated  from  the  balance 
of  the  building  by  fireproof  construction  and  enterable 
only  from  the  exterior ;  that  the  greasing  equipment 
shall  be  of  the  hydraulic  lift  type  or  one  hydraulic  lift 
and  grease  pit ;  that  in  the  event  the  grease  pit  is  in¬ 
stalled,  a  ventilating  system  shall  be  supplied  from  the 
bottom  of  the  pit,  with  ducts  through  the  roof,  and 
having  a  sparkproof  fan  motor ;  that  not  more  than  five 
(5)  gasoline  storage  tanks  shall  be  installed;  that  signs 
shall  be  restricted  to  permanent  signs  attached  to  the 
accessory  building  and  to  the  accessory  store,  excluding 
all  roof  signs  and  temporary  signs,  but  permitting  the 
erection  within  the  building  line,  near  the  intersection 
of  New  Lots  avenue  and  Jerome  street,  of  a  post  stand- 
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ard  for  supporting  a  sign,  which  may  be  illuminated, 
advertising  only  the  brand  of  gasoline  on  sale  and  which 
may  extend  beyond  the  building  line  for  a  distance  of 
not  more  than  5  ft.;  that  no  automobile  repairing  shall 
be  carried  on  on  the  premises;  that  there  shall  be  no 
parking  or  storage  of  cars  other  than  those  being  ser¬ 
viced  ;  that  no  portable  gasoline  tanks  shall  be  used  on 
or  from  the  premises;  that  the  partition  separating  the 
auto  laundry  and  the  accessory  store  shall  be  constructed 
of  approved'  fireproof  materials,  approved  for  a  one-hour 
rating  with  fireproof,  self-closing  door  approved  for  one 


hour;  that  the  ceiling  throughout  the  building  shall  be 
fire-retarded  in  accordance  with  the  rules  of  the  Board 
of  Standards  and  Appeals  ;  that  complete  working  draw¬ 
ings  shall  be  submitted  to  the  chairman  for  approval 
before  same  are  filed  with  the  borough  superintendent 
of  buildings,  and  after  said  approval,  all  permits  required 
shall  be  obtained  and  all  work  completed  within  one 
year  thereafter.” 

*  Correction— The  word  “Verona”  changed  to  “Jerome” 
in  line  30  of  resolution. 


RULES 


SMOKING  IN 

Adopted  by  the  Board  of  Standards  and  Appeals, 
August  12,  1918. 

RULE  1.  PERMIT. 

(a)  Prohibition.  No  person  shall  smoke,  or  carry  a 
lighted  cigar  or  cigarette  in  any  factory  as  defined  in 
Article  1’,  Section  2,  of  the  State  Labor  Law,  nor  in  any 
portion  of  a  factory,  within  the  City  of  New  York,  except 
in  such  protected  portions  or  special  classes  of  occupancies 
as  are  specified  in  Rule  2  of  these  rules,  and  then  only 
after  the  issuance  of  a  permit  by  the  Administrative  official. 

It  shall  be  the  joint  and  several  duty  of  the  owner  and 
of  the  lessee  or  lessees  of  the  building  containing  such  fac¬ 
tory  or  factories  to  cause  to  be  posted  in  each  and  every 
entrance  hall,  stair  hall  or  room  throughout  the  building,  as 
well  as  in  every  elevator-car,  in  English,  and  also  in  such 
other  language  or  languages  as  the  administrative  official 
shall  direct,  a  notice  of  such  prohibition,  and  the  penalty 
for  its  violation. 

(b)  Application.  Application  for  such  permit  shall  be 

made  only  by  the  owner  of  the  building  on  suitable  blank 
forms  to  be  furnished  by  the  administrative  official. 

(c)  Time  Limit.  Such  permit  shall  be  for  a  definite 
period,  not  exceeding  one  year,  and  shall  not  be  renewed 
upon  expiration  until  a  reinspection  of  the  premises  for 
which  it  is  issued  has  been  made  for  the  purpose  of  de- 
tei  mining  whether  existing  conditions  warrant  a  renewal. 

(d)  Conditions.  The  permit  shall  state  the  conditions 

under  which,  the  hours  between  which,  and  the  place  or 
places  in  such  factory  where  smoking  may  be  permitted, 
and  this  permit  shall  be  framed  and  kept  posted  in  a  con¬ 
spicuous  place  in  the  factory. 

(e)  Revocation.  Violation  of  any  of  the  conditions 

specified  in  the  permit,  in  addition  to  incurring  such  pen¬ 
alties  as  are  prescribed  by  law.  shall  be  full  and  sufficient 
cause  for  the  revocation  of  such  permit  by  the  administra¬ 
tive  official,  and  shall  not  again  issue  a  permit  for  the 
same  premises  until  at  least  one  year  has  elapsed. 


FACTORIES 

RULE  2.  PERMISSIBLE  CASES. 

Smoking  may  be  permitted  in: 

(a)  Factories  engaged  in  the  manufacture  of  cigars, 
cigarettes,  or  smoking  tobacco,  when  necessary  for  the 
efficient  conduct  of  the  business,  provided  that: 

(1)  No  smoking  other  than  that  for  sampling, 
testing  and  experimental  purposes  is  carried  on. 

(2)  Such  smoking  is  conducted  in  a  room 
provided  especially  for  that  purpose,  separated 
from  the  rest  of  the  building  by  fireproof  or  fire- 
resisting  partitions,  with  all  openings  therein  pro¬ 
tected  by  self-closing  fire  doors,  and,  further,  unless 
the  building  is  of  fireproof  construction  or  provided 
with  an  approved  automatic  sprinkler  system,  the 
floor  and  ceiling  of  such  room  shall  be  covered 
with  fire  retarding  material. 

(3)  Such  chemical  fire  extinguishers  as  the  ad¬ 
ministrative  official  may  direct  are  installed. 

(4)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re¬ 
ceptacles. 

(b)  Factories  devoted  entirely  to  one  of  the  following 
occupancies : 

Blacksmithing  or  horseshoeing ; 

Boiler  making; 

Brick,  terra  cotta  or  artificial  stone  works ; 

Forge  shops ; 

Foundries ; 

Iron,  steel,  brass  or  copper  works ; 

Machine  shops ; 

Smelting ; 

Stone  or  monumental  works ; 

provided  that  in  any  case : 

(1)  The  building  is  not  of  wooden  construc¬ 
tion  ; 

(2)  Such  chemical  fire  extinguishers  as  the 
administrative  official  may  direct  are  installed ; 

(3)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re¬ 
ceptacles. 


NOTICE  _ _ 

FORMS  FOR  NOTICE  TO  PROPERTY  OWNERS 


Applicants,  under  the  building  zone  resolution,  are  en¬ 
titled  to  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conveni¬ 
ence  in  notifying  property  owners,  they  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
Room  1018,  Municipal  Building,  Manhattan,  at  three  cents 
each — postage  to  be  added  if  the  forms  are  forwarded  by 
mail. 


1062 


RULES 


ADOPTED  B\ 

IN  ACCORDANCE  WITH 


RULES  ON  USES  OF  INSULATING  FIRE  BOARD. 

THE  BOARD  OF  STANDARDS  AND  APPEALS  MAY  5,  1939. 

665,  SUBDIVISION  C,  OF  THE  NEW 


SECTION 

CHARTER,  MAY  29, 


1939. 


EFFECTIVE, 
YORK  CITY 


[170-39-SR] 

Authority : 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  paragraph  2,  Charter  of 
the  City  of  Sew  York,  and  C26-189.0  Administrative  Code 
(2.2.1.1),  C -26-462.0  of  the  Administrative  Code  (8.4.10.6), 
(.'-26-458.0,  sub.  g.  Administrative  Code  (8.4.10.2),  C-26- 
538.0,  sub.  b.  Administrative  Code  (87.2.3),  C-26-541 0 
sub.  a,  Administrative  Code  (87.2.6.1),  C-26-667.0  para¬ 
graphs.  4  and  8,  Administrative  Code  (10.9.2.4),  sub.  c,  and 
(10.9. -.4),  Building  Code,  C-26-680,  sub.  21,  Administrative 
Lode  (10.12.1 1.1 ) ,  C-26-541.0,  Administrative  Code  (87.2.6. 
1).  C -26-619.0,  Administrative  Code  (10.3.1),  and  C- 26- 
721.0.  Administrative  Code  (12.2). 

Note:  Where  reference  in  parentheses  appears  after  the 
Administrative  Code  Section,  it  refers  to  the  Sec¬ 
tion  of  the  New  Building  Code  as  formerly  num- 

l>ered. 

Rule  1.  Classes  of  Fibre  Board. 

(1)  Wood  Fibre 

(2)  Exploded  Wood  Fibre 

(3)  Balsam  and  Wood  Fibre 

(4)  Western  Wood  Fibre 

(5)  Cane  Fibre  (Bagasse) 

(6)  Pulp  from  waste  papers 

(7)  Straw  Fibre 

(8)  Ground  Wood  Pulp  Fibre 

(9)  Corn  Fibre 

11  STRUCTURE  OF  FIBRE  BOARD.  Fibre  boards 
shall  be  manufactured  from  wood  or  other  vegetable 
fd)re  by  a  felting  or  molding  process  and  provided 
with  sizing  to  render  water  resistent,  and  shall  be 
subjected  to  a  sufficient  drying  temperature  so  as  to 
completely  destroy  rot-producing  fungi.  No  starch 
ingredient  shall  be  included  unless  made  toxic  to 
household  vermin. 

1.2  The  structure  of  the  board  may  be  either  single  or 
multiple  ply,  and  if  latter,  the  plies  shall  be  joined 
under  pressure  by  a  moisture  resisting  cement  Sur¬ 
faces  shall  be  finished  smooth  and  free  of  coarse 
fibres. 

1.3  For  a  plaster  base,  wall  board,  roof  boards,  sheath¬ 
ing,  siding,  roof  insulation,  floor  insulation,  acousti¬ 
cal,  interior  finish,  the  fibre  board  shall  be  homo¬ 
geneous,  free  from  cracks,  lumps,  unevenness  and 
other  defects. 

Table  1 


Miscel- 

Building  Plaster  laneous 
Board  Base  uses 

-  _ (Note  5)  (Note  6)  (Note  7) 

Maximum  thermal  conductivity 

B.T.U.  per  hour  per  square  foot 
per  degree  F.  per  inch  thickness 
(note  1)  . 

finimum  transverse  strength, 

Lengthwise  (note  2)  . 

Pounds  Crosswise  (note  2) . 

inimum  deflection  at  ultimate 

load,  inches  . 

maximum  deflection  at  ultimate 

doad,  inches  (note  3)  . 

inimum  tensile  strength,  pounds 

per  square  inch  (note  4)  . 

ater  absorption  per  cent  . 


0.36 

0.36 

0.36 

14 

14 

7 

12 

12 

7 

0.25 

0.25 

0.25 

.85 

.85 

1.25 

175 

175 

100 

5 

5 

10 

Maximum  linear  expansion,  per  cent  V*  V2  _ 

Nail  holding  strength  lb .  100  70  60 

Bond  strength  per  square  foot  of 
bonded  surface  .  .  700 


Notk  1.  No  board  of  any  class  having  a  conductance  greater  than 
0.50  b.t.u.  per  hour,  per  square  foot  per  degree  F  irre- 

v  o  *Y.Ctivt'  of  thicknpss  will  be  acceptable  under  these’  rules 

.Noth  _.  This  requirement  is  based  upon  specimens  inch  thick! 

for.  specimens  of  other  thicknesses  the  requirement  shall 
be  increased  in  direct  proportion,  that  is,  for  a  thickness 
1-inch,  it  shall  be  doubled,  etc. 

Note  3.  Minimum  deflection  at  rupture  shall  be  not  less  than  .25". 

Note  4.  Tensile  strength  requirements  shall  be  applicable  only  on 
„  thicknesses  up  to  and  including  1-inch. 

Noie  5.  Edges  shall  be  square  for  building  board. 

Notf-  6-  Edges  shall  be  either  ship  lapped  bevel  and  ship  lapped. 

tongue  and  grooved,  bevel  and  tongue  and  grooved.  "V” 
jointed,  or  ship  lapped  and  grooved.  Each  board  shall  be 
of  a  rough  fibrous  texture  to  insure  good  mechanical  and 
suction  bond. 

Note  7.  Edges  shall  be  square  unless  ship  lapped  or  offset. 

Rule  2.  Uses  and  Methods  of  Applying 
Fibre  Board. 

2.1  Fibre  board  may  be  used  as  a  plaster  base  or  wall 
board  in  non-fireproof  commercial  structures  not 
more  than  2  stories  in  height  and  in  one  and  two 
family  dwellings  not  exceeding  three  stories  in 
height  and  in  Class  3  multiple  dwellings  for  par¬ 
titions  and  ceilings  where  either  no  fire  resistive 
rating  is  required  or  where  a  fire  resistive  rating 
not  exceeding  ^  hour  is  permitted  and  installed  in 
accordance  with  the  requirements  of  C-26-458  Ad¬ 
ministrative  Code  (8.4.10.2)  and  C-26-462.0.’  Ad¬ 
ministrative  Code  (8.4.10.6). 

The  joints  on  walls  and  ceilings  shall  be  broken 
at  least  one  stud  apart,  and  in  no  event  shall  joints 
of  fibre  board  lath  be  in  vertical  line,  excepting  in 
the  corners  of  a  room.  The  joints  shall  be  broken  at 
every  other  board  on  the  walls  and  at  right  angles 
to  the  furring  on  ceiling.  C-26-462.0,  Administrative 
Code  (8.4.10.6).  They  shall  be  solidly  nailed  at 
every  bearing  not  more  than  6"  center  to  center  for 
walls  and  4"  center  to  center  for  ceilings  and  nailed 
to  all  studding  with  l%"  No.  13  gauge  blued  or  gal¬ 
vanized  plaster  board  nails,  with  Y%"  heads  for  l/2" 
board  and  iyA'[  nails  with  ys"  heads  for  Y"  or  1" 
board,  and  with  proportionately  longer  nails  for 
thicker  fibre  board.  All  corners  shall  be  reinforced 
with  standard  metal  corner  beads.  All  re-entrant 
angles  shall  be  reinforced  with  standard  metal 
angle  lath  strip.  Reinforcement  shall  be  securely 
stapled  on  the  lath.  At  the  juncture  of  frame  and 
masonry  construction,  6"  strip  of  expanded  metal 
lath  shall  be  used.  No  board  shall  be  run  through 
from  room  to  room. 

2.1.1  It  shall  be  unlawful  to  wet  fibre  board  before 

plastering.  C26-462.0,  Administrative  Code 
(8.4.10.6). 

2.1 .2.1.  “SCRATCH  OR  FIRST  COAT.” 

The  scratch  coat  shall  contain  not  more 
than  2/3  by  weight  of  sand  and  1/3  calcined 
gypsum  plaster  with  fibres  or  including  other 
materials  and  fibring  so  that  the  setting  time 
shall  not  be  greater  than  four  hours  nor  less 
than  1  y2  hours  and  with  a  tensile  strength 
of  not  less  than  75  pounds  per  sq.  in.  The 
scratch  coat  shall  be  not  less  than  %"  thick 

212.2  “BROWN  OR  SECOND  COAT.” 

The  brown  coat  shall  contain  not  more  than 
Y\  by  weight  of  sand  and  the  remaining  % 
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shall  not  contain  less  than  3/5  of  calcined 
gypsum  and  not  more  than  2/5  of  other 
materials,  including  fibring.  The  setting  time 
shall  be  not  more  than  five  hours  nor  less  than 
two.  This  brown  coat  shall  have  a  tensile 
strength  of  not  less  than  50  pounds  per  sq.  in. 
and  shall  be  not  less  than  3/16"  in  thickness. 


2. 1.2.3  “FINISH  COAT." 

The  finish  coat  shall  be  applied  after  the  ap¬ 
plication  of  the  second  or  brown  coat  has 
become  dry,  and  shall  be  set  in  not  less  than 
20  minutes  nor  more  than  four  hours  and 
shall  have  a  tensile  strength  of  not  less  than 
200  pounds  per  sq.  in.  and  be  not  less  than 
1/16"  thick. 


2.4  USE  OF  FIBRE  BOARD  WHEN  COVERED  BY 
AN  INCOMBUSTIBLE  WEARING  SURFACE. 
Untreated  combustible  insulation  board  of  a  single 
layer  or  thickness  not  to  exceed  )4"  when  cemented 
or  attached  directly  to  the  surface  of  an  approved 
type  *  of  fire-resistive  floor  construction  may  be 
used  elsewhere  than  in  stair  enclosure  and  corridors 
when  covered  by  an  incombustible  wearing  surface, 
in  accordance  with  these  rules.  C26-667.0,  sub.  4c 
(10.9.2.4). 


2. 1.2.4  “GROUNDS.” 

Suitable  grounds  shall  be  established.  with 
each  thickness  of  fibre  board  so  as  to  insure 
a  minimum  thickness  of  )4"  plaster.  Fibre 
board  shall  extend  from  floor  to  ceiling  with 
grounds  secured  to  the  framing  members 
through  the  fibre  board. 


2.2  FIBRE  BOARD  SHEATHING. 

Approved  fibre  board  sheathing  at  least  one-half 
of  an  inch  in  thickness  and  four  feet  in  width  may 
be  used  instead  of  wood  sheathing  when  .  bearing 
on  4  studs  and  fastened  to  each  bearing  with  1)4" 
wire  nails,  6"  or  less  c-c,  with  34s"  head,  and  for 
94"  or  1"  board,  the  nails  shall  be  2"  long. 
C-26-538.0,  sub.  b  (87.2.3).  The  use  of  fibre  board 
as  roof  sheathing  is  not  permitted  except  as  insula¬ 
tion  over  suitable  sheathing  material. 


2  5  ROOF  AND  FLOOR  INSTALLATION  IN 
CLASS  1  AND  CLASS  2  STRUCTURES. 

Fibre  board  used  as  insulation  may  be  applied 
directly  to  the  fire-resistive  floor  or  roof  construc¬ 
tion  in  cement,  provided  such  insulation  is  covered 
by  at  least  one  and  one-half  inch  thickness  of 
Portland  Cement  concrete  or  other  equally  fire- 
resistive  material  of  equal  thickness.  C26-619.0, 
sub.  a.  Administrative  Code  (10.3.1).  Insulation 
fibre  board  so  applied  shall  be  over  a  screeded  con¬ 
crete  roof  or  floor,  graded  where  necessary,  and 
cemented  to  the  arch  with  hot  asphalt  or  coal  tar 
pitch.  Fibre  insulation  board  shall  not  be  left  ex¬ 
posed  to  the  elements,  nor  shall  it  be  applied  to  wet 
surfaces  of  any  kind. 


2.6 


ROOF  INSULATION  OTHER  THAN  IN 
CLASS  1  AND  CLASS  2  STRUCTURES. 

The  use  of  fibre  board  as  roof  insulation  is  lawful, 
provided  such  fibre  board  is  covered  with  an  ap¬ 
proved  type  of  fire-resistive  roof  covering  applied 
directly  thereto,  C26-680,  sub.  2,  Administrative 
Code  (10.12.11.1),  and  when  installed  in  accordance 
with  the  requirements  of  2.2  of  these  rules. 


2.3  MINOR  FRAME  STRUCTURE. 

Approved  fibre  board  siding  may  be  used  on  wood 
frame  sheds  erected  where  permitted  and  where 
open  on  at  least  one  side,  provided  such  sheds  are 
fifteen  feet  or  less  in  height  and  do  not  exceed  2500 
square  feet  in  area  and  are  at  least  4  feet  from  any 
lot  line  and  are  covered  on  sides  and  roof  with  ap¬ 
proved  fire-retarding  material.  C26-541.0  (87.2.6.1). 


27  USE  OF  FIBRE  BOARD  IN  FIRE  WALLS. 
(Formerly  Rule  2.8) 

Fibre  board  may  be  used  as  insulation  in  fire  walls 
C26-632.0  sub.  g  AC  (10.4.1.2)  if  cemented  and 
attached  directly  to  the  face  of  the  wall  laid  up 
with  no  intervening  air  spaces  and  protected  with 
not  less  than  2  in.  of  secured  masonry  laid  tight 
against  the  fibre  board. 


NOTICE 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board — 


offices  of  the  Board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 


First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 


Fourth,  That  no  one  is  entitled  to  written  notice  of.  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 


Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 


Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  will 
be  held  in  abeyance  by  reason  of  failure  of  the  appellant 
or  applicant  to  file  necessary  data,  or  by  any  other  method 
of  delav. 


hearing 


Third,  That  no  plea  of  ignorance  of.  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


Sixth.  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  bv  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 


FORMS  FOR  NOTICE  TO  PROPERTY  OWNERS 


Applicants,  under  the  building  zone  resolution,  are  en¬ 
titled  to  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appeals- . 
Room  1018.  Municipal  Building,  Manhattan,  at  three  cents 
each— postage  to  be  added  if  the  forms  are  forwarded  by 
mail. 
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BZ,  1613-17-BZ,  390-27-BZ,  555-27-BZ,  814-28-BZ, 
1447-39-BZ,  30-40-BZ,  289-40-BZ,  415-40-BZ,  417-40- 
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Minutes  of  Regular  Meeting  July  16,  1940,  at  2  P.M., 
Affecting  Calendar  Numbers  502-40-A,  509-40-A  42- 
40-A,  438-40-A,  525-40-A,  603-40-A,  606-40-A  and  688- 
40-A. 

Minutes  of  Special  Meeting  July  19,  1940,  at  10  A.M., 
Affecting  Calendar  Number  584-39-SR. 

Minutes  of  the  Recessed  Meeting  of  July  16,  1940,  Af¬ 
fecting  Calendar  Numbers  407-40-BZ,  465-40-BZ,’ 504- 
27-BZ,  61-32-BZ,  197-37-BZ,  94-38-BZ,  848-38-BZ,  106- 
40-BZ,  302-29-BZ,  215-32-BZ,  328-34-BZ,  630-38-BZ, 
762-38-BZ,  411-39-BZ,  1203-39-BZ,  1318-39-BZ,  1392- 

39- BZ,  1545-39-BZ,  1517-39-A,  618-40-A,  648-40-A,  704- 

40- A,  737-40-A,  750-40-A,  783-40-A,  784-40-A,  794-40- 

A,  1239-39-A,  397-40-A,  564-40-A,  769-40-A,  791-40-A, 
696-40-A,  697-40-A,  78-40-A,  1535-39-A,  1536-39-A, 

1537-39-A,  1538-39-A,  110-40-A,  496-40-A,  547-40-A, 
596-40-A,  643-40-A,  653-40-A,  654-40-A,  656-40-A,  662- 
40-A,  664-40-A,  668-40-A,  673-40-A,  689-40-A,  692-40- 
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40- A  and  780-40- A. 

Remaining  minutes  of  the  recessed  meeting  of  July  16, 
1940,  will  be  printed  in  the  Bulletin  of  July  30,  1940.) 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  in. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013.  Municipal  Building, 
Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  hoard,  will  he  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  he  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commissioner 
of  buildings  or  fire  commissioner)  and  file  with  this  board 
a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directons. 

HARRIS  H.  MURDOCK.  Chain, tan. 
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DOCKET. 

New  Cases  Filed  up  to  July  23,  1940. 

Cal.  No.  Department.  Premises  Affected. 

795-40-BZ _ H.B.B . 546-548  Ralph  avenue,  west  side, 

107  ft.  9l/i  in.  north  of  St. 
Johns  place  (Block  No.  1381, 
Lot  No.  44),  Borough  of 
Brooklyn, 

Decision — re  Drop  Curb  Ap- 
plic.  223-40  and  Permit 
No.  364-34. 


796-40-A . H.B.Q . 171-50.  171-54  and  171-58  Glad¬ 

win  avenue,  southwest  corner 
of  Fresh  Meadow  lane  (Block 
No.  5577,  Lot  No.  1),  Flush¬ 
ing,  Borough  of  Queens, 

N.B.  4833-40  to  N.B.  4835-40, 
inclusive. 


797-40-A . H.B.Q . 171-31,  171-35,  171-39,  171-43 

and  171-49  Gladwin  avenue, 
northwest  corner  of  Fresh 
Meadow  lane  (Block  No. 
5578,  Lot  No.  1),  Flushing, 
Borough  of  Queens, 

N.B.  4836-40  to  N.B.  4840-40, 
inclusive. 


798-40-A . H.B.Q . 47-48  Fresh  Meadow  lane,  south¬ 

west  corner  of  Effington  ave¬ 
nue  (Block  No.  5578,  Lot  No. 
1),  Flushing,  Borough  cf 
Queens,  N.B.  4869-40. 


799-40-A . H.B.Q . 172-22,  172-26  and  172-30  Ef¬ 

fington  avenue,  south  side,  .69 
ft.,  40.69  ft.  and  80.69  ft.  west 
of  Fresh  Meadow  lane  (Block 
No.  5578,  Lot  No.  1),  Flush¬ 
ing,  Borough  of  Queens, 

N.B.  4690-40  to  N.B.  4692-40, 
inclusive. 


800-40- SM . EC-269  3-M  Acoustical  Cement, 

manufactured  by  Minnesota 
Mining  and  Manufacturing 
Company,  Material. 


gOl-40-SM . Kernerator  Hopper  Door,  Type 

B-55  (for  incinerators) ,  manu¬ 
factured  by  Kerner  Incinera¬ 
tor  Company,  Material. 


802-40-BZ.... H.B.Q . 168-26  Liberty  avenue,  southeast 

corner  of  168th  place  (Block 
No.  10222,  Lot  No.  9), 
Jamaica,  Borough  of  Queens, 
Misc.  Applic.  2563-40. 


803-40-A . H.B.B . 1353  51st  street,  north  side,  400 

ft.  east  of  13th  avenue  (Block 
No.  5649,  Lot  No.  56),  Bor¬ 
ough  of  Brooklyn, 

Alt.  3115-40. 


804-40- BZ _ H.B.Q . 28-14  37th  avenue,  south  side,  25 

ft.  west  of  29th  street  (Block 
No.  370,  Lot  No.  14),  Long 
Island  City,  Borough  *>f 
Queens,  N.B.  4989-40. 


805-40- A . H.B.B . 150  27th  street,  south  side,  129  ft. 

10  in.  east  of  Third  avenue 
(Block  No.  660,  Lot  No.  14), 
Borough  of  Brooklyn, 

Alt.  3729-40. 


806-40-BZ _ H.B.M _ 4566  Broadway  and  2  Nagle  ave¬ 

nue,  northeast  corner  (Block 
No.  2172,  Lot  No.  1),  Bor¬ 
ough  of  Manhattan, 

Decision — re  Certificate  of 
Occupancy. 


807-40-BZ _ H.B.Bx...  1168-1 178  River  avenue,  east 

side,  129  ft.  north  of  McClel¬ 
lan  street  (Block  No.  2488, 
Lot  No.  1),  Borough  of  The 
Bronx, 

Decision — re  Certificate  of 
Occupancy. 


808-40- A . F.D . 133  Middleton  street,  north  side, 

200  ft.  east  of  Marcy  avenue 
(Block  No.  2237,  part  of  Lot 
No.  53),  Borough  of  Brook¬ 
lyn, 

Decision — re  82998-L.C. 


809-40-GR . General  Instruction  No.  39,  issued 

by  Fire  Commissioner  May  8, 
1912 — re  Fire  Appliances  (fire 
extinguishers),  incorporated 
as  a  General  Resolution, 

General  Resolution. 


810-40- A . F.D . 315  and  325  East  103rd  street, 

north  side,  250  ft.  west  of  First 
avenue,  and  324  and  326  East 
104th  street  (Block  No.  1675, 
Lot  No.  11),  Borough  of 
Manhattan, 

8568-L.F.,  8570-L.F.  and 
Decision. 


811-40-S . H.B.B . 175  Shepherd  avenue,  east  side, 

120  ft.  south  of  Fulton  street 


1066 


CALENDAR 


(Block  No.  3958,  Lot  No. 
134),  Borough  of  Brooklyn, 
5041 -L.F. 


812-40-BZ. . . .  H.B.M . . . . 3150  Broadway,  southeast  corner 

of  Moylan  place  (Block  No. 
1980,  Lot  No.  61),  Borough 
of  Manhattan, 

Decision — re  Certificate  of 
Occupancy. 


DESIGN  ATIONS :  H.B. — Department  of  Housing  and  Building* ; 
H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn  ;  H.B.M.— 
Department  of  Housing  and  Buildings.  Manhattan ;  H.B.Q. — De¬ 
partment  of  Housing  and  Buildings,  Queens:  H.B.R. — Department 
of  Housing  and  Buildings,  Richmond ;  H.B.Bx. — Department  of 
Housing  and  Buildings,  Bronx ;  H.D. — Health  Department,  and 
F.I>. — Fire  Department. 


Smoking  in  Factories,  Rules  for 

Sprinkler  Rules  . 

Standpipe  Fireline  Rules  . 

Structural  Alterations,  Reporting 

Tank  Trucks,  Fuel  Oil,  etc . 

Tank  Trucks,  Gasoline,  etc . 

Wire  Glass  Rules  (Amendment 
Rule  606  of  Industrial  Code) 


2  June 

it. 

1940— Vol. 

25. 

No. 

24 

July 

16, 

1940— Vol. 

25. 

No. 

29 

29, 

1937— Vol. 

22. 

No. 

26 

....June 

8. 

1937— Vol. 

22. 

No. 

23 

.June 

7, 

1932— Vol. 

17, 

No. 

23 

24, 

1936— Vol. 

21. 

No. 

47 

.Nov. 

24. 

1936— Vol. 

21, 

No. 

47 

to 

Apr. 

10, 

1923— Vol. 

8, 

No. 

16 

LIST  OF  APPROVED  APPLIANCES 


Anti-Siphon  Valves  . Mar. 

Fireline  Hose  Valves  . Mar. 

Fuel  Oil  Burners  for  Domestic  and 

Commercial  Use  . Aug. 

Fuel  Oil  Fill  Pipe  Terminals . Mar. 

Fuel  Oil  Burners  for  Industrial  Use  Aug. 

Fuel  Oil  Pumps  . June 

Gas  Heaters  . Aug. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Equipment  . Nov. 

Range  Oil  Burners  and  Space 

Heaters  . Aug. 

Vacuum  Breakers  . May 


5, 

1935— Vol. 

20, 

No. 

10 

5, 

1940— Vol. 

25, 

No. 

10 

29, 

1939— Vol. 

24, 

No. 

35 

6. 

1940— Vol. 

25, 

No. 

10 

8, 

1939— Vol. 

24, 

No. 

32 

18. 

1940— Vol. 

25, 

No. 

25 

29. 

1939— Vol. 

24, 

No. 

36 

14, 

1939— Vol. 

24, 

No. 

46 

29. 

1939— Vol. 

24, 

No. 

36 

28. 

1940— Vol. 

26, 

No. 

22 

CERTIORARI  ORDER  SERVED  ON  THE  BOARD 
OF  STANDARDS  AND  APPEALS. 

On  July  22.  1940,  an  order  of  certiorari  was  served  on  the 
Board  by  John  J.  McAdam,  attorney,  on  behalf  of  Philip  Hirsh- 
kind,  lessee  (Manufacturers  Trust  Company,  owner),  in  re  decision 
of  the  Board  of  May  21,  1940,  denying,  under  section  7h,  temporary 
parking  and  storage  of  automobiles.  Cal.  No.  1308-39-BZ,  premises 
32-14  31st  street,  Astoria,  Borough  of  Queens. 


COURT  DECISION. 

In  re  600  East  117th  Street  Corporation  (Murdock  et  al) — On  Feb¬ 
ruary  6,  1940,  the  Board  affirmed  decision  of  the  borough 
superintendent  of  buildings  denying  certificate  of  occupancy 
for  a  five-car  garage  in  a  residence  district  (which  had  been 
changed  from  an  unrestricted  district  after  plans  had  been 
filed),  Cal.  No.  76-40-A,  premises  316  Pleasant  avenue. 
Borough  of  Manhattan.  The  Board  suggested  applicant 
file  a  zoning  application  for  a  zoning  variance,  as  such  a 
question  could  not  be  considered  on  the  appeal  to  compel 
issuance  of  the  certificate  of  occupancy.  Mr.  Justice  Ben- 
venga  (N.Y.L.J.  July  17,  1940)  sustained  the  Board,  stat¬ 
ing:  “From  an  examination  of  the  papers,  it  appears  that 
the  petitioner  can  apply  to  the  Board  of  Standards  and 
Appeals  for  a  variance  of  the  zone  resolution.  *  *  *  peti¬ 
tioner’s  appeal  to  this  court  is  therefore  premature  and  the 
motion  to  dismiss  is  accordingly  granted  without  prejudice 
to  the  right  of  the  petitioner  to  again  seek  relief  in  this 
court  in  the  event  that  the  Board  of  Standards  and  Appeals 
denies  the  application  for  a  variance  of  the  building  zone 
resolution.” 


RULES 


Last 

Carbon  Dioxide  Liquefier  Rules . Jan. 

Certificate  of  Occupancy,  approved 

form  . Aug. 

Concrete  Flat  Slabs,  Rules . July 

Concrete  Rules  (Hydrated  Lime) . -Aug. 

Elevator  Rules  . Mar. 

Exit  Rules  (Revolving  Doors) . June 

Factory  Exit  Rules  . Feb. 

F|re  Alarm  Rules  (Interior) . Sept. 

Fire  Drill  Rules  . May 

Fire-resistive,  Flameproof  Materials, 

etc..  Rules  for  Testing  of . May 

Fire  Retarding  Rules  for  Garages, 

etc.  . July 

Fireproof  Wood,  Testing  of  . Apr. 

Frame  Garages,  Ruling  for  . Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  . . Mar. 

Gas  Shut-Off  Rules  . Apr. 

Hatchway  Protection  . June 

Insulating  Fibre  Board  Rules . July 

Oil  Burner  Rules  . June 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of  . Dec. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules  . June 

Platform  Trucks,  Specifications  for  Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Prevention  of  Con¬ 
tamination  of  Water  Supply)  May 

Procedure,  Rules  of  Sept. 


Publication  in  Bulletin 
16,  140— Vol.  26,  No.  3 


23,  1938- 
13,  1937- 
3.  1937- 
3,  1936- 
16,  1937- 
27,  1940- 
12,  1939- 
21,  1940- 


-Vol.  23,  No.  34 
-Vol.  22,  No.  28 
-Vol.  22,  No.  31 
-Vol.  21,  No.  9 
-Vol.  22,  No.  24 
-Vol.  25,  No.  9 
-Vol.  24,  No.  37 
-Vol.  26,  No.  21 


14.  1940— Vol,  25,  No.  20 

9.  1940— Vol.  25.  No.  28 

13,  1937— Vol.  22,  No.  15 
21,  1919— Vol.  4.  No.  3 

5,  1940— Vol.  25,  No.  10 
7,  1925— Vol.  10,  No.  14 

5.  1928— Vol.  13,  No.  23 
16,  1940— Vol.  25,  No.  29 

18.  1940— Vol.  25.  No.  25 

6.  1939— Vol.  24,  No.  49 

26.  1940— Vol.  26,  No.  26 
24,  1936— Vol.  21,  No.  47 
3,  1937— Vol.  22.  No.  31 

28,  1940— Vol.  26,  No.  22 

7.  1937— Vol.  22.  No.  36 


SEPTEMBER  10,  1940,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  September 
10,  1940,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 

cal.  no.  210-40-BZ — Application,  February  27,  1940,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  John  D.  Connaughton,  appli¬ 
cant,  on  behalf  of  Cristina  Pelizzari, 
owner,  to  permit  in  a  residence  use  dis¬ 
trict  the  alteration  and  conversion  of 
occupancy  of  part  of  the  basement  story 
of  an  existing  dwelling  to  business  use 
(store)  ;  premises  609  Thwaites  place, 
north  side,  37.05  ft.  west  of  Olinville 
avenue  (Block  No.  4342,  Lot  No.  47), 
Borough  of  The  Bronx. 

cal.  no.  192-29-BZ — Application  of  H.  A.  Mugler,  appli¬ 
cant,  on  behalf  of  Veronica  Kambourian, 
owner,  reopened  January  3.  1939,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  to  permit  in  a  business  use 
district  the  reconstruction  and  extension 
of  a  gasoline  service  station  (previously 
granted  by  the  Board)  ;  premises  58-02 
to  58-06  Laurel  Hill  boulevard  and  51- 
01  to  51-05  58th  street,  southeast  corner 
(Block  No.  2342,  Lot  Nos.  8,  9  and  10 
and  parts  of  Lot  Nos.  6  and  7),  Wood- 
side,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


SEPTEMBER  17,  1940,  10  A.  M. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions  of 
the  building  zone  resolution,  Tuesday  morning,  September 
17,  1940,  at  10  o'clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matter: 
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cal.  no.  120-33-BZ — Application  of  Eadie,  Nunley,  Gale  and 
Rosenholz,  applicants,  on  behalf  of 
Harry  Hugger,  owner,  reopened  for 
consideration  as  to  extension  of  permit 
July  2,  1940 — re  Application,  previously 
granted  on  condition,  under  section  7f 
of  the  building  zone  resolution,  permit¬ 
ting  in  a  business  use  district  the  erec¬ 
tion  and  maintenance  of  a  motor  vehicle 
repair  shop  and,  also,  a  gasoline  service 
station  for  a  temporary  period;  prem¬ 
ises  2030  Hylan  boulevard,  southwest 
corner  of  Hamden  avenue  (Block  No. 
3688.  Lot  No.  9),  Grant  City,  Borough 
of  Richmond. 

HARRIS  H.  MURDOCK,  Chairman, 


SEPTEMBER  17,  1940,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

697-39-A — 28  Bowery  and  43  Bayard  street,  southwest  cor¬ 
ner  (Block  No.  163,  Lot  No.  33),  Borough 
of  Manhattan. 

696-39-A— 2321  Third  avenue  and  201  East  126th  street, 
northeast  corner  (Block  No.  1791,  Lot  No. 
1),  Borough  of  Manhattan. 

597-40-A— 154  Henry  street,  west  side.  19  ft.  3  in.  north  of 
Love  lane  (Block  No.  236,  Lot  No.  137), 
Borough  of  Brooklyn. 

151 7-39- A — 306  New  Lots  avenue,  south  side,  88  ft.  east  of 
Alabama  avenue  (Block  No.  4296,  Lot  No. 
5),  Borough  of  Crook'yn. 

64g-40-A — JO-16  Grand  avenue,  west  side,  80  ft.  11  in. 

south  of  Flushing  avenue  (Block  No.  1877, 
part  of  Lot  No.  30),  Borough  of  Brooklyn. 


SEPTEMBER  24,  1940,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions  of 
the  building  zone  resolution,  Tuesday  morning,  September 
24,  1940,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 

cal.  no.  1048-22-BZ — Application  of  W.  H.  and  J.  F. 

Dusenbury,  applicants,  on  behalf  of 
Kingleff  Holding  Corporation,  owner, 
reopened  May  7.  1940.  under  section  21 
of  the  building  zone  resolution,  to  per¬ 
mit  in  a  business  use  district  the  main¬ 
tenance  of  a  gasoline  service  station 
used  in  conjunction  with  a  garage  for 
more  than  five  (5)  motor  vehicles  (said 
garage  was  previously  granted  by  the 
Board)  ;  premises  472-494  Kingston 
avenue,  585-603  East  New  York  ave¬ 
nue,  northwest  corner,  and  546-554  Lef- 
ferts  avenue  (Block  No.  1332,  Lot  Nos. 
38  and  39),  Borough  of  Brooklyn. 


* 

cal.  no.  402-40-BZ— Application,  April  16,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Lama  and  Proskauer,  applicants,  on 
behalf  of  Clifford  E.  Mills,  owner,  to 
permit  in  a  residence  use  district  and 
“F”  area  district  the  erection  andjnain- 
tenance  of  a  building  to  be  used  as  a 
gas  station,  auto  laundry,  lubrjtorium, 
office  and  boiler  room  in  conjunction 
with  a  gasoline  service  station,  on  a  plot 
of  ground  previously  occupied  as  a 
gasoline  service  station ;  premises  144- 
39  to  144-47  Farmers  boulevard,  south¬ 
east  corner  of  South  Conduit  avenue 
(Block  No.  4517,  Lot  No.  1  and  part  of 
Lot  No.  3),  Springfield,  Borough  of 
Queens. 

CAL.  NO.  562-32-BZ— Application  of  Lama  and  Proskauer. 

applicants,  on  behalf  of  Silgreen  Hold¬ 
ing  Corporation,  owner,  reopened  No¬ 
vember  15,  1938.  under  section  21  of  the 
building  zone  resolution,  to  permit  in 
a  business  use  district  the  maintenance 
of  a  gasoline  service  station,  previously 
granted  by  the  Board  for  a  temporary 
period;  premises  208-16  Foch  boulevard, 
southwest  corner  of  Springfield  boule¬ 
vard  (Block  No.  3358,  Lot  No.  50), 
St.  Albans,  Borough  of  Queens. 

cal.  no.  230-40-BZ— Application,  March  1,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Reginald  S.  Hardy,  applicant,  on  be¬ 
half  of  Winchester  Realty  Corporation, 
owner,  to  permit,  partly  in  a  residence 
use  district  and  partly  in  a  business  use 
district,  the  erection  and  maintenance  of 
a  gasoline  service  station ;  premises 
234-01  to  234-19  Hillside  avenue  and 
82-63  to  82-71  234th  street,  northeast 
corner  (Block  No.  7935,  part  of  Lot 
No.  1),  Creedmore,  Borough  of  Queens. 

cal.  no.  297-40-BZ— Application.  March  20,  1940,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  Henry  Nordheim,  appli¬ 
cant,  on  behalf  of  The  Mutual  Life  In¬ 
surance  Company,  owner  (Louwer 
Garage  Corporation,  lessee),  to  permit, 
partly  in  a  business  use  district  and 
partly  in  a  residence  use  district,  for  a 
temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1407-1419  College  avenue,  west 
side,  215  ft.  south  of  East  171st  street 
(Block  No.  2786,  parts  of  Lot  Nos.  2, 
6  and  29),  Borough  of  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


SEPTEMBER  24,  1940,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

354-40-A — 24-46  24th  street,  west  side,  175  ft.  north  of 
Hoyt  avenue  (Block  No.  873,  Lot  No.  59), 
Long  Island  City,  Borough  of  Queens. 

502-40-A — 130  Union  avenue,  east  side.  100  ft.  north  of 
Leyden  avenue  (Block  No.  190,  Lot  No. 
32),  Mariners  Harbor,  Borough  of  Rich¬ 
mond. 
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618-40- A— 1267  Flushing  avenue,  north  side,  25  ft.  east  of 
Johnson  avenue,  and  636-644  Johnson  ave¬ 
nue  (Block  No.  2996,  Lot  No.  22),  Bor¬ 
ough  of  Brooklyn. 


737-40-A — 794  Columbus  avenue  and  100-102  West  99th 
street,  southwest  corner  (Block  No.  1853, 
Lot  No.  36).  Borough  of  Manhattan. 

750-40-A — 1925  Ocean  parkway,  east  side,  185  ft.  4  in 
south  of  Avenue  “S"  (Block  No.  7088,  Lot 
No.  87),  Borough  of  Brooklyn. 

783- 40-A— 223-233  Marlborough  road  and  1501-1507  Bev¬ 

erly  road,  northeast  corner  (Block  No. 
5119,  Lot  No.  43),  Borough  of  Brooklyn. 

704-40-A— 12-14  Heyson  road  (Sea  Girt  avenue),  northeast 
corner  of  Beach  13th  street  (Block  No. 
118,  Lot  No.  28),  Far  Rockaway,  Bor¬ 
ough  of  Queens. 

784- 40- A — 47-02  to  47-08  Fifth  street,  southwest  corner 

of  47th  avenue  (Block  No.  20,  Lot  No.  5), 
Long  Island  City,  Borough  of  Queens. 

794-40-A  6914-6918  Fifth  avenue,  west  side,  102  ft.  in. 

south  of  Bay  Ridge  avenue  (Block  No. 
5873.  Lot  Nos.  48  and  49),  Borough  of 
Brooklyn. 


OCTOBER  1,  1940,  2  P.  M. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  October 
1,  1940,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matter : 

cal.  no.  39-34-BZ — Application  of  Dale  Carnegie,  applicant 
and  owner,  reopened  July  9,  1940,  for 
consideration  as  to  extension  of  permit 
— re  Application,  previously  granted  on 
condition,  under  section  21  of  the  build¬ 
ing  zone  resolution,  permitting  in  a 
residence  use  district  the  change  of 
,  occupancy  of  an  existing  building  to 

business  use  (restaurant)  for  a  tem¬ 
porary  period;  premises  northwest  cor¬ 
ner  of  Pembroke  avenue  and  West¬ 
moreland  street  (Block  No.  4118,  Lot 
No.  221),  Little  Neck,  Borough  of 
Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


OCTOBER  15,  1940,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  October 
15,  1940,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 


cal.  no.  255-40-BZ — Application,  March  7,  1940,  under 
sections  7f  and  21  of  the  building  zone 
resolution,  of  Samuels  and  Samuels,  ap¬ 
plicants,  on  behalf  of  Benlem  Realty 
Corporation,  owner,  to  permit  in  a  busi¬ 
ness  use  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station; 
premises  81-01  to  81-11  Rockaway 
boulevard.  94-01  to  94-07  81st  street, 
northeast  corner,  and  81-02  to  81-10 
Atlantic  avenue,  southeast  corner  of 
81st  street  (Block  No.  9009,  Lot  No. 
1),  Woodhaven,  Borough  of  Queens. 

cal.  no.  855-27-BZ — Application  of  Shell  Oil  Company,  Inc., 
applicant  and  lessee,  on  behalf  of  Anna 
C.  Bingler,  owner,  reopened  for  re¬ 
hearing  under  new  facts  December  5, 
1939,  under  section  21  of  the  building 
zone  resolution,  to  permit  in  a  business 
use  district,  the  maintenance  and  re¬ 
construction  of  a  gasoline  service  sta¬ 
tion  (previously  denied)  ;  premises  216- 
03  Merrick  boulevard,  northeast  corner 
of  Springfield  boulevard  (Block  No. 
3541,  Lot  No.  1),  Springfield,  Borough 
of  Queens. 


cal.  no.  1232-39-BZ — Application,  October  5,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion  and  section  60  of  the  multiple 
dwelling  law,  of  Martyn  N.  Weinstein, 
applicant,  on  behalf  of  Beech  Haven 
Estates,  owner,  to  permit  in  a  residence 
use  district  the  erection  and  maintenance 
of  a  multiple  dwelling  law  having  a 
garage  for  more  than  three  (3)  motor 
vehicles  in  the  cellar  story ;  garage 
space  is  for  the  use  of  tenants  only; 
premises  84-50  169th  street,  west  side, 
165.01  ft.  north  of  Gothic  drive  (Block 
No.  9860,  Lot  No.  40),  Jamaica,  Bor¬ 
ough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


OCTOBER  22,  1940,  10  A.  M. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  October 
22,  1940,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matter: 

cal.  no.  336-40-BZ — Application,  April  3,  1940,  under  sec¬ 
tions  7f  and  21  of  the  building  zone 
resolution,  of  Samuels  and  Samuels,  ap¬ 
plicants,  on  behalf  of  William  J.  Hamil¬ 
ton,  owner,  to  permit  in  a  business  use 
district  the  erection  and  maintenance  of 
a  gasoline  service  station  ;  premises  40-13 
to  40-19  Junction  boulevard,  east  side, 
50.04  ft.  north  of  40th  road  (Block  No. 
1605,  Lot  No.  64),  Corona,  Borough  of 
Queens. 

HARRIS  H.  MURDOCK,  Chairman. 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  JULY  16,  1940. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 

The  minutes  of  the  regular  meeting  of  the  Board  held  on 
Tuesday  morning,  June  18,  1940,  and  the  minutes  of  the 
regular  meeting  of  the  Board  held  on  Tuesday  afternoon, 
June  18,  1940,  were  approved  as  printed  in  Bulletin  No.  26. 
Vol.  25. 


BUILDING  ZONE  CASES. 

192-29-BZ. 

APPLICANT— H.  A.  Mugler,  for  Veronica  Kambeurian, 
owner. 

SUBJECT — Application  reopened  January  3,  1939  (re  de¬ 
cision  of  the  borough  superintendent  of  buildings), 
under  sections  7c  and  21  of  the  building  zone  reso¬ 
lution,  to  permit  in  a  business  use  district  the  re¬ 
construction  and  extension  of  a  gasoline  service 
station  (previously  granted  by  the  Board). 

PREMISES  AFFECTED— 58-02  to  58-06  Laurel  Hill 
boulevard  and  51-01  to  51-05  58th  street,  southeast 
corner  (Block  No.  2342,  Lot  Nos.  8,  9  and  10  and 
parts  of  Lot  Nos.  6  and  7),  Woodside,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  H.  A.  Mugler,  Victor  Kambeurian 
and  Veronica  Kambeurian. 

For  Opposition:  Walter  H.  Merritt. 

ACTION  OF  BOARD — Referred  to  engineer  of  the  Board 
to  set  new  date  of  hearing  after  submission  of  proper 
list  of  owners. 


562-32-BZ. 

APPLICANT — Lama  and  Proskauer,  for  Silgreen  Holding 
Corporation,  owner. 

SUBJECT — Application  reopened  November  15,  1938  (re 
decision  of  the  borough  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  use  district  the  main¬ 
tenance  of  a  gasoline  service  station,  previously 
granted  by  the  Board  for  a  temporary  period. 

PREMISES  AFFECTED— 208-16  Foch  boulevard,  south¬ 
west  corner  of  Springfield  boulevard  (Block  No. 
3358,  Lot  No.  50),  St.  Albans,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  September  24,  1940, 
at  10  A.M.,  for  decision  by  the  Board. 


489-38-BZ. 

APPLICANT — Lama  nad  Proskauer,  for  Sam  Schwartz 
and  Joseph  Schwartz,  owners. 

SUBJECT — Application  reopened  October  3,  1939  (re  de¬ 
cision  of  the  borough  superintendent  of  buildings), 
under  section  21  of  the  building  zone  resolution,  to 
permit  in  a  residence  use  district  the  erection  and 
maintenance  of  a  gasoline  service  station  (previ¬ 
ously  denied  by  the  Board). 

PREMISES  AFFECTED— 219-01  North  Conduit  boule¬ 
vard  (avenue)  and  144-01  to  144-09  Springfield 
boulevard,  northeast  corner  (Block  No.  3820,  Lot 
No.  4),  Springfield  Gardens,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama,  L.  Rapp  and 
Cornelius  G.  De  Loca. 

For  Opposition:  Albert  F.  Proctor,  W.  A.  Beaudel 
and  Harold  Klorfein,  Department  of  Parks. 
ACTION  OF  BOARD — Laid  over  to  same  hearing  date  as 
Cal.  No.  375-40-BZ  for  decision  without  further 
argument. 


230-40-BZ. 

APPLICANT— Reginald  S.  Hardy,  for  Winchester  Realty 
Corporation,  owner. 

SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  section  21  of  the 
building  zone  resolution,  to  permit,  partly  in  a  resi¬ 
dence  use  district  and  partly  in  a  business  use  dis¬ 
trict,  the  erection  and  maintenance  of  a  gasoline 
service  station. 

PREMISES  AFFECTED— 234-01  to  234-19  Hillside  ave¬ 
nue  and  82-63  to  82-71  234th,  street,  northeast  cor¬ 
ner  (Block  No.  7935,  part  of  Lot  No.  1),  Creed- 
more,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Reginald  S.  Hardy. 

For  Opposition :  Carl  Brecher. 

ACTION  OF  BOARD— Laid  over  to  September  24,  1940, 
at  10  A.M.,  on  request  of  applicant.  Applicant  to 
notify  affected  property  owners  of  this  hearing  by 
regular  mail. 


297-40-BZ. 

APPLICANT— Henry  Nordheim,  for  The  Mutual  Life  In¬ 
surance  Company,  owner  (Louwer  Garage  Cor¬ 
poration,  lessee). 

SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  sections  7h  and  21 
of  the  building  zone  resolution,  to  permit,  partly 
in  a  business  use  district  and  partly  in  a  residence 
use  district,  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 1407-1419  College  avenue,  west 
side,  215  ft.  south  of  East  171st  street  (Block  No. 
2786,  parts  of  Lot  Nos.  2,  6  and  29),  Borough  of 
The  Bronx. 

APPEARANCES— 

For  Applicant:  Henry  Nordheim,  Henry  Albert, 
Herman  A.  West  and  Louis  Witkin. 

For  Opposition:  Earl  I.  Gallant,  Henry  J.  Henze, 

J.  D.  Moore,  A.  Winter,  Anna  Vanter.  Joseph 
Yasgier  and  Charles  Tilgner,  Department  of 
Education. 

ACTION  OF  BOARD— Laid  over  to  September  24,  1940,  , 
at  10  A.M.,  for  further  hearing,  with  the  under¬ 
standing  that  the  parking  of  cars  will  be  discon¬ 
tinued  on  the  premises  as  soon  as  the  existing 
monthly  contracts  for  same  expire. 


193-40-BZ. 

APPLICANT— A.  Paul  Loshen,  for  Charles  Weber, 
owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  section  21  of  the 
building  zone  resolution  and  section  60  of  the  Mul¬ 
tiple  Dwelling  Law,  the  erection  and  maintenance 
of  a  garage  for  more  than  three  (3)  motor  vehicles 
erected  on  the  premises  appertinent  to  a  multiple 
dwelling ;  garage  space  is  for  thq.  use  of  tenants 
only.  1 

PREMISES  AFFECTED— 175-35  Dalny  road,  northwest 
corner  of  Highland  avenue  (Block  No.  9884,  Lot 
No.  1),  Jamaica.  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Leonard  Lazarus. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  ® 


272-40-BZ. 

APPLICANT — Gould  de  Neergaard,  for  Spuyten  Duyvil 
Tower,  Incorporated,  owner. 
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SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  sections  7g  and  21 
of  the  building  zone  resolution  and  section  60  of 
the  Multiple  Dwelling  Law,  to  permit,  partly  in  a 
business  use  district  and  partly  in  a  residence  use 
district,  the  erection  and  maintenance  of  a  multiple 
dwelling  having  a  garage  for  more  than  five  (5) 
motor  vehicles  in  the  cellar  story ;  garage  space  is 
for  the  use  of  tenants  only. 

PREMISES  AFFECTED — West  side  of  Kappock  street, 
475  ft.  north  of  Johnson  avenue  (Block  No.  3407, 
Lot  Nos.  128  and  84),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Frank  A.  Rappolt  and  Gould  de 
Neergaard. 

For  Opposition:  Arthur  J.  McBride,  Charles  Tilg- 
ner,  W.  E.  Williams  and  J.  F.  Joyce. 
ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  0 


1613-17-BZ. 

APPLICANT — William  Shary,  for  Continental  Avenue 
Garage,  Incorporated,  owner  (Beslyn  Garage,  In¬ 
corporated,  lessee). 

SUBJECT — Application  reopened  April  9,  1940  (re  decision 
of  the  borough  superintendent  of  buildings),  under 
section  21  of  the  building  zone  resolution,  to  permit, 
partly  in  a  retail  use  district  and  partly  in  an  un¬ 
restricted  use  district,  the  alteration  and  conversion 
of  occupancy  of  part  of  a  garage  for  more  than 
five  (5)  motor  vehicles  (previously  granted  by  the 
Board)  so  as  to  include  an  alcove  gasoline  service 
station. 

PREMISES  AFFECTED — 107-36  Queens  boulevard,  south 
side,  130.56  ft.  west  of  Continental  avenue  {Block 
No.  3239  [2049],  Lot  No.  3),  Forest  Hills,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  William  Shary  and  William  R. 
Altman. 

For  Opposition:  None. 

For  Administration:  Harold  Klorfein,  Department 
of  Parks. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

Negative  .  0 

THE  RESOLUTION— 

(1613-17-BZ) 

Whereas,  this  application  to  permit  in  a  business  use  dis¬ 
trict  the  erection  of  a  public  garage,  premises  107-36  Queens 
boulevard,  south  side,  130.56  ft.  west  of  Continental  avenue, 
Forest  Hills,  Borough  of  Queens,  was  granted  by  the  Board 
November  27,  1917,  on  certain  conditions;  and 
Whereas,  William  Shary,  for  Continental  Garage,  In¬ 
corporated,  owner,  requested  reopening  of  the  application 
under  section  21  of  the  building  zone  resolution,  to  permit, 
partly  in  a  retail  use  district  and  partly  in  an  unrestricted 
use  district,  the  alteration  and  conversion  of  occupancy  of 
part  of  the  garage  so  as  to  include  an  alcove  gasoline  station ; 
and 

Whereas,  this  application  was  reopened  by  vote  of  the 
Board  April  9,  1940;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet- 
ing.  July  16,  1940,  after  due  notice  bv  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Queens  boulevard  is  in  a  retail 


and  residence  use  district ;  Austin  street  and  70th  road  are 
in  retail  and  unrestricted  use  districts;  71st  avenue  is  in  a 
retail  use  district;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Alteration  Application  No.  421-1940,  dated 
March  4,  1940,  and  as  amended  June  5,  1940,  reads: 

‘‘I.  Alteration  of  existing  storage  garage  for  more 
than  five  motor  vehicles  and  gasoline  service  station  in 
a  retail  district  is  contrary  to  the  Zone  Law  (Art.  II, 
Sec.  6  and  Sec.  4A,  Building  Zone  Resolution.” 
and 

Whereas,  the  premises  consist  of  an  irregular  shaped 
plot  of  ground  having  a  frontage  of  101.5  ft.  on  Queens 
boulevard,  26.11  ft.  on  70th  road  and  a  distance  of  130  ft. 
along  the  south  lot  line;  the  south  portion  of  the  plot  ex¬ 
tends  into  the  unrestricted  use  district  and  the  remainder  of 
the  plot  is  located  in  a  retail  use  district ;  upon  the  plot 
there  is  located  a  garage  for  more  than  five  (5)  motor  ve¬ 
hicles  with  a  front  wall  of  the  garage  located  to  the  south 
of  the  Queens  boulevard  building  line;  it  is  proposed  to  re¬ 
move  and  to  relocate  this  front  wall  so  as  to  occupy  the  re¬ 
sulting  area  as  a  gasoline  service  station,  as  shown  on  plans 
filed  with  this  application ;  and 
Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  by  the  Board  on  No¬ 
vember  27,  1917,  so  that  as  amended  it  shall  read: 

“Resolved,  that  the  application,  to  permit  in  a  busi¬ 
ness  use  district  the  erection  of  a  one-story  public 
garage,  be  and  it  hereby  is  granted  on  condition  that 
any  necessary  permits  for  the  prosecution  of  the  work 
shall  be  obtained  within  one  (1)  year  from  the  date  of 
this  action ;  that  in  the  event  the  owner  desires  to  extend 
the  gasoline  selling  area  at  front  of  garage  as  permitted 
by  the  Fire  Department  and  substantially  as  indicated  on 
plans  marked  ‘Received  June  6,  1940’,  the  reconstruction 
of  the  gasoline  selling  area  may  be  permitted,  on  condi¬ 
tion  that  all  gasoline  pumps  shall  be  removed  and  any 
new  pumps  erected  shall  be  located  not  nearer  than  15 
ft.  to  the  street  building  line  of  Queens  boulevard ;  that 
the  front  wall,  as  shown,  may  be  moved  further  back 
in  order  to  permit  the  location  of  pumps  as  herein  re¬ 
quired  ;  that  no  greasing  equipment  shall  be  installed 
toward  the  front  of  garage,  and  if  any  greasing  equip¬ 
ment  is  instajled,  it  shall  be  located  in  the  garage  not 
nearer  than  100  ft.  of  the  street  building  line  of  Queens 
boulevard;  that  the  existing  roof  sign  shall  be  removed 
and  no  new  roof  signs  installed;  that  all  signs  shall  be 
restricted  to  permanent  legal  signs  attached  to  the  facade 
of  the  garage  and  showroom  and  to  the  illuminated 
globes  of  the  pumps,  excluding  all  temporary  signs,  but 
permitting  the  construction  of  a  post  standard  for  sup¬ 
porting  a  sign  which  may  be  illuminated,  advertising 
only  the  brand  of  gasoline  on  sale  and  permitting  such 
sign  to  extend  beyond  the  building  line  a  distance  of  not 
more  than  4  ft. ;  that  the  new  front  walls  shall  be  con¬ 
structed  of  approved  masonry  consisting  of  face  brick  or 
stone  and  structural  glass ;  that  no  motor  vehicle  repair¬ 
ing  shall  be  carried  on;  that  no  portable  gasoline  tanks 
shall  be  used  on  or  from  the  premises ;  that  the  chimney 
shall  be  reduced  in  height  so  as  not  to  rise  above  the 
front  parapet ;  that  if  this  alteration  is  carried  through, 
all  permits  shall  be  obtained  and  all  work  involved  shall 
be  completed  within  one  (1)  year  from  the  date  of  this 
amended  resolution,  and  that  in  all  other  respects  the 
resolution  as  adopted  by  the  Board  on  November  27, 
1917,  shall  be  complied  with.” 


390-27-BZ. 

APPLICANT — Reginald  S-  Hardy,  for  Morben  Properties, 
Incorporated,  owner. 

SUBJECT — Application  reopened  May  9,  1939,  for  rehear- 
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ing  by  order  of  the  court  (re  decision  of  the  bor- 
ough  superintendent  of  buildings),  under  section  -1 
of  the  building  zone  resolution,  to  permit,  partly 
in  a  business  use  district  and  partly  in  a  residence 
use  district,  the  erection  and  maintenance  of  a  gaso¬ 
line  service  station  (previously  denied). 

PREMISES  AFFECTED— 73-42  Cooper  avenue,  south 
side,  22.22  ft.  west  of  74th  street  (Block  No.  3811, 
Lot  No.  8).  Glendale,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Reginald  S.  Hardy. 

For  Opposition:  Joseph  A.  Schneider. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  Commissioners  Savage  and  Blum  £ 
Negative:  Chairman  Murdock  and  Deputy  Chief 
Gunn  .  2 


THE  RESOLUTION— 

(390-27-BZ) 

Whereas,  this  application  under  section  21  of  the  building 
zone  resolution,  to  permit,  partly  in  a  business  use  district, 
and  partly  in  a  residence  use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station;  premises  73-34  to  73-46 
Cooper  avenue,  south  side,  22.22  ft.  west  of  74th  street 
(Block  No.  3811,  Lot  No.  8),  Glendale,  Borough  of  Queens, 
was  reopened  by  vote  of  the  Board  May  9,  1939,  in  accord¬ 
ance  with  an  order  of  the  court;  and  _  . 

Whereas  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  July  16,  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the. building 
zone  resolution  show  that  Cooper  avenue  is  in  a  business,  use 
district ;  73rd  place  is  in  business  and  residence  districts ; 
74th  street  and  75th  street  are  in  residence  and  business  use 
districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  N.B.  Application  No.  10096-1939,  dated  May 
15,  1940,  reads: 

<‘1.  Proposed  construction  of  a  gas  station,  auto 
laundry  and  lubritorium  partly  in  a  residence  and  partly 
in  a  business  use  district  is  contrary  to  Art.  2,  Sec.  3 
and  4  of  the  Building  Zone  Resolution.” 

and  .  . 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  99.06  ft  .on  Cooper  avenue  ,a  distance  of  110 
ft.  along  the  east  lot  line  and  a  distance  of  80  ft.  along  the 
south  lot  line ;  a  small  irregular  shaped  area  at  the  south¬ 
east  corner  of  the  plot  is  in  a  residence  use  district  and  the 
remainder  of  the  plot  is  in  a  business  use  district ;  it  is  pro¬ 
posed  to  erect  upon  the  plot  a  Class  3  building,  52  ft.  by 
24  ft.  8  in.  in  area,  to  be  used  as  office,  auto  laundry  and 
lubritorium,  and  to  install  the  necessarv  tanks  and  pumps 
for  a  gasoline  service  station;  and 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board;  and  . 

Whereas,  the  Board  deemed  that  the  applicant  failed  to 
substantiate  a  basis  of  appeal  under  section  21  of  the  building 
zone  resolution  and  was,  therefore,  not  entitled  to  relief  on 
the  grounds  of  practical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  on  N.B.  Application  No.  10096-39,  be  and  it 
hereby  is  affirmed  and  that  the  application  be  and  it  hereby 
is  denied. 


PREMISES  AFFECTED— 2815-2819  Boston  Post  road 
and  926-930  Arnow  avenue,  southwest  corner 
(Block  No.  4516,  Lot  No.  29),  Borough  of  The 
Bronx. 

APPEARANCES— 

For  Applicant:  Reginald  S.  Hardy. 

For  Opposition:  Ronald  O.  Eastman,  Joseph  Callo, 
John  K.  Schaefer,  O.  Francis  Kapp  and  A. 
Boyajian. 

ACTION  OF  B OARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

THE  RESOLUTION— 

(555-27-BZ) 

Whereas,  this  application  to  permit  in  a  business  use  dis¬ 
trict,  under  section  21  of  the  building  zone  resolution,  the 
erection  and  maintenance  of  a  gasoline  service  station,  prem¬ 
ises  2815-2819  Boston  Post  road  and  926-930  Arnow  avenue, 
southwest  corner  (Block  No.  4516,  Lot  No.  29),  Borough 
of  The  Bronx,  was  denied  by  the  Board  January  31,  1928, 

Whereas,  Conroy  and  Hardy,  for  Elizabeth  W.  Herman, 
owner,  requested  rehearing  of  the  application  on  the  basis  of 
new  facts ;  and 

Whereas,  this  application  was  reopened  by  vote  of  the 
Board  February  14,  1940;  and  _  , 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  July  16,  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Boston  Post  road  is  in  a  business 
use  district;  Arnow  avenue,  Radcliffe  avenue,  and  Colden 
avenue  are  in  residence  and  business  use  districts ,  and 
Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  N.B.  Application  No.  862,  dated  December  19, 
1939,  reads : 

“1.  The  erection  of  the  proposed  gasoline  service 
station  in  a  business  district  is  contrary  to  Sec.  4  of  the 
Building  Zone  Resolution.” 

and 

Whereas,  the  premises  consist  of  an  irregular  shaped  plot 
of  ground  having  a  frontage  of  72.9  ft.  on  Boston  Post  road, 
112.4  ft.  on  Arnow  avenue  and  a  distance  of  85.5  ft.  along 
the  south  lot  line;  it  is  proposed  to  erect  upon  the  plot  a 
one-story  structure,  45  ft.  8  in.  by  26  ft.  2  in.  in  area,  to  be 
used  as  office,  auto  laundry  and  lubritorium  and,  also,  to  , 
install  the  necessary  tanks  and  pumps  for  a  gasoline  service 
station ;  and 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  the  applicant  failed,  to 
substantiate  a  basis  of  appeal  under  section  21  of  the  build¬ 
ing  zone  resolution  and  was,  therefore,  not  entitled  to  relief 
on  the  grounds  of  practical  difficulty  a_nd  unnecessary  hard¬ 
ship.  . 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  on  N.B.  Application  No.  862-39,  be  and  it  here- 
by  is  affirmed  and  that  the  application  be  and  it  hereby  is 
denied. 


555-27-BZ. 

APPLICANT— Conroy  and  Hardy,  for  Elizabeth  W.  Her¬ 
man,  owner. 

SUBJECT— Application  reopened  February  14,  1940,  under 
alleged  new  facts  (re  decision  of  the  boyough  super¬ 
intendent  of  buildings),  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  business  use 
district  the  erection  and  maintenance  of  a  gasoline 
service  station  (previously  denied). 


814-28-BZ. 

APPLICANT— William  Reich,  for  John  Cestaro,  Patrick 
LaTrace  and  Joseph  Cestaro,  owners. 

SUBJECT— Application  reopened  October  24,  1939  (re  de¬ 
cision  of  the  borough  superintendent  of  buildings), 
under  sections  7c  and  21  of  the  building  zone  reso¬ 
lution,  to  permit  in  a  business  use  district  the.  exten¬ 
sion  of  a  gasoline  service  station  (said  gasoline  ser¬ 
vice  station  previously  granted  by  the  Board). 

PREMISES  AFFECTED— 796-802  Metropolitan  avenue 
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and  2-10  Bushwick  avenue,  southwest  corner  (Block 
No.  2/66,  Lot  Nos.  11  and  14),  Borough  of  Brook¬ 
lyn. 

APPEARANCES— 

Eor  Applicant:  William  Reich  and  Patrick  La- 
T  race. 

For  Opposition :  None. 

ACT  ION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

Negative  .  0 

THE  RESOLUTION— 

(814-28-BZ) 

Whereas,  this  application  to  permit  in  a  business  use  dis¬ 
trict,  under  section  21  of  the  building  zone  resolution,  the 
erection  and  maintenance  of  a  gasoline  service  station,  prem¬ 
ises  796-802  Metropolitan  avenue  and  2-10  Bushwick  avenue, 
southwest  corner  (Block  No.  2766,  Lot  Nos.  11  and  14), 
Borough  of  Brooklyn,  was  granted  by  the  Board  February 
26,  1929,  resolution  amended  November  17.  1931  ;  and 
\\  hereas,  William  Reich,  for  John  Cestaro,  Patrick  La- 
Trace  and  Joseph  Cestaro,  owners,  requested  a  reopening  of 
the  application  under  sections  7c  and  21  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district  the  extension 
of  said  gasoline  service  station;  and 
\\  hereas,  this  application  was  reopened  by  vote  of  the 
Board  October  24,  1939;  and 
\\  hereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  July  16,  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show'  that  Metropolitan  avenue,  Maspeth 
avenue,  Orient  avenue  and  Bushwick  avenue  are  in  business 
and  residence  use  districts ;  Humboldt  street  is  in  a  business 
use  district ;  and 

\Y  hereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Application  No.  1448-39,  dated  October  13, 
1939.  reads: 

“Extension  of  a  gas  station  in  a  business  use  district 
is  contrary  to  Building  Zone  Resolution  Art.  II,  4(a) 
46.  Proposition  denied.” 

and 

\V  hereas,  the  premises  consist  of  an  irregular  shaped  plot 
of  ground  having  a  frontage  of  79  ft.  4  in.  on  Bushwick 
avenue,  60  ft.  on  Metropolitan  avenue  and  a  distance  of  80 
ft.  along  the  south  lot  line;  upon  the  north  portion  of  the 
plot  there  is  located  a  gasoline  service  station  having  a 
trontage  of  62  ft.  5  in.  on  Bushwick  avenue,  60  ft.  on  Met¬ 
ropolitan  avenue  and  a  distance  of  60  ft.  5  in.  along  the  west 
lot  line;  it  is  proposed  to  demolish  the  office  now  on  the 
site,  to  remove  the  grease  pits  and  to  occupy  the  entire  plot 
as  a  gasoline  service  station  as  shown  on  filed  plans ;  and 
\Y  hereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  February  26,  1929,  as 
amended  by  resolution  adopted  on  November  17,  1931  by 
adding  thereto: 

“that  in  the  event  the  owner  desires  to  increase  the  size 
°  to  reconstruct  the  accessory  building 

substantially  as  indicated  on  plans  marked  ‘Received 
April  26,  1940,’  such  extension  and  reconstruction  may 
u  P^H^^ed,  on  condition  that  the  accessory  building 
shall  be  erected  as  indicated  toward  the  southerly  lot 
line,  and  shall  not  exceed  one  story  in  height,  and  shall 
be  constructed  of  fire-resisting  materials  except  for  the 
roof  beams  and  boarding,  window  frames  and  sash,  door 
frames  and  doors,  which  may  be  of  wood,  and  provided 
the  ceilings  throughout  are  fire-retarded  in  accordance 
with  the  rules  of  the  Board  of  Standards  and  Appeals; 
that  there  shall  be  no  openings  in  the  lot  line  walls  to 


the  adjoining  premises ;  that  no  closure  doors  shall  be 
constructed  in  the  greasing  section  unless  the  greasing 
equipment  is  of  the  hydraulic  type,  or  if  a  pit  type,  that 
the  ventilation  of  the  greasing  pits  shall  be  provided 
with  ducts  through  the  roof  and  a  motor-driven  fan  of 
the  sparkproof  type;  that  the  plot  where  not  covered  Lv 
accessory  buildings  shall  be  cement  paved ;  that  entrances 
shall  not  exceed  one  to  Metropolitan  avenue  not  over  30 
ft.  in  width  and  two  to  Bushwick  avenue  not  exceeding 
15  ft.  in  width  each;  that  a  concrete  platform  shall  be 
constructed  at  the  intersection  of  the  building  line,  tri¬ 
angular  in  shape,  extending  for  a  distance  of  not  more 
than  8  ft.  from  the  intersection  of  Metropolitan  and 
Bushwick  avenues  in  each  direction ;  that  the  existing 
gasoline  pumps  shall  be  relocated  so  that  they  are  not 
nearer  than  15  ft.  to  either  street  building  line;  that  the 
existing  outdoor  greasing  pits  shall  be  removed ;  that 
signs  shall  be  restricted  to  permanent  signs  attached  to 
the  facade  of  the  accessory  building  and  to  the  illu¬ 
minated  globes  of  the  gasoline  pumps,  excluding  all  roof 
and  temporary  signs,  but  permitting  the  erection  within 
the  building  line  of  a  post  standard  to  support  a  sign, 
which  may  be  illuminated,  advertising  only  the  brand 
of  gasoline  on  sale,  and  permitting  such  sign  to  extend 
beyond  the  building  line  for  a  distance  of  not  more  than 
4  ft. ;  that  there  shall  be  no  motor  vehicle  repairing  on 
the  premises ;  that  there  shall  be  no  parking  of  cars  other 
than  those  being  serviced ;  that  there  shall  be  no  port¬ 
able  gasoline  pumps  used  on  or  from  the  premises ;  that 
in  all  other  respects  the  requirements  of  the  resolution 
adopted  by  the  Board  on  February  26,  1929,  as  amended 
on  November  17,  1931,  shall  be  complied  with;  that  no 
gasoline  tanks  shall  be  installed  within  20  ft.  of  the  sub¬ 
way  walls;  that  in  the  event  the  owner  desires  to  re¬ 
construct  the  gasoline  station  as  herein  permitted,  all 
permits  required  shall  be  obtai.-ed  and  all  work  com¬ 
pleted  within  one  (1)  year  from  the  date  of  this 
amended  resolution.” 


1447-39-BZ. 

APPLICANT — Sidney  L.  Strauss,  for  Marie  Hediger, 
owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  business  use 
district  the  erection  and  maintenance  of  a  gasoline 
service  station,  a  motor  vehicle  repair  shop  and, 
also,  the  parking  of  more  than  five  (5)  motor  ve¬ 
hicles. 

PREMISES  AFFECTED — 79-51  Cooper  avenue,  north 
side,  191.33  ft.  west  of  69th  road  (Block  No.  9549, 
Lot  No.  20),  Glendale,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Sidney  L.  Strauss. 

For  Opposition:  Theodore  R.  Feinberg  and  Joseph 
W.  Giegerich. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
THE  RESOLUTION— 

(1447-39-BZ) 

\\  hereas,  Sidney  L.  Strauss,  for  Marie  Hediger,  owner, 
filed  November  28,  1939,  an  application  under  section  21  ol 
the  building  zone  resolution,  to  permit  in  a  business  use  dis- 
trict  tbe  ei  ection  and  maintenance  of  a  gasoline  service  sta¬ 
tion,  a  motor  vehicle  repair  shop  and,  also,  the  parking  of 
more  than  five  (5)  motor  vehicles;  premises  79-51  Cooper 
avenue,  north  side.  191.33  ft.  west  of  69th  road  (Block  No. 
9549.  Lot  No.  20),  Glendaly,  Borough  of  Queens;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet- 
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ing  July  16,  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Cooper  avenue,  69th  drive  79th 
street  and  80th  street  are  in  business  and  unrestricted  use 
districts;  69th  road  is  in  a  residence  and  business  use  dis- 

tri\VHEREAS,  the  decision  of  the  borough  superintendent  T°f 
buildings,  on  N.B.  Application  No.  9172-1940  datet! 
vember  9,  1939,  and  as  amended  February  19,  1940.  reads. 

“The  erection  of  a  gasoline  service  station,  automobile 
repair  shop  and  the  parking  of  more  than  5  motor  ve¬ 
hicles  within  a  business  district  is  contrary  to  Article 
Section  4  of  the  Zone  Resolution.  ’ 

Whereas,  the  premises  consist  of  a.  plot  of  ground  having 
a  frontage  of  120  ft.  on  Cooper  avenue  and  a  depth  of  90  it. ; 
it  is  proposed  to  erect  upon  the  plot  a  one-story,  Class  3 
building,  80  ft.  by  22  ft.  in  area,  to  be  used  as  office  lubri- 
torium,  auto  laundry  and  motor  vehicle  repair  shop  and,  also, 
to  install  the  necessary  tanks  and  pumps  for  a  gasoline 
service  station  and  to  occupy  a  portion  of  the  plot  tor  park¬ 
ing  more  than  five  (5)  motor  vehicles;  and 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  the  applicant  failed  to 
substantiate  a  basis  of  appeal  under  section  21  of  the  building 
zone  resolution  and  was,  therefore,  not  entitled  to  relief  on 
the  grounds  of  practical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  as  to  N.B.  Application  No.  9 172-4°,  be  and  it 
hereby  is  affirmed  and  that  the  application  be  and  it  hereby 

is  denied. 


30-40-BZ.  .  ,  c  .  *  , 

APPLICANT — Herman  Kron,  for  Central  Savings  bank, 
owner  (Harry  Bluthman,  lessee). 

SUBJECT — Application  (re  decision  of  the  acting  borough 
superintendent  of  buildings),  under  sections  /h  and 
21  of  the  building  zone  resolution,  to  permit  in  a 
retail  use  district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 114-118  Lewis  street  east  side. 

125  ft.  south  of  East  Houston  street  (Block  No. 
330,  Lot  Nos.  45,  46  and  47),  Borough  of  Man¬ 
hattan. 

APPEA|orNAppSlkant:  Herman  Kron  and  Harry  Blut- 
man. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRAN  I  — 

Affirmative  . . . :  *  v  •  * '  1 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

THE  RESOLUTION— 

(30-40-BZ) 

Whereas,  Herman  Kron,  for  Central  Savings  Bank, 
owner  filed  January  9,  1940,  an  application  under  sections 
7h  and  21  of  the  building  zone  resolution,  to  permit  in  a 
retail  use  district,  for  a  temporary  period  of  not  more  than 
two  (2)  years,  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles;  premises  114-118  Lewis  street,  east  side, 
pc  ft  s'otith  of  East  Houston  street  (Block  No.  330,  Lot 
Nos  45,  46  and  47),  Borough  of  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals  at  its  regular  meet¬ 
ing  July  16,  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Lewis  street,  East  Houston 


0 


street  and  Stanton  street  are  in  retail  and  residence  Use 
districts ;  Goerck  street  is  in  a  residence  use  district ;  and 
Whereas,  the  decision  of  the  borough  superintendent  ot 
buildings,  dated  Tanuary  9,  1940,  reads: 

“Your  application  dated  September  6.  1939,  for  a 
certificate  of  occupancy  for  the  use  of  the  above  prem¬ 
ises  for  parking  and  storage  of  more  than  five  motor 
vehicles  has  been  denied  for  the  reason  that  the  prem¬ 
ises  are  located  in  a  retail  district  where  this  occupancy 
is  prohibited  by  section  4-A  of  the  Building  Zone  Reso¬ 
lution.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  75  ft.  on  Lewis  street  and  a  depth  of  100  ft. , 
it  is  proposed  to  occupy  the  plot  for  a  temporary  period  of 
not  more  than  two  (2)  years  for  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles;  and 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board;  and 

Whereas,  the  committee  of  inspection  recommends  that 
inasmuch  as  there  is  no  need  for  the  use  in  the  immediate 
area,  the  application  should  not  be  granted. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  acting  on  application  for  certificate  of  occu¬ 
pancy  dated  January  9,  1940,  be  and  it  hereby  is  affirmed 
and  that  the  application  be  and  it  hereby  is  denied. 


289-40-BZ. 

APPLICANT— William  H.  Fuhrer,  for  Martha  Adler  and 
Lerad  Realty  Corporation,  owners  (Sam  Adler,  In¬ 
corporated,  lessee). 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  sections  7a,  7c  and 
21  of  the  building  zone  resolution,  to  permit  in  a 
business  use  district  the  extension  in  height  of  an 
existing  milk  bottling  and  distributing  station. 
PREMISES  AFFECTED — 447-457  East  133rd  street,  north 
side,  195  ft.  west  of  Brown  place  (Block  No.  2278, 
Lot  Nos.  64  and  69),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  W.  H.  Fuhrer. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

Negative  .  0 

THE  RESOLUTION— 

(289-40-BZ) 

Whereas,  William  H.  Fuhrer  (Sam  Adler,  Incorporated, 
lessee),  for  Martha  Adler  and  Lerad  Realty  Corporation, 
owners,  filed  March  18,  1940,  an  application  under  sections 
7a.  7c  and  21  of  the  building  zone  resolution,  to  permit  in  a 
business  use  district  the  extension  in  height  of  an  existing 
milk  bottling  and  distributing  station ;  premises  447-457  East 
133rd  street,  north  side,  195  ft.  west  of  Brown  place  (Block 
No.  2278,  Lot  Nos.  64  and  69),  Borough  of  The  Bronx; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  July  16,  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  East  133rd  street  and  Brown 
place  are  in  business,  residence  and  unrestricted  use  dis¬ 
tricts;  East  134th  street  is  in  a  residence  use  district;  Willis 
avenue  is  in  a  business  and  residence  use  district;  and 
Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  dated  February  26.  1940,  and  as  amended  May  5, 
1940,  reads: 

“1.  The  proposed  extension  in  height  of  present  milk 
bottling  and  distributing  station  in  a  business  use  dis- 
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trict  is  contrary  to  Par.  4-A,  Subd.  23  of  the  building 
zone  resolution.” 

and 

W  hereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  150  ft.  front  and  100  ft.  deep,  one  and  two  stories 
in  height;  it  is  proposed  to  add  an  additional  story  to  the 
easterly  one-story  section  (having  a  frontage  of  75  ft.)  of 
the  existing  building ;  the  existing  building  is  used  as  a  milk 
bottling  and  distributing  station  and  the  proposed  use  of  the 
additional  story  is  for  general  offices  of  the  plant;  and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board ;  and 

\\  hereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  c. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted,  under  section  7,  sub¬ 
division  c,  to  permit  the  proposed  extension,  as  indicated  on 
revised  plans  marked  “Received  July  11,  1940”,  for  such  oc¬ 
cupancy  as  indicated  thereon,  on  condition  that  no  new  sign 
shall  be  erected,  except  that  the  existing  roof  sign  now  on  the 
first  story  portion  of  the  building  may  be  raised  to  a  similar 
position  on  the  proposed  second  story  roof;  that  the  water¬ 
cooling  apparatus  on  the  roof  shall  be  equipped  with  a  shield 
toward  the  north  to  prevent  spray  blowing  toward  the  resi¬ 
dential  occupancies  on  East  134th  street;  that  all  existing 
windows  at  the  rear  of  building  and  on  any  court  leading 
to  the  rear  yard  shall  be  blocked  with  approved  masonry ; 
that  there  shall  be  no  windows  in  the  rear  wall  of  the  pro¬ 
posed  second  story  extension ;  that  the  existing  skylights  on 
the  roof  shall  be  removed  and  interior  mechanical  ventila¬ 
tion.  as  required,  shall  be  installed  with  intakes  and  ex¬ 
hausts,  as  indicated  on  plans  marked  “Received  July  11, 
1940”,  except  that  the  exhaust  ducts  shall  be  extended  so  as 
to  exhaust  toward  and  within  20  ft.  of  the  East  133rd  street 
building  wall;  that  in  all  other  respects  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto ;  that  this  variance  shall  continue  only  so 
long  as  the  building  is  occupied  as  at  present  by  the  present 
occupant  or  his  successor  in  a  similar  line  of  business,  and 
that  all  permits  shall  be  obtained  and  all  work  shall  be  com¬ 
pleted  within  one  (1)  year  from  the  date  of  this  resolution. 


415-40-BZ. 

APPLICANT — Andrew  A.  Marjey,  for  Borough  Hall 
Holding  Corporation,  owner. 

SLBJECI — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  sections  7b  and  7c 
of  the  building  zone  resolution,  to  permit,  partly  in 
a  business  use  district  and  partly  in  a  residence  use 
district,  the  erection  and  maintenance  of  a  business 
building  (stores  on  first  story  and  offices  on  second 
story) . 

PREMISES  Ah FECTED — 124-17  Queens  boulevard  and 
125-02  82nd  avenue,  northeast  corner  (Block  No. 
9654,  Lot  Nos.  6,  12,  14  and  15),  Kew  Gardens, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Andrew  A.  Marjey. 

For  Opposition:  None. 

ACTION  Oh  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  0 

THE  RESOLUTION— 

(415-40-BZ) 

Whereas,  Andrew  J.  Marjey,  for  Borough  Hall  Holding 
Corporation,  owner,  filed  April  22,  1940,  an  application  under 
''ections  7b  and  7c  of  the  building  zone  resolution,  to  permit. 


partly  in  a  business  use  district  and  partly  in  a  residence  use 
district,  the  erection  and  maintenance  of  a  business  building 
(stores  on  first  story  and  offices  on  second  story)  ;  prem¬ 
ises  124-17  Queens  boulevard  and  125-02  82nd  avenue,  north¬ 
east  corner  (Block  No.  9654,  Lot  Nos.  6,  12,  14  and  15), 
Kew  Gardens,  Borough  of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
.  y  the  Board  of  Standards  and  Appeals,  at  its  regular  meet- 
'n§»  16,  1940,  after  due  notice  by  publication  in  the 

Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Queens  boulevard  is  in  a  busi¬ 
ness  use  district ;  82nd  avenue  and  82nd  road  are  in  residence 
and  business  use  districts;  132nd  street  is  in  a  residence  use 
district;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 

inin  ings’  ,otl  Application  No.  2532-40,  dated  April  18, 
i J 'd,  reads i 

“The  extension  of  a  business  building  into  a  residence 
district  is  contrary  to  Art.  2,  Section  3  of  the  Building 
Zone  Resolution.” 
and 

Whereas,  the  proposed  building  will  be  of  non-fireproof 
construction,  with  a  frontage  of  120.5  ft.  on  Queens  boule¬ 
vard  and  150.3  ft.  on  82nd  avenue,  irregular  in  shape,  two 
stories  in  height;  it  is  proposed  to  occupy  the  building  for 
stoies  on  the  first  story  and  offices  on  the  second  story;  an 
irregular  shaped  area  of  the  building  having  a  frontage  of 
approximately  30  ft.  on  82nd  avenue  is  located  in  the  resi¬ 
dence  use  district  and  the  remainder  is  in  a  business  use  dis¬ 
trict  ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  tticike  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted,  under  section  7c,  to 
pei  mit  the  extension  into  residential  area,  as  proposed,  and 
as  shown  on  plans  filed  with  this  application  marked  “Re¬ 
ceived  April  22,  1940”,  on  condition  that  in  all  other  respects 
the  building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  of  the  building  zone  resolution,  as  amended 
by  the  Board  of  Estimate  June  28,  1940,  particularly  with 
reference  to  section  19h;  and,  further,  that  no  signs  shall 
be  erected  within  the  residential  area,  and  that  all  permits 
shall  be  obtained  and  all  work  involved  shall  be  completed 
within  one  (1)  year  from  the  date  of  this  resolution. 


417-40-BZ. 

APPLICANT— Victor  Greiff,  for  Helen  Greiff  and  Lotti 
J.  Greiff,  owners. 

SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  residence 
use  and  G  area  district  the  erection  and  maintenance 
of  a  one-car  garage,  accessory  to  the  dwelling  on 
the  premises,  which  garage  does  not  conform  to  the 
G  area  requirements  of  the  building  zone  resolu¬ 
tion. 

PREMISES  AFFECTED— 159  Beach  142nd  street,  west 
side,  403.52  ft.  south  of  Rockaway  Beach  boulevard 
(Block  No.  782,  Lot  Nos.  27  and  30),  Neponsit, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Victor  Greiff. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition 

THE  VOTE— 

Affii  mative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  n 
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THE  RESOLUTION— 

(417-40-BZ) 

Whereas,  Victor  Greiff,  for  Helen  Greiff  and  Lotti  J- 
Greiff,  owners,  filed  April  22,  1940,  an  application  under 
section  21  of  the  building  zone  resolution,  to  permit  in  a 
residence  use  and  G  area  district  the  erection  and  main¬ 
tenance  of  a  one-car  garage,  accessory  to  the  dwelling  on  the 
premises,  which  garage  does  not  conform  to  the  G  area  re¬ 
quirements  of  the  building  zone  resolution;  premises  lav 
Beach  142nd  street,  west  side,  403.52  ft.  south  of  Rockaway 
Beach  boulevard  (Block  No.  782,  Lot  Nos.  27  an  ^  )> 
Neponsit,  Borough  of  Queens;  and 

W  hereas,  a  public  hearing  was  held  on  this  apphcati  . 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  July  16,  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Beach  142nd  street,  Beach 
143rd  street  and  Rockaway  Beach  boulevard  are  in  residence 

use  and  G  area  districts;  and  .  f 

Whereas,  the  decision  of  the  borough  superintendent  ot 
buildings,  on  N-B.  Application  No.  9412-1939  dated  April 
17,  1940,  and  as  amended  June  24,  1940,  reads: 

“4.  Objection  No.  1  not  removed. 

(Proper  side  yards  as  per  Zone  G  requirements  not 
provided.) ” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  100  ft.  and  a  depth  of  100  ft.;  upon  the  plot 
there  is  located  a  two  and  one-half  story  dwelling ;  it  is 
proposed  to  erect  on  the  northwest  portion  of  the  plot  a 
one-car  private  garage,  accessory  to  the  dwelling;  the  garage 
is  located  6  in.  from  the  rear  lot  line  and  6.  in.  from  the 
north  side  line  of  the  plot  instead  of  the  required  5  ft.  set¬ 
back  as  required  by  the  building  zone  resolution ;  and 
Whereas  the  Board  deemed  that  the  applicant  had  sub¬ 
stantiated  hi’s  basis  of  appeal  under  section  21  of  the  build¬ 
ing  zone  resolution  and  was,  therefore,  entitled  to  relief  on 
the  grounds  of  practical  difficulty  and  unnecessary  hard¬ 
ship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted,  under  section  21,  to 
permit  the  location  of  the  private  accessory  garage  as  pro¬ 
posed,  on  condition  that  it  shall  not  be  erected  nearer  to  an 
interior  lot  line  other  than  as  shown  on  plans  marked  Re¬ 
ceived  April  22,  1940” ;  that  there  shall  be  no  openings  in  the 
walls  facing  adjoining  premises;  that  this  variation  shall 
continue  only  so  long  as  the  garage  is  used  as  proposed,  as 
accessory  to  the  residence  occupying  Lot  Nos.  2/  and  3U, 
with  a  total  frontage  of  not  less  than  100  ft. ;  that  in  all  other 
respects  the  construction  of  building  shall  comply  with  the 
requirements  of  the  building  code  therefor,  and  that  all  per¬ 
mits  shall  be  obtained  and  all  work  involved  shall  be  com¬ 
pleted  within  one  (1)  year  from  the  date  of  this  resolution. 


421-40-BZ. 


APPLICANT— J.  Jacques  Stone,  for  W.  Goadby  Loew  and 
U.  S.  Trust  Company  of  New  York,  as  trustee  of 
Estate  of  Charles  F.  Rowe,  owners. 

SUBJECT _ Application  (re  decision  of  the  acting  borough 

superintendent  of  buildings),  under  section  7h  uf 
the  building  zone  resolution,  to  permit  in  a  business 
use  district,  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 122-126  East  32nd  street,  south 
side,  100  ft.  west  of  Lexington  avenue  (Block  No. 
887,’  Lot  Nos.  84,  85  and  86),  Borough  of  Man¬ 
hattan. 


For  Applicant:  J.  Jacques  Stone  and  Helen  Grohan. 

For  Opposition:  Daniel  Whooley,  B.  Gollay,  Her¬ 
man  Grant,  Max  Perlman,  Ralph  Bash  and 
W.  J.  Whittaker. 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE—  ,  „ 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
N  egative  . . . 

THE  RESOLUTION— 

(421-40-BZ) 

Whereas.  J.  Jacques  Stone,  for  W.  Goadby  Loew  aw 
U  S.  Trust  Company  of  New  York,  as  trustee  of  Estate  f 
Charles  F.  Row^  owners,  filed  April  24,  1940,  an  application 
under  section  7h  of  the  building  zone  resolution,  to  permit  in 
a  business  use  district,  for  a  temporary  period  of  not  more 
than  two  (2)  years  the  parking  and  storage  of  “°re  than 
five  (5)  motor  vehicles;  premises  122-126  East  32nd  sheet, 
south  side,  100  ft.  west  of  Lexington  avenue  (Block  No. 
887  Lot  Nos.  84,  85  and  86),  Borough  of  Manhattan,  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing  Tuly  16  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  East  32nd  street  and  Fourtii 
avenue  are  in  business  and  restricted  retail  use  districts , 
East  31st  street  and  Lexington  avenue  are  in  business  use 
districts ;  Park  avenue  is  in  a  restricted  retail  use  disti  ict , 

Whereas,  the  decision  of  the  borough  si uP/rmie~QeTQ4nf 
buildings,  on  Application  No.  36-1940,  dated  March  29,  1940, 

reads  *• 

“No.  1.  The  parking  and  storage  of  more  than  five 
motor  vehicles  in  a  business  use  district  is  contrary  to 
article  2,  section  4,  subdivision  15  of  the  Zoning  Keso- 
lution.” 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  65  ft.  on  East  32nd  street  and  a  depth  of  98 
ft.  9  in. ;  it  is  proposed  to  use  the  plot  for  a  temporary  period 
of  not  more  than  two  (2)  years  for  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles;  and 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deems  that  this  is  a  proper  case  in 
which  to  exercise  its  discretion  to  grant  under  section  7h  of 
the  building  zone  resolution  for  transient  parking  only. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that_  the  ap¬ 
plication  be  and  it  hereby  is  granted,  under  section  7h  there¬ 
of,  for  a  term  of  two  (2)  years  from  the  date  of  this  reso¬ 
lution,  to  permit  the  premises  to  be  occupied  for  transient 
parking  of  motor  vehicles,  on  condition  that  only  those  of 
the  pleasure-car  type  shall  be  so  parked ;  that  the  plot  shall 
be  leveled  substantially  to  the  grade  of  East  32nd  street  and 
shall  be  surfaced  with  steam  cinders,  clean  gravel  or  other 
suitable  material  properly  rolled  and  bound ;  that  on  interior 
lot  lines  where  walls  of  adjoining  bulidings  do  not  occur 
there  shall  be  erected  a  substantial  woven-wire  fence  with 
steel  posts  not  less  than  7  ft.  in  height;  that  a  similar  fence 
shall  be  erected  along  the  building  line  of  East  32nd  street 
continuously  except  for  an  entrance  not  over  15  ft.  in  width 
with  curb  cut  opposite  of  similar  width ;  that  during  the 
term  of  this  permit  the  premises  shall  be  used  for  no  other 
use  than  as  herein  permitted,  and  no  buildings  shall  be 
erected  thereon,  except  there  may  be  erected  a  building  as 
office  and  shelter  for  the  attendant,  not  exceeding  100  sq.  ft. 
in  area  and  one  story  in  height,  which  may  be  of  frame  con¬ 
struction ;  that  there  shall  be  erected  along  the  interior  lot 
lines  for  protection  to  adjoining  buildings  a  substantial  curb 
of  concrete  not  less  than  18  in.  in  width ;  that  a  similar  curb 
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shall  be  erected  along  the  rear  lot  line;  that  signs  shall  he 
restricted  to  a  sign  not  over  15  sq.  ft.  in  area,  advertising 
the  transient  parking  use,  attached  to  the  fence  near  the  en¬ 
trance,  but  not  extending  beyond  the  building  line  and  not 
illuminated;  that  proper  aisles  shall  be  maintained  at  all 
times  for  easy  ingress  and  egress ;  that  such  portable  fire¬ 
fighting  appliances  shall  be  maintained  as  the  fire  commis¬ 
sioner  shall  direct;  that  all  permits  required  shall  be  ob¬ 
tained  and  all  work  completed  within  six  (6)  months  from 
the  date  of  this  resolution. 


436-40- BZ. 

Rothman»  for  Mol  lie  Schorr,  owner. 
SUBJhCT  Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  residence 
use  district  the  erection  and  maintenance  of  a  busi¬ 
ness  building  (stores). 

PREMISES  AFFECTED — 989-999  East  179th  street,  north 
side,  31.68  ft.  west  of  Bryant  avenue  (Block  No. 
3132,  Lot  No.  3),  Borough  of  The  Bronx. 
APPEARANCES— 

bor  Applicant:  Lawrence  M.  Rothman  and  Max 
Schorr. 

For  Opposition:  Herman  S.  Goldstein,  Jack  J. 
Altes,  Dr.  Charles  S.  Mirken  and  Charles 
Abromowitz. 

ACT  ION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 


Affirmative  .  0 

Negative .  Crairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 


THE  RESOLUTION— 

(436-40-BZ) 

Whereas,  Lawrence  M.  Rothman,  for  Mollie  Schorr, 
owner,  filed  April  25,  1940,  an  application  under  section  21 
of  the  building  zone  resolution,  to  permit  in  a  residence  use 
district  the  erection  and  maintenance  of  a  business  building 
(stores)  ;  premises  989-999  East  179th  street,  north  side, 
31.68  ft.  west  of  Bryant  avenue  (Block  No.  3132,  Lot  No. 
3),  Borough  of  The  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
b\  the  Board  of  Standards  and  Appeals,  at  its  regular  meet- 
n^i’i  1940.  after  due  notice  by  publication  in  the 

Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
.  Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  East  178th  street  and  East 
179th  street  are  in  residence  and  business  use  districts;  East 
180th  street  and  Boston  road  are  in  business  use  districts  • 
and 


\\  hereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  N.B.  Application  No.  324-1940.  dated  April  18, 
1940,  reads : 

1.  Lhe  proposed  erection  of  a  business  building, 
stores,  in  a  residence  use  district,  is  contrary  to  Section 
3  of  the  Building  Zone  Resolution.” 

and 


Whereas,  the  proposed  building  is  of  Class  3  constrution, 
35  tt.  front  by  55  ft.  deep  and  one  story  in  height;  it  is  pro¬ 
posed  to  occupy  the  proposed  structure  as  a  business  building 
(three  stores)  ;  and 

VV  hereas,  the  Board  deemed  that  the  applicant  failed  to 
substantiate  a  basis  of  appeal  under  section  21  of  the  build¬ 
ing  zone  resolution  and  was,  therefore,  not  entitled  to  relief 
on  the  grounds  of  practical  difficulty  and  unnecessary  hard¬ 
ship. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  acting  on  N.B.  Application  No.  324-1940,  Ob¬ 
jection  No.  1.  be  and  it  hereby  is  affinned  and  that  the  ap¬ 
plication  be  and  it  hereby  is  denied. 


485-40- BZ. 

APPLICANT — Emanuel  M.  Click,  for  Methill  Realty  Cor¬ 
poration,  owner. 


SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  section  7b  of  the 
building  zone  resolution,  to  permit,  partly  in  a  busi¬ 
ness  use  district  and  partly  in  a  residence  use  dis¬ 
trict,  the  erection  and  maintenance  of  a  business 
building  (store). 

PREMISES  AFFECTED — West  side  of  Castle  Hill  ave¬ 
nue,  100  ft.  6  in.  north  of  Westchester  avenue 
(Block  No.  3835,  Lot  No.  1),  Borough  of  The 
Bronx. 

APPEARANCES— 

For  Applicant:  Emanuel  M.  Click,  Samuel  Jack- 
son  and  Morris  Nichelson. 

For  Opposition :  Arthur  M.  Stern,  David  Gross  and 
Amelio  Mastrangello. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

Negative  .  0 

THE  RESOLUTION— 

(485-40-BZ) 

Whereas,  Emanuel  M.  Glick,  for  Methill  Realty  Corpora¬ 
tion,  owner,  filed  May  7,  1940,  an  application  under  section 
7b  of  the  building  zone  resolution,  to  permit,  partly  in  a 
business  use  district  and  partly  in  a  residence  use  district, 
the  erection  and  maintenance  of  a  business  building  (store)  ; 
premises  west  side  of  Castle  Hill  avenue,  100  ft.  6  in.  north 
of  Westchester  avenue  (Block  No.  3835,  Lot  No.  1),  Bor¬ 
ough  of  The  Bronx ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet- 
>ng)  July  16,  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Castle  Hill  avenue  and  West¬ 
chester  avenue  are  in  business  use  districts ;  Purdy  street  is 
in  a  residence  and  business  use  district;  and 
Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  N.B.  Application  No.  338-1940.  dated  May  2, 
1940,  reads: 

”1.  Extension  of  business  use  into  residence  area, 
contrary  to  Section  3  of  the  Building  Zone  Resolution.” 

and 

Whereas,  the  proposed  building  will  be  of  non-fireproof 
construction,  74  ft.  6  in.  by  104  ft.  8  in.  in  area -and  one  story 
in  height;  it  is  proposed  to  occupy  the  building  as  a  business 
building  (store)  ;  the  rear  of  the  building  extends  for  a  dis¬ 
tance  of  4  ft.  6  in.  into  the  residence  use  district  and  the  re¬ 
mainder  is  in  a  business  use  district ;  and 
Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  b. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted,  under  section  7,  sub¬ 
division  b,  to  permit  the  extension  of  the  business  use  into 
the  residence  district,  as  indicated  on  plans  filed  with  this 
application,  on  condition  that  that  portion  of  the  building  so 
extended  into  the  residence  district  shall  comply  with  the 
area  requirements  of  the  zoning  resolution  therefor ;  that  no 
windows  shall  be  erected  in  the  rear  wall  of  the  building 
unless  same  are  made  fireproof  and  fixed  and  glazed  with 
wire  glass,  except  that  windows  may  open  on  a  legal  court 
or  yard,  and  that  all  permits  shall  be  obtained  and  all  work 
involved  shall  be  completed  within  one  (1)  year  from  the 
date  of  this  action. 


Adjourned,  4:40  P.M. 

Joseph  J.  Doyle,  Chief  Clerk. 
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REGULAR  MEETING. 

TUESDAY  AFTERNOON,  JULY  16,  1940. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 


and 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 
502-40-A. 

APPLICANT— Ansonia  Fire  Prevention  Company,  for 
Arthur  Drayer  and  Son,  Incorporated, 
SUBJECT— Appeal  from  an  order  and  a  decision  of  the  fire 

commissioner.  . 

PREMISES  AFFECTED — 130  Union  avenue  east  side, 
100  ft.  north  of  Leyden  avenue  (Block  No.  lw, 
Lot  No.  32),  Mariner’s  Harbor,  Borough  of  Rich¬ 
mond. 

APPEARANCES— 

For  Applicant:  George  E.  Green. 

ACTION  OF  BOARD— Laid  over  to  September  24,  194U, 
at  2  P.M..  for  inspection  by  a  committee  of  the 
Board. 


509-40-A. 

APPLICANT— Klin  Company,  Incorporated,  owner. 
SUBJECT— Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PRFMISES  AFFECTED— 162-04  Jamaica  avenue,  south 
side,  24  ft.  east  of  Union  Hall  street  (Block  No. 
10102,  Lot  No.  2),  Jamaica,  Borough  of  Queens. 

APPEARANCES 

For  Applicant :  None. 

For  Administration:  Thomas  A.  Larkin,  Jr.,  hire 
Department. 

ACTION  OF  BOARD— Appeal  withdrawn  on  written  re¬ 
quest  of  applicant,  to  comply. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  . 


sufficient  capacity  to  prevent  the  accumulation  of  mist  or 
vapors.  Rule  3.1,  Spray  Rules. 

Whereas,  said  order  was  repeated  in  a  decision  of  the  fire 
commissioner  dated  January  5,  1940;  and 

Whereas,  the  building  is  four  stones  in  height,  approx¬ 
imately  207  ft.  by  90  ft.,  irregular  in  area;  of  Class  3  con¬ 
struction  ;  located  in  an  unrestricted  use  B  area  district, 
erected  about  1927 ;  equipped  with  a  standpipe  and  sprinkler 
system,  and  occupied:  cellar,  boiler-room,  1  person;  first 
story,  manufacturing  of  metal  beds,  20  persons ;  second  story, 
manufacturing  of  clothing,  50  persons ;  third  story,  manu¬ 
facturing  of  clothing,  40  persons;  fourth  story,  manufactur¬ 
ing  of  clothing  and  radio  cabinets,  50  persons  ;  and 

Whereas,  the  applicant  contends  that  the  dipping  tank  in 
question  is  used  only  ten  minutes  per  day;  that  the  tank  i» 
used  for  dipping  enameled  springs ;  that  it  is  possible  the 
use  of  the  dipping  tank  will  be  discontinued  entirely  within 
a  short  time;  that  it  is  requested  that  the  requirements  of 
the  fire  commissioner’s  order  be  waived  in  view  of  the  fore¬ 
going  facts.  .  .  , 

Resolved,  that  the  order  of  the  fire  commissioner,  Order 
No.  81684-LC,  Item  1,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  the 
sprinkler  system  shall  be  maintained  to  the  satisfaction  of  the 
fire  commissioner ;  that  such  portable  fire-fighting  appliances 
shall  also  be  maintained  as  the  fire  commissioner  shall  direct; 
that  no  additional  dipping  or  spraying  facilities  shall  be  in¬ 
stalled ;  that  the  spray  equipment  shall  meet  the  require¬ 
ments  of  law  therefor;  that  the  dipping  tank  when  filled 
with  spraying  material  and  when  not  in  use  shall  be  covered 
with  tight-fitting  covers;  that  this  variance  shall  continue 
only  so  long  as  conditions  are  maintained  as  herein  set  forth 
and  limited  to  the  first  story  of  the  building  and  for  the 
present  occupancy ;  that  during  the  time  that  spraying  and 
dipping  is  carried  on,  sufficient  windows,  shall  be  left  open 
so  as  to  provide  natural  ventilation ;  that  in  all  other  respects 
the  building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto. 


42-40-A. 

APPLICANT— Everlasting  Bed  Company,  Incorporated 
(lessee),  for  Julius  Altschul,  owner. 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 59-75  Thames  street  and  92- 
104  Knickerbocker  avenue,  northeast  corner  (Block 
No.  3008,  Lot  No.  22).  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Anthony  Armao. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock  and  Commis¬ 
sioners  Savage  and  Blum  .  3 

Negative:  Deputy  Chief  Gunn  .  1 

THE  RESOLUTION— 

(42-40-A) 

Whereas,  Everlasting  Bed  Company,  Incorporated,  lessee, 
for  Julius  Altschul,  owner,  filed  January  11,  1940,  an  appeal 
from  an  order  and  a  decision  of  the  fire  commissioner ; 
premises  59-75  Thames  street  and  92-104  Knickerbocker 
avenue,  northeast  corner  (Block  No.  3008,  Lot  No.  22), 
Borough  of  Brooklyn ;  and 

Whereas,  the  order  of  the  fire  commissioner,  Order  No. 
81684-LC,  dated  November  17.  1939,  reads: 

“1.  Provide  that  spraying  or  dipping  spaces  shall  be 
mechanically  ventilated  when  in  operation  so  that  the 
movement  of  air  shall  be  at  least  100  linear  feet  per 
minute  in  the  breathing  zone  of  the  operator  and  be  of 


438-40-A. 

APPLICANT— Michael  Savarick,  lessee,  for  Nathan  Stern, 

owner.  .  .  .  ,  c 

SUBJECT _ Appeal  from  an  order  and  a  decision  of  the  nre 

commissioner. 

PREMISES  AFFECTED— 1008  Winthrop  street,  south 
side,  75  ft.  west  of  East  92nd  street  (Block  No. 
4627,  Lot  No.  6),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  David  Lieberman. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Chairman  Murdock  . •  1 

Negative:  Commissioners  Savage  and  Blum  and 
Deputy  Chief  Gunn  .  3 

THE  RESOLUTION— 

(438-40-A) 

Whereas,  Michael  Savarick,  for  Nathan  Stern,  owner., 
filed  April  25,  1940,  an  appeal  from  an  order  and  a  decision 
of  the  fire  commissioner ;  premises  1008  Winthrop  street, 
south  side,  75  ft.  west  of  East  92nd  street  (Block  No.  4627, 
Lot  No.  6),  Borough  of  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  Order  JNo. 
81943-C,  dated  December  18,  1939,  reads: 

“1.  Provide  that  walls  of  rooms  used  for  handling 
photographic  film  be  constructed  of  fire  retarding  mate¬ 
rial,  plaster  board  in.  or  hard  asbestos  in.  thick  on 
both  sides  of  wood  studs. 

2.  Make  doors  of  room  used  for  handling  photo- 
graphic  film  metal  covered  and  self-closing. 

4.  Provide  two  (2)  exits  from  each  work  room  on 
each  story  wherein  more  than  two  (2)  persons  are  em¬ 
ployed. 
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'  •.  Provide  a  sprinkler  system  on  the  premises. 
Sprinkler  system  mav.  he  connected  to  the  house  water 
supply.  Size  and  location  of  piping  and  heads  must  be 
approved  by  the  Fire  Department.” 
and 

\\  hereas,  said  order  was  referred  to  in  a  decision  of  the 
fire  commissioner  dated  February  8.  1940;  and 

Whereas,  the  building  is  three  stories  in  height,  25  ft.  by 
84  it.  6  in.  in  area;  of  Class  3  construction;  located  in  a 
business  use  C  area  district;  erected  in  1928,  and  occupied: 
first  story,  store  and  dwelling;  second  story,  two  families; 
third  story,  two  families ;  and 

\\  hereas,  the  applicant  contends  that  the  laboratory  par¬ 
titions  are  fire-retarded  with  }4-inch  plaster  boards;  that  not 
more  than  two  persons  are  employed  in  the  laboratory ;  that 
the  order  requires  the  covering  of  the  wood  studs  of  the 
partitions  and  the  installation  of  a  sprinkler  system;  that 
in  \  iev\  of  the  fact  that  the  lease  has  only  a  short  time  to 
run  and  in  view  of  the  Class  3  construction  of  the  building 
and  small  occupancy,  it  is  requested  that  the  existing  condi¬ 
tions  be  accepted  as  it  would  be  a  hardship  at  this  time  for 
the  lessee  to  be  compelled  to  compy  with  the  order ;  that  the 
order  further  requests  the  covering  of  the  doors  to  the  rooms 
used  for  handling  photographic  film  to  be  metal  covered 
and  self-closing ;  that  there  are  no  doors  in  the  partitions 
separating  this  room;  and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board. 

Resolved,  that  the  order  of  the  fire  commissioner,  Order 
No.  81943-C,  Items  1,  2.  4  and  7,  be  and  it  hereby  is  affirmed 
and  that  the  appeal  be  and  it  hereby  is  denied. 


525-40- A. 

APPLICANT — Oxford  Filing  Supply  Company,  lessee,  for 
Paulruth  Trading  Corporation,  owner. 

SL  EJECT  Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 340-348  Morgan  avenue,  south¬ 
east  corner  of  Orient  avenue  (Block  No.  2911,  Lot 
Nos.  6,  21,  25  and  26),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Frank  D.  Jonas. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  0 

THE  RESOLUTION— 


boiler-room ;  first  story,  manufacturing  of  filing  equipment, 
80  persons ;  second  story,  office,  30  persons ;  and 
Whereas,  the  applicant  contends,  as  to  Objection  No.  3, 
that  a  process  has  been  recently  developed  to  dip  cards  so  as 
to  apply  a  coating  of  liquid  cellulose  acetate ;  that  this  dip¬ 
ping  is  carried  on  in  a  pan  12  in.  wide  by  18  in.  long  and 
2^2  in.  deep  with  a  capacity  of  not  over  one  gallon  of 
lacquer;  that  the  amount  of  vapor  given  off  is  small  and  is 
quickly  diffused  in  the  large  area  as  shown  on  plans  filed 
with  this  appeal ;  that  this  operation  is  on  a  temporary 
basis  pending  the  completion  of  a  machine,  which  when  in¬ 
stalled  will  provide  the  necessary  ventilation  as  required ; 
that  in  view  of  this  proposed  installation  of  the  machine,  an 
extension  of  four  months’  time  is  requested  in  which  to  com¬ 
ply  with  this  provision  of  the  order;  that  as  to  Objection 
i\o.  5,  the  celluloid  cabinet  carries  a  maximum  of  forty  pounds 
of  sheet  celluloid  and  complies  with  Fire  Department  re¬ 
quirements  ;  that  a  gas  heating  and  embossing  press  and 
weld  mg  booth  and  metal  heat-treating  furnace  lie  from  20  to 
K)  ft.  distant  from  the  celluloid  storage  cabinet ;  that  the 
gas-fired  units  have  well  guarded  flames  and  the  welding 
booth  is  surrounded  by  a  fireproof  canvas  curtain ;  that  to 
comply  with  the  order  would  require  moving  the  celluloid 
cabinet  to  another  floor ;  that  the  building  is  but  one  story 
m  height,  except  for  the  office ;  that  it  would  be  inconvenient 
to  move  the  cabinet  to  the  second  story ;  that  it  is  proposed 
to  move  the  cabinet  to  Section  3  of  the  building,  as  shown  on 
clans,  but  inasmuch  as  the  applicant  is  engaged  in  a  change 
over  to  cellulose  acetate,  in  lieu  of  the  celluloid  require¬ 
ments,  it  is  respectfully  requested  that  an  extension  of  four 
months  time  be  granted  to  discontinue  the  present  celluloid 
use  entnely  by  the  change  over  to  new  material;  and 
Whereas,  these  premises  were  inspected  by  a  committee 
of  the  Board. 

Resolved ,  that  the  order  of  the  fire  commissioner,  Order 
No.  8340 1-LC,  as  to  Item  5,  be  and  it  hereby  is  modified 
and  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
sheet  celluloid  shall  be  stored  in  a  storage  cabinet  complying 
with  the  requirements  therefor  and  which  shall  be  not  nearer 
than  25  ft.  from  the  arc-welding  booth  or  other  open  flame  • 
and 

Whereas,  the  manufacturing  operations  of  liquid  celluloid 
are  now  located  in  another  portion  of  the  building,  separated 
from  the  portion  where  there  are  open  flames  by  a  fire  wall 
with  fireproof,  self-closing  doors,  and  the  building  is  sprink- 
lei  ed  and  adequately  provided  with  exterior  windows  for 
natural  ventilation. 

Resolved,  that  the  order  of  the  fire  commissioner,  Order 
No.  83401 -LC,  as  to  Item  3,  be  and  it  hereby  is  dismissed. 


(525-40- A) 

Whereas,  Oxford  Filing  Supply  Company,  lessee,  for 
Paulruth  Trading  Corporation,  owner,  filed  May  16,  1940, 
an  appeal  from  an  order  of  the  fire  commissioner ;  premises 
340-348  Morgan  avenue,  southeast  corner  of  Orient  avenue 
(Block  No.  2911,  Lot  Nos.  6,  21,  25  and  26),  Borough  of 
Brooklyn ;  and 

Whereas,  the  order  of  the  fire  commissioner,  Order  No. 
83401-LC,  dated  April  18,  1940,  reads: 

“3.  Provide  that  spraying  or  dipping  spaces  shall  be 
mechanically  ventilated  when  in  operation  so  that  the 
movement  of  air  shall  be  at  least  100  linear  feet  per 
"inute  in  the  breathing  zone  of  the  operator  and  be  of 
sufficient  capacity  to  prevent  the  accumulation  of  mist 
or  vapors.  Rule  3.1,  Spray  Rules. 

5.  Discontinue  the  use  of  open  flame  (gas  heated 
oven  and  electric  welding)  on  same  floor  where  cellu¬ 
loid  is  stored  and  used.  C-19-112.  Administrative 
Code.” 

and 

Whereas,  the  building  is  one  and  two  stories  in  height, 
100  ft.  by  400  ft.  in  area ;  of  Class  3  construction ;  equipped 
with  a  standpipe  and  sprinkler  system  ;  erected  in  1928 ;  lo¬ 
cated  in  an  unrestricted  use  district,  and  occupied:  cellar, 


603-40- A. 

APPLICANT — Pasquale  Falco,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AhhECTED — 269  Avenue  C,  west  side,  22  ft. 
9  in.  south  of  East  16th  street  (Block  No.  983,  Lot 
No.  33),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Irving  W.  Wechsler. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock  and  Commis¬ 


sioners  Savage  and  Blum  .  3 

Negative :  Deputy  Chief  Gunn  .  1 

THE  RESOLUTION— 

(603-40-A) 


Whereas.  Pasquale  Falco,  owner,  filed  June  5,  1940,  an 
appeal  from  an  order  and  decision  of  the  fire  commissioner ; 
premises  269  Avenue  C,  west  side,  22  ft.  9  in.  south  of  East 
16th  street  (Block  No.  983,  Lot  No.  33),  Borough  of  Man¬ 
hattan  ;  and 

Whereas,  the  order  of  the  fire  commissioner,  Order  No. 
20812-LC,  dated  February  2,  1940,  reads: 
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“Before  a  permit  may  be  issued  for  storage  of  com¬ 
bustible  fibre,  the  following  must  be  done : 

1.  Provide  an  approved  fire  extinguishing  system 
for  instance,  an  approved  automatic  sprinkler  system. 
Sec.  C-19-149.0-C-4,  Art.  26,  Admin.  Code. 

Whereas,  said  order  was  repeated  in  a  decision  of  the 

fire  commissioner  dated  May  2,  1940 ;  and  heieht 

Whereas,  the  building  is  five  stories  (50  ft.)  111  .  ’ 

23  ft.  by  49  ft.  in  area ;  of  Class  3  construction ,  located  l 
an  unrestricted  use  A  area  district ;  erected  in  > 

occupied  throughout  for  the  storage  of  rags;  and 

Whereas,  the  applicant  contends  that  the  building  has 
been  occupied  as  at  present  for  over  twelve  years  and  that 
the  Fire  Department  has  never  objected  to  the  issuance  of  a 
permit ;  that  the  building  is  not  equipped  with  a  hoist  and 
therefore  not  more  than  1,000  pounds  of  rags  can  be  stored 
on  any  floor;  that  the  financial  condition  of  the  owner  does 
not  warrant  the  expenditure  of  so  much  money  as  would  be 
required  to  comply  with  the  order. 

Resolved,  that  the  order  of  the  fire  commissioner,  Order 
No.  20812-LC,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the  build¬ 
ing  shall  not  be  increased  in  height  or  area ;  that  no  unpro¬ 
tected  openings  shall  be  constructed  between  the  floors ,  that 
such  portable  fire-fighting  appliances  shall  be  installed 
throughout  the  building  as  the  fire  commissioner  shall  direct , 
that  not  more  than  1,000*  pounds  of  rags  shall  be  stored  on 
any  floor ;  that  this  variance  shall  continue  only  so  long  as 
the  building  is  maintained  substantially  as  described  and  to 
the  satisfaction  of  the  fire  commissioner. 


606-40-A. 

APPLICANT— Samuel  Hellerman,  owner. 

SUBJECT— Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 242-248  Greene  avenue,  south 
side,  275  ft.  east  of  Grand  avenue  (.Block  No.  1966, 
Lot  No.  19),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Frances  Hellerman. 

For  Administration:  Thomas  A.  Larkin,  Jr.,  Fire 
Department. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  t 

Affirmative :  Chairman  Murdock  and  Commis¬ 
sioners  Savage  and  Blum  .  3 

Negative:  Deputy  Chief  Gunn  .  1 

THE  RESOLUTION— 

(606-40-A) 

Whereas,  Samuel  Hellerman,  owner,  filed  June  6,  1940, 
an  appeal  from  an  order  of  the  fire  commissioner ;  premises 
242-248  Greene  avenue,  south  side,  275  ft.  east  of  Grand  ave¬ 
nue  (Block  No.  1966,  Lot  No.  19),  Borough  of  Brooklyn; 

Whereas,  the  order  of  the  fire  commissioner,  Order  No. 
4761-LF,  dated  May  6,  1940,  reads: 

“1.  Install  an  approved  wet  automatic  sprinkler  sys¬ 
tem  throughout  building  having  at  least  one  source  of 
water  supply,  arranged  and  equipped  as  per  Article  16, 
Chapter  26,  Admin.  Code.’’ 

and  .  r  ... 

Whereas,  the  building  is  four  stories  (45  ft.)  in  height, 
76  ft.  by  100  ft.  in  area ;  of  Class  3  construction ;  located  in 
an  unrestricted  use  B  area  district;  erected  in  1910,  and  oc¬ 
cupied  :  cellar,  storage  of  wool  clippings ;  first  story,  storage 
and  shipping  of  same,  2  persons;  second  story,  storage,  sort¬ 
ing  and  packing  same,  10  persons;  third  and  fourth  stories, 
storage  of  same,  no  persons ;  and 

Whereas.,  the  applicant  contends  that  the  building  is  used 
for  the  storage  of  woolen  sweater  waste;  that  this  material 
is  all  new,  packed  in  solid  bales,  and  is  not  easily  flam¬ 
mable;  that  there  are  four  exits  on  the  second  story  and 


two  on  all  other,  floors ;  that  fire  buckets  have  been  provided 
throughout  the  building;  that  at  present  the  business  is  at  a 
complete  standstill  and  the  owner  is  not  financially  able  to 

comolv  with  the  order.  .  ^  , 

Resolved,  that  the  order  of  the  lire  commissioner,  Orde 
No.  4761-LF,  Item  1,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  the 
premises  shall  be  maintained  to  the  satisfaction  of  the  fire 
commissioner ;  that  such  portable  fire-fighting  aPPhances  shal 
be  installed  as  he  shall  direct,  and  granted  only  so  long  as 
conditions  for  the  storage  of  wool  clippings  only  are  ma  n 
tained  as  described  and  to  the  satisfaction  of  the  fire  commis¬ 
sioner  ;  that  in  all  other  respects  the  building  and  occupancy 
shall  comply  with  all  laws,  rules  and  regulations  applicable 

thereto. 

688-40-A. 

APPLICANT — Julius  Eckman,  for  Edward  L.  Sawyer, 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the  tire 

commissioner.  . ,  Q 

PREMISES  AFFECTED — 371  Pearl  street,  west  side,  23.8 
ft.  north  of  Hague  street  (Block  No.  113,  Lot  No. 
28),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

<j>  |  |  p  y  Q  'p  g _ 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn 

Negative  . 

THE  RESOLUTION— 

(688-40-A) 

Whereas,  Julius  Eckman,  for  Edward  L.  Sawyer  owner, 
filed  June  21,  1940,  an  appeal  from  an  order  and  a  decision 
of  the  fire  commissioner;  premises  371  Pearl  street,  west 
side,  23.8  ft.  north  of  Hague  street  (Block  No.  113,  Lot  No. 
28),  Borough  of  Manhattan;  and  .  ,, 

Whereas,  the  order  of  the  fire  commissioner,  Order  No. 
6305-LF,  dated  December  6,  1939,  reads : 

“1.  Replace  missing  shutters  at  all  openings,  in  the 
exterior  wall  which  are  distant  in  a  direct  line  less  than 
30  ft.  from  any  opening  in  any  other  building  and  not  in 
the  same  plane  with  said  opening  and  which  are  not 
more  than  50  ft.  above  a  neighboring  root  at  rear  of 
building,  or  other  approved  protection.  491 A2. 2.0.  Adm. 
Code.” 

and  .  , 

Whereas,  this  order  was  referred  to  in  a  subsequent  de¬ 
cision  of  the  fire  commissioner,  dated  June  18,  1940,  reading: 
“In  reference  to  Order  6305-LF,  you  are  advised  that 
the  plan  on  file  in  the  Department  of  Housing  and 
Buildings,  referred  to  in  your  letter  of  Mav  8,  1940,  does 
not  show  compliance  with  the  order.  An  automatic 
sprinkler  system  will  not  affect  the  order.” 

a”\V hereas,  the  building  is  of  non-fireproof  construction, 
five  stories  (55  ft.  5  in.)  in  height,  23.8  ft.  by  115.8  ft.  in 
area  ;  located  in  an  unrestricted  use  district ;  erected  prior  to 
1894-  sprinkler  system  being  installed;  occupied:  first  to 
fifth  stories,  inclusive,  storage  of  paper,  three  persons 

throughout  the  building;  and  . 

Whereas,  the  applicant  contends  that  this  building  is  be¬ 
ing  equipped  with  an  approved  sprinkler  system ,  tlia.t  sprink¬ 
ler  heads  will  be  located  near  the  windows  affected  by  the 
order ;  that  to  the  south  and  the  west  there  is  a  two-story 
garage  owned  by  the  same  owners;  there  is  a  one-story 
building  to  the  north  used  for  storage  of  steel  shapes;  that 
in  view  of  the  new  sprinkler  system  being  installed,  it  is 
respectfully  requested  that  this  be  considered  by  the  Board 
as  an  equivalent  for  the  order  to  install  shutters  on  these 

windows.  _  .  .  , 

Resolved,  that  the  order  of  the  fire  commissioner,  Order 
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No.  6305-Lb ,  Item  1,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  the 
sprinkler  system  shall  be  installed  and  maintained  to  the 
satisfaction  of  the  fire  commissioner ;  that  heads  shall  be  lo¬ 
cated  so  that  there  is  one  not  further  removed  than  4  ft. 
from  each  window  affected  by  this  order,  and  granted  only 
so  long  as  the  openings  in  the  four-story  building  adjoining 
in  the  rear  are  protected  with  steel  shutters  or  fireproof,  self¬ 
closing  windows. 


Recessed  at  5:15  P.M.  to  July  19,  1940,  at  10  A.M. 

Joseph  J.  Doyle,  Chief  Clerk. 


SPECIAL  MEETING. 

FRIDAY  MORNING,  JULY  19,  1940. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 


RULES. 

584-39-SR. 

SUBJECT— Proposed  Rules  for  the  Testing  and  Use  of 
Blended  Cements,  adoption  of. 

APPEARANCES — Ole  C.  Van  Zandt,  J.  J.  Ridway,  Philip 
Mooney,  John  Bowan,  D.  S.  Ma_cBride,  w.  W. 
Ayres  and  Lloyd  W.  Weed. 

ACTION  OF  BOARD — Laid  over  for  further  consideration 
and  adoption  by  the  Board  at  a  later  date. 


Adjourned,  10:30  A.M. 

Joseph  J.  Doyle,  Chief  Clerk. 


RECESSED  MEETING  OF  JULY  16,  1940. 
RECONVENED  JULY  19,  1940,  at  10:30  A.M. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 


BUILDING  ZONE  CASES. 

407-40-BZ. 

APPLICANT — King  and  Lynch,  for  The  Mortgage  Cor¬ 
poration  of  New  York  (successor  trustee  to  Fred¬ 
erick  L.  Cranford),  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  sections  7a.  7c  and 
21  of  the  building  zone  resolution,  to  permit,  partly 
in  a  business  use  district  and  partly  in  a  residence 
use  district,  the  extension  of  a  gasoline  service  sta¬ 
tion  and,  also,  the  erection  and  maintenance  of  an 
accessory  building. 

PREMISES  AFFECTED— 1927-1935  Flatbush  avenue, 
northeast  corner  of  Kings  highway  (Block  No. 
7819,  Lot  No.  20),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Daniel  A.  Lynch  and  Alfred  A. 

Lama. 

For  Opposition :  George  H.  Cohn  and  Noah  Feld¬ 
man. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  0 


THE  RESOLUTION— 

(407-40-BZ) 

W  hereas,  King  and  Lynch,  for  The  Mortgage  Corpora¬ 
tion  of  New  York  (successor  trustee  to  Frederick  L.  Cran- 
f or d),  owner,  filed  April  15,  1940,  an  application  under  sec¬ 
tions  7a,  7c  and  21  of  the  building  zone  resolution,  to  permit, 
partly  in  a  residence  use  district  and  partly  in  a  business* 
use  district,  the  extension  of  a  gasoline  service  station  and, 
also,  the  erection  and  maintenance  of  an  accessory  building; 
premises  1927-1935  Flatbush  avenue,  northeast  corner  of 
Kings  highway  (Block  No.  7819,  Lot  No.  20),  Borough  of 
Brooklyn;  and 

i  YV  hereas,  a  public  hearing  was  held  on  this  application 
A  the  Board  of  Standards  and  Appeals,  at  its  regular  meet- 
^40,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

W  hereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Flatbush  avenue  is  in  a  busi¬ 
ness  use  district;  Kings  highway,  Overbaugh  place  and  Ave¬ 
nue  L  are  in  residence  and  business  use  districts ;  and 
Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  N.B.  Application  No.  175-40,  dated  March  19 
1940,  reads: 

“Proposed  increase  in  area  of  existing  gasoline  station 
within  a  business  use  district  extending  same  into  a 
residential  use  district ;  also  erection  of  accessory  build¬ 
ing  not  permitted  by  zone  resolution  Art.  II,  Sec.  3  and 
Sec.  4a  (46).” 

and 

Whereas,  the  premises  consist  of  an  irregular  shaped  plot 
of  ground  having  a  frontage  of  173  ft.  1  in.  and  91  ft.  on 
Kings  highway  and  100  ft.  8  in.  on  Flatbush  avenue;  the 
easterly  portion  of  the  plot  extends  into  the  residence  use  dis¬ 
trict  for  a  distance  of  approximately  78  ft.  and  the  remainder 
of  the  plot  is  in  a  business  use  district ;  an  irregular  shaped 
area  of  the  plot  having  a.  frontage  of  47  ft.  7  in.  on  Flatbush 
avenue  and  100  ft.  on  Kings  highway  is  used  as  a  gasoline 
service  station ;  it  is  proposed  to  remove  the  structure  now 
on  the  site  and  to  erect  thereon  a  one-story  building,  78  ft. 
by  25  ft.  in  area,  to  be  used  as  office,  lubritorium  and  auto 
laundry  and  to  use  the  entire  plot  as  a  gasoline  service  sta¬ 
tion;  and 

.  Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 
.  Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
SUr  biding  zone  resolution,  to  permit  the 

rebuilding  and  extension  of  the  existing  gasoline  station 
within  the  business  use  area  only. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted,  under  section  7f  there¬ 
of,  for  a  term  of  ten  (10)  years,  to  permit  the  premises  under 
appeal  within  the  business  use  area  to  be  occupied  as  a  gaso¬ 
line  service  station,  on  condition  that  all  existing  buildings 
and  uses  shall  be  removed  from  the  premises  and  the  plot 
shall  be  leveled  substantially  to  the  grade  of  Kings  highway 
and  blatbush  avenue;  that  the  premises  shall  be  arranged 
substantially  as  indicated  on  revised  plans  marked  “Received 
July  19,  1940,  Exhibit  A”;  that  the  accessory  building  shall 
be  constructed  of  incombustible  materials,  except  that  the 
roof  beams  and  roof  boarding,  window  frames  and  sash,  door 
frames  and  doors  may  be  of  wood ;  that  the  building  shall 
be  faced  on  all  sides  with  face  brick  and  the  main  roof  shall 
be  surfaced  with  natural  slate ;  that  the  tower  shown  may 
be  constructed  of  wood  with  copper  roof;  that  the  boiler  or 
exterior;  that  any  greasing  equipment  installed  shall  be  of  the 
ing  by  fireproof  construction  and  enterable  only  from  the 
exterior;  that  any  greasing  equipment  installed  shall  be  of  the 
hydraulic  type,  except  that  if  grease  pits  are  constructed,  a 
mechanical  ventilating  system  from  the  pits  through  the  roof 
shall  be  provided  and  the  motor-driven  fan  used  therewith 
shall  be  of  the  sparkproof  type;  that  there  shall  be 
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structed  continuously  on  the  interior  lot  lines  to  the  east  and 
to  the  north  a  brick  and  wrought-iron  or  steel  fence  of  a 
design  as  indicated  on  drawing  herein  referred  to;  that  such 
fence  shall  be  not  less  than  6  ft.  in  height  and  the  masonry 
portion  shall  be  not  less  than  3  ft.  6  in.  in  height,  except  that 
at  Kings  highway  and  Flatbush  avenue  the  fence  may  be 
ramped  down  within  a  distance  of  7  ft.  to  a  height  of  3  it. ; 
that  areas  to  the  rear  of  the  accessory  building  and  along 
the  side  lot  line  toward  Flatbush  avenue  and  similarly  toward 
Kings  highway  shall  be  landscaped ;  that  curbs  not  less  than 
6  in.  in  height  and  width  shall  be  constructed  and  maintained 
as  a  protection  for  such  landscaping ;  that  pumps  erected 
shall  be  of  the  type  as  shown  and  as  approved  for  use  on 
parkways  and  shall  not  be  located  nearer  than  15  ft.  to  either 
street  building  line;  that  there  shall  be  erected  at  the  inter¬ 
section  of  Flatbush  avenue  and  Kings  highway  a  block  of 
concrete,  which  may  be  triangular  in  shape,  not  less  than  1 
ft.  in  height,  extending  for  not  less  than  5  ft.  from  the  inter¬ 
section  along  both  building  lines ;  that  the  plot  where  not 
covered  by  accessory  pumps  and  planting  shall  be  cement- 
paved;  that  entrances  shall  be  restricted  to  two  to  Kings 
highway,  two  to  Flatbush  avenue,  not  exceeding  25  ft.  in 
width  each;  that  no  part  of  any  curb  cut  shall  be  nearer 
than  5  ft.  to  a  side  lot  line  as  extended;  that  during  the  term 
of  this  permit  these  premises  shall  be  used  for  no  other  use 
than  the  gasoline  service  station  herein  permitted ,  that  there 
shall  be  no  parking  of  cars  other  than  those  being  serviced ; 
that  no  portable  gasoline  pumps  shall  be  used  on  or  from 
the  premises;  that  signs  shall  be  restricted  to  a  permanent 
sign  attached  to  the  facade  of  the  accessory  building  and  the 
illuminated  globes  of  the  pumps,  excluding  all  roof  and  tem¬ 
porary  signs,  but  permitting  the  erection  within  the  building 
line  of  two  post  standards,  where  indicated,  for  supporting 
a  sign,  which  may  be  illuminated,  advertising .  solely  the 
brand  of  gasoline  on  sale,  and  permitting  such  signs  to  ex¬ 
tend  beyond  the  building  line  for  a  distance  of  not  more 
than  4  ft. ;  that  the  plans  herein  referred  to,  marked  “Ex¬ 
hibit  A”,  are  hereby  approved  as  in  substantial  compliance 
with  the  requirements  of  this  resolution  except  for  such 
specific  requirements  as  are  herein  set  forth ;  that  all  permits 
required  shall  be  obtained  and  all  work  involved  completed 
within  one  (1)  vear  from  the  date  of  this  resolution. 


465-40-BZ. 

APPLICANT — Samuel  Gardstein,  for  Madison  Arms.  In¬ 
corporated,  owner. 

SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  section  21  of  the 
building  zone  resolution  and  section  60  of  the  Mul¬ 
tiple  Dwelling  Law,  to  permit,  partly  in  a  business 
use  district  and  partly  in  a  residence .  use  district, 
the  erection  and  maintenance  of  a  multiple  dwelling 
having  a  garage  for  more  than  five  (5)  motor  ve¬ 
hicles  in  the  cellar  story;  garage  space  is  for  the 
use  of  tenants  only. 

PREMISES  AFFECTED— 118-60  Metropolitan  avenue, 
south  side,  180.14  ft.  west  of  Lefferts  boulevard 
(avenue);  (Block  No.  3322,  Lot  No.  25),  Kew 
Gardens,  Borough  of  Queens. 

APPEARANCES—  _  .  .  ,  .  T  ,  D 

For  Applicant:  Samuel  Gardstein  and  Noah  Ben- 

ForJ Opposition:  B.  M.  Blumenthal,  D.  S.  Kline, 
Benjamin  Jaffe  and  B.  Garfinkle. 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE — 

Affirmative:  Chairman  Murdock.  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  ® 

THE  RESOLUTION— 

(465-40-BZ) 

Whereas,  Samuel  Gardstein,  for  Madison  Arms,  Incor¬ 
porated,  owner,  filed  May  3,  1940,  an  application  under  sec¬ 


tion  21  of  the  building  zone  resolution  and  section  60  of  the 

Multiple  Dwelling’ Law,  to  permit,  partly  in  a  business  use 
district  and  partly  in  a  residence  use  district,  the  erection  and 
maintenance  of  a  multiple  dwelling  having  a  garage  for 
more  than  five  (5)  motor  vehicles  in  the  cellar  story;  garage 
space  is  for  the  use  of  tenants  only;  premises  118-60  Metro¬ 
politan  avenue,  south  side,  180.14  ft.  west  of  Lefferts  boule¬ 
vard  (avenue)  ;  (Block  No.  3322,  Lot  No.  25).  Kew  Gar¬ 
dens,  Borough  of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  July  16,  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and  _ 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Metropolitan  avenue  is  in  a 
business  use  district;  Lefferts  avenue  is  in  a  business  and 
residence  use  district;  118th  street  is  in  a  residence  and 
business  use  district;  84th  avenue  is  in  a  residence  use  dis¬ 
trict  ;  and  .  , 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  N.B.  Application  No.  2271-40,  dated  April  25, 
1940,  readsj 

‘‘Building  at  the  above  location  is  partly  in  a  business 
and  partly  in  a  residence  use  district  under  the  Building 
Zone  Resolution. 

A  garage  in  a  multiple  dwelling  at  the  above  location 
in  a  residence  district  as  indicated  on  plan  filed,  for  more 
than  3  cars  is  contrary  to  Article  2,  Section  3,  Subdiv. 

8  of  the  Building  Zone  Resolution.” 

and 

Whereas,  the  proposed  building  will  be  of  Class  3  con¬ 
struction,  with  a  frontage  of  162  ft.  and  a  depth  of  239  ft. 

6  in.,  six  stories  in  height ;  the  rear  portion  of  the  proposed 
building  extends  into  the  residence  use  district  for  a  dis¬ 
tance  of  approximately  139  ft.  and  the  remainder  is  in  a 
business  use  district;  it  is  proposed  to  occupy  part  of  the 
cellar  story  of  the  proposed  building  as  a  garage  for  more 
than  five  (5)  motor  vehicles;  the  garage  space  to  be  for 
the  use  of  tenants  only;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  c,  of  the  building  zone  resolution  and,  also,  under 
section  60  of  the  Multiple  Dwelling  Law. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution  and  that  the 
application  be  and  it  hereby  is  granted,  under  section  7c 
thereof  and  under  section  60  of  the  Multiple  Dwelling  Law, 
to  permit  the  proposed  garage  in  the  proposed  multiple 
dwelling  to  occupy  the  space  substantially  as  indicated  on 
revised  plans  marked  “Received  July  18.  1940”,  on  condition 
that  in  all  other  respects  the  building  and  occupancy  shall 
comply  with  all  the  requirements  of  the  zoning  resolution, 
the  Multiple  Dwelling  Law,  and  all  other  laws,  rules  and 
regulations  applicable  thereto,  and  that  in  further  compliance 
with  section  60  of  the  Multiple  Dwelling  Law  the  sprinkler 
system  shall  comply  with  the  requirements  of  the  Building 
Code  for  a  one-source  system  ;  that  there  shall  be  no  open¬ 
ings,  as  required  by  section  60  of  the  Multiple  Dwelling 
Law,  into  this  garage  from  any  other  part  of  the  building; 
that  the  occupancy  of  this  garage  shall  be  subject  to  further 
rules,  as  may  be  adopted  by  the  Board  under  the  require¬ 
ments  of  section  60  of  the  Multiple  Dwelling  Law,  to  take 
effect  when  such  rules  are  adopted;  that  the  ventilating  sys¬ 
tem  shall  comply  with  the  requirements  of  the  Building  Code 
and  shall  be  of  the  mechanical  type  with  not  less  than  four 
(4)  changes  of  air  per  hour  and  the  exhaust  of  which  shall 
be  carried  up  above  the  main  roof  of  the  building ;  that  all 
permits  required  and  all  work  involved  shall  be  completed 
within  one  (1)  year  from  the  date  of  this  resolution. 


504-27-BZ. 

APPLICANT — Colonial  Beacon  Oil  Company,  for  Patrick 
Hangley,  owner. 
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SUBJECT — Application  for  consideration — reopening  and 
amendment — re  Application  (decision  of  the  super¬ 
intendent  of  buildings),  under  section  21  of  the 
building  zone  resolution,  permitting  in  a  business  use 
district  the  erection  and  maintenance  of  a  gasoline 
service  station. 

1  REMISES  AFFECTED — Southwest  corner  of  Broadway 
and  West  230th  street  (Block  No.  3402,  Lot  No. 
652),  Borough  of  The  Bronx. 

APPEARANCES— 


For  Applicant:  Joseph  B.  Lynch. 

AC  I  ION  Oh  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  n 


61-32-BZ. 

APPLICANT— Joseph  Goldberg,  for  Joseph  P.  Day,  In¬ 
corporated,  owner. 

SUB  J  EC  I — Application  for  consideration — reopening  and 
extension  of  time — re  Application  (decision  of  the 
superintendent  of  buildings),  under  section  21  of  the 
building  zone  resolution,  permitting  in  a  business 
use  district  the  erection  and  maintenance  of  a  gaso¬ 
line  service  station. 

PREMISES  AFFECTED — 64-70  Neptune  avenue,  south¬ 
west  corner  of  Hoff  street  (Block  No.  7516,  Lot 
No.  2371),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Joseph  Goldberg. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  . .  g 


-Maurice  G.  Uslan,  for  Louis  M.  Brann, 


179-37-BZ. 

APPLICANT- 
owner. 

SUBJECT— Application  reopened  June  11,  1940  (re  deci¬ 
sion  of  the  borough  superintendent  of  buildings), 
under  section  21  of  the  building  zone  resolution,  to 
permit  in  a  business  use  district  the  operation  of  a 
clothes-cleaning  unit  as  an  accessory  use  to  the 
laundry  business  conducted  therein  (erection  and 
maintenance  of  a  garage  for  more  than  five  (5) 
Previously  granted  by  the  Board). 

PREMISES  AFFECTED — 461  Bay  street,  east  side,  434.23 
ft.  north  of  Wave  street  (Block  No.  488,  Lot  No. 

.  ___  Stapleton,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Irving  M.  Fenichel. 

ACT  ION  OF  BOARD — Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  g 


94-38-BZ. 

APPLICANT — William  L.  Schrauth,  for  Jeho  Company, 
Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
rehearing— re  Application  (decision  of  the  borough 
superintendent  of  buildings),  under  section  7h  of  the 
building  zone  resolution,  to  permit  in  a  business  use 
district,  for  a  temporary  period  of  not  more  than 
two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles  (previously  denied). 


PREMISES  AFFECTED— 89-02  to  89-12  166th  street, 
southwest^  corner  of  89th  avenue  (Block  No.  866, 
Lot  No.  72),  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  William  L.  Schrauth. 

AC  I  ION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  g 


848-38-BZ. 

APPLICANT — J.  G.  L.  Molloy,  for  Craufombe  Estates, 
Incorporated,  owner  (Shell  Union  Oil  Corporation, 
lessee). 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  as  to  signs— re  Application 
(decision  of  the  borough  superintendent  of  build- 
ings)^  under  section  21  of  the  building  zone  resolu¬ 
tion,  permitting  in  a  business  use  district  the  erec¬ 
tion  and  maintenance  of  an  accessory  building  on 
an  existing  gasoline  service  station. 

PREMISES  AFFECTED— 2942-2948  Avenue  U  and  2102- 
2112  Haring  street,  southwest  corner  (Block  No. 
7363,  Lot  No.  5),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  George  B.  Levy. 

ACTION  OF  BOARD — Request  to  reopen  denied. 

THE  VOTE  TO  REOPEN— 

Affirmative  .  o 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 


106-40-BZ. 

APPLICANT — Colonial  Beacon  Oil  Company,  lessee,  for 
Marie  Kienzle,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment— re  Application  (decision  of  the  bor¬ 
ough  superintendent  of  buildings),  under  sections 
7c  and  21  of  the  building;  zone  resolution,  permitting 
in  a  business  use  district  the  erection  and  main¬ 
tenance  of  a  building  to  be  used  as  a  lubritorium, 
auto  laundry  and  office  j?n  a  plot  upon  which  there 
has  existed  a  gasoline  service  station. 

PREMISES  AFFEC1  ED — 341  Victory  boulevard  and  24 
Cebra  avenue,  southwest  corner  (Block  No.  115, 
Lot  No.  63),  Tompkinsville,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch. 

For  Administration:  John  J.  O’Keefe,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Request  to  reopen  withdrawn. 

THE  VOTE  TO  WITHDRAW  REQUEST  TO  RE¬ 
OPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  . .  g 


302-29-BZ. 

APPLICANT— Reginald  S.  Hardy,  for  John  Sklar  Holding 
Company,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — extension  of 
time  to  complete  work— re  Application  (decision 
of  the  superintendent  of  buildings),  under  section 
21  of  the  building  zone  resolution,  permitting,  partly 
in  a  residence  use  district  and  partly  in  a  business 
use  district,  the  erection  and  maintenance  of  a 
garage  for  more  than  five  (5)  motor  vehicles  (ap¬ 
plication  reopened  July  2,  1940,  subject  to  usual 
procedure — re  amendment  of  resolution). 
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PRFMTSES  AFFECTED — 146-156  East  98th  street,  north- 
PRE  ^st  Corner  of  Winthrop  street  (Block  No.  4616, 
Lot  No.  38),  Borough  of  Brooklyn. 

APPEARANCES—  .  c  „  , 

For  Applicant:  Reginald  S.  Hardy. 

ACTION  OF  BOARD— Time  extended. 

THF  VOTE  TO  EXTEND  TIME) — •  .  . 

Affirmative :  Chairman  Murdock,  Commissigiers 

Savage  and  Blum  and  Deputy  Chief  Gunn  4 

Negative  . 

THE  RESOLUTION— 302  29  Bz) 

Whereas,  this  application  affecting  preraises  1«-156  East 

98th  street  northwest  corner  of  Winthrop  street  ( 

4616  Loi  No  38),  Borough  of  Brooklyn,  was  granted 

ST  SpSS  -  — t  vote  ol  the 

thttfte  Board  of  Standards  and  App^lsjoes 

uTtTS^cfto^me  within  which  to  obtain  permits 
and  complete  the  work,  so  that  as  amended  thts  port, on  of  the 

resoWion  shall ^d:  ired  shaU  be  obtained  and  all  work 

involved  Snpleted  within  one  (1)  year  from  the  date 
of  this  amended  resolution. 


mrs,  said  opening  to  be  not  over  12  ft.  in  width  and 
equipped  with  a  tight  gate,  to  be  kept  closed  f  £ 
times  except  when  cars  are  entering  or  leaving  the 
premises;  that  there  shall  be  no  gasoline  *^ed  oojhe 
premises  other  than  in  tanks  of  the  cars  stored  thereon , 
that  there  shall  be  no  motor  vehicle  repairing  carried 
on-  that  all  permits  required  shall  be  obtained  and  all 
work  completed  within  three  (3)  months  from  the  d  t 
of  this  amaxded  resolution.” 


215  32-BZ 

APPLICANT— Louis  de  Riviere,  lessee,  for  Betty  Berk, 

SUBJECT— Application  for  consideration-reopening  and 

S  J  extension  of  permit-re  Application  (decision  of  the 
superintendent  of  buildings),  under  section  21  of  the 
budding  zone  resolution,  permitting  in  a  residence 
use  district  the  maintenance  of  an  open-air  parking 
space  for  more  than  five  (5)  motor  vehicles  for  a 

PRFMISeES014^FECTEb— 670-674  Halsey  street,  south 
P  side  125  ft  west  of  Patchen  avenue  (Block  No. 
1667,  Lot  No.  35),  Borough  of  Brooklyn. 

appearances— 

For  Applicant :  G.  Helfert.  .. 

ACTION  OF  BOARD— Application  reopened  and  permit 

THF  VOTE  TO  REOPEN  AND  EXTEND  PERMIT 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

Negative  . 

THE  RESOLUTION— 

(215-32-BZ) 

Whereas,  this  application  affecting  premises  670-674  Hal- 
™  street  south  side,  125  ft.  west  of  Patchen  avenue 
(Block  No.  1667  Lot  No.  35),  Borough  of  Brooklyn  was 
granted  by  the  Board  July  22,  1932,  on  certain  conditions, 
resolution*  amended  July  7,  1936,  permit  extended  July  6, 
1938,  and  applicant  requests  a  furthej  extension  of  the  per 

^solved,  that  the  Board  of  Standards  “d  ApP'als  does 
hereby  amend  its  resolution  of  July  22,  1932,  so  that  as 
amended  the  resolution  shall  read . 

“the  application  be  and  it  hereby  is  granted,  under  sec¬ 
tion  7g,  as  amended  June  28,  1940,  to  permit  the  use 
of  these  premises  for  open-air  parking  for  a  term  of  two 
(2)  years  from  the  date  of  this  amended  resolution.,  on 
condition  that  the  cars  parked  or  stored  on  the  premises 
shall  be  of  the  pleasure-car  type  only,  prohibiting  any 
trucks  or  taxicabs;  that  there  shall  be  erected  on  the 
building  line  for  the  entire  length  where  not  occupied 
bv  the  building  a  tight  fence  not  less  than  10  ft.  in 
height  with  only  one  opening  for  exit  and  entrance  of 


328-34-BZ. 

APPLICANT— S.  Sheldon  Meyers,  for  Max  Mirowitz, 

SUBJECT — Application  for  consideration— reopening  and 
J  extension  of  time-re  Application  (decision  of  the 
commissioner  of  buildings),  under  section  21  of  the 
building  zone  resolution,  permitting  in  a  residence 
use  district  the  change  of  occupancy  of  an  existing 
building  to  a  garage  for  mote  than  five  (5)  motor 
vehicles  for  a  temporary  period. 

PREMISES  AFFECTED — 1449  Vyse  avenue  west  side, 
100  ft.  south  of  Jennings  street  (Block  No.  298/, 
Lot  No.  33),  Borough  of  The  Bronx. 

APPEARANCES- 

For  Applicant:  Emanuel  Berkenfeld. 

ACTION  OF  BOARD— Application  reopened  and  time 

THE  VOTETO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

Negative  . 

THE  RESOLUTION— 

(328-34-BZ) 

Whereas,  this  application  affecting  premises  1449  Vyse 
avenue,  west  side.  100  ft.  south  of  Jennings  street  (Block 
No.  2987,  Lot  No.  33),  Borough  of  The  Bronx,  was  granted 
by  the  Board  October  22,  1935,  reso^tion  amended  May  5 
1936  and  July  7,  1936,  and  time  extended  July  9,  1937,  July 
20  1938,  and  July  5.  1939,  and  applicant  requests  a  further 
extension  of  time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  October  22,  1988,  as 
amended  by  resolution  of  July  7,  1936,  only  so  far  as  it  has 
reference  to  obtaining  permits  and  completion  of  work,  so 
that  as  amended  this  portion  of  the  resolution  shall  read: 

“that  all  permits  required  shall  be_  obtained  and  all  work 
involved  shall  be  completed  within  one  (1)  year  from 
the  date  of  this  amended  resolution. 


630-38-BZ. 

APPLICANT— Bethlehem  Engineering  Corporation,  ior 
Mutual  Life  Insurance  Company,  owner.  . 

SUBJECT — Application  for  consideration- — reopening  an 
amendment— re  Application  (decision  of Whe ^  acting 
borough  superintendent  of  buildings),  under. section 
7b  7c  and  21  of  the  building  zone  resolution,  per¬ 
mitting,  partly  in  a  restricted  retail  use  district  and 
partly  in  a  retail  use  district,  the  erection  and  main¬ 
tenance  of  a  building  to  be  used  as  a  motion  Picture 
theatre,  a  bus  station  and  garage  for  more  than 
five  (5)  motor  vehicles.  . 

PREMISES  AFFECTED  118-134  Park  avenue  west 
side,  from  East  41st  street  to  East  42nd  street,  5/ 
63  East  41st  street  and  74-82  East  42nd  street 
(Block  No.  1276,  Lot  No.  33),  Borough  of  Man¬ 
hattan. 

APPEARANCES—  _  .  .  . 

For  Applicant:  John  B.  Peterkm. 

ACTION  OF  BOARD— Application  reopened,  resolution 
amended  and  time  extended. 
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THE  VOTE  TO  REOPEN,  AMEND  RESOLUTION 

AND  EXTEND  TIME— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  0 

THE  RESOLUTION— 

(630-38-BZ) 

\\  hereas,  this  application  under  sections  7b,  7c  and  7g 
of  the  building  zone  resolution,  to  permit,  partly  in  a  re¬ 
stricted  retail  use  district  and  partly  in  a  retail  use  district, 
the  erection  and  maintenance  of  a  budding  to  be  used  as  a 
motion  picture  theatre,  a  bus  station  and  garage  for  more 
than  five  (5)  motor  vehicles,  affecting  premises  118-134 
Park  avenue,  west  side,  from  East  41st  street  to  East  42nd 
street,  57-63  East  41st  street  and  74-82  East  42nd  street' 
(Block  No.  1276,  Lot  No.  33),  Borough  of  Manhattan,  was 
granted  by  the  Board  September  27,  1938,  resolution 
amended  May  23,  1939,  and  September  26,  1939,  and  the  ap¬ 
plicant  requested  a  further  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  by  the  Board  on  Sep¬ 
tember  27,  1938,  as  last  amended  by  resolution  of  September 
26,  1939,  so  that  as  amended  the  resolution  shall  read: 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolu¬ 
tion  and  that  the  application  be  and  it  hereby  is 
granted j  under  sections  7b,  7c  and  7g,  to  permit  the 
construction  and  use  of  the  building  substantially  as 
indicated  on  plans  and  proposal  filed  with  this  ap¬ 
plication  for  use  as  an  air-line  bus  terminal,  air-line 
bus  storage,  motion  picture  theatre  having  not  over 
599  seats,  and  the  transient  storage  of  more  than  five 
(5)  motor  vehicles,  on  condition  that  the  building 
shall  be  constructed  throughout  with  Class  1  con¬ 
struction;  that  the  building  shall  be  faced  with  lime¬ 
stone  or  other  natural  stone  on  facades  of  all  streets; 
that  the  elevators  used  for  the  air-line  buses  shall 
be  entirely  enclosed  and  separated  from  the  balance 
of  the  building  with  fireproof  materials;  that  the 
space  to  be  used  for  the  storage  of  automobiles  shall  be 
entirely  separated  from  balance  of  building  with  fire¬ 
proof  construction  with  its  own  legal  fireproof  stair¬ 
ways  independent  of  any  other  occupancy  leading  di¬ 
rectly  to  the  street ;  that  this  portion  of  the  building 
shall  be  protected  with  a  two-source  sprinkler  system 
and  a  standpipe  system  and  equipped  with  a.  system  of 
mechanical  ventilation  of  supply  and  exhaust  in  all 
parts ;  that  the  space  beyond  the  building  line  used  in 
connection  therewith  shall  be  subject  to  proper  license 
and  franchise  issued  by  the  Borough  President  or  any 
other  city  department  authorized  to  issue  same;  that 
the  approval  of  the  Board  of  Transportation  shall  be 
obtained  for  the  construction  and  use  in  connection  with 
adjoining  subway ;  that  no  storage  or  gasoline  shall  be 
permitted  in  the  premises  except  in  the  individual  tanks 
of  the  automobiles;  that  only  motor  vehicles  of  the 
pleasure-car  type  shall  be  stored ;  (hat  no  servicing  or 
repairing  of  automobiles  whatever  shall  be  conducted 
on  the  premises;  that  the  theatre  shall  be  separated 
from  the  balance  of  the  building  by  fireproof  construe- 
tion  with  its  own  independent  legal  exits  to  Park  ave¬ 
nue  and  East  42nd  street ;  that  an  additional  pent-house 
story  next  above  the  waiting  room  may  be  constructed 
for  occupancy  as  office  space  in  connection  with  the 
general  uses  of  the  building;  that  signs  shall  be  re¬ 
stricted  against  any  roof  signs  and  any  illuminating 
signs  advertising  the  theatre  or  air-line  bus  use  and 
permitting  only  such  signs  as  would  normally  be  re¬ 
quired  for  the  tenants  of  the  building,  except  there  may 
be  erected  on  East  41st'  street  a  sign  advertising  the 
parking  use,  which,  may  extend  beyond  the  building  line 
for  a  distance.  not  over  two  (2)  ft.  and  bearing  the 
word  ‘Parking’  with  an  arrow  pointing  to  the  parking 


entrance;  that  this  sign  shall  not  exceed  an  area  of 
20  sq.  ft. ;  that  the  uses  as  herein  permitted  shall  con¬ 
tinue  only  so  long  as  the  main  occupancy  of  the  building 
is  for  the  offices  and  bus  station  of  the  air-line;  that 
the  plans  marked  ‘Received  May  17,  1939’,  be  and  they 
hereby  are  approved  as  generally  in  compliance  with 
the  requirements  of  the  resolution  adopted  by  the  Board 
on  September  27,  1938;  that  the  building  shall  be  faced 
with  limestone,  as  shown  on  plans,  except  such  portions 
where  plans  indicate  architectural  terra  cotta,  and  that 
the  parking  and  storage  of  motor  vehicles,  as  permitted 
under  the  resolution,  shall  be  omitted,  except  insofar  as 
it  has  reference  to  the  parking  and  storage  of  the  air¬ 
line  buses ;  that  in  the  event  the  owner  desires  to  omit 
the  storage  of  cars,  as  hereinbefore  permitted,  and  to 
substitute  the  storage  of  buses  used  in  connection  with 
the  air-lines,  in  Basement  A  and  Basement  B,  with  a 
ramp  from  East  41st  street,  as  indicated  on  revised 
floor  plans  marked  ‘Received  September  22,  1939’,  and 
to  continue  the  elevator  and  escalator  from  such  floors 
to  the  main  floor,  such  changes  may  be  permitted,  on 
condition  that  in  all  other  respects  the  plans  approved 
by  the  Board  on  May  23,  1939,  shall  be  complied  with; 
that  in  the  event  the  owner  desires  to  use  the  northeast 
portion  of  the  first  floor  and  Basement  A  for  restaurant 
purposes,  such  restaurant  space  as  indicated  on  plans 
marked  ‘Received  July  10,  1940’,  may  be  permitted,  pro- 
vided  all  requirements  of  all  laws,  rules  and  regulations 
applicable  to  stick  use  are  complied  with;  that  all  per¬ 
mits  required  shall  be  obtained  and  all  work  involved 
completed  within  one  (1)  year  from  the  date  of  this 
amended  resolution 


762-3 8-BZ. 

■APPLICANT — Henry  Nordheim,  for  Dorothy  Bell  Dyer 
and  Isabel  Sturges,  owners  (Gardner  Super  Service, 
Incorporated,  lessee) . 

SUBJECT — Application  for  consideration — reopening  and 
amendment — re  Application  (decision  of  the  bor¬ 
ough  superintendent  of  buildings),  under  section  7h 
of  the  building  zone  resolution,  permitting  in  a 
business  use  district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 1670-1716  Southern  boulevard, 
east  side,  50  ft.  south  of  East  174th  street  (Block 
No.  2983,  Lot  Nos.  7,  11,  15  and  21),  Borough  of 
The  Bronx. 

APPEARANCES— 

For  Applicant:  Henry  Nordheim,  Rose  Gardner 
and  M.  Gardner. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

Negative  .  o 

THE  RESOLUTION— 

(762-38-BZ) 

Whereas,  Henry  Nordheim,  for  Dorothy  Bell  Dyer  and 
Isabel  Sturges.,  owners  (Gardner  Super  Service,  Incor¬ 
porated,  lessee),  filed  September  1,  1938,  an  application  under 
section  7h  of  the  building  zone  resolution,  to  permit  in  a 
business  use  district,  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  1670-1716  Southern  boule¬ 
vard,  east  side,  50  ft.  south  of  East  174th  street  (Block  No. 
2983,  Lot  Nos.  7,  11,  15  and  21),  Borough  of  The  Bronx; 
and 

Whereas,  this  application  was  granted  by  the  Board 
May  23,  1939,  on  certain  conditions,  and  the  applicant  re¬ 
quested  an  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
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hereby  amend  its  resolution  of  May  23,  1939,  only  so  far  as 
it  has  reference  to  the  amount  of  frontage  of  the  plot  on 
which  parking  is  to  be  permitted,  so  that  as  amended  this 
portion  of  the  resolution  shall  read: 

“only  in  so  far  as  it  affects  the  portion  of  the  plot  to 
the  north  of  the  frontage  of  300  ft.  along  Southern 
boulevard.” 

411-39-BZ. 

APPLICANT— Lama  and  Proskauer,  for  Violet  Bazerman, 

owner.  .  .  , 

SUBJECT— Application  for  consideration— reopening  and 
amendment — re  Application  (decision  of  the  acting 
borough  superintendent  of  buildings),  under  section 
21  of  the  building  zone  resolution,  permitting _  in  a 
business  use  district  the  extension  of  an  existing 
gasoline  service  station. 

PREMISES  AFFECTED — 2932-2936  Ocean  parkway, 

southwest  corner  of  Sheepshead  Bay  road  (Block 
No.  7282,  Lot  Nos.  1  and  4),  Borough  of  Brook¬ 
lyn. 

APPEARANCES—  J  „ 

For  Applicant:  Alfred  A.  Lama  and  Max  Bazer¬ 
man.  . 

For  Opposition:  Harold  Klorfein,  Department  ot 

parks. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 

TION-  .  ,  ,  „ 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  0 

THE  RESOLUTION— 

(411-39-BZ) 

Whereas  Lama  and  Proskauer,  for  Violet  Bazerman, 
owner,  filed ’March  31,  1939,  an  application  under  section  21 
of  the  building  zone  resolution,  to  permit  Jn  a  business  use 
district  the  extension  of  an  existing  gasoline  service  station; 
premises  2932-2936  Ocean  parkway,  southwest  corner  of 
Sheepshead  Bay  road  (Block  No.  7282,  Lot  Nos.  1  and  4), 
Borough  of  Brooklyn;  and 

Whereas,  this  application  was  granted  by  the  Board 
October  17,  1939,  on  certain  conditions,  and  the  applicant 
requested  an  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  on  October  17,  1939,  so 
that  as  amended  the  resolution  shall  read : 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution 
and  that  the  application  be  and  it  hereby  is  granted, 
under  section  7c  thereof,  to  permit  the  extension  of  the 
existing  gasoline  service  station  and  the  alteration  and 
reconstruction  of  the  accessory  building  substantially  as 
indicated  on  revised  plans  marked  ‘Received  October 
16,  1939’,  on  condition  that  the  accessory  building  shall 
be  constructed  of  incombustible  materials,  except  that 
the  roof  boarding,  roof  beams,  window  frames  and  sash, 
door  frames  and  doors  may  be  of  wood,  provided  there 
are  no  windows  erected  or  constructed  in  the  lot  line 
walls  to  the  south  and  west;  that  the  accessory  build¬ 
ing  shall  not  exceed  one  story  in  height  and  shall  be 
arranged  for  auto  laundry,  lubritorium  and  office  as 
shown  on  plans;  that  any  skylights  erected  in  the  roof 
shall  be  not  nearer  than  10  ft.  to  the  lot  line,  except  for 
legal  ventilation  for  toilets;  that  there  shall  be  erected 
on  the  interior  lot  line  to  the  south  continuously  from 
accessory  building  to  Ocean  parkway  a  masonry  wall 
agreeing  in  construction  and  material  with  the  acces¬ 
sory  building,  and  not  less  than  6  ft.  in  height,  except 
that  such  wall  may  be  not  less  than  3  ft.  6  in.  in  height 
for  a  distance  of  30  ft.  from  Ocean  parkway  and  faced 
on  both  sides  with  face  brick;  that  the  entire  plot 


where  not  occupied  by  accessory  buildings  shall  be 
cement  paved,  except  for  planting  areas,  as  shown,  and 
except  for  the  area  30  ft.  from  Ocean  parkway  under 
the  jurisdiction  of  the  Department  of  Parks;  that  such 
30  ft  area  shall  be  maintained  as  the  park  commis¬ 
sioner  shall  direct,  and  no  driveways  for  crossing  shall 
be  permitted  unless  specifically  permitted  by  him ,  that 
curb  cuts  shall  be  restricted  to  Sheepshead  Bay  road  to 
one  cut  not  over  50  ft.  in  width  and  not  nearer  than 
15  ft.  from  the  westerly  building  line  and  to  a  cut  not 
over  25  ft.  in  width  not  nearer  than  30  ft.  to  the  build¬ 
ing  line  of  Ocean  parkway,  unless  permitted  by  the 
Park  Department  to  be  not  nearer  than  10  ft.  there¬ 
from  ;  that  gasoline  pumps  erected  shall  be  of  the  park¬ 
way  type  and  shall  be  not  nearer  than  12  ft.  to  the 
building  line  of  Sheepshead  Bay  road;  that  planting 
shall  be  maintained  along  the  lot  line  wall  to  the  south 
and  planted  areas  shall  be  protected  with  concrete 
curbing;  that  the  doors  to  the  lubritorium  may  be  ot 
wood,  provided  the  greasing  equipment  is  of  the  hy¬ 
draulic  type;  that  if  greasing  pits  are  installed,  the 
greasing  pits  shall  be  ventilated  through  the  roof  y 
means  of  ducts  with  motor-driven  fan  of  the  sparkproot 
type ;  that  no  parking  of  cars  shall  be  permitted,  e^ePt 
those  being  serviced,  and  no  repairing  of  automobiles , 
that  signs  shall  be  restricted  to  permanent  signs  at¬ 
tached  to  the  facade  of  the  accessory  building  and  to 
the  illuminated  globes  of  the  gasoline  pumps,  excluding 
all  roof  signs  and  all  temporary  signs,  but  permitting 
the  erection  within  the  building  line  of  a  post  standard 
or  bracketed  sign,  located  toward  the  westerly  end 
toward  Sheepshead  Bay  road,  advertising  only  the  brand 
of  gasoline  on  sale,  provided  such  sign  does  not  extend 
beyond  the  building  line  for  a  distance  of  more  than  4 
ft.]  and  permitting  the  erection  within  the  plot,  toward 
the  southerly  lot  line  and  not  within  the  30  ft.  area 
under  the  jurisdiction  of  the  park  commissioner,  of  a 
post  standard  for  supporting  a  sign,  advertising  only 
the  brand  of  gasoline  on  sale,  and  permitting  such  sign 
to  be  illuminated,  provided  such  sign  does  not  extend 
over  the  property  line  to  adjoining  premises;  that  all 
permits  shall  be  obtained  and  all  work  completed  within 
one  (1)  year  from  the  date  of  this  amended  resolution. 


1203-39-BZ. 

APPLICANT— Security  Construction  Company,  owner. 
SUBJECT— Application  for  consideration— reopening  and 
amendment — re  Application  (decision  of  the  borough 
superintendent  of  buildings),  under  section  7 c  of 
the  building  zone  resolution,  permitting  the  erection 
of  a  business  building  (stores),  extending  from  a 
business  use  district  into  a  residence  use  district. 
PREMISES  AFFECTED— 69-80  to  70-08  Grand  avenue 
south  side,  253.51  ft.  east  of  69th  lane,  and  70-01 
57th  road  (Block  No.  2796.  part  of  Lot  No.  13,  and 
Block  No.  2797,  Lot  No.  1),  Maspeth,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Marcel  Weiss. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION—  ,  ,  „ 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

Negative  .  w 

THE  RESOLUTION— 

(1203-39-BZ) 

Whereas,  Edwin  W.  Kleinert  and  A.  Stanley  Miller,  for 
Security  Construction  Company,  owner,  filed  September  29, 
1939,  an  application  under  the  building  zone  resolution,  to 
permit  the  erection  of  a  business  building  (stores),  extend- 
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inR  from  a  business  use  district  into  a  residence  use  dis- 
trut-  premises  69-80  to  70-08  Grand  avenue  south  side, 
east  of  69th  lane,  and  70-01  57th  road  (Block  No. 
>/.  Lot  No.  1,  and  Block  No.  2796,  part  of  Lot  No.  13). 
Maspeth,  Borough  of  Queens;  and 

Whereas  this  application  was  granted  by  the  Board  De- 
cember  1939 ,  on  certain  conditions,  and  the  owner  re- 
quested  an  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
5erefy  resolution  adopted  by  the  Board  on  Decem- 

ber  I-,  1  LI 9.  as  amended  by  resolution  adopted  bv  the  Board 
on  March  5,  1940,  so  that  as  amended  the  resolution  shall 

read : 

Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  'variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution 
and  that  the  application  be  and  it  hereby  is  granted, 
under  section  7,  subdivision  c  thereof,  to  permit  the  ex- 
tens'on  of  the  proposed  building,  as  indicated  on  plans 
filed  herein,  into  the  residence  use  area  and  to  permit 
use  of  rear  yard  in  connection  therewith,  on  condition 
that  the  building  shall  extend  into  the  residence  use  area 
for  a  distance  of  not  more  than  25  ft.;  that  the  build¬ 
ing  within  the  residence  use  area  shall  not  exceed  one 
Story  in  height  ;  that  in  all  other  respects  the  building 
shall  comply  with  all  laws,  rules  and  regulations  applic¬ 
able  thereto ,  that  there  shall  be  no  windows  in  the  side 
walls  opening  upon  adjoining  properties;  that  no  signs 
shall  be  erected  on  any  part  of  the  building  or  prem¬ 
ises  within  the  residence  use  area;  that  the  balance  of 
the  plot  shall  be  left  open  and  unbuilt  upon  and  shall  be 
enclosed  with  a  substantial  fence  with  not  more  than 
one  opening  therein  to  70th  street;  that  such  opening 
may  be  not  over  10  ft.  in  width ;  that  the  open  yard  shall 
be  properly  surfaced  and  shall  be  landscaped  substan- 
n  ifvjn?  indicated  on  sketch  marked  ‘Received  December 
9  1939  ,  that  this  vard  shall  be  used  solely  for  delivery 
of  packaged  -  goods  for  sale  in  the  proposed  building 
and  at  no  time  for  parking  or  storage  of  motor  ve¬ 
hicles  or  for  delivery  0f  goods  sold  at  retail;  that  no 
shipping  platform  shall  be  constructed;  that  as  a  con¬ 
sideration  for  the  granting  of  this  variation,  the  owner 
agrees  that  no  automobiles  shall  be  permitted  to  traverse 
5/th  road  (Link  place),  to  enter  the  rear  yard;  that  this 
owner  will  grade  and  lav  temporary  pavement  in  70th 
street  from  57th  road  to  5/th  drive;  that  he  will  deed  to 
the  City  of  New  \ork  such  land  as  he  now  owns  as  may 
be  necessary  for  the  opening  of  70th  street,  as  indicated 
on  plan  prepared  by  the  Topographical  Bureau  of  the 
Borough  of  Queens ;  that  he  will  deed  or  lease  without 
charge  to  the  City  of  New  York  the  balance  of  Lot 
No.  13  for  use  as  a  park  and  playground,  orovided  the 
City  accepts-  such  offer  within  one  ( 1 )  year ;  that  com¬ 
plete  working  plans  showing  building,  fencing  and 
planting  shall  be  submitted  to  the  Board  for  approval 
prior  to  filing  with  the  borough  superintendent  of  build¬ 
ings;  that  in  all  other  respects  all  laws,  rules  and  regu¬ 
lations  shall  be  complied  with  as  varied  by  the  Board 
under  Cal.  No.  1046  of  1939-A  and  the  resolution 
adopted  thereunder  on  November  14,  1939,  shall  be 
complied  writh  in  all  respects ;  that  there  may  be  attached 
to  the  ornamental  supporting  pence  at  the  rear  of  light 
mesh  wire,  from,  rail  to  rail,  proznded  such  wire  is  at¬ 
tached  on  the  interior  side,  proznded  that  no  permanent 
certificate  of  occupancy  for  the  building  is  issued  until 
after  the  requirements  as  herein  set  forth  are  complied 
unth,  and,  further,  that  ezndence  is  submitted  to  the  bor¬ 
ough  superintendent  of  buildings  that  a  deed  has  been 
delivered  to  the  City  for  the  space  to  be  occupied  for 
street  purposes  and  that  a  deed  under  the  provision  stated 
m  this  resolution  for  space  hereinbefore  referred  to  has 
been  offered  to  the  Park  Department  for  playground 
purposes;  that  all .  permits  shall  be  obtained  and  oil 
zvork  completed  unthin  one  (1)  year  from  the  date  of 
this  amended  resolution 


1318-39-BZ. 

APPLICANT— Matthew  W.  Del  Gaudio,  for  Anna 
Palermo,  Anna  Shields  and  Laura  L.  Dudley, 
owners. 

SUBJECT  Application  for  consideration — approval  of 
Iilans-  re  Application  (decision  of  the  borough 
superintendent  of  buildings),  under  sections  7a,  7c 
and  21  of  the  building  zone  resolution,  permitting 
in  a  business  use  district  the  extension  of  an  exist- 
ir>g  gasoline  service  station. 

PREMISES  AFFECTED — 8917-8921  Fourth  avenue  and 
401-403  90th  street,  northeast  corner  (Block  No. 
6066,  Lot  Nos.  1  to  3,  inclusive),  Borough  of 
Brooklyn. 

APPEARANCES— 

_ _ For  Applicant:  Joseph  P.  Cosenza. 

ACTION  OF  BOARD — Plans  approved. 

THE  VOTE  TO  APPROVE  PLANS— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

Negative  .  o 

THE  RESOLUTION— 

(1318-39-BZ) 

Whereas,  Matthew  W.  Del  Gaudio,  for  Anna  Palermo, 
Anna  Shields  and  Laura  L.  Dudley,  owners,  filed  October 
25,  1939,  an  application  under  sections  7a,  7c  and  21  of  the 
building  zone  resolution,  to  permit  in  a  business  use  district 
•  e  e*te”sion  an  listing  gasoline  service  station ;  prem¬ 
ises  8917-8921  Fourth  avenue  and  401-403  90th  street,  north¬ 
east  corner  (Block  No.  6066,  Lot  Nos.  1,  2  and  3),  Bor¬ 
ough  of  Brooklyn ;  and 

Whereas,  this  application  was  granted  by  the  Board 
February  27,-  1940,  on  certain  conditions,  one  of  which  re¬ 
quired  submission  of  working  drawings  for  approval  by 
the  Board,  and  the  applicant  requested  approval  of  such 
plans. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  plans  as  submitted  June  26,  1940,  as  com¬ 
plying  with  the  resolution  adopted  by  the  Board  on  Febru¬ 
ary  27,  1940,  and  to  permit  the  curb  cuts  as  shown,  namely, 
two,  each  20  ft.  in  width,  on  90th  street,  and  two  on  Fourth 
avenue,  one  toward  the  south,  24  ft.  in  width,  and  one  toward 
the  north,  24  ft.  6  in.  in  width,  on  condition  that  in  all  other 
respects  the  requirements  of  the  resolution  and  these  plans 
shall  be  complied  with,  and  that  the  windows  in  the  accessory 
building  opening  from  store  are  made  fireproof,  self-closing 
and  glazed  with  wire  glass. 


1392-39-BZ. 

APPLICANT — Herman  Kron,  for  870  Eighth  Avenue 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time — re  Application  (decision  of  the 
borough  superintendent  of  buildings),  under  section 
7h  of  the  building  zone  resolution,  permitting, 
partly  in  a  business  use  district  and  partly  in  a 
retail  use  district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  transient  parking  of 
more  than  five  (5)  motor  vehicles,  the  Board  hav¬ 
ing  previously  granted  permission  to  occupy  a  por¬ 
tion  of  these  premises  as  a  parking  and  storage 
space  for  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 870-872  Eighth  avenue  and 
265-273  West  52nd  street,  northeast  corner  (Block 
No.  1024.  Lot  Nos.  1,  2,  104.  105  and  106),  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Herman  Kron. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  o 
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THE  RESOLUTION — 

(1392-39-BZ) 

Whereas,  this  application  under  section  7h  of  the  build¬ 
ing  zone  resolution,  to  permit,  partly  in  a  business  use  dis¬ 
trict  and  partly  in  a  retail  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles,  the  Board 
having  previously  granted  permission  to  occupy  a  portion 
of  these  premises  as  a  parking  and  storage  space  for  more 
than  five  (5)  motor  vehicles;  premises  870-872  Eighth  ave¬ 
nue  and  265-273  West  52nd  street,  northeast  corner  (Block 
No.  1024,  Lot  Nos.  1.  2,  104,  105,  5  and  106),  Borough  of 
Manhattan,  was  granted  by  the  Board  February  14  1940. 
on  certain  conditions,  and  the  owner  requested  an  extension 
of  time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  of  February  14,  1940,  only  so 
far  as  it  has  reference  to  obtaining  permits  and  completion 
of  the  work,  so  that  as  amended  that  portion  of  the  resolu¬ 
tion  shall  read : 

“that  all  permits  shall  be  obtained  and  all  work  shall 
be  completed  within  three  (3)  months  from  the  date  of 
this  amended  resolution 


1545-39-BZ. 

APPLICANT— Lama  and  Proskauer,  for  Mamie  Tusa, 
owner. 

SUBJECT— Application  for  consideration  —  reopening, 
amendment  and  approval  of  plans — re  Application 
(decision  of  the  borough  superintendent  of  build¬ 
ings)  ,  under  sections  7c  and  21  of  the  building  zone 
resolution,  permitting  in  a  business  use  district  the 
extension  of  a  gasoline  service  station. 

PREMISES  AFFECTED— 2063-2079  Stillwell  avenue  and 
2602-2618  86th  street,  southeast  corner  (Block  No. 
7092  Lot  No.  60),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

ACTION  OF  BOARD— Plans  approved. 

THE  VOTE  TO  APPROVE  PLANS— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

Negative  .  0 

THE  RESOLUTION— 

(1545-39-BZ) 

Whereas,  this  application  under  sections  7c  and  21  of 
the  building  zone  resolution,  to  permit  in  a  business  use  dis¬ 
trict  the  extension  of  a  gasoline  service  station ;  premises 
2063-2079  Stillwell  avenue  and  2602-2618  86th  street,  south¬ 
east  corner  (Block  No.  7092,  Lot  No.  60),  Borough  of 
Brooklyn,  was  granted  by  the  Board  March  14,  1940,  on 
certain  conditions,  one  of  which  required  submission  of  a 
plan  for  further  consideration  by  the  Board,  and  the  appli¬ 
cant  requested  approval  of  such  plan. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  plan  marked  “Received  July  9,  1940”,  as 
being  in  substantial  compliance  with  the  requirements  of  the 
resolution  adopted  by  the  Board  on  March  14,  1940,  on  con- 
dition  that  in  addition  to  constructing  a  curb  at  the  intersec¬ 
tion  of  86th  street  and  Stillwell  avenue  and  constructing 
the  curb  cuts  as  shown  thereon,  and  locating  the  pumps  as 
indicated  not  less  than  10  ft.  from  the  street  building  line ; 
that  there  shall  be  a  triangular  block  of  concrete  constructed 
at  the  intersection  of  not  less  than  1  ft.  in  height  and  not 
less  than  5  ft.  from  the  intersection  along  each  street  line. 


PREMISES  AFFECTED — 306  New  Lots  avenue,  south 
side  88  ft.  east  of  Alabama  avenue  (Block  No. 
4296,  Lot  No.  5),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  F.  Strauss. 

For  Administration:  Inspector  Meyer,  Fire  De- 
partment,  and  Morris  Hannes,  Department  of 
Housing  and  Buildings.  1040 

ACTION  OF  BOARD— Laid  over  to  September  17,  19  0, 
at  2  P.M.,  to  allow  applicant  to  confer  with  Build 

ing  Department. 

618-40-A. 

APPLICANT— Alfred  T.  Long.  Incorporated,  owner. 
SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 

PREM I SES™' AFFECTED — 1 267  Flushin*  avenue  north 
sid?,  25  ft.  east  of  Johnson  avenue  and  636-&M 
Johnson  avenue  (Block  No.  2996,  Lot  No.  22), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  T.  Long.  .p.  . 

For  Administration :  Inspector  Meyer,  Fire  Depart- 

ACTION  OFC BOARD— Laid  over  to  September  24,  1940 
at  2  P.M.,  for  inspection  by  a  committee  of  the 

Board. 


648-40-A.  „  „ 

APPLICANT — Martin  Tori,  for  Interstate  Storage  ar 
house,  Incorporated,  owner  (M.  P.  Santim,  Incor- 

SUBJECT— Appeal  from  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED  10-16  Grand  averme,  west  ^ 
80  ft.  11  in.  south  of  Flushing  avenue  (Block  N  <. 
1877,  part  of  Lot  No.  30),  Borough  of  Brooklyn. 

appearances—  .  . 

For  Applicant :  Sophie  Springer. 

For  Administration:  Thomas  A.  Larkin,  Fire  De 

ACTION  OF  BOARD — Laid  over  to  September  17,  1940, 
at  2  P.M.,  on  request  of  applicant’s  representative. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 
1517-39-A. 

APPLICANT— Meyer  Strauss,  for  Estate  of  Martha  W. 

Becker,  owner.  . 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 


704-40-A. 

APPLICANT— Joseph  H.  Cornell,  for  Manufacturers 
Trust  Company,  owner  (Brooklyn  Jewish  Home 
for  Convalescents,  lessees). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED  12-14  Heyson  road  (Sea  Gir 
avenue),  northeast  corner  of  Beach  13th  street 
(Block  No.  118,  Lot  No.  28),  Far  Rockaway,  Bor¬ 
ough  of  Queens. 

APPEARANCES^^  _  jQesph  H  Cornell,  Abraham  Berre 

and  Hattie  R.  Posner.  „  , 

For  Administration:  Inspector  O  Donohue.  Depart¬ 
ment  of  Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  September  24,  194U, 
at  2  P.M.,  for  inspection  by  a  committee  of  the 
Board  and  for  inspection  and  report  by  Building 
Department. 

737-40-A.  ,  , 

APPLICANT — Jack  Z.  Cohen,  for  794  Columbus  Avenue 
Corporation,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent  of  buildings.  .inn 

PREMISES  AFFECTED — 794  Columbus  avenue  and  100- 
102  West  99th  street,  southwest  corner  (Block  wo. 
1853,  Lot  No.  36),  Borough  of  Manhattan. 

APPEARANCES^^.  Larry  Meltzer  and  Leo  Kaiser. 
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For  Administration:  Fred  Dahlem,  Department  of 
Housing  and  Buildings. 

ACTION  Ob  BOARD — Laid  over  to  September  24,  1940, 
at  2  P.M.,  for  inspection  by  a  committee  of  the 
Board. 


750-40- A. 

APPLICAN  T— Boris  VV.  Dorfman,  for  Home  Owners’ 
Loan  Corporation,  owner. 

SUBJEC 1  Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  Ah  FECI  ED — 1925  Ocean  parkway,  east  side 
185  ft.  4  in.  south  of  Avenue  S  (Block  No.  7088,' 
Lot  No.  87),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Boris  W.  Dorfman. 
hor  Administration:  Morris  Hannes,  Department 
of  Housing  and  Buildings. 

ACIION  Ob  BOARD— Laid  over  to  September  24,  1940, 
at  2  P.M.,  for  inspection  by  a  committee  of  the 
Board. 


783-40-A. 

APPLICANT— Milton  B.  YVeissman,  for  Bella  W  Rosen- 

cTTDTT7^Um,A  °wner  (Mallay  Nursery  School,  lessee). 
oUBJECb  Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 223-233  Marlborough  road  and 
la01-1507  Beverly  road,  northeast  corner  (Block 

ADDUADAvriv.  ^0t  ^°*  43),  Borough  of  Brooklyn. 

APPEARANCES — 

For  Applicant:  Milton  B.  Weissman  and  Helena 
Mallay. 

For  Administration :  Morris  Hannes,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  September  24,  1940, 
at  2  P.M.,  for  inspection  by  a  committee  of  the 
Board. 


1239-39-A. 

APPLICAN  I — George  G.  Miller,  for  Dread  Construction 
Company,  owner. 

SLBJECI  Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings  (under  section  35,  General 
City  Law — re  Bed  of  Mapped  Street). 

I  REMISES  AFFECTED — 605  West  239th  street,  north¬ 
east  corner  of  Blackstone  avenue  (Block  No.  3417, 

APPEARANCES^  ^oroug^  °f  The  Bronx. 

For  Applicant:  None. 

ACTION  Ob  BOARD — Appeal  withdrawn  on  written  re¬ 
quest. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock.  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  q 


397-40-A. 

APPLICANT — Margherita  Boccia,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED — 2222  Homecrest  avenue,  west 
side,  180  ft.  south  of  Avenue  V  (Block  No.  7372 A, 
Lot  No.  16),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Ralph  Boccia. 

For  Administration:  Inspector  Meyer,  Fire  De¬ 
partment. 

ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  o 


784-40-A. 

APPLICANT — Ampion  Corporation,  lessee,  for  Quimby 
Corporation,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 47-02  to  47-08  Fifth  street, 
southwest  corner  of  47th  avenue  (Block  No.  20, 

APPEARANCES^  ^°ng  *s^anc*  City,  Borough  of  Queens. 

For  Applicant:  Mack  L.  Kane. 

For  Administration:  Inspector  Maher,  Fire  De¬ 
partment. 

ACTION  Ob  BOARD — Laid  over  to  September  24,  1940, 
at  2  P.M.,  for  inspection  by  a  committee  of  the 
Board. 


564-40-A. 

APPLICANT — Eclipse  Sleep  Products,  Incorporated,  Divi¬ 
sion  of  United  States  Cabinet  Bed  Company,  owner. 

SUBJECT — Appeal  from  decisions — re  an  order  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 2-42  Milford  street,  southwest 
corner  of  Atlantic  avenue,  and  13-27  Montauk  ave¬ 
nue  (Block  No.  3976,  Lot  No.  27),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Edward  Rogett. 

For  Administration:  Inspector  Meyer,  Fire  Depart¬ 
ment. 

AC1  ION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock.  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  Q 


794-40-A. 

APPLICANT — Jack  Z.  Cohen,  for  Lea  Shiffman,  owner. 

SUBJECT  Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFb  ECTED — 6914-6918  Fifth  avenue,  west 
side,  102  ft.  8)4  in.  south  of  Bay  Ridge  avenue 
(Block  No.  5873,  Lot  Nos.  48  and  49),  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Larry  Meltzer. 

For  Administration :  Morris  Hannes,  Department 
of  Housing  and  Buildings,  and  Thomas  A. 
Larkin.  Fire  Department. 

ACTION  Ob  BOARD — Laid  over  to  September  24,  1940, 
at  2  P.M.,  for  inspection  by  a  committee  of  the 
Board. 


769-40- A. 

APPLICANT — F.  Hale  Atkinson,  for  Samuel  Brown, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 300-304  First  street,  southwest 
corner  of  Fifth  avenue  (rear  building);  (Block 
No.  969,  Lot  No.  38),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Arthur  Cowen. 

For  Administration :  Morris  Hannes,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  Q 
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791 -40- A. 

APPLICANT— Major  Petroleum  Corporation,  owner. 

SUBJECT— Appeal  from  an  order  of  the  fire  commissioner 
— re  Transportation  of  Fuel  Oil  in  Tank.  Truck 
(capacity  of  tank  not  in  conformity  with  Fire  De¬ 
partment  specifications  governing  tank  trucks),  in 
New  York  City. 

APPEARANCES— 

For  Applicant:  William  Schatz. 

For  Administration:  Inspector  Meyer,  Fire  De¬ 
partment. 

ACTION  OF  BOARD— Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  ® 


696-40- A. 

APPLICANT— S.  Millman  and  Son,  for  Sam  Rodgveller, 
owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 441  New  Lots  avenue,  north 
side,  25  ft.  4s/g  in.  east  of  Vermont  street  (Block 
No.  3842  Lot  No.  31),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  David  Millman. 

For  Administration:  Morris  Hannes,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  0 

THE  RESOLUTION— 

(696-40-A) 

Whereas,  S.  Millman  and  Son,  for  Sam  Rodgveller, 
owner,  filed  June  26,  1940,  an  appeal  from  a  decision  of  the 
borough  superintendent  of  buildings;  premises  441  New  Lots 
avenue,  north  side,  25  ft.  4^Jj  in.  east  of  Vermont  street 
(Block  No.  3842,  Lot  No.  31),  Borough  of  Brooklyn;  and 
Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Alteration  Application  No.  1032-40,  dated 
June  19,  1940,  reads: 

“1.  Combining  a  converted  Dwelling  with  a  non¬ 
tenement  is  contrary  to  Sec.  172  a,  S.D.  2. 

2.  Fire  retard  all  portions  of  new  Lunchroom — 
Sec.  61  Dept.  Rule  13  to  26  for  M.D. 

Const. 

1.  Lunch  room  (Rest.)  should  indicate  size  and 
area  so  that  the  number  of  persons  accommodated  can 
be  figured  based  on  10  sq.  ft.  per  person.  6.I.2.3. 

2.  Indicate  size  of  doors  for  secondary  means  of 
egress — 6.9.1. 

3.  Indicate  direction  and  size  of  beams — 7.1.4  and 
comply  with  7.3. 2.2.5  for  100  sq.  ft.  L.L. 

4.  Opening  in  party  wall  should  have  automatic 
doors  self-closing  having  at  least  3  hr.  rating,  10.8.11. 
Plumbing. 

2.  Adequate  W.C.  facilities  based. on  number  of  em¬ 
ployees  and  persons  should  be  provided.  14.2.5.” 

and 

Whereas,  the  building  is  one  and  three  stories  (34  ft.) 
in.  height,  20  ft.  by  80  ft.  in  area ;  of  Class  3  construction ; 
located  in  a  business  use  district;  erected  in  1922,  and  occu¬ 
pied  :  cellar,  ordinary  use ;  first  storv,  store,  lunch  room  and 
ice  cream  parlor;  first  story,  dwelling,  one  family;  second 
story,  dwelling,  one  family;  and 

Whereas,  the  applicant  contends  that,  as  to  Objection 
No.  1  Multiple  Dwelling  Law,  the  objection  applies  only 
to  a  small  portion  of  the  store  floor;  that  as  to  Objection 
No.  2,  Multiple  Dwelling  Law,  the  objection  is  met  in  view 
of  the  fact  that  a  portion  of  the  store  extending  into  444 


New  Lots  avenue  complies  with  the  Multiple  Dwelling  Law , 
that  as  to  Objection  No.  1,  construction,  that  not  more 
than  twenty-five  persons  will  occupy  the  new  portion  of  the 
lunch  room;  that  as  to  Objection  Nos.  2  and  3,  construc¬ 
tion  relating  to  the  size  of  doors  and  construction  and  size 
of  beams,  that  it  is  requested  that  these  objections  be  waived 
for  the  reason  that  the  present  openings  and  beams  are  suf¬ 
ficient  for  the  requirements  as  not  more  than  twenty-five 
persons  will  occupy  the  proposed  lunch  room  extension; 
that  as  to  Objection  No.  4,  construction  relating  to  fi 
retarding,  it  is  requested  the  objection  be  waived  as  no 
combustible  material  is  stored  on  the  premises ,  that  the 
area  is  only  slightly  enlarged  and  that  rear  exits  have  been 
provided  which  eliminated  the  necessity  for  self-closing 
doors;  that  as  to  Objection  No.  2,  plumbing,  a  portion  of 
the  store  extending  into  No.  444  New  Lots  avenue  is  pro¬ 
vided  with  an  additional  water  closet ;  that  this  application 
is  made  so  as  to  have  additional  space  for  the  lunch  room 
as  the  store  at  444  New  Lots  avenue  is  not  of  sufficient 
depth  to  obtain  a  tenant  therefor ;  and 

Whereas,  the  Board  deemed  that  it  was  without  power 
to  permit  the  proposed  combining  of  a  two-family  dwe  ling 
with  a  multiple  dwelling,  contrary  to  the  Multiple  Dwelling 

^Resolved.  that  the  appeal  be  and  it  hereby  is  withdrawn, 
to  comply. 

697-40-A. 

APPLICANT — S.  Millman  and  Son,  for  Sam  Rodgveller, 

owner.  .  ,  ,  . 

SUBJECT _ Appeal  from  a  decision  of  the  borough  super¬ 

intendent  of  buildings. 

PREMISES  AFFECTED— 445  New  Lots  avenue,  north 
side,  45  ft.  554  in.  east  of  Vermont  street  (Block 
No  3842,  Lot  No.  30),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  David  Millman. 

For  Administration :  Morris  Hannes,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn 
Negative  . 

THE  RESOLUTION— 

(697-40-A) 

Whfreas,  S.  Millman  and  Son,  for  Sam  Rodgveller, 
owner,  filed  June  26,  1940,  an  appeal  from  a  decision  of  the 
borough  superintendent  of  buildings;  premises  445  New 
I  ots  avenue  north  side,  45  ft.  554  in.  east  of  Vermont 
street  (Block  No.  3842,  Lot  No.  30),  Borough  of  Brook- 

ly  Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Alteration  Application  No.  1031-40,  dated 
June  19,  1940,  reads: 

“1.  Combining  a  converted  Dwelling  with  a  non¬ 
tenement  is  contrary  to  Sec.  172  a— S.D.Z. 

2.  Fire  retard  all  portions  of  new  lunch  room— 
Sec'.  61.  Dept.  Rule  13  to  26  for  M.D. 

Const. 

1.  Lunch  room  (Rest.)  should  indicate  size  or  area 
so  that  the  number  of  persons  accommodated  can  be 
figured  based  on  10  sq.  ft.  per  person.  6.L2.3. 

2.  Indicate  size  of  doors  for  secondary  means  of 
egress,  6.9.1. 

3.  Indicate  direction  and  size  of  beams,  7.1.4  and 
comply  with  7. 3. 2.2. 5  for  100  sq.  ft.  L.L. 

4  Opening  in  party  wall  should  have  automatic 
doors— self-closing  having  at  least  3  hr.  rating  10.8.11. 
Plumbing. 

2.  Adequate  W.C.  facilities,  based  on  number  of  em¬ 
ployees  and  persons  should  be  provided  14.2.5. 

and 
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2n\  ui ■'  k  b^w,g,s  three  series  (34  ft.)  in  height, 
r  . J";  by  60  ft*  '»  area;  of  Class  3  construction; 

ated  in  a  business  use  C  area  district;  erected  in  1927, 
and  occupied:  cellar,  storage;  first  story,  store;  second 
story,  one  family;  third  story,  one  family;  proposed  to  be 
occup.cd:  cellar,  storage;  first  story,  store  and  restaurant 

tor  K  one  ^(TeCt,,n^  ,Wlth  441  New  Lots  avenue ;  second 
stor>,  one  family;  third  story,  one  family;  and 

ire  aPPlicant  contends,  as  to  Objection  No.  1, 
Multiple  Dwelling  Law,  that  a  small  portion  of  the  store 

th?  3S  t0  °bJec.tlon  No-  2-  the  portion  of  the 
f  .‘"g  “sed  as,  ,aiJ  extension  in  adjoining  premises  com- 

I  ntX  r  hMMu,tipe  Dwelbng  Law  throughout;  that  as 
to  Objection  xNo.  1,  construction,  not  more  than  twenty-five 

oc^Py  the  proposed  extension  of  the  adjoining 
fJSn  ’  35  t0  ^Jfction  Nos.  2  and  3.  construction,  re- 

the  size  of  doors  and  direction  and  size  of  beams, 
at  these  objections  be  waived  as  present  door  openings  and 
beams  are  sufficient  to  take  care  of  the  small  number  of 

tion11  nf"!)5  ’  tiiat  a*S  1°  Obj5ctlon  No-  2-  Plumbing,  the  addi¬ 
tion  of  the  store  to  be  used  in  connection  with  the  adjoining 

s  ore  provides  an  additional  water  closet,  and  that  a  water 
closet  will  be  provided  for  the  portion  of  the  store  remain¬ 
ing  ;  and 

\\  hereas,  the  Board  deemed  that  it  was  without  power 
to  permit  the  proposed  combining  of  a  two-family  dwelling 
Law  3  mU  tlp  C  dwclling*  contrarv  to  the  Multiple  Dwelling 

Resolved,  that  the  appeal  be  and  it  hereby  is  withdrawn 
to  comply. 


78-40-A. 

APPLICAN  T— Brooklyn  Waste  Company,  lessee,  for  Dora 
cTTRTPrT10'?^  and  ^hce  Dworkin,  owners, 
o U rs J RC  1  Appeal  from  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED — 46-48  Fulton  street,  south  side, 
147.4  ft  west  of  Hicks  street  (Block  No.  202  Lot 
°'  12)>  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appeal  dismissed  for  lack  of  prose¬ 
cution. 

THE  VOTE  TO  DISMISS— 

Affirmative.  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  q 

THE  RESOLUTION— 

(78-40-A) 

V  hereas,  Brooklyn  Waste  Company,  lessee,  for  Dora 
ioanVSky  and  ^bce  Dworkin,  owners,  filed  January  22, 
’.  an  appeal  from  an  order  of  the  fire  commissioner ; 
premises  46-48  Fulton  street,  south  side,  147.4  ft  west  of 
Hicks  street  (Block  No.  202,  Lot  No.  12),  Borough  of 
Brooklyn ;  and 

Whereas,  the  applicant  failed  to  complete  the  papers  in 
the  subject  case  within  the  required  time  although  duly 
notified  to  do  so;  and 

\\  hereas,  at  the  public  hearing  there  was  no  appearance 
made  on  behalf  of  the  applicant. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed  for 
lack  of  prosecution. 


1535-39-A. 

APPLICANT— Samuel  Gardstein,  for  David  Forman 
owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super- 
mtendent  of  buildings. 

PREMISES  AFFECTED — 95-17  155th  avenue,  north  side, 
entire  block  bounded  by  155th  avenue,  Lahn  street, 
Ki Harney  street  and  Shore  boulevard  (Block  No. 
-•411,  Lot  No.  1),  Howard  Beach,  Borough  of 
,  Queens. 

APPEARANCES— 

fior  Applicant:  Jerome  N.  Wanshel. 


hor  Opposition:  Harold  Klorfein,  Department  of 
Parks. 

For  Administration:  Inspector  O’Donohue,  Depart- 
»  ment  °f  Housing  and  Buildings. 

ACTION  OF  BOARD-Appeal  denied. 

THE  VOTE  TO  GRANT— 


Affirmative  .  q 

Ergative .  Chairman  Murdock.  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
THE  RESOLUTION— 

(1535-39-A) 

Whereas,  Samuel  Gardstein,  for  David  Forman,  owner, 
hied  December  26,  1939,  an  appeal  from  a  decision  of  the 
borough  superintendent  of  buildings;  premises  95-17  155th 
avenue,  north  side,  entire  block  bounded  by  155th  avenue, 
^.ahn  street>  Killarney  street  and  Shore  boulevard  (Block 
No.  —41 1 ,  Lot  No.  1),  Howard  Beach,  Borough  of  Queens; 
and 

yX?EREAs>  *he  decision  of  the  borough  superintendent  of 
buildings,  on  N.B.  Application  No.  7817-38,  dated  Novem¬ 
ber  28,  1939,  reads: 


“Request  for  reinstatement  of  permit  that  was  re¬ 
voked  has  this  day  been  denied  by  Superintendent.” 

and 

Whereas,  the  premises  consist  of  a  plot  200  ft.  by  ap¬ 
proximately  86.3  ft.  in  area ;  it  is  proposed  to  erect  upon 
the  plot  a  one-story  building,  13  ft.  in  height,  135  ft.  by  24 
tt.  in  area,  of  Class  3  construction,  to  be  located  in  a  resi¬ 
dence  use  F  area  district,  and  to  be  occupied  as  a  gasoline 
service  station,  office  and  motor  vehicle  repair  shop,  lubri- 
torium  and  lunch  room;  and 

Whereas,  the  applicant  contends  that  New  Building 
Permit  No.  7817  of  1938  was  issued  November  16.  1938,  for 
the  erection  of  a  gasoline  service  station  and  accessory 
building  after  the  approval  of  plans  on  November  4,  1938; 
that  on  November  28,  1938,  the  use  district  was  changed 
from  undetermined  use  to  residence  use;  that  the  borough 
superintendent  of  buildings  revoked  New  Building  Permit 
No.  7817-38  on  June  27,  1939;  that  a  request  subsequently 
made  to  revive  this  permit  was  denied;  that  this  appeal  is 
taken  from  such  denial ;  that  New  Building  Permit  No. 
7817-38  was  legally  issued  and  that  a  substantial  start  was 
made  on  the  work  prior  to  the  change  of  zoning  as  indi¬ 
cated  by  the  Fire  Department  record  of  inspection  of  tanks, 
tank  bases  and  enclosures  on  November  16,  1938;  that 
work  beyond  the  tank  installation  was  prevented  by  circum¬ 
stances  beyond  the  control  of  the  owner  and  by  virtue  of 
conditions  created  by  the  city,  in  that  the  legal  street  grades 
had  not  been  established  due  to  the  construction  of  the  pro¬ 
posed  parkway  in  the  vicinity;  that  under  the  decision  in 
the  matter  of  Fox  Lane  Corporation  vs.  Mann,  the  owner 
has  acquired  a  vested  right ;  that  in  the  Kaltenbach  case  it 
was  held  that  the  gasoline  tanks,  pumps  and  accessory 
buildings  constitute  one  structural  unit;  that  since  the  orig¬ 
inal  permit  was  legally  issued  and  a  substantial  part  of  the 
work  was  done  prior  to  the  change  of  zone,  the  revocation 
of  the  permit  by  the  borough  superintendent  of  buildings 
was  in  error  and  the  permit  should  be  reinstated;  and 
Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board ;  and 

Whereas,  the  actual  records  of  the  Department  of  Hous¬ 
ing  and  Buildings  and  of  the  Fire  Department  were  checked 
and  reviewed  by  the  Board  to  verify  statements  made;  and 
W hereas,  a  report  of  a  committee  of  the  Board  was 
read  at  the  hearing,  which  report  follows: 


REPORT  OF  COMMITTEE. 

July  16,  1940. 

Re:  1 535- A,  1536-A,  1537-A  and  1538-A  of  1939. 

.  The  question  presented  in  each  of  these  four  appeals 
is  the  same,  namely,  the  reinstatment  of  a  permit  re¬ 
voked  by  the  borough  superintendent  of  the  Department 
of  Housing  and  Buildings. 

Plans  were  filed  with  the  borough  superintendent  of 


1091 


MINUTES 


buildings  for  gasoline  stations  and  accessory  uses  and 
approved  on  November  4,  1938.  Thereafter  on  No 
vember  16  and  17,  upon  exhibiting  Workmans  Com¬ 
pensation  insurance  policy,  permits  were  issued.  Cer¬ 
tain  work  was  done  prior  to  the  issuance  of  these  per¬ 
mits,  including  excavations  and  foundations  for  gasoline 
storage  tanks,  as  well  as  the  setting  of  the  tanks  them¬ 
selves,  which  upon  request  were  inspected  and  tested  by 
the  Fire  Department  on  November  14.  1938.  lhis 
work  was  done  prior  to  the  issuance  of  the  permits  and 
without  notice  to  the  borough  superintendent  of  build¬ 
ings. 


upon  the  presentation  of  an  application  to  this  Board 

for  a  zoning  variance. 

( Sgd.)  HARRIS  H.  MURDOCK, 
v  *  Chairman. 

BERNARD  A.  SAVAGE, 
CHARLES  M.  BLUM, 

JOHN  E.  GUNN, 

Committee. 


and 


After  the  issuance  of  the  permits  by  the  borough 
superintendent  of  buildings,  he  was  not  called  upon  to 
inspect  any  work  done  thereunder.  On  November  Zo, 
1938,  a  change  of  zoning  by  the  Board  of  Estimate  be¬ 
came  effective.  The  proposed  zoning  change  had  been 
under  consideration  by  the  Planning.  Commission  and 
was  approved  by  it  after  the  required  hearings  on 
October  26,  1938.  The  zone  was  changed  from  unde¬ 
termined  and  unrestricted  use  to  residence  use.  In  a 
residence  use  district  a  gasoline  station  is  a  prohibited 
use.  The  borough  superintendent  of  buildings,  in  view 
of  the  change  of  zone  and  in  view  of  no  work  having 
been  done  after  the  issuance  of  the  required  permits, 
revoked  them  on  June  27,  1939.  The  Fire  Department 
notified  the  Department  of  Housing  and  Buildings  on 
June  16,  1939,  that  the  inspection  of  tanks  was  made 
by  its  inspectors  on  November  14  and  16,  193o,  and 
that  as  of  May  24,  1939,  the  tanks  were  ,  empty  and 
sealed.  Of  the  four  tanks  proposed  for  each  location, 
two  only  in  each  location  were  placed. 


Whereas,  this  report  recommends  the  denial  of  this  ap- 

^Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  acting  on  New  Building  Application  No  781/- 
38,  be  and  it  hereby  is  affirmed  and  that  the  appeal  be  and 
it  hereby  is  denied. 


The  practice  is  for  the  Fire  Department  to  inspect 
and  test  a  container  for  a  combustible  mixture  after  the 
application  for  the  container,  or  tank  as  commonly 
called,  is  filed  with  the  borough  superintendent  of  the 
Department  of  Housing  and  Buildings  and  after  plans 
thereunder  are  approved  and  a  permit  issued. 


The  issuance  of  a  permit  is  most  essential.  Without 
it  no  work  can  be  legally  done.  The  requirements  as 
to  issuance  of  a  permit  are  set  forth  in  section  C26-161- 
189  of  the  Administrative  Code.  In  addition,  the  permit 
form  requires  sworn  statements  that  the  plans  as  ap¬ 
proved  will  comply  with  all  laws  and  rules  applicable, 
including  the  Workman’s  Compensation  Law,  which 
requires  evidence  that  proper  insurance  is  in  force  to 
cover  the  type  of  work  to  be  done  prior  to  commence¬ 
ment  thereof. 


The  facts  indicate  that  although  plans  were  approved 
and  permits  issued  prior  to  the  change  of  zone,  work 
was  commenced  as  to  the  partial  tank  installation  in¬ 
volving  excavation  and  concrete  work  prior  to  the  is¬ 
suance  of  the  permits  and  which  afforded  no  oppor¬ 
tunity  to  the  inspector  of  the  Department  of  Housing 
and  Buildings  to  pass  on  the  installation  as  to  such 
parts  as  were  within  his  jurisdiction.  After  the  permits 
were  issued,  no  work  whatever  was  done  and  thereafter 
on  June  27,  1939,  the  borough  superintendent  of  build¬ 
ings  properly  revoked  the  permits.  No  request  for  re¬ 
instatement  of  the  permits  was  made  until  November 
13  1939  and  upon  refusal  of  the  borough  superintendent 
of’ buildings  on  November  28,  1939,  to  restore  the  per¬ 
mits,  appeals  now  under  consideration  were  filed  with 
this  Board. 


In  the  opinion  of  the  committee,  the  action  of  the 
borough  superintendent  of  buildings  appealed  from  was 
properly  taken  and  should  be  sustained.  At  most,  if 
failure  strictly  to  comply  with  the  requirements  is  over¬ 
looked,  no  work  other  than  that  actually  installed  prior 
to  the  change  of  zone  could  be  legalized  and  the  filing 
of  plans  showing  the  intent  to  construct  gasoline  service 
stations  and  other  uses  now  prohibited  bv  the  zoning 
could  be  offered  only  as  a  possible  basis  of  hardship 


1536-39-A. 

APPLICANT— Samuel  Gardstein,  for  Charles  Rerk, 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buddings.  ,  ., 

PREMISES  AFFECTED— 95-41  155th  avenue,  north  side, 
entire  block  bounded  by  155th  avenue,  Lahn  street, 
Huron  street  and  Shore  boulevard  (Block  No. 
2413,  Lot  No.  1),  Howard  Beach,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Jerome  N.  Wanshel. 

For  Opposition:  Harold  Klorfein,  Department  of 

parks. 

For  Administration:  Inspector  .O’Donohue,  Depart¬ 
ment  of  Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT—  Q 

Affirmative  . - :  • V  ' ' ' ' 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

THE  RESOLUTION— 

Whereas,  Samuel  Gardstein,  for  Charles  Berk,  owner, 
filed  December  26,  1939,  an  appeal  from  a  decision  of  the 
borough  superintendent,  of  buildings ;  premise  95-41 M55th 
avenue,  north  side,  entire  block  bounded  by  155th  avenue, 
Lahn  street,  Huron  street  and  Shore  boulevard  (Block  N  . 
2413  Lot  No.  1),  Howard  Beach,  Borough  of  Queens;  and 
Whereas,  the  decision  of  the  boroughsupenntendento 
buildings,  on  New  Building  Application  No.  7818-38,  dated 
November  28.  1939,  reads: 

“Request  for  reinstatement  of  permit  that  was  re¬ 
voked  has  this  day  been  denied  bv  the  supt.” 

aI1  Where  as,  the  premises  consist  of  a  plot  200  ft.  by  ap¬ 
proximately  150  ft.  in  area ;  it  is  proposed  to  erect  upon  the 
plot  a  one-story  building,  13  ft.  in  height,  135  ft.  b}  -4  ft. 
in  area,  of  Class  3  construction*  to  be  located  in  a  residence 
use  F  area  district,  and  to  be  occupied  as  a  gasoline  servic. 
station,  office,  motor  vehicle  repair  shop  and  lubritorium 

and  lunch  room;  and  ,  ,  ,*  mj- _ por 

Whereas,  the  applicant  contends  that  New  Building  Per 
mit  No.  7818-38  was  issued  November  16,  1938,  alter  tne 
approval  of  plans  November  4,  1938;  that  on  November  2  . 
1938  the  use  district  was  changed  from  undetermined 
residence  use;  that  on  June  27  1939.  the  borough  superin¬ 
tendent  of  buildings  revoked  the  building  permit  on  the 
grounds  that  the  zone  had  been  changed  and  that  no  sub¬ 
stantial  start  had  been  made  under  permit;  that  a  request 
was  subsequently  made  to  reinstate  the  permit  and  this 
appeal  is  taken  from  the  decision  on  saKlapphcat.on  that 
the  new  building  permit  was  legally  issued  ,  tlat  the  state^ 
ment  of  the  borough  superintendent,  of  buildings  that :  no 
substantial  start  had  been  made  was  in  error;  that  the  hire 
Department  records  indicate  that  the  gasoline  tank,  bases 
and  enclosures  had  been  inspected  on  November  16,  1938, 
that  further  work  beyond  the  tank  installation  was  prevente 
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by  circumstances  beyond  the  control  of  the  owner  by  virtue 
of  the  conditions  created  by  the  city  in  that  the  legal  street 
grades  had  not  been  established  due  to  the  contsruction  of 
the  proposed  parkway  in  the  vicinity;  that  under  the  deci¬ 
sion  rendered  by  the  courts  in  the  matter  of  Fox  Lane  Cor¬ 
poration  vs.  Mann,  the  owner  has  acquired  a  vested  right, 
and  this  claim  is  strengthened  by  the  decision  in  the  Kalten- 
bach  case,  which  held  that  tanks,  pumps  and  accessory 
buildings  constitute  one  structural  unit;  that  since  the  orig¬ 
inal  permit  was  legally  issued  and  a  substantial  part  of  the 
work  \\  as  done,  the  revocation  of  the  borough  superintendent 
of  buildings  was  in  error  and  the  permit  should  be  rein¬ 
stated  ;  and 

\\  hereas,  the  premises  were  inspected  by  a  committee  of 
the  Board ;  and 

Whereas,  the  actual  records  of  the  Department  of  Hous¬ 
ing  and  Buildings  and  of  the  Fire  Department  were  checked 
and  reviewed  by  the  Board  to  verify  statements  made;  and 

W  hereas,  a  report  of  a  committee  of  the  Board  was 

,rr^r  ™  .the  heann8>  which  report  appears  under  Cal.  No. 
1535-39-A;  and 

Whereas,  this  report  recommends  the  denial  of  this  ap¬ 
peal. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  acting  on  New  Building  Application  No.  7818- 
38,  be  and  it  hereby  is  affirmed  and  that  the  appeal  be  and 
it  hereby  is  denied. 


1537-39-A. 

APPLICANT— Samuel  Gardstein,  for  Morton  Pickman, 
owner. 

SUBJECT  Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 155-04  Killarney  street,  south¬ 
west  corner  of  155th  avenue  (Block  No.  2409,  Lot 
No.  1),  Howard  Beach,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Jerome  N.  Wanshel. 

For  Opposition :  Harold  Klorfein,  Department  of 
Parks. 

For  Administration:  Inspector  O’Donohue,  Depart¬ 
ment  of  Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
THE  RESOLUTION— 

(1537-39-A) 

\\  hereas,  Samuel  Gardstein,  for  Morton  Pickman,  owner, 
filed  December  26,  1939,  an  appeal  from  a  decision  of  the 
borough  superintendent  of  buildings;  premises  155-04  Killar- 
?^nStTreet’  southwest  corner  of  155th  avenue  (Block  No. 
2409,  Lot  No.  1),  Howard  Beach,  Borough  of  Queens;  and 
Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  New  Building  Application  No.  7820-1938,  dated 
November  28,  1939,  reads: 

“Request  for  reinstatement  of  permit  that  was  re¬ 
voked  has  this  day  been  denied  by  the  Superintendent.” 

and 

Whereas,  the  premises  consist  of  a  plot  139  ft.  11  %  in. 
by  approximately  174  ft.  in  area;  located  in  a  residence  use 
r  area  district;  it  is  proposed  to  erect  upon  the  plot  a  one- 
story  building,  13  ft.  in  height  and  24  ft.  by  135  ft.  in  area, 
of  Class  3  construction,  to  be  occupied  as  a  gasoline  service 
station,  office,  motor  vehicle  repair  shop,  lubritorium  and 
•unch  room;  and 

Whereas,  the  applicant  contends  that  New  Building 
Permit  No.  7820-38  was  issued  November  16,  1938,  for  the 
erection  of  a  gasoline  service  station  and  accessory  building 
after  the  approval  of  plans  November  4,  1938;  that  on  No¬ 
vember  28,  1938,  the  area  was  rezoned  from  undetermined 
to  residence  use,  and  on  June  27,  1939,  the  borough  super¬ 
intendent  revoked  the  permit  on  the  grounds  that  the  zone 


H  *  8ed  and  that  110  substantial  start  had  been 
,  t  V  Ut  an  ?PP1,1cat,°n  was  subsequently  made  to  re¬ 
instate  the  permit ;  that  an  appeal  is  now  taken  from  the 
™nia  ot  tllls  request;  that  New  Building  Permit  No.  7820- 
38  was  legally  issued ;  that  the  statement  of  the  borough 
superintendent  of  buildings  that  no  substantial  start  had 
been  made  is  in  error;  that  Fire  Department  records  in¬ 
dicate  that  the  tanks,  bases  and  enclosures  were  inspected 
November  16,  1938;  that  further  work  beyond  the  tank 
enclosures  was  prevented  by  circumstances  beyond  the  con- 

tha',the  lesal  Street  grades  had  not 
been  established  due  to  the  construction  of  the  proposed 
parkway  in  the  vicinity ;  that  under  the  decision  in  the  mat¬ 
ter  of  Pox  Lane  Corporation  vs.  Mann,  the  owner  has  ac¬ 
quired  a  vested  right,  and  this  claim  is  strengthened  by  the 
decision  of  the  Kaltenbach  case,  which  held  that  tanks,  pumps 
and  accessory  buildings  constitute  one  structural  unit  and 
that  since  the  original  permit  was  legally  issued  and  a’ sub¬ 
stantia  part  of  the  work  was  done,  the  revocation  bv  the 
borough  superintendent  of  buildings  was  in  error  and  the 
permit  should  be  reinstated ;  and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board ;  and 

.  Whereas,  the  actual  records  of  the  Department  of  Hous¬ 
ing  and  Buildings  and  of  the  Fire  Department  were  checked 
and  renewed  by  the  Board  to  verify  statements  made;  and 
Whereas,  a  report  of  a  committee  of  the  Board  was  read 
at  the  hearing,  which  report  appears  under  Cal.  No  1535- 
39-A;  and 

Whereas,  this  report  recommends  the  denial  of  this  ap¬ 
peal. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  acting  on  New  Building  Application  No.  7820- 
38,  be  and  it  hereby  is  affirmed  and  that  the  appeal  be  and 
it  hereby  is  denied. 

1538-39-A. 

APPLICANT  Samuel  Gardstein,  for  Sam  Berley.  owner. 

SUBJECT  Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 99-03  North  Conduit  avenue, 
northeast  corner  of  Huron  street  (Albert  road)  ; 
(Block  No.  2418,  Lot  No.  1),  Howard  Beach. 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Jerome  N.  Wanshel. 

For  Opposition:  Harold  Klorfein,  Department  of 
Parks. 

For  Administration:  Inspector  O’Donohue,  Depart¬ 
ment  of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
THE  RESOLUTION— 

(1538-39-A) 

W hereas,  Samuel  Gardstein,  for  Sam  Berley,  owner, 
filed  December  26,  1939,  an  appeal  from  a  decision  of  the 
borough  superintendent  of  buildings;  premises  99-03  North 
Conduit  avenue,  northeast  corner  of  Huron  street  (Albert 
road)  ;  (Block  No.  2418.  Lot  No.  1),  Howard  Beach,  Bor¬ 
ough  of  Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  New  Building  Application  No.  7819-38,  dated 
November  28,  1939,  reads: 

“1.  Request  for  reinstatement  of  permit  that  was  re¬ 
voked  has  this  day  been  denied  by  the  superintendent.” 

and 

Whereas,  the  premises  consist  of  a  plot  126.4  ft.  by  150 
ft.  (average)  in  area;  located  in  a  residence  use  F  area  dis¬ 
trict  ;  it  is  proposed  to  erect  upon  the  plot  a  one-story  build¬ 
ing.  13  ft.  in  height  and  135  ft.  by.  24  ft.  in  area;  of  Class 
3  construction ;  to  be  occupied  as  a  gasoline  service  station. 
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office,  motor  vehicle  repair  shop,  lubritorium  and  lunch 

room;  and  .  ,  _T  r>  -u- 

Whereas,  the  applicant  contends  that  New  Building 

Application  No.  7819-38  was  issued  November  16,  1938,  for 
the  erection  of  a  gasoline  service  station  and  accessory 
building  after  the  approval  of  plans  on  November  4  1938 ; 
that  on  November  28,  1938,  the  use  district  was  changed 
from  unrestricted  to  residence  use,  and  on  June  J7 ,  1939,  the 
borough  superintendent  of  buildings  revoked  the  permit  on 
the  grounds  that  the  zone  had  been  changed  and  no  sub¬ 
stantial  start  had  been  made;  that  a  request  was  subse¬ 
quently  made  to  reinstate  the  permit;  that  this  appeal  is  now 
being  taken  from  the  denial  of  this  request ;  that  New 
Building  Permit  No.  7819-38  was  legally  issued;  that  the 
statement  of  the  borough  superintendent  of  buildings  that 
no  substantial  start  had  been  made  was  in  error ;  that  the 
Fire  Department  records  indicate  gasoline  tanks,  bases  and 
enclosures  had  been  inspected  on  November  16,  1938;  that 
further  work  beyond  the  tank  enclosures  was  prevented  by 
circumstances  beyond  the  control  of  the  owner  and  by  virtue 
of  the  conditions  created  by  the  city  in  that  legal  grades 
had  not  been  established  due  to  the  construction  of  the  pro¬ 
posed  parkway  in  the  vicinity ;  that  in  the  decision  in  the 
matter  of  Fox  Lane  Corporation  vs.  Mann,  the  owner  has 
acquired  a  vested  right,  and  this  claim  is  substantiated  by 
the  decision  in  the  ICaltenbach  case,  where  it  was  held  that 
tanks,  pumps  and  accessory  buildings  constitute  one  struc¬ 
tural  unit ;  that  the  permit  was  legally  issued,  the  revocation 
in  error,  and  said  permit  should  be  reinstated;  and 

Whereas,  the  premises  were  inspected  by  a  committee  of 

the  Board;  and  ,  ,  ,  _  ^  f  UA„r 

Whereas,  the  actual  records  of  the  Department  of  Hous¬ 
ing  and  Buildings  and  of  the  Fire  Department  were  checked 
and  reviewed  by  the  Board  to  verify  statements  made;  and 
Whereas,  a  report  of  a  committee  of  the  Board  was  read 
at  the  hearing,  which  report  appears  under  Cal.  No.  1333- 

"^Whereas,  this  report  recommends  the  denial  of  this  ap- 

PC£ Resolved ,  that  the  decision  of  the  borough  superintendent 
of  buildings,  acting  on  New  Building  Application  No.  7819- 
38,  be  and  it  hereby  is  affirmed  and  that  the  appeal  be  and 
it  hereby  is  denied. 


110-40-A.  r 

APPLICANT— Arthur  F.  Winter,  for  F.  W.  Woolworth 
Company,  owner.  .  ,  , 

SUBJECT — Appeal  from  a  decision — re  an  order  of  tne 
fire  commissioner. 

PREMISES  AFFECTED — 1200  Castleton  avenue,  south 
side,  105  ft.  west  of  Roe  street  (Block  No.  211, 
Lot  No.  39),  West  New  Brighton,  Borough  of 
Richmond. 

APPEARANCES—  ,  ^  A  . 

For  Applicant:  Charles  E.  Arthurs. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

T  j  j  g  ^  Q  'J'  p 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

Negative  . 

THE  RESOLUTION— 

(110-40-A) 

Whereas,  Arthur  F.  Winter,  for  F.  W.  Woolworth  Com- 
oanv  owner,  filed  January  25,  1940,  an  appeal  from  an  order 
of  the  fire  commissioner;  premises  12^.C^stlfTton0?yetiUe; 
south  side,  105  ft.  west  of  Roe  street  (Block  No.  211,  Lot 
No.  39),  West  New  Brighton,  Borough  of  Richmond;  and 
Whereas,  the  order  of  the  fire  commissioner.  Order  No. 
5039-LF,  dated  June  22,  1939,  reads: 

“Install  an  approved  automatic  wet  sprinkler  system 
in  cellar.” 

Whereas,  said  order  was  referred  to  in  a  decision  of  the 
fire  commissioner  dated  December  21,  1939;  and 


Whereas,  the  building  is  one  story  (17  ft.)  in  height, 

42  ft.  10  in.  by  111  ft.  in  area;  of  non-fireproof  construction; 
located  in  a  business  and  residence  use  C  area  district , 
erected  in  1927,  and  occupied:  cellar,  stock  room.  1  person; 
first  story,  store,  2  persons;  and  . 

Whereas,  the  applicant  contends  that  there  is  a  fireproof 
stairway  from  basement  to  the  rear  of  first  story  and  access 
to  the  basement  from  the  rear  yard;  that  the  basement  is 
ventilated  by  the  openings  in  the  show  window  bulkhead; 
that  the  room  used  for  the  storage  of  baled  paper  is  of  fire¬ 
proof  construction ;  that  the  boiler-room  is  entirely  fireproof; 
that  the  merchandise  carried  in  this  basement  is  common  to 
the  five-and-ten-cent-store  type  of  occupancy;  that  the 
amount  of  celluloid  merchandise  stored  in  this  basement  is 
approximately  .7  of  1  per  cent,  of  the  entire  stock;  that  all 
aisles  are  3  ft.  wide  and  wider  and  are  kept  clear ;  that  the 

ceilings  are  fire  retarded.  .  .  ~  , 

Resolved,  that  the  order  of  the  fire  commissioner,  Order 
No.  5039-LF,  be  and  it  hereby  is  modified  and  that  the  ap¬ 
peal  be  and  it  hereby  is  granted  on  condition  that  there  shall 
be  installed  throughout  the  cellar  a  non-automatic  dry 
sprinkler  system  complying  with  the  requirements  of  the 
Building  Code  therefor,  except  that  the  automatic  alarm 
need  not  be  installed ;  that  the  sprinkler  heads  may  be  spaced 
25  per  cent,  in  excess  of  the  requirements ;  that  all  fittings 
and  hangers  shall  be  of  malleable  iron ;  that  all  horizontal 
lines  may  be  close  to  the  ceiling  with  proper  pitch  and  154 
in.  drain  and  with  heads  pendant,  except,  however,  that 
sprinkler  heads  installed  in  the  unpacking  space,  waste  paper 
room  and  kitchen,  if  any,  shall  be  connected  with  the  do¬ 
mestic  water  supply  line  of  the  building,  and  the  dry  and 
wet  lines  shall  be  cross-connected  and  so  equipped  with 
check  valves  at  the  domestic  water  supply  and  at  the  pumper 
inlet  so  that  all  heads' shall  be  under  Fire  Department  con¬ 
trol  from  the  sidpwalk  pumper  inlet ;  that  there  shall  be  a 
single  hose  inlet  of  approved  type  on  the  exterior  of  the 
building  at  least  10  in.  above  the  sidewalk;  that  the  cap  of 
this  hose  inlet  and  sign  stating  area  covered  shall  be  painted 

aluminum. 

496-40- A. 

APPLICANT— Charles  Salamone,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 

commissioner.  ., 

PREMISES  AFFECTED— 9  Doyers  street,  west  side, 

1", 615.75  ft.  north  of  Chatham  square  (Block  No. 

162  Lot  No.  30),  Borough  of  Manhattan. 

APPEARANCES—  ,  T„.  ,  ™  .  c  . 

For  Applicant:  Leopold  Klinger  and  Charles  bala 

mone.  __  ,  ^ 

For  Administration:  Inspector  Maher,  hire  De¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  ,  ,  _ 

Affirmative:  Chairman  Murdock,  Commissioners 

Savage  and  Blum  and  Deputy  Chief  Gunn 

Negative  . «. . 

THE  RESOLUTION— 

(496-40- A) 

Whereas,  Charles  Salamone,  owner,  filed  May  9,  1940, 
an  appeal  from  an  order  of  the  fire  commissioner ;  P[e™ses 
9  Doyers  street,  west  side,  1,615.75  ft.  north  of  Chatham 
square  (Block  No.  162.  Lot  No.  30),  Borough  of  Manhattan; 

^Whereas,  the  order  of  the  fire  commissioner,  Order  No. 
7682-LF,  dated  April  1.  1940,  reads: 

“Provide  an  automatic  thermostatic  fire  alarm  system 
with  a  connection  to  a  Central  Office  in  connection  with 
non-automatic  sprinkler  system  in  cellar  and  sub-cellar. 

and  .  ...  £  .. 

Whereas,  said  order  was  referred  to  in  a  decision  of  tne 
fire  commissioner  dated  April  26,  1940;  and  ,  . 

Whereas,  the  building  is  four  stories  in  height,  2U  ft.  ny 
44  ft.  in  area;  of  Class  3  construction;  located  in  an  unre- 
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stricted  use  A  area  district ;  erected  about  1875,  and  now 
unoccupied ;  it  is  proposed  to  be  altered  into  a  multiple 
dwelling;  and 

Whereas,  the  applicant  contends  that  the  present  owner 
took  title  in  February  of  1940,  at  which  time  there  were  no 
violations  against  the  property ;  that  plans  have  been  filed 
tor  the  alteration  of  the  building  into  a  modern  apartment 
house ;  that  the  plans  have  not  been  acted  upon  by  the  Build¬ 
ing  Department ;  that  the  cellar  or  sub-cellar  will  not  be 
used  tor  any  purpose  and  will  be  kept  vacant ;  that  the  re¬ 
quirement  for  the  extension  of  a  fire  alarm  system  would 
be  a  waste  of  money  and  a  hardship  on  the  owner ;  that  it  is 
requested  that  the  order  be  vacated  on  condition  that  the 
cellar  and  sub-cellar  remain  vacant. 

RC7A.QViei’-Jhu 1  the,  order  of  the  fire  commissioner,  Order 
No.  /682-LF,  be  and  it  hereby  is  modified  and  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  the  non-automatic 
sprinkler  system  in  cellar  and  sub-cellar  shall  be  main¬ 
tained,  and  granted  so  long  as  cellar  and  sub-cellar  shall  re¬ 
main  vacant,  and  that  in  all  other  respects  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto. 


547-40-A. 

APPLICANT— S.  Millman  and  Son,  for  233  South  Third 
otreet  Corporation,  owner. 

SUBJECT  Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED-233  South  3rd  street,  north 

in-  west  of  Havemeyer  street  (Block 
APPEARANCES-^*  N°'  32)’  BorouRh  of  Brooklyn. 

For  Applicant :  David  Millman. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
THE  RESOLUTION— 

(547-40-A) 

Whereas,  S.  Millman  and  Son,  for  233  South  Third 
Street  Corporation,  owner,  filed  May  20,  1940,  an  appeal 
from  a  decision  of  the  borough  superintendent  of  buildings- 
premises  233  South  3rd  street,  north  side,  18  ft.  4  in  west 
of  Havemeyer  street  (Block  No.  2400,  Lot  No.  32),'  Bor¬ 
ough  of  Brooklyn ;  and 

,  W?EREAS-  tb,e  decis*on  °f  the  borough  superintendent  of 
™  0n  Alteration  Application  No.  752-40,  dated  May 

2U,  1940,  reads: 

1.  As  building  is  4  stories,  46  ft.  in  height,  proposed 
change  of  use  of  2nd  floor  from  store  to  synagogue  is 
contrary  to  Sec.  2.1. 3.5  and  Sec.  4.2.1  of  Code,  as  build¬ 
ing  is  of  Class  3  construction. 

2.  Means  of  ventilation  required  by  Sec.  5.1.9  not 
provided. 

3.  Two  required  means  of  egress  from  2nd  floor  not 
provided— Sec.  6.1. 2.2.3. 

4  Width  of  stairs  to  be  at  least  3  ft.  8  in— Sec 

6.4.1. 1. 

5.  Stairs  to  be  constructed  of  incombustible  material 
—Sec.  6.4. 1.7. 

6.  Stairs  to  extend  to  roof— Sec.  6.4.1.11. 

7.  Stairs  to  be  enclosed  in  partitions  or  walls  hav¬ 
ing  a  fire-resistive  rating  of  2  hrs.  Sec.  6.4.I.8.I. 

8.  Show  window  and  door  to  store  in  stair  enclosure 
are  prohibited  by  Sec.  6.4.1. 8.2. 

9.  Adequate  toilet  facilities  not  provided— Sec. 

14.8.4.” 

and 

Whereas,  the  building  is  four  stories  (46  ft.)  in  height, 
ft.  4  in.  hy  76  ft.  5  in.  in  area  at  first  story  level  and  20 
:*  4  ,n-  by  70  ft.  at  typical  floor  level ;  of  Class  3  construc¬ 
tion  ;  located  in  a  business  use  district ;  date  of  erection  un- 


s,n„0rvn’.^.OCCUpie?  as  fo,lows:  cellar’  shop;  first 

stor>,  store  second  story,  synagogue;  third  story,  one 

y ’  °uitl  story.  one  family;  it  is  proposed  to  be  occu¬ 
pied:  cellar,  storage;  first  story,  store  and  bake  shop  11 
persons ;  second  story,  synagogue,  50  persons;  third  story 
°ne  lamilyi  fourth  story,  one  family;  and 

Whereas,  the  applicant  contends  that  the  building  was 
a  tered  under  Permit  No.  7854  in  1911  to  provide  for  use 
of  the  second  story  as  a  store;  that  the  second  story  has 
been  occupied  as  a  synagogue  since  1916;  that  it  is  now 
proposed  to  erect  a  bakery  oven  in  the  rear  of  the  first  story 
in  heu  of  the  present  location  which  proved  to  be  unsan- 
hary;  that  a  regulation  fire  escape  is  provided  at  the  front 
°/  ^ g ’  tiat  a  3  ft.  6  in.  wide  stairway  is  installed- 
that  the  window  sills  of  the  second  story  are  only  5  ft.  above 
the  roof  of  the  rear  one-story  fireproof  extension ;  that  the 
stairways  extend  to  the  roof  by  means  of  an  iron  stationary 
ladder  and  scuttle ;  that  the  present  show  window  and  door 
to  store  are  located  only  6  ft.  inside  the  building  line;  that 
two  toilets  will  be  provided  on  each  floor  and  are  deemed 
ample  for  the  number  of  occupants;  and 

Whereas;  these  premises  were  inspected  by  a  committee 
ot  the  Board,  and  the  committee  recommends  that  the  ap¬ 
peal  should  not  be  granted  as  the  building  and  space  are 
inadequate  for  this  type  of  occupancy,  public  assembly. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  as  to  Alt.  Application  No.  752-40,  be  and  it 
hereby  is  affirmed  and  that  the  appeal  be  and  it  hereby  is 


596-40-A. 

APPLICANT— Roy  Clinton  Morris,  for  B.  Manuel  Boc- 
cim,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  acting  borough 
superintendent  of  buildings. 

PREMISES  AFFECTED— 988  Second  avenue,  east  side, 
40  ft  north  of  East  52nd  street  (Block  No.  1345, 

APPEARANCES2-^  B°r°Uffh  °f  Manhattan- 
For  Applicant:  Roy  Clinton  Morris. 

For  Administration:  Fred  Dahlem,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition 
THE  VOTE— 

Affirmative .  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  q 

THE  RESOLUTION— 

(596-40-A) 

Whereas,  Roy  Clinton  Morris,  for  B.  Manuel  Boccini, 
owner,  filed  June  3,  1940,  an  appeal  from  a  decision  of  the 
acting  borough  superintendent  of  buildings ;  premises  988 
Second  avenue,  east  side  40  ft  north  of  East  52nd  street 
(Block  No.  1345,  Lot  No.  2l/2),  Borough  of  Manhattan- 
and 

Whereas,  the  decision  of  the  acting  borough  superin- 

°f  bul,dinSs>  on  Alt-  Applic.  No.  951-38,  dated  May 
2,  1940,  reads: 

“8  Stair  must  be  enclosed  in  fire-retarded  enclosure 
thru  business  portion  of  building  as  per  reconsideration 
of  original  objection  1.  Reconsideration  denied” 

and 

Whereas,  the  building  is  four  stories  (42  ft.)  in  heiirht 
and  20  ft.  by  50  ft.  in  area ;  of  Class.  3  construction ;  located 
in  a  business  use  B  area  district;  erected  about  1890  and 
occupied:  cellar,  boiler-room;  first  story,  store;  second 
third  and  fourth  stories,  one  apartment  per  floor ;  it  is  pro¬ 
posed  to  be  occupied :  cellar,  boiler-room ;  first  story,  shop  • 
second  story,  reception  rooms ;  third  and  fourth  stories,  one 
family  dwelling  combined ;  and 
Whereas,  the  applicant  contends  that  it  is  proposed  to 
convert  the  existing  four-story  old  law  tenement  to  a  busi¬ 
ness  building;  that  the  owner  will  occupy  the  entire  build¬ 
ing,  using  the  two  upper  stories  for  a  studio  and  private  art 
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aallerv  and  the  first  two  floors  for  business  purposes  for 
fhi  sale  of  artificial  hair;  that  the  stairs  in  question  are 
ornamental  and  constructed  of  iron  with  marble  treads  .that 
rapTovid  fil  escape  is  installed  in  the  rear  of  the  b>u  d 
IparlW  to  the  rear  yard;  that  it  is  requested  that  the  stair 
way  be  permitted  to  continue  through  the  business  portion 
of  the  building  without  a  fire-retarded  enclosure. 

Resolved,  that  the  decision  of  the  acting  borough  sup  - 
intendent  of  buildings,  acting  on  Alt.  Application  No  9  - 

38  Objection  No.  8,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted,  only  so  long  as  the 
hinldimr  is  occupied  as  proposed,  on  condition  that  there 

shall  bf  installed  in  the  soffit  of  the.  ■>kr.ot,osheeda”,^aSTp - 
from  entrance  hall  to  store  two  sprinkler  heads  spaced  ap 

proximaSy  5  ft.  apart  and  which may ^e  ««<***«£ 
domestic  water  supply  of  the  budding, .  that  a ^scuttle  o 
skvlisrht  in  the  roof  over  the  stairway  shall  be  maintainea. 

Si  t  s?  % 

to'adjo'ining0  £ 

&f^^d°occuP^v  ^rr^  with  all 
laws,  rules  and  regulations  applicable  thereto. 


when  the  purpose  for  which  the  basement  is  being  used  pre¬ 
sents  no  greater  danger  than  heretofore ;  that  there  are  more 
hazardous  uses  in  the  neighborhood  which  are  not  require 

10  Refohel  ?ha."ffier  order'd  the 

‘sha  Te  installed  throughout  the  cellar,  for  a .distance, ofap- 
nroximately  50  ft.  from  Jamaica  avenue  to  the  fire  walls 
separating  the  cellar  in  the  rear,  a  non-automatic  sprinkler 
ySem  complying  with  the  requirements  of  the  Building 
fY,He  therefor  except  that  street  water  connection  may  be 
omitted  and  except  that  the  hose  inlet  may  be  of  the  sing  e 
?nkt  type  located  not  less  than  12  in  above  the  sidewalk 
that  all  fittings  and  hangers  shall  be  of  malleable  iron , 
the  cap  of  fhe  hose  inlet  and  the  sign  stating  the  area 
covered  shall  be  painted  aluminum,  and  that  m  all  other  re 
splcts  same  Shall  comply  with  all  laws,  rules  and  regula¬ 
tions  applicable  thereto. 


APPLICANT-Davega-City  Radio,  Incorporated,  lessee, 
for  F.  G.  H.  Realty  Corporation,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of 

PREMISESmAFFECTED-163-24  to  163-26  Jamaica  ave- 
PKk.Mibii.b  ri  9177?  ft  east  of  New  York  boule- 

12> 13  *"d 

113),  Jamaica.  Borough  of  Queens. 
APPEARANCES— ^ Weiss  and  Nathan  Telber. 

For  Administration:  Thomas  A.  Larkin,  Fire  De 

ACTION  ONBOARD— Appeal  granted  on  condition. 

THE  V Affirmative :  Chairman  Murdock,  Commissioners 

Savage  and  Blum  and  Deputy  Chief  Gunn  4 

Negative  . 

THE  RESOLUTION-643  4o  a) 

appeal  from  an  °J^r2|nf  ^g^^jkmaicVavenue,  south 
STehl7T2m;rSea  of  N°w  York  boulevard  (Block  No 
W151  [1167]  Lot  Nos.  12,  13  and  113),  Jamaica,  Borough  of 

Q' the  order  of  the  fire  commissioner.  Order  No. 
4538-LF,  dated  March  28,  1940,  reads. 

“1  Provide  a  separate  and  distinct  system  of  Auto¬ 
matic  Sprinklers  in  cellar  having  at  least  one  source  of 
water  supply,  arranged  and  equipped  as  Pr°vie^  Q 

Chapter  26,  Article  16  Administrative  Code  C  19-161.0 

Administrative  Code  of  the  City  of  New  York. 
^Whereas,  said  order  was  referred  to  in  a  decision  of  the 

SiSom  for  radios,  refrigerators,  sporting  goods  and  rest 

/ontends 

used  for  storage  tn  connec  rnn  wi  ^  ^  basement  has 

story ;  th,f  lnd“"rntf0n  and  that  the  applicant  cannot  under- 
S  the 'S  demand  for  such  extreme  safe,,  measures. 


APPLICANT— Arthur  F.  Winter,  for  236  Corporation,. 

A  owner  (F.  W.  Woolworth  Company,  lessee). 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the  fire 

PREMISES011  AFFECTED — 103-17  Metropolitan  avenue, 

P  '  north  side,  160  ft.  west  of  Roman  avenue  (Block 
No.  2050,  Lot  No.  45),  Forest  Hills,  Borough  of 

Queens. 

APPEARANCES—  ArtW_ 

For  Applicant:  Charles  E.  Arthurs. 

For  Administration:  Thomas  A.  Larkin,  Fire  De- 

ACTION  OF^BOARD— Appeal  granted  on  condition. 

THE  ^Affirmative :  Chairman  Murdock  Commissioners 

Savage  and  Blum  and  Deputy  Chief  Gunn  J 

Negative  . 

THE  RESOLUTION— 

(653-40- A) 

Whereas,  Arthur  F.  Winter,  for  236  Corporation,  owner 
fF  W  Woolworth  Company,  lessee),  filed  June  17,  19.  • 
an  appeal  f  rom  an  order  and  a  decision  of  the  fire  comm,*- 
sronen  premises  103-17  Metropolitan  avenue  north  srfe, 
160  ft  west  of  Roman  avenue  (Block  No.  2050,  Lot  N  . 

45),  Forest  Hills,  Borough  of  Queens;  and 

Whereas,  the  order  of  the  fire  commissioner,  Order  No. 

4239-LF,  dated  February  29,  1940,  reads  • 

“1  Install  an  approved  wet  automatic  sprinkler  sy  - 
ten.  in  cehaV  having  leas,  one  source  of  water  supp  . 
arranged  and  equipped  as  per  Art.  16,  Ch.  26,  Adm 
trative  Code.” 

anWHEREAS,  this  order  was  referred  to  in  a  decision  of  the 
fire  commissioner  dated  May  7.  1940,  and  height, 

uhTTm)  fi'infrea gof  OassTSnst  notion;  located  in 
IVu'.n^ssuse'D'arrdistHc'erected  in 

301>apersons  f  second^storyjapar'tmentsf^iffice^and  girls’  room, 

' ^e„TEL?nd,e°aep#Sn,y intends  there  are  two  fireproof 
enclosed  stairways  leading  from  the  basement  to  the  hr^t 
™or°  enclosed  in  4  in.  terra  cotta  and  equipped  with  se  - 
cosing  doors,  and  a  sidewalk  freight  elevator  .that  the  ba 
merit  is  ventilated  by  openings  in  the  bulkheads  of  the  show 
windows  ffiafthe  stock  room  used  for  receiving  merchan¬ 
dise  is  of  fireproof  construction ;  that  the  boller:ro°2{ls  '  . 
closed  in  6  in.  terra  cotta  partitions  equipped f  se^f  1  j 

ine  doors-  that  the  merchandise  carried  m  the  basement 
common  t'o  the  fi»e-and-te„-cent-store  occupancy,  with  ap 
proximately  .7  of  1  per  cent,  celluloid  merchandise ;  that  J1 

■halls  are  3  ft.  wide  and  kept  clear  at  all  times, 
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basement  ceiling  is  fire-retarded;  that  all  basement  parti¬ 
tions  are  fireproof.  p 

dle.ordexrT  of  tlle  fire  commissioner,  Order 
No  4-39-1.1- .  Objection  No.  1,  be  and  it  hereby  is  modified 

that  her  hetf^e.  C  a'n  ?  hereb>’  is  panted  on  condition 
tliat  there  shall  lie  installed  throughout  the  cellar  a  non¬ 
automatic  dry  sprinkler  system  complying  with  the  require¬ 
ments  of  the  Building  Code  therefor,  except  that  the  auto¬ 
matic  alarm  need  not  be  installed ;  that  the  sprinkler  heads 

hai  all  fin-  25/fr  Cent  excess  of  the  requirements; 
III  ho  '  fitt  n,g1-and  hangers  shaH  be  of  malleable  iron;  that 

c  “  • '"!?  may  be  °!°,sc  to  the  ceili>iff  with  proper 
pitch  and  1 A  m  drain  and  with  heads  pendant,  except,  how- 

ev^er  that  sprmker  heads  installed  ip  the  unpacking  space 
waste  paper  room  and  kitchen,  if  any.  shall  be  connected 
with  the  domestic  water  supply  line  of  the  building  and  the 
dr>  and  wet  lines  shall  be  cross-connected  and  so  equipped 
with  check  valves  at  the  domestic  water  supply  and  at  the 
pumper  inlet  so  that  all  heads  shall  be  under  Fire  Depart- 

Zu  t  IrT  th.e  sidewalk  pumper  inlet;  that  there 

Jiall  be  a  single  hose  inlet  of  approved  type  on  the  exterior 

cafn  nf  S  ^  3t  ie3St  !°  -in-  above  the  sidewalk;  that  the 
”Pof,ths  h?se  m,et  and  sign  stating  area  covered  shall  be 
painted  aluminum. 


654-40- A. 

cnmrCANT  Adine  Chaleff,  for  Harold  Lewis,  owner. 
BLBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 1017  Avenue  K,  north  side.  52 
T  AerSt  °LCo"ey  Island  avenue  (Block  No.  6531 

appearances-'  °”gh  of  Brooklyn- 

For  Applicant;  None. 

For  Administration :  M orris  Hannes,  Department  of 
Housing  and  Buildings. 

AC  1  ION  OF  BOARD— Appeal  granted  on  condition 
THE  VOTE— 

Affirmative:  Chairman  Murdock.  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  ^ 

THE  RESOLUTION—  . 

(654-40- A) 

WHlT  H)4^dine  Chaltffi  for  Harold  Lewis>  °wner,  filed 
June  1/,  1  MO,  an  appeal  from  a  decision  of  the  borough 

rr^ent  °.f  buffings  .premises  1017  Avenue  K,  north 

Lot  Nn  4k^WeR  °f  Cu°neryiS  am  aVenUe  (B1°ck  N°‘  6531  ’ 
vir  '  46'’  Borough  of  Brooklyn;  and 

Whereas;,  the  decision  of  the  borough  superintendent  of 
1940dl  rfads^  A  Appbcat,on  No-  2246-40.  dated  June  7. 

“2.  Comply  with  Section  6.4. 1.8.1  as  to  three-hour 
stair  enclosure. 

7  32  ?I3°°r  COnstruction  to  comply  with  Section 

cnt‘  ^nl|erfi°r  CCllf r  k3'?  -°  be  encIosed  in  4  in.  terra 
cotta  and  fireproof  self-closing  door 

10.11  CCllar  Cdling  t0  bC  firC  retarded  as  Per  Section 
6  1%  r$gress  fr0m  boiler  room  to  comply  with  Section 

20  RHhvE4l'fIh-  buildinS  is  two  Rories  (30  ft.)  in  height, 
a  residence  ,  r  ^  1  £  ^lass  3  construction  ;  located  in 
Hew  d  n  l  £  area  dlstr,ct;  erected  in  1923,  and  occu- 

,  ?oHesCoIer’fa^ ^oder-room  and  storage;  first  and  second 
same  'first  In *!,  ‘S  proposfd  to  be  occupied:  cellar, 
one  family;  Sid'  k'ndergarten>  14  children;  second  story, 

annealTin’  **  appIicant .  contends  that  the  purpose  of  this 
fiX storv  lCe[t,ficate  of  occupancy  for  use  of  the 

which  h/'  tHi  -he  kindergarten  will  consist  of  three  rooms 

S  child™  SUfl5g,C"t  TeanS  e^css;  that  most  of  the  time 
he  children  will  be  kept  outdoors;  that  the  kindergarten 


w!  be  used  only  during  inclement  weather ;  that  no  children 
will  be  boarded  on  the  premises;  that  the  children  will  be 
intended  at  ap  times;  that  the  director  of  the  kindergarten 
will  reside  on  the  second  story;  and 

Whereas  these  premises  were  inspected  by  a  committee 
ot  the  Board,  and  the  committee  recommended  that  the  ap¬ 
peal  should  be  granted  under  certain  conditions. 

Resolved'  that  the  decision  of  the  borough  superintendent 
ol  buildings,  acting  on  Alt.  Application  No.  2246-40,  dated 
rune  7,  1940,  Objections  2  to  6,  inclusive,  be  and  it  hereby 
is  modified  and  the  appeal  be  and  it  hereby  is  granted,  so  as 
to  permit  the  use  of  the  first  story  only  as  a  kindergarten, 
on  condition  that  at  no  time  shall  there  be  more  than  fifteen 
pupils ,  that  the  building  shall  remain  otherwise  as  a  single- 
tamily  occupancy ;  that  the  cellar  ceiling  throughout  shall  be 
nre-retarded  in  accordance  with  the  requirements  of  the 
Board  of  Standards  and  Appeals;  that  the  interior  door  to 

Cu  nkS  13  •  be  •  made  seIf-cl°sing ;  that  the  existing  exits 
slial  be  maintained  so  that  free  access  thereto  is  afforded 
at  all  times  during  school  hours;  that  no  combustibie  mate¬ 
rial  other  than  fuel  for  the  heating  system,  shall  be  stored 
in  the  cellar  ;  that  the  electric  equipment  shall  be  made  to 
conform  to  the  requirements  of  the  Electrical  Code  therefor ; 
t  a|,"°  combustible  fabric,  unless  applied  directly  to  the  wall. 
Mmll  be  permitted  in  the  rooms  used  for  such  kindergarten ; 
that  this  modification  shall  continue  for  a  period  of  two  (2) 
years  from  the  date  of  this  resolution. 


656-40-A. 

APPLICANT  Joseph  Obstler,  for  Brooklyn  Improvement 
Company,  owner  (Dale  Coal  and  Coke  Company 
lessee). 

SUBJECT  Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 38-42  Second  avenue  west 
side,  Sixth  Street  Basin,  Gowanus  Canal  (Block 
No.  990,  part  of  Lot  No.  168),  Borough  of  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Joseph  Obstler  and  F.  T.  Apted 
For  Administration:  Fred  Dahlem,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition 
THE  VOTE— 

Affirmative .  Chairman  Murdock  and  Commis¬ 
sioners  Savage  and  Blum  .  3 

Negative:  Deputy  Chief  Gunn  ..  ..  .  ] 

THE  RESOLUTION— 

(656-40-A) 

Whereas,  Joseph  Obstler,  for  Brooklyn  Improvement 
Company,  owner,  filed  June  18,  1940,  an  appeal  from  a  de¬ 
cision  of  the  borough  superintendent  of  buildings ;  premises 
38-42  Second  avenue,  west  side,  Sixth  Street  Basin  Go¬ 
wanus  Canal  (Block  No.  990,  part  of  Lot  No.  168).  Bor¬ 
ough  of  Brooklyn ;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  New  Building  Application  No.  10075-37,  dated 
June  14,  1940,  reads: 

“F.  P.  1.  Proposal  to  install  a  200,000  gallon  oil 
storage  tank  above  ground  is  contrary  to  Ch.  19-50.0  of 
the  Administrative  Code.  Proposal  is  denied  based  on 
Fire  Dept,  disapproval  based  on  correspondence  of  June 
11,  1940.” 
and 

Whereas,  the  premises  consist  of  a  portion  of  a  plot,  ap¬ 
proximately  105  ft.  by  60  ft.  in  area,  now  occupied  in  con¬ 
nection  with  the  coal  yard  on  the  balance  of  the  plot ;  it  is 
proposed  to  install  two  lOO^OO-gallqn  oil  storage  tanks,  ex¬ 
tending  8  ft.  above  grade,  to  be  located  in  an  unrestricted 
use  A  area  district;  the  tank  will  be  used  for  the  storage  of 
No.  1  and  No.  2  fuel  oil ;  and 
Whereas,  the  applicant  contends  that  7  ft.  of  the  depth  of 
the  tank  will  be  below  grade  and  8  ft.  will  be  above  grade: 
that  the  tank  will  be  encased  in  concrete  walls  and  covered 


1097 


MINUTES 


with  2  in.  of  earth  fill ;  that  the  Code  cannot  be  complied 
with  due  to  tide  water  conditions ;  that  the  structural  design 
has  been  approved  by  the  Building  Department  and  permit 
issued;  that  the  present  objection  of  the  borough  superin¬ 
tendent  of  buildings  is  predicated  on  the  request  of  the  Fire 

Department ;  and  . 

Whereas,  the  premises  were  inspected  by  a  committee  oi 

the  Board. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  acting  on  New  Building  Application  No.  lOO/o- 
37,  Objection  No.  1,  be  and  it  hereby  is  modified  and  the  ap¬ 
peal  be  and  it  hereby  is  granted  on  condition  that  the  storage 
shall  be  limited  to  No.  1  and  No.  2  fuel  oil;  that  the  tank 
installation  shall  be  constructed  substantially  as  indicated  on 
revised  plans  marked  “Received  July  23,  1940  ;  that  the 
two  100.000-gallon  tanks  proposed  shall  comply  in  all  other 
respects  with  the  Oil  Burner  Rules  of  the  Board  of  Stand¬ 
ards  and  Appeals;  that  such  fire-fighting  equipment  deemed 
adequate  by  the  fire  commissioner  shall  be  installed  and 
maintained ;  that  the  plant  shall  be  under  watchman  service 
for  twenty-four  hours  each  day ;  that  the  concrete  work 
shall  complv  with  the  requirements  of  the  Administrative 
Building  Code  for  Average  B  Concrete ;  that  a  copy  of  the 
plans  as  approved  by  the  borough  superintendent  of  build¬ 
ings  under  this  resolution,  including  the  fire-fighting  equip¬ 
ment  as  approved  by  the  fire  commissioner,  shall  be  filed 
with  this  Board ;  that  the  location  of  tanks  ^  shall  be  sub¬ 
stantially  as  shown  on  revised  plans  marked  Received  July 
23,  1940”,  and  that  all  permits  shall  be  obtained  and  all  work 
involved  shall  be  completed  within  one  (1)  year  from  the 
date  of  this  resolution. 


662-40- A. 

APPLICANT— William  F.  Regan,  for  Sarah  Brody  and 
Pauline  Switzky,  owners  (Isaac  Birnbach,  lessee). 
SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent  'of  buildings. 

PREMISES  AFFECTED— 252  Va.et  street  and  25  Bogart 
street,  southwest  corner  (Block  No.  3118,  Lot  No. 
16)  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  William  F.  Regan. 

For  Administration:  Morris  Hannes,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  ,  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  ® 

THE  RESOLUTION— 

(662-40- A) 

Whereas,  William  F.  Regan,  for  Sarah  Brody  and 
Pauline  Switzky,  owners,  filed  June  19,  1940,  an  appeal  from 
a  decision  of  the  borough  superintendent  of  buildings ;  prem¬ 
ises  252  Varet  street  and  25  Bogart  street,  southwest  corner 
(Block  No.  3118,  Lot  No.  16),  Borough  of  Brooklyn;  and 
Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Alteration  Application  No.  4949-39,  dated  June 
14,  1940,  reads: 

“2.  Change  of  occupancy  from  show  shop  to  storage 
of  wool  and  cotton  goods  should  comply  fully  with  Ad¬ 
ministrative  Code.  09.149  as  follows  : 

a.  Show  that  there  are  no  Public  Assemblies 

within  50  feet.  .  .  ... 

b.  Premises  must  be  equipped  with  extinguishing 

system.  . 

Use  and  storage  of  cotton  goods  to  be  stored  in  a 
building  on  same  lot  or  premises  with  multiple  dwelling 
is  contrary  to  Sec.  58,  M.D.L.” 

and 

Whereas,  the  building  is  three  stories  (27  ft.)  in  height, 
25  ft  by  50  ft.  in  area;  of  Class  3  construction;  located  in 
an  unrestricted  use  A  area  district;  erected  in  1900,  and 
occupied:  ‘cellar,  vacant;  first  story,  storage  of  combustible 


fibre  in  store;  second  story,  two  families;  third  story,  two- 

^Whereas,  the  applicant  contends  that  section  58  of  the 
Multiple  Dwelling  Law  specifies  that  combustible  articles 
mav  be  stored  on  the  same  lot  with  a  multiple  dwelling  when, 
a  permit  for  same  is  obtained  from  the  Fire  Department; 
that  09-149  of  the  Administrative  Code  specifies  that  no 
permit  for  combustible  fibres  may  be  issued  on  premises 
occupied  by  a  multiple  dwelling;  that  a  certificate  of  occu¬ 
pancy  was  requested  by  the  Fire  Department  in  order  to 
act  on  the  applicant’s  application  for  a  permit  to. store  com¬ 
bustible  fibre;  that  portable  fire  extinguishers  satisfactory  to- 
the  Fire  Department  will  be  installed  in  compliance  with 
Objection  No.  1-b  of  the  borough  superintendent  of  build¬ 
ing’s  decision.  ,  ,  .  .  .  . 

Resolved,  that  the  decision  of  the  borough  superintradent 
of  buildings,  acting  on  Alteration  Application  No.  4949-.D 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and  1 
hereby  is  granted ,  as  to  Objection  No.  2,  only  as  to  t  e 
storage  of  combustible  materials  as  proposed,  on  condition 
that  an  approval  of  the  fire  commissioner  for  such  occupancy 
as  required  under  section  58  of  the  Multiple  Dwelling  Law 
shall  be  obtained  and  filed  with  the  borough  superintendent 
of  buildings,  as  required  by  section  C19-149.0  of  the  Admin¬ 
istrative  Code. 

664-40- A. 

APPLICANT— West  Disinfecting  Company,  owner. 
SUBJECT — Appeal  from  a  decision — re  an  order  of  the  fire1 
commissioner. 

PREMISES  AFFECTED — 42-14  West  street,  west  side, 
125  ft.  south  of  Jackson  avenue  (Block  No.  264, 
Lot  No.  1),  Long  Island  City,  Borough  of  Queens. 

APPEARANCES—  .  ,  _  t  . 

For  Applicant:  Aurora  Manilla  and  Peter  Bhlen. 
For  Administration:  Inspector  Meyer,  Fire  De¬ 
partment.  . 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  w  J  n 

Affirmative:  Chairman  Murdock  and  Commis¬ 
sioners  Savage  and  Blum  .  “ 

Negative:  Deputy  Chief  Gunn  .  1 

THE  RESOLUTION— 

(664-40- A) 

Whereas,  West  Disinfecting  Company,  owner,  filed  June 
19  1940  an  appeal  from  a  decision— re  an  order  of  the  fire 
commissioner;  premises  42-14  West  street,  west  side,  125  ft 
south  of  Jackson  avenue  (Block  No.  264.  Lot  No.  1),  Long 
Island  City,  Borough  of  Queens;  and 

Whereas,  the  order  of  the  fire  commissioner,  Order  No. 
82804-LC,  dated  February  23,  1940,  reads: 

“You  are  hereby  notified  that  an  inspection  of  the 
above  premises,  used  to  store  acids,  shows  that  the  fo - 
lowing  must  be  done  before  the  permit  requested  bv  vou 
can  be  issued : 

1.  Provide  an  approved  storage  system  for  the 
storage  of  50  barrels  of  kerosene  used  in  the.  manu¬ 
facture  of  insecticides.  Plans  and  specifications  to- 
be  filed  with  and  approved  by  the  Division  of  Build¬ 
ings,  before  the  work  of  installing  storage  tank  is 
commenced.  Tank  to  be  tested  and  installation 
supervised  bv  a  representative  of  Division  of  Com¬ 
bustibles,  Fire  Department.” 

^Whereas,  said  order  was  repeated  in  a  decision  of  the 
fire  commissioner  dated  May  29,  1940 ;  and  .  , 

Whereas,  the  building  is  two  stories  (25  ft.)  m  height, 
75  ft.  by  155  ft.  in  area  on  the  first  story  and  75  ft.  by  23 
ft  in  area  on  the  second  story;  of  Class  3  construction 

equipped  with  a  standpipe  and  a  sprinkler  system ;  located 

in  an  unrestricted  use  A  area  district;  erected  in  1914,  and 
occupied:  cellar,  storage  of  disinfectants,  8  persons;  first 
story,  laboratory,  4  persons;  second  story,  painting  and  as¬ 
sembling  of  machinery,  2  persons ,  and 
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\\  HEKEAS.  the  applicant  contends  that  the  present  storage 
tank  is  located  inside  of  Building  No.  2  in  the  sub-cellar 
part  of  which  cellar  extends  above  street  level  and  which  is 
kept  ventilated;  that  1,500  gallons  of  kerosene  are  kept  on 
he  premises  ,n  a  covered  steel  tank  and  have  been  so  stored 
for  twenty-five  years;  that  the  building  is  sprinklered  and 
equipped  with  a  standpipe  system;  and 
Whereas,  the  record  indicates  that  the  tank  in  question 
has  been  approved  by  the  fire  commissioner  for  the  storage 
of  kerosene  oil  for  a  period  of  more  than  ten  years. 

N<f*82804rfT  the  ,0fdf  °[  th.e  fire  commissioner.  Order 
No  82804-LC,  be  and  it  hereby  is  modified  and  that  the  ap¬ 
peal  be  and  it  hereby  is  granted  on  condition  that  the  nres- 
e"t.  stora£c  tank  for  kerosene  shall  be  maintained  to  the 
satisfaction  of  the  fire  commissioner;  that  the  standpipe  and 
sprinkler  systems  and  all  other  fire-fighting  appliances  shall 
be  maintained  in  accordance  with  the  requirements  and  to 
the  satisfaction  of  the  fire  commissioner,  and  granted  onlv 
so  long  as  conditions  throughout  the  factory  are  maintained 
in  a  satisfactory  manner. 


it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
Orantcd,  as  to  Objection  No.  1  thereof,  on  condition  that  the 
building  sha  be  reconstructed  as  proposed;  that  the  busi¬ 
ness  use  shall  be  confined  to  the  first  story ;  that  the  entire 
ceiling  and  first  story  of  the  building  shall  be  fire-retarded 
in  accordance  with  the  rules  of  the  Board  of  Standards  and 
Appeals,  in  connection  with  the  residential  occupancy;  that 
‘I.^  ,UAd'n?  st]?n  "ot  be  farther  increased  in  height  and 
thlu'  ^  ,0tI??r,  respects  the  building  and  occupancy 

thereto  P  y  W’th  3  3WS’  ru  es  and  re^»'ations  applicable 


673-40-A. 


668-40- A. 

APPLICANT— Anthony  M.  De  Rose,  for  Joseph  Bellone, 
owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED-SIS;  East  Trenton,  avenue. 

Sn  m  8;?e,  ftV  "A'!1  of  Waterbury  avenue 
(Block  No.  5351.  Lot  No.  8),  Borough  of  The 
Bronx. 

APPEARANCES— 

For.  Applicant:  Anthony  M.  De  Rose. 

For  Administration:  M.  Thiede,  Department  of 
.  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

Negative  .  0 

THE  RESOLUTION— 

(668-40- A) 

Whereas  Anthony  M.  De  Rose,  for  Joseph  Bellone, 
owner,  filed  June  20,  1940,  an  appeal  from  a  decision  of  the 
borough  superintendent  of  buildings;  premises  3187  East 
I  remont  avenue,  east  side,  48.75  ft.  north  of  Waterburv 
avenue  (Block  No.  5351,  Lot  No.  8),  Borough  of  The 
nronx ;  and 

,  ^  hereas,  the  decision  of  the  borough  superintendent  of 

inioT-  onAlterat,on  Application  No.  352-40,  dated  June 
IU,  mo,  reads: 

“1.  Change  of  occupancy  of  a  frame  dwelling  in  the 
fire  limits  to  be  used  as  a  business  building  is  contrary 
to  Sec.  2. 1.3.5  of  the  Building  Code.” 

and 

Whereas  the  building  is  two  stories  (24  ft.)  in  height, 
r5-/.3  ”•  by  49  R-  3  in.  in  area  at  first  story  and  19  ft.  by  34 
t.  in  area  at  second  story;  of  Class  4  construction;  located 
in  a  business  use  C  area  district;  erected  in  1924,  and  to 
be  occupicfl;  cellar,  storage  and  laundry;  first  story,  store 
and  boiler-room;  second  story,  dwelling;  and 
Whereas,  it  is  proposed  to  erect  a  front  extension  to  the 
cellar  and  first  story,  of  masonry  material,  to  use  the  first 
story  as  a  store  and  to  enclose  the  entire  first  story  in 
masonry  materials;  the  present  first  story  is  now  occupied 
as  a  garage,  boiler-room  and  storage  room,  and  will  be  oc¬ 
cupied  as  a  store  at  the  front  and  storage  and  boiler-room 
at  the  rear;  and 

Whereas,  the  applicant  contends  that  the  entire  ceiling 
ot  the  business  portion  will  be  fire-retarded;  that  while  the 
second  story  will  be  of  frame  construction,  the  business  por- 
ion  will  be  enclosed  in  masonry  walls  separated  from  the 
dwelling  by  fire-retarded  construction. 

, ^solved,  that  the  decision  of  the  borough  superintendent 
ot  buildings,  as  to  Alteration  Application  No.  352-40,  be  and 


APPLICANT— F.  W.  Nitardy,  for  E.  R.  Squibb  and  Sons, 
owners. 

SUBJECT  Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED-34-42  Columbia  Heights.  west 
side,  164  ft.  south  of  Doughty  street,  and  27-53 
Furman  street  (Block  No.  203,  Lot  No.  1,  and 
Block  No.  208,  Lot  Nos.  2.  10  and  21),  Borough 
of  Brooklyn  (under  section  35,  General  City  Law- 
re  Bed  of  Mapped  Street) 

appearances- 

For  Applicant ;  Hunley  Abbott  and  Albert  B. 
Hayes. 

Lor  Opposition :  B.  Meredith  Langstaff. 

For  Administration :  Morris  Hannes,  Department 
*  °f  Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative.  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  q 

THE  RESOLUTION— 

(673-40-A) 

ioioHEREAS’  E;  ?•  Squibb  and  Sons,  owner,  filed  June  21, 

,  940,  an  appeal  from  a  decision  of  the  borough  superin- 
°?  buildin£s  f°r  permission  to  erect  a  building  in 
the  bed  of  a  mapped  street  (Poplar  street)  ;  premises  34-42 
Columbia  Heights,  west  side,  164  ft.  south  of  Doughty 
street,  and  -7-53  Furman  street  (Block  No.  203,  Lot  No.  1 
and  Block  No.  208.  Lot  Nos.  2,  10  and  21),  Borough  of 
Brooklyn;  and 

,  Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  New  Building  Application  No.  1401-40  dated 
June  19,  1940,  reads: 

“L  New  structure  to  be  erected  on  a  city  highway 
as  laid  out  on  city  map.  Application  is  therefore  denied 
(Sec.  35  of  General  City  Law.)” 

and 

/i^H/RnEAS’  the  proposed  building  will  be  thirteen  stories 

oti2 ,  ftV  Jn.  he,?htj  83  ft-.6^  in-  on'  Columbia  Heights  by 
1  ft.  1/4  in.,  irregular,  in  area;  of  Class  1  construction* 
located  in  an  unrestricted  use  B  area  district ;  to  be  equipped 
with  a  standpipe  and  a  sprinkler  system ;  to  be  occupied : 
cellar,  tank  pit,  storage  of  cod  liver  oil  and  chemicals,  no 
persons;  first  story,  manufacturing  and  shipping,  35  per¬ 
sons,  .  second  to  tenth  stories,  inclusive,  manufacturing  of 
medicines,  7  persons  on  second  story,  8  on  third  story.  37 
on  fourth  story,  112  on  fifth  story,  2  on  sixth  story,  6  on 
seventh  story,  4  on  eighth  story,  28  on  ninth  story,  and  32 
on  tenth  story;  11th  story,  manufacturing  and  offices,  67 
persons;  12th  story,  employees’  recreation  and  lunch  room. 
120  persons;  and 

Whereas,  the  applicant  contends  that  portions  of  four 
separate  buildings  erected  within  the  bed  of  Poplar  street 
were  demolished  to  make  room  for  the  proposed  building- 
that  if  the  proposed  street  is  cut  through,  it  will  result  in 
a  street  grade  of  20  per  cent.,  which  would  be  impracticable; 
that  a  request  has  been  made  to  the  borough  president  for 
removal  of  the  street  from  the  city  map ;  and 
Whereas,  the  applicant  has  filed  a  copv  of  a  communica¬ 
tion  from  the  borough  president,  dated  June  18,  1940,  where- 
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in  it  is  stated  that  instructions  have  been  prepared  to  pro¬ 
ceed  with  the  preparation  of  the  proposed  map  change ;  and 

Whereas,  under  date  of  July  3,  1940,  the  borough  presi¬ 
dent  forwarded  to  this  Board  a  copy  of  a  report  of  the 
Consulting  Engineer  of  the  Borough  of  Brooklyn,  wheicin 
it  is  recommended  that  the  street  be  removed  from  the  city 
map,  stated  that  steps  have  already  been  taken  towards  such 
removal ;  and 

Whereas,  due  notice  of  this  hearing  has  been  given  bv 
publication  in  the  Bulletin  of  the  Board  and  in  the  Brooklyn 
Daily  Eagle. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  acting  on  New  Building  Application  No.  140!  - 
40,  Objection  No.  1.  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted,  under  the  authority 
vested  in  the  Board  by  section  35  of  the  General  City  Law, 
so  as  to  permit  the  construction  within  the  bed  of  Poplar 
street  of  a  building  as  proposed,  on  condition  that  the  height 
of  such  building  shall  not  be  greater  than  the  height  of 
buildings  legally  permitted  to  be  constructed  on  Furman 
street;  that  pending  the  removal  from  the  map  of  Poplai 
street  by  the  City  Planning  Commission,  any  building  erected 
in  the  bed  of  Poplar  street  shall  comply  with  the  require¬ 
ments  of  the  zoning  resolution  for  the  abutting  properties. 


689-40-A. 

APPLICANT — Koch  and  Wagner,  for  Vulcan  Rail  and 
Construction  Company,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings.  . 

PREMISES  AFFECTED — 51-20  Grand  avenue,  south  side, 
469  56  ft  west  of  Garrison  avenue  (Block  No.  2626, 
Lot  No.  6,  and  Block  No.  2615,  Lot  No.  6),  Mas- 
peth,  Borough  of  Queers  (under  section  35.  Gen¬ 
eral  City  Law— re  Bed  of  .Mapped  Street). 

APPEARANCES—  „T  ,  „  T 

For  Applicant:  Charles  C.  Wagner  and  Harry  L. 

Yakel. 

For  Administration:  Inspector  O’Donohue,  Depart¬ 
ment  of  Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  ,  ,  „ 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

Negative  . 

THE  RESOLUTION— 

(689-40-A ) 

Whereas,  Koch  and  Wagner,  for  Vulcan  Rail  and  Con¬ 
struction  Company,  owner,  filed  June  25,  1940,  an  appea 
from  a  decision  of  the  borough  superintendent  of  buildings 
for  permission  to  extend  an  existing  building  into  the  beds 
of  mapped  streets  (52nd  street  and  59th  avenue)  ;  premises 
51-20  Grand  avenue,  south  side,  469.56  ft.  west  of  Garrison 
avenue  (Block  No.  2626,  Lot  No.  6,  and  Block  No.  2615, 
Lot  No.  6),  Maspeth,  Borough  of  Queens;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Alteration  Application  No.  1526-40,  dated  June 
21,  1940,  reads: 

“1.  Present  floor  area  (29,350  sq.  ft.)  and  proposed 
additional  area  exceeds  area  allowed  bv  Sec.  4.2.1  B.C. 

2.  Construction  extends  into  the  bed  of  street  (pres¬ 
ent  and  new).” 

and 

Whereas,  the  existing  building,  which  was  erected  in 
1921,  is  one  and  two  stories  in  height,  98  ft.  by  299.5  ft.  in 
area,  and  of  Class  3  construction ,  and 

Whereas,  it  is  proposed  to  construct  an  addition  on  the 
north  end  of  the  plot  facing  Grand  avenue,  98  ft.  by  98.2o 
ft.  in  area,  and  an  addition  on  the  central  portion  of  the 
plot  located  531  ft.  8  in.  south  of  Grand  avenue,  to  be  98 
ft.  by  125.6  ft.  in  area,  as  shown  on  plans  marked  Received 


June  25,  1940”,  the  entire  building  to  be  used  for  the  storage 
of  iron  and  steel  and  as  a  shop ;  and 

Whereas,  the  applicant  contends  that  the  area  of  the 
existing  one-story  building  is  29,350  sq.  ft. ;  that  the  area 
as  proposed  will  be  41,658  sq.  ft.;  that  the  proposed  exten¬ 
sion  to  be  erected  at  the  central  portion  of  the  plot  will  be 
provided  with  a  12  in.  brick  wall,  separating  same  from  the 
one-story  storage  building,  said  wall  to  have  a  12  ft.  wide 
opening,  equipped  with  a  three-hour  protective  assembly , 
that  the  existing  12  in.  brick  wall  at  the  north  end  o  e 
existing  building  will  have  all  openings  bricked  up,  and 
two  new  openings  provided,  as  shown  on  plans  filed  wuh 
this  appeal;  that  these  openings  will  be  equipped  with  three- 
hour  protective  assemblies ;  that  the  entire  building  will  be 
sprinklered  throughout ;  that  the  business  conducted  in  these 
buildings  is  non-hazardous ;  that  all  of  the  existing  buildings 
and  proposed  additions  based  on  the  existing  private  right- 
of-way  20  ft.  in  width  on  the  east  and  the  open  court,  -0 
ft.  wide  on  the  west;  that  all  of  the  existing  buildings  now 
on  this  plot  are  partly  located  in  the  bed  of  mapped  streets , 
that  the  proposed  extension  will  to  a  large  extent  replace 
the  existing  structures  now  located  in  the  bed  of  mappei 

^Whereas,  the  building  is  proposed  to  be  occupied  for  the 
processing  of  heavy  paper  under  steam  pressure  and  prod¬ 
ucts  manufactured  therefrom.  .  , 

Resolved  that  the  decision  of  the  borough  superintendem 
of  buildings,  acting  on  Alteration  Application  No.  15-6-40, 
Objection  No.  2,  be  and  it  hereby  is  modified  and  the  appeal 
be  and  it  hereby  is  granted,  under  the  authority  vested  m 
the  Board  under  section  35  of  the  General  City  Law,  to  pei- 
mit  the  construction  of  portions  of  the  building  as  proposed 
into  the  bed  of  52nd  street  and  59th  avenue,  on  condition 
that  in  the  event  either  or  both  of  these  streets  are  opened, 
no  claim  will  be  made  by  the  owner  in  condemnation  for 
the  value  of  the  buildings  above  the  land,  and  granted,  as  to 
Objection  No.  1,  on  condition  that  the  building  shall  be  pro¬ 
tected  throughout  with  a  two-source  sprinkler  system i ,  that 
the  exits  shall  be  maintained  substantially  at  points  indicated 

on  plans  marked  “Received  June  25,  1940  ,  and  granted^ 
only  so  long  as  the  building  is  occupied  as  herein  proposed 
or  for  some  other  occupancy  deemed  no  more  hazardous  py 
the  borough  superintendent  of  buildings  or  the  fire  commis¬ 
sioner ;  that  a  further  passage  from  said  exit  to  Grand  ave¬ 
nue,  both  on  the  easterly  and  westerly  sides,  shall  be  main¬ 
tained  at  all  times  without  passing  through  any  other  build¬ 
ing  ;  that  the  entire  building  shall  be  under  control  of  watc.i- 
man  service  during  twenty-four  hours  of  the  day ;  that  such 
fire-fighting  appliances  shall  also  be  installed  as  the  fire 
commissioner  shall  direct;  that  in  all  other  respects  the 
construction  shall  comply  with  the  requirements  of  all  laws, 
rules  and  regulations  applicable  thereto  and  that  all  Perrmts 
shall  be  obtained  and  all  work  involved  shall  be  completed 
within  one  (1)  year  from  the  date  of  this  resolution. 


692-40-A. 

APPLICANT— J.  Raymond  Broderick,  for  The  Metropol¬ 
itan  Savings  Bank,  owner  (Thomas  and  Isabella 
Bcisilc  lessees). 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 402-404  East  101st  street,  south 
side,  50  ft.  east  of  First  avenue  (Block  No.  1694, 
Lot  No.  46),  Borough  of  Manhattan. 

For  Applicant:  J.  Raymond  Broderick  and  Richard 
B.  Campbell.  n 

For  Administration:  Inspector  Maher,  hire  De¬ 
partment.  .  . 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

VOTE _ 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  J 
Negative  . 
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THE  RESOLUTION— 

(692-40- A) 

Whereas  J.  Raymond  Broderick,  for  The  Metropolitan 
Savings  Bank  owner  (Thomas  and  Isabella  Basile,  lessees), 
filed  June  24.  1940,  an  appeal  from  an  order  and  a  decision 
of  the  fire  commissioner;  premises  402-404  East  101st  street 
south  side,  50  ft.  east  of  First  avenue  (Block  No.  1694,  Lot 
.No.  46),  Borough  of  Manhattan;  and 
O  WherEas,  the  order  of  the  fire  commissioner,  Order  No. 
8558-LF ,  dated  May  13,  1940,  reads: 

“Item  No.  1.  Repair  or  replace  the  defective  shutters 
with  proper  iron  shutters  at  all  openings  in  the  exterior 
wall  which  are  distant  in  a  direct  line  less  than  30  feet 
from  any  opening  in  any  other  building  and  not  in  the 
same  plane  with  said  openings  and  which  are  not  more 
than  50  feet  above  a  neighboring  roof  at  west  and  east 
courts  of  building,  also  rear  south  wall,  or  other  ap¬ 
proved  protection.” 
and 

*'le  decision  of  the  fire  commissioner,  dated 
May  23,  1940.  reads: 

“It  is  regretted  that  your  request  to  permit  you  to 
board  over  the  windows  on  unused  floors,  etc.  in  lieu 
of  repairing  or  replacing  iron  shutters,  must  be  denied 
for  the  following  reasons: 

1.  This  department  has  no  authority  to  modify  the 
requirements  of  the  Administrative  Code,  as  that  func¬ 
tion  lies  entirely  with  the  Board  of  Standards  and  Ap¬ 
peals. 

It  js  not  thought  that  the  method  of  compliance 
you  offer  would  be  desirable,  as  in  the  event  of  a  fire 
jb  die  building  the  firemen  could  not  enter  by  means  of 
ladders,  nor  could  they  properly  ventilate  the  premises 
and  would  have  great  difficulty  in  extinguishing  the 
fire  if  the  windows  were  boarded  up  in  the  manner  vou 
suggest.” 

and 

Whereas,  Unsafe  Notice,  dated  June  10,  1940,  was  served 
on  the  owner  by  the  borough  superintendent  of  buildings,  re¬ 
quiring  the  removal  of  all  loose,  broken  and  defective  shut¬ 
ters  on  windows  of  the  west  wall  and  the  replacing  with 
shutters  in  sound  condition;  and 

'n'IHuRE,A^,t,hf,buiIding  is  five  stories  (61  ft-)  in  height, 
?u  n-  It.  in  area;  of  Class  3  construction;  located 

in  an  unrestricted  use  A  area  district;  erected  in  1906  and 
occupied:  cellar,  vacant;  first  story,  storage  of  wagons; 
second  story,  stable  for  twenty  horses;  third,  fourth  and 
fifth  stories,  vacant;  and 

Whereas,  the  applicant  contends  that  due  to  the  fact  that 
onlj  the  first  and  second  stories  are  occupied  and  that  there 
are  no  windows  in  the  west  wall  of  the  first  story,  the  order 
is  deemed  unjustified  and  unwarranted  in  view  of  the  large 
expenditure  required ;  that  it  is  proposed  to  board  up  the 
windows  in  question  and  cover  same  on  the  outside  with 
-U  gauge  sheet  metal;  that  a  modification  of  the  order  is 
requested  to  permit  the  boarding  up,  as  proposed,  of  the 
windows  above  the  second  story. 

Ihe  order  of  the  fire  commissioner,  Order 
No.  X558-LF,  Item  1,  be  and  it  hereby  is  modified  and  the 
appeal  be  and  it  hereby  is  granted,  only  so  far  as  it  applies 
to  the  windows  above  the  second  story,  on  condition  that  on 
all  these  stories  all  windows  shall  be  closed  as  proposed 
with  wood  covered  with  metal  not  less  than  20  gauge  in 
thickness  or  with  masonry  not  less  than  4  in.  thick,  and 
t  at  the  order  shall  be  complied  with  as  to  all  windows  on 
'econd  story,  except  such  windows  on  said  second  sto'-v 
which  are  less  than  6  sq.  ft.  in  area,  which  may  be  closed. 
as  Proposed,  on  the  upper  stories ;  that  this  modification  shall 
continue  only  so  long  as  floors  above  the  second  storv  re¬ 
main  vacant  and  unoccupied  and  the  building  is  otherwise 
maintained  as  proposed,  but  not  longer  than  a  temporary 
nenod  of  two  (2)  years,  and  that  anv  hay  stored  shall  be 
ales,  with  not  more  than  one  bale  opened  or  loose  at 
any  one  time. 


693-40- A. 

APPLICANT— Sleepwell  Metal  Bed  Company,  Incor¬ 
porated,  lessee,  for  Meyline  Realty  Corporation, 
owner. 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the 
hre  commissioner. 

PREMISES  AFFECTED— 474  Johnson  avenue,  south  side, 
100  ft.  west  of  Porter  avenue  (Block  No.  2992 

APPEARANCES-’  B°rOUBh  °f  Brooklyn' 

For  Applicant :  Louis  Wiener. 

Tor  Administration :  Inspector  Meyer,  Fire  De¬ 
partment. 

ACT  ION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  q 

THE  RESOLUTION— 

(693-40- A) 

Whereas  Sleepwell  Metal  Bed  Company,  Incorporated, 
ocSSio^°r  Meylln,e  Rea]ty  Corporation,  owner,  filed  June 
-5,  1940,.  an  appeal  from  an  order  and  a  decision  of  the  fire 
commissioner ;  premises  474  Johnson  avenue,  south  side,  100 
ft.  west  of  Porter  avenue  (Block  No.  2992,  Lot  No.  25) 
Borough  of  Brooklyn ;  and 

Whereas,  the  order  of  the  fire  commissioner,  Order  No. 
83326-LC,  dated  April  10,  1940,  reads: 

,  Provide  a  self-closing  metal  cover  equipped  with 
fusible  links  for  each  dipping  tank,  C-19-11,  Adminis¬ 
trative  Code. 

.4  Discontinue  the  maintenance  of  any  open  flames 
within  floor  area  where  sprav  coating  is  carried  on,  or 
separate  said  open  flames  or  sparking  device  bv  parti¬ 
tions  constructed  of  firenroof  or  fire-resisting  material. 
Rule  6.1.8,  Spray  Rules.” 

and 

Whereas,  this  order  was  referred  to  in  a  decision  of  the 
fire  commissioner  dated  May  27,  1940;  and 

Whereas,  the  building  is  four  stories  in  height.  175  ft.  by 
75  ft.  in  area;  of  Class  3  construction;  located  in  an  un¬ 
restricted  use  district ;  date  of  erection  unknown ;  occupied  * 
first  story,  manufacturing  of  springs  and  beds,  20  persons- 
second  story  manufacturing  of  clothing,  50  persons;  third 
story,  same,  75  persons ;  fourth  story,  same,  90  persons ;  and 

Whereas,  the  applicant  contends  that  due  to  overhead 
trolley  lines,  fusible  links  cannot  be  mounted  on  the  existing 
covers ;  that  it  is  requested  permission  be  granted  to  con- 
tinue  the  use  of  the  covers  in  their  present  condition;  that 
the  welder  is  located  75  ft.  from  the  sprav  booth ;  that  the 
spray  booth  is  used  only  one  hour  per  week ;  and 

Whereas,  these  premises  were  inspected  by  a  committee 

of  the  Board. 

t!13*  t^ie  order  °I  the  commissioner.  Order 
No.  83326-LC  be  and  it  hereby  is  modified  and  the  appeal 
be  and  it  hereby  is  granted,  as  to  Item  2,  on  condition  that 
the  metal  covers,  which  mav  be  without  fusible  links,  shall  he 
kept  over  dipping  tanks  at  all  times  when  same  are  not  in 
use;  that  the  thinning  material  used  in  the  dipping  shall 
have  a  flashpoint  of  not  less  than  100  degrees;  that  as  to 
that  open  flames,  including  the  welding  equipment, 
shall  be  not  nearer  than  60  ft.  to  the  point  where  the  spray¬ 
ing  or  dinning  is  carried  on;  that  the  spray  booth  shall 
comply  with  all  the  requirements  therefor;  that  during  the 
time  the  spraying  and  dipping  are  carried  on,  proper  ven¬ 
tilation.  either  by  means  of  mechanically-driven  fan  or 
windows  to  the  outer  air.  shall  be  maintained:  that  the 
equipment  and  premises  shall  be  maintained  to  the  satisfac¬ 
tion  of  the  fire  commissioner,  and  that  in  all  other  resnects 
all  laws,  rules  and  regulations  applicable  thereto  shall  be 
complied  with. 
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694-40-A.  .  r  _  , 

APPLICANT — George  R.  Read  and  Company,  for  Grand 
Centre  Corporation,  owner.  .  .  , 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner.  c 

PREMISES  AFFECTED— 224  Centre  street.  165-17i 
Grand  street,  southeast  corner,  and  154  Baxter  street 
(Block  No.  235,  Lot  No.  13),  Borough  of  Man¬ 
hattan. 

A P P E A R ANCE^S— nt  .  winiam  H>  Class  and  J.  Frederick 

Bender.  ^ 

For  Administration:  Inspector  Maher,  hire  de¬ 
partment.  .  .... 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

rT'  IT  TJ'  YOTE _ 

Affirmative:  Chairman  Murdock  and  Commis- 

sioners  Savage  and  Blum  .  " 

Negative :  Deputy  Chief  Gunn  . 

the  resolution- 

(694-40-A) 

Whfreas  George  R.  Read  and  Company,  for  Grand 
Centre  Corporation,  owner,  filed  June  25,  1940,  an  aPPea 
from  an  order  and  a  decision  of  the  fire  commissioner, 
premises  224  Centre  street,  165-171  Grand  I  stree souths  t 
corner,  and  154  Baxter  street  (Block  No.  235.  Lot  No.  13), 

Borough  of  Manhattan;  and  .  .  .  „  ,  t.t 

Whereas,  the  order  of  the  fire  commissioner,  Order  No. 

6665-LF,  dated  January  10,  1940,  reads: 

“2.  Install  an  approved  standpipe  system  arranged 
and  equipped  as  per  Art.|  17,  Ch.  26,  Adm.  Code. 

^Whereas,  the  decision  of  the  fire  commissioner,  dated 

June  4,  1940,  reads:  T*  9 

“In  reply  to  your  request  for  consideration  on  item 
of  Order  No.  6665-LF,  requiring  a  standpipe  system  to 
be  installed  in  the  above  premises,  you  are  advised 
that  as  the  building  exceeds  85  ft.  in  height,  the  stand- 
pipe  system  is  required  by  the  Administrative  Code  and 
your  request  must  be  denied.” 

atl Whereas,  the  building  is  six  stories  (95  ft.)  in  height, 
77  ft.  by  104  ft.  10  in.,  irregular,  in  area;  of  Class  3_ con¬ 
struction;  equipped  with  a  spnnMer,  system  .  located  in  an 
unrestricted  use  district;  erected  prior  to  1895,  and  occu 
pied-  cellar  and  first  story,  stores  for  sale  of  machinery, 
hardware  uniforms,  banners  and  statuary,  17  persons,  sec¬ 
ond  story  electro-plating  of  lighting  fixtures,  26  persons 
?hird  stor’y,  manufacturing  of  lighting  fixtures,  metal  and 
brass  articles  31  persons;  fourth  story,  lithographing,  23 
nelsons-  fifth  story,  metal  spinning,  machine  grinders  and 
manufacturing  of  ink,  18  persons ;  sixth  story,  manufacturing 

nf  metal  articles,  38  persons;  and 

Whereas  the  applicant  contends  that  the  building  was 
erected  prior  to  1895  and  is  structurally  the  same  as  when 
erected -P that  the  walls  throughout  are  24  in.  thick,  that 
direct  passage  is  afforded  for  two  fire  escapes  by  openings 
in  the  dYvfsfon  wall  on  each  story;  that  the  premises  are 
equipped  with  an  approved  sprinkler  system,  having  Siamese 
on  each  of  the  three  street  fronts ;  that  this  sprinkler  sys¬ 
tem  is  supplied  by  a  7,500-gallon  pressure  tank  located  in 
the  pent  house,  maintaining  a  minimum  PressuJ?  °f  . 
oounds  and  a  10,000-gallon  gravity  tank  20  ft.  above  the 
highest'  sprinkler  outlet;  that  there  is  a  direct  central  office 
connection  to  the  Automatic  Fire  Alarm  Company  and  an 
interior  fire  alarm  system  with  a  box  on  the  hall  of  each 
ci-rtrv  •  that  monthly  fire  drills  are  held,  and  in  view  of  the 
existing  fire  protection,  it  is  requested  that  the  order  of  the 

order*  (d  the  fire  —io^r  Order 
Nn  6665-LF  Item  2,  be  and  it  hereby  is  modified  and  the 
anneal  be  and  it  hereby  is  granted  on  condition  that  the 
Skier  svstem  and  interior  fire  alarm  system  shall  be  main¬ 
tain^  satisfaction  of  the  fire  commissioner,  and  that 


in  all  other  respests  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto,  and 
further,  that  the  building  shall  not  be  increased  in  height 

or  area. 


709-40- A.  XT  .  . 

APPLICANT — James  Anderson,  Jr.,  for  Sterling  National 
Bank  and  Trust  Company,  owner  (Barricmi,  In¬ 
corporated,  lessee).  _ 

SUBJECT _ Appeal  from  a  decision  of  the  fire  commis- 

sf  oner 

PREMISES  AFFECTED  22-11  to  22-19  41st  avenue, 
northwest  corner  of  23rd  street  (Block  No.  40  , 
Lot  No.  1).  Long  Island  City,  Borough  of  Queens. 

APPEARANCES—  t  ,  T 

For  Applicant:  James  Anderson,  Jr. 

For  Administration:  Inspector  Meyer,  Fire  De¬ 
partment.  ... 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  chairman  Murdock,  Commissioners 

Savage  and  Blum  and  Deputy  Chief  Gunn  4 

Negative  . 

THE  RESOLUTION— 

(709-40- A) 

Whereas,  James  Anderson,  Jr.,  for  Sterling  National 
Bank  and  Trust  Company,  owner,  filed  June  28,  1940,  a.i 
appeal  from  a  decision  of  the  fire  commissioner ;  premises 
22-11  to  22-19  41st  avenue,  northwest  corner  of  23rd  street 
(Block  No.  409,  Lot  No.  1),  Long  Island  City,  Borough  of 

Q  Whereas1  the  decision  of  the  fire  commissioner,  dated 
June  24,  1940,  reads:  . 

“In  reply  to  your  letter  of  June  20th,  1940,  relative  to 
relocating  of  a  60  ton  air  cooling  system  from  31-lL 
Northern  Boulevard,  Long  Island  City,  to  the  new 
premises  of  the  Barricini  Candy  Company  s  plant  at 
221-19  41st  Avenue,  Long  Island  City,  please  be  advised 
that  this  department  has  no  objection  to  such  transfer 

°f The1* Administrative  Code  Section  C19-98  (C)  does 
however  prohibit  the  use  of  a  refrigerating  system  from 
the  first  to  the  second  floor  as  outlined  in  the  second 

paragraph  of  your  letter.  .  ,  . 

This  department  will  have  no  objection  to  your  right 
to  an  appeal  to  the  Board  of  Standards  and  Appeals, 
Room  1000,  Municipal  Building,  Manhattan. 

and  .  . 

Whereas,  the  building  is  seven  stories  (85  ft.)  in  height, 
100  ft.  10  in.  by  175  ft.  in  area;  of  Class  1  construction, 
equipped  with  a  standpipe  and  sprinkler  system;  erected  m 
1924;  located  in  an  unrestricted  use  B  area  district,  and 
occupied:  cellar,  boiler  and  meter  room,  2  persons;  firs 
story  storage,  shipping  and  receiving,  6  persons;  second 
story,  offices  and  storage,  20  persons;  third  story  packing 
candy,  20  persons;  fourth  and  fifth  stones,  manufacturing 
of  candy,  100  and  25  persons,  respectively :  sixth  and  seventh 

stories,  storage,  5  persons  per  story ;  and 

Whereas,  it  is  proposed  to  remove  the  existing  sixty-ton 
air-conditioning  system  containing  400  pounds  of ^  F-12  re¬ 
frigerant  from  its  present  location  at  42-50  21st  avenue 
Long  Island  City,  to  the  building  in  question,  to  install  sam 
on  the  first  story,  to  air-condition  the  first  second  and 
stories  of  the  building,  and  to  install  new  F-12  air-condition 
K  eq^pment  on  each  of  the  fourth  and  fifth  stones ;  that 
the  proposed  system  for  the  fourth  story  will  be  of  forty 
tons  capacity  and  contain  200  Pounds  of  F-12  refrigerant 
that  the  proposed  system  for  the  fifth  story  will  be  ot 
twenty-five  tons  capacity  and  contain  125  pounds  of  b-l* 

re Whereas,  the  applicant  contends  that  the  equipment  pro¬ 
posed  to  be*  moved  was  purchased  in  1939  at  a  cost  of  ap¬ 
proximately  $10,000;  that  this  equipment  is  sufficient  to  air 
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condition  the  first,  second  and  third  stories  of  the  building 

stanaSn°oi  Vh31  there  n°  question  involved  in  the  in¬ 
stallation  of  the  new  equipment  on  the  fourth  and  fifth 

stories ;  that  the  only  question  involved  is  the  extending  of 
lie  duct  work  from  the  first  to  the  second  story,  and  run¬ 
ning  direct  expansion  steel  mains  from  the  third  story  unit 

storve  Ct°h^t\uS0A  a?d  ,econoniizer  to  be  located  on  the  first 
th  the, between  the  first  and  second  stories 
will  be  equipped  with  fire  dampers  and  asbestos  insulation  • 
that  the  entire  premises  are  occupied  by  one  tenant;  that  the 
proposed  installation  will  not  constitute  a  hazard  and  that 

before  "the  CoS!"^  ^  ‘he  Pr°P°Sed  C°de  n°w  pendinK 

T  the  de?lsJon  the  fire  commissioner,  dated 

June  4,  1 440,  be  and  it  hereby  is  modified  and  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  ducts  pres- 
ent  between  the  first  and  second  stories  shall  be  equipped 
\\ith  fne  dampers  and  with  asbestos  insulation  to  the  satis¬ 
faction  of  the  fire  commissioner,  and  that  the  condition  in  all 
other  respects,  as  appealed  from,  shall  meet  the  require¬ 
ments  of  the  proposed  Code  as  now  before  the  Council  and 
as  is  applicable  thereto. 
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rules  and  regulations  applicable  to  the  building  and  occu¬ 
pancy  and  that  the  requirements  of  the  World’s  Fair  Reso 
lution  as  to  signs  shall  be  complied  with. 


730-40- A- WF. 

APPLICANT— John  Louis  Wilson,  for  Alvesta  Cailloux, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super- 
i  intendent  of  buildings. 

PREMISES  AFFECTED— 106-15  Northern  boulevard 
northwest  corner  of  107th  street  (Block  No.  170L 

APPEARANCES-’  C°r°na’  B°r°Ugh  °f  QueenS* 

For  Applicant:  Jack  Pearl  and  George  Cailloux. 
For  Administration:  Inspector  O’Donohue,  Depart- 
ment  0f  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  q 

THE  RESOLUTION— 

(730-40-A-WF) 

Whereas,  John  Louis  Wilson,  for  Alvesta  Cailloux 
owner,  filed  July  2,  1940,  an  appeal  from  a  decision  of  the 
borough  superintendent  of  buildings  for  permission  to  oper¬ 
ate  a  cabaret  within  the  World’s  Fair  area;  premises  106-15 
IN  orthern  boulevard,  northwest  corner  of  107th  street  (Block 
i\o.  DOl,  Lot  No.  73),  Corona,  Borough  of  Queens;  and 
,  JIEREAS,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Miscellaneous  Application  No.  4956-40,  dated 
July  1,  1940,  reads: 

“}*.  Proposed  use  of  premises  as  a  cabaret,  bar  and 
grill  is  contrary  to  Sec.  8  of  World’s  Fair  Resolution.” 

allQ 

building  is  three  stories  (30  ft.)  in  height, 
Ol.uy  ft  by  100  ft.  in  area  at  first  story  and  20.09  ft.  by  55  ft. 
at  typical  floor  level;  of  Class  3  construction;  located  in  a 
business  use  B  are_a  district;  erected  in  1914,  and  occupied: 
cellar,  boiler-room  and  storage,  no  persons ;  first  story,  store, 
oar  and  grill,  150  persons;  second  story,  dwelling;  third 
Morv,  dwelling ;  it  is  proposed  to  be  occupied :  cellar,  same ; 

H„iirt0ry’  u-0Iie  ^bar  and  g”ll  and  cabaret)  ;  second  story! 
weHnig;  third  story,  dwelling;  and 

kfHkiRE?S’  ,the  aPPlicant  contends  that  the  premises  are 

w5  n^?S/r0m,  the  World’s  Fair>  that  the  Proposed  use 
*  not  be  for  the  purpose  of  attracting  Fair  visitors  but 
f:  ,serve  as  a  permanent  use  to  meet  the  normal  recrea¬ 

tional  needs  of  the  neighborhood. 

l.f  iSur  ’  that.  the  decision  of  the  borough  superintendent 
40  nkd'n?S’  act'ng  on  Miscellaneous  Application  No.  4956- 
ihp  a  tect'on  No.  1,  be  and  it  hereby  is  modified  and  that 
ppeal  be  and  it  hereby  is  granted  on  condition  that  the 
dmg  shall  m  all  other  respects  comply  with  all  laws. 
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745-40-A. 

APPLICANT— Alexander  Zager,  for  Utopia  Estates,  In- 
QTTnTcr°rp°ra  ec^’  owner. 

SUBJECT— Appeal _  from i  a  decision  of  the  borough  super- 
intendent  of  buildings  per 

PREMISES  AFFECTED  173-02,  173-06  and  173-10  Ef- 
hngton  avenue,  southeast  corner  of  Fresh  Meadow 

(of LOt  N°-  »•  ^ 
APPEARANCES— 

For  Applicant:  Hyman  Stein 
For  Administration:  Inspector  O’Donohue,  Depart- 
ArTrmT  Mousing  and  Buildings. 

TH?CVOTE-BOARD~APPeal  grantCd  °n  condition- 
Affirmative:  Chairman  Murdock,  Commissioners 

NegaStaveage  ^  B ^  and  Deputy  Chief  Gunn  4 

THE  RESOLUTION— .  ° 

(745-40-A) 

Whereas,  Alexander  Zager,  for  Utopia  Estates  tncor 
porated  owner,  filed  July  5,  1940,  an  appeal  from  a  diS 

1 73-06  andUgh7|U10CrFfflndf °f  buildings=  Premises  173-02. 
TT  17 .  10  Effington  avenue,  southeast  corner  nf 

Fresh  Meadow  lane  (Block  No.  5586,  Lot  No.  1 )  Flushing 
Borough  of  Queens;  and  ^lusning. 

Whereas,  the  decision  of  the  borough  superintendent  of 

S  2^,^™  3m- 

is  contrary  .“**  "mi*s 

and 

Whereas,  the  premises  are  located  in  a  business  and  r«i- 
r  ence  use  D  area  district  and  consist  of  a  plot  fronting  124  ^4 
ft.  on  Effington  avenue  and  100.02  ft.  on  Fresh  Meadow 
Dne ,  it  is  proposed  to  subdivide  the  plot  into  three  separate 
lots  and  to  erect  on  each  lot  a  one  and  one-half  story  frame 
one-family  dwelling,  18  ft.  in  height  and  25  ft.  by  38  ft  8 
in.  in  area,  and  a  one-car  private  garage,  11  ft.  by  19  ft  6 
m  in  area;  the  dwellings  will  be  set  back  15  ft.  from  the 
Effington  avenue  budding  line  and  will  be  provided  with  10 

Sill  he  T u  ?°rth^0t  lines;  the  c°rner  dwelling 

will  be  set  back  8  ft.  from  Fresh  Meadow  lane;  dwellings 

to  be  located  44  ft.  east  of  Fresh  Meadow  lane  will  W 

L  f  ;  Tie  Zards  °n  the  south  ,ot  lines ;  the  garages  will  be 
located  1  ft.  from  rear  and  side  lot  lines ;  the  dwellings  and 

gauges  Wdl  be  brick  veneer  except  for  the  frame  gablesd 
^  °ofs  wdl  be  suMaced  with  approved  asphalt  shingles’, 
and  as  an  alternate  form  of  construction  the  garages  mav 
be  of  concrete  blocks  if  requested  by  the  purchaser*  and 
Whereas,  the. applicant  contends  that  it  has  purchased  a 
tract  of  approximately  eighteen  acres  upon  which  it  is 
erecting  similar  dwellings;  that  it  is  proposed  to  file  a 
declaration  of  restriction  restricting  all  the  property  within 
this  development  Jo  residential  use;  that  the  construction  of 
dwellings  complying  with  the  requirements  of  the  Building 
Code  would  be  too  expensive  and  would  not  be  justified  bv 
the  possible  sales  in  this  market;  that  it  is  requested  that 
permission  be  granted  to  erect  dwellings  and  garages,  as 
proposed,  in  order  that  these  buildings  will  harmonize  with 
the  balance  of  the  development. 

AV.ro/7Yv/’  that  the  decision  of  the  borough  superintendent 
°f  ™(<GnfS’  011  New  RuiIdi"?  Application  Nos  3981,  398? 
and  3983-40,  Objection.  No.  1,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  buildings  shall  be  constructed  as  proposed  •  that 
in  all  other  respects  the  buildings  shall  comply  with  the  re¬ 
quirements  for  similar  buildings  when  erected  outside  the 
fire  limits;  that  the  garage  shall  be  used  solely  as  accessory 
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to  the  single  family  residence  use  on ,  each  lot ;  ihat  the 
gables  of  the  garages  where  facing  interior  lot  lines  shall 
protected  with  construction  of  incombustible  materia  . 


APPLICANT— Alexander  Zager,  for  Utopia  Estates,  In- 

SUBJECT— Appeal  from  a  decision  of  the  borough  super- 

PREMISES^AFFECTED— *172-03,  172-07  172-11  172-15 

and  172-19  Effington  avenue,  north  side,  between 
Fresh  Meadow  lane  and  Auburndale  lane  (  oc ' 

No.  5579,  Lot  No.  1),  Flushing,  Borough  o 

Queens. 

APPEARANCES—  . 

For  Applicant  i  Hyman  Stem.  ta  4- 

For  Administration:  Inspector  O’Donohue,  Depart¬ 
ment  of  Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THK  V Affirmative :  Chairman  Murdock  Commissioners 

Savage  and  Blum  and  Deputv  Chief  Gunn  4 

Negative  . 

THE  RESOLUTION-746-40-A) 

w,,rpl7AC.  Alexander  Zager,  for  Utopia  Estates,  Incor- 
norated*  owner  filed  July  5,  1940,  an  appeal  from  a  decision 
of  the  borough ’ superintendent  of  buildings;  premises  172-03 
179-07  17241  172-15  and  172-19  Effington  avenue  north 
■a  k  f  £>rm  ’  Frpsh  Meadow  lane  and  Auburndale  lane 
(Block ^ No.  5579,  Lot  No.  1),  Flushing,  Borough  of  Queens; 

^Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  New  Building  Application  Nos.  4134  to  410b 

40  inclusive,  reads :  ,  _  ..  .. 

'  -l  The  erection  of  a  frame  building  in  the  fire  limits 
is  contrary  to  Sec.  4,2.1  of  the  Building  Code. 

^Whereas,  the  premises  consist  of^pta 
132^86  ft.  i0ropofedntoa subSe  ffie 

rbf!^^  in.  t  area;  ‘SiM^  i  » 

vards^  on  the  northwest  side  and  VU^aTtieLortr  of 
Side;  the  garage  to  be  loca  ed  ° '  northwtst  lot  line 

Fresh  Meadow  lane  wil  be  1  «  Fresh  Meadow  lane 

and  will  be  set  arages  will  be  located  1  ft.  from 

rear  and  side  lot  lines;  the  garage  to  be  located  Pn  ^ 
at  the  corner  of  .Auburndale  lane  wi  1  be  set  back  4  ft.  8  in. 

J'ffiat^ias  purchased  a 
,ra«  of  approximately  eighteen  acres  upon  which  it  ,s 

erecting  sin,i'YricSf  Sf  Ae’pJoperty5  wdlhiTthis  develop- 
declaration  rest :r c mg all  the  P™t* dwd,ints 

ment  to  reside  :  ,  (  t),e  Building  Code  would 

r.oJ 'eVnsiv  andTJuld  not  be  justified  by  the  possible 
b  li  !n  ffits  market;  that  it  is  requested  permission  be 
sa  e  .  ,  t  erect  the  dwellings  and  garages,  as  proposed,  in 
onleJ  that  these  buildings  will  harmonise  with  the  balance 


Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings  on  New  Building  Application  Nos  4U4  to 
41 38-40 ’’inclusive,  Objection  No.  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  an 

SatSSS.  use  on  each  lot;  that  the  gables 
Jf  the  garages  where  facing  interior  lot  lines  shah  be  pro- 
tected  with  construction  of  incombustible  materials. 


747_40-A. 

APPLICANT— Alexander  Zager,  for  Utopia  Estates,  In- 

SUBJECT— Appeal  from  a  decision  of  the  borough  super- 

PREMISESdAFFECTCdD-J73-01,  173-05  and  173-09  Ef¬ 
fington  avenue.  northeast  corner  of  Fresh  Meadow 
lane  (Block  No.  5585,  Lot  No.  1),  Flushing,  Bor¬ 
ough  of  Queens. 

APPEARANCES—  . 

f“  Admin! ‘sfratiomTspecSr' O’Donohue,  Depart- 

ment  of  Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  V Affirmative :  Chairman  Murdock  Commissioners 

Savage  and  Blum  and  Deputy  Chief  Uunn  j 

Negative  . 

THE  RESOLUTION — 

(747-40-A) 

Whereas,  Alexander  Zager.  ta  ' Utopia  Esta.es.^Incor- 

cff'the 'borough’ superintendent  of  buildings;  premises  173-01, 
17105  and  173-09  Effington  avenue,  northeast  corner  of 
Fresh  Meadow  lane  (Block  No.  5585.  Lot  No.  1),  Flushing, 

B  WHlRE°lHheee,de!:iriodn  of  the  borough  superintendent  of 

buildings,  on  New  Building  Application  Nos.  3878,  3879 
3880-40,  dated  June  25,  1940,  reads  .  _  . 

“The  erection  of  a  frame  building  in  the  fi 
contrary  to  Sec.  4.1.2  of  the  Building  Code. 

l^e^V-Uirdwelling!1  and  25  ft  by  38 

fipgton  avenue  ^uddmg  1  .  'Meadow  lane  building  line; 

set  back  11  ft.  from  tne  r 'r«“  1()  f.  side  ards  on  the 

all  dwellings  will  be  provid^  ^  ^  ,ot  lines>  except 

for’  the  corner  dwelling,  which  will  be.  set  back ^  as *  stj£e 

a^ove  “c£?l  “  £  “  «* 

dwelltags  and  garages  wffl  be  brick  veneer  e*ceP*^°'as^”l, 

gables  and  ;^lt^tetaforT^onrtrSetteS.  garages  may 
be' cd  ^nasonrj"  construction  when  desired  by  the  purchaser; 

“"whereas,  the  applicant  contends  that  it  has ct- 

-&?k« it|  theUre  «d  P— be 


rbo  rlrsrrplnnment. 
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order  that  these  buildings  will  harmonize  with  the  balance 
of  the  development. 

Resolved ,  that  the  decision  of  the  borough  superintendent 
of  buildings,  on  New  Building  Application  Nos.  3878,  3879 
and  3880-40,  Objection  No.  1,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  buildings  shall  be  constructed  as  proposed ;  that  in 
all  other  respects  the  buildings  shall  comply  with  the  re¬ 
quirements  for  similar  buildings  when  erected  outside  the 
fire  limits ;  that  the  garage  shall  be  used  solely  as  accessory 
to  the  single  family  residence  use  on  each  lot;  that  the  gables 
of  the  garages  where  facing  interior  lot  lines  shall  be  pro¬ 
tected  with  construction  of  incombustible  materials. 


751 -40- A. 

APPLICAN  T — George  G.  Miller,  for  Simpson  Home,  In¬ 
corporated,  owner. 

SUBJEC  T  Appeal  from  decisions  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 60-04  to  60-38  Little  Neck 
parkway,  southwest  corner  of  60th  avenue  (Block 
No.  8360,  Lot  Nos.  7-25,  inclusive),  Bayside,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  George  G.  Miller. 

For  Administration:  Inspector  O’Donohue,  Depart¬ 
ment  of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

Negative  .  0 

THE  RESOLUTION— 

(75 1-40- A) 

Whereas,  George  G.  Miller,  for  Simpson  Home,  Incor¬ 
porated,  owner,  filed  July  8.  1940,  an  appeal  from  decisions 
°f  Q0r0Vgh  superintendent  of  buildings;  premises  60-04 
to  60-38  Little  Neck  parkway,  southwest  corner  of  60th 
avenue  (Block  No.  8360,  Lot  Nos.  7-25,  inclusive),  Bayside. 
Borough  of  Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  New  Building  Application  Nos.  4322  to  4327- 
40.  inclusive,  dated  June  26,  1940,  reads: 

The  erection  of  a  frame  building  in  a  business  dis- 
tnct  is  contrary  to  the  Building  Code  (Sec.  4.1.1.  and 
4.1.2).  Not  further  considered.” 

and 


,  ^Pereas,  the  decision  of  the  borough  superintendent  of 

on  New  BuildinS  Application  Nos.  4328,  4329  and 
4330-40,  dated  July  3,  1940,  reads : 

“The  erection  of  a  frame  building  in  the  Fire  Limits 
is  contrary  to  the  Building  Code.  (Sec.  4.1.2  B.C.)” 

and 


Whereas,  the  premises  consist  of  a  plot  fronting  374.11 
tt.  on  Little  Neck  parkway  and  113.04  ft.  on  60th  avenue- 
located  in  a  business  use  D  area  and  residence  use  E  area 
district ;  it  is  proposed  to  subdivide  the  plot  into  nine  sep¬ 
arate  lots  and  to  erect  on  each  lot  a  one-story  frame  one- 
tamily  dwelling,  14  ft.  10  in.  in  height  and  28  ft.  by  22  ft. 
in  area ;  the  dwellings  will  be  set  back  20  ft.  from  the  Little 
-  eck  parkway  building  line,  into  which  set  back  front  en¬ 
trance  will  project  for  approximately  5  ft. ;  the  building  to 
De  located  on  the  corner  of  60th  avenue  and  Little  Neck 
parkway  will  be  set  back  approximately  10  ft.  from  60th 
avenue  and  will  be  provided  with  a  10  ft.  side  yard  on  the 
south  lot  line;  all  other  dwellings  will  be  provided  with  6 
n  wide  side  yards  on  both  the  north  and  south  lot  lines,  into 
which  yards  chimney  breasts  will  project  for  a  distance  of 
dwellings  shall  be  surfaced  on  the  exterior  with 
wood  siding  and  the  roofs  will  be  surfaced,  with  approved 
asphalt  shingles;  and 

Whereas,  the  applicant  contends  that  although  the  prop¬ 


erty  is  zoned  in  part  for  business  use,  it  is  intended  to  de¬ 
velop  the  area  with  residences  and  retain  the  rural  char¬ 
acter  of  the  neighborhood;  that  as  this  is  to  be  a  low-cost 
development,  the  erection  of  Class  3  buildings  as  required  by 
the  Building  Code  would  be  prohibitive  as  there  is  no  mar¬ 
ket  in  this  area  for  such  type  of  construction. 

Resolved,  that  the  decisions  of  the  borough  superintendent 
of  buildings,  acting  on  New  Building  Application  Nos.  4322 
to  4330-40,  inclusive,  be  and  they  hereby  are  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  co>idition  that 
the  building  shall  be  constructed  substantially  as  proposed, 
and  limited  to  single  family  buildings,  and  in  all  other  re¬ 
spects  shall  comply  with  the  requirements  of  the  Building 
Code  for  similar  buildings  erected  outside  the  fire  limits ; 
that  the  requirements  of  the  residence  use  E  area  district 
shall  be  complied  with,  except  that  chimney  breasts  may 
extend  into  the  side  yard  for  a  distance  of  not  more  than 
2  ft. 


753-40-A. 

APPLICANT — A.  Harry  Boris,  for  Brooklyn  and  Queens 
Holding  Corporation,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 58-34  185th  street,  west  side, 
280  ft.  south  of  58th  avenue  (Block  No.  5688,  Lot 
No.  13),  Flushing,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  A.  Harry  Boris. 

For  Administration:  Inspector  O’Donohue,  Depart¬ 
ment  of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commisiioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

Negative  .  0 

THE  RESOLUTION— 

(753-40-A) 

Whereas,  A.  Harry  Boris,  for  Brooklyn  and  Queens 
Holding  Corporation,  owner,  filed  July  9,  1940,  an  appeal 
from  a  decision  of  the  borough  superintendent  of  buildings  ; 
premises  58-34  185th  street,  west  side,  280  ft.  south  of  58th 
avenue  (Block  No.  5688,  Lot  No.  13),  Flushing,  Borough 
of  Queens;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  New  Building  Application  No.  4412-40,  dated 
July  2,  1940,  reads: 


“The  erection  in  the  fire  limits  of  a  frame  dwelling 
and  a  frame  accessory  garage,  is  contrary  to  Sec.  4.1.2 
of  the  Building  Code.” 
and 

Whereas,  the  premises  consist  of  a  plot  fronting  40  tt. 
on  185th  street  and  10  ft.  on  North  Hempstead  turnpike,  as 
proposed,  with  a  depth  of  100  ft.  along  the  north  lot  line, 
and  located  in  a  business  and  unrestricted  use  D  area  dis¬ 
trict;  it  is  proposed  to  erect  a  one-story  frame  one-family 
dwelling,  25  ft.  6  in.  by  42  ft.  in  area,  and  a  private  garage, 
12  ft.  by  20  ft.  in  area ;  the  dwelling  will  be  set  back  25  ft. 
from  the  185th  street  building  lipe  and  will  have  a  5  ft.  side 
yard  on  the  north  lot  line  and  a  9  ft.  6  in.  side  yard  on  the 
south  lot  line ;  the  garage  will  be  located  2  ft.  from  side  and 
rear  lot  lines ;  the  dwelling  and  garage  will  be  surfaced  on 
the  exterior  with  brick  veneer,  except  for  the  frame  gables, 
which  will  be  of  frame  construction,  and  the  roofs  will  be 
surfaced  with  approved  asphalt  shingles;  and 

Whereas,  the  applicant  contends  that  similar  buildings 
have  been  constructed  by  these  and  other  owners  in  the  im¬ 
mediate  vicinity  and  that  the  construction  of  brick  buildings 
would  be  inadvisable  in  this  market. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  on  New  Building  Application  No.  4412-40,  be 
and  it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  building  shall  be  constructed 
as  proposed,  restricted  to_single  family  occupancy ;  that  the 
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garage  erected  on  the  plot  shall  be  used  solely  as  an  acces¬ 
sory  thereto;  that  the  requirements  of  the  E  area  district 
shall  be  complied  with,  except  that  chimney  breasts  may 
extend  not  over  2  ft.  into  the  side  yard ;  that  in  all  other 
respects  the  construction  shall  comply  with  the  requirements 
of  the  Building  Code  for  a  similar  building  when  erected 
outside  the  fire  limits;  that  the  gable  of  the  garage  facing 
the  lot  line  shall  be  protected  with  incombustible  materials. 


754-40- A. 

APPLICANT— A.  Harry  Boris,  for  Brooklyn  and  Queens 
Holding  Corporation,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 58-41  185th  street,  east  side, 
400  ft.  south  of  58th  avenue  (Block  No.  5689,  part 
of  Lot  Nos.  1  and  3),  Flushing,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  A.  Harry  Boris. 

For  Administration:  Inspector  O’Donohoe,  Depart¬ 
ment  of  Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

Negative  . .  ® 

THE  RESOLUTION— 

(754-40- A) 

Whereas,  A.  Harry  Boris,  for  Brooklyn  and  Queens 
Holding  Corporation,  owner,  filed  July  9,  1940,  an  appeal 
from  a  decision  of  the  borough  superintendent  of  buildings ; 
premises  58-41  185th  street,  east  side,  400  ft.  south  of  58th 
avenue  (Block  No.  5689,  part  of  Lot  Nos.  1  and  3),  Flush¬ 
ing,  Borough  of  Queens ;  and  . 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  New  Building  Application  No.  4511-40,  dated 
July  1,  1940,  reads: 

“The  erection  of  a  frame  building  in  the  Fire  Limits 
is  contrary  to  the  Building  Code  (Sec.  4.1.2).” 


and 

Whereas,  the  premises  consist  of  a  plot  fronting  9  ft.  on 
185th  street  and  120  ft.  on  North  Hempstead  turnpike, _  as. 
proposed,  with  a  depth  of  100  ft.  along  the  north  lot  line, 
and  located  in  a  business  use  D  area  district ;  it  is  proposed 
to  erect  a  two-story  frame  one-family  dwelling  and  garage, 
41  ft.  by  22  ft.  in  area ;  the  building  will  be  set  back  not  less 
than  35  ft.  from  the  185th  street  building  line  and  will  be 
set  back  17  ft.  from  the  proposed  line  of  North  Hempstead 
turnpike,  into  which  latter  setback  front  entrance  will  pro¬ 
ject  for  apnroximately  8  ft.  and,  also,  will  be  provided  with 
a  5  ft.  yard  on  the  north  lot  line  and  a  10  ft.  yard  on  the 
east  lot  line ;  the  building  will  be  surfaced  on  the  exterior 
with  brick  veneer  at  the  first  story  and  the  roof  will  be  sur¬ 
faced  with  approved  asphalt  shingles ;  and 

Whereas,  the  applicant  contends  that  similar  buildings 
have  been  constructed  by  these  and  other  owners  in  the  im¬ 
mediate  vicinity  and  that  the  construction  of  brick  buildings 
would  be  inadvisable  in  this  market. 

Resolved ,  that  the  decision  of  the  borough  superintendent 
of  buildings,  on  New  Building  Application  No.  4511-40,  be 
and  it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  building  shall  be  constructed 
as  proposed,  restricted  to  single  family  occupancy ;  that  the 
garage  erected  on  the  plot  shall  be  used  solely  as  an  acces¬ 
sory  theretoj  that  the  requirements  of  the  E  area  district 
shall  be  complied  with,  except  that  chimney  breasts  may 
extend  not  over  2  ft.  into  the  side  yard ;  that  in  all  other 
respects  the  construction  shall  comply  with  the  requirements 
of  the  Building  Code  for  a  similar  building  when  erected 
outside  the  fire  limits ;  that  the  gable  of  the  garage  facing 
the  lot  line  shall  be  protected  with  incombustible  materials. 


755-40- A. 

APPLICANT— A.  Harry  Boris,  for  Brooklyn  and  Queens 
Holding  Corporation,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 58-46  186th  street,  west  side, 
440  ft.  south  of  58th  avenue  (Block  No.  5689,  Lot 
No.  1),  Flushing,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  A.  Harry  Boris. 

For  Administration:  Inspector  O’Donohue,  Depart¬ 
ment  of  Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

Negative  .  0 

THE  RESOLUTION— 

(755-40- A) 

Whereas,  A.  Harry  Boris,  for  Brooklyn  and  Queens 
Holding  Corporation,  owner,  filed  July  9,  1940,  an  appeal 
from  a  decision  of  the  borough  superintendent  of  buidings; 
premises  58-46  186th  street,  west  side,  440  ft.  south  of  58th 
avenue  (Block  No.  5689,  Lot  No.  1),  Flushing,  Borough  of 

Queens ;  and  .  ,  , 

Whereas,  the  decision  of  the  borough  superintendent  ot 
buildings,  on  New  Building  Application  No.  4318-40,  dated 
July  3,  1940,  reads: 

“The  erection' in  the  fire  limits  of  a  frame  dwelling 
and  a  frame  accessory  garage  is  contrary  to  Sec.  4.1.2 
N.B.C.” 

and 

Whereas,  the  premises  consist  of  a  plot  40  ft.  by  100  ft. 
in  area,  with  a  frontage  of  10  ft.  on  North  Hempstead  turn¬ 
pike,  as  proposed;  it  is  proposed  to  erect  a  one-story  one- 
family  frame  dwelling  and  garage ;  the  dwelling  will  be  25 
ft.  6  in.  by  42  ft.  in  area,  and  the  garage  to  be  12  ft.  bv  20 
ft.  in  area ;  the  dwelling  will  be  set  back  25  ft.  from  186th 
street  a  distance  of  25* ft.;  the  front  entrance  will  project 
approximately  5  ft.  and  will  have  a  5  ft.  side  yard  on  the 
north  lot  line  and  9  ft.  6  in.  yard  on  the  south  lot  line ;  a 
garage  will  be  erected  2  ft.  from  side  and  rear  lot  lines ; 
the  dwelling  and  garage  will  be  brick  veneer,  except  for 
frame  gables  and  roofs,  which  will  be  surfaced  with  approved 

asphalt  shingles;  and  . 

Whereas,  the  applicant  contends  that  similar  buildings 
have  been  erected  in  this  area  by  it  and  other  owners ;  that 
the  erection  of  brick  buildings  would  not  be  warranted  by 
possible  sales  in  this  area ;  that  the  proposed  dwelling  will  be 
in  harmony  with  the  neighborhood.  . 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  on  New  Building  Application  No.  4318-40,  be 
and  it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  building  shall  be  constructed 
as  proposed,  restricted  to  single  family  occupancy ;  that  the 
garage  erected  on  the  plot  shall  be  used  solely  as  an  acces¬ 
sory  thereto;  that  the  requirements  of  the  E  area  district 
shall  be  complied  with,  except  that  chimney  breasts  may 
extend  not  over  2  ft.  into  the  side  yard;  that  in  all  other 
respects  the  construction  shall  comply  with  the  requirements 
of  the  Building  Code  for  a  similar  building  when  erected 
outside  the  fire  limits ;  that  the  gable  of  the  garage  acing 
the  lot  line  shall  be  protected  with  incombustible  materials. 


756-40- A. 

APPLICANT — A.  Harry  Boris,  for  Brooklyn  and  Queens 
Holding  Corporation,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 58-57  186th  street,  east  side, 
560  ft.  south  of  58th  avenue  (Block  No.  5690,  Lot 
No.  36),  Flushing,  Borough  of  Queens. 
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APPEARANCES— 

For  Applicant:  A.  Harry  Boris. 

For  Administration:  Inspector  O’Donohue,  Depart- 
mer>t  of  Housing  and  Buildings. 

ACT  ION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  0 

THE  RESOLUTION— 

(756-40- A) 

Whereas.  A.  Harry  Boris,  for  Brooklyn  and  Queens 
Holding  Corporation,  owner,  filed  July  9,  1940,  an  appeal 
from  a  decision  of  the  borough  superintendent  of  buildings: 
premises  58-5/  186th  street,  east  side,  560  ft.  south  of  58th 
avenue  (Block  No.  5690,  Lot  No.  36),  Flushing,  Borough 
of  Queens;  and 

,  Whereas,  the  decision  of  the  borough  superintendent  of 
buildings  on  New  Building  Application  No.  4512-40,  dated 
July  1,  1940,  reads: 

“The  erection  of  a  frame  building  in  the  Fire  Limits 
is  contrary  to  the  Building  Code  (Sec.  4.1.2).” 


THE  RESOLUTION— 

(761-40-A) 

Whereas,  Park  Oil  Company,  owner,  filed  July  10.  1940, 
an  appeal  from  an  order  of  the  fire  commissioner  relating  to 
the  use  of  trucks  for  the  transportation  of  Nos.  2,  4,  5  and  6 
fuel  oils  within  the  City  of  New  York ;  and 
Whereas,  the  order  of  the  fire  commissioner,  Order  No. 
22458-LC,  dated  June  22,  1940,  reads: 

“An  inspection  of  truck  No.  101  with  a  Queens  Tank 
mounted  on  an  Autocar  chassis,  for  the  transportation 
of  any  liquid  product  of  petroleum,  shale  oil  or  coal 
tar,  as  required  by  Section  C19-52.0.A  Title  C,  Part  1, 
Art.  8  of  the  Administrative  Code  of  the  City  of  New 
York,  shows  the  following  requirements  necessary  be¬ 
fore  a  permit  can  be  renewed : 

L  Forthwith  discontinue  the  use  of  tank  truck  for 
the  following  reason — 

A.  Discontinue  the  use  of  tank  having  a  capacity  of 
more  than  2500  gallons.  Sec.  4.1. 

B.  Discontinue  the  use  of  tank  having  more  than  600 
gallon  capacity  in  each  compartment.  Sec.  4.2.” 

and 


and 

i  Whereas,  the  premises  consist  of  a  plot  fronting  15  ft.  on 
186th  street.  45  ft.  on  North  Hempstead  turnpike  and  100  ft. 
a  ong  the  north  lot  line,  and  located  in  a  business  use  D  area 
district ;  it  is  proposed  to  erect  a  two-story  frame  one-family 
dwelling  and  garage,  41  ft.  by  22  ft.  in  area ;  the  building 

f  It  ietrrback  not  less  than  10  ft  from  ^e  building  lines 
of  North  Hempstead  turnpike  and  World’s  Fair  boulevard, 
into  which  setback  front  entrance  and  steps  will  project 
for  approximately  7  ft. ;  the  building  will  be  set  back  39  ft. 
trom  the  86th  street  building  line  and  will  have  a  5  ft.  wide 
yard  on  the  north  lot  line  and  a  20  ft.  yard  on  the  east  lot 
line,  the  building  will  be  surfaced  on  the  exterior  of  the 
hrst  story  with  brick  veneer  and  the  roof  will  be  surfaced 
with  approved  asphalt  shingles ;  and 

Whereas,  the  applicant  contends  that  similar  buildings 
have  been  constructed  by  these  and  other  owners  in  the  im- 
mediate  vicinity  and  that  the  construction  of  brick  buildings 
would  be  inadvisable  in  this  market. 

fowW,  that  the  decision  of  the  borough  superintendent 
of  buildings,  on  New  Building  Application  No.  4512-40  be 
and  it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  building  shall  be  constructed 
as  proposed,  restricted  to  single  family  occupancy;  that  the 
garage  erected  on  the  plot  shall  be  used  solely  as  an  acces- 
l?Tl  thereto;  that  the  requirements  of  the  E  area  district 
shall  be  complied  with,  except  that  chimney  breasts  may  ex- 
tend  not  over  2  ft.  into  the  side  yard ;  that  in  all  other  re- 
nf  I"  .1c?.nst™ct>on  shall  comply  with  the  requirements 
°*.e  irl'Hg  ,-C°-de  for  a  simi'lar  building  when  erected 
iL.  J  5  ,the  fiJe,  rtS  ’  tIiat  tfie  sable  of  the  garage  facing 
the  lot  hne  shall  be  protected  with  incombustible  materials. 


Whereas,  the  truck  in  question  is  an  Autocar  truck  of 
the  three-axle  type,  used  for  the  transportation  of  Nos.  2,  4, 
5  and  6  fuel  oils,  from  Long  Island  City  to  the  New  Hyde 
Park  Terminal  of  the  First  National  Oil  Company  at  New 
Hyde  Park,  Nassau  County ;  and 

Whereas,  the  applicant  contends  that  the  truck  in  question 
has  been  certified  by  the  manufacturer  as  being  safe  for  the 
capacity  which  it  carries  and  has  been  licensed  by  the  Fire 
Department  on  January  17,  1938,  to  July  L  1940;  that  the 
truck  is  not  used  for  retail  deliveries  and  is  equipped  with 
a  3  in.  pump  and  3  in.  outlet  for  bulk  deliveries ;  that  in  view 
of  this  fact  the  applicant  requests  that  the  order  of  the  fire 
commissioner  be  waived. 

Resolved,  that  the  order  of  the  fire  commissioner,  Order 
No.  22458-LC,  as  to  tank  truck  in  question,  namely,  Auto¬ 
car  1938  Chassis,  No.  6  x  2  UT  16810,  Engine  No.  60638, 
for  transportation  as  requested  of  Nos.  2,  4,  5  and  6  fuel 
oil.  in  Long  Island  Citv,  from  the  plant  of  the  owner  to 
points  outside  of  New  York  City  in  Nassau  County,  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  herebv  is 
granted  on  condition  that  no  deliveries  shall  be  made  within 
New  York  City,  and  granted  for  a  term  not  to  exceed  five 
(5)  years,  during  the  life  of  the  existing  chassis,  and  that 
in  all  other  respects  the  requirements  of  the  Tank  Truck 
Rules  shall  be  complied  with. 


761-40-A. 

APPLICANT — Park  Oil  Company,  owner. 

SUBJECT  .Appeal  from  an  order  of  the  fire  commissioner 
—re  Transportation  of  Fuel  Oil  in  Tank  Truck 
(capacity  of  tank  not  in  conformity  with  Fire  De¬ 
partment  specifications  governing  Tank  Trucks)  in 
New  York  City. 

APPEARANCES— 

For  Applicant:  Abraham  Broder. 

For  Administration:  Inspector  Mever,  Fire  De- 
partment. 

-CTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  q 


763-40-A. 

APPLICANT — Theodore  R.  Feinberg.  for  Estate  of  Paul 
Schissel,  owner  (Stevans  Jamaica,  Incorporated, 
lessee). 

SUBJECT — Anneal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 163-13  to  163-17  Jamaica  ave¬ 
nue,  north  side.  29.89  ft.  east  of  163rd  street  (Block 
No.  9793,  Lot  No.  11),  Jamaica,  Borough  of 
Oueens. 

APPEARANCES— 

For  Anplicant:  Theodore  R.  Feinberg  and  Henry 
Hildebrand. 

For  Administration:  Inspector  O’Donohue,  Depart¬ 
ment  of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

Negative  .  0 

THE  RESOLUTION— 

(763-40-A) 

Whereas,  Theodore  R.  Feinberg,  for  Estate  of  Paul 
Schissel.  owner  (Stevans  Jamaica,  Incorporated,  lessee). 
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filed  July  10,  1940,  an  appeal  from  a  decision  of  the  borough 
superintendent  of  buildings;  premises  1 63- 13  to  1W-1/ 
Jamaica  avenue,  north  side,  29.89  ft.  east  of  163rd  street 
(Block  No.  9793,  Lot  No.  11),  Jamaica,  Borough  of  Queens; 

and 

Whereas,  the  decision  of  the  borough  superintendent  oi 
buildings,  on  Alteration  Application  No.  1477-40,  dated  July 
10,  1940,  reads: 

“1.  Two  exits,  complying  with  Sec.  6.4. 1.1  are  re¬ 
quired  in  the  3rd  story  (Sec.  6.1.2.2.3).  These  stair¬ 
ways  should  lead  to  the  roof  (Sec.  6.4.1.11.). 

2.  Two  enclosed  stairways  leading  to  the  street  are 
required  in  the  2nd  story  (Sec.  6.1.2.2.3).  An  unen¬ 
closed  ornamental  stairway  is  not  considered  as  a  legal 
exit.  (Sec.  6.4. 1.9). 

3.  Two  enclosed  exits  leading  directly  to  the  exterior 
are  required  in  the  basement,  in  compliance  with  either 
the  former  Building  Code  (Sec.  1526)  or  the  present 
Building  Code  (Sec.  6. 1.2. 2. 3). 

4.  The  occupancies  for  the  cellar,  1st  story  and  2nd 
story  should  comply  with  Sec.  6.1. 2.3  (d).  Capacities 
of  corresponding  exits  should  conform. 

5.  The  required  live  load  for  the  3rd  story  is  120 
lbs.  per  sq.  ft.  (Sec.  7.3.2.3). 

and 


applicant  requests  permission  to  use  the  ornamental  stairway 
as  a  second  means  of  egress. 

Resolved,  that  the  decision i  of  the :  borough  superintendent 
nf  buildings  on  Alteration  Application  No.  14/ /-4U,  be  ana 
•t  hereby  fs  ’modified  and  that  the  appeal  be  and  it  hereby  is 
'granted! as  to  Objection  No.  2,  only  so  far  as  .t  refers  to 
the  proposed  ornamental  stairway  from  cellar  to  second 
story,  on  condition  that  this  stairway  shall  be  enclosed  at 
the  cellar  with  approved  fireproof  partitions,  and  provided 
there  is  installed  in  connection  with  the  proposed  spnnk ler 
system  in  the  building  a  sprinkler  curtain  ; ar°H"£,^e  | 
on  the  first  and  second  stories,  consisting  of  sprinkler  heads 
spaced  not  more  than  5  ft.  on  centers  and  not  more  than  2 
ft  from  the  edge  of  the  well  hole ;  that  such  sprinkler  hea  s 
shaUb”  In  addition  to  the  required  sprinkler  system  of  he 
building,  and  denied  as  to  Objections  Nos.  1,  3,  4,  5  and  the 
first  part  of  Objection  No.  2. 


Whereas,  the  building  is  one  story  in  height,  62.79  ft. 
by  125  ft.  in  area;  of  Class  3  construction;  equipped  with  a 
sprinkler  system;  located  in  a  business  use  B  area  district; 
erected  in  1903,  and  occupied :  cellar,  store.  49  persons ;  first 
story,  store,  50  persons ;  and 

Whereas,  it  is  proposed  to  alter  the  building  to  provide 
a  second  and  third  story,  and  to  occupy  the  building  through¬ 
out  as  follows:  cellar,  store,  15  persons;  first  story,  store, 

40  persons ;  second  story,  store,  40  persons ;  third  story, 
stock  room,  5  persons ;  and 

Whereas,  the  applicant  contends  that  the  building  was 
originally  erected  in  1903  and  was  then  subdivided  into  three 
stores  •  that  in  1936  it  was  altered  to  a  single  store  area  by 
removing  all  interior  partitions;  that  in  1938  alterations 
were  made  to  the  store  fronts  and  an  interior  stair  was 
provided;  that  the  alteration  made  in  1936  was  approved 
with  the  only  means  of  egress  being  an  ornamental  stairway 
leading  from  the'cellar  to  the  interior  of  the  first  story 
store  and  a  wood  stair  leading  from  the  boiler-room  at  the 
rear 'to  an  open  side  court;  that  in  1938  the  ornamental 
stair  was  relocated  towards  the  rear  of  the  building,  and 
plans  were  approved  with  the  correction  showing  wire:  g  ass 
enclosure  around  such  stairs;  that  the  entire  building  will 
be  used  by  one  tenant  as  a  department  store ;  that  it  is  pro¬ 
posed  to  provide  a  steel  stair,way  from  cellar  to  roof  at  the 
rear  for  egress  through  a  court  to  163rd  street;  that  this 
stairway  will  be  fireproof-enclosed ;  that  the  existing  orna¬ 
mental  stairway  will  continue  from  cellar  to  the  first  story , 
that  this  latter  stairway  will  be  8  ft.  wide  and  enclosed  in 
4  in.  gypsum  partitions_,  plastered  on  both  sides,  between 
first  and  second  stories ;  that  the  ceilings  will  be  fire-retarded 
throughout  and  the  building  will  be  fully  sprinklered  with  a 
100  per  cent,  automatic  sprinkler  system;  that  a  second 
means  of  egress  will  be  provided  from  the  third  story  by 
means  of  a  3  ft.  wide  fireproof,  self-closing  door  leading  di¬ 
rectly  to  the  roof  of  the  second  story  extension ,  that  the 
adjoining  building  to  the  west  is  approximately  level  to  the 
roof  of  second  story  extension  and  egress  can  be  had  over 
such  roof;  that  not  more  than  100  persons  will  occupy  the 
building;  that  the  third  story  will  be  used  exclusively  for 
display,  receiving,  sorting  and  wrapping  of  merchandise  con¬ 
sisting  of  women’s  apparel ;  that  the  occupancy  of  the  third 
story  will  not  exceed  five  persons;  that  the  third  story  has 
been  designed  for  a  live  load  of  seventy-five  pounds,  which 
is  permitted  under  section  7. 3. 2. 3,  subdiv.  1,  for  the  display 
and  sale  of  light  merchandise ;  that  in  view  of  the  adequate 
exits  and  of  the  sprinkler  system,  also  the  small  occupancy, 


764-40-A.  _  .  „ 

APPLICANT— Harvey  Wiley  Corbett  and  Charles  B. 

Meyers,  for  Department  of  Public  Works,  City  of 
New  York,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buddings. 

PREMISES  AFFECTED — 92-130  Centre  street,  48-82 
Baxter  street,  121-133  White  street  and  149-1« 
Leonard  street,  two  entire  blocks  (Mock  No.  167, 
Lot  Nos.  1-51.  inclusive),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Charles  B.  Meyers. 

For  Administration:  Fred  Dahlem,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  V(^ffirmative.  Chairman  Murdock,  Commissioners 

Savage  and  Blum  and  Deputy  Chief  Ounn  4 
Negative  . 

THE  RESOLUTION- 


(  764-40-A) 

Whereas,  Harvey  Wjley  Corbett  and  Charles  B.  Meyers, 
for  Department  of  Public  Works,  City  of  New  York,  owner, 
filed  July  9,  1940,  an  appeal  from  a  of 

superintendent  of  buildings ;  premises  92-130  Centre  street, 
48-82  Baxter  street.  121-133  White  street  and  149-165  Leon  d 
street,  two  entire  blocks  (Block  No.  167,  Lot  Nos.  1-51, 
inrlnsivel  Borough  of  Manhattan;  and  .  , 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  New  Building  Application  No.  228-37,  dated 
July  1,  1940,  reads: 

“We  have  examined  the  blueprint  submitted  by  you 
on  April  19,  1940,  to  Deputy  Commissioner  Gdlroy, 
which  shows  the  use  of  non-fireproof  wood  in  the  Crim¬ 
inal  Courts  Building  and  Jail. 

Please  be  advised  that  this  department  disapproves 
of  the  use  of  wood  interior  finish  in  the  Criminal  Cour  s 
Building  &  Jail,  including  court  rooms  and  chapel.  We 
require  that  this  interior  finish  be  constructed  of  i  - 
combustible  material  or  fireproof  wood  in  accordance 
with  Section  C26-666.0  of  the  Administrative  Code 
(10.9.1,  Building  Code).” 

and 

Whereas,  the  building  is  thirteen  and  seventeen  stones 
in  height  to  the  main  roofs  and  covers  the  entire  area  of  the 
lot  at  first  story;  located  in  an  unrestricted  use  district, 
proposed  to  be  equipped  with  a  standpipe ^system  to  * 
occupied  throughout  as  court  rooms,  lunch  room,  library, 
locker  room,  offices,  laundry,  storage,  kitchen,  waiting  room, 
observation  ward,  chapel,  projection  room  and  jail,  an 
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Whereas,  the  applicant  contends  that  the  woodwork  in- 
volved  is  not  integral  with  the  construction  and  finish  0f  the 
building;  that  only  a  limited  extent  adjoins  or  abuts  the 
permanent  finish  of  the  building  and  could  be  classified  to 
a  major  extent  as  furniture,  balustrades  or  screens,  none 
of  which  would  be  normally  required  to  be  of  fireproof 
wood  if  portable;  that  the  particular  items  which  are  the 
subject  of  this  appeal  are  as  follows : 

26  /edges’  Desks  on  the  1st,  2nd,  4th,  5th,  11th, 
I3th  and  15th  floors  in  Court  Rooms  Nos.  1-36,  1-44,  2-3 
2'19'  2f1°»  2-84  4-1,  4-17,  4-69,  4-92,  5-53,  11-2,  11-21,’ 
'7  ’  "95,  n-125-  I3’5»  13-26,  13-46,  13-77, 

13-101,  13-130,  15-23,  15-39  and  15-60,  as  designated 
on  plans  on  file  in  the  Department  of  Housing  and 
Buildings. 

2.  25  YY  itness  Stands  consisting  of  railing  and  hinged 
shelf  on  the  1st,  2nd.  4th,  11th,  13th  and  15th  floors  in 
Court  Rooms  Nos.  1-36,  1-44,  2-3,  2-19,  2-70,  2-84,  4-1 
4-17,  4-69,  4-92,  11-2,  11-21,  11-41,  11-71,  11-95  11-125, 
13-5,  13-26,  13-46,  13-77.  13-101,  13-130,  15-23,  15-39  and 
15-60,  as  designated  on  plans  on  file  in  the  Department 
of  Housing  and  Buildings. 

3.  6  Stenographers’  spaces  consisting  of  railing,  desk 
top  with  drawers  below,  on  the  1st  and  2nd  floors  in 
Court  Rooms  Nos.  1-36,  1-41,  2-3,  2-19,  2-70  and  2-84, 
as  designated  on  plans  on  file  in  the  Department  of 
Housing  and  Buildings. 

4.  14  Stenographers’  spaces  consisting  of  railings  on 
the  11th,  13th  and  15th  floors  in  Court  Rooms  Nos 
11-21,  11-41,  11-71,  11-95,  11-25,  13-5,  13-26,  13-77,  13- 
101,  13-130,  15-23,  15-39  and  15-60  as  designated  on 
plans  on  file  in  the  Department  of  Housing  and  Build¬ 
ings. 

5.  6  sets  of  Railings  and  Gates  at  Clerks’  spaces  on 
the  1st  and  2nd  floors  in  Court  Rooms  Nos.  1-36,  1-44, 
2-3,  2-19,  2-70  and  2-84,  as  designated  on  plans  on  file 
in  the  Department  of  Housing  and  Buildings. 

6.  14  Jury  Box  Railings  on  the  11th,  13th  and  15th 
floors  in  Court  Rooms  Nos.  11-21,  11-41,  11-71  11-95 
J 1-J25,  13-5,  13-26,  13-46,  13-77,  13-101.  13-130,’  15-23,’ 
15-39  and  15-60,  as  designated  on  plans  on  file  in  the 
Department  of  Housing  and  Buildings. 

7.  26  sets  of  Court  Room  Railings  on  the  1st,  2nd, 
4th,  5th,  11th,  13th  and  15th  floors  in  Court  Rooms 
Nos.  1-36,  1-44,  2-3,  2-19.  2-70,  2-84,  4-1,  4-17,  4-69, 
4-92,  5-53,  11-2,  11-21,  11-41,  11-71,  11-95,  11-125, 
13"3>  13-26,  13-46,  13-77.  13-101,  13-130,  15-23,  15-39 
and  15-60,  as  designated  on  plans  on  file  in  the  Depart¬ 
ment  of  Housing  and  Buildings. 

8.  1  Revolving  Altar  on  the  11th  floor  in  the  Prison 
Chapel,  Prison  Building  room  No.  11-26. 

9.  Counters  and  Railings  on  the  9th,  15th  and  16th 
floors  in  Jury  Pool  Room  No.  15-81  and  in  Grand 
Jury  Waiting  Rooms  Nos.  9-4,  9-29  and  16-6,  as  desig¬ 
nated  on  olans  on  file  in  the  Department  of  Housing 
and  Buildings. 

10.  Wood  and  glass  screens  on  the  15th  and  17th 
floors  in  Jury  Pool  Room  No.  15-81  and  General  Library 
l/th  floor,  as  designated  on  plans  on  file  in  the  Depart¬ 
ment  of  Housing  and  Buildings. 

^je,s^s»  railings  and  hinged  shelves  on  rostrums 
on  the  9th  and  16th  floors  in  Grand  Jury  Rooms  Nos. 
vo,  9-31  and  16-98,  as  designated  on  plans  filed  in  the 
•Department  of  Housing  and  Buildings. 

12.  Judges’  bench  on  the  15th  floor  in  Jury  Pool 
Room  No.  15-81,  as  designated  on  plans  on  file  in  the 
Department  of  Housing  and  Buildings. 

•  y^°od  ^°^ter  and  fflass  screen  on  the  17th  floor 
in  the  General  Library  as  designated  on  plans  on  file 
m  the  Department  of  Housing  and  Buildings. 

all  wood  work,  such  as  wainscoting,  bookcases,  etc., 


permanently  secured  to  fireproof  construction,  or  built  into 
the  wainscoting,  will  be  of  fireproof  wood. 

JtCS- tka*  die  decision  of  the  borough  superintendent 
of  buildings,  as  to  New  Building  Application  No  228-37  be 
and  it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
’?  9la>.1! Cy  on  condition  that  all  wood  used  incorporated  in 
the  building  shall  be  fireproofed  other  than  the  equipment  of 
the  type  as  listed  in  Items  1  to  13  in  this  appeal 


that 


766-40-A. 

APPLICANT— Eggers  and  Higgins,  for  F.  and  M. 

QTTRTTrA’m  Ar  Brewing  Company,  owner, 
o  U  J3  J  EC  I  Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED-1-17  South  10th  street,  north 
side,  90.83  ft.  west  of  Kent  avenue  (Block  No.  2143 

APPEARANCES-  B°r0Ui:h  °'  Brookl™ 

For  Applicant:  George  T.  Taylor. 

For  Administration:  Morris  Hannes.  Department 
°f  Housin&  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 

xt  ^JvaSe  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  0 

THE  RESOLUTION—  . 

(766-40-A) 

Whereas,  Eggers  and  Higgins,  for  F  and  M.  Schaefer 

t°Wuner’  fi!ed  July  10’  1940>  an  appeal 
om  a  decision  of  the  borough  superintendent  of  buildings- 

premises  1-17  South  10th  street,  north  side,  90.83  ft.  west  of 

WVn;naend(B1°Ck  ^  2M&  LOt  N°’  1}’  B°r" 

,  Whereas,  the  decision  of  the  borough  superintendent  of 
H  1940S’  reads  at,°n  Application  No-  2866-40,  dated  June 

"2.  Standpipe  system  for  existing  building  was 
waived  conditionally  by  Board  of  Standards  and  Appeals 
under  Cal.  No.  26-37-A.  Since  building  is  being  in- 
,ln  ai;ea’  Proposition  is  to  be  referred  back  to 
that  body  unless  standpipe  system  is  installed.” 
and 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
construct  a  two  and  one-half  story  extension,  30  ft.  by  70  ft. 
in  area,  on  the  west  side  of  the  present  power  plant,  and 
containing  one  new  boiler  and  two  new  generators ;  that  the 
present  west  wall  of  the  power  plant  will  be  removed  •  that 
the  extension  will  be  of  fireproof  construction  throughout 
and  no  material  of  a  combustible  nature  will  be  used  -  that 
floors  will  be  separated  from  the  balance  of  the  building  by 
fireproof  concrete  walls  and  slabs,  having  a  three-hour  rat¬ 
ing,  and  by  fireproof  self-closing  doors;  that  there  will  be 
no  increase  in  occupancy  of  the  present  building;  that  under 
Lai.  No.  26-37-A  the  Board. granted  a  modification  to  permit 
the  omission  of  the  standpipe  system;  that  at  that  time  it 

*uaSkPr£P°Sed  ,t0  “sta11  fueI  oil  tanks  011  the  first  story  of 
the  building;  that  these  tanks  were  not  installed  in  the  space 
proposed  to  install  such  fuel  tanks  as  the  space  is  used  for 
the  storage  of  beer  m  special  steel  tanks;  that  the  building 
will  be  provided  with  adequate  exits  complying  in  all  re¬ 
spects  with  the  Building  Code;  that  all  adjoining  buildings 
are  under  the  same  ownership  and  are  fireproof. 

Resolved,  that  the  decision  of  the  borough  superintendent 
ot  buildings,  on  Alteration  Application  No.  2866-40  Objec- 
tion  No.  2  be  and  it  hereby  is  modified  and  the  appeal  be 
and  it  hereby  is  cjrmited  on  condition  that  the  building  shall 
be  constructed,  equipped  and  occupied  as  set  forth  in  the 
statement  accompanying  and  made  part  of  this  record  and 
m  accordance  with  the  requirements  of  the  resolution  of  the 
Board  adopted  under  Cal.  No.  26-37-A. 
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side  200  ft.  west  of  Sixth  avenue  (Block  No.  815, 

770-40-A.  Lot’ No.  20),  Borough  of  Manhattan. 

APPLICANT — Charles  V.  Scanlon,  Executor  of  Estate  APPEARANCES  -  .  d  w  A.  Mellny 

Sarah  A.  Gleason,  owner.  _£  For  Applicant.  T.  R.  Uilenbe'rg  aA/r,”r  nw  De 


A  Gleason*  owner.  .  .  r 

SUBJECT— Appeal  from  a  decision— re  an  order  of  the  fire 

prkmtSFS™ AFFECTED — 10  Gansevoort  street,  south 
PREMISES  jAFFECTEU  f  Wes(  4t h  street  (Block  No. 

62 7,  Lot  No.  38),  Borough  of  Manhattan. 

APPEARANCES-^:  charles  y  Scanlon. 

For  Administration:  Inspector  Meyer.  F.re  De 


p^m“"  Fr^^^^partmem  of  THE  RESOLUTION 


for  Applicant .  x.  xv.  ^ 

For  Administration :  Inspector  Maher.  Fire  De¬ 
partment.  ... 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

Tup  VOTE _ 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  J 
Negative 


and 


(771-40-A) 

Whereas,  Consolidated  Edison  Company  of  New  York 
Incorporated,  owner,  filed  July  12,  1940,  an  * 

decision  of  the  fire  commissioner;  premises  117-110  West 
39th  street,  north  side,  200  ft.  west  of  Sixth  avenue  (Block 
No.  815,  Lot  No.  20),  Borough  of  Manhattan  t>  and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 

June  re  j  t0  yOUr  request  to  remove  the  standpipe 

gravity  tank  on  the  roof  of  the  above  premises  and 
maintain  a  dry  system,  you  are  advised  that  the  building 
exceeds  85  feet  in  height  and  the  system  must  be  main¬ 
tained  in  compliance  with  the  Administrative  Code. 

^Whereas,  the  building  is  five  stories  and  sub-cellar  (110 
ft.)  in  height,  50  ft.  by  98.75  ft.  in  areaj.  of  Class  1  con- 

fire  commissioner,  dated  juiy  -  struction;  erected  in  1915;  located  in  a  retai use _dis  ri  , 

.  ,  ...  and  occupied  as  an  electrical  distributing  substation,  and 

S '  “With  reference  to  your  application  dated  July  13th.  Whereas,  the  applicant  contends _  that  it  is  proposed  to 
1939  for  a  permit  to  store  combustible  fibre  at  above  convert  tbe  present  4  in.  wet  standpipe  system  (fed  from  a 

location  I  regret  to  inform  you  that  this  department  is  5  000-gallon  wooden  tank  located  on  a  steel  struct^e  above 

wiS’  power  to  grant  such  a  permit  for  the  reason  ^  ^  &nd  equipped  with  a  standard  Siamese  hose  oon- 
That  nremises  are  not  protected  bv  an  approved  fire  nect;on  at  street  level)  to  a  dry  system ,  that  the  buildi  g 

extinguishing  system,  for  instance,  an  automatic.  sprink-  houses  electrical  equipment  and  apparatus  necessary  for  th 

"m  Sec'  C-19-149.0-C-4,  Art.  26,  Administrative  ti  of  the  distributing  station;  that  all  parts  of  the 

ler  system,  Sec.  U  openmo  o  tected  by  approved  fire-extinguishing 

YOU  ARE,  THEREFORE,  HEREBY  ADVISED  £  that  the  absence  of  a  wet  standpipe  system  m 

that  ,  this  type  of  occupancy  is  not  considered  a  hazard ;  that  it  is 

1  The  storage  of  combustible  fibre  on  these  prem-  therefore  requested  permission  be  granted  to  change  the  w 
•  ’  In  excess  of  one  ton  without  a  permit  is  prohiDitea  standpipe  system  to  a  dry  system.  .  .  , 

hv  Section  C  19-149.0,  Art.  26,  Administrative  Code.  Resolved,  that  the  decision  of  the  fire  commissioner,  dated 

Tune  27,  1940,  be  and  it  hereby  is  modified  and  the  appeal 
-  ...  .  •  - x-j  s0  as  permit  the  existing 


Housing  and  Buildings.  ,  . 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

™E  V  Affirmative:  Chairman  Murdock  and  Commis- 

sioners  Savage  and  Blum  . 

Negative:  Deputy  Chief  Gunn  . 

THE  RESOLUTION— . 

Sa^TG^ownS  SS  “an  ap£ U 

street^soutii^M^ldS^ft^we'st'^of'  WeTdth  street  (Block 

1R335  T  C  dated  August  7,  1939,  was  repeated  in  a  decision 
18500-DL-,  aatea  Augu  »  Tlliv  0  1940  which  decision 

of  the  fire  commissioner,  dated  July  y.  wu-^ 

reads : 


d  .  ,  .  ,  June  27,  1940,  be  and  it  here 

Whereas  the  building  is  three  stories  (32  ft.)  in  height  be  and  it  hereby  is  granted, 
i  ft.  by  91  ft.  in  area ;  of  Class  3  consm,  chon ;  located  m  a _  standpipe  system, o  beopera. 


,  \\\Z  -aTof  Class  3  construction:  located  in  an  “Sp^^tTmTo  be  opened  as  a  dry'  system  subiec.  to 

^  ^  'trVtpd  use  A  area  district;  erected  in  1908,  and  occu-  approval  0f  the  fire  commissioner,  on  condition  that  a  warn- 
Und  rella^  storage  of  baled  sffick,  no  persons;  first  story,  approva^  ot  e  equipment  shall  be. placed  against 

assorting  6  persons ;  second  story,  storage  of  baled  stock,  SIg-  -  '  ’ - thrnu.hout 

assorting,  y  ocenrtiner.  4  oersons ;  and 


" °\V HEREA s ,  ffied  a^^rSds4 

result  in  a  hardship  commissioner.  Order 

yT  llSs  LC  be  and  /hereby  is  modified  and  the  appeal  be 
it  hereby  ’is  Imld,  as  to  Objection  No.  1,  on  cond,Hon 
that  'there  shall  be  installed  throughout  a  non-automat, c  dry 
SSuto  system 

Building  Code  therefor  except  the  stree  be  of 


me  sien  as  to  eieuriLdi  equipment  ^iAt***  ~  . 

the  building  at  the  Siamese;  that  the  building  throughout 
shall  be  protected  by  such  fire-extinguishing  equipment  a 
the  fire  commissioner  shall  require,  and  that  m  all  other 
respects  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto. 


773-40-A. 

APPLICANT — Edwin  W.  Kleinert,  for  Constant  Motor 
Service  Corporation,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  supe.- 

Building  CodeTherSferapt  the  street  water  connection  pRE M ] q' 'aFFECT Ed'337-45  1  66th  street,  north  side 

omitted;  that  all  pipe  fittings  and  hangers  may  be  of  PREMISES  /  Fourth  avenue  (Block  No.  5827,  part 

“Stable  iron  that  there  shall  be  installed  .an  mlet  on  the  of  Lo,  No  27),  Borough  of  Brooklyn. 

SS’S'aS  ^^Snt:  Edwin  W.  Kleiner,, 

with  a  sign,  also  painted  with  aluminum,  indicating  sprin r  Administration :  Morris  Hannes,  Departmeirt 

Section  •  that  any  trap  doors  throughout  the  building  _  of  Housing  and  Buildings, 

shall  be  equipped  with  fusible  ImK  “"L'raMe  as  ,o  occu-  ACTION  OF  BOARD-Appeal  granted  on  condffion. 


aU*laws,  rules  and  regulations  applicable  as  to  occu- 
pancy  and  use  shall  be  complied  with. 


APPLICANT— Consolidated  Edison  Company  of  New 
Vnrk  Incorporated,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  fire  commis- 
PREMISESAFFECTED-117-119  West  39th  street,  north 


the  vote _ 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  * 
Negative  . 

THE  RESOLUTI°N-(773-40-A) 

Whereas,  Edwin  W.  Kleinert,  for  Constant  Motor  Ser¬ 
vice  Corporation,  owner,  filed  July  11,  1940,  an  appeal  fro 
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£^41745?  S?»,f>0[0U?h  suPfintendent  of  buildings;  prem¬ 
ises  437-451  66th  street,  north  side,  307  ft.  east  of  Fourth 

BrSUftd  N0'  5827’  Par'  °f  L°*  N»-  »>•  BISS'S 

Whereas,  the  decision  of  the  borough  superintendent  of 

Julf  10, S’l9«,  reads  :U  m®  Applicatio"  No-  '<>10-40,  dated 

“1.  Application  contrary  to  Sect.  4.2.1  area  of  pro- 
fiosed  public  building  of  Class  3  construction  is  exces- 

oMezzanine.  floor  area  to  be  treated  as  a  separate 
6^??  4Ck  f°r  CXlt  recluirements  in  accordance  with  Sec. 

fli?  aLb”CaUSe  U  CXCeedS  2500  Sq‘  ft  and  50%  of  lst 

and 

Whereas  the  building  will  be  one  story  (20  ft.)  in 
height,  136  ft.  by  /0  ft.  4  in.  in  area;  of  Class  3  construc- 

fir5’  io?te<K  U1ra  bu®.iness  ,use  C  area  district;  occupied: 
r.st  story,  bowling  alleys,  bar  and  lunch  counter,  50  per- 

flt0ryi  bovvhng  al,eys-  50  persons ;  and 
”  fEAS’  the  applicant  contends  that  in  view  of  the  fact 
that  a  large  portion  of  the  floor  area  will  be  occupied  by 

5ys,’  ai?d.^at  lf  such  area  were  omitted  the  occu- 

fiS  t  v°  t£  cUnnninR  Tuld  be  on,y  4>879  «.  on  the 

IL8!  ti!  y’  that  5»000  sq.  ft.  is  permitted  by  section  4.2.1; 
ie  occupied  portion  of  the  mezzanine  would  be  1  139 

nf't£v°r4leSS,thanuthe  2’500  sq-  ft  set  ^  section  61.2.2  4 
100  peSons.’  that  he  t0tal  occupancy  of  the  building  will  be 

Resolved,  that  the  decision  of  the  borough  superintendent 

?LtiindNgS’  l°nt  New,B.uilding  Application  No.  1610-40,  Ob¬ 
jection  No  1,  be  and  it  hereby  is  modified  and  the  appeal 

shalTnoi  beTbfh  15  -mnted  co>ldition  that  the  building 

i^ion°Noe2^UthatrtlinCreated  ’nlthe,^ht  or  area;  as  to  Ob¬ 
jection  No.  2,  that  the  exits  shall  comply  with  the  reauire- 

S  eilt°fthat  an  adTR  £0,1ekaS  t0  ar,ea  of  building  and  means 

fulMenrt h  of  ?h it  Sha  be  ,provided  on  each  floor,  for  the 
ull  length  of  the  alleys,  not  less  than  4  ft.  in  width  so  as 

aidmsatairwaveto  h  ^  stairway  more  accessible, 

whh  pa  f  ayJtu  b!  obstructed  at  westerly  end  0f  building, 

T  t0  66th  street>  such  stairway  to  be  5  ft.  in  width 

hat  the  area  proposed  to  be  occupied  by  this  building  mav 
be  considered  as  omitted  from  the  area  covered  bCthe  reso- 

hlZrf?  1921*  ^T't  T'"  Cal'  Na  M6-20-BZ  on 

tenVo^r  by  reSO"'t,'0n  ad°P*ed  by  ‘he 

778-40- A. 


APPLICANT— William  C  Stohldrier  and  Robert 

owner*  ^  Sbeffie  d  Farms  Company,  Incorporated, 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the 
nre  commissioner. 

^^side  -33-243  Herkimer  street,  north 

t\  fxr  eaSAx0f  New  York  avenue  (Block  No. 

appearances^0'  )f  ugh  of  BrookIyn- 

For  Applicant:  Robert  G.  Zetsche,  F.  H.  Rohlfe 
and  W  llliam  C.  Stohldrier. 

For  Administration:  Thomas  A.  Larkin  Fire  De- 
Partment. 

THEr°V0TE-B0ARD~ApPeal  Rranted  on  condition. 

Affirmative:  Chairman  Murdock  and  Commis¬ 
sioners  Savage  and  Blum  .  i 

negative:  Deputy  Chief  Gunn  1 

™  RESOLUTION— 

(778-40- A) 

for  Sheffield  ^illiam  Stohldrier  and  Robert  G.  Zetsche. 
JU1V  12  mi!  farms  Company,  Incorporated,  owner,  filed 
Ire  mmr,  ■  •’  3n  appea  from  an  order  and  a  decision  of  the 
ude  30i  /tS,Oner:  Poises  233-243  Herkimer  street,  north 

fot  wftj  uSt  ofuNew  York  avenue  (Block  No.  1862, 
-ot  No.  14),  Borough  of  Brooklyn;  and 

whereas,  the  order  of  the  fire  commissioner.  Order  No. 


485l'L.f’  dated  May  15^  1940»  reads : 

other  mea0nVsdfeorathpXe^f  ^  ,extinguirshing  system  or 
,  means  tor  the  extinguishment  of  fire  satisfactory 

to  the  Fire  Commissioner.  09.161.0  A.C  ”  y 

and 

June  14,  1940.threads°1S1On  °f  the  fire  commissi°ner,  dated 

Order  No*e4851°/rUIff  \  acknowledging  receipt  of  our 
L.  h  'LF-affJectinjf  the  above-mentioned  prem- 
S.  has.  been  received,  and  we  note  your  request  for 

on  thN  inf.°rmation  as  to  what  is  called  for  in  Item  1 
on  this  order.  In  response,  you  may  be  informed  that 

mafidcdspfirink)etingUt1ShinR  SyStem  may  be  either  an  auto- 

been  annroverl  f  T  °r  a.standpipe  system  which  has 
oeen  approved  for  fire  extinguishing  purposes  hv  the 

Board  of  Standards  and  Appeals.  This  order  has  been 

o/horses  hoTse^ -th5hfaCt  that  thefe  3re  a  large  ™mbe? 
,  .s,es  noused  m  the  premises  and  there  is  also  a  mn 

s.derable  quantity  of  hay  stored.  In  view  of  ,h“se  eon' 

dttions,  no  modification  may  be  made.  However  you 

POTtinhv  of  t^U,reme"t  a  hardship,  you  have  the  op- 
piortunity  of  filing  an  appeal  with  the  Board  of  Stand 

hSan."  PPea‘S'  R°°m  ,00°-  Municipal  Building,  Man- 
and 

lO^fT^inrwf  building  is  four  stories  (60  ft.)  in  height 

“  —  i  sa  s  Ed 

SlSrw  ^-^=rts  r 

and 'stooge  of  fiLdtan 

a  standpipe 'systenCwouId  SS^ti^'StS 
on  the  owner;  ,ha,  the  hay  stored  is  located  on  the  foSh 

M  fif  S?  hrayTs’  SKtX'S  oT?" 

iseCsdethat  th  'he-  b“-sin“-s  stabling  conducted  on  the  preml 

Itat’thfbuMta";”^^  SSriJ  f0„r  the  stora«°f  hay : 
10,000  sq  ft  net  S  thl’  l  '  he  fl°°r  area  is  less  than 
are  protected  h,  firVn  r  stairway  ramps  and  elevators 

west  °n  lvery-  St-0ry;  tbat  the  building  to  the 

b„;]d, •no-  •  t  6  bo— se  ’  fbat  it  is  the  intention  to  alter  the 

order  fs  ^equestS^  a"d’  3  modificafmu  of  the 

N<f ' 485TeLFthhe  Jnd  >rCi!er  uf  tbe  fire  commissioner,  Order 
mid  it  hih  b  d  1  bereby  15  modified  and  the  appeal  be 
i  n  l  .,V  ,IS  Vranted  on  condition  that  the  hav  stored 

^  sbea„d  thaM„aal?  r"ed  °',K'  f°r 
lents,  and  that  in  all  other  respects  the  building  and  occn 

picable  there^15  thaT^h3"  IaW-S’  ruleS  and  regulations  ap- 
2178-40  nf  th  An  H  u  He  re5uirements  of  Violation  No. 
4U  of  the  borough  superintendent  of  buildings  shall  he 

ongPaf  the  hii'l?31  -h,s  varia,ion  shall  cominSe  only  S 

suSPuseWat?dafurthe?’  'T'  ,rest,lations  applicable  for 

is  occupied  "as'  a  wS  b^C l^eteff 

corporated,  or  their  successors  in  the  same  lin^ "fc 

779-40-A. 

APPLICANT— Henry  Bergh,  for  Henry  Bergh  et  al 
owners.  • 

SUBJECT— AppeaI  from  a  decision  of  the  fire  commis- 

PREM^ES  A FFECTE D  1  -4  Chatham  square  and  2 
Mott  street,  northwest  corner  (Block  No.  162.  Lot 
No.  1),  Borough  of  Manhattan. 
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minutes 


APPEARANC^.^.  Henry  Bergh  pjre  De- 

For  Administration :  Inspecto 

ACTION  0PFrBOARD-Appeal  denied. 

THE  VOTE  TO  GRANT-  .  o 

Affirmative  . . .. . MnrAock  Commissioners 

N'Sstveage  anTSm'and  Deputy  Chief  Gunn  4 
the  RESOLUTION-  40  a) 

Whereas,  Henry  Bergh, 

owners,  filed  July  12,  1M0.  **  ^ h*r™q*are  and  2  Mott 

fire  commissioner.;  pnjsesM  Ch Nq  1}>  Bor_ 
street,  northwest  corner  (Block 


T  ,  ,  .  r];f(  c+reet  91-101  John  street  and  1-21 

from  John  street  to  Cliff  street,  J  22), 

Cliff  street  (Block  No.  76  Lot  Nos.  iu, 

Borough  of  Manhattan;  a  b0r0Ugh  superintendent  of 
huSToA  SeSon0nAp1£iobn°7og  dated  Juty 

I0'  ^  Endows  facing  on  Gold  Street  and  Ryders 

sub.div.  C  1.  B.C. 


and 


ough  of  Manhattan;  and  commissioner,  dated 

Whereas,  the  decision  oi  tne 


July  12,  1940,  reads :  ,  12  1940,  in  which 

'  “Replying  to  YypI  S.D.4  open  circuit 

you  propose  to  insffill  Edis  iyP^  Chatham  Square, 

thermostatic  devices  in  pte  advised  that  a  search 

Borough  of  Manhattan,  vo  thJs  device  has  been 

^p0rUor,edeCb°,  theaBoa?d  of  Standards  and  Appeals  for 

U1„invkwWofYthekabovy;.  your  request  must  be  denied.” 

^Whereas.  the  building  «.  s  <»  ftA  in  height, 

69.5  ft.  by  58.8  ft  tn  erected  prior  to  1890,  and 

in  an  unrestricted  use  distr  no  persons;  first 

occupied:  cellar,  storage  d  t(j  fifth  st0nes,  inclusive, 

story,  stores,  25  pers  ,  persons.  respectively,  pur- 

lodging  house,  13,  39,  48 Ycunancv  No.  24841  issued  June 
suant  to  Certificate  of  Occupancy 

19,  1939;  and  that  the  detectors  of  the 

Whereas,  the  applicant  c  stalled  in  cellar  are  af- 

automatic  fire  alarm  sys  em  n  overcome  this  difficulty 

fected  by  dampness ,  that  in  ord  circuit  thermo- 

i,  is  proposed  to  use  Edison  Type  Sb  a  ope  ^  aB. 

stats,  rated  at  135  degrees  Fahrenheit^wn  c  ^  spac. 

proved  by  the  Underwriters  Lab°rator  e  buiiding, 

ing  1  ‘bat  d- Vhi‘h  have  ten  approved  by 
the  ordinary  type  thermostat,  unsatisfactory ;  that  it  is 

the  Fire  Department,  have  pr  the  Edison  Type  SF-4 

in  dated 

JnfvT^V"^  -d  *• 

peal  be  and  it  hereby  is  denied. 


SUBJECT-Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  building^  %  Goid  street)  east  side, 

PREMISES  AFFECTE  91-101  John  street 

iTl-^Cli"  (Block  NmX  Lot  Nos.  10.  11. 
19  and  22),  Borough  of  Manhattan. 

APPEARANCES—  Bernhardt 

IZ  rSrWtenfBeTDahlem,  Department  of 

ACTION  OF°BO ARE— Appeal  granted  on  condition. 

THE  V^fee:a?da=  Ku^cSrS  4 

Negative  . 

THE  RESOLUTION-  A) 

Whereas,  Rr  H.  Shreve  for 

for  Insurance  ComPaf^  decision  of  the  borough  super- 

!ntendent  o^bSngslTremit's  28-36  Go,d  street,  east  side. 


Whereas  the  proposed  addition  will  be  99  ft.  2 J4  in.  by 
in  area  four  stories,  basement  and  pent  house 
of  Class  1  construction;  located  in  an 

^fet  t^cS^ 

filed  with  this  appeal,  and  Obiection 

Whereas,  the  appheant  contends  that  a  t  M  )ate 

Xs\n  fterStJ  wSul  dicing  muntins  and  with 

VT  ,-LAi  Bnarrl  of  Fire  Underwriters  Building.  26  it.  across 
Su  SeeUpotrno  risk  in  view  of 

LVomit^ype8  of8  windows  with  muntins  would  have  the 
effe°r0f  reducing  the  rental  value  of  the  floors  and  would 

To'hnVeeU rt7afyasWioh Objection  No"”!  1?^  Prosed  «<r 
install  a  two-leaf  self-closing  aluminum  doors, 

doo”  in199CjL7'trettTthatanperitiission  is  respectfully  re- 

gLjiSX  r  rS  Se  JS.-SS 

area  and would  impose  an  unnecessary  hardship  on  the 

OW/Sw,  that  the  decision  of  the  bor““8h JiUPeniUendent 

nf  bnildines  on  Alteration  Application  No.  21.56-40,  De  an 

it  hereby  fs  ’modified  and  that  the  appeal  be  and  it  hereby  k 
it  nereuy  is  '  rt:on  m0  1,  on  condition  that  all  win- 

mtmmm 

tliF^first  Jtory  the^window^'shalTbe^  oJsfe  8/fram7  at1^^ 

"  Sc«  J?£  ft  of°Ve  mopd^ 

o.  :n  wide  at  an  approximate  height  of  the  push 
and  glazed  with  polished  wire  plate  glass  not  less  than  A 
?n  in  thickness-  that  in  all  other  respects  a  1  laws  rules  and 

32-A  andag™2i  oriy  so  long  as  this  building  is  oceupie. 
for  office  use  only. 


NOTICE. 

The  remaining  minutes  of  the  recessed  meeting  of  July  1( 
1940,  will  be  printed  in  the  Bulletin  of  July  30,  1940. 

Joseph  J.  Doyle,  Chief  Clerl 
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This  issue  of  the  Bulletin  contains  in  the  order  given _ 

Docket. 

Court  Decision. 


Rules  Directory. 

Notice  of  Adjournment. 

The  Hearing  Calendar. 

Remaining  Minutes  of  Recessed  Meeting  July  16,  1940, 
Affecting  Calendar  Numbers  782-40- A,  785-40- A,  786- 
40-A,  787-40-A,  788-40-A,  792-40-A,  793-40-A,  1101-39- 
A-  }«9^40‘A’  465‘21-a>  935-39-A,  781-40-S,  83-40-S, 
565-40-S,  713-40-S,  762-40-S,  113-36-S,  674-40-S,  712- 
39-SA,  713-39-SA,  758-39-SA,  46-34-SA,  221-34-SA, 
364-34-SA,  365-34-SA,  366-34-SA,  604-39-SA,  661-39- 
SA,  663-39-SA,  834-39-SA,  92-40-SA,  93-40-SA,  698-40- 
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638-39-SM,  465-38-SM,  677-39-SM,  1324-39-SM,  1507- 
39-SM,  196-40-SM,  203-40-SM,  314-40-SM,  395-40-SM, 
657-40-SM,  667-40-SM,  886-39-GR,  921-39-GR  922-39- 
GR  and  809-40-GR. 


RLies  for  Liquefiers  used  to  convert  solid  carbon  dioxide 
to  a  liquid  and/or  a  gas. 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Building 
Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  he  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Lfpon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commissioner 
of  buildings  or  fire  commissioner)  and  file  with  this  board 
a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directons. 
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CALENDAR 


DOCKET. 

New  Cases  Filed  up  to  July  30,  1940. 

Cal.  No.  Department.  Premises  Affected. 

81 3-40- A . I  LITE . 185  Sand  lane,  east  side,  32  It. 

south  of  Cedar  avenue  (Block 
No.  3110,  Lot  No.  56),  South 
Beach,  Borough  of  Richmond, 
B.N.  514-40. 


to  35,  inclusive),  Borough  of 
Manhattan, 

Decision— re  Certificate  of 
Occupancy. 

821-40-A . F.D . 436  West  57th  street,  south  side, 

300  ft.  east  of  Eleventh  ave¬ 
nue  (Block  No.  1066,  Lot  No. 
50),  Borough  of  Manhattan, 
19759-L.C.  and  Decision. 


814-40-SM. 


Reed  Leak-Pruf  Coated  Card¬ 
board  Oil  Container,  manu¬ 
factured  by  Reed  Container 
Sales  Corporation,  Material. 


81 5-40- A . 


I.B.B.. 


.North  side  of  Willow  avenue,  614 
ft.  west  of  Bay  street  ( Block 
No.  2841,  Lot  No.  91),  Staple- 
ton,  Borough  of  Richmond, 

Decision. 


816-40-BZ. . .  .LI.B.Bx. 


.2071-2109  White  Plains  road, 
west  side,  from  Brady  avenue 
to  Maran  place,  609-615  Brady 
avenue  and  620-6-8  Maran 
place  (Block  No.  4286,  Lot 
Nos.  1,  54  and  50),  Borough 
of  The  Bronx, 

Decision — re  Certificate  of 
Occupancy. 


8 17-40- A. 


.H.B.M.. 


.441  West  40th  street,  north  side, 
310  ft.  east  of  Tenth  avenue 
(Block  No.  1050,  Lot  No.  13), 
Borough  of  Manhattan, 

Decision — re  Certificate  of 
Occupancy. 


818-40-BZ - PI.B.M 


.1882-1884  Second  avenue,  east 
side,  25  ft.  north  of  East  97th 
street  (Block  No.  1669,  Lot 
No.  2),  Borough  of  Manhat¬ 


tan, 


Decision — re  Certificate  ot 
Occupancy. 


819-40-BZ. . .  .H.B.M 


820-40-BZ ....  H.B.M . . 


822-40-SM 


Du  Pont  Fire  Retardants  “T 
and  ‘‘CM”  Ammonium  Sul- 
famate,  manufactured  by  E.  I. 
dupont  tie  Nemours  and  Com¬ 
pany,  Incorporated, 


Material. 


823-40- S A . 


Eagle  Fire  Alarm  Panel,  Eagle 
Fire  Alarm  Break  (Mass  Sta¬ 
tion  and  Eagle  Fire  Alarm 
Signal  Bell,  Appliance. 


.1888-1890  Second  avenue,  east 
side,  50  ft.  south  of  East  98th 
street  (Block  No.  1669,  Lot 
Nos.  51  and  52),  Borough  cf 
Manhattan, 

Decision — re  Certificate  of 
Occupancy. 


824-40- A . H.B.B. 


.1992  East  1 6th  street,  west  side, 
34  ft.  5  in.  north  of  Avenue 
T,  and  1996  East  16th  street, 
northwest  corner  of  Avenue  T 
(Block  No.  7294,  part  of  Lot 
No.  8),  Borough  of  Brooklyn, 
Viol.  Orders  2533-40  and 
2534-40  and  Decision. 


825-40-SM . 


.  Protexol  Fireproofed  Wood, 
manufactured  by  Protexol 
Corporation,  Material. 


826-40-BZ ....  FI.B.Q. . 


.40-71  Hampton  street,  north  side, 
100  ft.  west  of  Britton  avenue 
(Block  No.  1504,  Lot  No.. 
148),  Elmhurst,  Borough  of 
Queens, 

Misc.  Applic.  4084-40. 


827-40-BZ. 


.H.B.M 


44-46  Spring  street  and  206-212 
Mulberry  street,  southeast 
corner  (Block  No.  480,  Lot 
Nos.  14  to  17,  inclusive),  Bor¬ 
ough  of  Manhattan, 

Drop  Curb  Applic.  94-40, 


828-40-BZ . 


.LI.B.Bx.  .  .Northeast  corner  of  White  Plain- 
road  and  East  236th  strev 
(Block  No.  5043,  Lot  No.  6) 
Borough  of  The  Bronx, 

Decision— re  Certificate  o 
Occupancy 


.646-652  East  12th  street,  south 
side,  83  ft.  west  of  Avenue  C 
(Block  No.  394,  Lot  Nos.  .'2 


829-40- SM 


Auto-Motor  Heater,  manufac 
timed  by  Auto-Motor  Heate: 
Company,  Materia 
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830-40-BZ - H.B.M - 105  East  48th  street,  north  side, 

150  ft.  east  of  Park  avenue, 
and  110  East  49th  street 
(Block  No.  1303,  Lot  No.  6), 
Borough  of  Manhattan, 

Decision — re  Certificate  of 
Occupancy. 


DESIGNATIONS :  1 1.11.— Department  of  Housing  and  Buildings; 

H.B.U.  Department  of  Housing  and  Buildings,  Brooklyn  ;  H.B.M. _ 

Department  of  Housing  and  Buildings.  Manhattan;  H.B.Q.— De¬ 
partment  of  Housing  and  Buildings.  Queens;  H.B.R.— Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx.— Department  of 
Housing  and  Buildings,  Bronx;  H.D.— Health  Department,  and 
E.D. — Fire  Department. 


COURT  DECISION. 


LIST  OF  APPROVED  APPLIANCES 


Anti-Siphon  Valves  . Mar. 

Fireline  Hose  Valves  . 'Mar. 

Fuel  Oil  Burners  for  Domestic  and 

Commercial  Use  .  Aug. 

Fuel  Oil  Fill  Pipe  Terminals  Mar. 

Fuel  Oil  Burners  for  Industrial  Use  Aug. 

Fuel  Oil  Pumps  . June 

Gas  Heaters  . Aug. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Equipment  . Nov. 

Range  Oil  Burners  and  Space 

Heaters  . Aug. 

Vacuum  Breakers  . May 


5,  1935— Vol.  20,  No.  10 

5,  1940 — Vol.  25,  No.  10 

29,  1939— Vol.  24,  No.  35 

6,  1940— Vol.  25,  No.  10 
8,  1939 — Vol.  24,  No.  32 

18.  1940— Vol.  25,  No.  25 

29,  1939— Vol.  24,  No.  35 

14,  1939— Vol.  24,  No.  46 

29.  1939— Vol.  24,  No.  35 
28,  1940— Vol.  25,  No.  22 


ADJOURNMENT. 

Notice  is  hereby  given  that  the  next  regular  meeting  of 
the  Board  of  Standards  and  Appeals  will  be  held  on  Tues¬ 
day,  September  10,  1940,  at  10  A.M. 


Matter  of  Barr  (Murdock)— On  June  8,  1937,  Board  affirmed  deci¬ 
sion  of  superintendent  of  buildings  in  permitting  erection 
of  an  apartment  house  in  an  “F”  area  district  and  accept¬ 
ing  connections  to  former  private  sewer  (subsequently 
taken  over  by  city  and  connected  to  Sheepshead  Bay  public 
sewer)  as  compliance  with  the  law,  also  denied  application 
for  revocation  of  permit  Cal.  No.  232-37-A,  premises  301- 
323  Oriental  boulevard,  Manhattan  Beach,  Borough  of 
Brooklyn,  on  the  ground  that  the  zoning  law  does  not 
prohibit  erection  of  an  apartment  house  in  an  “F”  area 
district  where  the  restrictive  requirements  are  complied 
with,  and  that  the  sewer  connections  provided  complied 
with  the  Multiple  Dwelling  Law  as  to  street  sewer.  Mr. 
Justice  Smith  sustained  Board  (N.Y.L.J.  December  8,  1938). 
Appellate  Division  affirmed  order  of  Special  Term  up¬ 
holding  decision  of  Board  (July  8,  1939).  Court  of  Ap¬ 
peals  affirmed  order  of  Special  Term.  No  opinion.  (N.Y. 
L.J.  July  26,  1940). 


RULES 

_  .  Last  Publication  in  Bulletin 

Larbon  Dioxide  Liquefier  Rules  July  30,  1940 — Vol.  25,  No.  31 

Certificate  of  Occupancy,  approved 

r  for,n  ■  ■  ■  •  •  . . ■■■■■■■ . Aug.  23,  1938— Vol.  23,  No.  34 

Concrete  Flat  Slabs,  Rules  . July  13,  1937— Vol.  22,  No  28 

Concrete  Rules  (Hydrated  Lime) . Aug.  3,  1937— Vol.  22,  No  31 

Elevator  Rules  . Mar.  3,  1936— Vol.  21,  No.  9 

exit  Rules  (Revolving  Doors) . June  15,  1937 — Vol  22  No  24 

Factory  Exit  Rules  . Feb.  27.  1940— Vol.  25.’  No!  9 

lire  Alarm  Rules  (Interior)  Sept.  12,  1939— Vol.  24,  No.  37 

Fire  Drill  Rules  . . . May  21,  1940— Vol.  25,  No.  21 

I'  ire-resistive.  Flameproof  Materials, 

v,  et£'\R*ileS  f,,r  Testing  of  May  14,  1940— Vol.  25,  No.  20 
iMre  Retarding  Rules  for  Garages, 

Fir^C'  f  w  .  rn  ,  Ju,y  9>  1940— Vol.  25,  No.  28 

ri  rep  roof  Wood,  Testing  of  Apr.  13,  1937— Vol.  22  No  15 

frame  Garages,  Ruling  for  Jan.  21,  1919— Vol.  4.  No  3 

fusion  Welding  and  Gas  Cutting 

®u'e®  _  _  , . Mar.  5,  1940— Vol.  25,  No.  10 

Cas  Shut-Off  Rules  . Apr.  7,  1925— Vol.  10,  No.  14 

Hatchway  Protection  . June  5,  1928— Vol.  13,  No  23 

‘"?u'atlnK  F>bre  Board  Rules  July  16,  1940— Vol.  25,  No.  29 

X*l  B.urner  Rules  .. . June  lg>  1940_yo]  26>  No>  25 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of  . Dec.  5,  1939— Vol.  24,  No.  49 

taint,  varnish  and  Lacquer  Spray- 

Pl,trnK  R^'eS,  A  .  June  25-  1940— Vol.  25,  No.  26 

a  atiorm  Trucks,  Specifications  for  Nov.  24,  1936— Vol.  21  No  47 

!>  Bu.,ea  Aug.  3.  1937— Vol.  22,  No.  31 

lumbing  Rules  (Prevention  of  Con- 

o  t®011  nation  of  Water  Supply)  May  28,  1940— Vol.  25,  No.  22 

rocedure  Rules  of  Sept.  7.  1937— Vo).  22,  No.  36 

Kcfrigerating  Systems,  Extract  A.C  June  11,  1940— Vol.  25,  No.  24 

"i.  Factories,  Rules  for  July  16,  1940— Vol.  25,  No.  29 

5"  e,S.  June  29-  1937— Vol.  22.  No.  26 

standpipe  Fireline  Rules  . June  8.  1937— Vol.  22.  No.  23 

rr?utLral  Alterations,  Reporting  June  7,  1932— Vol.  17,  No.  23 

Jruc,k8-  Fuel  Oil.  etc . Nov.  24.  1936— Vol.  21,  No.  47 

if;,  trucks.  Gasoline,  etc.  .Nov.  24,  1936— Vol.  21,  No.  47 

,rA  Glass  Rules  (Amendment  to 
Rule  505  of  Industrial  Code)  Apr.  10,  1923— Vol.  8.  No.  15 


SEPTEMBER  10.  1940,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  ol  Stand- 
si  ds  and.  Appeals  of  a  public  hearing  under  the  provisions 
Vn  Rebuilding  zone  resolution,  Tuesday  morning,  September 
10,  1940,  at  10  o  clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 


CAL.  NO.  210-40-BZ — Application,  February  27,  1940,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  John  D.  Connaughton,  appli¬ 
cant,  on  behalf  of  Cristina  Pelizzari, 
owner,  to  permit  in  a  residence  use  dis¬ 
trict  the  alteration  and  conversion  of 
occupancy  of  part  of  the  basement  story 
of  an  existing  dwelling  to  business  use 
(store)  ;  premises  609  Thwaites  place, 
north  side,  37.05  ft.  west  of  Olinville 
avenue  (Block  No.  4342.  Lot  No.  47), 
Borough  of  The  Bronx. 

cal.  no.  192-29-BZ— Application  of  H.  A.  Mugler,  appli¬ 
cant,  on  behalf  of  Veronica  Kambourian, 
owner,  reopened  January  3.  1939,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  to  permit  in  a  business  use 
district  the  reconstruction  and  extension 
of  a  gasoline  service  station  (previously 
granted  by  the  Board)  ;  premises  58-02 
to  58-06  Laurel  Hill  boulevard  and  51- 
01  to  51-05  58th  street,  southeast  corner 
(Block  No.  2342,  Lot  Nos.  8,  9  and  10 
and  parts  of  Lot  Nos.  6  and  7),  Wood- 
side,  Borough  of  Queens. 

cal.  no.  351 -40-BZ— -Application,  April  5,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  F.  Regan,  applicant,  on  be¬ 
half  of  William  F.  Regan,  owner,  to 
permit  in  a  business  use  district  the 
erection  and  maintenance  of  a  gasoline 
service  station;  premises  1000-1012 
Brooklyn  avenue  and  3522-3524  Snyder 
avenue,  southwest  corner  (Block  No. 
4906,  Lot  Nos.  9  and  10),  Borough  of 
Brooklyn. 

cal.  no.  137-40-BZ — Application,  February  2,  1940.  under 
section  7c  of  the  building  zone  resolu- 
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tion,  of  Joseph  B.  Lynch,  applicant,,  on 
behalf  of  Hill  Holding  Corporation, 
owner  (Crescent  Auto  Service,  lessee), 
to  permit,  partly  in  a  business  use 
district  and  partly  in  a  residence  use 
district,  the  extension  in  area  of  an 
accessory  building  on  an  existing  gaso¬ 
line  service  station ;  premises  148-26  to 
148-30  Hillside  avenue,  south  side, 
103.25  ft.  east  of  148th  street  (Block 
No.  9694,  Lot  No.  17),  Jamaica,  Bor¬ 
ough  of  Queens. 


cal.  no  514-40-BZ— Application,  May  14,  1940,  under  sec¬ 
tions  21,  7b  and  7c  of  the  building  zone 
resolution,  of  Salomon  A.  Hauptman, 
applicant,  on  behalf  of  Estate  of  Giu¬ 
seppe  Giambalvo,  owner,  to  permit, 
partly  in  a  business  use  district  and 
partly  in  a  residence  use  district,  the 
conversion  of  occupancy  of  the  first 
story  of  an  existing  building  from 
dwelling  to  business  use ;  premises  670 
Bushwick  avenue  and  921-931  Wil¬ 
loughby  avenue,  northwest  corner 
(Block  No.  3194,  Lot  No.  31),  Bor¬ 
ough  of  Brooklyn. 


cal.  no.  80-40-BZ— Application,  January  24,  1940,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Regan,  applicant,  on 
behalf  of  Dot  Mort  Holding  Corpora¬ 
tion,  owner,  to  permit  in  a  residence 
use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  Park¬ 
ing  and  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  2900-2926 
Olinville  avenue,  678  ^Wilgus  street, 
southeast  corner,  and  679  Arnow  ave¬ 
nue  (Block  No.  4542,  Lot  Nos.  7  and 
14),  Borough  of  The  Bronx. 


cal  no  470-40-BZ— Application,  May  3,  1940,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  William  Cohn, 
owner  (Jacob  Newmark,  lessee),  .to 
permit,  partly  in  a  business  use  dis¬ 
trict  and  partly,  in  a  residence,  use  dis¬ 
trict,  the  extension  of  an  existing  gaso¬ 
line  service  station  and,  also,  the  park¬ 
ing  and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  40/0-40/6 
Broadway,  southeast  corner  of  West 
172nd  street  (Block  No.  2141,  Lot  Nos. 
17  to  20,  inclusive),  Borough  of  Man¬ 
hattan. 

HARRIS  H.  MURDOCK,  Chairman. 


SEPTEMBER  17,  1940,  10  A.  M. 

Building  Zone  Applications. 


NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions  of 
the  building  zone  resolution,  Tuesday  morning,  September 
17,  1940,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 


cal.  no.  120-33-BZ— Application  of  Eadie,  Nunley,  Gale  and 
Rosenholz,  applicants,  on  behalf  of 
Harry  Hugger,  owner,  reopened  for 
consideration  as  to  extension  of  permit 
July  2,  1940— re  Application,  previously 
granted  on  condition,  under  section  7f 
of  the  building  zone  resolution,  permit¬ 
ting  in  a  business  use  district  the  erec¬ 
tion  and  maintenance  of  a  motor  vehicle 
repair  shop  and,  also,  a  gasoline  service 
station  for  a  temporary  period;  prem¬ 
ises  2030  Hylan  boulevard,  southwest 
corner  of  Hamden  avenue  (Block  No. 
3688.  Lot  No.  9),  Grant  City,  Borough 
of  Richmond. 


SEPTEMBER  10,  1940,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

614.40. A-75  Rutgers  Slip,  east  side,  38  3  ft  south  of 
Cherry  street  (Block  No.  247,  Lot  No.  2b), 
Borough  of  Manhattan. 


cal.  no  456-40-BZ — Apnlication,  April  29,  1940,  under  sec¬ 
tions  7a,  7c,  7e  and  21  of  the  building 
zone  resolution,  of  William  Shary,  ap¬ 
plicant,  on  behalf  of  City  Bank  Farmers 
Trust  Company,  trustee,  under  will  of 
Thomas  Dimond,  owner,  to  permit, 
partly  in  a  business  use  district  and 
partly  in  a  residence  use  district,  the 
extension  of  an  existing  garage  for 
more  than  five  (5)  motor  vehicles; 
premises  2231-2239  Broadway  and  248 
West  80th  street,  southwest  corner 
( Block  No.  1227,  Lot  No.  54),  Borough 
of  Manhattan. 


cal,  no.  335-40-BZ— Application,  April  3,  1940,  under  sec¬ 
tions  21  and  7f  of  the  building  zone 
resolution,  of  Samuels  and  Samuels,  ap¬ 
plicants,  on  behalf  of  Long  Island  Sound 
Realty  Company,  owner,  to  permit, 
partly  in  a  residence  use  district  and 
partlv  in  a  business  use  district,  the 
erection  and  maintenance  of  a  gasoline 
service  station ;  premises  246-09  to  246- 
19  Northern  boulevard  and  43:70  to 
43-80  247th  street,  northwest  corner 
(Block  No.  8112,  Lot  No.  25).  Little 
Neck,  Borough  of  Queens. 


635-40- A— 261  South  street,  north  side,  24  7  ft.  east  of 
Rutgers  Slip  (Block  No.  247,  Lot  No.  —  )* 
Borough  of  Manhattan. 


cal.  no.  295-40-BZ— Application,  March  21,  1940,  under  sec¬ 
tion  7c  of  the  building  zone  resolution, 
of  Mark  J.  Joseph,  applicant,  on  behalf 
of  Drydock  Savings  Bank,  owner  (Stan- 
wood  Cafeteria,  Incorporated,  lessee), 
to  permit,  partly  in  a  business  use  dis¬ 
trict  and  partlv  in  a  residence  use  dis¬ 
trict,  the  maintenance  of  business  use 
(restaurant  and  offices)  on  the  first 
story  of  an  existing  multiple  dwelling; 
premises  2060-2078  Broadway  and  169- 
171  West  71st  street,  northeast  corner 
(Block  No.  1143.  Lot  No.  1),  Borough 
of  Manhattan. 


636-40-A — 79  Rutgers  Slip  and  260  South  street,  northeast 
corner  (Block  No.  247,  Lot  No.  1),  Bor¬ 
ough  of  Manhattan. 


cal.  no.  528-40-BZ— Application,  May  16,  1940,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer,  ap- 
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CALENDAR 


CAL.  NO. 


phcants,  on  behalf  of  Herman  H  Behn 
owner,  to  permit,  partly  in  a  business 
use  district  and  partly  in  a  residence 
use  disti  ict,  the  alteration  of  a  building 
ami  extension  of  gasoline  service  station, 
brake  service  station,  lubritorium  and 
store  use,  premises  114-20  101st  avenue 
southwest  corner  of  115th  street  (Block 
N°-  943_,  Lot  No.  8),  Richmond  Hill, 
Borough  of  Queens. 

18-40-BZ— Application,  January  6,  1940,  under  sec- 
tl.orV  ?■}  the  building  zone  resolution, 
of  Sidney  H.  Kitzler,  applicant,  on  be- 
nalt  of  Margaret  Murgolo,  owner,  to 
permit  in  a  residence  use  district  the 
alteration  and  conversion  of  occupancy 
of  the  first  story  of  an  existing  building 
to  a  garage  for  more  than  five  (5) 
motor  vehicles ;  premises  184  Woodbine 
street,  south  side,  225  ft.  east  of  Central 
avenue  (Block  No.  3360,  Lot  No.  15). 
Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


mit  in  a  business  use  district  the  main¬ 
tenance  of  a  gasoline  service  station 
used  m  conjunction  with  a  garage  for 
more  than  five  (5)  motor  vehicles  (said 
garage  was  previously  granted  by  the 
Board);  premises  472-494  Kingston 
avenue,  585-603  East  New  York  ave¬ 
nue,  northwest  corner,  and  546-554  Lef- 
ferts  avenue  (Block  No.  1332,  Lot  Nos. 
3S  and  39),  Borough  of  Brooklyn. 


697-39-A- 


696-39- A 


SEPTEMBER  17,  1940,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

28  Bowery  and  43  Bayard  street,  southwest  cor- 

nfr^B1,ock  No-  163>  Lot  No.  33),  Borough 
of  Manhattan. 

—2321  Third  avenue  and  201  East  126th  street 
northeast  corner  (Block  No.  1791,  Lot  No! 
1),  Borough  of  Manhattan. 


597-40- A— 154  Henry  street,  west  side.  19  ft.  3  in.  north  of 
Love  lane  (Block  No.  236,  Lot  No.  137) 
Borough  of  Brooklyn. 


1 517-39- A — 


648-40-A — 


'306  New  Lots  avenue,  south  side,  88  ft.  east  of 
Alabama  avenue  (Block  No.  4296,  Lot  No. 
5).  Borough  of  Brooklyn. 

10-16  Grand  avenue,  west  side,  80  ft.  11  in. 
south  of  Flushing  avenue  (Block  No.  1877, 
part  of  Lot  No.  30),  Borough  of  Brooklyn. 


cal.  no.  402-40-BZ— Application,  April  16,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
k  l L.a_ma.  and  Proskauer,  applicants,  on 
behalf  of  Clifford  E.  Mills,  owner,  to 
Permit  in  a  residence  use  district  and 
l1  area  district  the  erection  and  .main¬ 
tenance  of  a  building  to  be  used  as  a 
gas  station,  auto  laundry,  lubritorium, 
ottice  and  boiler  room  in  conjunction 
with  a  gasoline  service  station  on  a  plot 
of  ground  previously  occupied  as  a 
gasoline  service  station;  premises  144- 
39  to  144-47  Farmers  boulevard,  south- 

fnf  C,°rxnrer  °f,„South  Conduit  avenue 
(Block  No.  4517,  Lot  No.  1  and  part  of 
Lot  No.  3),  Springfield,  Borough  of 
Queens. 

(al.  no.  562-32-BZ— Application  of  Lama  and  Proskauer 
applicants,  on  behalf  of  Silgreen  Hold¬ 
ing  Corporation,  owner,  reopened  No- 
vember  15,  1938.  under  section  21  of  the 
building  zone  resolution,  to  permit  in 
a  business  use  district  the  maintenance 
of  a  gasoline  service  station,  previously 
granted  by  the  Board  for  a  temporary 
period;  premises  208-16  Foch  boulevard 
southwest  corner  of  Springfield  boule- 
vard  (Btock  No.  3358,  Lot  No.  50). 
M.  Albans,  Borough  of  Queens. 

cal.  no.  230-40-BZ— Application,  March  1,  1940,  under  sec- 
tion  21,  of  the  building  zone  resolution 
of  Regmald  S.  Hardy,  applicant,  on  be¬ 
half  of  Winchester  Realty  Corporation, 
owner,  to  permit,  partly  in  a  residence 
use  disti  ict  and  partly  in  a  business  use 
district,  the  erection  and  maintenance  of 
^  gasoline  service  station;  premises 
1  to  234-19  Hillside  avem,e  and 
8“-6J  to  8  -/1  234th  street,  northeast 
corner  (Block  No.  7935,  part  of  Lot 
no.  I),  Creedmore,  Borough  of  Queens. 


SEPTEMBER  24,  1940,  10  A.  M. 

I 

B uilding  Zone  Applications. 

NO  I  ICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand- 
nds  and  Appeals  of  a  public  hearing  under  the  provisions  of 

>4  loin"18  in0"6.  1res,olution-  Tuesday  morning,  September 
•L  1440,  at  10  o  clock,  in  Room  1013,  Municipal  Building 
Manhattan,  on  the  following  matters : 

:AU  no.  1048-22-BZ — Application  of  W.  H.  and  T.  F. 

Dusenbury,  applicants,  on  behalf  of 
Kingleff  Holding  Corporation,  owner, 
reopened  May  7.  1940.  under  section  21 
of  the  building  zone  resolution,  to  per- 


CAL.  NO. 


Ill  7 


297-40-BZ— Application.  March  20,  1940,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  Henry  Nordheim,  appli¬ 
cant,  on  behalf  of  The  Mutual  Life  In¬ 
surance  Company,  owner  (Louwer 
Garage  Corporation,  lessee),  to  permit 
part  y  in  a  business  use  district  and 
partly  in  a  residence  use  district,  for  a 
temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more,  than  five  (5)  motor  vehicles: 
premises  1407-1419  College  avenue,  west 
s'de,  215  ft.  south  of  East  171st  street 
(Block  No.  2786,  parts  of  Lot  Nos  ? 

6  and  29),  Borough  of  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


CALENDAR 


SEPTEMBER  24,  1940,  2  P.  M. 

Appeals  from  Administrative  Decisions. 


354-40-A— 24-46  24th  street,  west  side,  175  ft.  north  of 
Hoyt  avenue  (Block  No.  873,  Lot  No.  59), 
Long  Island  City,  Borough  of  Queens. 


ards  and  Appeals  of  a  public  hearing  under  the  ^visions 
of  the  building  zone  resolution,  1  uesday  morning,  October 

15,  1940,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters: 


502-40- A— 130  Union  avenue,  east  side  100  ft.  north  of 
Leyden  avenue  (Block  No.  190,  Lot  No. 
32),  Mariners  Harbor,  Borough  of  Kicn- 
mond. 


618-40- A — 1267  Flushing  avenue,  north  side,  25  ft.  east  of 
Johnson  avenue,  and  636-644  Johnson  ave¬ 
nue  (Block  No.  2996,  Lot  No.  22),  Bor¬ 
ough  of  Brooklyn. 


737-40-A— 794  Columbus  avenue  and  100-102  West  99th 
street,  southwest  corner  (Block  No.  tooo, 
Lot  No.  36).  Borough  of  Manhattan. 


cal  no.  255-40-BZ— Application,  March  7,  1940,  under 
sections  7f  and  21  of  the  building  zone 
resolution,  of  Samuels  and  Samuels,  ap¬ 
plicants,  on  behalf  of  Benlem  Realty 
Corporation,  owner,  to  permit  in  a  busi¬ 
ness  use  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station; 
premises  81-01  to  81-11  Rockaway 
boulevard.  94-01  to  94-07  81st  street 
northeast  corner,  and  81-02  to  81-10 
Atlantic  avenue,  southeast  corner  of 
81st  street  (Block  No.  9009,  Lot  No. 
1),  Woodhaven,  Borough  of  Queens. 


750-40- A— 1925  Ocean  parkway,  east  side,  185  ft.  4  in. 

south  of  Avenue  “S”  (Block  No.  7088,  Lot 
No.  87),  Borough  of  Brooklyn. 


783-40-A — 223-233  Marlborough  road  and  1501-1507  Bev¬ 
erly  road,  northeast  corner  (Block  No. 
5119,  Lot  No.  43),  Borough  of  Brooklyn. 


704-40- A— 12-14  Heyson  road  (Sea  Girt  avenue),  northeast 
corner  of  Beach  13th  street  (Block  No. 
118,  Lot  No.  28),  Far  Rockaway,  Bor¬ 
ough  of  Queens. 


cal  no  855-27-BZ— Application  of  Shell  Oil  Company,  Inc., 
applicant  and  lessee,  on  behalf  of  Anna 
C.  Bingler,  owner,  reopened  for  re- 
hearing  under  new  iscts  December.  5, 
1939,  under  section  21  of  the  building 
zone’  resolution,  to  permit  in  a  business 
use  district,  the  maintenance  and  re¬ 
construction  of  a  gasoline  service  sta¬ 
tion  (previously  denied)  ;  premises  2 lb- 
03  Merrick  boulevard,  northeast  corner 
of  Springfield  boulevard  (Block  No. 
3541,  Lot  No.  1),  Springfield.  Borough 
of  Queens. 


784-40-A— 47-02  to  47-08  Fifth  street,  southwest  corner 
of  47th  avenue  (Block  No.  20,  Lot  No.  5), 
Long  Island  City,  Borough  of  Queens. 


794-40-A — 6914-6918  Fifth  avenue,  west  side,  102  ft.  8^4  in. 

south  of  Bay  Ridge  avenue  (Block  No. 
5873,  Lot  Nos.  48  and  49),  Borough  of 
Brooklyn. 


OCTOBER  1,  1940,  2  P.  M. 

Building  Zone  Application. 


NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  October 
1,  1940,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matter: 


cal  no.  1232-39-BZ— Application,  October  5,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion  and  section  60  of  the  multiple 
dwelling  law,  of  Martyn  N.  Weinstein, 
applicant,  on  behalf  of  Beech  Haven 
Estates,  owner,  to  permit  in  a  residence 
use  district  the  erection  and  maintenance 
of  a  multiple  dwelling  law  having  a 
garage  for  more  than  three  (3)  motor 
vehicles  in  the  cellar  story ;  garage 
space  is  for  the  use  of  tenants  only , 
premises  84-50  169th  street,  west  side, 
165.01  ft.  north  of  Gothic  drive  (Block 
No.  9860,  Lot  No.  40),  Jamaica,  Bor¬ 
ough  of  Queens. 


HARRIS  H.  MURDOCK,  Chairman. 


OCTOBER  22,  1940,  10  A.  M. 


cal.  no.  39-34-BZ— Application  of  Dale  Carnegie,  applicant 
and  owner,  reopened  July  9,  1940,  for 
consideration  as  to  extension  of  permit 
— re  Application,  previously  granted  on 
condition,  under  section  21  of  the  build¬ 
ing  zone  resolution,  permitting  in  a 
residence  use  district  the  change  of 
occupancy  of  an  existing  building  to 
business  use  (restaurant)  for  a  tem¬ 
porary  period;  premises  northwest  cor¬ 
ner  of  Pembroke  avenue  and  West¬ 
moreland  street  (Block  No.  4118,  Lot 
No.  221),  Little  Neck,  Borough  of 
Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


Building  Zone  Application. 


NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  October 
22,  1940,  at  10  o’clock,  in  Room  1013,  Municipal  Building 
Manhattan,  on  the  following  matter: 


OCTOBER  15,  1940,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand- 


cal.  no.  336-40-BZ— Application,  April  3,  1940,  under  sec 
tions  7f  and  21  of  the  building  zon* 
resolution,  of  Samuels  and  Samuels,  ap 
plicants,  on  behalf  of  William  J.  Hamil 
ton,  owner,  to  permit  in  a  business  us 
district  the  erection  and  maintenance  o 
a  gasoline  service  station  ;  premises  40-1 
to  40-19  Junction  boulevard,  east  sid< 
50.04  ft.  north  of  40th  road  (Block  Nt 
1605,  Lot  No.  64).  Corona,  Borough  c 
Queens. 

HARRIS  H.  MURDOCK.  Chairman. 
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MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


CONTINUATION  OF  RECESSED  MEETING 

OF  JULY  16.  1940. 


782-40-A. 

APPLICANT  Reginald  S.  Hardy,  for  126-08  Northern 
evard  Corporation,  owner. 

bUrsj  EC  I  Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 126-02  to  126-08  Northern 

mai3Ci’idd~01  12dtb  street>  southeast  corner,  and 
126-01  34th  avenue  (Block  No.  1820.  Lot  No.  1) 

_ _ Mushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Reginald  S.  Hardy. 

For  Opposition:  Harold  Klorfein,  Department  of 
Parks. 

For  Administration:  Inspector  O’Donohue,  Depart- 
.„TTn.T  ™ent  of  Housing  and  Buildings. 

ACTION  OI*  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  g 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
THE  RESOLUTION— 

(782-40-A) 

Whereas,  Reginald  S.  Hardy,  for  126-08  Northern  Boule¬ 
vard  Corporation,  owner,  filed  July  10,  1940,  an  appeal  from 

fsde"  t  oA09r0ATghiUPer!nte,ndent  0f  buildings;  prem¬ 
ises  1 -.6-0-  to  126-08  Northern  boulevard,  33-01  126th  street 

southeast  corner,  and  126-01  34th  avenue  (Block  No.  1820! 

°*  *  ’  flushing,.  Borough  of  Queens;  and 
,  ,?EREAS'  tbe  decision  of  the  borough  superintendent  of 
buildings,  on  Alteration  Application  No.  592-1939,  dated 
July  3,  mo.  reads: 

"1-.  The  erection  of  a  gasoline  selling  station  within 
a  business  district  is  contrary  to  Art.  2,  Sec.  4,  Subdiv. 
46  of  the  Building  Zone  Resolution.” 

and 

is  °ne  St0ry  (18  ft>  in  height, 

nwj30;'8  fV-n  area;  of  Class  3  construction; 
erected  in  1928;  located  in  a  business  use  C  area  district, 
ana  occupied  as  a  storage  garage  for  more  than  five  (5) 
motor  vehicles  and  a  gasoline  storage  and  supply  system; 

!.  1S  to  occup,v. tbe  building  as  a  garage  for  more 

an  five  (5)  motor  vehicles  and  a  gasoline  service  station- 
and 

Whereas,  the  applicant  contends  that  the  premises  in 
question  were  improved  at  a  time  when  they  were  in  an 
unrestricted  area;  that  the  building  now  on  these  premises 
nas  been  used  since  prior  to  the  rezoning  thereof  for  a 
garage  for  me  storage  of  more  than  five  (5)  motor  vehicles 
wit  i  a  gasoline  storage  supply  system;  that  the  present 
terations  constitute  less  than  50  per  cent,  of  the  value  of 
e  s  ructure,  exclusive  of  foundations,  and  since  no  new  use 
is  to  be  introduced  into  the  property,  it  is  contended  that  the 
owner  should  be  permitted  to  alter  the  building  as  applied 
or  Pursuant  to  section  6  of  the  bulding  zone  resolution ;  and 

•  iq9oR^AS'  the  record  shows  that  this  building  was  erected 
“  111  an  unrestricted  use  district  and  approved  as  a 

ra£<-‘  garage;  permits  were  regularly  issued  for  the  stor- 
age  of  gasoline  in  two  550-gallon  tanks,  located  within  the 
Duiiding;  ,t  is  well  understood  that  a  garage  if  erected  in  a 
zone  where  permitted  may  have  gasoline  stored  as  an  ac¬ 
cessory  to  the  garage;  the  Administrative  Code  distinguishes 
-f"  a  st°rage  garage  (a  garage  where  gasoline  is 
t  U|.  ,and  a  non-storage  garage  where  no  gasoline  is 
n__  *?y.  custom,  if  not  by  right,  a  garage  where  legallv 

P  mitted  in  a  proper  zone  may  have  such  storage  of  gaso- 
ne  as  an  accessory  to  the  garage ;  and 


Yfr,EREAS’  the  Z°ning  of  the  area  was  changed  in  1937  so 
that  the  garage  use  with  its  accessory  gasoline  storage  with¬ 
in  the  building  now  is  a  non-conforming  use  in  a  business 
dJ!tnri‘Cjt:fUnde,r,  Cal.'  No-  387  of  1939-BZ  an  application 
!  *  alteration  to  the  building  so  as  to  provide 

what  was  termed  a  drive-in  gasoline  station ;  the  alteration 

nmnn«p(  have  .r.educed  dle  S^rage  area  by  the  space 

I  oposed  for  the  gasoline  service  station  with  its  accessory 
us«  °f  greasing,  washjig,  etc.;  and 

,  here  as,  the  applicant  in  this  present  appeal,  782-40-A 
seeks  a  determination  under  section  6  as  amended  as  to  the 
correctness  of  the  renewed  decision  of  the  borough  superin¬ 
tendent  of  buildings  on  the  same  application  filed  with  him 

! inn  ’  TA  ter>ati nnmAl)p!l cat ion  No-  592  of  1939 :  this  objec- 

4  1940  riads’-1940’  repeating  a  similar  objection  of  March 

The  erection  of  a  gasoline  selling  station  within  a 
business  district  is  contrary  to  Article  II,  section  4,  sub¬ 
division  46,  of  the  Building  Zone  Resolution.” 
and 

Whereas  under  this  section,  a  garage  for  more  than  five 
to;  cars  is  listed  as  a  prohibitive  use  in  a  business  use  dis¬ 
trict,  in  subdivision  15,  clearly  indicating  that  a  garage  use 
even  with  the  accessory  storage  of  gasoline  is  a  separate  and 
distmet  use  from  a  gasoline  station;  the  Board  has  consist- 

inSf  a  thlS,’.  in  the  report  of  the  Board  in  Cal.  No.  133 
ot  1936- A,  which  was  reviewed  by  the  Court  in  Powell 
Carage  Company,  Incorporated,  vs.  Murdock,  the  Board 
stated  in  part:  A  gasoline  service  station  as  such  was 
practically  unknown  in  1916.  Gasoline  was  then  sold  in 
gaiages  as  an  accessory  use.  Subsequently,  a  gasoline  ser¬ 
vice  station  became  a  distinct  use  and  in  1925  the  building 
zone  resolution  was  amended  to  include  a  gasoline  service 
station  among  the  uses  prohibited  in  a  business  use  district.” 
Section  6  of  the  building  zone  resolution,  since  the  amend¬ 
ment  of  June  28,  1940,  no  longer  permits  a  use  prohibited 
in  a  business  use  district  to  be  substituted  for  another  use 
prohibited  in  a  business  use  district;  and 
Whereas,  the  applicant  claims  that  the  alteration  proposed 
constitutes  less  than  50  per  cent,  of  the  value  of  the  building 
exclusive  of  foundations ;  this  is  immaterial  since  the  altera¬ 
tion  involves  the  introduction  of  a  new  use,  that  of  a  gaso¬ 
line  selling  station  which  while  proposed  to  be  included 
within  the  confines  of  the  present  building  is  so  located 
across  the  front  of  the  building  on  Northern  boulevard  with 
the  proposed  accessory  uses  commonly  found  in  a  gasoline 
service  station  of  greasing  and  washing  cars  as  to  be  readily 
classified  as  a  separate  new  use  of  the  premises,  with  the 
remaining  portion  of  the  building  used  as  a  garage  for  more 
than  five  (5)  motor  vehicles. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  on  Alteration  Application  No.  592-39.  Objec¬ 
tion  No.  1,  be  and  it  hereby  is  affirmed  and  that  the  appeal 
be  and  it  hereby  is  denied. 


785-40- A. 

APPLICANT — Murray  R.  Paris,  for  Cardinale  Macaroni 
Manufacturing  Company,  Incorporated,  owner. 

SL  BJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 46-55  to  46-59  Metropolitan 
avenue,  north  side.  522  ft.  east  of  Newtown  Creek 
(Block  No.  2611,  Lot  Nos.  203  and  206),  Maspeth. 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Murray  R.  Paris,  Michael  Augusta 
and  Andrew  Cardinale. 

For  Administration:  Inspector  Maher,  Fire  De¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
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THE  VOTE—  ,  ,  _ 

Affirmative:  Chairman  Murdock,  Commissioners 

Savage  and  Blum  and  Deputv  Chief  Gunn 

Negative  . 

THE  RESOLUTION— 

(785-40-A) 

Whereas,  Murray  R.  Paris,  for  Cardinale  Macaroni 
Manufacturing  Company.  Incorporated,  owner,  filed  July  is, 
1940,  an  appeal  from  an  order  and  a  decision  ot  the  fire 
commissioner;  premises  46-55  to  46-59  ^et^9Poll1ta”av^Vi’ 
north  side,  522  ft.  east  of  Newtown  Creek  (Block  No.  2611, 

Lot  Nos.  203  and  206),  Maspeth,  Borough  of  Queens;  and 
Whereas,  the  order  of  the  fire  commissioner,  Order  o. 
4808-LF,  dated  May  9,  1940,  reads: 

“Provide  a  fixed  fire  extinguishing  system  or  other 
means  for  the  extinguishment  of  fire  satisfactory  to  the 
Fire  Commissioner.  C19.161.0  Administrative  Code. 

311  Whereas,  said  order  was  referred  to  in  a  decision  of  the 
fire  commissioner,  dated  June  17,  1940.  which  reads 

“This  will  acknowledge  receipt  of  your  communication 
of  June  11,  1940,  with  respect  to  Order  No.  4808-Lb 
affecting  the  above-mentioned  premises,  and  we  note 
that  you  intend  to  file  an  appeal  with  the  Board  ot 
Standards  and  Appeals.  Your  request  for  a  reissuance 
of  this  order  is  denied  for  the  reason  that  it  is  not  the 
policy  of  this  department  to  reissue  orders.  _ 

In  answer  to  your  inquiry  as  to  what  is  intended  oi 
a  fire  extinguishing  system  satisfactory  to  the  hue 
Commissioner,  you  are  advised  that  any  type  ot  auto- 
matic  sprinkler  system  or  standpipe  system  approved 
by  the  Board  of  Standards  and  Appeals  after  the  neces¬ 
sary  plans  have  been  filed  and  approved  with  the  Dept, 
of  Housing  and  Buildings.” 

and 

Whereas,  the  building  is  four  stories  (56  ft.  10  in.)  in 
height,  99  ft.  4  in.  by  86  ft.  in  area ;  of  Class  3  construction  , 
located  in  an  unrestricted  use  A  area  district;  erected  in 
1925-  enlarged  in  1936,  and  occupied:  cellar,  boiler-room, 
no”  persons ;  first  story,  office,  manufacturing  of  macaroni 
and  three-car  garage,  14  persons;  second  story,  packing  o 
macaroni.  10  persons;  third  story,  drying  macaroni,  1  per¬ 
son;  fourth  story,  drying  macaroni,  1  person;  and 

W hereas,  the  applicant  contends  that  there  is  no  real 
necessity  for  the  order  requiring  the  installation  o  a  xe 
fire  extinguishing  system  (Waldo  vs.  Christman,  72  Misc. 
Rep  349,  130  N.Y.S.  260)  ;  that  a  certificate  of  occupancy 
was'  issued  on  October  22,  1937,  certified  that  the  building 
complies  with  the  requirements  of  the  Building  Code  and  all 
other  laws  and  ordinances  applicable ;  that  the  said  certificate 
bears  a  certification  that  the  provisions  of  the  charter  have 
been  complied  with,  as  certified  by  a  report  of  the  fire  com¬ 
missioner  to  the  borough  superintendent  of  buildings ;  that 
other  macaroni  manufacturing  concerns  have  not  been  re¬ 
quired  to  furnish  fixed  fire  extinguishing  systems;  that  an 
unnecessary  hardship  will  result  from  the  enforcement  c 
the  order;  that  in  the  matter  of  People  vs.  Walsh,  244 
N.Y.  280,  it  was  held  that  the  discretion  of  the  Board  should 
be  exercised  to  avoid  imposing  an  unnecessary  hardship ; 
that  the  general  welfare  and  safety  of  the  employees  may  be 
enhanced  by  a  variation  of  the  order  requiring  a  fixed  hie 
extinguishing  system ;  that  the  materials  manufactured  on 
the  premises  do  not  lend  themselves  to  combustion,  inflam¬ 
mability  or  fire;  that  the  premises  are  equipped  with  water 
buckets  conveniently  located  throughout  the  building,  that 
additional  fire  extinguishing  equipment  will  be  installed  as 

required  by  the  Board.  .  .  „  , 

Resolved,  that  the  order  of  the  fire  commissioner.  Order 
No.  4808-LF,  be  and  it  hereby  is  modified  and  that  the  ap¬ 
peal  be  and  it  hereby  is  granted  on  condition  that  there  shall 
be  installed  on  the  first  story  in  the  area  where  flour  m  bags 
is  stored  individual  sprinkler  heads  located  as  approved  by 
the  fire  commissioner ;  that  such  sprinkler  heads  may  be 
fed  from  the  domestic  water  supply  of  the  building;  that 


such  flour  bags  shall  not  be  stacked  within  4  ft.  of  the  ceil¬ 
ing-  that  such  portable  fire-fighting  appliances _  shall  be  in¬ 
stalled  throughout  the  building  as  the  fire  commissioner  shall 
direct;  that  in  all  other  respects  the  building  and  occupancy 
shall  comply  with  all  laws,  rules  and  regulations  applicable 

thereto. 


786-40-A. 

APPLICANT— Sussex  Park  Homes.  Incorporated,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings.  u  79 

PREMISES  AFFECTED— 72-04,  72-08,  72-12,  72-16,  72- 
20,  72-24,  72-28  and  72-32  Hollis  Court  boulevard, 
southwest  corner  of  Richland  avenue  (Block  No. 
7226,  part  of  Lot  No.  140),  Flushing,  Borough 
of  Queens. 

APPEARANCES—  r  . 

For  Applicant:  Arthur  Morris. 

For  Opposition:  Harold  Klorfein,  Depaitment  of 

parks. 

For  Administration:  Inspector  O’Donohue,  Depart¬ 
ment  of  Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . .  •  •  - •• - :  •  \ . 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

THE  RESOLUTION— 

(786-40-A) 

Whereas,  Sussex  Park  Homes,  Incorporated  owner, 
filed  July  15,  1940,  an  appeal  from  a  dec*s‘°P.  of7t9h^8bor7°uS 
superintendent  of  buildings;  premises  72-04,  /2-U8,  72-1-, 
72-16,  72-20,  72-24,  72-28  and  72-32  Hollis  Court  boulevard 
southwest  corner  of  Richland  avenue  (Block  No.  7226,  part 
of  Lot  No.  140),  Flushing,  Borough  of  Queens;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  New  Building  Application  Nos.  4513  to  4520- 
1940,  inclusive,  dated  July  10,  1940,  reads: 

“Proposed  construction  is  within  area  of  proceeding 
to  acquire  title  for  park  authorized  May  2,  1940. 

W hereas,  the  premises  are  located  in  a  residence  use  E 
area  district  and  consist  of  a  plot  fronting  370  ft.  on  the 
west  side  of  Hollis  Court  boulevard  and  100  ft.  on  the  south 
side  of  Richland  avenue;  it  is  proposed  to  subdivide  the  plot 
into  eight  separate  lots  and  to  erect  on  each  lot  a  one-family 
dwelling,  of  Class  4  construction;  and  _  < 

Whereas,  the  applicant  contends  that  it  is  not  within  the 
jurisdiction  of  the  borough  superintendent  of  buildings  to 
refuse  permits  on  the  grounds  specified;  that  the  site  does 
not  lie  within  the  bed  of  any  proposed  street  or  highway 
and  therefore  the  decision  of  the  borough  superintendent  ot 
buildings  cannot  be  predicated  on  section  35  of  the  Geneial 
City  Law ;  that  the  denial  of  the  permits  creates  a  hardship 
and  would  result  in  substantial  financial  loss  to  the  owner. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  acting  on  N.B.  Application  Nos.  4513  to  4529- 
40,  inclusive,  be  and  it  hereby  is  affirmed  and  that  the  ap¬ 
peal  be  and  it  hereby  is  denied. 


! 


1 


' 


787-40-A.  . 

APPLICANT — Alexander  Zager,  for  Utopia  Estates,  In¬ 
corporated,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings.  ,  „  • 

PREMISES  AFFECTED — 173-03.  173-07  and  173-11  Fair- 
child  avenue,  northeast  corner  of  Fresh  Meadow 
lane  (Block  No.  5587,  Lot  No.  1),  Flushing,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  Hyman  Stern. 

For  Administration :  Inspector  O  Donohue,  Depart¬ 
ment  of  Housing  and  Buildings. 
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At  I  ION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

Negative  .  0 

THE  RESOLUTION— 

(787-40-A) 

Whereas,  Alexander  Zager,  for  Utopia  Estates,  Incor¬ 
porated,  owner,  filed  July  15,  1940,  an  appeal  from  a  decision 
of  the  borough  superintendent  of  buildings;  premises  173-03, 
1/3-0/  and  173-11  Fairchild  avenue,  northeast  corner  of 
Fresh  Meadow  lane  (Block  No.  5587.  Lot  No.  1),  Flushing, 
Borough  of  Queens;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  New  Building  Application  Nos.  4558,  4559  and 
4560-40,  dated  July  11,  1940,  reads: 

“1.  The  erection  of  a  frame  building  in  the  fire 
limits  is  contrary  to  section  4.1.2  of  the  Building  Code.” 

and 

Whereas,  the  premises  consist  of  a  plot  fronting  118.6  ft. 
on  Fairchild  avenue  and  100.02  ft.  on  Fresh  Meadow  lane; 
it  is  proposed  to  subdivide  the  plot  into  three  separate  lots 
and  to  erect  on  each  lot  a  one  or  one  and  one-half  storv 
frame  one-family  dwelling,  18  ft.  in  height  and  25  ft.  bv  38 
ft.  8  in.  in  area,  and  a  private  garage,  11  ft.  by  19  ft.  6  in. 
in  area ;  the  dwelling  to  be  located  on  the  northeast  corner 
of  Fresh  Meadow  lane  and  Fairchild  avenue  will  be  set  back 
approximately  5  ft.  from  Fresh  Meadow  lane;  all  of  the 
dwellings  will  have  9  ft.  6  in.  side  yards  on  the  east  and  5  ft 
side  yards  on  the  west  and  will  be  set  back  from  Fairchild 
avenue  for  a  distance  of  15  ft.;  the  garages  will  be  located 
1  ft.  from  the  side  and  rear  lot  lines ;  the  dwellings  will  be 
surfaced  on  the  exterior  with  brick  veneer  for  the  firs* 
story  and  the  roofs  will  be  surfaced  with  approved  asphalt 
shingles ,  the  garages  will  be  either  brick  veneer  to  har¬ 
monize  with  the  dwellings  or  of  masonry  construction  as  de¬ 
sired  by  the  purchaser ;  and 

Whereas,  the  applicant  contends  that  he  has  already  com¬ 
menced  construction  of  166  houses  in  the  immediate  vicinity; 
that  the  proposed  dwellings  will  be  in  harmony  with  the 
entire  development;  that  the  construction  of  solid  brick 
dwellings  would  not  be  justified  by  the  possible  sales  in  this 
area. 

Resolved,  that  the  decision  of  the  borough  suoerintendent 
!  of  buildings,  on  New  Building  Application  Nos*  4558,  4559 
and  4560-40,  Objection  No.  1,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  (/ranted  on  condition 
that  the  buildings  shall  be  constructed  as  proposed;  that  in 
all  other  respects  the  buildings  shall  comply  with  the  re¬ 
quirements  for  similar  buildings  erected  outside  the  fire 
limits,  that  the  garage  shall  be  used  soley  as  accessory  to 
the  single  family  residence  use  on  each  lot;  that  the  gables 
of  the  garages  where  facing  interior  lot  lines  shall  be  pro¬ 
tected  with  construction  of  incombustible  materials. 


,788-40-A. 

APPLICANT — Alexander  Zager,  for  Utopia  Estates,  In¬ 
corporated,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED-1 73-04,  173-08  and  173-12  Fair- 
child  avenue,  southeast  corner  of  Fresh  Meadow- 
lane  (Block  No.  5587,  Lot  No.  6),  Flushing,  Bor- 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  Hyman  Stein. 

For  Administration:  Inspector  O’Donohue,  Depart- 
.  ment  of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 


Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  0 


THE  RESOLUTION— 

(788-40- A) 

Whereas,  Alexander  Zager,  for  Utopia  Estates,  Incor¬ 
porated,  owner,  filed  July  15,  1940,  an  appeal  from  a  deci- 
17T  k°r°ugh  superintendent  of  buildings;  premises 

173-04,  173-08  and  173-12  Fairchild  avenue,  southeast  corner 
of  hresh  Meadow  lane  (Block  No.  5587,  Lot  No.  6),  Flush¬ 
ing,  Borough  of  Queens;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  New  Building  Application  Nos.  4555,  4556  and 
4557-40,  dated  July  11,  1940,  reads: 

1.  The  erection  of  a  frame  building  in  the  fire 
limits  is  contrary  to  section  4.1.2  of  the  Building  Code.” 
and 

Whereas,  the  premises  consist  of  a  plot  fronting  183.22 
ft.  on  Fairchild  avenue  and  100.02  ft.  on  Fresh  Meadow 
lane ;  it  is  proposed  to  subdivide  the  plot  into  three  separate 
lots  and  to  erect  on  each  of  the  two  lots,  located  within 
80.40  ft.  of  Fresh  Meadow  lane,  a  one-story  one-family 
frame  dwelling,  18  ft.  in  height  and  25  ft.  by  38  ft.  8  in.  in 
area,  and  a  private  garage,  11  ft.  by  19  ft.  6  in.  in  area;  the 
dwellings  yvill  be  set  back  15  ft.  from  Fairchild  avenue;  the 
third  dwelling  to  be  located  on  the  portion  of  the  premises 
within  40.90  ft.  of  Fresh  Meadow  lane  will  be  set  back  ap¬ 
proximately  6  ft.  from  Fresh  Meadow  lane  and  will  have  an 
8  ft.  side  yard  on  the  easterly  side;  the  dwellings  to  be  lo¬ 
cated  40.90  ft.  east  of  Fresh  Meadow  lane  will  have  9  ft. 
6  in.  side  yards  on  the  west  and  5  ft.  side  yards  on  the  east ; 
the  garage  to  be  located  on  the  plot  within  40.90  ft.  of  Fresh 
Meadow  lane  will_  be  located  1  ft.  from  the  side  and  rear 
lot  lines ;  the  garage  to  be  located  on  the  plot  40.90  ft.  east 
of  Fresh  Meadow  lane  will  be  located  1  ft.  from  the  side  lot 
line  and  not  less  than  1  ft.  from  the  rear  lot  line ;  it  is  also 
proposed  to  erect  on  the  portion  of  the  premises  80.40  ft.  east 
of  Tresh  Meadow  lane  a  one  and  one-half  story  frame  one- 
family  dwelling  and  attached  garage,  49  ft.  by  25  ft.  in  area; 
this  dwelling  will  be  set  back  12  ft.  from  Fairchild  avenue, 
into  which  setback  front  entrance  will  project  for  approx¬ 
imately  5  ft.,  and  will  have  a  5  ft.  side  yard  on  the  west 
located  not  less  than  1  ft.  5  in.  from  the  rear  lot  line;  all  of 
the  dwellings  will  be  surfaced  on  the  exterior  with  brick 
veneer  for  the  first  story  and  the  roofs  will  be  surfaced  with 
approved  asphalt  shingles ;  the  garages  will  be  surfaced  011 
the  exterior  to  the  plate  line  with  brick  veneer  or  will  be  of 
masonry  construction  with  approved  roof  surfacing. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  on  New  Building  Application  Nos.  4555,  4556 
and  4557-40,  Objection  No.  1,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  buildings  shall  be  constructed  as  proposed ;  that  in 
all  other  respects  the  buildings  shall  comply  with  the  re¬ 
quirements  for  similar  buildings  erected  outside  the  fire 
limits  ;  that  the  garage  shall  be  used  solely  as  accessory  to 
the  single  family  residence  use  on  each  lot;  that  the  gables 
of  the  garages  where  facing  interior  lot  lines  shall  be  pro¬ 
tected  with  construction  of  incombustible  materials. 


792-40-A. 

APPLICANT— Hotel  Research  Laboratories,  Incorporated, 
for  Standard  National  Corporation,  owner. 
SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 1431  Webster  avenue,  west 
side,  347  ft.  south  of  East  171st  street  (Block  No. 
2887.  Lot  No.  88),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  George  St.  Laurent  and  Marion  St. 
Laurent. 

For  Administration:  Inspector  Meyer,  Fire  Depart¬ 
ment. 

ACTION  Ob'  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
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Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  . 

THE  RESOLUTION— 

(792-40- A) 

Whereas,  Hotel  Research  Laboratories,  Incorporated  for 
Standard  National  Corporation,  owner,  filed  July  16,  iy7u- 
an  appeal  from  an  order  and  a  decision  of  the  fire  commis¬ 
sioner ;  premises  1431  Webster  avenue,  west  side  34/  it. 
south  of  East  171st  street  (Block  No.  2887,  Lot  No.  88), 
Borough  of  The  Bronx ;  and  .  .  AT 

Whereas,  the  order  of  the  fire  commissioner,  Order  No. 
20358-LC.  dated  January  5,  1940,  reads: 

“Before  a  permit  may  be  issued  to  manufacture  an 
inflammable  mixture,  the  following  must  be  done: 

1.  Either  show  that  the  premises  No.  1431  Webstei 
Avenue  is  a  separate  and  independent  building  and  not 
part  of  a  taxpayer  group  in  which  there  are  other  occu¬ 
pancies,  such  as  paint  manufacture  and  oil  storage 

OR 

Discontinue  the  manufacture  of  an  inflammable  mixture 
on  these  premises.  Section  C19-59.0-B-6  of  the  Admin¬ 
istrative  Code.  .  ,  .. , 

If  premises  should  be  a  separate  and  independent  build¬ 
ing  the  following  must  be  done  before  permit  may  be 

issued :  ...  ,  t 

1.  Provide  an  approved  buried  storage  system  tor 

pyroxylin  solution. 

2.  Place  the  mixing  tank  in  a  compartment  built  on 
suitable  foundation,  having  the  walls,  floor  and  roof 
construction  of  Portland  cement  concrete  at  least  six 
inches  thick,  or  of  brick  masonry  at  least  eight  inches 
thick,  the  brick  to  be  laid  in  and  covered  by  Portland 

cement  mortar.  .  _ 

3.  Equip  mixing  compartment  with  self-closing  fire¬ 
proof  doors  and  windows.  .  . 

S.  Equip  compartment  in  which  the  mixing  tank  is 
located  with  a  ventilating  flue  constructed  of  brick  or 
concrete,  lined  with  tiled  pipe  at  least  8  inches  square, 
inside  measurements,  and  extending  from  the  floor  of  the 
compartment  at  a  point  opposite  the  door  to  at  least 
six  feet  above  the  highest  point  of  the  roof,  and  at  least 
ten  feet  from  the  nearest  wall  of  any  adjoining  build¬ 
ing.  Such  flue  shall  have  an  opening  into  the  mixing 
compartment  six  inches  square,  three  inches  above  t  e 
floor,  and  shall  be  equipped  with  a  double  gooseneck  s 
inches  square,  made  of  at  least  18  gauge  galvanized  iron 
and  all  openings  to  be  covered  with  20  mesh  brass  wire 

screens.  .  ,  ., 

7  Submit  sample  of  label  bearing  the  name  and  the 

address  of  the  manufacturer  and  in  large  letters  the 
words,  ‘CAUTION  INFLAMMABLE  MIXTURE 
‘DO  NOT  USE  NEAR  FIRE  OR  FLAME. 

and 

Whereas,  this  order  was  referred  to  in  a  decision  of  the 
fire  commissioner,  dated  July  12.  1940;  and  .  , 

Whereas,  the  building  is  one  story  (20  ft.)  in  height, 
25  ft  by  48  ft.  in  area ;  of  Class  3  construction ;  located  in 
a  business  use  B  area  district;  erected  in  1931,  and  occupied: 
first  story,  filling  of  tin  cans  with  chemical,  covering  and 

packing  same,  one  person ;  and  . 

Whereas,  the  applicant  contends  that  the  business  is  very 
small ;  that  the  business  only  employs  one  part-time  em¬ 
ployee;  that  a  solid  rock  wall  adjoins  the  rear  of  the  build¬ 
ing  ;  that  no  other  buildings  are  located  nearby ;  that  no 
mixing  is  done  on  the  premises;  that  the  building  has  ade¬ 
quate  ventilation ;  that  to  comply  with  the  order  would  be  a 

hardship.  „  ,  .  .  ~  _ 

Re  solved,  that  the  order  of  the  fire  commissioner,  Ordei 

No.  20358-LC,  be  and  it  hereby  is  modified  and  the  appeal, 
as  to  Objection  No.  1  and  alternating  Objections  Nos  1 
2  3  5  and  7,  be  and  it  hereby  is  granted  on  condition  that 
the  'closing  walls  of  this  section  of  building  shall  be  fire- 
stopped  by  masonry  to  the  underneath  side  of  the  roof  boards 
continuously  from  front  to  rear;  that  at  the  rear,  one  of  t  e 
windows  shall  be  altered  to  a  door  to  supply  second  means 


of  exit  to  rear  yard;  that  the  storage  and  manufacturing 
operations  shall  be  maintained  to  the  satisfaction  of  the  fire 
commissioner;  that  the  label  on  the  packages  shall  read 
“Caution— Inflammable  Mixture— Do  Not  Store  in  Vicinity 
of  Fire  or  Open  Flame”,  and  that  such  fire-fighting  equip¬ 
ment  shall  be  installed  as  the  fire  commissioner  shall  direct. 


793-40-A. 

APPLICANT — Julius  Alsberg,  lessee,  for  Central  Hanover 
Bank  and  Trust  Company,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner.  ,  . , 

PREMISES  AFFECTED— 56  East  11th  street  south  side, 

206  ft.  east  of  University  place  (Block  No.  562,  Lot 
No.  12),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Julius  Alsberg. 

For  Administration:  Inspector  Meyer,  Fire  Depart¬ 
ment.  . 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  „  ,  ,  „ 

Affirmative :  Chairman  Murdock,  Commissioners 

Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  ® 

THE  RESOLUTION— 

(793-40-A) 

Whereas,  Julius  Alsberg,  lessee,  for  Central  Hanover 
Bank  and  Trust  Company,  owner,  filed  July  16,  1940,  an 
appeal  from  an  order  of  the  fire  commissioner ;  premises  06 
East  11th  street,  south  side,  206  ft.  east  of  University  place 
(Block  No.  562,  Lot  No.  12),  Borough  of  Manhattan ;  and 
Whereas,  the  order  of  the  fire  commissioner,  Order  No. 
22475-LC,  dated  June  24,  1940,  reads:  . 

“2.  Discontinue  the  storage  of  liquefied  chlorine  on 
these  premises.” 

Whereas,  the  building  is  nine  stories  (121  ft.  1  Vz  in.)  in 
height,  25  ft.  bv  89  ft.  in  area;  of  Class  1  construction ;  lo¬ 
cated  in  a  business  use  B  area  district;  erected  in  1899; 
equipped  with  a  sprinkler  system  in  the  basement,  and  occu¬ 
pied  :  cellar,  boiler-room  and  lumber  storage,  no  persons ; 
first  story,  lumber  cutting,  office  and  shop,  2  persons ;  second 
story,  manufacture  of  picture  frames,  3  persons;  third  story, 
manufacture  of  mops,  2  persons;  fourth  story,  manufacture 
of  extract,  1  person ;  fifth  story,  vacant ;  sixth  story,  rubber 
and  cosmetic  manufacturing,  3  persons ;  seventh  story,  print¬ 
ing,  5  persons ;  eighth  story,  experimental  and  chemical  re¬ 
search,  2  persons;  ninth  story,  vacant;  and 

Whereas,  the  applicant  contends  that  only  small  quan¬ 
tities  of  liquefied  chlorine  gas  are  employed  in  the  chemical 
research ;  that  although  the  law  permits  the  use  and  storage  ] 
of  chlorine  gas  on  the  first  story,  it  would  be  a  hardship  to 
store  above  the  first  story,  as  he  would  have  to  rent  the 
entire  building,  which  is  beyond  the  means  of  the  applicant. 

Resolved,  that  the  order  of  the  fire  commissioner,  Order  , 
No.  22475-LC,  Item  No.  2,  be  and  it  hereby  is  modified  and 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  the 
liquid  chlorine  to  be  stored  shall  not  exceed  two  (2)  pounds 
in  an  eight-pound  container ;  that  such  container  shall  be  at¬ 
tached  at  the  south  side  of  the  exterior  of  building  in  a  sub-  ; 
stantial  metal  jacket  and  held  in  place  by  proper  iron  bracing, 
to  the  satisfaction  of  the  fire  commissioner ;  that  the  piping  . 
therefrom  to  interior  of  the  building  shall  contain  a  control  ( 
valve ;  that  the  use  of  such  chlorine  shall  at  all  times  be 
under  the  control  of  a  graduate  chemist  holding  a  certifi¬ 
cate  of  fitness  from  the  Fire  Department ;  that  such  chlorine 
shall  only  be  used  in  connection  with  the  normal  work  of 
the  chemist’s  laboratory,  and  that  a  sufficient  quantity  of 
caustic  solution  shall  be  stored  nearby  for  use  in  the  event 
of  a  leak. 


1101-39-A. 

APPLICANT— Robert  M.  Byers,  for  Arnold  W.  Sherman, 
owner. 
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SLBJEC  I— Application  reopened  and  restored  to  Calendar 
April  16,  1940— re  Appeal  from  a  decision  of  the 
deputy  commissioner.  Division  of  Housing,  Depart¬ 
ment  of  Housing  and  Buildings  (previously  with¬ 
drawn). 

PREMISES  AFFECTED — 597  Greene  avenue,  southwest 
corner  of  Tompkins  avenue  (Block  No.  1799.  Lot 

a  »  No.  42),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Robert  M.  Byers. 

For  Administration:  William  Bolnick,  Department 
of  Housing  and  Buildings. 

ACTION  Oh  BOARD — Appeal  dismissed  for  lack  of  juris¬ 
diction  ;  motion  to  make  a  recommendation  to  the 
deputy  commissioner  of  the  Department  of  Housing 
and  Buildings  carried. 

THE  VOTE  TO  DISMISS— 


Affirmative .  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  q 

THE  VOTE  TO  MAKE  A  RECOMMENDATION— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  q 

THE  RESOLUTION— 

(1101-39-A) 

Whereas,  Robert  M.  Byers,  for  Arnold  W.  Sherman, 
owner,  filed  September  5,  1939,  an  appeal  from  a  decision 
of  the  deputy  commissioner,  Division  of  Housing,  Depart¬ 
ment  of  Housing  and  Buildings ;  premises  597  Greene  ave¬ 
nue,  southwest  corner  of  Tompkins  avenue  (Block  No.  1799 
Lot  No.  42),  Borough  of  Brooklyn;  and 
Whereas,  the  decision  of  the  deputy  commissioner,  dated 
August^  29,  1939,  reads: 

This  will  acknowledge  receipt  of  your  communication 
ot  August  2ord  with  reference  to  the  classification  of 
the  above  premises. 


,\°F  are  advised  that  this  building  is  recorded  in  this 
Division  as  an  Old  Law  Tenement  and  has  been  recorded 
as  such  since  January  23,  1923  at  which  time  the  then 
Second  Deputy  Commissioner,  George  W.  Lindsey, 
classified  the  building  as  an  Old  Law  Tenement  on  af¬ 
fidavits  submitted  by  the  owner  to  the  effect  that  the 
building  was  occupied  as  a  tenement  prior  to  April  10th, 


Under  the  circumstances  vour  request  for  a  change  of 
classification  is  hereby  denied.” 

and 

Whereas,  on  October  10,  1939,  the  application  was  with¬ 
drawn  by  the  applicant  so  as  to  take  the  matter  up  with 
the  Department  and  to  show  the  evidence  which  was  submit- 
ted  in  support  of  the  appeal ;  and 
Whereas,  on  April  6,  1940,  an  application  was  received 
to  reopen  and  restore  this  appeal  to  the  Calendar  on  the 
grounds  that  the  matter  had  been  submitted  to  the  Depart¬ 
ment  of  Housing  and  Buildings  and  that  the  Department  re¬ 
denied  the  application  to  change  the  classification  of  the 
building;  and 

Whereas,  on  April  16,  1940,  the  application  was  reopened 
subject  to  the  usual  procedure;  and 
Whereas,  the  building  is  four  stories  and  attic  (43  ft.) 
in  height,  20  ft.  by  100  ft.  in  area  at  first  story  and  20  ft.  by 
52  ft.  in  area  at  typical  floor  level ;  of  Class  3  construction ; 
located  in  a  business  use  district;  erected  about  1880,  and 
occupied:  first  story,  stores;  second  story,  three-room  apart¬ 
ment  and  office ;  third  story,  one  family ;  fourth  story,  one 
family;  and 

Whereas,  the  applicant  contends  that  the  building  is 
classified  in  the  Division  of  Housing  as  “an  old  law  tene¬ 
ment” ;  that  the  building  is  a  converted  dwelling;  that  Alter¬ 
ation  Application  No.  463-09  was  filed  to  convert  the  dwell¬ 
ing  from  a  one-family  to  a  two-family  occupancy;  that  the 
building  was  classified  as  “an  old  law  tenement”  on  an 
affidavit  which  has  since  been  destroyed ;  and 
Whereas,  the  applicant  has  submitted  in  support  of  his 


contention  a  survey  of  the  premises  made  by  Louis  W. 
Reuter,  Jr.,  City  Surveyor  (Exhibit  A),  and  contends  that 
this  survey  shows  a  continuous  line  indicating  old  front  and 
rear  walls  of  what  was  originally  a  typical  one-family  three- 
story  and  basement  dwelling,  and  calls  the  Board’s  attention 
to  the  continuation  of  the  front  and  rear  walls  in  a  westerly 
direction  forming  a  front  and  rear  walls  of  the  property  im¬ 
mediately  on  the  west;  and 

Whereas,  the  applicant  filed  in  support  of  his  contention 
a  photograph  (Exhibit  B)  of  the  building  in  question  and 
contends,  that  said  photograph  shows  all  the  characteristics 
ot  an  original  one-family  three-story  and  basement  dwelling  • 

and 

Whereas,  the  applicant  filed  a  copy  of  a  letter  dated 
January  4,  1923,  addressed  to  the  Ttitle  Guaranty  and  Trust 
Company  by  the  Tenement  House  Department  (Exhibit  D), 
wherein  it  is  stated  that  the  building  is  not  on  record  as  a 
tenement  house  but  that  it  is  now  (1923)  legally  occupied 
as  such;  that  a  violation  filed  July  22,  1915,  in  the  De¬ 
partment  indicated  that  the  building  was  converted  from  a 
non-tenement  to  a  tenement  house  without  having  plans  and 
application  filed  and  approved ;  aqd 

V  iiereas,  the  applicant  has  filed  an  affidavit  signed  by 
Samuel  F  Whiteside  (Exhibit  E)  w.herein  it  is  stated  that 
a  search  of  the  records  of  the  Department  of  Water  Supply, 
Gas  and  Electricity  indicated  that  the  building  was  occupied 
as  a  one-family  dwelling  from  1905  to  1909,  and  that  in  1909 
the  building  was  changed  to  two  families  and  barber  shop  * 
and 

V  iiereas,  the  applicant  states  that  an  examination  of  the 
records  of  the  Division  of  Housing  indicates  that  under 
Alteration  Permit  No.  463-09  the  building  was  changed 
from  a  one-family  dwelling  to  two-family  dwelling  and  two 
stores,  and  that  this  alteration  was  signed  off  as  completed 
May  2b,  1909,  by  an  inspector  of  the  Department;  and 

Whereas,  the  applicant  has  filed  in  support  of  his  con¬ 
tention  a  photostatic  copy  of  a  report  of  an  examiner  em¬ 
ployed  by  Lawyers  Title  Insurance  and  Trust  Company 
dated  December  29,  1908,  indicating  the  use  of  the  dwelling 
as  one  family ;  and 

Whereas,  the  applicant  has  filed  in  support  of  his  con¬ 
tention  an  affidavit  signed  by  Leo  Netter  (Exhibit  H)  in- 
dicatmg  that  the  building  was  occupied  on  December  29, 
1915,  as  a  one-family  dwelling;  and 

Whereas,  the  applicant  has  filed  in  support  of  his  con¬ 
tention  a  photostatic  copy  of  examiner’s  report  made  to  the 
Lawyers  Mortgage  Company  dated  December  16,  1922, 
wherein  it  is  stated  that  the  building  is  occupied  by  three 
families  and  stores ;  and 

Whereas,  the  applicant  has  filed  in  support  of  his  con¬ 
tention  an  affidavit  made  by  Raphael  Glucroft  (Exhibit  T), 
wherein  it  is  stated  that  in  1909  the  premises  were  arranged 
to  be  occupied  as  a  one-family  house,  and  that  a  permit  was 
issued  on  deponent  s  application  to  alter  the  premises  to  a 
two-family  occupancy ;  and 

Whereas,  the  applicant  has  filed  in  support  of  his  con¬ 
tention  an  affidavit  made  by  Robert  M.  Byers  (Exhibit  K) 
wherein  it  is  stated  that  he  caused  a  search  of  the  records 
to  be  made  and  found  that  on  January  23,  1923,  and  for  a 
short  time  thereafter,  one  Morris  Epstein  was  the  owner 
of  the  building  in  question;  that  the  building  was  classified 
on  an  affidavit  made  by  said  owner  to  the  effect  that  the 
building  was  occupied  as  a  tenement  prior  to  April  10,  1901  ; 
that  the  said  Morris  Epstein  stated  to  the  deponent  that  lie 
was  a  native  of  Poland  and  had  come  to  this  country  for  the 
first  time  not  earlier  than  1904;  that  obviously  any  affidavit 
as  to  the  occupancy  of  the  building  prior  to  1904  made  by 
the.  said  Morris  Epstein  would  be  a  statement  of  facts,  of 
which  he  had  no  knowledge  and  therefore  was  valueless  as 
a  basis  of  classification  of  the  building ;  and 

Whereas,  the  applicant  contends  that  the  classification 
of  the  building  as  an  old  law  tenement  was  not  determined 
from  inspection  but  by  the  affidavit  of  the  then  owner,  which 
procedure  was  not  authorized  by  the  Tenement  House  Law  • 
and 
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Whereas,  the  applicant  requests  the  Board  to  determine 
the  classification  of  the  building  as  a  converted  dwelling ; 

and  ,  r  i  , 

Whereas,  it  is  the  opinion  of  the  Board,  Irom  the  record 

submitted,  that  the  building  was  occupied  by  three  (3)  fam¬ 
ilies  for  the  first  time  in  1922  and  so  occupied  continuously 
thereafter  until  1929  or  later,  that  same  can  only  be  classified 
as  a  new  law  tenement. 

Resolved ,  that  the  Board  does  hereby  recommend  to  the 
deputy  commissioner,  Department  of  Housing  and  Buildings, 
that  the  building  be  classified  as  a  new  law  tenement,  altered 
to  such  use  since  1901. 


109-40-A. 

APPLICANT— Sidney  L.  Strauss,  for  Robert  Vagt,  owner. 
SUBJECT— Application  for  consideration— reopening  and 
restoration  to  the  Calendar  (previously  withdrawn) 
—re  Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 35-37  Emerson  place,  east  side, 
200  ft.  north  of  Park  avenue  (Block  No.  1880,  Lot 
No.  8),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Sidney  L.  Strauss. 

ACTION  OF  BOARD— Appeal  reopened;  motion  to  grant 
denied. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

Negative  .  0 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

THE  RESOLUTION— 

(109-40-A) 

Whereas,  this  appeal  from  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  35-37  Emerson  place,  east  side, 
200  ft.  north  of  Park  avenue  (Block  No.  1880,  Lot  No.  8), 
Borough  of  Brooklyn,  was  withdrawn  April  2,  1940;  and 
Whereas,  Sidney  L.  Strauss,  for  Robert  Vagt,  owner,  re¬ 
quested  reconsideration  of  the  appeal ;  and 

Whereas,  this  appeal  was  reopened  by  vote  of  the  Board 
July  16,  1940;  and 

Whereas,  the  order  of  the  fire  commissioner,  Order  No. 
3896-LF,  dated  December  28,  1939,  reads: 

“1.  Provide  a  separate  and  distinct  system  of  Auto¬ 
matic  Sprinklers  throughout  building  having  at  least  one 
source  of  water  supply,  arranged  and  equipped  as  pro¬ 
vided  in  Chapter  26,  Article  16,  Administrative  Code.” 

and 

Whereas,  the  building  is  four  stories  in  height,  40  ft.  by 
50  ft.  in  area;  of  Class  3  construction;  erected  in  1904;  lo¬ 
cated  in  an  unrestricted  use  district,  and  occupied:  cellar, 
storage;  first  storj,  hair  and  feather  packing,  3  persons; 
second  story,  same;  third  story,  same;  fourth  story,  storage, 
and 

Whereas,  the  applicant  contends  that  there  is  some  pros¬ 
pect  that  a  portion  of  the  premises  will  be  acquired  by  the 
city  for  the  widening  of  Park  avenue ;  that  the  cost  of  com¬ 
plying  with  the  order  would  be  approximately  $3,000 ;  that 
it  is  considered  inadvisable  to  comply  with  the  order  in  view 
of  the  possibility  that  the  building  will  be  condemned  by  the 
city,  and  for  this  reason  an  extension  of  one  (1)  year  is 
asked  before  compliance  with  the  order. 

Resolved  that  the  order  of  the  fire  commissioner,  Order 
No.  3896-LF,  dated  December  28,  1939,  be  and  it  hereby  is 
affirmed  and  that  the  appeal  be  and  it  hereby  is  denied. 


465-21 -A. 

APPLICANT — John  J.  Gilmartin.  for  M.  J.  Kandel, 
owner. 


SUBJECT— Application  for  consideration— reopening  and 
amendment — re  Appeal  from  a  decision  of  the  bor¬ 
ough  superintendent  of  buildings. 

PREMISES  AFFECTED— 36-25  (700  old  number)  Vernon 
boulevard,  east  side.  200  ft.  north  of  Webster  ave¬ 
nue  (Block  No.  358,  Lot  No.  10),  Long  Island 
City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  John  J.  Gilmartin. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 

THE  VOTE* TO  REOPEN  AND  AMEND  RESOLU¬ 
TION—  ,  „ 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  ® 

THE  RESOLUTION— 

(465-21-A) 

Whereas,  this  appeal  affecting  premises  36-25  (700  old 
number)  Vernon  boulevard  (Block  No.  358,  Lot  No..  10), 
Long  Island  City,  Borough  of  Queens,  was  granted  by  the 
Board  June  21,  1921,  on  certain  conditions,  resolution 
amended  April  6.  1937,  and  the  owner  requested  a  further 
amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  21,  1921,  as 
amended  April  6,  1937,  so  that  as  amended  the  resolution 
shall  read : 

“Resolved,  that  the  decision  of  the  fire  commissioner 
and  of  the  superintendent  of  buildings  be  and  they  hereby 
are  modified  and  the  appeal  be  and  it  herbey  is  granted 
on  condition  that  such  additional  film  vaults  may  be  con¬ 
structed  as  may  be  required  from  time  to  time  in  the 
conduct  of  this  business  provided  all  the  requirements 
relating  to  film  vault  construction  are  complied  with 
and  the  sprinkler  system  throughout  is  maintained  to 
the  satisfaction  of  the  fire  commissioner.” 


935-39-A. 

APPLICANT— Frank  S-  Parker,  for  Wamkill  Realty  Cor¬ 
poration,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
amendment — re  Appeal  from  a  decision  of  the  bor¬ 
ough  superintendent  of  buildings. 

PREMISES  AFFECTED — 330  Whitlock  avenue,  east  side, 
163.67  ft.  north  of  East  141st  street  (Block  No. 
2599,  Lot  No.  155),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Frank  S.  Parker. 

ACTION  OF  BOARD— Appeal  reopened  and  resolution 
amended.  _^T 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION—  „  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  . 

THE  RESOLUTION— 

(935-39-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent  of  buildings,  affecting  premises  330  Whitlock 
avenue,  east  side,  163.67  ft.  north  of  East  141st  street  (Block 
No  2599,  Lot  No.  155),  Borough  of  The  Bronx,  was  granted 
by  the  Board  July  18,  1939,  on  certain  conditions,  the  reso¬ 
lution  amended  March  5,  1940,  and  the  owner  requested  a 
further  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  resolution  adopted  by  the  Board  on  July  18. 
1939,  as  amended  March  5,  1940.  so  that  as  amended 
resolution  shall  read: 

“ Resolved ,  that  the  decision  of  the  borough  superin¬ 
tendent  of  buildings,  acting  on  Alteration  Application 
No.  249-39,  Objection  No.  25,  and  on  Alteration  Appli¬ 
cation  No.  787-39,  Objection  No.  14,  be  and  it  hereby  is 
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modified  and  the  appeal  be  and  it  hereby  is  granted  ner 
m.tt.ng  construction  of  windows  to  the  no.  th  and  el  't 

he"fjew  NCW  Y-StowS 

for  rt C  C°"plyhinR.  r\a"  th'  requirements  the”! 
[?[*?  ,.g  as  suc!l  right-of-ways  are  continued  and 

that  in  all  other  respects  the  building  and  occupancy 

,f  ,K,y  T* V"  'rs’  n;les  a"d  -Kuiatio^s“pp„V 

g  thereto,  that  nothing  herein  contained  shall  be 
\  ',cd.  t0,  »'‘”1ere  with  permission  to  occupy  the  first 
story  parking  space  for  the  unloading  and  storage  of 
motor  trucks  if  found  to  be  constructed  and  Imm  ained 


VARIATIONS  OF  THE  LABOR  LAW. 

781-40-S. 

APPLICANT  Percival  R.  Moses  and  S  R  Klein  and 
.  Abates,  for  Estate  of  Eugene  A.  Hoffman,  owner 

SUBJECT-VaH^Yr'intriToi'irciL  in  a 

«r<i  "street  ^ 

ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  S.  R.  Klein  and  Joseph  Klein- 
Derger. 

For  Administration:  Fred  Dahlem,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  dismissed  as  being  im- 
properly  before  the  Board. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  0 

THE  RESOLUTION—  . 

(781-40-S) 

Whereas,  in  the  opinion  of  the  Board  the  rules  adopted 
by  the  Board  of  Standards  and  Appeals  of  the  State  of 
New  York  Department  of  Labor,  known  as  Amended  Rules 
Relating  to  the  Construction,  Installation  and  Inspection  of 
Steam  Boilers  as  adopted  December  22,  1939,  and  which 

YoCrknCityffeCtlVe  February  lf  1940’  do  not  apply  to  New 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed  as 
not  being  properly  before  the  Board. 


83-40- S. 

APPLICAN  1 — V  adsco  Realty  Corporation,  owner  (Asso¬ 
ciated  Laboratories,  Incorporated,  and  San  Gabriel 
nine  Company,  lessees). 

;  SUBJECT — Variation  from  the  requirements  of  the  labor 
law  as  cited  in  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 51-12  21st  street,  northwest 
corner  of  Borden  avenue  (Block  No.  64,  Lot  No. 

APPEARANCES— ISland  City’  Borouffh  of  Queens- 

For  Applicant:  John  Ml.  Bair  and  Edwin  F. 
Horner. 

For  Administration:  Chief  Inspector  Larkin,  Fire 
Department. 

ACTION  Oh  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

Negative  .  0 

THE  RESOLUTION— 

(83-40-S) 

Whereas,  Vadsco  Realty  Corporation,  owner  (Associated 


^y,^«s'),Infi  7&a24d  ?9a4n„  'ffo-ie.  Wine  Corn- 

f?-l°2r2erseantd  \ded4°  °‘  “e  fi«^ommtio„:r?S„^sS 

No  64  Lot  No  ’ 1  .mest  5°lrllar  Borden  avenue  (Block 
and  h  L°nE  'sland  Ci,y-  Bor°asl'  of  Queens; 

26M-LF,Edat«l’1 April"  9?  1939  "readT”''58’'0"""'  °rder  No' 

30  days 

I.  Remove  all  partitions  not  built  of  incombustible 

“  270 ’of  £  •  aa  « “ 

and 

Whereas,  said  order  was  referred  to  in  a  decision  of  the 
fire  commissmner  dated  December  28,  1939-  and 

14oAfEhEAQ7  ,buildlnff  is  seven  stories  (95  ft")  in  height 

an^ unrestricted  S’"?'  °£  C'?s,  ‘  instruction (  located  in 
unrestricted  use  A  area  district’  erertprl  ,*n  ioic  j 

occupied;  sob-cellar  and  cellar,  vaSnU  firsf  slory  winery 

sonsr-SOth;:dSeCt°nd  Sti°ry’  canvas  (foods  manufacturer,  52  per-’ 
sons,  third  story,  box  company,  5  persons-  fourth  ctnr„ 

drug  company ,12  persons;  fifth  sixth  and  seventh ^stories’ 

pfpCeansVstembandT  “  ?TPPed  with  a  sprinkler  and  stand¬ 
ee  tl  fi  p  and _a  watchman  system  is  maintained;  there 

S?  fire-escape, 

as  weU  aSrTwoWfire^  °"  ,l,e  C°“rSe  thereof' 

Whereas,  the  applicant  contends  that  the  number  of  ner 
sons  enjoyed  is  small ;  that  none  of  the  tenants  affected  by 
the  order  have  occupied  space  in  the  building  for  more  than 
eighteen  months ;  that  all  were  put  to  considerable  expense 
or  present  parhtmn  installations,  and  to  comply  with  the 
order  would  work  a  hardship  on  all  affected  tenants  that 
it  is  proposed  to  have  all  partitions  erected,  painted’ with 
a  preparation  known  as  “Flamex”,  which  is  guaranteed  hv 
the  manufacturer  to  withstand  direct  contact  with  flame  of  a 
blowtorch  for  one-half  hour 

Resohed  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law  as  cited  in  Order  No  ?633  I  f  c  •  • 

and  tw  ‘  r  •  ,  , ..  oi  the  fire  commissioner 

ditin u  tlif  appl’cat,.on  be  and  it  hereby  is  granted  on  con¬ 
dition  that  no  additional  incombustible  materials  shall  be 
constructed  within  the  building  other  than  those  now  exist¬ 
ing,  as  shown  on  plans  filed  herewith;  that  the  sprinkler 
system,  standpipe  system  and  watchman’s  service  shall  be 
maintained  to  the  satisfaction  of  the  fire  commissioner  ■  that 
the  requirements  of  the  label  law,  as  to  the  fire  tower  open- 

refn2tthtt10UKer-m-r’  sha11, be  complied  with ;  that  in  all  other 
respects  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto. 


565-40-S. 

APPLICANT  American  Chicle  Company,  owner. 
SUBJECT  Variation  from  the  requirements  of  the  labor 
law  as  cited  in  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 30-30  Thomson  avenue,  south 
side,  between  30th  place  (Manley  street)  and  31st 
(Mount)  street  (Block  No.  277,  Lot  No.  1),  Long 
Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  John  J.  Morris  and  Charles  Bash- 
winer. 

For  Administration:  Thomas  A.  Larkin.  Fire  De¬ 
partment. 

ACTION  OF  BOARD — Application  granted  on  condition 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  q 
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THE  RESOLUTION— 

(565-40-S) 

Whereas,  American  Chicle  Company,  owner,  filed  May 
24  1940,  an  application  for  a  variation  from  the  requirements 
of  the  labor  law  as  cited  in  an  order  and  a  decision  of  the 
tire  commissioner;  premises  30-30  Thomson  avenue,  south 
side,  between  30th  place  (Manley  street)  and  31st  (Mount) 
street  (Block  No.  2 77,  Lot  No.  1),  Long  Island  City,  Bor¬ 
ough  of  Queens;  and  .  .  „  , 

Whereas,  the  order  of  the  fire  commissioner,  Ordei  IN 

4232-LF,  dated  February  20,  1940,  reads: 

“1.  Remove  all  partitions  not  built  of  inco™kus,td)le 

material  on  the  1st  story,  as  per  Sec.  263  and  270  of  the 

Labor  Law.  ..  ,  c  ... _ 

2.  Remove  panic  bolts  from  all  doors,  as  per  Section 

272  of  the  Labor  Law.” 

Whereas,  said  order  was  referred  to  in  a  decision  of  the 
fire  commissioner  dated  May  17,  1940  ;  and  .  .  , 

Whereas,  the  building  is  five  stories  (SO  ft.)  in  height, 
200  ft.  by  600  ft.  in  area ;  of  Class  1  construction ;  located 
in  an  unrestricted  use  district;  erected  in  1919,  and  occu¬ 
pied:  cellar,  factory  and  storage,  110  persons;  first  story, 
factory,  storage  and  office,  189  persons  ;  second  story,  factory, 
storage  and  cafeteria,  23  persons ;  th.rd  story  factory,  484 
persons;  fourth  story,  factory,  storage  and  office,  -38  per 
sons-  fifth  story,  office,  154  persons;  and 

Whereas,  the  building  is  equipped  with  sprinkler  and 
standpipe  systems,  an  interior  fire  alarm.  system,  and  fire 
drills  are  maintained;  there  are  six  mtenor  stairs  of  - 
proof  construction,  6  ft.  in  width  each,  which  lead  from 

roof  direct  to  the  street;  and  , 

Whereas,  the  applicant  contends  that  the  partitions  af¬ 
fected  by  the  order  consist  of  beaver  board  on  office  side  of 
wood  studs,  for  a  height  of  7  ft.,  with  plain  glass  to  aim^, 
wood  doors  with  plain  glass  panels,  and  wood  and  gW 
partitions  around  office  space  extending  to  ceiling ,  that  the 
first  story,  where  these  partitions  are  located,  is  used JOT 
the  storage  of  wood  cases,  cardboard  and  finished  nape, 
products ;  that  these  products  are  more  combustible  than  t 
partitions  and.  therefore,  a  variation  i,  requested,  that  the 
street  doors  are  equipped  with  Sargent  panic  hohs  whc 
were  installed  when  the  building  was  erected  in  1919  .  that 
these  doors  are  openable  from  the  interior,  and  variation  is 
requested  to  permit  a  continuance  of  these  panic  holts  ami 

Whereas,  these  premises  were  inspected  by  a  committe 

^  Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law  as  cited  in  an  order  of  the  fire  commisswnei  Ord 
No.  4232-LF,  and  that  the  application  be  and  it  heieby  is 
granted,  as  to  Objection  No.  1,  on  condition  that  no  addi¬ 
tional  partitions  of  incombustible  material  shall  be  con¬ 
structed  within  the  building  and  that  the  use  of  100ms  en¬ 
closed  in  incombustible  partitions  shall  remam  substantially 
as  at  present,  and  granted,  as  to  Objection  No.  2,  that  the 
exit  doors  at  the  street  may  be  equipped  with  panic  bolts  as 
proposed,  on  condition  that  such  panic  bolts  are  operable  at 
all  times  to  permit  ready  exit  from  the  building  that  the 
sprinkler  and  fire  alarm  systems  and  fire  dulls  shall  be 
maintained  to  the  satisfaction  of  the  fire  commissioner ,  that 
in  all  other  respects  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto. 


APPEARANCES— 

For  Applicant:  Jams  B.  Newman. 

For  Administration:  Fred  Dahlem,  Department  of 
Blousing  and  Buildings.  . 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE—  .  ,  ,  _  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

Negative  .  I 

THE  RESOLUTION- 7i3  4Q  s) 

Whereas,  Ely  Jacques  Kahn,  for  Garment  Center  Capitol, 
Incorporated,  owner,  filed  June  28,  1940.  an  application  for 
a  variation  from  the  requirements  of  the  abor  law  as.ated 
in  a  decision  of  the  borough  superintendent  of  buildings; 
premises  500-504  Seventh  avenue,  201-219  West  37th  street, 
northwest  corner,  and  214-226  West  38th  street  (first  story) 
(Block  No.  787,  Lot  No.  40),  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Alteration  Application  No.  3926-39,  dated  June 
6,  1940,  reads : 

“5.  Exits  from  this  bldg,  should  comply  fully  with 
Sect  270  &  272  Labor  Law.  Refers  to  new  show  win¬ 
dows  in  Public  Hall  on  1st  floor  7th  Ave.  entrance. 

Whereas,  the  building  is  seventeen  stories  (212  ft.)  in 
height,  74  ft.  8  in.,  irregular,  by  275  ft.,  irregular,  in  area; 
of  Class  1  construction ;  located  in  an  unrestricted  and  rjtail 
use  B  area  district;  erected  in  1919,  and  occupied:  cellar 
storage  and  shipping,  210  persons;  first  story,  stores,  20 
persons;  second  to  ninth  stories,  inclusive,  factories,  660 
persons  each  story;  tenth  to  seventeenth  stories,  inclusive, 
factories,  360  persons  each  story ;.  and 

Whereas,  the  building  is  equipped  with  sprinkler  and 
standpipe  systems,  an  interior  fire  alarm  system,  five  interior 
stairs  or  fire  towers,  of  fireproof  construction,  and  kalamein 
self-closing  fire  doors ;  and 

Whereas,  the  applicant  contends  that  at  present  there  are 
wired  glass  windows  in  two  sections  of  the  corridor,  allowed 
under  a  previous  case  before  the  Board;  that  the  owner  is 
requesting  permission  to  install  two  additional  show  windows 
in  the  hall,  near  the  Seventh  avenue  entrance ;  that  in  re¬ 
questing  this  permission,  it  is  proposed  that  the  windo ws  be 
enclosed  and  protected  as  called  for  in  section  C26-289.0  (2) 
of  the  Administrative  Code,  that  is,  with  an  enclosure  of  6 
in.  of  terra  cotta,  with  fireproof  self-closing  doors  haying 
wired  plate  glass  front,  and  automatic  sprinklers;  that  it  is 
felt  that  with  three  stairways  of  the  building  exiting  through 
entirely  separate  corridors,  the  two  stairs  which  land  in 
this  corridor  being  close  to  the  street  fronts,  and  with  the 
possibility  of  going  from  these  stairs  in  either  direction  to 
exits  at  opposite  end  of  the  corridor,  and  also  the  various  : 
safeguards  enumerated  above,  the  public  interest  is  well 
protected  and  no  hazard  created  in  the  proposed  construction. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor  law 
as  cited  in  a  decision  of  the  borough  superintendent  of  build¬ 
ings  on  Alteration  Application  No.  3926-39.  Objection  No- 
5,°and  that  the  appeal  be  and  it  hereby  is  granted  on  condi¬ 
tion  that  the  proposed  show  windows  shall  be  constructed  ot 
polished  wire  glass  with  the  protection  behind  same  as  pro¬ 
posed  consisting  of  an  enclosure  of  6  in.  terra  cotta  wall  with 
fireproof  self-closing  doors  therein  and  an  automatic  sprink¬ 
ler  system  continued  into  the  show  window  space. 


713-40-S. 

APPLICANT — Ely  Jacques  Kahn,  for  Garment  Centei 
Capitol,  Incorporated,  owner.  .  ,  , 

SUBTECT — Variation  from  the  requirements  of  the  laboi 
law  as  cited  in  a  decision  of  the  acting  borough 
superintendent  of  buildings. 

PREMISES  AFFECTED — 500-504  Seventh  avenue  201- 
219  West  37th  street,  northwest  corner  and  214- 
226  West  38th  street  (first  story)  (Block  No.  /»/, 
T  nt  No.  401.  Borough  of  Manhattan. 


762-40-S.  ,  „  .  .  „  . 

APPLICANT— John  H.  Scheier,  for  Benjamin  Ferber, 

owner.  ,  .  , 

SUBJECT— Variation  from  the  requirements  of  the  labor 
law  as  cited  in  a  decision  of  the  borough  superin¬ 
tendent  of  buildings.  , 

PREMISES  AFFECTED — 204  East  56th  street,  south 
side,  90  ft  .east  of  Third  avenue  (Block  No. 

Lot  No.  44)4),  Borough  of  Manhattan. 
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APPEARANCES— 

I' °r  Applicant:  John  H.  Scheier. 

For  Administration:  Fred  Dahlem,  Department  of 
Housing  and  Buildings. 

Tm/vnTP  BOARD— Application  granted  on  condition. 
1  rlh.  VO  1 E — 

Affirmative:  Chairman  Murdock.  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  n 

THE  RESOLUTION—  . 

(762-40-S) 

filed  '1940  ?*  Scheifr;  f°r  Benjamin  Ferber,  owner, 

tiled  Jul>  10.  1940  an  appeal  from  a  decision  of  the  borough 

cSh1"  -Tdeon  r f  buddings  *  Premises  204  East  56th  street, 

T  !  \TSldaar/^  east  of  rblrd  avenue  (Block  No  1329, 
Lot  No.  44%),  Borough  of  Manhattan;  and 

bund!™;  vep  denSiT?.  of  tbe  borough  superintendent  of 

July  9S 1940  ?eads -BU1  dmff  Appllcatl0n  No-  138'40,  dated 

E  Provide  ^o  lawful  means  of  egress  from  each 
floor  area  as  per  Sec.  270  of  the  Labor  Law.” 

and 

Whereas  the  building  will  be  three  stories  (41.6  ft.)  in 

Intfid  r  \ b>-  69'5  ft'  111  area  ’  of  Class  3  construction ; 
ocatul  in  a  business  use  B  area  district,  and  occupied:  cel¬ 
lar,  storage  and  boiler-room;  first  story,  store.  10  persons- 
second  story,  storeroom  and  light  manufacturing,  20  per¬ 
sons;  third  story  showroom  and  light  manufacturing,  15 
per.*onsy  ,thc  building  will  be  equipped  with  one  interior 
stairs,  J  ft.  o  in.  wide,  of  steel  construction,  and  enclosed  in 
pTpr°°*  Partitions,  with  one-hour  doors ;  and 
Whereas,  the  applicant  contends  that  the  area  of  the 
building  is  small that  in  view  of  the  propoesd  fireproof  stair- 

"ffVvW,  height  of  the  building,  the  small  floor  areas 
affected,  the  requirement  for  providing  a  second  fireproof 
stairs  will  be  an  undue,  hardship  upon  the  owner;  that  in 
lieu  of  the  fireproof  stairs  it  is  proposed  to  install  a  labor 

aw  "T  esJcape  ^rom  tbe  r0°f  t0  srade  at  the  rear,  with  egress 
through  adjoining  premises,  as  shown  on  plan  filed  with  this 
application  marked  “Received  July  11,  1940”. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
.hereby  nmke  a  variation  in  the  requirements  of  the  labor  law, 
as  cited  m  a  decision  of  the  borough  superintendent  of  build¬ 
ings  on  New  Building  Application  No.  138-40,  and  that  the 
appeal  be  and  it  hereby  is  granted,  as  to  Objection  No.  1 
°n  condition  that  the  primary  means  of  exit  shall  comply 
with  the  requirements  of  the  State  Labor  Law  and  the  Build- 
ing  Lode  in  all  respects,  and  that  the  secondary  means  of 
exi  shall  be  provided  in  the  form  of  a  rear  fire  escape  com¬ 
plying  with  the  requirements  therefor  and  exiting  through 
be/ear  ya^  of  No.  925  Third  avenue,  as  indicated  on  plans 
hied  herewith  ;  that  in  all  other  respects  this  building  and 
pccupancy  shall  comply  with  the  requirements  of  the  zoning 
esolution  and  all  laws,  rules  and  regulations  applicable 
-hereto;  that  there  shall  be  filed  with  the  borough  superin- 
S-i  buildings  a  letter  from  the  owner  of  the  premises 
ft  Third  avenue  permitting  the  exiting  from  the  fire 
escape  as  proposed  through  his  premises  at  No.  925  Third 
tvenue  so  as  to  provide  free  access  to  Third  avenue  available 
it  all  times  during  working  hours,  or  that  in  lieu  of  exit 
hrough  such  building,  the  borough  superintendent  of  build- 
ngs.may  accept  a  similar  affidavit  from  the  owner  of  an 
djoimng  building  permitting  access  to  Third  avenue  avail- 
ale  at  all  times  during  working  hours. 


PREMISES  AFFECTED-414-416  East  20th  street  south 
side,  199  ft.  6  in.  east  of  First  avenue  (Block  No. 

appearances-’  URh  of  Manhattan- 

Ar^T^°^PPMcant:  Samuel  Rosenblum. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended. 

TtFon— TE  T°  RE0PEN  AND  amend  RESOLU- 

Affirmative .  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  q 

THE  RESOLUTION— 

(113-36-S) 

Whereas,  this  application  for  a  variation  from  the  re¬ 
quirements  of  the  labor  law  as  cited  in  an  order  of  the  com¬ 
missioner  of  buildings,  affecting  premises  414-416  East  20th 

Nnee95lS°TthfSMe’  IS  6  in>  east  of  First  avenue  (Block 
No.  951,  Lot  No.  48),  Borough  of  Manhattan,  was  granted 

by  the  Board  May  12,  1936,  on  certain  conditions,  and  the 
owner  requested  an  amendment  of  the  resolution  as  to  occu¬ 
pancy. 

Resolved .  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  resolution  adopted  by  the  Board  on  May  12, 
yuo,  only  so  far  as  it  refers  to  the  number  of  persons  to 
occupy  the  second  and  third  stories,  so  that  as  amended  the 
resolution  shall  read: 

Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  nmke  a  variation  in  the  requirements  of  the 
labor  law  and  that  the  application  be  and  it  hereby  is 
granted,  modifying  the  order  of  the  commissioner  of 
buildings,  Order  No.  27888-LD,  on  condition  that  the 
pi  esent  scuttle  in  roof  shall  be  closed  and  a  new  scuttle 
not  less  than  2  ft.  by  3  ft.  in  clear  width  shall  be  con¬ 
structed  along  the  westerly  wall  and  within  25  ft.  of 
the  rear  wall  of  the  building;  that  the  cover  to  this 
scuttle  shall  be  counterbalanced  and  that  a  steel,  double- 
rung-  ladder  shall  be  affixed  to  the  wall  for  access  to 
this  scuttle ;  that  there  shall  be  a  gooseneck  ladder  in- 

i  ii  i  tbe  top  story  balcony  to  roof;  that  there 

shall  be  placed  upon  the  roof  a  steel  ladder  to  be  used 
for  ready  access  to  the  roof  of  adjoining  two-storv 
garage;  that  in  lieu  of  counterbalanced  ladder  from  the 
front  fire  escape  there  shall  be  installed  two  (2)  vertical 
S  1  j1' adders  that  the  occupancy  of  the  second  story 
and  third  story  shall  not  exceed  ten  persons  each ;  that 
this  modification  shall  continue  only  so  long  as  condi- 
tions  are  maintained  and  the  building  is  not  increased  in 
height  or  area;  that  the  occupancy  of  the  second  and 
third  stories  shall  not  exceed  ten  (10)  persons  each 
unless  the  stairway  is  constructed  to  the  roof,  from 
which  safe  exit  can  be  had  over  roof  of  an  adjoining 
building,  in  which  case  the  occupancy  of  the  second  and 
third  stories  may  be  increased  to  twenty  (20)  persons 
each. ’ 


'13-36-S. 

.APPLICANT — Samuel  Rosenblum,  for  Arcadia  Holding 
Corporation,  owner. 

UBJECT — Application  for  consideration — reopening  and 
amendment — re  Variation  from  the  requirements  of 
the  labor  law  as  cited  in  an  order  of  the  commis¬ 
sioner  of  buildings. 


674-40-S. 

APPLICANT— George  G.  Miller,  for  Chatco  Corporation, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  Calendar  on  new  decision — re  Varia¬ 
tion  from  the  requirements  of  the  labor  law  as  cited 
in  . a  decision  of  the  acting  borough  superintendent  of 
buildings. 

PREMISES  AFFECTED — 333-337  Sixth  avenue  and  2-8 
Cornelia  street,  southwest  corner  (Block  No.  589, 

APPF  XP  XNCES28  and  25^'  Borougb  of  Manhattan. 

For  Applicant:  George  G.  Miller. 

For  Administration:  Fred  Dahlem.  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  granted 
on  condition. 
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THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

Negative  .  0 

THE  VOTE  TO  GRANT— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  ® 

THE  RESOLUTION— 

( 674-40- S) 

Whereas,  this  application  for  a  variation  from  the  re¬ 
quirements  of  the  labor  law  as  cited  in  a  decision  of  the  act¬ 
ing  borough  superintendent  of  buildings,  premises  333-337 
Sixth  avenue  and  2-8  Cornelia  street,  southwest  cornei 
(Block  No.  589,  Lot  Nos.  28  and  25),  Borough  of  Man¬ 
hattan,  was  withdrawn  June  25,  1940;  and 

WMereas,  George  G.  Miller,  for  Chatco  Corporation, 
owner,  requested  reconsideration  of  the  application ;  and 
Whereas,  this  application  was  reopened  by  vote  of  the 
Board  July  16.  1940;  and  . 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Alteration  Application  No.  2650-39,  dated  June 
27,  1940,  reads: 

“11.  Repeat  .  .  .  Passageway  from  termination  of 
exterior  stairway  should  be  enclosed  with  fireproof  con¬ 
struction  due  to  passage  over  partial  non-fireproof  roof. 
Reconsideration  denied.” 

Whereas,  the  building  is  twelve  stories  (135  ft.)  in  height, 
130  ft.  10 J4  in.  by  98  ft.  6  in.,  irregular,  in  area ;  of  Class 
1  and  Class  3  construction ;  located  in  a  business  use  B  area 
district;  erected  in  1907,  and  occupied  throughout  as  a  fac¬ 
tory  with  stores  on  the  first  story ;  and 

Whereas,  the  building  is  equipped  with  a  sprinkler  sys¬ 
tem  and  standpipe  system,  one  interior  stairs,  3  ft.  6  in.  wide, 
of  iron  construction,  enclosed  in  4  in.  terra  cotta  blocks,  and 
equipped  with  fireproof  self-closing  doors,  one  exterior  stairs 
leading  from  the  main  roof  to  the  roof  of  adjoining  building 
and  proposed  to  lead  to  street  by  fireproof  passage  and  stairs 
and  windows  on  the  course  which  will  be  fireproof,  self¬ 
closing;  and  ,  , 

Whereas,  the  applicant  contends  that  the  rear  yard  ex¬ 
tends  from  Tenth  avenue  through  to  Cornelia  street,  that 
there  is  an  exterior  screened  iron  stairway  extending  from 
the  grade  to  roof  which  acts  as  a  second  means  of  egress ; 
that  it  is  intended  to  build  a  one-story  store  building  on  the 
yard  space  and  support  the  existing  iron  stairway  on  steel 
girders,  properly  fireproofed ;  that  egress  to  the  street  from 
the  exterior  screened  stairway  at  the  second  story  level  will 
be  maintained  by  a  proposed  open  fireproof  passage  to  a  new 
stairway  extending  to  the  street;  that  in  view  of  the  fact 
that  the  present  means  of  egress  are  not  being  materially 
changed,  it  is  requested  that  a  proposed  means  of  egress  be 
accepted. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law  as  cited  in  a  decision  of  the  borough  superintendent  of 
buildings  on  Alteration  Application  No.  2650-39,  Objection 
No.  11,  and  the  application  be  and  it  hereby  is  granted  on 
condition  that  the  second  means  of  exit  is  provided  by 
means  of  an  exterior  screened  stairway  extending  to  the 
one-story  roof  of  the  proposed  one-story  building  to  be  con¬ 
structed  at  the  south ;  that  a  4  in.  concrete  slab  passageway 
shall  be  constructed,  protected  by  a  pipe  railing,  leading  to  a 
stairway,  which  in  turn  leads  direct  to  Cornelia  street,  all  as 
indicated  on  revised  plans  filed  with  the  borough  superin¬ 
tendent  of  buildings  under  Alteration  Application  No.  2650- 
39  June  27,  1940 ;  that  in  all  other  respects  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto. 


SUBJECT— Carrier  Weathermaker.  Type  43Q,  and  Carrier 
Humidifier,  Type  43T,  approval  of. 
APPEARANCES— 

For  Applicant :  S.  P.  Lockner. 

ACTION  OF  BOARD— Application  withdrawn  on  request 
of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 

Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  ® 


713-39-SA. 

APPLICANT— Carrier  Corporation,  owner. 

SUBJECT — Carrier  Weathermaker,  Type  48F,  approval  of. 

APPEARANCES— 

For  Applicant:  S.  P.  Lockner. 

ACTION  OF  BOARD— Application  withdrawn  on  request 
of  applicant. 

THE  VOTE  TO  WITHDRAW—  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  " 


758-39-SA. 

APPLICANT— Carrier  Corporation,  owner. 

SUBJECT— Carrier  Weathermaker,  Types  39D,  39G,  39J, 
39Q  and  39R,  approval  of. 

APPEARANCES— 

For  Applicant:  S.  P.  Lockner. 

ACTION  OF  BOARD — Application  withdrawn  on  request 
of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  . 


46-34-SA. 

APPLICANT— May  Oil  Burner  Corporation,  owner. 

SUBJECT — Application  for  amendment  of  resolution— Mav 
Oil  Burner  and  Quiet  May  Oil  Burner,  to  include 
approval  of  Models  N,  O,  U  and  D. 

APPEARANCES— 

For  Applicant:  Leonard  H.  Rapaport. . 

ACTION  OF  BOARD — Resolution  amended  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  AMEND  RESOLUTION — 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  . 

THE  RESOLUTION— 

(46-34-SA) 

Whereas,  Louis  G.  Imperato,  for  May  Oil  Burner  Cor- 
poration.  owner,  filed  April  5,  1940.  a  request  with  the 
Board  of  Standards  and  Appeals  for  approval,  of  the  ap¬ 
pliance  known  as  the  Mav  Oil  Burner  and  Quiet  May  OH 

Burner,  Models  N.  O,  U  and  D ;  and 

Whereas,  this  appliance  was  submitted  to  the  Committee 

on  Tests  of  the  Board  for  test  and  report ;  and 

Whereas  the  report  of  the  Committee  on  Tests  reads. 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 
712-39-SA. 

APPLICANT— Carrier  Corporation,  owner. 


RFPORT  OF  COMMITTEE  ON  TESTS. 

July  15,  1940. 

Re:  Cal.  No.  46-34-SA. 

Subject:  Amendment  of  resolution  to  include  approval  (A 

Models  N,  O,  U  and  D.  ,  »  -i  17 

The  Board  of  Standards  and  Appeals  on  Apnl  it, 
1934  annroved  the  Mav  Oil  Burner.  Model  BB  .  on 
March  '21,  1939,  amended  ^resolution 
Models  B,  NSJ,  F,  NSJ  1  and  W,  and  on  July  5,  1^ 
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^CT^i^DV^  thC  resolution  to  inc,ude  Models  SMT. 
•  ?*5UCS  If  ,no"'  made  for  a  further  amendment  to 

include  McSd  D  a"d  ’  a"d  f°r  3  Correc,ion  '» 

These  models  were  inspected  and  tested  by  the  Com- 
mittee  of  the  Board.  Model  N  is  the  same  construction 
as  Model  G  except  that  the  blower  housing  is  4'/2  in. 
outside  diameter  and  there  is  a  slight  change  in  size  of 
fan,  windpipe  and  air  inlet,  which  is  3^  in.  wide.  Model 

U  is  the  same  as  N  except  that  the  air  inlet  is  4V2  in 
wide.  y 

Model  U  is  the  same  as  N  except  that  the  base  is  re- 
m°0fed!  i)urner  ,s  Provided  with  a  flanged  collar. 

•;Viie  P  -!S  the  .same  as  DU  eXcePt  that  DU  is  sold 
with  the  boiler  unit. 

Mode!  D  has  a  maximum  capacity  of  three  gallons  per 
hour.  Models  N  and  U.  five  gallons  per  hour,  and  Model 
U,  six  gallons  per  hour. 

These  models  have  been  approved  by  the  Under¬ 
writers  Laboratories.  Lab.  File  No.  MP  1 66.  Vol  III 
page  3.  The  controls  are  similar  to  those  on  the  ap- 
proved  burners. 

As  a  result  of  the  inspection  and  test,  it  is  recom- 
mended  that  the  resolution  of  April  17,  1934.  as  amended 
March  -1,  19o9.  and  July  5.  1939.  be  further  amended 
to  include  approval  of  Models  N,  O,  U  and  D.  on  con- 
dition  that  the  requirements  of  the  resolution  be  com¬ 
plied  with  in  all  respects. 

( Sgd.)  BERNARD  A.  SAVAGE. 

Commissioner. 
CHARLES  M.  BLUM. 

„  Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 
Committee  on  Tests. 


and 

W  hereas,  this  report  recommended  amendment  of  the 
resolution  oi  the  Board  as  last  amended  July  5.  1939  to  in¬ 
clude  approval  of  these  models 
Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  17  1934  and 

read1-51  Ju,v  5’  1939’  So  that  a*  amended  it  shall 

Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  approve  the  appliance  known  as  the  May 
Od  Burner  and  Quiet  May  Oil  Burner.  Models  BB.  B, 
NSJ.  F,  NSJ,  1.  W.  SMT.  LCT.  DU.  N.  O,  U  and  D, 
tor  use  in  domestic,  commercial  and  industrial  installa¬ 
tions  with  fuel  oil  not  heavier  thad  No.  3,  U.  S  De¬ 
partment  of  Commerce  standards,  when  installed  in 
accordance  with  the  Oil  Burner  Rules  of  the  Board  of 
Mandards  and  Appeals  and  with  the  pertinent  reports  of 

uiil  mittee  on  Tests’  0,1  condition  that  the  appliance 
shal  have  a  label  permanently  affixed  reading  “Approved 
ly  , J/oard  of  Standards  and  Appeals  for  use  in  New 
York  City  under  Cal.  No.  46-34-SA.” 


J21-34-SA. 

APPLICANT— Ohio  Pattern  Works  and  Foundry  Com¬ 
pany,  owner. 

SUBJECT — Application  for  reopening — amendment — re  Ap¬ 
proval  of  the  Metropolitan  Curb  Fill  Box.  Three- 
Inch  Size. 

APPEARANCES — 

For  Applicant:  M.  A.  Munroe. 

ACTION  OF  BOARD — Resolution  amended  in  accordance 
with  report  of  Committee  on  Tests. 

HE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock.  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  0 


THE  RESOLUTION— 

(221-34-SA) 

Whereas,  Ohio  Pattern  Works  and  Foundry  Company 
filed  June  10,  1940,  a  request  with  the  Board  of 
Stanclards  and  Appeals  for  approval  of  the  appliance  known 
a\ve  Metr°Pf!ltan  C^rb  Fill  Box,  Three-Inch  Size;  and 

nnV T^cEfEAf ’  I1ISE,apP^a rCe  was  submitted  to  the  Committee 
on  tests  of  the  Board  for  test  and  report;  and 

YY  hereas,  the  report  of  the  Committee  on  Tests  reads : 
REPORT  OF  COMMITTEE  ON  TESTS. 

Re:  Cal.  No.  221-34-SA.  Ju'y  15’  194°' 

Subject:  Amendment  of  the  resolution  to  approve  the 
Metropolitan  Curb  Fill  Box,  Three-Inch  Size. 

The  Board  of  Standards  and  Appeals  on  May  7  1935 
approved  the  Metropolitan  Fill  Box  No.  138  in'  2  in.’ 
size  for  gasoline  installation.  Request  has  been  made 
tor  approval  of  the  3  in.  size.  Examination  of  drawing 
indicates  that  the  3  in.  size  is  constructed  similar  to  the 
-  in.  size  except  for  a  rearrangement  of  the  screen  with 
cast  iron  body,  bronze  filling  cage,  screen,  etc.,  the  only 
difference  being  the  increase  in  diameter. 

It  is  recommended  that  the  resolution  of  the  Board  be 
amended  to  include  approval  of  the  Metropolitan  Fill 
Box  No.  138  in  3  in.  size. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM, 

Commissioner. 
LESLIE  V.  HUBER, 

Chief  Engineer. 

,  Committee  on  Tests, 

and 

Whereas,  this  report  recommended  amendment  of  the 
resolution  adopted  by  the  Board  on  May  7,  1935,  so  as  to 
include  approval  of  this  size. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  7,  1935  so 
that  as  amended  it  shall  read: 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  approve  the  device  known  as  the  Metropol¬ 
itan  Curb  Fill  Box,  No.  138,  Two-Inch  and  Three-Inch 
Size,  for  use  in  gasoline  installations  when  installed  in 
accordance  with  the  Oil  Burner  Rules  of  the  Board  of 
Standards  and  Appeals.” 


364-34-SA. 

APPLICANT  Motor  Wheel  Corporation,  owner. 
SUBJECT— Application  for  amendment  of  resolution  of 
M.  W .  Oil  Burning  Range  to  include  approval  of 
Models  165  and  175 
APPEARANCES— 

,  For  Applicant:  William  V.  McDevit. 

ACTION  Oh  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  q 

THE  RESOLUTION— 

(364-34-SA) 

i  Whereas,  Motor  Wheel  Corporation,  owner,  filed  June  5 
1940.  a  request  with  the  Board  of  Standards  and  Appeals  for 
approval  of  the  appliance  known  as  the  M.  W.  Oil  Burning 
Range,  Models  165  and  175;  and 
Whereas,  this  appliance  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads- 
REPORT  OF  COMMITTEE  ON  TESTS.  ’ 

Re:  Cal.  No.  364-34-SA.  July  15.  1940. 

Subject:  Amendment  of  resolution  to  include  approval 
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of  Models  165  and  175  of  the  M.  W.  Oil  Burning  Range. 

The  Board  of  Standards  and  Appeals  on  February  19, 
1935,  approved  the  M.  W.  Oil  Burning  Range  Commer¬ 
cial  Models  152  and  251  and  Domestic  Models  101-G  and 
126-B,  request  is  now  made  for  approval  of  Models  lo5 
and  175. 

These  models  are  similar  to  Model  101-G  eXceP^.3s 
streamlining  the  exterior  of  the  range.  Model  165  has 
one  side  closet  and  Model  175  two  side  closets.  These 
models  were  inspected  at  63  Metropolitan  avenue,  Brook¬ 
lyn,  and  found  to  be  constructed  similar  to  approved 

Model  101-G.  ,  ,  . 

The  Committee  therefore  recommends  that  the  resolu¬ 
tion  of  February  19,  1935,  be  amended  to  include  Models 
165  and  175  for  domestic  use,  on  condition  that  the  con- 
ditions  set  forth  in  the  resolution  be  complied  with. 


ACTION  OF  BOARD— Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  ® 

THE  RESOLUTION— 

(365-34-SA) 

Whereas,  Motor  Wheel  Corporation,  owner,  filed  June 
5,  1940,  a  request  with  the  Board  of  Standards  and  Appeals 
for  approval  of  the  appliance  known  as  the  M.  W.  Water 
Heater,  Models  21  and  41 ;  and 
Whereas,  this  appliance  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report ;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads : 


(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 

CHARLES  M.  BLUM, 

Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 
Committee  on  Tests. 


and 


Whereas,  this  report  recommended  amendment  of  the 
resolution  adopted  by  the  Board  on  February  19,  1935,  so  as 
to  include  approval  of  these  models. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  February  19,  1933, 
so  that  as  amended  it  shall  read 


Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  approve  the  device  known  as  the  M.  W.  Oil 
Burning  Range,  Commercial  Models  152  and  251,  and 
Domestic  Models  101-G  and  126-B,  and,  also,  Mode  s 
165  and  175,  when  installed  in  accordance  with  the  pro¬ 
visions  of  the  Oil  Burner  Rules  of  the  Board  of  Stand¬ 
ards  and  Appeals  and  with  the  following  additional  re¬ 
quirements  : 

1.  Only  approved  safety  cans  shall.be  used  for  the 
storage  and  filling  of  oil  containers. 

2.  Floor  beneath  oil  burner  device  ,  shall  be  pro¬ 
tected  by  a  shield  of  at  least  /4  in.  asbestos  or 
other  equivalent  material,  this  shield  to  extend 
at  least  12  in.  beyond  the  outline  of  the  stove  or 
range  in  which  the  device  is  installed. 

3.  The  storage  container  shall  bear  a  label  perma¬ 
nently  attached  thereto  reading  as  follows: 


NOTICE 

APPROVED  BY  THE 

BOARD  OF  STANDARDS  AND  APPEALS 
For  Use  in  New  York  City. 

Under  Cal.  No.  364-34-SA 

Only  an  Approved  Safetv  Can  Shall  Be  Used 
in  Filling  This  Storage  Container. 

4.  That  the  device  shall  be  connected  by  a  suitable 
flue  pipe  to  a  legal  chimney,  in  accordance  with 
the  requirements  of  Section  403  of  .  Chapter  V 
of  the  Code  of  Ordinances,  such  chimney  to  be 
provided  with  a  readily  accessible  cleanout  door ; 
that  this  flue  be  provided  with  a  suitable  stack 
check  to  nullify  down  draft. 

5.  The  fuel  oil  used  in  this  device  shall  be  range  on 
or  No.  1  fuel  oil.” 


REPORT  OF  COMMITTEE  ON  TESTS. 

July  12,  1940. 

Re:  Cal.  No.  365-34-SA. 

Subject:  Amendment  of  resolution  to  include  approval 
of  Models  21  and  41  of  the  M.  W.  Water  Heater. 

The  Board  of  Standards  and  Appeals  on  February  26. 
1935,  approved  the  M.  W.  Water  Heater.  Model  20-D, 
for  use  in  domestic  and  commercial  installations  when 
used  with  oil  not  heavier  than  range  oil  or  No.  1  fuel 
oil,  request  is  now  made  for  approval  of  Models  21  and 
41. 

These  models  were  inspected  at  63  Metropolitan  ave¬ 
nue,  Brooklyn.  These  models  are  similar  to  Model 
20-D  in  construction,  the  only  difference  being  the  finish 
and  streamlining  of  the  outer  casing,  No.  41  having  a 
greater  water  capacity  than  No.  21. 

The  Committee  recommends  that  the  resolution  of 
February  26,  1935,  as  amended  November  4,  1936,  be 
amended  to  include  M.  W.  Water  Heater,  Models  21 
and  41,  on  condition  that  the  requirements  of  the  resolu¬ 
tion  be  complied  with. 


(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM,. 

Commissioner. 
LESLIE  V.  HUBER. 

Chief  Engineer. 
Committee  on  Tests. 


and 


Whereas,  this  report  recommended  amendment  of  the 
resolution  adopted  on  February  26,  1935,  as  amended  No¬ 
vember  4,  1936,  to  include  approval  of  these  models. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  February  26,  1935, 
as  amended  November  4,  1936,  so  that  as  amended  it  shall 
read: 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  approve  the  device  known  as  the  M.  W- 
Water  Heater,  Models  20-D,  21  and  41,  for  use  in  do¬ 
mestic  and  commercial  installations  when,  used  with  oil 
not  heavier  than  range  oil  or  No.  1  fuel  oil  and  installed 
in  accordance  with  above  report  and  the  Oil  Burner  j 
Rules  of  the  Board  of  Standards  and  Appeals  with  the 
following  additional  requirement: 

The  burner  shall  bear  a  label  permanently  at-  J 
tached  thereto  reading  as  follows: 


365-34-SA. 

APPLICANT— Motor  Wheel  Corporation,  owner. 
SUBJECT — Application  for  amendment  of  resolution  of  M. 

W.  Water  Heater,  No.  20.  to  include  approval  of 
Models  21  and  41. 

APPEARANCES— 

For  Applicant:  William  \.  McDevit. 


NOTICE 

APPROVED  BY  THE 
BOARD  OF  STANDARDS  AND  APPEALS 
For  Use  in  New  York  Citv 
Under  Cal.  No.  365-34-SA.” 


366-34-SA. 

APPLICANT— Motor  Wheel  Corporation,  owner. 
SUBJECT— Application  for  amendment  of  resolution— re 
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M.  W.  Radiant  and  Circulating  Heaters  to  include 

aKll  filV^Me7ii40^  407)  506  and  507  Radiant 
APPEARANCES—  ’  711,  72,  /l4  and  8°7  Circulating. 

irTmx?Arppl'cant:  William  V.  McDevit 
T BOARD-Resolution  amended. 

THE  ^  ?JL  TP  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 

Negate  ^  B  Um  a"d  DepUty  Chief  Gunn  4 

THE  RESOLUTION— .  0 

(366-34-SA) 

l4HfEAS’  Motor  Wheel  Corporation,  owner,  filed  June  5 
for  approvTof  the  appliance* known1 Ifl^M  *W  Radfan? 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

n„,  r  ,  XT  July  15,  1940. 

Re:  Cal.  No.  366-34-SA. 

Subject :  Amendment  of  resolution  to  include  approval 
407MS'i;  anW?"  Vr 'J  Heater-  Models  406, 

714'a„^807  CtaStag"  a"d  ^  612'  614’  7»-  7>2. 

^T!1o^s'Board  of  Standard*  and  Appeals  on  February 

iSaode,sOr406n  doTloT”*  f  &  ieSJ>hti°"  »  *** 

approred  yy^lfe  ^3oard.  ^The  ^nly^ifference  blta^in 

atroSTs^fas  Sof'5  ^  W-  506  a"d  507 

711M<^?1S  ^iJP  and  614  the  same  as  60L  Models 
71ruJ~  and  /14  same  as  701.  Model  807  same  as  801. 

n^  Brooklyn.'8  ,nSPeC*ed  at  63  Metrop°Ii‘a"  «e- 

Fetauarv^T'l'oK  rc“rm"cn*  ‘hat  the  resolution  of 

5# IrS 

W  &  WSft  S 

W‘  f"Culatlng  Heaters-  on  condition  that  the  reso- 
with"™  all'  r^rts.0  FebrUary  26’  1935'  be 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM, 

T  Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 
Committee  on  Tests. 


and 

Whereas  this  report  recommended  amendment  of  thp 

vember°4  itT?  °-”  E,bruary  26’  t?„! 

mber  4  1936’  to  include  approval  of  these  models. 

hrr/h°  Ved’  !/Hau  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  February  26,  1935 

read-nended  November  4’  1936>  s0  that  as  amended  it  shall 

AnJ^el0lvtd'  tbat  tbe  Board  of  Standards  and  Appeals 
does  hereby  approve  the  device  known  as  the  M.  W 

smCUaoiin?n-?nl?ariant  Heater»  Models  501,  601,  701* 
f&  40.6'  4?7.  506  507,  611,  612,  614,  711,  712,  714  and 
AT’  o-in  ,nstaI1^  !n  accordance  with  the  provisions  of 
the  Oil  Burner  Rules  of  the  Board  of  Standards  and 


Appeals  and  with  the  following  additional  requirements- 

’  Bt°r?ge.  c°ntainer  must  bear  a  label  permanently 
attached  thereto  reading  as  follows  : 

NOTICE 
Approved  By  The 

BOARD  OF  STANDARDS  AND  APPEALS 
FOR  USE  IN  NEW  YORK  CITY 
UNDER  CAL.  No.  366-34-SA 

Only  an  Approved  Safety  Can  Shall  Be  Used  in 
Filling  This  Storage  Container. 

2‘  be,neath  the  oiI  burning  device  shall  be 

protected  by  a  y2  in.  asbestos  or  other  equiva¬ 
lent  shield,  extending  at  least  12  in.  beyond  the 
projected  area  of  such  device. 

3.  Only  safety  cans  approved  by  the  New  York 

1^e^T?-epart5ne”,t  sha11.  be  used  for  the  storage 
and  filling  of  oil  containers. 

4.  That  the  device  shall  be  connected  by  a  suitable 

ue  pipe  to  a  legal  chimney,  in  accordance  with 
the  requirements  of  section  403  of  chapter  V  of 
the  Code  of  Ordinances,  such  chimney  to  be 
provided  with  a  readily  accessible  cleanout 
door;  that  this  flue  be  provided  with  an  ap¬ 
proved  stack  check  to  nullify  down  draft. 

5'  1?e  fUxer  oiJ  Vsed  in  this  device  shall  be  range 
oil  or  No.  1  fuel  oil.” 
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604-39-SA. 

APPLICANT— W.  S.  Wilson  Corporation,  for  Dugas  En- 
^TTRTTrr^r eenng  Corporation,  owner. 

SUBJECT— Dugas  Dry  Chemical  Fire  Extinguisher,  ap- 

APPEARANCES— 

a  r^TrAAw^T^??bcant :  J-  J-  Plunkett. 

,  CTION  OF  BOARD— Appliance  approved  in  accordance 
-run-  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Ne^f7age  and  Blum  and  Deputy  Chl*ef  Gunn  4 

the  re^lutionI .  0 

(604-39-SA) 

Whereas,  W.  S.  Wilson  Corporation,  for  Dugas  Engi¬ 
neering  Corporation.  owner,  filed  May  10,  1939  an  aoulira 
tion  With  the  Board  of  Standards  and  Appeals  for  approval 

ExtinguShirTand  “  ““  DUSaS  Dry  Chemical  Firc 

on^esTs^f'th^Tf131'1^^6  ^  submitted  to  the  Committee 

Whfrpa;  1  °ard  fo/  eSt  and  report--  and 
v\  hereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 
Re^Cal.  No.  604-39-SA.  July  15’  194°* 

provalCtof.DUgaS  DrV  Chemical  Fire  Extinguisher,  ap- 
W.  S.  Wilson  Corporation,  for  Dugas  Engineering 

w^flf^he^Boar^of ^  *\1939  an  appSoS 

Z tr,e  ooard  of  Standards  and  Appeals  for  annrnvat 

Nn  *?f)  Ug1aSt'B^I^y  Chemical  Fire  Extinguisher  No  15 

350  ?,nflpndtt1Exting-her  °n  Wheels  No.  150  and* No' 
850,  under  the  provisions  of  C26-191  0  (2  2  3) 

jstmtive  Building  Code,  and  the  Oil  Burner  RuleT  of 
the  Board  of  Standards  and  Appeals.  K  f 

These  extinguishers  are  designed  to  afford  a  means 

P  «surearfZaaStreanl,0f  drv  powder  comical  under 
pressure  from  a  nozzle  attached  to  a  leneih  of 

discharge  hose.  It  consists  of  a  steel  tank  in  which  the 

rv  powder  is  contained,  a  cylinder  of  nitrogen  or  CO* 
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gas  which  serves  as  the  source  of  pressure  for  expelling 
the  chemical  from  the  extinguisher.  A  pressure  reduc¬ 
ing  valve  located  in  the  connection  between  the  nitrogen 
container  and  the  dry  powder  chemical  container  which 
receives  the  nitrogen  gas  from  the  gas  cylinder  under 
high  pressure,  discharges  it  to  the  dry  powder  chemical 
container  at  a  reduced  pressure ;  a  length  of  discharge 
hose  and  the  mounted  tanks,  the  necessary  framework 
and  wheels. 

The  extinguisher  is  intended  for  use  on  types  of  hres 
involving  flames  but  not  including  deep-seated  embers. 
Such  fires  may  include  large  areas  of  burning  liquids 
or  incipient  fires  of  ordinary  combustible  material. 

The  nitrogen  cylinders  which  are  used  in  the  large  or 
small  size  models  and  the  CO2  cylinders  which  are  only 
used  in  small  conform  to  the  specifications  of  the  Inter¬ 
state  Commerce  Commission. 

The  gas  is  stored  in  cylinders  at  a  pressure  of  about 
1,900  pounds  oer  sq.  in.  at  70  degrees  Fahrenheit.  The 
cylinder  for  Model  ISO  has  a  capacity  for  100  cu.  ft.  of 
gas  and  No.  350  for  200  cu.  ft. 

The  applicator  is  put  in  operation  by  the  functioning 
of  the  gas  chamber  releasing  the  gas. 

The  extinguishers  are  made  of  drawn  steel. 

A  test  was  conducted  of  this  extinguisher  at  Chicago, 
July  18,  1940,  on  gasoline  and  wood  fires  and  the  ap¬ 
paratus  was  found  to  operate  as  follows : 

A  pail  of  burning  gasoline  was  completely  extin¬ 
guished  in  two  seconds  and  a  wood  fire,  which  had  been 
burning  for  ten  minutes,  was  extinguished  except  for 
some  embers,  which  is  ignited. 

The  extinguisher  has  been  approved  by  the  Under¬ 
writers’  Laboratories,  Extinguisher  No.  1216,  Applica¬ 
tion  32C1024. 

As  a  result  of  these  tests,  the  Committee  recommends 
that  the  Dugas  Dry  Chemical  Fire  Extinguisher,  Models 
No.  15  and  No.  30  and  the  wheeled  Models  No.  150  and 
No.  350  be  approved  for  use  in  New  York  City  for  oil 
fires  or  incipient  fires  in  material  other  than  wood,  when 
manufactured  and  operated  in  accordance  with  the  report, 
on  condition  that  the  appliance  bear  a  label  permanently 
affixed  reading,  “Approved  by  the  Board  of  Standards 
and  Appeals  for  oil  or  gasoline  fires  or  incipient  fires  in 
other  material  under  Cal.  No.  604-39-SA.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 

CHARLES  M.  BLUM, 

Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests, 
and 

Whereas,  this  report  recommended  the  approval  of  this 
appliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Dugas  Dry 
Chemical  Fire  Extinguisher,  on  condition  that  the  appliance 
be  manufactured,  operated,  and  labeled,  stamped  or  tagged  in 
accordance  with  above  report  and  in  compliance  with  the 
general  resolution  of  the  Board  adopted  under  Cal.  No. 
809-40-GR. 


661-39-SA. 

APPLICANT — Carrier  Corporation,  owner. 

SUBJECT — Carrier  Industrial  Humidifier,  Type  29R,  ap¬ 
proval  of. 

APPEARANCES— 

For  Applicant:  S.  P.  Lockner. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock.  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  0 


THE  RESOLUTION— 

(661-39-SA) 

Whereas,  Carrier  Corporation,  owner,  filed  May  22  1939, 
an  application  with  the  Board  of  Standards  and  Appeals  for 
approval  of  the  appliance  known  as  the  Carrier  Industrial 

Humidifier,  Type  29R;  and  .  „  . 

W  hereas,  this  appliance  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads. 

REPORT  OF  COMMITTEE  ON  TESTS. 

July  15,  1940. 

Re:  Cal.  No.  661-39-SA. 

Subject:  Carrier  Industrial  Humidifier,  Type  29R,  ap¬ 
proval  of.  „ 

George  R.  Numrich,  for  Carrier  Corporation,  owner, 
filed  May  22,  1939,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  Carrier  In¬ 
dustrial  Humidifier,  Type  29R,  under  the  provision  of 
C26-191.0  (2.2.3),  Administrative  Building  Code. 

The  Carrier  Industrial  Humidifier,  Type  29R,  is  a 
screen  surface  humidifier,  using  stacks  of  screens  which 
are  wetted  by  water  spray,  as  humidifying,  surface.  . 

These  screens  are  contained  within  casings  forming 
humidifying  cells.  The  air  is  drawn  through  the 
humidifying  elements  parallel  to  the  screens,  which  are 
placed  in  close  proximity,  and  is  thus  broken  up  into 
small  air  streams  which  impinge  with  the  wetted  surface. 

The  field  of  application  is  primarily  in  the  industrial 
humidifying  field  requiring  duct  work. 

Assembly :  ..  , ,  . 

The  29R  Surface  Humidifiers  are  available  in  twenty- 
seven  unit  sizes.  A  standard  base  unit  includes:  Com¬ 
plete  unit  casing,  centrifugal  nozzle  sprays,  internal  pip¬ 
ing,  screen  packs,  two-pass  eliminators,  water  pump  and 
motor,  spray  water  heater  and  external  piping. 

Screen  Packs  i 

Manufactured  in  two  sizes  of  26  in.  high  by  27  in. 
wide  in  direction  of  air  flow  and  34^4  in.  by  27  in.  by 
10  in.,  to  fit  in  multiples  into  each  of  the  twenty-seven 
units.  Arrangement  of  the  screen  packs  is  shown  in 
Table  1  for  the  different  capacity  units.  ... 

The  screen  packs  are  self-contained  humidifying  cells, 
consisting  of  a  hot  dipped  galvanized  casing  which  con¬ 
tains  heavily  galvanized  screens  and  supports.  The 
screens  are  individually  removable  and  self-spacing. 
This  arrangement  provides  an  efficient  humidifying  sur¬ 
face  and  offers  low  resistance  to  the  air  flow.  The 
screen  packs  are  readily  removable  from  one  side  of  the 
units. 

Sprays : 

3/16  in.  orifice  centrifugal  nozzles  located  to  provide 
thorough  coverage  of  the  screen  packs.  All  internal 
piping  and  fittings  of  galvanized  iron.  Spray  header 
assemblies  demountable  in  one  piece  from  inlet  side  of 
unit. 

Spray  Water  Heater : 

Indirect  spiral  coil  heat  interchanger  using  steam  as 
heating  medium.  The  spray  water  is  circulated  on  the 
outside  of  the  copper  heating  coils,  contained  in  a  gal¬ 
vanized  cast-iron  casing.  The  sprav .  water  heater,  is 
mounted,  readily  accessible  at  the  outside  of  the  casing. 
The  heater  casing  is  of  bolted  construction  and  can  be 
opened  for  cleaning.  The  units  are  equipped  with 
heaters.  External  piping  connecting  heater  to  pump  and 

sprays  is  galvanized.  .  ( 

These  units  were  inspected  and  tested  at  the  plant  oi 
the  Carrier  Corporation  at  Syracuse,  New  York,  and 
were  found  to  operate  satisfactorily. 

On  the  basis  of  this  test,  the  Committee  recommends 
the  approval  of  the  Carrier  Industrial  Humidifier,  Type 
29R,  for  use  in  New  York  City  when  installed  in  accord¬ 
ance  with  the  above  report  and  with  the  requirements  of 
C26-191.0  (2.2.3),  Administrative  Building  Code,  on 
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and 


affixedTeadinl  appHa"<*  bCf  a  labeI  Permanently 
amxeu  reading,  Approved  by  the  Board  of  Standards 

M1,TO.S?»  °r  “Se  in  Ne'v  York  City  under  (i"  No! 

(Sgd.)  BERNARD  A.  SAVAGE, 

~TT  ,  T  Commissioner. 

CHARLES  M.  BLUM, 

T  pot  Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 
Committee  on  Tests. 


pIiancHe?REAS’  tHiS  reP°rt  recommended  approval  of  this  ap- 
Resolved  that  the  Board  of  Standards  and  Appeals  does 

l^«a»  X;frdepaonrdt.labe,ed’ 

663-39-SA.  ~~ 

APPLICANT — Carrier  Corporation,  owner. 

SUBJECT— O^-rier^Heat^Diff  using  Unit,  Types  46P,  46Q 

APPEARANCES— 

.r  ^°P  Applicant:  S.  P.  Lockner. 

CTION  OF  BOARD— -Appliance  approved  in  accordance 
with  report  of  Committee  on  Tests 
THE  VOTE  TO  APPROVE- 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

THE  RESOLUTION— .  ° 

(663-39-SA) 

10^HEREAS»  Carrier  Corporation,  owner,  filed  May  22 
1939,  an  application  with  the  Board  of  Standards  and  Ap- 

Heat  aPpro7al.  of„the  appliance  known  as  the  Carrier 
Heat  Diffusing  Unit,  Types  46P,  46Q  and  46R;  and 

on  TesTs^f'tXR^15?^6:^5  submitted  to  the  Committee 
on  1  ests  of  the  Board  for  test  and  report ;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads : 
REPORT  OF  COMMITTEE  ON  TESTS. 

Re:  Cal.  No.  663-39-SA.  July  15,  194°' 

lfpif46pAP4P6Q  a„d°46R  rrier  HM*  Diffusin*  Un* 

filgX  ?,UTqto’  f°r  C?-rrier  Cotl>”atio„,  owner. 

A*  a  a939,  ,3n  aPpllcatl°n  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  Carrier  Heat 
Diffusing  Unit,  Types  46P,  46Q  and  46R  under  the 
Pnrg°™  of  C26-191.0  (2.2.3),  Administrative  Build! 

TUsl^Ceft0'  C°i,Sl  fa"  and  d“CtS  ,0r 

vlt  T/PeS  T’  460  ?nd  46R  Car.rier  Heat  Diffusing 
laro-pS  r  prcsen  a  method  of  heating  and  ventilating 

3’  T  r°°mS  SUch  aS  are  found  in  factories,  ware! 
houses  hangars,  garages  and  similar  buildings. 

i  he  4pg  is  a  floor  mounted  unit.  The  46P  a  sus- 
pended  unit  which  can  be  suspended  vertically  in  either 
upright  or  inverted  positions.  The  46R  is  also  a  sus- 
pended  unit  but  is  suspended  in  the  horizontal  position. 
i  These  units  employ  a  thermadjust  control  which  em- 
ploys  a  by-pass  damper  to  regulate  the  volume  of  heated 

n„tdn.bty'Pfafned  a-r  f°r  the  purpose  of  controlling  the  heat 
output  of  the  unit  to  balance  exactly  the  heating  require- 

In  design,  the  thermadjust  feature  consists  of  a  by- 
pass  owning  in  the  casing  just  above  the  heating  coil 
fi"dktW°  Sets  of.interconnected  dampers,  one  located  ifi 
JPaSS  ?pe£n,n?  an1  the  other  one  over  the  coil.  The 
a  .arUnt  °  alr  dellvej;ed  by  the  unit  remains  sub¬ 
stantially  constant  regardless  of  the  setting  of  the 


dampers.  A  proportional  amount  of  air  drawn  over  the 
heating  coil  and  by-passed  around  the  coil  is  controlled 
by  the  setting  of  the  dampers.  The  change  of  setting  of 
the  dampers  thus  adjusts  the  heat  output  of  the  mS 

The  dampers  may  be  operated  by  hand,  or  automatically 
by  electric  or  airroperated  motors.  automatically 

these  units  were  inspected  by  the  Committee  of  the 
Board  at  the  plant  of  the  Carrier  Corporation  at  Svra 

CU0n  theWbaY?rkVafV  f°Und  ^  operate  as  designed. 

On  the  basis  of  this  inspection,  the  Committee  recom 

460  aVd  46R  h?a,rner  Hfr*  Diffusin«  Unit,  Types  46P, 
400  and  46R,  be  approved  for  use  n  a  voluntary  instal- 

m  New  York  City  when  installed  in  accordance 

%  ativeSBufldiLUredr  C26-I9,j.  <2-2-«  of  the  Admi“ 
strative  Ruilding  Code,  on  condition  that  the  appliance 

bear  a  label  permanently  affixed  reading,  “Apprwed  bv 

York  °r!td  °f  ,Standards  and  Appeals  for  use  in  New 
York  City  under  Cal.  No.  663-39-SA.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

T  inrrs  Commissioner. 
CHARLES  M.  BLUM. 

T  _  Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 

and  Committee  on  Tests. 

phw!REAS'  thiS  rCp0rt  recommended  approval  of  this  ap- 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Carrier  Heat  Dff 

Types  46P’  46Q  and  46R,  comlition  that^the 
pp  ance  be  manufactured,  installed,  operated,  and  labeled 
stamped  or  tagged  in  accordance  with  above  report. 


834-39-SA. 

APPLI^tnJ~Ge0rge  Iiumrich’  for  Carrier  Corporation. 
SUBJECT— Carrier  Room  Air  Conditioner  (Weather 

APPEARANCES— 

For  Applicant:  S.  P.  Lockner 
CTI0  withFren?^RfDr  APP'ianCe  approved  in  accordance 

the  vote’ To "approve.!!  °n  Tests' 

Affirmative:  Chairman  Murdock,  Commissioners 

Negative^  3nd  B  Um  and  DepUty  Chief  Gunn  4 

THE  RESOLUTION— .  ° 

(834-39-SA) 

Whereas  George  Numrich,  for  Carrier  Corporation 
owner,  filed  June  21,  1939,  an  application  with  the  Board  of 

SS.  )39^§b^S  43?';  Z  36G’  36H'  39D’  39J'  ;,9Q' 

Whereas,  this  appliance  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and  ^°mm'ttee 
Whereas,  the  report  of  the  Committee  on  Tests  reads : 

REPORT  OF  COMMITTEE  ON  TESTS. 

Re:  Cal.  No.  834-39-SA.  4uly  15‘  1940- 

Subject;  Carrier  Room  Air  Conditioner  (Weather 

“jaS,3«',  1^437  A36F’  36G'  36H'  3™’ 

.  tandards  and  Appeals  for  approval  of  the  Carrier 

A'r  SSd"i<?erJYeatl’er  ^ster  Unit),  fyp" 

48 F,  d6E,  36 F,  36G,  36H,  39D,  39J,  39Q,  39R,  39G, 
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43Q  and  43T,  under  the  provisions  of  C26-191.0  (2.2.3), 

Administrative  Building  Code.  .  .. 

These  appliances  combine  in  one  unit  the  tunctions 
of  winter  heating  and  summer  cooling.  They  are  mar¬ 
keted  in  either  a  metal  cabinet  or  in  bare  units  for  in¬ 
stallation  wherever  desired.  A  primary  air  supply  from 
a  duct  projected  upward  in  the  unit  induces  a  secondary 
air  flow  through  a  front  grille  or  opening.  In  summer 
the  primary  air  is  chilled  in  a  remote  air  conditioning 
unit  but  in  winter  the  secondary  air  is  heated  by  passing 
over  the  heater  coil  in  the  front  of  the  unit,  the  primary 
and  secondary  air  are  mixed  within  the  unit  above  the 

n°Type  48F  is  designed  to  supply  complete  air  condi¬ 
tioning  for  individual  rooms.  .  ,.  , 

The  unit  is  floor  mounted  with  refrigeration  supplied 
from  a  compressor,  or  other  source,  located  remote  y 

from  the  conditioned  space.  , 

The  unit  has  an  outer  decorative  cabinet  which  en¬ 
closes  an  inner  casing,  and  all  piping,  controls  and  elec- 

t  *The  inner  casing  includes  all  operating  elements  and 
controls  Standard  controls  include  a  thermal  switch, 
solenoid  valve,  thermostat  and  thermal  expansion  valve 
for  the  cooling  season,  and  for  the  heating  season  a 
self-contained  steam  valve,  and  a  hydrostat  when 

^ Refrigeration  capacity  ranges  from  34  ton  to  VA  tons 

p' Carter  Types  36E,  36F,  36G  and  36H  combine  the 
functions  of  winter  heating  and  summer  cooling,  type 
E  and  Type  F  are  connected  to  a  primary  air  supply 
duct,  while  Type  G  and  Type  H  are  each  equipped  with 
a  primary  air  fan  and  no  ductwork  is  used. 

Tvoe  36E  is  in  six  sizes,  ranging  from  18  in.  to  oU  m. 
nominal  length,  and  may  be  usejd  with  steam  or  ho 
water  as  the  heating  medium.  Low  pressure  primary 
air  is  supplied  from  a  duct  and  is  projected  upwards  in 
the  unit-  this  induces  a  magnified  secondary  air  flow 
through  the  front  grille.  In  summer  the  primary  air  is 
chilled  in  a  remote  air-conditioning  unit,  but  in  winter 
the  secondary  air  is  heated  as  it  passes  over  the  heater 
coil  in  the  front  of  the  unit.  The  primary  and  second¬ 
ary  air  are  mixed  within  the  unit  above  the  nozzle. 

The  36F  unit  is  similar  to  the  Type  36E  unit  but  uses 
air  of  higher  pressure  and,  therefore,  has  duct  connec¬ 
tions  much  reduced  in  size.  _ 

These  units  have  controls  for  each  individual  room. 
This  control  is  normally  manual  but  may  be  made 

aUT^)et36G  and  Type  36H  are  equipped  with  a  primary 

^Carrier  Type  39  units  are  made  in  five  models  desig¬ 
nated  as  Types  39D,  39G,  39 J,  39Q  and  39R.  The  Type 
390  is  a  floor  mounted  unit  while  the  other  four  types 
are  suspended  units.  All  units  must  be  connected  to  re¬ 
mote  refrigeration  units.  ,  ,  , 

Type  39D  is  a  free  delivery  type  unit  intended  foi 

installation  in  the  conditioned  space,  one  size  only,  the 
average  cooling  capacity  is  two  tons.  Cooling  cods  are 
arranged  for  use  with  Freon,  Methyl  Chloride  or  chilled 

Type  39J  is  similar  to  the  39D  unit  except  that  it 
is  a  duplex  unit.  Its  capacity  ranges  from  two  to  seven 

tons  refrigerating  effect.  .  ,  , 

Types  390  and  39R  Weather  makers  are  designed  for 
complete  air  conditioning,  cooling  and  dehumidification 
in  winter ;  the  circulation  and  filtering  of  the  air  all  year 
round.  The  units  are  intended  primarily  for  installa¬ 
tion  in  concealed  locations  from  which  the  air  may  be 
distributed  through  ducts  and  grilles  into  the  conditioned 

SPType  39Q  is  a  vertical  unit  for  floor  mounting.  Type 
39R  is  a  horizontal  unit  for  ceiling  suspension.  For 
summer  conditioning,  the  source  of  cooling  may  be  one 
or  more  refrigeration  compressor  units,  expanding  le- 


frigerant  directly  into  the  coil,  or  chilling  water  or 
brine  which  is  in  turn  circulated  through  the  coil.  Cool¬ 
ing  coils  are  offered  for  use  with  direct  expansion 
(Methyl  Chloride  or  Freon)  chilled  water  and  brine. 

These  units  are  built  in  five  sizes  with  cooling  capac¬ 
ities  ranging  from  two  to  forty  tons. 

Carrier  Type  43  units  are  made  in  Models  43Q  and 
43T.  Both  models  are  available  in  five  sizes. 

Type  43Q  is  designed  for  industrial  application  where 
control  of  the  temperature  and  humidity  is  desired 
throughout  the  year.  The  standard  assembly  includes 
(1)  fan  section,  (2)  spray  and  coil  section,  and  (3) 
drip  pan  section.  Two  other  sections  may  be  added  to 
this  standard  assembly;  they  are  (1)  heating  coil  and 
by-pass  section,  (2)  filter  section. 

The  cooling  capacity  of  these  units  ranges  from 
12  000  to  480,000  Btu  per  hour,  and  the  heating  capacity 
ranges  from  20,000  to  750,000  Btu  per  hour. 

Type  43T  is  an  industrial  humidifier  designed  for  ap¬ 
plication  as  a  humidifier  only.  The  overall  dimensions 
are  identical  with  the  43Q  units.  The  piping  arrange¬ 
ment  is  different  inasmuch  as  a  hot  water  heater  is  con¬ 
nected  into  the  piping  between  the  pump  discharge  and 
the  spray  headers,  and  the  units  are  equipped  with 
screen  baskets  instead  of  cooling  coils.  ... 

The  standard  assembly  includes:  (1)  fan  section,  (2 ) 
spray  and  screen  section,  and  (3)  drip  pan  section. 
Two  additional  sections  can  be  added  to  the  standard 
assembly:  (1)  heating  coil  and  by-pass  section,  and  U) 

filter  section.  .  ,  .  r,nn  r. 

The  capacity  of  the  43T  units  range  from  1,000  cfm 

to  8,000  cfm.  ,  ,  ~ 

These  units  were  inspected  and  tested  by  the  Com¬ 
mittee  of  the  Board  at  the  plant  of  the  Carrier  Corpora¬ 
tion  and  found  to  operate  satisfactorily. 

On  the  basis  of  this  test,  it  is  recommended  that  the 
Carrier  Room  Air  Conditioner  (Weather  Units)  de¬ 
scribed  herein,  be  approved  for  use  in  New.  York  City 
when  installed  in  accordance  with  the  requirements  of 
the  Administrative  Code,  on  condition  that  the  appliance 
bear  a  label  permanently  affixed  reading:  Approved 
by  the  Board  of  Standards  and  Appeals  for  use  in  New 
York  City  under  Cal.  No.  834-39-SA.  ’ 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 

CHARLES  M.  BLUM, 

Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 
Committee  on  Tests. 

cind 

Whereas,  this  report  recommended  approval  of  this  ap- 

^Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Carrier  Room 
Air  Conditioner  (Weather  Master  Unit).  Types  48F,  36L, 
36F,  36G,  36H,  39D,  39J,  39Q,  39R  39G,  43Q  and  43T.  on 
condition  that  the  appliance  be  manufactured,  installed,  oper¬ 
ated,  and  labeled,  stamped  or  tagged  in  accordance  with 
above  report. 

92-40-SA. 

APPLICANT— George  Numrich,  for  Carrier  Corporation, 

SUBJECT— Carrier  Home  Weather  maker.  Type  58C4 
(stoker-fired),  approval  of. 

APPEARANCES— 

For  Applicant :  S.  P.  Lockner. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  J 
Negative  . 
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the  resolution— 

(92-40-SA) 

Whereas  George  Numrich,  for  Carrier  Coruoration 
owner,  filed  January  25,  1940,  an  application  with  the  Board 
of  Standards  and  Appeals  for  approval  of  the  anoliance 
known  as  the  Carrier  Home  Weathermaker,  Type  58C4 
(stoker-fired);  and 

Whereas,  this  appliance  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 
\\  hereas,  the  report  of  the  Committee  on  Tests  reads : 

REPORT  OF  COMMITTEE  ON  TESTS 
Re:  Cal.  No.  92-40-SA. 

Subject;  Carrier  Home  Weathermaker,  Type  58C4 
(stoker-fired),  approval  of. 

George  Numrich  for  the  Carrier  Corporation,  owner 

di  ^iUary  25,  1940’  an  aPPllcation  with  the  Board  of 
Standards  and  Appeals  an  application  for  approval  of 
the  Carrier  Home  Weathermaker,  Type  58C4  (stoker- 
tireci),  under  the  provision  of  C26-191.0  (2  2  3) 

The  Carrier  58C4  (stoker-fired)  Home  Weather¬ 
maker  is  a  winter  air-conditioning  unit  designed  for 
residences.  It  is  direct  fired  and  combines  the  functions 
<>  heating,  humidifying,  filtering,  ventilating  and  con¬ 
trolling  the  conditions  of  the  atmosphere  in  the  building. 
Assembly. 

Hie  basic  assembly  is  sectionalized  into  two  major 
parts,  the  Fan-Filter  Section  and  the  Heat  Interchanger 
Section.  The  Fan-Filter  Section  includes:  filters,  fan 
and  motor,  all  the  electrical  connections  and  the  humidi¬ 
fier  float  valve,  bowl  and  strainer. 

The  heat  interchanger  section  includes:  Combustion 
chamber,  heat  interchanger  and  air  baffles,  flue  gas  mani¬ 
fold,  stoker. 

Casing. 

The  casing  is  constructed  of  18  gauge  steel  finished 
with  baked  wrinkle  enamel.  Leak-tight  slip  seal  joints. 

-  excess  to  all  parts  is  provided  by  removable  doors  in 

casing. 

Heat  Interchanger. 

The  heat  interchanger  is  constructed  of  corrosion  and 
heat-resisting  steel  with  welded  joints. 

H umidifier  Assembly. 

I  he  humidifier  is  of  the  evaporating  pan  type.  The 
assembly  includes :  humidifier  pan,  float  valve  and  bowl, 
strainer  and  supply  and  drain  connections.  A  humidi- 

vaEemay  ^  USed’  tHiS  requires  the  use  of  a  solenoid 
Filters. 

The  filters  are  throw-away  type  utilizing  the  impact 
principle  on  viscous,  odorless  wax.  Four  16  in.  by  25 
in.  filters  are  used  per  unit. 

Fan  Assembly. 

The  fan  and  motor  are  carried  on  an  independent 
chassis,  resiliency  mounted  and  resting  on  the  floor. 

*  ?4  ,{n‘  .^ward  curved  blade  fan,  dynamically  and 

In,  runs  in  two  self-aligning  rubber- 

mounted  ball  bearings.  A  variable  pitch  drive  pulley 
and  an  adjustable  motor  base  facilitate  changing  fan 
speed  and  adjusting  belt  alignment  and  tension. 

Standard  Fan  Motor. 

nIhe  n3 <l3rd •  f.an  ™ot?r  >'s  split  phase  type,  1,725  rpm, 

’  0  cycle,  single  phase  with  built-in  overload 

protection.  It  is  available  in  1/3  and  K  horsepower 

oIZCS# 

Two  Speed  Fan  Motor. 

r,Jhei  79C°  fan  m?tor  is  caPadt°r  start— induction 

with  S- 1,140  [pnV  110  v?!t’  60  cycle-  single  phase 
it/,  overload  protection.  It  is  available  in  1/3 
and  y2  horsepower  sizes. 

Electric  Controls. 

The  electric  controls  include:  a  combined  fan  and 
ourner  limit  control  and  a  control  panel. 


and 


a  iwftr?0n/r0ltPan-eI  f°ir  tllC  stoker'fired  unit  contains: 

on Tnd  iff  r  tU'fn,n^  St°,ke/  motor  and  fa"  motor 
on  and  off  (winter  duty)  and  for  running  fan  continu- 

°}*Sfy  (summer  duty)  and  a  transformer  for  a  humidi- 

sta!  ,a.  s°  e)j0ld  valve  if  they  are  used. 

fir«l  unff  fire”  COntro1  is  Provided  with  the  stoker- 

This  applmnce  was  inspected  and  tested  at  the  plant 
the  Carrier  Corporation  at  Syracuse,  New  York  and 
found  to  operate  satisfactorily. 

thC  b?S1r  ^  t?st’  the  Committee  recommends 
°1  th,eN  Car,rier  ,Home  Weathermaker,  Type 
.,  (s  oker- fired),  when  installed  in  accordance  with 
the  requirements  of  the  Administrative  Building  Code 
on  condition  that  the  appliance  bear  a  label  permanently 
affixed  reading:  ‘Approved  by  the  Board  of  Standards 

92-40ASAa  S  f°r  USC  m  NeW  Y°rk  Gty  Under  CaI-  No. 

(Sgd.)  BERNARD  A.  SAVAGE. 

_  Commissioner. 

CHARLES  M.  BLUM, 

_  Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 
Committee  on  Tests. 


Whereas,  this  report  recommended  approval  of  this  ap¬ 
pliance;  and 

Whereas,  this  report  was  supplemented  by  reports  of  the 
Department  of  Water  Supply,  Gas  and  Electricity  and  of  the 
Division  of  Combustibles,  Fire  Department. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Carrier  Home 

Weathermaker  Type  58C4  (stoker-fired),  on  condition  thS 
the  appliance  be  manufactured,  installed,  operated,  and 
labeled,  stamped  or  tagged  in  accordance  with  above  report. 


93-40-SA. 

APPLICANT— George  Numrich,  for  Carrier  Corporation, 
owner. 

SUBJECT— Carrier  Home  Weathermaker,  Type  58C4  (oil- 
fired),  approval  of. 

APPEARANCES— 

Cor  Applicant :  S.  P.  Lockner. 

ACTION  OF  BOARD— Appliance  approved  in  accordance 
_T,r  reP°rt  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative .  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  q 

THE  RESOLUTION— 

(93-40-SA) 

Whereas,  George  Numrich.  for  Carrier  Corporation, 
owner,  filed  June  25,  1940,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  appliance  known 
as  the  Carrier  Home  Weathermaker,  Type  58C4  (oil-fired)  ; 
ana 

Whereas,  this  appliance  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

Re:  Cal.  No.  93-40-SA.  July  15,  194°’ 

Subject:  Carrier  Home  Weathermaker,  Type  58C4  (oil- 
fired),  approval  of. 

ci^e°Tge  f°r  Carrier  Corporation,  owner, 

filed  June  25,  1940,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  Carrier 
H°m_e_ Weathermaker.  Type  58C4  (oil-fired),  under  the 
provisions  of  C26-191.0  (2.2.3),  Administrative  Building 
Code,  and  the  Oil  Burner  Rules  of  the  Board  of  Stand¬ 
ards  and  Appeals. 
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The  Carrier  Home  Weathermaker,  Type  58C4  (oil- 
fired),  is  a  complete  winter  air-conditioning  unit  de¬ 
signed  for  residences.  It  is  direct  fired  and  combines  the 
functions  of  heating,  humidifying,  filtering,  ventdating 
and  controlling  the  conditions  of  the  atmosphere  in  the 
building. 


Assembly.  . 

The  basic  assembly  is  sectionahzed  into  two  major 
parts,  the  Fan-Filter  Section  and  the  Heat  Interchanger 
Section.  The  Fan-Filter  Section  includes:  filters,  fan 
and  motor,  all  the  electrical  connections  and  the  humidi¬ 
fier  float  valve,  bowl  and  strainer.  The  Heat  Inter¬ 
changer  Section  includes:  combustion  chamber,  heat 
interchanger  and  air  baffles,  flue  gas  manifold,  humidi¬ 
fier  pan  and  oil  burner. 


^  * 

The  casing  is  constructed  of  18  gauge  steel  finished 
with  baked  wrinkle  enamel.  Leak-tight  slip  seal  joints. 
Access  to  all  parts  is  provided  by  removable  doors  m 
casing. 


Heat  Interchanger.  .  , 

The  heat  interchanger  is  constructed  of  corrosion  and 
heat-resisting  steel  with  welded  joints. 


Combustion  Chamber.  .  ,  , 

The  combustion  chamber  for  the  oil  burner  is  made  of 
high  grade  pre-cast  refractory  material. 


Humidifier  Assembly.  . 

The  humidifier  is  of  the  evaporating  pan  type  1  he 
assembly  includes :  humidifier  pan,  float  valve  and  bowl, 
strainer  and  supply  and  drain  connections.  A  humi  1- 
stat  may  be  used;  this  requires  the  use  of  a  solenoid 
valve. 


Oil  Burner  Equipment. 

Standard  Carrier  gun  type  burner  as  approved  by  the 
Board  under  Cal.  No.  334-39-SA.  Available  for  110  volt, 
60  cycle,  single  phase  only. 


Filters. 

The  filters  are  throw-away  type  utilizing  the  impact 
principle  on  viscous,  odorless  wax.  Four  16  in.  by  Zb 
in.  filters  are  used  per  unit. 

Fan  Assembly. 

The  fan  and  motor  are  carried  on  an  independent 
chassis,  resiliently  mounted  and  resting  on  the  floor.  A 
14  in  forward  curved  blade  fan,  dynamically  and  stati¬ 
cally  balanced,  runs  in  two  self-aligning  rubber  mounted 
ball  bearings.  A  variable  pitch  drive  pulley  and  an  ad¬ 
justable  motor  base  facilitate  changing  fan  speed  and 
adjusting  belt  alignment  and  tension. 

Standard  Fan  Motor. 

The  standard  fan  motor  is  split  phase  type,_  1.725  rpm, 
110  volt,  60  cycle,  single  phase,  with  built-in  overload 
protection.  It 'is  available  in  Li,  1/3  and  ^  horsepower, 
sizes. 


a  label  permanently  affixed  reading:  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Cal.  No.  93-40-SA.  ’ 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 

CHARLES  M.  BLUM, 

Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 
Committee  on  Tests. 


and 


Whereas,  this  report  recommended  approval  of  this  ap- 

''"it  that  the  Board  of  Standards  and  Appeals  do« 
hereby  approve  the  appliance  known  as  the  Carrier  H 
Weathermaker,  Type  58C4  (oil-fired),  on  conditwn  that  the 
appliance  be  manufactured,  installed  operated,  and  labele  , 
stamped  or  tagged  in  accordance  with  above  report. 


698-40- S A.  „ 

APPLICANT— John  J.  Morro,  for  Paragon  Oil  Burner 

SUBJECT— Paragon  Oil  Burner,  Model  B,  approval  ot. 

appearances— 

For  Applicant:  None.  .  , 

ACTION  OF  BOARD— Appliance  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE — 

Affirmative :  Chairman  Murdock,  Commissioner 

Savage  and  Blum  and  Deputy  Chief  Gunn  4 

Negative  . 

THE  RESOLUTION-  98  4()_sA) 

Whereas  Tohn  J.  Morro,  for  Paragon  Oil  Burner  '  Cor- 
poratT(m,E owner,  filed  June  26,  1940  an  app '^ion  w>th  he 
Board  of  Standards  and  Appeals  for  approval  °’  ™ 

pliance  known  as  the  Paragon  Oil  Bunw.  Model ‘committee 
Whereas,  this  appliance  was  submitted  to  the  Committee 

on  Tests  of  the  Board  for  test  and  report :  and  . 

Whereas,  the  report  of  the  Committee 


REPORT  OF  COMMITTEE  ON  TESTS. 


Electric  Controls. 

The  electric  controls  include:  a  combined  fan  and 
burner  limit  control  and  a  control  panel. 

The  control  panel  for  the  oil-fired  unit  contains:  a 
switch  for  turning  the  oil  burner  or  stoker  motor  and 
fan  motor  on  and  off  (winter  duty)  and  for  running 
fan  continuously  (summer  duty)  and  a  transformer  for 
a  humidistat  and  a  solenoid  valve  if  they  are  used. 

This  appliance  was  inspected  and  tested  at  the  plant 
of  the  Carrier  Corporation  at  Syracuse,  New  York. 
The  oil  burner  onerated  with  no  flarebacks  or  undue 
carbon  deposits.  The  burner  shut  off  in  ninety  seconds 

when  oil  was  shut  off.  .  , 

On  the  basis  of  this  test  the  Committee  recommends 
the  approval  of  the  Carrier  Home  Weathermaker,  Type 
58C4  (oil-fired),  when  installed  in  accordance  with  the 
report  and  the  Oil  Burner  Rules  of  the  Board  of  Stand- 
ards  and  Appeals,  on  condition  that  the  appliance  bear 


Cal.  No.  698-40-SA.  _ 

Subject:  Approval  of  the  Paragon  Oil  Burner.  Model  B. 

John  J  Morro,  for  Paragon  Oil  Burner  Corporation, 
owner,  filed  June  26,  1940,  an  application  with  the  Board 
of  Standards  and  Appeals  for  approval  of  the _Para~ 

Oil  Burner.  Model  B,  under  the  provision  of  Ciy-i>/-Va. 
Administrative  Code,  and  09-191.0  (2.2.3),  Admim  - 
trative  Building  Code,  and  the  Oil  Burner  Rules  of  the 
Board  of  Standards  and  Appeals. 

The  Paragon  Oil  Burner,  Model  B: 
marily  for  use  with  the  Paragon,  Model  B,_  Steel  Hea 
ing  Boiler.  The  air  ducts  are  built  as  an  integral  part 
o/the  boiler,  and  Paragon,  Model  B,  Burnet  const 
essentially  of  a  motor,  fan  and  an  approved  ty* Ojid 
pump  mounted  on  a  scroll  housing  with  the  ignition 
transformer  mounted  directly  above.  This  assemby 
bolts  to  the  air  ducts  built  into  the  boiler  and  from  this 
assembly  a  copper  fuel,  tube  and  ignition  leads  are  con 
nected  to  the  firing  head  which  is  likewise  built  into 
the  end  of  the  boiler  furnace.  The  combustion  assembly, 
including  atomizing  ignition  units,  are  likewise  built 
fit  on  the  end  of  the  boiler  furnace.  .  .  , 

The  burner  is  equipped  with  an  Ohio  one-eig 
horsepower  motor,  a  Tuthill  Model  30  LEE  fuelstat,  a 
Dongin  ignition  transformer,  and  the  air  ducts 
firing  assembly  are  made  to  fit  on  a  prepared  P 

mounted  on  the  boiler.  A117  A 

The  controls  are  a  Minneapolis  Honeywell  R  All/  A 
Protectorelay,  a  Minneapolis  Honeywell  P404  pressure- 
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and 


Econo  SfV?1;’  Ho"e),we,i  LI 70 A  aquastat  and  an 
tc™°  Model  U  low  water  cut-off. 

h  ' ,  ,)lirner  ,was  inspected  at  the  Paramount  Building 
by  the  Committee  of  the  Board  July  11  1940.  The 
burner  was  fired  and  operated  with  a  clean  flame  and 
no  undue  smoke.  The  oil  supply  was  then  shut  off  and 
the  burner  operated  with  flame  for  thirty-five  seconds 
The  controls  re-cycled  in  100  seconds  and  the  burner 
again  operated  without  flame  for  seventy-three  seconds 
and  then  shut  off  on  final  safety  shutdown. 

C  n  the  basis  of  this  test,  it  is  recommended  that  the 

NewgYorW  r>Ur”er’  M°del  B'  be  approved  for  use  in 
£  -!n  c°mmercial  and  domestic  installa¬ 

tions  with  fuel  oil  not  heavier  than  No.  3  U  S  De- 
partment  of  Commerce  Standards,  on  condition 'that  the 
tl  J  Jicenbe  installed  and  operated  in  accordance  with 
the  Oil  Burner  Rules  of  the  Board  of  Standards  and 

ifed  *  a"r  that„tbe  aPP*iance  bear  a  label  permanently 
affixed  reading:  Approved  by  the  Board  of  Standards 

698d40-PSC\a’"  f°r  USC  m  NCW  Y°rk  Gty  under  CaL  No- 
( Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM, 

„  Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 
Committee  on  Tests. 


Whereas,  this  report  recommended  approval  of  this  ap¬ 
pliance. 

hcso/vcd  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Paragon  Oil 
Burner  Mode  B,  on  condition  that  the  appliance  be  manu¬ 
factured,  installed  operated,  and  labeled,  stamped  or  tagged 
in  accordance  with  above  renort. 


MATERIALS  SUBMITTED  FOR  APPROVAL. 

948-39-SM. 

APPLICANT— Vulcanite  Portland  Cement  Company- 
owner.  ’ 

SUBJECT— Vulcanite  Portland  Cement,  approval  of 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Application  withdrawn  on  written 
request. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  0 


994-39-SM. 

APPLICANT— Vulcanite  Portland  Cement  Company, 

owner. 

A  P PE  A  RTAjqCES— tC  AH"Purpose  Ccment’  approval  of. 
For  Applicant:  None. 

ION  OF  BOARD — Application  withdrawn  on  written 
request. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  0 


33-38-SM. 

<tnphPNT-Aer°Crete  Corporation  of  America,  owner. 

Gritcrete  Short  Span  Floor  Construction  and 

appearances^’  approval  of- 

For  Applicant:  Denning  Miller. 


ACTION  Ob  BOARD  Material  approved  in  accordance 
THC  .with  report  of  Committee  on  Tests. 

THE  VOTE  Tp  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  0 

the  resolution-  . 

(33-38-SM) 

IamiarvRE/9' iqS°Crete  C<?.rP°ration.of  America,  owner,  filed 
arn  appllcat,°"  with  the  Board  of  Stand- 
ards  and  Appeals  for  approval  of  the  material  known  as 

and  CretC  Sh°rt  SP3n  FI°°r  Construction  a»d  Fireproofing ; 

Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and  Ctmm'ttee 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

report  of  committee  on  tests. 

Re:  Cal.  No.  33-38-SM.  July  I5’  194°* 

FireifroofingitCrete  Sp3n  FI°°r  Construction  a"d 

The  Aerocrete  Corporation  of  America,  with  offices  in 
New  York  City,  filed  January  19,  1938,  an  application 

°f  fStan.dards  and  Appeals  for  the  ap¬ 
proval  of  the  use  of  Gritcrete  in  fireproofing  of  struc- 
tural  steel  under  C26-575.0  (10.1.4)  and  for  short  span 

^  °}lu  “"w  C26-620-0’  Par-  b,  c  and  d 
Uu-J.— -3-4)  with  reinforcement  as  provided  in  Ad¬ 
ministrative  Building  Code. 

The  proposed  use  of  Gritcrete  comes  within  the  pur¬ 
view  of  the  intent  of  the  Administrative  Building  Code 
to  Permit  the  use  of  satisfactory  new  materials  and 
methods  of  construction  not  specifically  contemplated 
nor  provided  for  in  the  Code.  Aerated  concrete  of  this 
type  has  been  in  successful  use  in  New  York  City  since 
I  A-o,  and  elsewhere  for  a  considerable  time,  and  was 
developed  as  a  substitute  for  cinder  concrete  due  to  a 
shortage  of  satisfactory  cinders. 

.  _  Gritcrete. 

,  •  r’tc£ete  jfa  f°rm  Porous  lightweight  concrete  ob¬ 
tained  by  adding  to  the  usual  ingredients  of  concrete 
compounds  as  follows  : 

Aerocrete  Compound  No.  1 — This  is  a  dry  metallic 
powder  (aluminum.  dust)  which  causes  a  foaming  to  the 
mix  or  aerating  action  in  about  twenty  minutes  after  add- 
mgby  combining  with  the  water  forming  an  aluminum 
oxide  and  free  hydrogen,  the  latter  bubbling  up  through 
the  concrete  and  thus  rendering  it  cellular. 

Aerocrete  Compound  No.  2 — This  is  an  alkaline  water 
solution  used  in  cold  weather  as  a  catalytic  agent  to 
accelerate  the  action  of  Aerocrete  Compound  No.  1,  ;ts 
proportions  depending  on  temperature  conditions  and 
\anes  up  to  \l/2  quarts  (Columbia  Report)  maximum 
per  bag  of  cement. 

Jhe  concrete  used  is  proportioned  in  the  ratio  of  1- 
-V2-0/2  and  weighs  108  pounds  per  cu.  ft.  with  an  ap¬ 
proximate  gradation  of  aggregates  of  4.0-4.3  to  which 
mixing  water  is  added  at  the  rate  of  6V4  gallons  per  sack 
of  cement,  yielding  a  10  in.  slump  as  measured  in  a 
standard  cone. 

T ests. 

In  order  to  develop  data  on  which  to  base  a  finding 

MStSoZ,rC/-COndlJCted  at  Columbia  University-Report 
No.  2492  (m  so  far  as  the  report  pertains  to  short  span 
construction)  with  tests  and  results  as  follows- 
Load  Tests — 

Load  tests  on  several  slabs  of  varying  spans  and 
thicknesses  with  results  thereof  were  conducted  as  fol¬ 
lows  : 

5y2  In.  Slab  on  10  Ft.  Clear  Span. 

This  floor  construction  consisted  of  a  Gritcrete  floor 
slab  supported  by  four  12  in.  B28-pound  beams  forming 
three  adjacent  spans.  The  ends  of  the  beams  were 
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rigidly  embedded  in  8  in.  concrete  sidewalls  extending 
the  length  of  the  construction.  The  clearance  between 
the  test  slab  and  sidewall  at  each  edge  was  2  in.  The 
middle  span,  c.c.  of  beams,  was  10  ft.  6)4  in.,  and  the 
end  spans  were  5  ft.  6)4  in.  The  clear  spans  between 
flanges  of  beams  were  10  ft.  and  5  ft.  respectively. 
Welded  wire  fabric,  3  in.  x  16  in.  spaced  with  No.  4 
gauge  longtitudinal  wires  and  No.  9  gauge,  transverse 
wires  was  used  as  reinforcement.  The  reinforcement  was 
continuous,  without  crimping  or  hooking  of  wires  at 
end  supports,  and  placed  one  in.  from  the  bottom  ot  the 

siab  t 

The  Gritcrete  was  placed  to  a  depth  of  4-7/16  in.  and 
after  expansion  was  struck  off  to  the  5)4  in.  thickness. 
The  maximum  thickness  of  slab  as  measured  after  com¬ 
pletion  of  the  loading  test  was  554  in.  Allowing  tor 
small  variations,  the  nominal  thickness  was  taken  as 
5 y2  in.,  width  of  span  4  ft.  2  in.,  area  41.7  sq.  ft.  clear 

SP  All  the  floor  slabs,  three-span,  two-span  and  simply 
supported  span,  were  loaded  at  the  third  points  of  the 
loaded  span.  c.c.  of  supports.  Timbers  2  in.  x  1U  in.  x 
4  ft.  6  in.  iong,  were  bedded  in  cement  mortar  across 
the  slab,  centered  at  the  third  points,  and  the  loading 
weights  stacked  on  a  loading  platform  supported  on  the 
2  in.  x  10  in.  timbers. 

Load  tests  of  5 ^  in.  slab  10  ft.  clear  span  (aged 
twenty-eight  days). 


Failure— Diagonal  crack  near  one  support  extending 
from  the  haunch  at  bottom  surface  diagonally 
to  a  point  6  in.  from  the  edge  of  the  support 
in  the  top  surface,  indicating  a  combined  bend¬ 
ing  and  shear  failure. 

Load  Test  of  4  In.  Slab  8  Ft.  Clear  Span  (semi-continuous) 

This  floor  construction  consisted  of  a  Gritcrete  two- 
span  floor  slab  4  ft.  2  in.  wide  supported  by  three  12  in. 
B25-pound  beams,  the  ends  of  which  were  rigidly  em¬ 
bedded  in  8  in.  concrete  sidewalls,  forming  two  adjacent 
spans.  Both  spans  were  8  ft.  6)4  in.  c.c.  of  beams  and 
8  ft.  clear  span  between  flanges. 

Welded  wire  fabric  2  in.  x  16  in.  spaces,  with  No.  5 
o-auge  longitudinal  wire  and  No.  10  gauge  transverse 
wires  was  used  as  reinforcement.  The.  reinforcement  was 
continuous,  without  crimping  or  hooking  of  wires  at  the 
end  supports,  and  was  placed  one  in.  from  the  bottom  or 
the  slab. 

The  form  was  filled  to  a  depth  of  3-5/16  in.  and  after 
expansion  was  struck  off  to  the  4  in.  thickness.  The 
maximum  thickness  measured  after  completion  ot  the 
loading  test  was  4)4  in.  Loaded  area  was  33.3  sq.  .It. 
clear  span.  The  panel  was  aged  thirty-one  days  prior 
to  testing. 

Load  tests  were  conducted  as  described  in  preceding 
test,  with  results  as  follows : 


Mid-Span  Deflection,  Ins. 
Total  Applied  Load  of  Loaded  Slab 

on  Slab  in  Lbs.  (Average  of  Two  Edge  Readings) 


0.05 


Mid-Span  Deflection,  Ins. 
Total  Applied  Load  of  Loaded  Slab 

on  Slab  in  Lbs.  (Average  of  Two  Edge  Readings) 


6230 

0.09 

4378 

0.10 

9380 

0.17 

8506 

0.23 

12530 

0.28 

12667 

0.41 

15680 

0.37 

17047 

0.73 

21902 

0.60 

18955 

1.02 

(Maximum  Load) 


(Maximum  Load) 


Failure— Diagonal  crack  near  one  support  extending 
from  the  haunch  at  bottom  surface  diagonally 
to  a  point  6  in.  from  the  edge  of  the  support 
in  the  top  surface,  indicating  a  combined  bend¬ 
ing  and  shear  failure. 

4  In.  Slab  on  8  Ft.  Clear  Span  (continuous) 

This  floor  construction  consisted  of  a  Gritcrete  floor 
slab  4  ft.  2  in.  wide  supported  by  four  12  in.  B25-pound 
beams  forming  three  adjacent  spans.  The  ends  of  the 
beams  were  rigidly  embedded  in  8  in.  concrete  sidewalls, 
as  noted  in  the  5)4  in.  slab  preceding.  The  middle  span, 
c.c.  of  beams  was  8  ft.  6)4  in.,  and  the  end  spans  were 
4  ft.  6)4  in.  The  clear  spans  between  beam  flanges  were 

8  ft.  and  4  ft.  respectively.  .  ,  ,T  » 

Welded  wire  fabric  3  in.  x  16  in.  spaces,  with  No.  o 
gauge  longitudinal  wires  and  No.  8  gauge,  transverse 
wires  was  used  as  reinforcement.  The  reinforcement 
was  continuous,  without  crimping  or  hooking  of  wires 
at  end  supports,  and  placed  one  in.  from  the  bottom  ot 

the  slab.  „  c,,r  ■  , 

The  Gritcrete  was  placed  to  a  depth  of  J-P/io  .in.  ana 
after  expansion  was  struck  off  to  the  4  in.  thickness. 
The  maximum  thickness  measured  after  completion  of 
the  loading  test  was  4)4  in.  Allowing  for  small  sana¬ 
tions,  the  nominal  thickness  may  be  taken  as  4  in.  Width 


Mid-Span  Deflection,  Ins. 

Total  Applied  Load  of  Loaded  Slab 

on  Slab  in  Lbs.  (Average  of  Two  Edge  Readings) 

6370 

0.16 

12762 

0.48 

15764 

(Maximum  Load) 

 — 

Failure — Horizontal  crack  near  top  surface  under  one 
load  point,  extending  in  direction  ot  mid- 
span  indicating  compression  failure  at  load 
point  and  vertical  tension  crack  near  mid- 
span  on  same  side  of  mid-span  as  the  hori¬ 
zontal  crack.  Both  ends  of  slab  lifted  from 
supporting  I-beams. 

Materials  Used  in  Columbia  University  Tests. 

The  fineness  modulus  of  the  coarse  sand  and  Vs  in¬ 
pea  gravel  as  used  in  these  tests  was  3.23  for  sand  and 
5  79  for  gravel.  The  Gritcrete  proportions  in  the  3/a 
in.  slab  was  l-2)4-3)4  with  6^  gallons  of  mixing  water 
per  sack  of  cement. 

Six  ounces  of  Compound  No.  1  and  )4  to 
of  Compound  No.  2  (alkaline  solution)  were  added  per 
sack  of  cement.  The  mix  for  the  4  in.  slabs  was  1-3 /S 
3)4  with  6V  gallons  mixing  water,  six  ounces  ot  Com¬ 
pound  No.  1  and  )4  to  1)4  quarts  of  Compound  No.  2 
(alkaline  solution)  per  sack  of  cement  were  added. 

Note-  To  determine  the  compressive  strength  of 
Gritcrete  and  in  view  of  its  aerating  properties  the 

Committee  of  the  Board  required  that  compression  tests 
be  made  along  the  vertical  axis  for  the  reason  that  in 
this  type  of  construction,  strength  varied  with  vertical 
distance,  which  is  a  procedure  similar  to  that  Presglbded 
for  cast  stone  and  as  used  by  the  Bureau  of  Standard^ 
Thus  a  sample  was  obtained  which  was  indicative  of  the 
properties  of  the  actual  floor  construction.  On  the  basis 

of  the  foregoing,  tests  in  cubes  6  in.  sq^/e  ™e£lUws- 
ducted  at  Columbia  University  with  results  as  follows. 
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Mark 

on 

Cube  Source 

Age  at 

Test  Area 
Days  Sq.  Ins. 

Height 

Ins. 

Max. 

Load 

Lbs. 

Ultimate 

Strength 

Lbs. 

Sq.  Ins. 

4  In.  Floor 

31 

36.4 

6.40 

35900 

986 

Slabs 

31 

36.3 

6.40 

34200 

942 

5 >4  In.  Panel 

1  28 

36.0 

6.70 

37100 

1030 

and  Floor 

28 

35.8 

6.35 

36000 

1005 

Slab 

Beams 

28 

35.3 

6.30 

64250 

1540 

33.9 

6.35 

52850 

1560 

Welded  Wire  Fabric — Tests  were  conducted  to  deter¬ 
mine  the  properties  of  the  welded  wire  fabric  rein¬ 
forcement  used  and  only  those  wires  in  the  longitudinal 
direction  were  tested,  with  the  results  as  follows: 


Test  Slab 

4  In.  Cont. 

8  Ft. 

5 V2  In.  Cont. 
10  Ft. 

4  In. 

Semi-Cont. 

Fabric 

3  In.  x 

16  In. 

3  In.  x 

16  In. 

2  In.  x 

16  In. 

Gauge  of  Longi¬ 
tudinal  Wire 

No.  3 

No.  4 

No.  5 

Distance — 
Inches 

0.242 

0.227 

0.207 

Area — Square 
Inches 

0.0460 

0.0405 

0.0337 

Elongation  in  7 
Inches  % 

3.1 

2.8 

1.9 

Reduction  in 
Area  % 

54.5 

62.0 

53.1 

Yield  Point — 
Pounds  Per 
Square  Inch 

67300 

81500 

74300 

Ultimate 

Strength — 
Pounds  Per 
Square  Inch 

87500 

86000 

78600 

In  view  of  the  claims  that  cinder  concrete  is  corrosive 
to  steel  accelerated  corrosion  tests  conducted  by  Pro¬ 
fessor  Theodore  Crane  of  Yale  University  on  %  in. 
rods  embedded  in  cinder  concrete  and  aerocrete  and  ex¬ 
posed  in  water  actuated  by  an  air  jet,  so  as  to  keep  the 
material  moist,  over  a  period  of  eight  weeks,  gave  the 
following  results : 

Cinder  Concrete  6.50%  loss  in  weight 

Aerocrete  0.44%  loss  in  weight 

Fire  Tests. 

A  four-hour  fire  test  of  Aerocrete  floor  construction 
was  made  by  Columbia  University,  Report  FW  42,  Jan¬ 
uary  3,  1929.  This  construction  consisted  of  a  test  floor 
made  up  as  follows: 

Type  I  Construction  consists  of  reinforced  stone  con¬ 
crete  ribs  20  in.  on  centers  and  having  a  width  of  4  in. 
at  the  top  and  4*4  in.  at  the  bottom,  and  a  thickness  of 
4*4  in.  between  precast  or  cast-in-place  Aerocrete  fillers 
4^2  in.  thick,  16  in.  wide  at  the  top,  and  15 14  in.  wide 
at  the  bottom. 

Type  II — Construction  consists  of  a  poured-in-place 
Aerocrete  slab  10 1/2  in.  thick  with  a  }4  in.  Portland 
cement  mortar  finish  on  top. 

The  results  of  the  test  indicate  that  the  temperature 
of  the  lower  flange  of  westerly  I  beam  did  not  exceed 
-21  degrees  Fahrenheit  total  for  Type  II  during  the 
four  hours  of  the  test  (starting  temperature  31  degrees 
Fahrenheit)  while  the  unexposed  surface  of  the  Type  I 


floor  reached  a  temperature  of  212  degrees  Fahrenheit 
winch  was  within  the  permitted  250  degrees  Fahrenheit 

rise. 

.  Th®  Building  Department,  Borough  of  Manhattan 
issued  an  approval  dated  April  2,  1929,  on  both  types  of 
floors  when  protected  with  precast  or  poured-in-place 
Aerocrete  and  as  fireproof  floor  fill  between  beams  and 
girders. 

General. 

°7idor7o°^COnsider  the  emP>rical  formula  of  C26- 
k  '•  j  !t  is  pertinent  to  compare  the  results 

obtained  by  the  empirical  formula  with  results  of  the 
Columbia  Tests.  The  comparison  including  a  ratio  of 
the  computed  results  to  the  load  tests  are  as  follows: 

Designed 

Load 

Formula 

W — 3CAs  Ultimate  Ratio  of 

,,  ,  -  Load  From  Test  Load  to 

5lab _  L2  Test  Data  Formula  Load 


5^4  in.  thick 

10  ft.  continuous 

124  p.s.i. 

750  p.s.i. 

6.05 

4  in.  thick 

8  ft.  continuous 

200  p.s.i. 

3.33 

666  p.s.i. 

4  in.  thick 

semi-continuous 

173  p.s.i. 

861  p.s.i. 

4.98 

The  empirical  formulas  in  the  code  were  predicated 
on  Paper  No.  141  entitled  Cinder  Concrete  Floor  Con¬ 
struction  Between  Steel  Beams  by  Messrs.  Perrine  and 
Strehan  Transactions  ASCE,  page  523. 

^'*rr\e  has  proven  the  value  of  this  formula  as  is  evi¬ 
denced  by  its  general  acceptance,  and  adoption  in  the 
Administrative  Building  Code. 

The  tests  conducted  in  1915  indicate  a  wide  range  of 
moduli  of  elasticity  and  that  only  by  approximating  an 
average  value  could  a  satisfactory  basis  be  established. 
Even  though  the  coefficients  of  moduli  of  elasticity  vary 
considerably  (as  they  do  in  all  concretes)  the  construc¬ 
tion  behaved  in  sufficiently  close  conformity  to  their 
theory  so  that  a  formula  was  developed  within  the  limits 
ot  the  safe  load  carrying  capacity  and  permissible  de- 

^e  compressive  strength  of  cinders  being  taken 
at  /(JO  lbs.  per  sq.  in. 

A  further  analysis  of  concrete  construction  with  a  wide 
range  in  moduli  of  elasticity  show  only  minor  changes 
m  the  design  stress  and  at  best  results  in  a  slight  in- 
crease  in  the  stresses  of  the  reinforcing  steel.  In  the 
A.L.I.  .  Code  2-25-36,  chapter  6,  it  provides  that  “in 
determining  the  ratio  for  design  purposes,  the  modulus 
of  elasticity  for  the  concrete  shall  be  taken  as  1,000  f’c 
and  that  for  steel  as  30  million  pounds  per  sq.  in.  where 
fc  is  the  ultimate  compressive  strength  of  concrete.” 
On  this  basis,  the  modulus  of  elastcity  of  Gritcrete  would 
be  approximately  one  million. 

W— 3CAr- 

The  formula  - -  clearly  indicates  that  the  mod- 

La 

ulus  of  elasticity  plays  no  direct  part  in  arriving  at  the 
gross  loads,  and  a  study  of  the  Perrine  Strehan  paper 
clearly  indicates  that  the  modulus  elasticity  of  cinder 
concrete  played  a  minor  part  in  the  results  obtained  by 

them. 

The  foregoing  analysis  of  test  loads  to  computed 
loads  indicate  that  Gritcrete  is  a  material  which  can 
well  come  within  the  purview  of  such  empirical  formula. 

On  the  basis  of  the  foregoing  data,  it  is  apparent  that 
this  relatively  new  construction  known  as  Gritcrete  can 
be  safely  used  in  short  span  construction  when  designed 
in  accordance  with  the  aforementioned  empirical  formula 
Numerous  specific  approvals  and  load  tests  on  completed 
floor  constructions  have  been  made  by  several  borough 
superintendents  in  recent  years,  further  justifying  the 
integrity  of  this  construction. 
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Recommendations. 

On  the  basis  of  the  foregoing  data,  the  Committee 
recommends  the  approval  of  Gritcrete  for  use  as 

As  a  permissive  type  of  fireproofing  under  C/o-5/i.U 
(10.1.4),  grade  1,  as  a  substitute  for  cinder  concrete  m 
floor  and  roof  construction  short  span  under  C26-620-0 

W — 3CA» 

a-d  (10.3.2.1-4)  using  the  empirical  formula  - — - 

L* 

provided  that  the  average  ultimate  compressive  strength 
of  not  less  than  three  6  in.  cubes  as  determined  by  com¬ 
pression  tests  at  end  of  twenty-eight  days  when  made  of 
a  mix  as  provided  herein, .  shall  be  not  less  than  1,00U 
pounds  per  sq.  in.  with  no  individual  minimum  less  than 
800  pounds  per  sq.  in.  “For  such  concrete  the  safe  fibre 
stress  may  be  taken  as  200  pounds  per  sq.  in.  and  n,  as 
defined  in  section  C26-470.0  shall  equal  30  and  the 
strength  figured  by  the  usual  methods.” 

The  ingredients  of  the  proposed  mixture  of  Gritcrete 
weighing  108  pounds  per  cu.  ft.  shall  consist  of  one  part 
of  approved  cement  to  5j4  parts  aggregate  (sand  and 
grit)  by  dry  rodded  weight,  and  so  graded  as  to  give 
a  fineness  modulus  as  defined  by  A.S.T.M.  C125-36T 
between  4  0  and  4.3  and  with  total  water  of  not  more 
than  83,4  gallons  to  the  bag.  This  mixture  shall  be 
aerated  by  adding  Gritcrete  Compound  No.  1  (a  dry 
metallic  powder)  in  the  ratio  of  six  ounces  of  powder 
to  a  bag  of  cement.  Where  weather  conditions  neces¬ 
sitate  Compound  No.  2,  an  alkaline  solution,  mixed  m 
proportions  of  one  pound  of  such  compound  to  two  gal- 
Ions  of  water  may  be  added  in  amounts  not  to  exceed 
three  quarts  to  a  bag  of  cement.  The  amount  of  this 
water  added  shall  be  included  in  arriving  at  the  max¬ 
imum  water  cement  ratio  given  above  in  the  mixing 

The  proportioning,  mixing,  handling  and  placing  shall 
be  under  the  supervision  of  a  qualified  representative  c. 
the  Aerocrete  Corporation  continuously  during  the  pour¬ 
ing  of  all  floors  and  fireproofing.  . 

Field  tests  as  provided  for  in  C26-501.0  (8.5.33)  in  so 
far  as  applicable  to  this  material  shall  be  made  by.  the 
borough  superintendent  of  buildings.  All  reinforcing 
steel  used  herein  shall  conform  to  the  requirements  of 
C26-318-9.0  (7.1.2.4.5)  and  comparable  to  the  test  values 
of  reinforcing  mesh  as  provided  herein  and  shall  be 
protected  as  required  in  C26-5090  (8.5.41).  Gritcrete 
is  to  be  used  only  where  cinder  concrete  is  permitted.' 

Tt  is  further  recommended  that  each^  plan  filed  with 
the  Department  of  Housing  and  Buildings  be  stamped 
or  otherwise  marked  reading  as  follows:  ‘T'riec(jn*“ 
Crete  to  be  used  is  as  approved  by  the  Board  of  Stand¬ 
ards  and  Anneals  for  use  in  New  York  City  under  Cal. 
No.  33-38-SM.” 

( Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 

CHARLES  M.  BLUM,_ 

Commissioner. 
LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests. 


and 

Whereas,  this  report  recommended  approval  of  this  mate¬ 
rial. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Gritcrete  Short  Span 
Construction  and  Fireproofing,  on  condition  that  the  material 
be  manufactured,  installed,  and  labeled,  stamped  or  tagged 
in  accordance  with  above  report. 

410-39-SM.  .  .  ^ 

APPLICANT — Keystone  Roofing  Manufacturing  Company. 

owner.  „ ,  ...  - 

SUBIECT _ Keystone  Roofing  Manufacturing  Company 

Roofing  Materials,  approval  of. 
APPEARANCES— 

For  Applicant:  None. 


ACTION  OF  BOARD— Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  u 

THE  RESOLUTION— 

(410-39-SM) 

Whereas,  Keystone  Roofing  Manufacturing  Company, 
owner,  filed  March  31,  1939,  an  application  with  the  Board 
of  Standards  and  Appeals  for  approval  of  the  material 
known  as  Keystone  Roofing  Manufacturing  Company  Root¬ 
ing  Materials;  and  ,  .  .  „  ... 

Whereas,  this  material  was  submitted  to  the  Committee 

on  Tests  of  the  Board  for  test  and  report ;  and 

Whereas,  the  report  of  the  Committee  on  lests  reads. 

REPORT  OF  COMMITTEE  ON  TESTS. 

July  15,  1940. 

Cal.  No.  410-39-SM. 

Subject:  Keystone  Roofing  Manufacturing  Company 
Roofing  Materials,  approval  of. 

The  Keystone  Roofing  Manufacturing  Company, 
owner,  of  Windsor  Park,  York,  Pennsylvania  filed 
March  31,  1939,  an  application  with  the  Board  of  Stand¬ 
ards  and  Appeals  for  approval  of  their  roofing  materials 
as  listed  herein,  under  tests  specified  in  C26-680 
(10.12.11.1)  and  Group  16,  Art.  2  (10.1.16),  Adminis¬ 
trative  Building  Code.  ..  .  . 

These  roofings  are  manufactured  by  the  applicant  at 
their  plant  located  in  Windsor  Park,  York,  Pennsyl- 

Vcinici* 

The  following  test  samples  consisted  of  complete  as¬ 
semblies  of  roof  deck  and  covering,  as  it  is  applied  in 
practice,  and  having  an  area  of  twelve  (12)  sq.  ft.  Upon 
these  roof  decks  was  placed  a  fully  burning  brand  for 
the  purpose  of  investigating  the  possibility  of  the  spread 
of  flame,  ignition  of  the  wood  decking  and  the  area  and 
depth  of  charring.  Results  of  these  tests  and  specifica¬ 
tion  for  heavier  or  more  protective  roof  coverings,  in¬ 
cluding  roof  coverings  of  greater  coverage  than  the 
specific  specimens  tested,  are  described  herein.  In 
quantities  of  waterproofing  materials  used  between  plies 
are  thirty  pounds  per  square  and  top  moppings  of  any 
smooth  surface  specimen  is  fifty  pounds  per  square,  ex¬ 
cept  cap  sheet  which  is  thirty-four  pounds  per  square. 
Where  slag  or  gravel  was  used,  the  top  pouring  of  as¬ 
phalt  was  fiftv  pounds  per  square.  The  asphalt  used,  had 
a  melting  point  of  150-160  degrees  Fahrenheit.  The 
asphalt-saturated  rag  felt  is  made  up  of  approximately 
70  per  cent,  roofing  rags  and  30  per  cent,  stock  filler 
(paper)  with  weight  and  coverage  per  roll  as  listed 

below : 

35  lb. -45  lb.-55  lb.  108  sq.  ft.  35-45-55  35-45-55 
The  tests  were  made  at  the  plant  of  the  applicant  at 
Windsor  Park,  York,  Pennsylvania,  and  witnessed  by 
a  Committee  of  the  Board.  The  equipment  consisted 
of  electric  fans  set  at  a  distance  of  5  ft.  from  the 
burning  brands  and  regulated  to  deliver  a  horizontal 
current  of  air  at  a  velocity  of  six  miles  per  h°ur,  4  u. 
distant  from  the  fan.  All  brands  used  were  kiln-dried 
spruce  consisting  of  thirty-six  pieces  Vs  in.  x  Vs  m.  x 
6  in.  securely  nailed.  The  deck  construction  was  Vs  in. 
wood  sheathing  made  up  in  panels  3  ft.  by  4  ft. 

Shingles. 

Test  No.  1. 

12  in.  x  36  in.  Standard  Weight  Strip  Shingles  provide 
two-layer  coverage  over  98  per  cent,  of  roof  area  and 
three-layer  coverage  over  38  per  cent,  of  roof  area. 
Shingles  per  square  80  average  weight  per  square  21d 
pounds  headlap  2  in.  Underwriters  Label  Class  C.  ine 
shingle  was  tested  with  results  as  follows: 
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12  in.  x  36  in.  Standard  Weight  Strip  Shingles  ap- 
foit  °Ver  /&  in‘  WOOd  b°ard  on  an  inc,ine  of  4  «n.  per 

Time  until  flame  was  out:  17  min.  10  sec. 

lime  until  brand  was  consumed:  18  min.  30  sec 

Phes  consumed  at  any  point:  Both  plies 

Area  of  wood  deck  charred:  none 

Depth  of  charring:  none 

Surface  area  burned:  6  in.  x  1054  in. 

Surface  area  stained:  8  in.  x  15  in. 

Similar  shingles  which  provide  either  heavier  con¬ 
struction  or  greater  headlap  are  manufactured  as  fol¬ 
lows  : 

Keystone  10  in.  Standard  Weight  Strip  Shingles 
Size:  10  in.  x  36  in. 

Provides  two-layer  coverage  over  96  per  cent,  of  the 
roof  area. 

Approximate  weight  per  square:  210  pounds 
Headlap:  2  in. 

Exposure  to  weather :  4  in. 

Shingles  per  square:  100. 

Underwriters’  Label  “C” 

Keystone  12J4  in.  Standard  Weight  Strip  Shingles 
Size:  1254  in.  x  36  in. 

Provides  two-layer  coverage  over  the  entire  roof  area 
three  layers:  93  per  cent. 

Approximate  weight  per  square:  266  pounds 
Headlap :  454  in. 

Exposure  to  weather:  4  in. 

Shingles  per  square:  100 
Underwriters’  Label  “C” 

Test  No.  2. 

11-1/3  in.  x  36  in.  Standard  Two-Tab  Hexagon  Strip 
Shingles 

Provides  two-layer  construction  over  76  per  cent,  roof 
area 

Average  weight  per  square:  167  pounds 
Strips  per  square :  86 
Exposure  on  roof:  4-2/3  in. 

Underwriters’  Class  C  label :  2  in.  headlap 
This  shingle  was  tested  with  results  as  follows: 

Roof  deck :  74  in.  wood  sheathing 
Pitch  of  test  deck:  4  in. 

Size  of  fan :  12  in. 

Air  velocity :  254  ft.  from  fan  six  miles  per  hour 
Distance  of  brand  from  fan :  554  ft. 

Time  until  flame  is  out:  20  min.  5  sec. 

Time  until  brand  is  consumed:  21  min.  40  sec. 

Plies  consumed  at  any  point:  all  except  felt  underlay 

Area  of  wood  deck  charred:  none 

Depth  of  charring :  none 

Surface  area  burned :  8  in.  x  13  in. 

Surface  area  stained:  14  in.  x  17  in. 

Similar  shingles  which  provide  either  heavier  construc¬ 
tion  or  greater  headlap  are  manufactured  as  follows: 
Keystone  14  in.  Standard  Weight  Three-Tab  Hexo 
Strip  Shingle 
Size:  14  in.  x  42  in. 

Provides  two-layer  coverage  over  entire  roof.  Three 
layers  over  50  per  cent. 

Approximate  weight  per  square:  221  pounds 
Headlap:  4-2/3  in. 

Shingles  per  sauare:  74 
Underwriters’  Label  “C” 

Keystone  14  in.  Standard  Weight  Two-Tab  Hexo  Strip 
Shingles 

Size:  14  in.  x  36  in. 

Provides  double  coverage  over  the  entire  roof.  Fifty 
per  cent  triole  coverage 
Approximate  weight  per  square:  221  pounds 
Headlap:  4-2/3  in. 

Exposure  to  weather:  4-2/3  in. 

Shingles  per  square:  86 
Underwriters’  Label  “C” 

Keystone  n -1/3  in.  Standard  Weight  Three-Tab  Hexo 
Strip  Shingle 


Size:  11-1/3  in.  x  42  in. 

Provides  two-layer  coverage  over  78  per  cent  of  the 
roof  area. 

Approximate  weight  per  square:  167  pounds 

Headlap:  2  in. 

Exposure  to  weather:  4-2/3  in. 

Shingles  per  square:  74 
Underwriters’  Label  “C” 

Keystone  12  in.  Standard  Weight  Two-Tab  Hexo 
Thatch  Strip  Shingles 
Size:  12  in.  x  40  in. 

Provides  two-layer  coverage  over  63  per  cent,  of  the 
roof  area.  Three-layer,  17  per  cent. 

Approximate  weight  per  square:  167  pounds 
Headlap :  2%  in. 

Exposure  to  weather:  4-2/3  in. 

Shingles  per  square:  78 
Underwriters’  Label  “C” 

Keystone  12-1/3  in.  Giant  Weight  Hexo  Strip  Shingles 
bize:  12-1/3  in.  x  36  in. 

Provides  two-layer  coverage  over  89  per  cent,  of  roof 
area 

Approximate  weight  per  square:  230  pounds 
Headlap:  3  in. 

Exposure  to  weather:  4-2/3  in. 

Shingles  per  square:  86 
Underwriters’  Label  “C” 

Test  No.  3. 

10  in.  x  36  in.  Standard  Square  Butt  Shop  Shingle 

Provides  two-layer  coverage  over  96  per  cent,  roof  area 

Average, weight  per  square:  210  pounds 

Strips  per  square:  100 

Underwriters’  Class  “C”  Label 

Surfacing  of  shingle:  mineral 

Exposure  on  roof— four  weeks:  2  in.  headlap 

Used  on  new  roof  or  reroofing  over  existing  old  roof. 

1  his  shingle  was  tested  with  results  as  follows  : 

Roof  deck :  74  in.  wood  sheathing 
Pitch  of  test  deck:  4  in. 

Size  of  fan:  12  in. 

Air  velocity :  254  ft.  from  fan  six  miles  per  hour 
Distance  of  brand  from  fan  :  554  ft. 

Time  until  flame  is  out:  15  min.  20  sec. 

Time  until  brand  is  consumed:  16  min.  30  sec. 

Plies  consumed  at  any  point :  top  shingle 
Area  of  wood  deck  charred:  none 
Depth  of  charring:  none 
Surface  area  burned:  8  in.  x  14  in. 

Surface  area  stained:  10  in.  x  15  in. 

Similar  shingles  which  provide  either  heavier  construc¬ 
tion  or  greater  headlap  are  manufactured  as  follows- 
Test  No.  4. 

12  in.  x  36  in.  Keystone  12  in.  Extra  Heavy  Weight 
Felt  Strip  Shingle. 

Average  weight  per  square:  234  pounds 
Material  per  square :  80  shingles 

Provides  two-layer  coverage  over  98  per  cent  of  roof 
area 

Exposure  on  roof:  5  in.  exposure  and  2  in.  headlap 
Surfacing  of  shingle:  mineral 
Underwriters’  Classification  Class  “C”  Label 
This  shingle  was  tested  with  results  as  follows : 

Roof  deck:  74  in.  wood  sheathing 
Pitch  of  test  deck:  4  in. 

Size  of  fan:  12  in. 

Air  velocity:  254  ft.  from  fan,  six  miles  per  hour 
Distance  of  brand  from  fan:  554  ft. 

Time  until  flame  is  out:  24  min.  25  sec. 

Time  until  brand  is  consumed:  26  min.  15  sec. 

Plies  consumed  at  any  point:  all  shingle  plies 
Area  of  wood  deck  charred :  none 
Depth  of  charring:  none 
Surface  area  burned:  8  in.  x  12  in. 

Surface  area  stained:  9  in.  x  13  in. 

Similar  shingles  which  provide  either  heavier  construc¬ 
tion  or  greater  headlap  are  manufactured  as  follows  : 
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Keystone  Giant  Weight  Self-Spacing  Rev.  Rect.  Shingles 
Size:  10 V  in.  x  15)4  in. 

Approximate  weight  per  square :  285  pounds 

Headlap :  4  in. 

Exposure  to  weather :  5^4  in- 
Shingles  per  square:  232 

Packages  per  square:  4  ,  f 

Provides  two-layer  coverage  over  98  per  cent,  oi  root 
area.  Triple  coverage,  over  72  per  cent.,  and  single 
coverage,  1  per  cent. 

Keystone  Giant  Weight  Rect.  Shingles 
Size:  12  in.  x  16  in. 

Approximate  weight  per  square :  325  pounds 
Headlap :  6  in. 

Exposure  to  weather :  5  in. 

Shingles  per  square:  228 

Packages  per  square:  4 

Underwriters’  Label  “C”  . 

Provides  two-layer  coverage  over  the  entire  root,  i  hree- 

layer,  94  per  cent.  ,TT  .  ,  ^  . 

Keystone  12  in.  Extra  Heavy  Weight  Felt  Strip 

Shingles 

Size :  12  in.  x  36  in. 

Approximate  weight  per  square :  234  pounds 
Headlap :  2  in. 

Exposure  to  weather:  5  in. 

Shingles  per  square:  80 
Packages  per  square:  2 
Underwriters’  Label  “C” 

Provides  two-layer  coverage  over  98  per  cent,  of  the 
roof  area.  Three  layers,  over  38  per  cent. 

Keystone  12  in.  Giant  Weight  Strip  Shingles 
Size:  12  in.  x  36  in. 

Approximate  weight  per  square:  242  pounds 
Headlap :  2  in. 

Exposure  to  weather:  5  in. 

Shingles  per  square:  80 
Packages  per  square:  3 
Underwriters’  Label  “C” 

Provides  two-layer  coverage  over  98  per  cei."  4  the 
roof  area.  Three  layers,  over  38  per  cent. 

All  of  the  foregoing  specifications  may  be  used  either 
for  new  roofs  or  for  re-roofing  for  inclines  up  to  4  in. 
per  foot. 

Roll  Roofing  Materials. 

The  following  tests  were  conducted  on  roof  construc¬ 
tion  made  up  of  roll  roofing  material  for  new  and  re¬ 
roofing  work  for  inclines  not  greater  than  3  in.  per  hori¬ 
zontal  foot,  with  results  of  tests  as  follows : 

Keystone  Anchor  Smooth  Talcum  Surfaced  Roll 
Roofing  built  up  over  Vs  in.  sheathing  of  one-plv  35- 
pound  asphalt  saturated  felt. 

The  deck  was  subjected  to  the  brand  test  with  results 

as  follows : 

Time  until  flame  is  out :  20  min.  5  sec. 

Time  until  brand  is  consumed:  22  min.  45  sec. 

Plies  consumed  at  any  point:  all  plies 
Area  of  wood  deck  charred:  9  in.  x  7  in. 

Depth  of  charring;  Ys  in. 

Surface  area  burned :  8  in.  x  10  in. 

Surface  area  stained:  9  in.  x  14  in. 

Where  used,  one-ply  of  15-pound  asphalt-saturated 
felt  should  be  used  under  the  roll  roofing,  thoroughly 
mopped  up  with  asphalt  weighing  not  less  than  35  lbs. 
per  square. 

Test  No.  6  was  withdrawn. 

Test  No.  7.  .  . 

Keystone  Built-Up  Roof  Specification  No.  1  (without 
gravel)  on  Vs  in.  wood  sheathing  with  three  layers  of 
12-pound  asphalt-saturated  felt,  mopped  solid. 

The  deck  was  subjected  to  the  brand  test  with  results  as 
follows : 

Time  until  flame  is  out:  19  mm.  5  sec. 

Time  until  brand  is  consumed:  21  min.  25  sec. 

Plies  consumed  at  any  point:  all  > 

Area  of  wood  deck  charred :  4  in.  x  5  in. 


Depth  of  charring:  slight 
Surface  area  burned :  9  in.  x  12  in. 
Surface  area,  gained:  10  in.  x  15  in. 

Test  No.  8.  (Omitted). 


Test  No.  9.  .  ,  ... 

Keystone  Built-Up  Roof  Specification  No.  13  (with¬ 
out  gravel)  on  Vs  in.  wood  sheathing  with  three-ply 
asphalt-saturated  rag  felt  base  sheet,  then  one  layer  of 
15-pound  asphalt-saturated  rag  felt,  mopped  solid  over 
the  base  felt,  surface  lapped  34  in.  to  the  weather  so 
that  no  felt  touches  felt.  On  top  of  this  is  laid  one 
layer  of  34-pound  Keystone  Cap  Sheet,  lapped  34  in.  to 
the  weather,  each  sheet  mopped  with  thirty  pounds  of 
150-160  degrees  Fahrenheit  melting  point  asphalt  per 
square.  For  inclines,  in*  to  3  in.  per  foot.  _ 

This  deck  was  subjected  to  the  brand  test  with  results 

as  follows: 

Time  until  flame  is  out :  30  min.  15  sec. 

Time  until  brand  consumed:  33  min.  45  sec. 

Plies  consumed:  all 

Area  of  deck  charred:  5  in.  x  5  in. 

Depth  of  charring:  slight 
Surface  area  burned :  8  in.  x  9  in. 

Surface  area  stained :  8  in.  x  10  in. 

Test  No.  10.  . 

Keystone  Built-Up  Roof  Specification  No  13- A 
Keystone  three-ply  asphalt-saturated  felt  built-up  root, 
with  cap  sheet,  over  Vs  in.  wood  deck  composed  of  one 
12-pound  asphalt-saturated  rag  felt  base  sheet,  belt 
nailed  34  in.  to  the  weather.  Then  one  layer  of  12- 
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pound  asphalt-saturated  rag  felt,  mopped  solid  over  the 
ase  lelt  suriace,  lapped  34  in.  to  the  weather,  so  that 
C  1  j011,]165  0°  top  of  this  is  laid  one  layer  of 

34-pound  Keystone  Cap  Sheet,  cemented  in  asphalt, 
lapped  o4  in  to  the  weather.  Each  sheet  mopped  with 
approximately  thirty  pounds  of  150-160  degrees  Fahren¬ 
heit  melting  point  asphalt  per  single  square.  For  in¬ 
clines.  yA  m.  to  3  in.  per  foot. 

l  or  new  roof  or  re-roofing  over  old  roof.  Underwriters’ 
classification  none. 

The  deck  was  subjected  to  the  brand  test  with  results 
as  follows: 

Time  until  flame  is  out:  24  min.  10  sec. 

I  ime  until  brand  is  consumed :  26  min.  30  sec. 

Plies  consumed  at  any  point:  all 
Area  of  wood  deck  charred :  5  in.  x  5  in. 

Depth  of  charring:  slight 
Surface  area  burned :  8  in.  x  9]/2  in. 

Surface  area  stained:  9  in.  x  11  in. 

Similar  roofings  of  heavier  construction  are  manufac¬ 
tured  as  follows : 

Keystone  Built-Up  Roof  Specification  No.  13-B 
Keystone  three-ply  asphalt-saturated  felt  built-up  roof, 
with  cap  sheet,  over  wood  deck,  composed  of  one  15- 
pound  asphalt-saturated  rag  felt  base  sheet.  Felt  nailed 
34  to  the  weather.  Then  one  layer  of  15-pound 
asphalt-saturated  rag  felt,  mopped  solid  over  the  base 
e ,  s”r|ace,  lapped  34  in.  to  the  weather,  so  that  no 
ielt  touches  felt.  On  top  of  this  is  laid  one  layer  of 
34-pound  Keystone  Cap  Sheet,  cemented  in  asphalt, 
lapped  34  in  to  the  weather.  Each  sheet  mopped  with 
approximately  thirty  pounds  of  190-200  degrees  Fahren- 
heit  melting  point  asphalt  per  single  square.  For  in- 
dines,  34  in.  to  3  in.  per  foot. 

Keystone  Built-Up  Roof  Specifications  No  13-C 
Keystone  three-ply  asphalt-saturated  felt  built-up  roof, 
with  cap  sheet,  over  wood  deck,  composed  of  one  12- 
pound  asphalt-saturated  rag  felt  base  sheet.  Felt  nailed 
34  in  to  the  weather.  Then  one  layer  of  12-pound 
asphalt-saturated  rag  felt,  mopped  solid  over  the  base 
telt  surface,  lapped  34  in.  to  the  weather,  so  that  no  felt 
touches  felt.  On  top  of  this  is  laid  one  layer  of  34- 
pound  Keystone  Cap  Sheet,  cemented  in  asphalt,  lapped 
•  T'i  weather.  Each  sheet  mopped  with  approx¬ 

imately  thirty  pounds  of  190-200  degrees  Fahrenheit 
melting  point  asphalt  per  single  square.  For  inclines 
34  in.  to  3  in.  per  foot. 

Keystone  Built-Up  Roof  Specifications  No.  14 — 14-A 
Keystone  four-ply  asphalt-saturated  felt  built-up  roof, 
with  cap  sheet,  over  wood  deck,  composed  of  one  15- 
pound  asphalt  saturated  rag  felt  base  sheet.  Felt  nailed 
•54  in.  to  the  weather.  Then  a  second  and  third  layer  of 
impound  asphalt-saturated  rag  felt,  mopped  solid  over 
e  ase  felt  surface,  lapped  17  in.  to  the  weather,  so 
that  no  felt  touches  felt.  On  top  of  this  is  laid  one  layer 
,  ,p°Vn.^  Keystone  Cap  Sheet,  cemented  in  asphalt, 

lapped  34  in.  to  the  weather.  Each  sheet  mopped  with 
approximately  thirty  pounds  of  150-160  degrees  Fahren¬ 
heit  melting  point  asphalt  per  single  square.  For  in¬ 
clines,  34  in.  to  3  in.  per  foot. 

Keystone  Built-Up  Roof  Specifications  No.  15— 15- A 
Keystone  five-ply  asphalt-saturated  felt  built-up  roof, 
with  cap  sheet,  over  wood  deck,  composed  of  one  30- 
pound  or  two  15-pound  asphalt-saturated  rag  felt  base 
sheet  belt  nailed  34  in.  to  the  weather  for  the  30- 
pound  and  17  in.  to  the  weather  for  the  15-pound.  Then 
a  second  and  third  layer  of  15-pound  asphalt-saturated 
rag  telt,  mopped  solid  over  the  base  felt  surface,  lapped 
r  in  to  the  weather,  so  that  no  felt  touches  felt.  On 
top  of  this  is  laid  one  layer  of  34-pound  Keystone  Cap 
P  eet,  cemented  in  asphalt,  lapped  34  in.  to  the  weather. 

t  i  cn  i/n  * , mopped  with  approximately  thirty  pounds 
ot  I5U-160  degrees  Fahrenheit  melting  point  asphalt  per 
smgle  square.  For  inclines,  34  in.  to  3  in.  per  foot. 
Keystone  Built-Up  Roof  Specifications  No.  16—  16-A 


Keystone  three-ply  asphalt-saturated  felt  built-up  roof, 
with  cap  sheet,  over  non-combustible  deck,  composed  of 
one  coating  of  asphalt  primer,  approximately  one  gallon 
per  square,  one  15-pound  asphalt-saturated  rag  felt  base 
sheet  mopped  solid  to  the  roof  deck,  laid  34  in  to  the 
weather,  1  hen  one.  layer  of  15-pound  asphalt-saturated 
rag  felt,  mopped  solid  over  the  base  felt  surface,  lapped 
.54  in  to  the  weather,  so  that  no  felt  touches  felt.  On 
top  of  this  is  laid  one  layer  of  34-pound  Keystone  Cap 
Sheet,  cemented  in  asphalt,  lapped  34  in.  to  the  weather. 

c  T cn  SihJdet ,  rnoppe(t  w,th  approximately  thirty  pounds 
of  150-160  degrees  Fahrenheit  melting  point  asphalt  per 
single  square  For  inclines.  34  in.  to  3  in.  per  foot. 
Keystone  Built-Up  Roof  Specifications  No.  17 — 17-A 
Keystone  four-ply  asphalt-saturated  felt  built-up  roof, 
with  cap  sheet,  over  non-combustible  deck,  composed  of 
one  coating  0f  asphalt  primer,  approximately  one  gallon 
per  square,  one  15-pound  asphalt-saturated  rag  felt  base 
sheet,  mopped  solid  to  the  roof  deck,  laid  34  in.  to  the 
weather.  Then  a  second  and  third  layer  of  15-pound 
asphalt-saturated  rag  felt,  mopped  solid  over  the  base 
felt  surface,  lapped  17  in.  to  the  weather,  so  that  no  felt 
touches  felt.  On  top  of  this  is  laid  one  layer  of  34- 
pound  Keystone  Cap  Sheet,  cemented  in  asphalt,  lapped 
.  in\  f°  f  ,e  weather.  Each  sheet  mopped  with  approx¬ 
imately  thirty  pounds  of  150-160  degrees  Fahrenheit 
melting  point  asphalt  per  single  square.  For  inclines 
34  m.  to  3  in.  per  foot. 

Keystone  Built-Up  Roof  Specifications  No  18— 18-A 
Keystone  five-ply  asphalt-saturated  felt  built-up  roof, 
with  cap  sheet,  over  non-combustible  deck,  composed  of 
one  coating  of  asphalt  primer,  approximately  one  gallon 
per  square,  one  30-pound  or  two  15-pound  asphalt- 
saturated  rag  felt  base  sheet,  mopped  solid  to  the  roof 
deck,  laid  34  in.  to  the  weather  for  the  30-pound  or  17 
in.  to  the  weather  for  the  15-pound.  Then  a  second  and 
third  layer  of  15-pound  asphalt-saturated  rag  felt 
mopped  solid  over  the  base  felt  surface,  lapped  17  in.  to 
the  weather,  so  that  no  felt  touches  felt.  On  top  of  this 
is  laid  one  layer  of  34-pound  Keystone  Cap  Sheet 
cemented  in  asphalt,  lapped  34  in.  to  the  weather.  Each 
sheet  mopped  with  approximately  thirty  pounds  of  190- 
2UU  degrees  Fahrenheit  melting  point  asphalt  per  single 
square  For  inclines,  34  in.  to  3  in.  per  foot. 

Test  No.  11. 

Keystone  Built-Up  Roof  Specification  No  1  (with 
gravel) 

Keystone  three-ply  asphalt-saturated  felt  built-up  roof, 
slag  or  gravel,  over  74  in.  wood  deck,  composed  of  one 
1 2-pound  asphalt-saturated  rag  felt  base  sheet.  Felt 
nailed  34  in  to  the  weather.  Then  the  second  and  third 
layer  of  12-pound  asphalt-saturated  rag  felt,  mopped 
solid  over  the  base  felt  surface,  lapped  17  in.  to  the 
weather,  so  that  no  felt  touches  felt.  Each  sheet  mopped 
with  approximately  thirty  pounds  of  150-160  degrees 
Fahrenheit  melting  point  asphalt  per  single  square, 
sui  faced  with  a  top  pouring  of  approximately  fifty 
pounds  of  asphalt  into  which  is  embedded  a  surfacing 
of  gravel  on  the  basis  of  400  pounds  (or  slag  300 
pounds)  per  100  square  feet  of  roof  area.  And  when 
without  the  gravel  or  slag  surface,  the  top  pouring  is 
approximately  thirty  pounds  of  asphalt  per  100  square 
feet  of  roof  area.  For  inclines,  34  in.  to  3  in.  per  foot. 

I  he  deck  was  subjected  to  the  brand  test  with  results 
as  follows : 

Time  until  flame  is  out:  22  min.  10  sec. 

Time  until  brand  is  consumed:  23  min.  30  sec. 

Plies  consumed  at  any  point:  top  ply 
Area  of  wood  deck  charred :  none 
Depth  of  charring:  none 
Surface  area  burned:  none 
Surface  area  stained:  7  in.  x  7  in. 

Similar  materials  of  heavier  construction  are  manufac¬ 
tured  as  follows: 

Specifications  No.  2 — 2A — Four-ply  asphalt-saturated 
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felt  built-up  roof,  one  24-pound  or  two  12-pound  as- 

Specifi?atioansd  Na  3— 3 A— Five-ply  asphalt-saturated 

Specifications  N^ '  4-4A-Three-plv  over  non-combus- 

Specifications  No.  5— 5 A— Four-ply  over  non-combus- 

Spedfi^ttns  No.  6-6A-Five-plv  over  non-combus- 

Specifications  No.  7-7 A— Three-ply  asphah-saturated 
felt  built-up  roof,  slag  or  gravel,  over  wood  deck,  wu 
one  15-pound  asphalt-saturated  base  sheet. 

Specifications  No.  8-8A-Four-ply  asphalt-saturated 
felt  built-up  roof,  slag  or  gravel,  over  wood  deck,  wit 
one  15-pound  asphalt-saturated  base  sheet  , 

Specifications  No.  9-9A-Five-ply  asphalt,s^ur^ 
felt  built-up  roof,  slag  or  gravel,  over  wood  deck,  wit 
one  15-pound  asphalt-saturated  base  sheet. 

Specifications  No.  10-10A-Three-ply  asPhalt-saturated 
felt  built-up  roof,  slag  or  gravel,  over  non-combustib 
deck  one  15-pound  base  sheet.  .  . 

Specifications  No.  11-llA-Four-ply  as  above,  w,th 
one  30-pound  or  two  15-pound  base  sheets. 

Specifications  No.  12-12A-Five-ply.  as  above. 

lS^e°Te2s,WiAtr™".  13*  in.  x  13*  in  double 
slate  surfaced  asphalt  shingle  exposure  to  weather  ..  • 
over  Vs  in-  wood  deck.  Angle  of  deck,  3  in.  t 
Underwriters’  classification  none 
The  deck  was  subjected  to  brand  test  with  resu 

Time  until  flame  is  out:  20  min.  49  sec. 

Time  until  brand  consumed:  22  mm.  fiO  sec. 

Plies  consumed:  all 
Area  of  wood  deck  charred :  slight 
Depth  of  charring:  slight  . 

Surface  area  burned:  8  in.  x  9  in. 

Surface  area  stained:  10  in.  x  14  in. 

RECOMMENDATIONS. 

Ac  a  result  of  these  tests  the  * 

GProrupVai6  Art  2  “elided  “TESTS  OF  ROOF  COV- 
GmTrS”  7  o  1  16  BC)  Of  the  Keystone  Roofing 
Medals  as  ^listed  herein  under  the  following  condi- 

ti0SLAG  OR  GRAVEL  SURFACED  ROOFING: 
Wherever  these  roofings  are  applied  they  shall  b 
protected  with  three  (3)  pounds  0  slag  or  four (4) 
nounds  of  graded  gravel  (screened  %  to  Vs  per  squar 
LTof  roofing  and  imbedded  in  a  pouring  of  asphalt). 

imtedded^in  aspbaeitScnhaportlaridXcement 
construction  may  be  used  in  lieu  of  slag  or  gravel  sur 

facing.  ^ 

SHINGLES. 

Approval  is  recommended  on  all  classes  of  shingles 
r. q  ucted  herein,  except  that  m  Test  Nos.  1,  ^  ana 
shingles  over  new  roofs  shall  be  placed  over  one  ayer 
nf  15  nound  felt.  In  all  cases,  however,  the  use  of  these 
lingiS  as  listed  in  this  report  is  limited  to  roofing  or 
re-roofing  of  frame  residential  construction. 

ROLLS  AND  ASPHALT. 

*  r£ei„Shar,sboe  St?  8  tXd  Tib',  ’felts 
Xn  made  with  asphalt  160-180  degrees  Fahrento* 
melting  points  with  penetration  23-25  at  77  degrees 
100  arams  for  5  seconds. 


GENERAL. 

Approval  of  these  roofings  is  recommended  on  con- 
dition  that  the  weight,  thickness  and  plies  of  material 
shall  not  be  less  for  any  group  than  that  specified  for 

%oS“erdnScon.ai„ed  shall  preclude  the  use  of 
heavier  or  additional  plies  of  saturated  rag  e  ,  P 
vided  that  the  total  weight  and  number  of  Phes used 
shall  equal  or  exceed  that  approved  for  any  specihca 
tion  tested  herein.  These  roofings  may  be  applied  to 
either  combustible  or  non-combustible  decks  as  spe- 

dfiICtal!r  aTso  “ommetded  .ha,  this  roofing  material 
when  used  in  New  York  City  shall  have  each  package 
or  roll  clearly  marked  or  labeled  Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York 
City  when  installed  in  accordance  with  these  specifica¬ 
tions  under  Cal.  No.  410-39-SM. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM, 

Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests. 

^Whereas,  this  report  recommended  approval  of  this  mate- 

s&f  sSs  sss ssrsu « 

tagged  in  accordance  with  above  report. 


APPLICANT— Clyde  H.  Baird,  for  Federal  American 
Cement  Tile  Company,  owner 
SUBJECT — Federal  American  Precast  Concrete  FI 
Roof  Slabs,  approval  of. 

APPEARANCES-^  &  strehnn  and  Clyde  H. 

ACTION  OF^BOARD— Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

tuf  vote  to  approve —  .  . 

T  Affirmative:  Chairman  Murdock,  Commissioners 

Savage  and  Blum  and  Deputv  Ch.ef  Gunn  4 

Negative  . 

THE  RESOLUTION— 

(638-39-SM) 

Wttc-rfas  rlvde  H.  Baird,  for  Federal  American  Cement 
Tik  Company,  owner,  filed  May  17,  1939,  an  application 

»Hafa?6Sfea 

Whereas,  this  material  was  submitted  to  th 
nn  Tests  of  the  Board  for  test  and  report]  and 
Whereas,  the  report  of  the  Committee  on  Tes  s  re 

REPORT  OF  committee  on  tests. 

June  14,  1949. 

Re:  Cal.  No.  638-39-SM. 

cllh: prt.  precast  Featherweight  Tongue  and  Groove 
Concrete  Plank  for  Use  on  Floors  and  Roofs,  approval 

°{'clyde  H  Baird,  for  Federal  American  Cement  Tile 
Company  owner,  filed  May  17,  1939,  an  application  with 
the  Board  of  Standards  and  Appeals  for  approval  of 
he  material  known  as  Precast  Featherweight  Nailable 
Tongue  and  Groove  Concrete  Plank  for  Floor  and  Roof 
Construction  under  the  provisions  of  the  Administrative 
nrovided. 


r\A  p 
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Manufacture. 

Ihe  planks  are  manufactured  of  nailable  aerated  e,,„ 

ere  e  conned  ,  P„r.!a„1‘ceraent  a“d  ,hr  e 

'“  '  a  "  ■  ■  l,a|rd.  «•»'  steam  cinders,  screened 

ui  rough  a  8-inch  mesh,  by  measured  volume,  with  addi 
urn  oft  weighed  quantities  of  calcium  chlorTde  flakes  and 
A"'  tttttttnre  is  turned  over  and 

“ncrete  attain,  7  'i"""  n,,?er  “ntil  ,h'  resultina  wet 
concrete  attains  a  density  of  seventy-five  pounds  ner 

batch.  °°  35  measured  in  9uart  samplers  from  each 

1  be  planks  are  cast  on  edge  in  metal  moulds  and  are 

2  imUanda24/gr00t^  £ n,S9ides  and  end^  The  P^nks  are 
in  A  .  in.  thick,  12  in.  and  16  in.  wide  9  ft  and 

1®  fL  6  T:  f  length.  They  are  reinforced  with  cold 
drawn  welded  wire  mesh  in  two  layers,  adjacent  to  upper 
and  lower  surges,  spaced  l/2  i„.  apart  Tn  the  2  in 
plank  and  -  in.  apart  in  the  2yA  in.  plank,  held  in  posi- 
tion  by  cross-ties  at  the  junction  of  the  longitudina/and 
transverse  reinforcement,  consisting  of  No.  P  o-au„e 
wire  secured  to  the  two  layers  of  reinforcement  In 

a° single  kver^f  TT  4’  ^  re“?^cement  consists  of 
?  lajer  °f  Intermediate  Grade  deformed  steel 

longitudinal  and  transverse  bars  welded  at  the  intersec 
tion  and  placed  in  the  center  of  the  plank.  The  rein 
forcement  varies  in  amount  with  type,  span  and  load 
and  as  described  herein  for  each  test.  The  2yA  in.  Type 

rod  of  No  W8at/einf°r-Ced  With  an  additional  transverse 
rod  ot  No.  8  gauge  wire  at  center  of  each  end. 

Jersey  n  aBT Vh  at  the  Lincoln’  New 

J  ej,  plant  of  the  Federal-American  Cement  Tile  fnm 

company ^in^th‘eS^S  atX  Jlam'ofX 

company  in  the  presence  of  the  representative  of  the 

fivemdaysee  °f  ^  3t  a"  3ge  °f  thirty°ne  to  thirty- 

T esting. 

Control  cyhnders  were  cast  from  each  batch  of  con¬ 
tested  df  m  the  Tanufacture  of  the  plank  and  were 
tested  at  an  age  of  twenty-eight  davs,  resulting  in  an 

average  compressive  strength  of  877  pounds  per  square 
dly  ianndpaacdeenSlty  °f  seventy~ei9ht  P°unds  Per  cubic  foot 

tvnes  tl?e/trength  °f  pIank  with  f°ur  different 

E!o-f'h  reinforcement  and  one  type  of  deformed 
t  Jj6111  orce’nent,  tests  were  made  on  simple  spans  of 

cSn/  Panel6 Tmrthr  teSt  -°gS’  togcther  with  a  Master 
nrartl°  ?  !  Test  °f  contlnuoUs  Plank,  installed  as  in 
practice  on  the  maximum  span  for  each  type  of  rein¬ 
forcement  and  thickness  of  plank,  as  shown  in  Table 

•  A11  transverse  load  tests  were  made  with  third-point 

Mastef’rCnmS1Si  t°f  We!ghed  c0ncrete  plank  in  the 
Master  Control  Tests  applied  on  a  timber  platform  to 

Tests6  the  3  COncent[.atjonS-  In  the  Simple  Span 
wS  n  ihr'  cf  WaS  appl']ed  throuSh  an  hydraulic  ram 
nn  nH  f  d  g,aug,e  reading  to  the  nearest  twenty-five 
It  °Lgr0SS  °ad  aPPlied  at  third  points, 
tn  the  Master  Control,  panels  consisting  of  three  equal 

Bed  tnV?t  0r,..SIX .planks.wide>  the  center  span  was 
loaded  to  its  ultimate  capacity  and  the  end  spans  to  one- 

quarter  of  this  amount  simultaneously  simulating  theo¬ 
retical  moment  and  shear  conditions  as  obtained  in  con¬ 
tinuous  construction  as  shown  in  Table  No.  3. 

To  compare  the  effect  of  continuity,  and  secure  the 

determine"  FacJor,  t0  be  applied  to  simple  span  tests  for 
determination  of  the  relative  safe  continuous-plank  load, 

fiJLaVerage  stre"£lh  of  three  simple  spans  of  each  speci- 
hcation  was  used,  but  in  no  case  was  this  Adjusted  Base 
™  J°  e.xceed  bve  (S)  Per  cent,  of  any  minimum 
aVTakie  va  Ve  °I  the  Planned  test. 

.  a  e.  ^  Sives  the  Ultimate  Test  Loads  in  pounds  per 
sq“are  "ot  of  a11  types  and  spans  tested. 

c.Au.u  °uVeiT?n  factor  was  taken  as  the  ratio  of  one- 
1  tbc  breaking  load  for  all  planks  continuous  over 
e  supports  to  one-quarter  the  breaking  load  for  simple 
span  conditions,  to  be  applied  as  a  constant  to  the  Ad¬ 


justed  Base  load  of  all  simple  cnan  r^etc 

and  as  the  ratio  of  oneSTth  thf  frS' A"/  ,Br0“Pi ‘ 

strength  of  the  tongue-and-groove  connection. 

TABLE  1. 

_ l;l><«'ale  Ten  Uads-Pauude  Per  Square  Fool 


Type  Thick.  Span 


1A 

1 

1 

1 

1 

2 

2 

2 

3 

3 

3 

4 
4 
4 


2y  in. 
2  in. 

2  in. 

2  in. 

2  in. 

2  in. 

2  in. 

2  in. 

2  in. 

2  in. 

2  in. 

2  in. 

2  in. 

2  in. 


7  ft. 

7  ft. 
6  ft. 
5  ft. 

4  ft. 

5  ft. 
4  ft. 
3  ft. 
3  ft. 
2'8" 

2  ft. 

3  ft. 
2'8" 
2  ft. 


Reinforcement 

Each 

Layer 

Master 

Control 

Test 

6  No.  7-16  in. 

225 

7  No.  7-16  in. 

7  No.  7-16  in. 

7  No.  7-16  in. 

7  No.  7-16  in. 

195 

5  No.  7-16  in. 

5  No.  7-16  in. 

5  No.  7-16  in 

268 

4  No.  9-16  in 

620 

4  No.  9-16  in. 

4  No.  9-16  in. 

_ 

3y  in. — 16  in. 
3y  in. — 16  in. 
3y  in. — 16  in. 

510 

Base 


197 

121 

172 

245 

368 

180 

343 

559 

324 

536 

715 

238 

400 

706 


Table  2  gives  a  resume  of  all  Master  Control  Panel 
flection"  P°UndS  Per  SQUare  f°0t  With  corresP°nding  de- 

TABLE  2. 

_  MaStCr  Contro1  Test  Loads — Pounds  Per  Square  Foot. 


1st 

Work  Work  Crack 
1  ype  Span  Load  Deflection  Load 


1A 

1 

2 

3 

4 


7  ft. 
6  ft. 
5  ft. 
3  ft. 
3  ft. 


1st 

Crack  Pinai  Fail_ 
Deflection  Deflection  ure 


45 

40 

54 

105 

84 


5/16  in. 
9/64  in. 
3/32  in. 
9/32  in. 
5/64  in. 


105 

140 

188 

272 

352 


Ya  in. 
11/16  in. 
7/16  in. 
H  in. 
13/32  in. 


\Ya  in. 

1 Ya  in. 

1  in. 
iy  in. 

13/16  in. 


225 

195 

268 

620 

510 


Table  3  gives  a  resume  of 
of  each  type  and  span  of  the 
in  pounds  per  square  foot. 


a  representative  specimen 
Minor  Simple  Span  Tests 


TABLE  3. 

Simple  Span  Test  Loads— Pounds  Per  Square  Foot. 


Type  Thick.  Span 


Work  Ultimate  Wt.  Per. 

Load  Deflection  Failure  Sq.  Ft.' 


1A 

2y  in. 

7  ft. 

45 

1 

2  in. 

7  ft. 

30 

1 

2  in. 

6  ft. 

40 

1 

2  in. 

5  ft. 

56 

1 

2  in. 

4  ft. 

84 

2 

2  in. 

5  ft. 

54 

2 

2  in. 

4  ft. 

78 

2 

2  in. 

3  ft. 

128 

3 

2  in. 

3  ft. 

105 

3 

2  in. 

2'8" 

174 

3 

2  in. 

2  ft. 

233 

4 

2  in. 

3  ft. 

84 

4 

2  in. 

2'8" 

140 

4 

2  in. 

2  ft. 

248 

2H  in. 

221 

18.0 

iy  in. 

117 

13.9 

1  Va  in. 

167 

13.7 

IY  in. 

245 

13.7 

1  in. 

368 

14.0 

IY  in. 

172 

13.3 

1  in. 

343 

13.4 

1  in. 

595 

13.4 

K  in. 

316 

13.3 

y  in. 

583 

13.3 

y  in. 

713 

13.3 

y  in. 

260 

13.5 

y  in. 

393 

13.7 

K  in. 

793 

13.8 

On  the  basis  of  this  data,  the  Committee  on  Tests 
uhie  approval.  of  the  tongue-and-groove 
Aon  I  jted  ^cl°™  as  meetin£  the  requirements  of  C26- 
blOTl  Admimstrafve  Building  Code  (10.3.1)  for  roofs 
ot  Class  1  and  Class  2  construction  where  the  fire-pro- 
tective  covering  is  omitted  from  the  roof  trusses  and 
purlins  as  provided  in  C26-618.0.  Administrative  Build 
mg  Code  (10.2.8);  under  C26-620.0-'c  lb.  Administra- 
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live  Building  Code  (10.3.2.3,  subdiv.  1.6)  as  a  concrete 
top  slab;  under  C26-626,  Administrative  Building  Code 
(10.3.8)  for  simple  and  contimaous  spans  as  noted,  ana 
under  C26-670,  Administrative  Building  Code  (1U.1/.1) 
as  a  roof  slab  as  provided  for  therein. 

1  23A  in.  Plank,  12  in.  wide  by  10  ft.  6  in.  long, 
with  six  No.  7  longitudinals  top  and  bottom  and.  No.  11 
“ss  wires  12  in.  o.c.-Max.  Span  7  ft.;  Superimposed 

Load  45  lbs.  oer  sq.  ft.  ,  ■  ,n— 

2  2Va  in.  Plank,  12  in.  wide  by  10  ft.  6  m.  long, 
with  seven  No.  7  longitudinals  top  and  bottom  and  No. 

11  cross  wires  12  in.  o.c.-Max.  Span  7  ft.,  Superim 

nosed  Load  54  lbs.  per  sg.  ft.  . 

P  3  2  in.  Plank,  16  in.  wide  by  7  ft.  long,  on  simple 

spans  only  with  seven  No.  7  longitudinals  top  ^  bot¬ 
tom  and  No.  11  cross  wires  12  in.  o.c.— Max.  Span 
ft  Superimposed  Load  30  lbs.  per  sq.  it.  .  . 

4  2  in.  Plank,  16  in.  wide  bv  7  ft.  long,  on  simple 
spans  only,  with  eight  No.  7  longtadmals  top  and  bot- 
tom  and  No.  11  cross  wires  12  in.  o.c.-Max.  Span 

ft  SuDerimposed  Load  37  lbs.  per  sq.  it. 

5  2  in.  Plank,  16  in.  wide  by  9  ft.  long,  with  seven 
No  7  longitudinals  top  and  bottom  and  No.  11  cross 
w°res  12  in.  o.c.-Max.  Span  6  ft.  6  in..  Snper.mposed 

L°6ad  fimP&VL  wide  by  9  ft.  long  with  eight 

SOT*#  Superimposed 

L°7.d  2) m " P lank ( 1 6  in.  wide  by  9  ft.  long,  with  seven 
No  7  longitudinals  top  and  bottom  and  No.  H  cross 
wires  12  in.  o.c.-Max.  Span  6  ft..  Superimposed  Load 

408lbS2Pinr  Plank.  16  in.  wide  by  9  ft.  long,  with  eight 
No.  7  longitudinals  top  and  ixrttom  and  No.  11 

wires  12  in.  o.c— Max.  Span  6  ft.,  Superimposed  Load 

459bS2^r  plank,  16  in.  wide  and  9  ft.  long  with  seven 
No  7  longitudinals  top  and  bottom  and  No.  11  cross 
wkes  12  ta  “  e-Max'  Span  5  ft.,  Superimposed  Load 

56iaS'2Pin.  Plank,  16  in.  wide  and  9  ft.  long,  with  seven 
No  7  longitudinals  top  and  bottom  and  No.  11  cross 
wires  12  fa.  o.c.-Max.  Span  4  ft.,  Snper.mposed  Load 

84i'l '2°ein.Spla‘nk,  16  in.  wide  by  9  ft.  long  wiAfive 

No.  7  longitudinals  top  and  bottom  and  No. 

wires  12  in.  o.c.-Max.  Span  5  ft.,  Superimposed  Load 

54l'2bS-  f  fa  Plank,  16  in.  wide  by  9  ft.  long  with  five 

Lid 

78  lbs.  Per  stl.ibk  ]fi  wMe  bv  9  ft  long,  with  five 

1214bS2Pinr  Plank.  16  in.  wide  by  9  ft.  long,  with  four 

Sires9 1 Span  ^5^—  Load 
1°5  lbs.  per  sq.  ft.  ^  ^  wide  by  9  {t.  iong,  with  four 

^es9 1? £ IpiYrS  £  — S 

L“d  1724inb  P lPank,S16  in.  wide  by  9  ft.  long,  with  four 
Sires9  .‘d  ingi‘of-’Ma‘xP  Spt  load 

2317lbS2tar  Plank'.  16  in.  wide  by  6  ft.  long,  with  three 
Intermediate  Grade  deformed  «  'm  longdudin^ 

Md  thslLtr3nftVeseupre0rimposed  Load  84  ib's.  per  sq  ft. 
2  in  Plank  16  in.  wide  bv  6  ft.  long,  with  three 

Intermediate  Grade  deformed  ^^/"J^tenafe- 
and  three  transverse  rods  %  va.  m.  o.c. 


Max.  Span  2  ft.  8  in.,  Superimposed  Load  140  lbs.  per 

^'l?'  2  in.  Plank,  16  in.  wide  by  6  ft.  long  with  three 
Intermediate  Grade  deformed  bars  H  in.  longitudinals 
and  three  transverse  rods  Rt  in.  24  m.  ox  a^erna\ 
Max.  Span  2  ft.,  Superimposed  Load  248  lbs.  per  sq.  it. 
Note:  1 Span  specified  is  center  to  center  of  supporting 

bC<The  Committee  further  recommends  that  all  planks 
be  manufactured  and  installed  under  direct  super¬ 
vision  of  the  Federal- American  Cement  Tile  Company, 
and  that  this  approval  be  subject  to  the  following  design 
and  erection  conditions :  That  cylinders  of  the  cinder 
coirete  mixture  develop  a  minimum  compressive 
swngft  of  700  txuinds  per  square  inch  at  twenty-e.gh 
days  knd  weighing  seventy-eight  1 pounds  per  cub; ic  foo 
(dry  weight)  ;  that  the  concrete  be  mixed  with  a  water 
rement  ratio  of  not  more  than  seven  gallons  of  total 
water  to f bag  of  cement;  that  the  dead  we.ght  of  plank 
be  placed  as  g6.5  pounds  per  square  foot  .per  inch  o 
thickness;  that  if  the  plank  is shlt'rxd.(fall  r(,  nranu- 
between  seven  and  ^ h  Porfand 

supports’;  that  each  plank  be  secured  to  rach  pur  in 

'  App,:OVNevvyYork  ate  under  Cal.  No.  638-39-SM”. 
o°rr  kT  lieu  thereof,  a  stamp  bearing  the  following  m- 

SiPth°e"  w“n“^p“ed'(r°along  ‘the  * 

A°P’,  in  the  center  two 'ines,  upper  readmg,  N.Y.C.  , 

*  Thr'committee’  furthei  recommends  that  these  ap- 

Od)NSo.S465-384SMbforPonguenand°groovePpPank  of  this 

manufacture.  BERNARD  A.  SAVAGE. 

v  s  '  Commissioner. 

CHARLES  M.  BLUM,. 

Commissioner. 

LESLIE  V.  HUBER,  . 

Chief  Engineer. 
Committee  on  Tests. 

“whereas,  this  report  recommended  approval  of  this  mate- 
r'‘%M  that  the  Board 

hereby  approve  the  maten  on  Floors  and 

Tongue  and  Groove  Concrete  W  o  mana(actured> 

SlfaiTnd^eS,  CS  S  tagged  in  accordance  with 

above  report. 

TtPPLICANT — Federal- American  Cement  Tile  Company, 
SUBJECT-Featherweight  Concrete 

ACTION  OF  BOARD-Rescindment  of  resolution  of  the 

THE  VOTE  TO  rescind  RESOLUTION  OF  THE 

B°AITffi?mFatKLYChMVm9fMurdock  and  Commit-  3 
sioners  Savage  and  Blum  . 


MINUTES 


Negative  .  g 

Absent:  Deputy  Chief  Gunn  .  1 

THE  RESOLUTION— 

(465-38-SM) 

Whereas,  Featherweight  Concrete  Plank  and  Joist  for 
bloor  and  Roof  Construction,  as  manufactured  by  the  Fed¬ 
eral- American  Cement  1  ile  Company,  owner,  was  approved 
by  the  Hoard  of  Standards  and  Appeals  on  July  22  1938  • 

and  ’ 

Whereas.-  under  Cal.  No.  638-39-SM  the  Federal-Amer- 
lean  Cement  file  Company  requested  the  approval  of  their 
material  known  as  the  Federal-American  Precast  Concrete 
Moor  and  Roof  Slabs;  and 

\\  hkkeas  this  material  was  approved  by  the  Board  on 
July  16,  1940,  and  in  its  recommendation  of  approval,  the 
report  of  the  Committee  on  Tests  recommended  the  rescind¬ 
ment  of  the  action  of  the  Board  on  Cal.  No.  465-38-SM 

dated  July  22,  1938. 

Resolved,  that  the  action  of  the  Board  on  July  22,  1938, 
relative  to  the  approval  of  the  Featherweight  Concrete  Plank 
and  Joist  for  Floor  and  Roof  Construction,  be  and  it  hereby 

is  rescinded. 


677-39-SM. 


APPLICANT  Pennsylvania  Dixie  Corporation,  owner. 

SUBJECT— Penn-Dixie  Dark  Portland  Cement  (Bath 
Mill),  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  Oh  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  q 

THE  RESOLUTION— 

(677-39-SM) 


Whereas.  Pennsylvania-Dixie  Cement  Corporation,  owner, 
filed  May  22,  1939,  an  application  with  the  Board  of  Stand¬ 
ards  and  Appeals  for  approval  of  the  material  known  as 
Penn-Dixie  Dark  Portland  Cement ;  and 
W^hereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Bcaal  for  test  and  report;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 


REPORT  OF  COMMITTEE 


Cal.  No.  677-39-SM. 


ON  TESTS. 

July  13,  1940. 


Subject:  Penn-Dixie  Dark  Portland  Cement  (Bath 

Mill),  approval  of. 

On  ^lay  22,  1939,  the  Penn-Dixie  Cement  Corpora¬ 
tion  tiled  an  application  for  approval  of  Penn-Dixie 
Dark  Portland  Cement  as  manufactured  by  it  at  Plant 
No.  6,  Bath,  Pennsylvania,  for  use  in  New  York  City 
pursuant  to  Sec.  C26-312.0c-l  of  the  Administrative 
Code. 


The  manufacturing  process  is  as  follows :  The  rock  is 
drilled  and  blasted  considerably  in  advance  of  quarrying 
and  is  loaded  by  electric  shovel  and  conveyed  by  trucks 
and  cars  to  a  36  in.  x  60  in.  roll  jaw  crusher.  The 
product  of  this  crusher  is  conveyed  to  a  vibrating  screen 
from  which  the  fine  material  is  conveyed  directly  to 
storage.  The  oversize  from  the  screen  is  recrushed  by 
means  of  a  large  hammer  mill  and  is  stored  separately. 
The  material  which  passes  the  screen  has  a  lower  lime 
content  than  the  material  that  is  rejected  by  the  screen 
and  the  final  mix  is  subsequently  made  by  properly  pro¬ 
portioning  these  two  fractions.  The  operations  so  far 
described  take  place  at  the  Plant  No.  4  at  Nazareth. 
Pennsylvania. 


from  the  storage  at  Plant  No.  4  the  two  fractions  of 
stone  are  transported  separatelv  to  the  storage  of  Plant 


No.  5  which  lies  between  Plants  No.  4  and  No.  6.  There 
the  two  fractions  are  stored  separately  in  a  large  auxil¬ 
iary  storage.  Proportioning  is  there  accomplished  by  a 
large  number  of  small  feeders  in  a  tunnel  under  the 
stoi  age  and  conveyed  to  the  loading  terminal  of  the 
second  tiamway  which  carries  the  stone  to  the  storage 
at  Plant  No.  6.  This  storage  consists  of  six  silos  which 
are  filled  consecutively.  Stone  is  withdrawn  from  these 
six  silos  simultaneously  thus  accomplishing  a  thorough 
blending  of  the  material. 

This  stone  is  then  fed  over  a  Waytrol  feeder  to  two 
stone  dryers  along  the  weighed  quantities  of  iron  ore  and 
sand. 

The  dried  raw  materials  are  pulverized  by  means  of 
ball  mills  and  tube  mills  and  the  pulverized  raw  mate¬ 
rials  are  delivered  to  the  kiln  bins  by  means  of  appro¬ 
priate  conveyors. 

Burning  is  accomplished  in  a  battery  of  seven  rotary 
kilns,  four  of  which  are  9  ft.  in  diameter  and  125  ft. 
long,  and  three  of  which  are  7  ft.  6  in.  and  6  ft.  in 
diameter  and  125  ft.  long.  Firing  of  the  kilns  is  by 
pulverized  coal  from  the  front  end  of  the  kiln  and  the 
zone  temperature.  is  maintained  at  approximately 
-,/00  degrees  Fahrenheit,  as  determined  by  radiation 
pyrometers.  Three  of  the  large  kilns  are  equipped  with 
Fuller  air-quenching  coolers. 

The  clinker  are  conveyed  bv  means  of  a  clinker  crane 
to  a  clinker  storage  which  is  divided  into  several  sec¬ 
tions  by  means  of  walls. 

The  clinker  is  withdrawn  from  the  storage  by  means 
of  the  same  crane  and  delivered  to  a  crusher  trom  which 
it  is  conveyed  to  scales  that  proportion  and  mix  with  the 
clinker  a  predetermined  proportion  of  gypsum. 

The  mixture  of  clinker  and  gypsum  is  then  conveyed 
alternately  to  a  Bethlehem  Bear  Cat  Mill  or  to  three 
ball  tube,  mills  which  do  the  preliminary  grinding.  The 
product  is  these  mills  is  then  delivered  to  a  batterv  of 
tube  mills  in  which  the  grinding  is  completed. 

The  finished  cement  is  conveyed  to  a  series  of  storage 
bins  from  which  it  is  finally  drawn  by  screw  conveyors 
and  elevators  and  conveyed  to  the  packing  machines  for 
shipment. 

The  controls  of  the  manufacturing  process  are  as  fol¬ 
lows  : 

Samples  of  the  cement  rock  are  taken  from  the  drill- 
in  sr  s  made  in  advance  of  quarrying. 

The  proportioning  of  the  two  fractions  of  stone  at 
Plant  No.  5  is  controlled  by  the  analysis  of  samples 
taken  from  a  continuous  sampler  where  the  mix  stone 
is  delivered  to  the  tram  terminal.  Further  samples  of 
raw  material  are  taken  at  Plant  No.  6  after  the  grinding 
operation  at  intervals  of  one  and  one-half  hours. 

Clinker  samples  are  taken  from  each  kiln  at  one  and 
one-half  hour  intervals  for  visual  inspection,  and  aver¬ 
ages  of  these  samples  are  made  for  free  lime  determina¬ 
tion.  Complete  analysis  is  made  on  a  twenty-four-hour 
average. 

Continuous  samples  of  the  finished  product  are  taken 
at  one  and  one-half  hour  intervals  and  fineness,  sound¬ 
ness  and  setting  time  determined  for  each  sample.  Com¬ 
posites  of  these  samples  are  made  up  for  each  bin  for 
complete  physical  and  chemical  tests. 

This  cement  is  also  manufactured  in  a  darker  color 
bv  adding  less  than  1  per  cent,  carbon  black.  When 
the  carbon  black  is  added,  the  surface  area  is  increased 
and  the  compressive  and  tensile  strengths  are  also  in¬ 
creased.  The  normal  consistency  remains  the  same. 

It  is  estimated  that  there  is  a  sufficient  supply  of  con¬ 
sistently  homogenous  raw  materials  available  for  at  least 
thirtv  years  at  the  present  rate  of  manufacture. 

This  cement  was  tested  in  the  presence  of  a  repre¬ 
sentative  of  the  Committee  on  Tests,  at  the  applicant’s 
laboratory,  Rath,  Pennsylvania,  with  the  following  re¬ 
sults  : 
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Chemical  Analysis. 
A.S.T.M. 
Spec.  C9-38 


5.00 

2.00 

4.00 


0.85 


Fed.  Spec. 
SSC-191-a 

7.50 

6.00 

5.00 

2.00 

3.00 


0.75 

15.00 


As 

Tested 

Si02  21.22 

A 1203  4.40 

Fe203  4.08 

CaO  63.22 

MgO  3.44 

S03  1-71 

Ig.  Loss  1.38 

Total  99.45 

Ins.  Res.  .19 

C3A  4.74 

C3S  55.71 

C2S  18.88 

C4AF  12.40 

CaS04  2.90 

Free  Mgo  3.44 

Free  CaO  1.31 

Physical  T ests. 

Tensile  Strength  (1:3  Standard  Mortar )  lb.  per  sq.  in. 
(Average  of  six  specimens) . 

Age :  3  days  297  175 

7  days  380  275  275 

28  days  488  350  350 

Compressive  Strength — Plastic  Mortar— lb.  per.  sq.  in. 
( Average  of  six  specimens). 


900 

1800 

3000 


Min.  60  min. 
Max.  10  hrs. 

Sound 

1500 


3  days  1689 
7  days  2605 
28  days  4383 
Normal  Consistency — 24% 

Setting  Time  (Gilmore) 

Initial  2 :45  Min.  60  min. 

Final  5:15 

Soundness 

5  hrs.  steam  OK  Sound 

S.S.,  CM2/g  1750  .  ,  . 

This  material  is  packed  in  cloth  and  paper  bags  ana  is 

also  shipped  in  bulk.  .  . 

On  the  basis  of  the  foregoing  data,  it  is  accordingly 
recommended  that  Penn-Dixie  Dark  Portland  Cement, 
as  manufactured  by  the  Pennsylvania-Dixie  Cement  Cor¬ 
poration,  at  its  Plant  No.  6,  located  at  Bath,  Pennsyl¬ 
vania,  be  approved  for  use  in  New  York  City,  pursuant 
to  Sec.  C26-312.0c-l  of  the  Administrative  Code,  on 
condition  that  each  bag  shipped  shall  be  stamped,  labeled, 
or  marked :  “Approved  for  use  in  New  York  City  by  the 
Board  of  Standards  and  Appeals  under  Cal.  No.  677-39- 
SM”,  and  when  shipped  in  bulk  its  bill  of  lading  be_  sim¬ 
ilarly  marked,  and  that  when  this  cement  is  shipped 
with  carbon  black  added  its  bill  of  lading  shall  bear,  the 
notation  designated  by  the  manufacturer,  “Lot  D  to 
indicate  the  presence  of  carbon  black. 

( Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM.. 

Commissioner. 
LESLIE  V.  JJUBER. 

Chief  Engineer. 
Committee  on  Tests. 

^Weretias,  this  report  recommended  approval  of  this  mate- 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Penn-Dixie  Dark 
Portland  Cement,  on  condition  that  the  material  be  manu¬ 
factured,  used,  and  labeled,  stamped  or  tagged  in  accordance 
with  above  report. 


1324-39-SM. 

APPLICANT— Pennsylvania-Dixie 
owner. 


Cement  Corporation, 


SUBJECT — Penn-Dixie  Portland  Cement  (Portland  Point 
Mill),  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

Negative  .  ^ 

THE  RESOLUTION— 

(1324-39-SM) 

Whereas,  Pennsylvania-Dixie  Cement  Corporation,  owner, 

filed  October  26,  1939.  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  material  known 
as  Penn-Dixie  Portland  Cement  (Portland  Point  Mill); 

^Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report ;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads; 

REPORT  OF  COMMITTEE  ON  TESTS. 

July  13,  1940. 

Cal.  No.  1324-39-SM. 

Subject:  Penn-Dixie  Portland  Cement  (Portland  Point 

Mill),  approval  of.  .  _  .  _ 

On  October  26,  1939,  the  Pennsylvania-Dixie  Cement 
Corporation  filed  an  application  for  approval  of  Penn- 
Dixie  Portland  Cement  (Portland  Point  Mill),  as  manu¬ 
factured  by  it  at  Plant  No.  7,  Portland  Point, New  York, 
for  use  in  New  York  Citv  pursuant  to  Sec.  C26-312.UC-1 
of  the  Administrative  Code.  . 

The  manufacturing  process  is  as  follows :  I  he  dry 
process  of  manufacture  is  used  at  this  plant.  The  rock 
is  drilled  well  in  advance  of  quarrying  and,  after  blast¬ 
ing,  is  loaded  bv  “caterpillar”  electric  shovels  in  six-ton 
Easton  cars  and  taken  by  means  of  locomotives  to  an 
Allis  Chalmer  No.  48  in.  x  60  in.  jaw  crusher  where  it 
is  automatically  dumped  into  the  crusher  The  rock  is 
crushed  to  the  equivalent  of  four-inch  cubes.  .  From  the 
crusher  the  rock  passes  into  the  screen  having  2%  in. 
openings.  The  rejections  from  the  screen  are  crushed 
in  a  No.  7  Gyratory  crusher  to  the  same  size  as  passing 
through  the  screen.  The  material  is  then  taken  to  the 
stone  storage  where  it  is  stored  in  separate  bins. 

The  limestone  and  shale  are  conveyed  separately  to 
the  plant  by  means  of  an  aerial  tramway.,  are  stored  at 
the  plant  in  separate  silos,  and  are  also  dried  separately. 
At  this  point  the  limestone  and  shale  are  conveyed  sep¬ 
arately  to  a  weighing  machine  where  2,000  pounds  of 
limestone  are  weighed  and  the  requisite  amount  of  shale, 
determined  bv  chemical  analysis,  is  added  to  the  lime¬ 
stone  to  make  the  mix.  . 

The  limestone  and  shale  are  discharged  into  a  hammer 
mill  where  the  mixture  is  crushed  to  about  V\  in  in  size. 
It  is  then  conveyed  to  the  preliminary  ball  mills  where 
it  is  ground  to  a  fineness  of  about  95  per  cent,  passing 
the  20  mesh  screen. 

The  material  is  then  fed  by  means  of  screw  conveyor 
and  bucket  elevators  to  the  tube  mill  boxes  thence  by 
gravity  and  screw  conveyor  to  the  tube  mills,  where  it 

is  pulverized.  ... 

The  pulverized  material  is  then  conveyed  to  the  kiln 
storage  bins  from  which  it  enters  the  kilns  through  an 
inclined  pipe  and  horizontal  screw  conveyor  projecting 
into  each  kiln.  Four  rotary  kilns  are  in  use,  all  of  me 
same  size— 8  ft.  in  diameter  and  125  ft.  long  Fmjn!? 
is  by  pulverizing  coal  from  the  front  end  of  the  kilns, 
and  the  clinker  zone  temperature  is.  maintained  at  ap¬ 
proximately  2,700  degrees  Fahrenheit. 

The  clinker  is  discharged  from  the  kilns  and  conveyed 
bv  means  of  bucket  elevators  to  a  storage  then  bv 
means  of  an  electric  crane,  equipped  with  a  clam  shell 
bucket,  to  the  clinker  storage  where  it  is  allowed  to 
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cool.  Just  recently.  a  covering  was  provided  for  the 
storage  of  clinker. 

The  clinker  when  cool,  is  taken  from  the  storage  by 
means  of  the  aforementioned  electric  crane,  and  deposited 
in  a  bin  to  which  is  attached  a  weighing  device  for  the 
purpose  of  weighing  an  amount  of  clinker,  previous  to 
the  addition  of  gypsum.  At  this  point  the  proper  amount 
of  gypsum,  as  determined  by  chemical  analysis,  is  added 
and  the  mixture  of  clinker  and  gypsum  is  conveyed  to 
the  chnker  grinding  department  where  it  is  ground  in  a 
preliminary  way  in  ball  tube  mills. 

The  material  is  then  taken  by  means  of  screw  con¬ 
veyor  and  bucket  elevators  to  the  tube  mills  where  it 
receives  the  final  grinding.  The  finished  cement  is  then 
conveyed  by  means  of  the  Fuller  Kinyon  system  to  the 
various  silos,  from  whence  it  is  conveyed  by  means  of 
screw  conveyor  and  bucket  elevators  to  bins  over  the 
Bates  packing  machines  where  it  is  packed  into  either 
cloth  or  paper  bags  for  shipment.  This  plant  is  also 
equipped  to  pack  cement  in  bulk. 

The  controls  of  the  manufacturing  process  are  as  fol¬ 
lows  :  Check  samples  of  the  limestone  and  shale  are 
taken  when  drilling  in  advance  of  quarrying.  Samples 
are  taken  every  two  hours  at  the  raw  tube  mills  for 
plant  control.  In  addition  to  these  samples,  a  complete 
analysis  of  the  raw  material  is  made  for  further  study 
of  plant  control.  A  clinker  sample  is  taken  from  each 
kiln  every  hour.  In  addition  to  the  visual  inspection,  an 
average  sample  of  each  shift  is  taken  to  the  laboratory 
where  it  is  ground  into  cement,  and  with  the  addition  cf 
gypsum,  the  setting  time  and  test  for  soundness  are 
determined.  A  portion  o i  the  clinker  taken  of  each  shift 
is  made  into  a  composite  sample  on  which  complete 
chemical  analysis  is  made — including  free  lime. 

The  cement,  as  it  is  being  ground,  is  sampled  by 
means  of  an  automatic  sampler.  These  samples  are  col¬ 
lected  every  two  hours  and  fineness,  soundness  and  set¬ 
ting  time  determined  for  each  sample.  A  portion  of 
each  sample  is  taken  to  form  a  composite  sample  on 
which  complete  physical  and  chemical  tests  are  made  on 
each  2,000  barrels. 


In  addition  to  the  above,  when  manufacturing  dark 
cement,  iron  ore  and  sand  are  added  in  the  proper  pro¬ 
portion  as  determined  by  chemical  analysis. 

It  is  estimated,  that  there  is  a  sufficient  supply  of  first 
class  raw  materials  available  for  at  least  twenty  years 
at  the  present  rate  of  manufacture. 

This  cement  was  tested  in  the  presence  of  a  repre¬ 
sentative  of  the  Committee  on  Tests,  at  the  applicant’s 
laboratory,  Bath,  Pennsylvania,  with  the  following  re¬ 
sults  : 


Penn-Dixie  Regular  Portland  Cement 
( Portland  Point  Mill). 
Chemical  Analysis. 


As 

A.S.T.M. 

Fed.  Spec 

Tested 

Spec.  C9-38 

SSC-191-i 

Si02 

20.42 

A 1203 

6.36 

7.50 

Fe203 

2.98 

6.00 

CaO 

64.20 

MgO 

2.07 

5.00 

5.00 

S03 

1.82 

2.00 

2.00 

Ig.  Loss 

1.32 

4.00 

3.00 

Total 

99.17 

Ins.  Res. 

.18 

0.85 

0.75 

Mol.  R 

2.51 

Si02/R203 

2.18 

A1203/Fe203 

2.13 

C3S 

53.84 

C2S 

18.00 

C3A 

11.79 

15.00 

C4AF 

9.06 

CaS04 

3.09 

Free  MgO 

2.07 

Free  CaO 

1.51 

tn. 


„  Physical  Tests. 

J  ensile  Strength  (1  :3  Standard  Mortar)  lb.  per  sq.  In. 

(Average  of  six  specimens) . 

Age:  3  days  320 

7  days  353  275 

28  days  474  350 

Compressive  Strength— Plastic  Mortar— lb.  Per  sq 
( Average  of  six  specimens). 

54% 

100% 

3  days  1547 

7  days  2541 

28  days  4275 

Normal  Consistency— 24% 

Setting  Time  (Gilmore) 

3:15  Min.  60  min. 

5:45 


H20 

Flow 


175 

275 

350 


900 

1800 

3000 


Initial 
Final 

Soundness 
5  hrs.  steam  OK 
Fineness 

S.S.,  CM2/g  1760 
No.  325 
No.  200 


Min.  60  min. 
Max.  10  hrs. 


Sound 


83.9  (  %  passing) 
92.5  (  %  passing) 


Sound 

1500 


Penn-Dixie  Dark  Portland  Cement 
( Portland  Point  Mill). 
Chemical  Analysis. 


As  A.S.T.M. 

Fed.  Spec. 

Si  02 

Tested  Spec.  C9-38 

SSC-191-a 

22.48 

A 1203 

4.72 

7  50 

Fe203 

3.98 

6.00 

CaO 

64.23 

MgO 

1.76  5.00 

5.00 

S03 

1.66  2.00 

2.00 

Ig.  Loss 

.70  4.00 

3.00 

Total 

99.53 

Ins.  Res. 

.15  0.85 

0.75 

Mol.  R 

2.40 

Si02/R203 

2.58 

A1203/Fe203 

1.18 

C3S 

48.35 

C2S 

28.04 

C3A 

5.77 

15.00 

C4AF 

12.09 

CaS04 

2.82 

Free  MgO 

1.76 

Free  CaO 

.44 

Physical  T ests. 

Tensile  Strength  (1  :3  Standard  Mortar) 

lb.  per  sq.  in. 

Age :  3  days 

( Average  of  six  specimens) . 

248 

175 

7  days 

308  275 

275 

28  days 

426  350 

350 

Compressive 

Strength — Plastic  Mortar — 

lb.  per  sq.  in. 

(Average  of  six  specimens) 

i. 

H20 

54% 

Flow 

103% 

3  days 

1232 

900 

7  days 

1801 

1800 

28  days 

3812 

3000 

Normal  Consistency — 23% 

Setting  Time 

(Gilmore) 

Initial 

3:15  Min.  60  min. 

Min.  60  min. 

Final 

6:00 

Max.  10  hrs. 

Soundness 

5  hrs.  steam 

OK  Sound 

Sound 

Fineness 

S.S.,  CM2/g 

1880 

1500 

No.  325 

85.9  ( %  passing) 

No.  200 

92.7  ( %  passing) 

This  material  is  packed  in  cloth  and  paper  bags  and  is 
also  shipped  in  bulk. 

On  the  basis  of  the  foregoing  data,  it  is  accordingly 
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recommended  that  Penn-Dixie  Portland  Cement,  as 
manufactured  by  the  Pennsylvania-Dixie  Cement  Cor¬ 
poration,  at  its  Plant  No.  7,  located  at  Portland  Point, 
New  York,  be  approved  for  use  in  New  York  City,  pur¬ 
suant  to  Sec.  C26-312.0c-l  of  the  Administrative  Code, 
on  condition  that  each  bag  shipped  shall  be  stamped, 
labeled,  or  marked :  “Approved  for  use  in  New  York 
City  by  the  Board  of  Standards  and  Appeals  under.  Cal. 
No.  1324-39-SM”,  and  when  shipped  in  bulk  its  bill  of 
lading  be  similarly  marked. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 

CHARLES  M.  BLUM, 

Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests, 
and 

Whereas,  this  report  recommended  approval  of  this  mate¬ 
rial. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Penn-Dixie  Portland 
Cement  (Portland  Point  Mill),  on  condition  that  the  mate¬ 
rial  be  manufactured,  used,  and  labeled,  stamped  or  tagged 
in  accordance  with  above  report. 


1507-39-SM. 

APPLICANT — Porete  Manufacturing  Company,  owner. 
SUBJECT — Precast  Featherweight  Tongue  and  Groove 
Concrete  Plank  for  Floor  and  Roof  Construction, 
approval  of. 

APPEARANCES— 

For  Applicant :  George  E.  Strehan  and  Ernest 

Walter. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputv  Chief  Gunn  4 

Negative  .  0 

THE  RESOLUTION— 

(1507-39-SM) 

Whereas.  Porete  Manufacturing.  Company,  owner,  filed 
December  15,  1939,  an  application  with  the  Board  of  Stand¬ 
ards  and  Appeals  for  approval  of  the  material  known  as 
Precast  Featherweight  Tongue  and  Groove  Concrete  Plank 
for  Floor  and  Roof  Construction;  and 

Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

June  19,  1940. 

Re:  Cal.  No.  1507-39-SM. 

Subject:  Precast  Featherweight  Tongue  and  Groove 
Concrete  Plank  for  Floor  and  Roof  Construction,  ap¬ 
proval  of. 

The  Porete  Manufacturing  Company,  owner,  filed 
December  15,  1939,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  material 
known  as  Precast  Featherweight  Nailable  Tongue  and 
Groove  Concrete  Plank  for  Floor  and  Roof  Construc¬ 
tion,  under  the  provisions  of  the  Administrative  Build¬ 
ing  Code  as  hereinafter  provided. 

Manufacture. 

The  planks  are  manufactured  of  nailable  aerated  con¬ 
crete  made  with  cinder  aggregate.  The  cinder  concrete 
consists  of  one  part  Portland  cement  and  three  paits 
of  washed,  hard  coal  steam  cinders,  screened  through  a 
in  mesh,  by  measured  volume,  with  addition  of 
weighed  quantities  of  calcium  chloride  flakes  and  foam- 
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ing  compound.  The  mixture  is  turned  over  and  aerated 
in  a  rotary  drum  mixer'  until  the  resulting  wet  concrete 
attains  a  density  of  75  pounds  per  cubic  foot  as  measured 
in  quart  samplers  from  each  batch. 

The  planks  are  cast  on  edge  in  metal  moulds  and  are 
tongued  and  grooved  on  sides  and  ends.  The  planks 
are  2  in.  and  2j4  in.  thick,  16  in.  wide,  and  9  ft.  long. 
They  are  reinforced  with  cold-drawn  welded  wire  mesh 
in  two  layers,  adjacent  to  upper  and  lower  surfaces, 
spaced  1 J4  in.  apart  in  the  2  in.  planks  and  2  in.  apart 
in  the  2^4  in.  planks,  held  in  position  bv  cross  ties  at  the 
junction  of  the  longitudinal  and  transverse,  reinforce¬ 
ment,  consisting  of  No.  26  gauge  sheet  steel  ties  securely 
attached  to  the  two  layers  of  reinforcement.  .  In  one 
type  of  plank,  Type  4,  the  reinforcement  consists  of  a 
single  layer  of  Intermediate  Grade  deformed,  steel  longi¬ 
tudinal  and  transverse  bars  welded  at  the  intersections 
and  placed  in  the  center  of  the  plank.  The  reinforce¬ 
ment  varies  in  amount  with  type,  span  and  load  and  as 
described  herein  for  each  test. 

The  planks  were  manufactured  at  the  North  Arling¬ 
ton  plant  of  the  Porete  Manufacturing  Company  and 
the  tests  were  conducted  at  the  plant  of  the  compnay  in 
the  presence  of  the  representative  of  the  Committee  of 
the  Board  at  an  age  of  thirty-one  to  thirty-five  days. 

T  esting. 

Control  cylinders  were  cast  from  each  batch  of  con¬ 
crete  used  in  the  manufacture  of  the  planks  and  were 
tested  at  an  age  of  twenty-eight  days  resulting  in  an 
average  compressive  strength  of  771  pounds  per  square 
inch  for  the  cinder  mixture.  The  density  of.  the  cinder 
concrete  was  seventy-eight  pounds  per  cubic  foot  dry 
in  place. 

To  determine  the  strength  of  the  plank,  with  three 
(3)  different  types  of  mesh  reinforcement  and  one.  (1) 
type  of  bar  reinforcement,  tests  were  made  on  simple 
spans  of  lengths  as  noted  in  the  test  logs,  together  with 
a  Master  Control  Panel  Test  of  continuous  plank,  in¬ 
stalled  as  in  practice  on  the  maximum  span  for  each 
type  of  reinforcement  and  thickness  of  plank,  as  shown 
in  Table  No.  1. 

All  transverse  load  tests  were  made  with  third-point 
loading,  consisting  of  weighed  concrete  plank  in  the 
Master  Control  tests  applied  on  a  timber  platform  to 
secure  balanced  concentrations.  In  the  Simple.  Span 
Tests,  the  load  was  applied  through  an  hydraulic  ram 
with  calibrated  gauge  reading  to  the  nearest  twenty-five 
pounds  of  gross  load  applied  at  third  points. 

In  the  Master  Control  Panels  consisting  of  three  equal 
spans,  five  or  six  planks  wide,  the  center  span  was 
loaded  to  its  ultimate  capacity  and  the  end  spans  to  one- 
quarter  of  this  amount  simultaneously  simulating  theo¬ 
retical  moment  and  shear  conditions  as  obtained  in  con¬ 
tinuous  construction  as  shown  in  Table  No.  3. 

To  compare  the  effect  of  continuity  and  secure  the 
Conversion  Factor  to  be  applied  t<?  simple  span  tests  for 
determination  of  the  relative  safe  continuous-plank  load, 
the  average  strength  of  three  simple  spans  of.  each 
specification  was  used,  but  in  no  case  was  this  Adjusted 
Base  taken  to  exceed  five  (5)  per  cent,  of  the  minimum 
average  value  of  the  planned  test. 

Table  No.  1  gives  the  ultimate  test  loads  in  pounds  per 
square  feet  for  all  types  and  spans  tested. 

The  Conversion  Factor  was  taken  as  the  ratio  of  one- 
sixth  the  breaking  load  for  all  planks  continuous  over 
the  supports  to  one-quarter,  the  breaking  load  for  simple 
span  conditions,  to  be  applied  as  a  constant  to  the  Ad¬ 
justed  Base  Load  of  all  simple  span  tests  in  any  group, 
and  as  the  ratio  of  one-fifth  the  breaking  load  to  one- 
quarter  the  simple  span  load  with  joints  over  the  sup¬ 
ports  at  both  ends  due  to  the  expected  increase  m 
strength  of  the  tongue  and  groove  connection. 
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TABLE  1. 

Ultimate  Test  Loads— Pounds  Per  Square  Foot. 


Type 

Thick. 

Span 

Reinforcement 

Each 

Layer 

Master 

Control  Adjusted 
Test  Base 

1A 

2)4  in. 

7  ft. 

6  No.  7-12  in. 

225 

197 

1 

2  in. 

7  ft. 

7  No.  7-16  in. 

121 

1 

2  in. 

6  ft. 

7  No.  7-16  in. 

195 

172 

1 

2  in. 

5  ft. 

7  No.  7-16  in. 

245 

1 

2  in. 

4  ft. 

7  No.  7-16  in. 

368 

2 

2  in. 

5  ft. 

5  No.  7-16  in. 

268 

180 

? 

2  in. 

4  ft. 

5  No.  7-16  in. 

343 

2 

2  in. 

3  ft. 

5  No.  7-16  in. 

559 

3 

2  in. 

3  ft. 

4  No.  9-16  in. 

620 

324 

3 

2  in. 

2’ 8" 

4  No.  9-16  in. 

536 

3 

2  in. 

2  ft. 

4  No.  9-16  in. 

715 

4 

2  in. 

3  ft. 

3)4  in. — 16  in. 

510 

238 

4 

2  in. 

2'8" 

3)4  in. — 16  in. 

400 

4 

2  in. 

2  ft. 

2)4  in.— 16  in. 

706 

Tahle  2  gives  a  resume  of  all  Master  Control  Panel 
Jests  in  pounds  per  square  feet  with  corresponding  de¬ 
flections. 


TABLE  2. 

Master  Control  Test  Loads — Pounds  Per  Square  Foot. 


Type 

Span 

Work 

Load 

Work 

Deflection 

1st 

Crack 

Load 

1st 

Crack 

Deflection 

Final 

Deflection 

Fail¬ 

ure 

1A 

7  ft. 

45 

5/16  in. 

105 

Ya  in. 

1  Ya  in. 

225 

1 

6  ft. 

40 

9/64  in. 

140 

11/16  in. 

1)4  in. 

195 

2 

5Tt. 

54 

3/32  in. 

188 

7/16  in. 

1  in. 

268 

3 

3  ft. 

105 

9/32  in. 

272 

5A  in. 

1  Va  in. 

620 

4 

3  ft. 

84 

5/64  in. 

352 

13/32  in. 

13/16  in. 

510 

Table  3  gives  a  resume  of  a  representative  specimen 
of  each  type  and  span  of  the  Minor  Simple  Span  Tests 
in  pounds  oer  square  feet. 


TABLE  3. 

Simple  Span  Test  Loads — Pounds  Per  Square  Foot. 


Work  Ultimate  Wt.  Per 

Type  Thick.  Span  Load  Deflection  Failure  Sq.  Ft. 


1A 

2)4  in. 

7  ft. 

45 

1  in. 

188 

18.1 

1 

2  in. 

7  ft. 

30 

1 Vs  in. 

150 

14.2 

1 

2  in. 

6  ft. 

40 

1 A  in. 

179 

13.8 

1 

2  in. 

5  ft. 

56 

%  in. 

255 

14.0 

1 

2  in. 

4  ft. 

84 

7/16  in. 

356 

14.0 

? 

2  in. 

5  ft. 

54 

Ya  in. 

223 

13.8 

2 

2  in. 

4  ft. 

78 

Ya  in. 

349 

13.8 

2 

2  in. 

3  ft. 

128 

A  in. 

532 

13.0 

3 

2  in. 

3  ft. 

105 

■A  in. 

332 

13.2 

3 

2  in. 

2'8" 

174 

Ys  in. 

510 

13.0 

3 

2  in. 

2  ft. 

233 

Ys  in. 

716 

13.0 

4 

2  in. 

3  ft. 

84 

3A  in. 

228 

13.5 

4 

2  in. 

2'8" 

140 

5A  in. 

408 

13.4 

4 

2  in. 

2  ft. 

248 

Va  in. 

672 

13.4 

On  the  basis  of  this  data,  the  Committee  on  Tests 
recommends  the  approval  of  the  tongue  and  groove 
planks  listed  below  as  meeting  the  requirements  of  C26- 
619.0,  Administrative  Building  Code  (10.3.1)  for  roofs 
of  Class  1  and  Class  2  construction  where  the  fire- 
protective  covering  is  omitted  from  the  roof  trusses  and 
purlins  as  provided  in  C26-618.0,  Administrative  Build¬ 
ing  Code  (10.2.8);  under  C26-620.0c,  1(b),  Adminis¬ 
trative  Building  Code  (10.3.2.3,  subdiv.  lb)  as  a  concrete 
top  slab;  under  C26-626,  Administrative  Building  Code 
(10.3.8)  for  simple  and  continuous  spans  as  noted,  and 
under  C26-670,  Administrative  Building  Code  (10.12.1) 
as  a  roof  slab  as  provided  for  therein. 

A.  Cinder  Concrete 

1.  2 )4  in.  Plank,  16  in.  wide  by  9  ft.  long,  with 


seven  No.  7  longitudinals  top  and  bottom  and  No.  11 
cross  wires  12  in.  o.c.-Max.  Span  7  ft.;  Superimposed 
Load  45  lbs.  per  sq.  ft. 

2$,  iny  Plank,  16  in.  wide  by  9  ft.  long,  with 
eight  No.  7  longitudinals  top  and  bottom  and  No 
11  cross  wires  12  in.  o.c— Max.  Span  7  ft.,  Superim¬ 
posed  Load  54  lbs.  per  sq.  ft. 

3.  2  in.  Plank,  16  in.  wide  by  7  ft.  long,  on  simple 
spans  only  with  seven  No.  7  longitudinals  top  and  bot¬ 
tom  and  No.  11  cross  wires  12  in.  o.c.— Max.  Span  7 
ft.,  Superimposed  Load  30  lbs.  per  sq.  ft. 

4.  2  in.  Plank,  16  in.  wide  by  7  ft.  long,  on  simple 
spans  only  with  eight  No.  7  longitudinals  top  and  bot¬ 
tom  and  No.  11  cross  wires  12  in.  o.c.— Max.  Span  7 
it.  Superimposed  Load  37  lbs.  per  sq.  ft. 

,T5-  2in-  Pk^k’,16  in-  wide  by  9  ft.  long,  with  seven 
Wo.  7  longitudinals  top  and  bottom  and  No.  11  cross 
wires  12  in.  o.c.  Max.  Span  6  ft.  6  in..  Superimposed 
Load  34  lbs.  per  sq.  ft. 

■vT^'  2*n-  Plank,  16  in.  wide  by  9  ft.  long,  with  eight 
No.  7  longitudinals  top  and  bottom  and  No.  11  cross 

rrCj  In  iu  ■  ac-~Ma *•  Span  6  ft.  6  in.,  Superimposed 
Load  40  lbs.  per  sq.  ft. 

2  Jn-  Plank,  16  in.  wide  by  9  ft.  long,  with  seven 
No.  7  longitudinals  top  and  bottom  and  No.  11  cross 
wires  12  in.  o.c.  Max.  Span  6  ft.,  Superimposed  Load 
40  lbs.  per  sq.  ft. 

2  jn-  Plank,  16  in.  wide  by  9  ft.  long,  with  eight 
No.  7  longitudinals  top  and  bottom  and  No.  11  cross 
wn  es  12  in.  o.c.  Max.  Span  6  ft.,  Superimposed  Load 
45  lbs.  per  sq.  ft. 

2  *n-  Plank,  16  in.  wide  by  9  ft.  long,  with  seven 
No.  7  longitudinals  top  and  bottom  and  No.  11  cross 
wires  12  in.  o.c.  Max.  Span  5  ft.,  Superimposed  Load 
56  lbs.  per  sq.  ft. 

10  2  in.  Plank,  16  in.  wide  by  9  ft.  long,  with  seven 

No.  /  longitudinals  top  and  bottom  and  No.  11  cross 
wires  12  in.  o.c.  Max.  Span  4  ft.,  Superimposed  Load 
84  lbs.  per  sq.  ft. 

\t1L7  ?  in-  Plank*  16  in.  wide  by  9  ft.  long,  with  five 
No.  7  longitudinals  top  and  bottom  and  No.  11  cross 
wires  12  in.  o.c.— Max.  Span  5  ft.,  Superimposed  Load 
54  lbs.  per  sq.  ft. 

.I2'  2  In-.  Plank,  16  in.  wide  by  9  ft.  long,  with  five 
No.  7  longitudinals  top  and  bottom  and  No  11  cross 
wires  12  in.  o.c.— Max.  Span  4  ft.,  Superimposed  Load 
78  lbs.  per  sq.  ft. 

1^  2  ln-_  Plank  16  in.  wide  by  9  ft.  long,  with  five 
No.  7  longitudinals  top  and  bottom  and  No.  11  cross 

6 m  ^ 2  *n’  °-c-~Max.  Span  3  ft.,  Superimposed  Load 
128  lbs.  per  sq.  ft. 

I'k  2  in.  Plank,  16  in.  wide  by  9  ft.  long,  with  four 
No.  9  longitudinals  top  and  bottom  and  No.  12  cross 

e?t  ^  1°*  °-c-~Max.  Span  3  ft..  Superimposed  Load 
105  lbs.  per  sq.  ft. 

in'-  1^  In-  wide  by  9  ft.  long,  with  four 

No.  9  longitudinals  top  and  bottom  and  No.  12  cross 
wiies  16  in.  o.c.  Max  Span  2  ft.  8  in.,  Superimposed 
Load  174  lbs.  per  sq.  ft. 

16  2  in.  Plank  16  in.  wide  by  9  ft.  long,  with  four 

No.  7  longitudinals  top  and  bottom  and  No.  12  cross 
wires  16  in.  o.c.— Max.  Span  2  ft.,  Superimposed  Load 
2J3  lbs.  per  sq.  ft. 

17.  2  in.  Plank,  16  in.  wide  by  6  ft.  long,  with  three 
Intermediate  Grade  deformed  bars,  A  in.  longtiudinals 
and  three  transverse  rods  Va  in.  24  in.  o.c.  alternate— 
Max.  Span  3  ft.,  Superimposed  Load  84  lbs.  per  sq.  ft. 

18.  2  in.  Plank,  16  in.  wide  by  6  ft.  long,  with  three 
Intermediate  Grade  deformed  bars,  A  in.  longitudinals 
and  three  transverse  rods  Va  in.  24  in.  o.c.  alternate— 
Max.  Span  2  ft.  8  in.,  Superimposed  Load  140  lbs.  per 
sq.  ft. 

19.  2  in.  Plank,  16  in.  wide  by  6  ft.  long,  with  three 
Intermediate  Grade  deformed  bars,  As  in.  longitudinals 
and  three  transverse  rods  Va  in.  24  in.  o.c.  alternate— 
Max.  Span  2  ft.,  Superimposed  Load  248  lbs.  per  sq.  ft. 
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Note:  Span  specified  is  center  to  center  of  supporting 
beams. 

The  Committee  further  recommends  that  all  planks 
be  manufactured  and  installed  under  the  direct  super¬ 
vision  of  the  Porete  Manufacturing  Company,  and  that 
these  approvals  be  granted  under  the  following  design 
and  erection  conditions :  That  cylinders  of  the  cinder 
concrete  mixture  develop  a  minimum  compressive 
strength  of  700  pounds  per  square  inch  at  twenty-eight 
days,  and  weighing  seventy-eight  pounds  per  cubic  foot 
(dry  weight)  ;  that  the  concrete  be  mixed  with  a  water 
cement  ratio  of  not  more  than  seven  gallons  of  total 
water  to  a  bag  of  cement ;  that  the  dead  weight  of  plank 
be  placed  as  6.5  pounds  per  sq.  ft.  per  inch  of  thickness ; 
that  if  plank  is  shipped  at  an  age  of  between  seven  and 
twenty-one  days,  it  shall  be  manufactured  of  approved 
High  Early  Strength  Portland  Cement ;  that  each  plank 
have  at  least  two  (2)  bearing  supports;  that  each  plank 
be  secured  to  each  purlin  or  beam  support  with  approved 
No.  20  U.  S.  Gauge  galvanized  steel  anchors  formed  to 
fit  the  tongue  and  groove  of  the  plank  and  the  flange 
of  the  beam  and  nailed  in  place  with  six-penny  galvan¬ 
ized  nails;  that  all  side  and  end  tongue  and  groove  joints 
be  slush  grouted  in  place  with  Portland  cement  mortar, 
and  that  each  plank  made  for  use  under  this  approval  be 
marked  as  follows : 

“Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Cal.  No.  1507-39-SM”, 
or  in  lieu  thereof  a  stamp  bearing  the  following  inscrip¬ 
tion  within  a  circle:  around  the  periphery  at  the  top, 
the  word  “Approved”,  along  the  bottom,  “B.  S.  &  A.”, 
in  the  center,  two  lines,  upper  reading  “N.  Y.  C.”,  the 
lower  reading  “1507-39-SM". 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 

CHARLES  M.  BLUM, 

Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests. 

and 

Whereas,  this  report  recommended  approval  of  this  mate¬ 
rial. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Precast  Featherweight 
Tongue  and  Groove  Concrete  Plank  for  Floor  and  Roof  Con¬ 
struction.  on  condition  that  the  material  be  manufactured, 
installed,  and  labeled,  stamped  or  tagged  in  accordance  with 
above  report. 


1 96-40- SM. 

APPLICANT- — National  Fireproofing  Corporation,  owner. 
SUBJECT — Natco  Structural  Hollow  Clay  Partition  and 
Furring  Tile  (Non-Load  Bearing),  approval  of. 
APPEARANCES— 

For  Applicant :  L.  J.  Reardon. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

Negative  .  0 

THE  RESOLUTION— 

(196-40-SM) 

Whereas,  National  Fireproofing  Corporation,  owner, 
filed  February  21,  1940,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  material  known 
as  Natco  Structural  Hollow  Clay  Partition  and  Furring  Tile 
(Non-Load  Bearing)  ;  and 

Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 


REPORT  OF  COMMITTEE  ON  TESTS. 

July  11,  1940. 

Re:  Cal.  No.  196-40-SM. 

Subject:  Natco  Structural  Hollow  Clay  Partition  and 
Furring  Tile  (Non-Load  Bearing),  approval  of. 

The  National  Fireproofing  Corporation  filed  an  ap¬ 
plication  with  the  Board  of  Standards  and  Appeals  on 
February  21,  1940,  for  the  approval  of  their  material 
known  as  Natco  Structural  Hollow  Clay  Partition  and 
Furring  Tile  (Non-Load  Bearing),  for  use  in  non-load 
bearing  partitions  and  as  furring  tile  under  C26-308.0b 
(7.1. 1.3). 

Standard  face  dimensions  of  this  tile  are  12  in.  by  12 
in.  and  of  the  following  thicknesses : 

Partition  tile :  2  in.,  3  in.,  4  in.,  5  in.,  6  in.,  7  in.,  8 
in.,  9  in.,  10  in.  and  12  in. 

Furring  tile:  1)4  in.  and  2  in. 

These  materials  are  manufactured  with  scoring  so  as 
to  provide  keys  for  plaster.  Such  scoring  are  approx¬ 
imately  %  in.  deep  and  )4  in.  wide  and  where  required 
one  or  more  faces  may  be  made  smooth.  Furring  tile 
is  in  effect  half  a  tile  and  when  used  with  ribs  or  set 
vertically  against  a  wall  so  as  to  provide  an  air  space, 
these  tiles  are  fastened  to  the  wall  by  ten-penny  nails  in 
the  joints  of  the  brickwork  or  by  the  use  of  metal  ties. 

These  materials  are  made  from  clay  of  the  following 
analysis : 

After  Drying 
at  110°  C. 


Loss  on  Ignition  .  9.27% 

Silica  .  60.54 

Ferric  Oxide  .  4.78 

Alumina  (A1203)  by  difference  .  20.72 

Calcium  Oxide  .  0.15 

Magnesium  Oxide  .  0.75 

Titanium  Oxide  (T10)  .  1.27 

Combined  Alkalies  (Na20-K20)  .  0.70 


The  clay  is  mined  in  an  open  pit  where  it  is  conveyed 
to  a  large  granulator.  Here  the  clay  is  cut  into  thin 
particles  and  thoroughly  mixed  and  then  goes  through  a 
set  of  corrugated  conical  rolls,  then  through  a  set  of 
grinding  rolls  and  stored  for  use  as  required.  In  the 
forming  of  tile  the  clay  is  drawn  from  the  storage  bins 
into  a  vacuum  extrusion  machine  where  it  is  tempered 
to  the  proper  consistency  for  forming  through  dies.  The 
extrusion  machine  forces  the  clay  through  the  die  in  a 
continuous  stream,  or  column.  This  column  of  clay 
passes  through  a  reciprocating  cutter,  upon  which  piano 
steel  wires  are  located,  to  cut  the  clay  column  into  the 
desired  length.  From  the  cutter  the  sized  units  are  de¬ 
livered  onto  a  steel  conveyor.  The  units  are  taken  from 
this  conveyor  and  placed  upon  three-deck  dryer  cars,  to 
be  placed  into  a  humidity  dryer  for  the  removal  of  the 
mechanical  water.  As  the  dried  ware  emerges  from  the 
dryer  it  is  left  on  the  dryer  cars  and  transported  to 
round  down-draft  beehive  type  kilns  for  placing  in  the 
kiln. 

The  ware  is  placed  in  the  kiln  by  experienced  setters 
and  set  to  a  height  of  12  ft.  After  the  kiln  has  been 
charged,  the  wickets  are  closed  and  the  kiln  is  then 
ready  for  the  burning  operation. 

The  burning  operation  is  carried  on  in  four  stages, 
totaling  ninety-three  hours,  divided  as  follows :  the  water 
smoking  period,  twenty-five  hours ;  the  dehydration 
period,  sixteen  hours ;  the  oxidation  period,  twenty- 
four  hours,  and  the  vitrification  period,  twenty-eight 
hours.  After  the  vitrification  period  has  been  reached 
and  the  ware  has  been  fired  to  the  desired  hardness,  the 
firing  is  discontinued  and  the  kilns  are  cooled  slowlv. 
After  the  kilns  have  cooled,  the  wickets  are  removed 
and  the  ware  is  then  ready  to  be  drawn  from  the  kiln. 

Tests  on  these  tile  sizes — 2  in.  (furring  tile),  3  in.  and 
4  in.  (partition  tile)  were  performed  at  the  laboratories 
of  E.  L.  Conwell  and  Company,  Lab.  Nos.  229600, 
229601  and  229867. 
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Lab.  Mark 
1 

2 

3 

4 

5 


Dry 
Weight 
( lbs.  per 
sq.  ft.) 

8.40 

8.62 

8.55 

8.43 

8.37 


2  Inch  Furring  Tile. 
Absorption*  Compressive 
5  Hrs.  Strength  End 
Boiling  Construction 
(lbs.  per  sq.  in. 
Net  Area) 
4500 


{%  Dry 

Weight) 

11.6 

10.6 

8.3 

9.1 

11.2 


4650 

4670 

5020 

5230 


Scoring 

(inches) 

54  ill.  X  54  in. 
54  in.  x  l/2  in. 
/4  |n.  x  y2  in. 
54  in.  x  y2  in. 
54  in.  x  y2  in. 


Lab.  Mark 

1 

2 

3 

4 

5 


Dry 
Weight 
(ibs.  per 
sq.  ft.) 

15.08 

15.10 

15.18 

14.50 

14.70 


3  Inch  Partition  Tile. 
Absorption*  Compressive 
5  Hrs.  Strength  End 
Construction 
(lbs.  per  sq.  in. 
Net  Area) 
3960 


Boiling 
(%  Dry 
Weight) 

14.3 
9.0 

11.3 
9.6 
8.2 


5540 

6300 

6225 

6700 


Scoring 

(inches) 

54  in.  x  y2  in. 
54  in.  x  54  in. 
54  in.  x  54  in. 
54  in.  x  54  in. 
54  in.  x  54  in. 


A*  a  I4'91  -10-5  5745 

t  the  completion  of  the  absorption  tests  these  tile 
showed  no  evidence  of  disintegration. 


Lab.  No.  229601 


4  Inch  Partition  Tile. 
Compressive 


Lab.  Mark 
1 
2 

3 

4 

5 


Dry 

Weight 

(lbs.) 

17.05 

17.00 

17.03 

17.23 

17.12 


Strength 
End  Con- 
Absorption*  struction 
5  Hours  (lbs.  per 
Boiling  (%  sq.  in.) 
Dry  Weight)  Net  Area 

12.5  4220 

11.8  5750 

13.9  3945 

10.0  5490 

11-0  3500 


Scoring 

Dimensions 

(inches) 

54  in.  x  54  in. 
54  in.  x  54  in. 
54  in.  x  54  in. 
54  in.  x  54  in. 
54  in.  x  54  in. 


Av.  17.09 


11.8 


4581 


At  the  completion  of  the  absorption  tests  these  tile 
showed  no  evidence  of  disintegration. 

from  the  foregoing  data  it  appears  that  this  mate 
‘‘M”mCetS  both,theFederal  Specification  SS-T-351  Grade 
“M”’  °n  n?.n'load.  faring  tile  and  SS-T-361,  ’  Grade 
M  ,  on  split  furring  tile,  and  in  all  instances  the  re 
qumements  of  ASTM  DC-56-34-T  are  met. 

Beartag)  ta  and  Furrin*  Tile  (Non-Load 

Partition  tile:  2  in  3  in.,  4  in.,  5  in.,  6  in.,  7  in.,  8 
in*,  y  in.,  1U  in.  and  12  in. 

Furring  tile:  154  in.  and  2  in. 

in^i  C2n  3°i8'°d  for  use  in  a11  class  of  build- 

gs  in  non-load  bearing  partitions  and  as  a  furring 

Hawaii  /hat  n  further  recommended  that  the  mate- 
•gj  ?ha"  be  manufactured  so  as  to  have  properties  sim- 

{{£  Jho.s<;  as  glven  herein  and  that  each  shipment  of 
this  material  to  any  construction  job  shall  have  the  de¬ 
livery  slip  marked,  stamped  or  labeled,  “Approved  for 
use  in  New  York  City  by  the  Board  of  Standards  and 
Appeals  under  Cal.  No.  196-40-SM”. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM. 

Commissioner. 
LESLIE  V.  HUBER, 

Chief  Engineer. 
Committee  on  Tests. 


rudVHEREAS'  tHiS  reP°rt  recommended  approval  of  this  mate- 

stalled °  andT’labeled  the|  material  he.  manufactured,  in- 

above  report.  ’  tamped  or  tagged  in  accordance  with 


Av.  8.48  10.16  4814 

*  At  the  completion  of  the  absorption  tests  these  tile 
showed  no  evidence  of  disintegration  t,le 

Lab.  No.  229600 


203-40-SM. 

A  P  PLIC( M^I^nJise?" ViSer,  )f°r  Conviser  and  Company 
9T!RTc-r'r1  ^  Conviser,  owner). 

SUBJECT— Conviser  and  Company  Steel  Shell  Concrete- 

appearances-  s-  approval  of- 

ArT,A»0r.AppIicant:  None. 

CTI°  withLnn'?tAIfI5r'Ma!erial  approved  in  accordance 

the  vote  to  approve!!'  °n  Tests- 

Affirmative:  Chairman  Murdock,  Commissioners 
N  S?Jage  and  Blum  and  Deputy  Chief  Gunn  4 

the  resolutxon- .  0 

(203-40-SM) 

,AfH-EAs,  ^ax  Conviser.  for  Conviser  and  Company 
(Max  Conviser,  owner),  filed  February  26,  1940,  an  aSoli- 
cation  with  the  Board  of  Standards  and  Appeals  for  ap- 

material  known  as  Conviser  and  Company 
Steel  Shell  Concrete-Filled  Columns ;  and 

on  T?sEtfnfS;hthl^  mai7iaI  W3S  submitted  to  the  Committee 
0,1  .tests  of  the  Board  for  test  and  report;  and 

Y\  hereas,  the  report  of  the  Committee  on  Tests  reads : 
REPORT  OF  COMMITTEE  ON  TESTS. 

Cal.  No.  203-40-SM.  J“ly  ,6'  1940' 

Fd!,i,|Cr,,iConV'Ser  and  Company  Steel  Shell  Concrete- 
hilled  Columns,  approval  of. 

Ma°vV™b-Uaryf26'r1940'  an  aPP,ication  was  filed  by 
Max  Conviser,  for  Conviser  and  Company,  for  the  ap- 

proval  of  Conviser  and  Company  Concrete-Filled  Steel 

lection  C2?1910r^?%\n  Y°rk.  City’  P^suant  to 
Code1  ^6"19Fd  (2-2.3)  of  the  Administrative  Building 

These  columns  are  manufactured  to  be  used  with 
welded  steel  base  plates  and  with  loose  steel  base  plates 
1  wo  of  these  columns  were  made  in  the  presence  of  a 
c°mmittee  on  Tests  at  the  appli- 
Nn  *  ?-planf  at  ' 585  Glenmore  avenue,  Borough  of  Brook- 
lyn.  New  York.  These,  columns  were  354  in.  O.D.  and 
•  /  In  -  Standard  weight  drawn  steel  tubing  approx- 

follows  ^  ft  m  engtb'  Tbe  concrete  fill  mix  was  as 

Cement^  appr0ved  UniversaI  Atlas  Regular  Portland 

1  part  screened  sand. 

2  parts  cracked  bluestone,  54  in.  to  K  in.  (commercial 
54  in.  to  54  in.) 

5  gallons  of  water  per  sack  of  cement. 

Aggregates  were  measured  by  volume.  The  cements 
and  aggregates  were  dry  mixed  by  hand  for  five  minutes 
and  after  water  was  added,  mixed  for  eight  minutes 
i  he  columns  were  filled  approximately  half  way  and 
rodded  with  a  %  jn.  steel  rod  and  subsequently  rodded 
after  adding  approximately  each  12  in.  of  fill.  All  new 
materials  were  used. 

A  6  in.  x  12  in.  cylinder  of  the  concrete  mix  was 
made  to  represent  the  concrete  in  the  columns.  These 
columns  are  made  with  electric  welded  54  in.  steel  plate 
cap  and  base  with  four  54  in.  holes,  each  1  in.  from 
edge  of  plate  for  54  in.  bolts  and  are  also  made  without 
cap  and  base  plates  for  use  vw'th  54  in.  loose  cast  iron 
cap  and  base  platfs  provided  with  four  Vs  in.  log-screw 
openings. 
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minutes 


These  columns  with  loose  cast  iron  cap  and  base  and 
cylinder  representing  the  concrete  in  the  columns  were 
tested  at  Columbia  University  with  the  following  re¬ 


sults  : 


3.97 
3.72 
0.125 
74800 


3.51 
3.20 
0.152 
65600 


4  in.  Col.  Sy2  in.  Col. 

T  it  9  ft.  7/16  in.  9  ft.  1/16  in. 

Length  . ,  Q7  351 

Outside  Diameter  (inches)  .. 

Inside  Diameter  (inches)  .... 

Wall  Thickness  (inches)  .... 

Mule1"” .  L°ad.  •  '• '  '•  '■  '•  •  •  ■  • By  bending  By  bending 

Concrete  cylinder 

Diameter  (inches)  .  •  - 

Height  (inches)  . 

Maximum  Load  (pounds) #  ... 

Compressive  Strength,  p.s.i.  . . 

On  the  basis  of  the  foregoing  data  i JUf, (Zol- 

umLC?sndiSsecrribendd  he^dn^mSfred  by  Conviser  and 

Company  at  585  Glenmore o°D^oi 

to  exceeTo'ft.  ^nominal  "length,  be  approved  for  use  in 
New  York  City  with  electric  welded  steel  plate  cap  and 
base  as  described  herein  or  loose  cast  iron  cap  and  base 
as  described  herein,  pursuant  to  section  C26-191.0  2  ^  j 

of  the  Administrative  Building  Code,  f°r  equivalent 
loads  allowing  for  the  factor  of  safety  provided  n  .he 
Administrative  Building  Code  on  conditu mn7 
ntoyinU  be  used  in  the  manufacture  of  these  column.^ , 
lhat  base  elates  when  welded,  shall  comply  with  the  re¬ 
quirements  of  the  Welding  Rules  of  the  Board  of  Stand 
aS  Appeals;  that  the  co umns  when  -sffed  shaU 
be  firmly  secured  top  and  bottom 

plates  with  bolts  or  rivets  through  ho’es  m  Ua  es  that 
ihe  use  of  these  columns  be  limited  to  buiWm^one 

loads ;  'that' each  cofum/Safl  be  labeled  “Approved  by 

York  °Citdy  under  "cah^No.'1 203D-40-SM’°r  for*  buildings 
no  column1" beThTpped  to  a  job  until  it  is  twenty-eight 

days  °’d-  (Sgd.)  BERNARD  A.^AVAGE.  ^ 

CHARLES  M.  BLUM,  _ 

Commissioner. 

LESLIE  V.  HUBER.  _ 

Chief  Engineer. 
Committee  on  Tests. 

^Whereas,  this  report  recommended  approval  o(  this  mate- 
™ResoM,  that  the  Board  of  Standards  and  Appeals  toes 

the inaterial^be  manufactured,  installed,  and  labeled,  stamped 
or  tagged  in  accordance  with  above  report. 


314-40-SM. 

APPLICANT — E.  A.  Swenson,  for  Flintkote  Company, 

SUBTECT— Flintkote  Insulation  Products  (Building  Board, 
SL  '  Insulating  Lath,  Insulating  Tile,  Insulating  Plank. 

Roof  Insulation  and  Sheathing  Board),  approval  of. 
APPEARANCES— 

For  Applicant:  None.  , 

a  rTTON  OF  BOARD — Material  approved  in  accordance 

with  report  of  Committee  on  Tests. 

ttif  VOTE  TO  APPROVE — 

Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn  4 

Negative  . 

THE  RESOLUTION-i44o_sm) 

Whereas,  E.  A.  Swenson,  for  Flintkote  Company,  owner, 
filed  March  27,  1940,  an  application  with  the  Board  of  Stand¬ 
ards  and  Appeals  for  approval  of  the  material  known  as 
Flintkote  Insulation  Products  (Building  Board,  Insulating 
Lath,  Insulating  Tile,  Insulating  Plank.  Roof  Insulation  and 

ShWHEREASBOthris } material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and  _ 

Whereas,  the  report  of  the  Committee  on  Tests  reads . 

REPORT  OF  COMMITTEE  ON  TESTS. 

July  15,  1940. 

Re:  Cal.  No.  314-40-SM. 

Subject:  Flintkote  Insulation  Products  (Building  Board, 
Insulating  Lath,  Insulating  Tile,  Insulating  Plank,  Roof 
Insulation  and  Sheathing  Board),  approval  of. 

E.  A.  Swenson,  of  the  Flintkote  Company  of  Nov 
York,  filed  for  the  Hawaiian  Cane  Products,  Limited. 
Honolulu,  Hawaii  (authorization  dated  April  2d,  1940) 
on  March  27,  1940,  an  application  with  the  Board  ot 
Standards  and  Appeals  for  approval  of  cane  fibre  prod¬ 
ucts  sold  under  the  name  of  Flintkote  Insulation  Prod 
nets  (Building  Board,  Insulating  Lath,  Insulating  Tile, 
Insulating  Plank  Roof  Insulation  and  Sheathing  Board) , 
under  the  requirements  of  the  Fibre  Insulation  Board 

Rules  of  the  Board  of  Standards  and  ,ApPeals-Unnolulu 
These  products  are  manufactured  in  Honolulu 
Hawaii,  from  fibre,  approximately  90  per  cent,  being 
cane  fibre  and  the  balance  wood  fibre,  from,  waste  pap  r 
stock  Both  fibres  are  cleansed  of  impurities  and  re¬ 
duced  to  individual  fibres,  then  mixed  together,  the  whole 
being  chemically  treated  to  provide  moisture  and  rot  re 
sistance.  Passage  through  Clafhn  refiners  gives  a  fu 
ther  and  final  refining.  Termite  proofing  chemicals  are 
added  as  the  stock  is  passed  into  the  forming  machine 
vat.  The  wet  lap  for  the  board  is  formed  to  the  thick¬ 
ness  required  on  an  Oliver  forming. machine.  The  sheet 
thus  formed  passes  through  Downington  jesses  w 
are  equipped  with  top  and  bottom  felts  and  which  re 
move  T*  considerable  portion  of  the  forn  tfie  sW 

The  felts  serve  also  to  form  the  different  types  °tsu 
faces  on  the  sheet.  From  the  presses  the  board  passes 
into  a  Coe  dryer  In  the  dryer,  moisture  is  taken  out 
of  the  board  so  that  when  the  drying  is  there 

is  about  1.2  per  cent,  moisture  left  m the i  start.  Tern 
neratures  in  the  dryer  range  from  300  degrees  to  .v 
de-rees  Fahrenheit.  Board  /2  in.  thick  requires  about 
three  hours  drying  time.  For  other  thicknesses  the  time 
required  for  drying  is  approximately  proportional  to  the 

thickness  as  related  to  J4  m.  .  thicknesses 

This  material  is  manufactured  is  sizes  and  thicknesses 

and  for  uses  as  follows : 

BUiTJ'Zd6  ft..  7  ft.,  8  ft.,  9  ft,  10  ft.  and  12  ft 
lengths  x  in.,  Vi  in.  and  1  in.  thicknesses. 

InstOMns  Lath  *  *  ^  ^  jn  ^  thick„esses. 

'"£a?ge“  ifTnilc  32ta.,  24  in.  x  48  in.,  x  U  in.  thick- 

neSmall-12  in.  x  12  in.,  16  in.  x  16  in.,  12  In.  x  24  in.. 

24  in.  x  24  in.,  x  %  in.  thickness. 

Insulating  Plank  .  „  y  u  8ft., 

6  in.  8  in.,  10  in..  12  in.  and  16  in.  widths  x  /  it. 

9  ft  10  ft.  and  12  ft.  lengths  x  x/2  in.  thickness. 

Rog  Insulation^  *  ^  w  in.  and  2  in.  thick¬ 


ness. 

Sheathing  Board  . 

?  ft  x  8  ft  x  25/32  in.  thickness.  in 

4  ft.  x  7  ft,  8  ft,  9  ft.,  10  ft.  and  12  ft.  x  25/32  in. 
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Test  on  Fhntkote  Insulating  Building  Board  and  Plaster 
Base  V2  Inch  Thick. 


Thermal  conduc¬ 
tivity  —  B.T.U. 
per  hr.  per 
per  sq.  ft.  per 


Rule 

Requirements 


Test 

Results 


degree  F. 

T  ransverse 

.36  per  in.  thickness 

.33 

(a) 

strength— lbs. 
Lengthwise 
Crosswise 
Minimum  deflec¬ 

14  min. 

12  min. 

24 

17 

(b) 

(b) 

tion  at  ultimate 
load — in. 

Maximum  deflec¬ 

.25 

.57 

(b) 

tion  at  ultimate 
load — in. 

Tensile  strength 

.85 

.72 

(b) 

— lbs.  per  sq.  in. 
Lengthwise 

175  min. 

500 

(b) 

(b) 

Crosswise 

Water  absorption 

175  min. 

196 

— per  cent. 

Linear  expansion 

5  max. 

4.8 

(c) 

—per  cent. 

.50  max. 

0.3 

(0 

Nail  holding 

strength 

Plaster  base 

60  lbs. 

78.5 

(c) 

test  (bond 
strength) 


700  lbs. 


970  (d) 


6  (1939ArmOUr  Institute  of  TechnoIogy  test  December 
8  <1939Arm°Ur  Institute  of  Technology  test  November 

(c)  Electric  Testing  Laboratories  Report  151642. 

1939  ^rm0Ur  Institute  of  Technology  test  July  18, 

Test  on  25/32  Inch  Sheathing  Board. 


Rule 

Test 

Thermal  conduc¬ 

Requirements 

Results 

tivity  —  B.T.U. 
sq.  ft.  per 

per  sq.  ft.  per 
degree  F. 

.36  per  in.  thickness 

.382  (a) 

Transverse 

(See  Rules — Note  1) 

strength — lbs. 
Lengthwise 

21.75 

47  (b) 

34  (b) 

Crosswise 
Minimum  deflec¬ 

18.75 

tion  at  ultimate 
load 

Maximum  deflec¬ 

.25  in. 

.31  in.  (b) 

tion  at  ultimate 
load 

Tensile  strength 

.85  in. 

.38  in.  (b) 

— lbs.  per  sq.  in. 
Water  absorption 

175 

192  (b) 

— per  cent. 

5 

1.75  (b) 

Linear  expansion 

—per  cent. 

.5  max. 

0.2 

Nail  holding 

strength — lbs. 

100 

119  fh> 

(a)  Pennsylvania 
1939. 

State  College  test  December  27, 

(b)  Electrical  Testing  Laboratories  Report  151640. 

On  the  basis  of  the  foregoing  tests  meeting  the  re¬ 
quirements  of  Rule  1,  the  Committee  on  Tests  recom¬ 
mends  the  approval  of  Flintkote  Insulating  BuildingBoard 
in  the  sizes  and  thickness  as  specified  herein  for  use  in 
accordance  with  the  requirements  of  Rule  2  of  the  In¬ 
sulating  Fibre  Board  Rules  of  the  Board  of  Standards 


and  Appeals  when  used  and  installed  in  accordance  with 
tic  1  equirements  thereof  and  such  additional  require¬ 
ments  as  the  manufacturer  may  recommend,  and  that 
the  use  of  each  class  of  board  shall  be  limited  to  the 
uses  prescribed  herein.  When  used  for  sheathing,  full 
length  and  width  boards  shall  be  used ;  over  doorways 
and  over  and  under  windows  vertical  and  horizontal  2 
by  4  s  shall  be  provided  so  as  to  afford  nailing  bases 
along  all  edges  of  the  board  so  used.  Each  container 
used  for  shipping  this  material  shall  be  marked,  tagged 
or  labeled  as  follows,  with  the  use  of  each  type  of  board 
indicated:  “Approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  under  Cal.  No.  314- 
40-SM  when  installed  under  the  requirements  of  the 
Insulating  Fibre  Board  Rules  of  the  Board  of  Standards 
and  Appeals.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM, 

Commissioner. 
LESLIE  V.  HUBER, 

Chief  Engineer. 

,  Committee  on  Tests, 

and 

.  W  heReas,  this  report  recommended  approval  of  this  mate¬ 
rial. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Flintkote  Insulation 
Products  (Building  Board,  Insulating  Lath,  Insulating  Tile, 
Insulating  Plank,  Roof  Insulation  and  Sheathing  Board),  on 
condition  that  the  material  be  manufactured,  installed,  and 
labeled,  stamped  or  tagged  in  accordance  with  above  report. 


395-40-SM. 

APPLICANT  Post  and  McCord,  for  Insul-Mastic  Labor¬ 
atories.  Incorporated,  and  McGrew  Paint  and  As¬ 
phalt  Company,  owners. 

SUBJECT  Insul-Mastic  (re-roofing  and  re-surfacing  mate¬ 
rial),  approval  of. 

APPEARANCES— 

For  Applicant:  T.  C.  Tuck. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  q 

THE  RESOLUTION— 

(395-40-SM) 

Whereas,  Post  and  McCord,  for  Insul-Mastic  Labor¬ 
atories,  Incorporated,  and  McGrew  Paint  and  Asphalt  Com¬ 
pany,  owners,  filed  April  16,  1940,  an  application  with  the 
Board  of  Standards  and  Appeals  for  approval  of  the  material 
known  as  Insul-Mastic  (re-roofing  and  re-surfacing  mate¬ 
rial)  ;  and 

\\  tiereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

r,  _  July  15.  1940. 

Re:  Cal.  No.  395-40-SM. 

Subject:  Approval  of  Insul-Mastic  (re-roofing  and  re¬ 
surfacing  material). 

Post  and  McCord,  for  Insul-Mastic  Laboratories,  In¬ 
corporated,  and  McGrew  Paint  and  Varnish  Company, 
owners,  filed  April  16,  1940,  an  application  with  the 
Board  of  Standards  and  Appeals  for  approval  of  the 
material  known  as  Insul-Mastic  (re-roofing  and  re-sur¬ 
facing  material)  under  the  provisions  of  C26-191.0 
(2.2.3)  and  C26-605-0  (10.1.16)  and  C26-680.0  (10.12. 
11.1)  Administrative  Building  Code. 

This  material  is  intended  for  use  as  a  coating  or 
finish  on  walls  and  roofs  of  old  or  new  buildings  but 
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especially  as  a  re-surfacing  finish  for  exterior  side  walls 
and  a  re-roofing  material  as  it  is  applied  in  practice  and 
having  an  area  of  12  sq.  ft.  Upon  a  roof  deck  which 
consisted  of  a  wood  decking,  asphalt  shingles,  and  a 
coating  of  Insul-Mastic,  was  placed  a  burning  brand, 
for  the  purpose  of  investigating  the  possibility  of  the 
spread  of  flame  ignition  of  the  wood  decking  and  the 
area  and  depth  of  charring. 

The  results  of  this  test  are  as  follows : 

Test  1. 

The  angle  of  roof :  45  degrees. 

Time  until  flame  was  out :  36  min.  50  sec. 

Time  until  brand  was  consumed:  37  min.  50  sec. 

Depth  of  charring:  Ms  in. 

Surface  area  burned :  9  in.  x  10  in. 

Surface  area  stained:  12  in.  x  13  in.  . 

A  similar  test  was  made  of  a  wood  siding  12  sq.  ft.  in 
area  coated  with  Insul-Mastic  Angle  90  degrees,  with  a 
brand  supported  in  a  wire  sling  directly  against  siding  to 
be  applied  directly  to  old  re-roofing. 

The  coating  is  composed  of  Gilsonite  which  has  a 
melting  point  of  280  degrees  Fahrenheit  and  other 
asphalt  compound  with  a  melting  point  of  190  degrees 
mixed  with  a  thinner  and  ground  cork  or  mica  on  which 
a  protective  surface  of  different  colored  slate  granule^ 

are  applied.  .  , 

The  materials  are  shipped  in  semi-fluid  form  ana  ap¬ 
plied  to  the  surface  by  a  spraying  method. 

Fire  tests  of  this  material  as  a  roof  coating  and  as  a 
covering  for  wood  siding  were  conducted  at  101  Park 
avenue.  New  York  City,  on  July  10,  1940. 

Test  2.  , ,  . 

The  test  sample  consisted  of  a  complete  assembly  ot 

roof  deck  and  covering. 

Time  until  flame  was  out:  6  min. 

Time  until  brand  was  consumed:  - 

Depth  of  charring:  Va  in. 

Surface  area  burned :  9  in. 

Surface  area  stained:  -  . 

As  a  result  of  these  tests,  the  Committee  recommends 
approval  under  C26-680  (10.12.11.1)  Administrative 

Building  Code  and  Group  16,  Art.  (10.1.16). 

Tests  of  roof  covering  of  Insul-Mastic  as  applied  over 
old  or  new  roofing,  and  as  a  covering  for  wood  siding 
inside  or  outside  the  fire  limit  on  condition  that  the 
amount  of  Insul-Mastic  and  slate  finish  used  per  square 

shall  conform  to  this  report.  .  . 

It  is  also  recommended  that  each  container  of  Insul- 
Mastic  and  each  bag  or  container  of  slate  finish  shall  be 
clearly  marked  or  labeled,  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  Citv  when 
used  in  accordance  with  these  specifications  under  Cal. 
No.  395-40-SM”. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM, 

Commissioner. 
LESLIE  V.  HUBER, 

Chief  Engineer. 
Committee  on  Tests. 

^Whereas,  this  report  recommended  approval  of  this  mate- 
ricil 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Insul-Mastic  (re- 
roofing  and  re-surfacing  material),  on  condition  that  the 
material  be  manufactured,  used,  and  labeled,  stamped  or 
tagged  in  accordance  with  above  report. 


4 

0 


APPEARANCES— 

For  Applicant:  George  E.  Strehan. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn 
Negative  . 

THE  RESOLUTION— 

(657-40-SM) 

Whereas,  George  E.  Strehan,  for  Triangle  Steel  Products 
Corporation,  owner,  filed  June  18,  1940,  an  application  with 
the  Board  of  Standards  and  Appeals  for  approval  of  the 
material  known  as  Triangle  Three-Hour  Hollow  Metal  Fire 

Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

July  15,  1940. 

Re:  Cal.  No.  657-40-SM. 

Subject:  Triangle  Three-Hour  Hollow  Metal  Fire  Door, 

^CkOTge  °E.  Strehan,  for  Triangle  Steel  Products  Cor¬ 
poration,  owner,  filed  June  18,  1940,  an  application  with 
the  Board  of  Standards  and  Appeals  for  approval  of  the 

material  known  as  Triangle  Three-Hour  Hollow  Metal 

Fire  Door  under  the  provisions  of  C26-610.0  (10.1.18), 


657-40-SM. 

APPLICANT— George  E.  Strehan,  for  Triangle  Steel 
Products  Corporation,  owner. 

SUBJECT _ Triangle  Three-Hour  Hollow  Metal  hire 

Door,  approval  of. 
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9 IW-v?  ri\0n’}h  oS^6'66!  0  (10-8-2)’  C26-662.0  (10. 

C26-663.0  (10.8.4),  Administrative  Building  Code 
I  he  test  door  was  constructed  at  the  plant  of  the  ap¬ 
plicant  in  Brooklyn,  New  York,  with  5->6  in.  stiles  and 
top  rail  and  the  bottom  rail  10)4  in.  wide  over  all.  The 
srtiles  and  rails  were  1^6  in.  and  the  panel  Y&  in  thick 
J  he  specifications  for  the  construction  of  the  door  were 
as  follows : 

Doors  are  one  panel  type  1 H  in.  thick.  Stiles  are  in 
one  piece,  minimum  of  No.  18  gauge  metal  formed  as 
shown  on  Section  “1”,  Fig.  1.  On  the  interior  of  the 


bestos  as  separators  between  the  two  sheets.  Asbestos 
.-'beets  are  the  full  size  of  the  panels  including  the  part 
recessed  in  the  stiles  and  rails. 

Stiles,  rails  and  panels  are  assembled  as  shown  (see 
rig.  1).  lop  rail  is  welded  to  each  stile  with  three 
arc  welds  on  each  face  of  door.  Welds  are  at  least  Y 
in.  long.  Bottom  rail  is  welded  to  each  stile  in  similar 
manner  except  that  four  welds  are  used  at  each  joint 
the  No.  16  gauge  channels  welded  in  outside  edges  of 
top  and  bottom  rail  are  continuous  the  full  width  of  the 
door  and  are  fitted  into  tops  and  bottoms  of  the  stiles. 


stiles  at  the  panel  edge,  is  arc  welded  at  12  in.  oca 
u  ,  ,Rau^  channel  the  full  length  of  stile.  This 

channel  has  %  in.  vent  holes  not  less  than  6  in.  o.c. 

lop  and  bottom  rails  are  formed  of  two  face  sheets 
ot  metal  as  shown  on  vertical  section  Plate  “1”  joined  at 
outer  edges  with  No.  16  gauge  channels  spot  welded  to 
both  the  face  sheets  2  in.  o.c.  Top  and  bottom  chan¬ 
nels  have  %  in.  vent  holes  6  in.  o.c.  In  panel  edge  of 
top  and  bottom  rails  is  arc  welded  a  No.  16  ga,uge 
channel  similar  to  stile  construction  having  in.  vent 
holes  not  less  than  6  in.  o.c. 

Panels  are  formed  of  two  sheets  of  No.  20  gauge 
metal  separated  and  insulated  as  hereinafter  described. 

Miles  and  rails  are  entirely  filled  with  air  cell  asbestos 
lor  their  entire  length.  Panel  is  insulated  with  one  sheet 
ol  Ys  in.  solid  asbestos  and  one  sheet  of  %  in.  solid 
asbestos,  these  two  sheets  separated  by  a  nominal  air 
space  of  1/16  in.  obtained  by  using  thin  strips  of  as- 


This  channel  is  spot  welded  2  in.  o.c.  to  both  faces  of  the 
stiles  at  both  top  and  bottom. 

Doors  are  hung  on  butt  hinges,  spring  hinges  or  floor 
hinges.  Reinforcements  for  butt  or  spring  hinges  are  a 
minimum  of  No.  10  gauge  and  6  in.  longer  than  Ihe 
size  of  the  hinge.  Reinforcements  are  spot  welded  to  the 
edge  of  the  door  stile.  Reinforcement  for  floor  hinge  is 
a  minimum  of  3/16  in.  and  is  welded  to  upper  face  of 
bottom  door  channel  and  is  at  least  two-thirds  the  width 
ot  door.  Reinforcement  for  top  pivot  used  with  floor 
lunge  is  a  minimum  of  3/16  in.  and  is  welded  to  top 
door  channel  and  is  at  least  one-half  the  width  of  the 
door.  Lock  reinforcements  are  formed  with  a  No.  14 
gauge  box  inserted  in  the  door  stile  at  the  lock  and  spot 
welded  to  both  faces  of  lock  stile.  Reinforcement  box 
for  lock  is  at  least  16  in.  long.  The  inside  of  lock  box 
reinforcement  is  lined  with  %  in.  sheet  asbestos  all 
around  and  for  the  full  height  of  the  box  and  meets  the 
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stopping  point  of  cell  asbestos  above  and  below  the  lock. 

Doors  with  multiple  panels  as  shown  (on  Fig.  ) 
made  by  superimposing  center  stiles  and  rails  on  the 
face  of  the  basis  of  one  panel  tested  door  by  welding, 
soldering  or  other  means  obviating  holes  or  punctures 
in  the  basic  door  (Fig.  1). 

frame 

Doors  are  lumg  in  No.  14  gauge  hollow ^metal  frame 
Frame  is  constructed  in  accordance  with  manufacturers 
standard  shapes  with  welded  corners,  steel  bottom 
spreader,  No.  16  gauge  angles  for  fastening  to  floor 
construction,  and  with  at  least  three  straps  or -T 
anrhors  for  each  iamb  leg  for  solid  anchorage 


being  set  in  the  masonry  wall  of  the  test  furnace  door 
The  door  was  hung  on  three  Stanley  5  in.  x  in. lo 
oin  butts.  It  was  fitted  with  a  Corbin  standard  2 A  m. 
mortise  lock  having  a  bitted  key.  Set  at  a  height  of  3 
ft  VA  in.  above  the  bottom  of  the  door  and  2  in.  from 
its  edge  With  the  door  closed  it  was  noted  that  the 
clearance  between  the  knob  and  the  door  stop  was  ap¬ 
proximately  X  in-  The  latch  had  a  thr0^  ^  f2  fit  d 
the  bolt  13/16  in.  The  door  was  hung  with  the  follow¬ 
ing  clearances:  top,  X  in-[  lock  Slde-  ,  ,/ifi  £.  at 
side,  X  in-!  bottom,  3/16  in.  at  sides  and  1/16  in.  at 

center. 


masonry  walls.  For  1^-hour  label  door  the  frame  may 
be  constructed  of  No.  16  gauge  metal. 

Test  of  Door 

The  door  was  single  paneled  of  hollow  metal  2  ft.  11^4 
in.  wide  by  6  ft.  11 X  in.  high.  Tests  of  the  sample 
selected  were  performed  at  the  Protocol  Testing  Labor¬ 
atory  at  Kenilworth,  New  Jersey  (Report  No.  96  filed 
herewith)  under  the  supervision  of  Mr.  Rollin  C.  Bast- 
ress,  director  of  the  laboratory.  These  tests  were  con¬ 
ducted  in  accordance  with  the  requirements  of  Croup 
Sub.  Art.  1  of  Art.  10,  Administrative  Code,  entitled 
“Fire  Resistant  Construction.” 

The  door  was  mounted  in  a  pressed  steel  combined 
buck  and  frame  with  a  checkered  plate  saddle,  the  whole 


10  ft.  wide,  12  ft.  high  and  2  ft.  deep  with  a  swinging 
door  having  a  rough  opening  62  in.  x  93  in.  in 
the  test  sample  was  set.  Gas  flames  were  app  ie  w 
suitable  controls  for  regulating  temperature. 

T' est 

The  test  was  conducted  by  a  Committee  of  the  Board 
in  conformity  with  the  standard  time  temperature  cu  t 
and  maintained  within  the  5  per  cent,  area  tolerance  fo 
the  three-hour  period.  The  average  rise  of  tempera 
ture  at  the  end  of  three-quarters  of  an  hour  w?  - 
degrees  Fahrenheit  on  the  unexposed  side.  In  this B 
stance  it  is  well  to  remember  that  this  door  was  locate 
within  a  partially  ventilated  vestibule,  ah* 

lobby  as  commonly  encountered  in  apartment  house. 
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f 1at  tllc  apartment  house  vestibule  would  prob¬ 
ably  be  better  ventilated)  in  which  the  temperature  at 
the  end  of  forty-five  minutes  was  approximately  134 
degrees  t  ahrenheit.  Ihe  atmospheric  temperature  at 
the  beginning  of  the  test  was  73  degrees  Fahrenheit. 
At  the  forty-five  minute  point  the  temperatures  on  the 
unexposed  side  were  8  per  cent,  in  excess  of  the  per¬ 
mitted  temperatures  undoubtedly  due  to  the  fact  that 
the  tin nace  temperatures  at  the  thirty-five  and  forty 
minute  points  were  in  some  cases,  according  to  the  in¬ 
dividual  thermocouple  readings,  as  high  as  170  degrees 
hahrenheit  in  excess  of  the  required  thermocouple  tem¬ 
peratures.  These  temperatures  did  not  reach  a  normal 
condition  until  the  forty-five  minute  point.  Accordingly 
it  becomes  apparent  that  these  high  temperatures  were 
reflected  in  the  forty-five  minutes  reading  on  the  un¬ 
exposed  side.  The  fact  that  a  solid  asbestos  filler  was 
placed  at  the  mid  point  of  the  door  with  the  thermo¬ 
couples  directly  over  it  further  augmented  the  tempera¬ 
ture  rise  on  the  unexposed  side.  During  the  test  there 
was  no  passage  of  smoke  or  flame  through  or  around  the 
door  in  any  significant  amount.  At  the  end  of  the  three 
hours  the  door  was  subjected  to  the  standard  hose 
stream  test  which  it  withstood  without  any  change  in 
structural  condition  excepting  distortion  of  lock  stile  due 
to  sudden  cooling.  The  door  was  then  swung  open  on 
its  own  hinges  and  the  lock  stile  found  to  be  concaved 
toward  the  furnace  to  the  extent  of  V/2  in  maximum  at 
the  lock. 

O'1  ^  basis  of  this  test  and  the  requirements  of  C26- 
610  (10.1.18),  Administrative  Building  Code,  the  Com¬ 
mittee  recommends  the  approval  of  the  Triangle  Three- 
Hour  Hollow  Metal  Fire  Door  as  having  met  the  re¬ 
quirements  for  a  rating  of  three  hours,  for  use  as  a  pro¬ 
tection^  openings  in  fire  walls,  under  C26-660  (10.8.1), 
Administrative  Building  Code,  and  as  a  protection  of 
?mnon^S  in  fire  partitions  034  hours),  under  C26-661.0 
(10.8.2)  and  as  a  protective  opening  in  fireproof  parti¬ 
tions  ( hour),  under  C26-662. 0  (10.8.3),  when  con¬ 
structed  and  hung  strictly  in  accordance  with  the  speci¬ 
fications  set  forth  herein,  with  the  recommendation  that 
the  asbestos  strips  be  reduced  to  two  in  number  located 
at  the  third  points  in  width  of  the  panel. 

The  Committee  also  recommends  the  approval  of  such 
doors  for  use  under  the  Multiple  Dwelling  Law,  which 
provides  for  a  rating  of  one  hour  when  used  in  fireproof 
partitions.  The  Committee  further  recommends  the  ap¬ 
proval  of  alternate  door  constructions  as  shown  on  Fig¬ 
ures  2.  3  and  4  which  are  similar  in  every  respect  except 
thicker,  and.  when  manufactured  with  a  flush  surface 
has  an .  additional  air  insulation  space  which  may  be 
filled  with  asbestos  insulation.  In  all  other  respects  the 
construction  of  these  alternate  doors  shall  be  of  details 
as  provided  in  Fig.  1.  All  opening  protective  assemblies 
manufactured  under  this  approval  shall  be  marked  and 
inspected  as  provided  for  in  the  Opening  Protective  As¬ 
sembly  Rules  of  the  Board  of  Standards  and  Appeals. 


(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 

CHARLES  M.  BLUM. 

Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 
Committee  on  Tests. 

and 

rial'  HFREAS’  this  reP°rt  recommended  approval  of  this  mate- 

hefehv  that'hC  Boai!d10tf  Standards  and  Appeals  does 
Honr  ' u£nr0VeJhe known  as  the  Triangle  Three- 
rial  MetaJ  F,re  Door’  on  cmdi^n  that  the  mate- 

or  taLTa™faCtUre<i’  instal,?d-  operated,  and  labeled,  stamped 
Rgcd  m  accordance  with  above  report. 


667-40-SM. 

CTP^ICANrrNat]°"al  PortIand  Cement  Company,  owner. 
SUBJECT — Pioneer  Portland  Cement  approval  of 
APPEARANCES— 

ApPlicant:  Jere  A.  Feeks. 

ACTION  OF  BOARD— Material  approved  in  accordance 

mur-  ^^re^rt  of  Committee  on  Tests. 

THE  VOTE  Tp  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  q 

THE  RESOLUTION— 

(667-40-SM) 

Whereas  National  Portland  Cement  Company,  owner, 
filed  June  19,  1940,  an  application  with  the  Board  of  Stand¬ 
ards  and  Appeals  for  approval  of  the  material  known  as 
Pioneer  Portland  Cement;  and 

Whereas  this  material  was  submitted  to  the  Committee 
0,1  ests  °f  the  Board  for  test  and  report;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 


up  UJMMITTEE  ON  TESTS. 

Cal.  No.  667-40-SM.  Julv  17 ’  I940‘ 

Subject:  Pioneer  Portland  Cement,  approval  of. 

On  June  19,  1940,  the  .  National  Portland  Cement 
Company  filed  an  application  for  approval  of  Pioneer 
Portland  Cement  as  manufactured  bv  it  at  Brodhead 

T  i1  New  York  City  pursuant  to 
section  C26-312.0  c-1,  Administrative  Code. 

The  manufacturing  process  is  as  follows:  From 
twelve  to  fifteen  holes  are  drilled  to  a  depth  of  100  ft 
at  one  time  in  the  quarry.  Laboratory  tests  are  made 
of  samples  of  borings  every  20  ft.  in  advance  of  quarry¬ 
ing.  Ihe  rock  is  hauled  from  the  quarry  to  the  crusher 
house  in  ten-ton  steel  cars  and  is  crushed  by  three  gyra¬ 
tory  crushers,  one  preliminary  and  two  secondary,  and 
this  stone  being  2  in.  and  less  in  size  goes  direct  to 
storage.  The  stone  is  then  fed  into  two  slurry  mills 
having  a  table  feed.  These  mills  are  manufactured  bv 
P.  L.  bmidth  and  are  four  compartment  mills  8  ft.  x  36 
ft  in. area.  From  these  mills  the  slurry  is  pumped  into 
blending  tanks,  and  after  blending  is  dumped  into  a  large 
slurry  basin  having  a  capacity  of  16,000  barrels.  The 
slurry  is  then  pumped  from  this  basin  into  slurry  feeders 
at  the  back  end  of  kilns..  The  clinker  from  kilns  is  dis- 
clwged  on  an  F.  L.  Smidth  skipulter  which  conveys  the 
clinker  to  an  elevator  and  thence  into  covered  storage, 
prom,  storage  the  clinker  is  placed  in  clinker  bins  bv 
traveling  cranes  The  clinker  is  ground  in  two  F.  L. 
bmidth.  8  ft.  x  36  ft.  mills  equipped  with  open  type  am 
separation  hook-ups.  From  these  mills  cement  is 
pumped  into  silos  and  thence  to  packing  bins.  The  wet 
process  is  used  throughout. 

The  controls  of  the  manufacturing  processes  are  as 
follows : 


Samples  are  taken  of  both  the  slurry  and  cement  mills 
every  two  hours.  On  the  slurry  mill  samples,  fineness, 
water  and  calcium  carbonate  content  are  determined. 
On  the  cement  samples  fineness,  setting  time  and  S03 
are  determined.  These  samples  are  taken  by  laboratory 
representatives  and  any  changes  in  the  mix  made  neces¬ 
sary  bv  these  analyses  are  made  in  the  manufacturing 
process. 

.  It  is  estimated  that  there  is  a  sufficient  supply  of  con¬ 
sistently  homogenous  raw  materials  available  at  the  pres¬ 
ent  rate  of  manufacture  for  one  hundred  years.  Samples 
were  taken  on  the  cements  tested  in  the  presence  of  a 
representative  of  the  Committee  on  Tests  at  the  appli¬ 
cant’s  laboratory,  Brodhead,  Pennsylvania,  with  the  fol¬ 
lowing  results  : 
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Pioneer  Light  Portland  Cement. 
Chemical  Analysis. 
A.S.T.M. 

Spec.  C9-38 


As 
Tested 
22.04 

4.82 

2.82 
63.68 

3.87 

1.50 

.80 

.22 

50.9 

24.8 

8.0 

8.6 

.75 


Fed.  Spec. 
SSC-191-a 

7.50 

6.00 


5.00 

2.00 

4.00 

0.85 


5.00 

2.00 

3.00 

0.75 


Si02 
A1203 
Fe203 
CaO 
MgO 
S03 

Ig.  Loss 
Ins.  Res. 

3Ca0.Si02 
2Ca0.Si02 
3Ca0.A1203 
4Ca0.A1203. 

Fe203 
Free  CaO 

Physical  T ests. 

Tensile  Strength  (1:3  Standard  Mortar)  lb.  per  sg.  in. 
( Average  of  six  specimens.) 

Age:  3  days  302 

7  days  364  275  275 

28  days  452  350 

Compressive  Strength— Plastic  Mortar— lb.  per  sq.  in 
( Average  of  six  specimens.) 

H20  53% 

Flow  100% 

3  days  1350 

7  days  2571 

28  days  4637 

Normal  Consistency— 24.5% 

Setting  Time  (Gilmore) 

Initial  4 :00  Min.  60  min. 

Pinal  6:00  Max.lOhrs. 

Soundness 
5  hrs.  steam 


900 

1800 

3000 


Min.  60  min. 
Max.  10  hrs. 


OK 

Fineness 
S.S.  CM2/g  1620 
No.  325 
No.  200 
Autoclave 


Sound 


Sound 


1500 


93.5  (  %  passing) 

98.6  (%  passing) 


.267 

Pioneer  Dark  Portland  Cement. 
Chemical  Analysis 


As 

A.S.T.M. 

Tested 

Spec.  C9-38 

Si02 

21.82 

A1203 

4.46 

Fe203 

2.96 

CaO 

63.33 

5.00 

MgO 

4.00 

S03 

1.72 

2.00 

Ig.  Loss 

1.12 

4.00 

Ins.  Res. 

.18 

0.85 

3Ca0.Si02 

52.8 

2Ca0.Si02 

22.8 

3Ca0.A1203 

4Ca0.A1203. 

6.8 

Fe203 

9.0 

Free  CaO 

.65 

Fed. 

SSC 


Spec. 

-191-a 

7.50 

6.00 

5.00 

2.00 

3.00 

0.75 


Normal  Consistency— 24.0% 
Setting  Tin 
Initial 
Final 

Soundness 
5  hrs.  steam 
Fineness 

S.S.,  CM2/g  1700 
No.  325 
No.  200 
Autoclave 


(Gilmore) 

3:50 

Min.  60  min. 

5:55 

Max.  10  hrs. 

OK 

Sound 

W  . 

91.0  (%  passing) 
98.0  (  %  passing) 


Min.  60  min. 
Max.  10  hrs. 

Sound 

1500 


Physical  Tests. 

Tensile  Strength  (1:3  Standard  Mortar)  lb.  per  sq.  m. 
( Average  of  six  specimens.) 

Age:  3  days  282  " 

7  days  362  -75  -  - 

28  days  461  350  350 

Compressive  Strength— Plastic  Mortar— lb.  per  sq.  in. 
( Average  of  six  specimens.) 

H20  53% 

F1°W  3  days101325  900 

7  days  2566 

28  days  4625 


1800 

3000 


This  material  is  packed  in  cloth  and  paper  bags  and 

ShItPfSd  accordingly  recommended  that  Pioneer  Portland 

Cement,  as  manufactured  by  the  National  Portlan 
Cement  Company,  at  Brodhead,  Pennsylvania,  be  ap- 
proTe?  fo°”?e  in  New  York  City  pursuant  to  section 
C26-312.0  c-1  of  the  Administrative  Code,  on  condition 
that  each  bag  shipped  shall  be  stamped,  labeled  or 
marked :  “Approved  for  use  in  New  York  City  by  the 
Board  of  Standards  and  Appeals  under  Cal.  No.  ob/- 
40-SM”  and  when  shipped  in  bulk  its  bill  of  lading  be 
similarly  marked,  and  that  monthly  mill test  reports 
signed  by  the  applicant’s  chief  chemist  be  filed  with  the 

B°ard'  (Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 

CHARLES  M.  BLUM, 

Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 
Committee  on  Tests. 

a*  Whereas,  this  report  recommended  approval  of  this  mate- 

n3Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Pioneer  Poitland 
Cement,  on  condition  that  the  material  be  manufactured, 
used,  and  labeled,  stamped  or  tagged  in  accordance  with 

above  report. 

GENERAL  RESOLUTIONS. 

886-39-GR.  ... 

APPLICANT— Heating,  Piping  and  Air-Conditioning  Con¬ 
tractors  New  York  City  Association,  Incorporated. 
SUBJECT— Request  for  interpretation  of  section  C26-1-UO.U, 
Administrative  Code  (14.1.13  Building  Code),  re 
Plumbing  System  Waste  Lines. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Request  dismissed  as  being  im¬ 
properly  before  the  Board. 

THE  VOTE  TO  DISMISS—  .  . 

Affirmative '  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

Negative  . 

THE  RESOLUTION— 

(886-39-GR) 

Whereas,  in  the  opinion  of  the  Board  the  issue  involved 
should  be  presented  to  the  Board  based  on  _a  decision  of  -he 
borough  superintendent  of  buildings  in  an  individual  case. 

Resolved,  that  the  request  for  an  interpretation  of  these 
rules  be  and  it  hereby  is  dismissed  as  being  improperly  be¬ 
fore  the  Board. 

921-39-GR. 

APPLICANT — Progress  Association  of  Steamfitters  Help¬ 
ers  Local  No.  639  of  the  United  Association 
SUB TECT— Request  for  interpretation  of  section  C26-12UO.P, 
Administrative  Code  (14.1.13  Building  Code), 
Plumbing  System  Waste  Lines. 
APPEARANCES— 

For  Aoolicant :  None. 
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CIIO\  OI  HOARD— Request  dismissed  as  being  im- 
TH,  .  bef°re  the  Board.  R  im 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Murdock,  Commissioners 

NeraW*6  3nd  B  Um  and  Deputy  Chief  Gunn  4 

THE  RESOLUTION^ .  ° 

(921-39-GR) 

W  HERnAs,  m  the  opinion  of  the  Board  the  issue  involved 
should  be  presented  to  the  Board  based  on  a  decision  of  the 
°n^,'  superintendent  of  buildings-  in  an  individual  case, 
rules  bf  am!  m  veciue.st  f.0r  an  interpretation  of  these 
fore  the  Board  ^  IS  dlSmUSScd  as  bein*  ^properly  be- 


922-39-GR. 

APPLICANT— Enterprise  Association  Local  No.  638  of  the 
United  Association  of  Journeymen  Plumbers  and 

SUBIFCTeaRfitterS  f  the  United  States  and  Canada. 

aV~-  •  ues*  for  interpretation  of  section  C26-P06  0 
Administrative  Code  (14.1.13  Building  Code)  're 

A PPE A  R ANCES— yStem  WaS*e  LimS' 

.^T^For  Applicant :  None. 

ACTION  OF  BOARD— Request  dismissed  as  being  im- 
properly  before  the  Board 
THE  VOTE  TO  DISMISS—  ‘ 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
N  egative  .  ^ 

THE  RESOLUTION—  . 

(922-39-GR) 

c,^EfEAS’  in  opinion  of  the  Board  the  issue  involved 
should  be  presented  to  the  Board  based  on  a  decision  of  the 
borough  superintendent  of  buildings  in  an  individual  case. 

A«o/v«/  that  the  request  for  an  interpretation  of  these 
rules  be  and  it  hereby  is  dismissed  as  being  improperly  be¬ 
fore  the  Board. 

809-40-GR. 

SUBJECT— Amendment  of  rule— re  types  of  fire  extin¬ 
guishers  now  approved  and  accepted— re  General 
Instructions  No.  39. 


APPEARANCES— None. 

ACTION  OF  BOARD — Rule  amended 
1HE  VOTE  TO  AMEND  RULE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Negative3*6  ^  B  Um  a"d  Deputv  Chief  Gunn  4 

THE  RESOLUTION—  .  ° 

(809-40-GR) 

Whereas,  the  fire  commissioner  on  May  8,  1912  issu-d 
General  Instructions  No.  39,  relating  to  portable  fire  an 
P  ™rCes  (hre  extuiguishers)  ;  and  P_ 

Whereas,  these  instructions  read: 

NewYork^Board  nf ;‘™roved  bv  the 

by  The Rre ^  Departm^„rt”U"derWriterS  wi“  be 

and 

W  hereas,  the  Corporation  Counsel  certified  that  these 
General  Instructions  No.  39  became  a  rule  of  the  Board  nf 

Laws!?8 191 6  Ar!aIS  a%established  ^  Chapter  503  of  thef 

0fWG  B°ard’  ,Volp  H’  No.C14,°of^ aApeHr5fl917thandUlIet,n 

Boa)-”  a',d  inCOri>orated  -  a^eneXSS  ofte 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  such  rule,  so  that  as  amended  theTut  shaU 

.  A  bre  extiuguisher  listed  as  approved  bv  the  Na 
S'  °f  fite  Underwriters  afto  test  by  the' 

A  ?ertWkltei"Su  Labor.atones.  Incorporated,  may  be  ac 
cepted  by  the  administrative  officials  under  the  Od 
urner  Rules  and  the  Administrative  Code  for  the  class 

s'n!  fiSSeS  °/-  br<:s,  as  s,et  fortb  in  such  approval.  Ml 
+k6  e1x£lt]Sulrsbers  lor  use  in  New  York  City  shall 
bear  the  label  of  the  Underwriters’  Laboratories  In 
corporated,  stating  the  class  or  classes  of  fire  for  which 
such  fire  extinguisher  was  so  approved.” 


Recessed  at  5 :00  P.M.  to  July  23,  1940  at  10  00  A  vr 
Reconvened  July  2d,  1940,  a,  1(1:00  A.mT  adjourned ’VM) 

Joseph  J.  Doyle,  Chief  Clerk. 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board _ 

JlrsJ>.  1  liat  tbey  do  ,1Qt  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  Lliat  due  and  ample  notice  of  the  date  set  for 
nearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  bv 

hearing  ^Uni)ei"  and  tbe  Premi‘ses  under  the  date  of  the 

Third,  J  hat  no  plea  of  ignorance  of  the  date  of  the 
nearmg  can  be  entertained  in  view  of  this  publication  and 
ot  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


NOTICE 

WARNING 


offices  of  the  Board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

riaf!fn!i7kat  110  °ne,is  entitIed  to  written  notice  of  the 
nate  tor  the  hearing  in  his  case,  and  that  the  plea  of  failure 

to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 

he  h!ir?mPhy;  ther,efore’  no  aPPea>  or  application  will 
he  held  in  abeyance  by  reason  of  failure  of  the  appellant 

or  applicant  to  file  necessary  data,  or  by  any  othe,  niethod 

Yurf/t  ,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 
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-  iiririFioQ  nccn  TO  CONVERT  SOLID  CARBON  DIOXIDE  TO  A  LIQUID 

RULES  Tnh  ARQA  GAS  IN  ACCORDAN?E  WrTH  THE  PROVISIONS  OF  SECTION 
AND/OR  A  GAS,  IN  THg  ADMINISTRATIVE  CODE. 

ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  JUNE  26,  1936. 

EFFECTIVE,  JULY  27,  1936 


(262-35-SR) 

Authority: 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand- 
aril  and  Appeals  bv  Section  666  of  the  New .  York  C,ly 
Charter  for  the  carrying  into  effect  the  provmons  of  sec- 
tion  C  i9-94.0  of  the  Administrative  Code. 

Rule  1.  Certificate  of  Aproval. 

4.  Certificate  of  Approval  shall  be  obtained  by  the  manu¬ 
facturer  rom  the  Fire  Chief  and  Commissioner  for  each 
ype  of  liquefier  or  converter  to  be  used  for  the  conversion 
of  solid  carbon  dioxide  to  liquid  carbon  dioxide  as  in  ful 
compliance  with  these  Rules.  A  Certificate  of  Appeal 
shall  also  be  obtained  from  the  Fire  Chief  and  Commis 
sioner  for  each  system  used  to  convert  solid  carbon  dioxide 
to  liquid  carbon  dioxide  for  filling  portable  cylinders  or 
other  containers  as  in  full  compliance  with  these  Rules. 

Rule  2.  Certificate  of  Fitness* 

A  Certificate  of  Fitness  shall  be  obtained  from  the  Fire 
Chief  and  Commissioner  for  each  operator  of  a  Uquehe 
svstem  used  to  convert  solid  carbon  dioxide  to  liquid 
bon  dioxide  for  filling  portable  cylinders  or  other  con¬ 
tainers. 

Rule  3.  Inspection  Test  Report. 

A  disinterested  inspection  service,  approved  by  the  Fire 
Chief  and  Commissioner,  shall  inspect  all  material  and 
workmanship  of  all  liquefiers  at  the  place  of  manufacture 
and  shall  verify  compliance  with  these  Rules,  witness  all 
tests  and  shall  furnish  the  Fire  Chief  and  Commissioner 
with  a  test  report  as  follows:  . 

A  Test  reports  for  liquefiers,  otLer  than  redesigned  portable 
cylinders,  shall  show  all  information  called  for  m  para¬ 
graph  23,  I.  C.  C.  Specification  3A,  except  as  follows: 

1  “Marks  stamped  into  shoulder  of  cylinder.  This 
shall  be  as  per  Rule  “11  Marking”  hereinafter  speci¬ 
fied.  Actual  markings  shall  be  shown  on  test  report. 

2  “Record  of  hydrostatic  tests.”  This  shall  be  as 
per  Rule  “9  Testing”  hereinafter  specified. 

3.  Statement  shall  be  furnished  that  liquefier  covered 
in  said  test  report  comply  with  these  Rules,  and 
Certificate  of  Approval  Number  for  the  type  of 
liquefier  covered  in  said  test  report. 

B.  Test  report  for  converted  portable  cylinders  for  liquefier 
use  shall  show  for  each  converted  cylinder  the  follow¬ 
ing: 

1.  Liquefier  Serial  Number. 

2.  Original  number  of  cylinder  used  for  conversion. 
3*.  Original  ownership  initials  of  cylinders  used  for 

conversion. 

4.  Original  I.  C.  C.  marking  of  cylinder  used  for  con¬ 
version. 

5.  Original  manufacturing  test  date  of  cylinder  used 
for  conversion,  and  name  of  original  manufacturer. 

6.  Test  pressure  applied  to  cylinder  before  conversion. 

7.  Total  expansion  obtained  on  cylinder  before  con¬ 
version. 

8.  Permanent  expansion  obtained  on  cylinder  before 
conversion. 

9.  Per  cent  expansion  obtained  on  cylinder  before  con¬ 
version. 


10.  Elastic  expansion  obtained  on  cylinder  before  con¬ 
11.  Outside  diameter  and  length  of  cylinder  before 
conversion. 

12.  A  statement  that  the  above  cylinders  before,  con¬ 
version  into  liquefiers  were  tested  in  a  water  jacket 
in  accordance  with  these  Rules  and  I.C.C.  Regu¬ 
lations  and  the  results  appear  above. 

13.  A  statement  that  the  top  thickness,  opening  for 
cover  plate  and  distance  across  the  corner  where 
the  side  wall  meets  the  bottom  and  at  45°  to  the 
side  wall,  was  measured  and  the  dimensions  were 
found  to  conform  with  Rule  6,  F.  G.  H.  and  I. 

14.  A  statement  that  after  assembly  each  liquefier  was 
given  an  open  hydrostatic  test  to  3,000  lbs.  and 
this  pressure  was  held  for  at  least  two  minutes 
without  showing  a  pressure  recession  of  more  than 

75  lbs.  /c 

15.  The  liquefier  was  marked  as  follows:  (See  Rule 
“11  Marking”  for  requirements.) 

16.  A  statement  that  these  liquefiers  conform  to  these 

Rules,  and  that  the  type  of  liquefier  has  been  ap¬ 
proved  under  New  York  City  Fire  Department 
Certificate  of  Approval  Number  . 

Rule  4.  Construction  Other  Than  Screw  Thread 
Type. 

New  liquefiers  designed  for  the  purpose  of  converting 
solid  CO2  to  liquid  CO2  shall  be  constructed  of  seamless 
drawn  steel  in  accordance  with  Specifications  of  I.  C.  C. 
governing  cylinders  for  CO".  Closure  devices  other  than 
screw  thread  type  shall  conform  with  the  following: 

A.  The  minimum  wall  thickness  for  a  test  pressure  of 
3,000  lbs.  per  sq.  in.  shall  be  in  accordance  with  the 
following  formula : 

t  =  OD  x  P  x  .43 


Where  OD  =  Outside  diameter  of  container 
t  =  Wall  thickness. 

P  =  3,000  lbs.  PSI. 

S  =  Minimum  yield  point  of  hard  steel  (not 
to  be  figured  in  excess  of  50,000  lbs.). 

B.  The  “Top”  is  defined  as  that  portion  of  the  liquefier 
in  which  the  closure  device  is  installed  and  where  the 

ice  is  introduced.  .  . 

C.  The  minimum  thickness  of  the  top  before  machining 
shall  be  at  least  3]/2  times  the  wall  thickness. 

D.  The  minimum  thickness  of  the  top  after  machining 
shall  be  at  least  3  times  the  wall  thickness. 

E.  The  minimum  distance  from  edge  of  the  hole  cut  or 
shaped  for  the  closure  device  to  the  outside  of  wall 
shall  be  4}4  times  the  wall  thickness. 

F.  The  maximum  width  of  the  machined  seat  shall  not  be 
more  than  1^  times  the  wall  thickness. 

G.  The  outside  radius  connecting  the  top  of  the  liquefier 
to  its  side  wall  shall  not  be  more  than  \y2  times  the 
wall  thickness. 

H.  The  inside  radius  connecting  the  side  wall  to.  the  top 
before  machining,  shall  not  be  less  than  2 times  the 
wall  thickness. 

In  lieu  of  the  requirements  as  set  forth  in  C  to  H 
inclusive  above : 


Thp  ton  nortion  of  the  liauefier  including 
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I. 


shall  he  designed  with  a  factor  of  safety  of  not  less 
than  two  at  a  test  pressure  of  3000  lbs.  per  sq.  inch. 
I  he  design  shall  he  proven  by  a  test  to  destruction  for 
each  type  of  hquefier  before  a  certificate  of  approval 
shall  have  been  issued. 

A  large  fillet  shall  be  provided  in  the  corner  of  the 
machined  seat  where  it  meets  the  inside  radius. 


Rule  5.  Construction  Screw  Thread  Type. 


No  cylinders  designed  and  used  for  a  portable  con¬ 
tainer  shall  have  the  thickness  of  the  side  wall  reduced 
by  any  cutting  of  threads  in  the  process  of  conversion 
into  a  hquefier,  except  as  specified  in  Rule  “5-B  Con¬ 
struction  Screw  Thread  Type.” 

If  the  closure  is  formed  by  using  a  portion  of  the 
former  bottom  as  a  seat,  this  shall  only  be  permissible 
,  t,le  dimensions  of  the  Hquefier  conform  to  those 
shown  in  the  Tables  II,  III  and  IV. 


Nc\\-  [^((uefiers  designed  for  the  purpose  of  converting 
solid  CO  to  liquid  CO'  shall  be  constructed  of  seamless 
drawn  steel  in  accordance  with  specifications  of  I  C  C 
governing  cylinders  for  CO2.  Closure  device  of  the  screw 
thread  type  shall  conform  with  the  following: 

IT”"”""  waI!  thickness  for  a  test  pressure  of 
o,UUU  lbs.  per  sq.  in.  shall  be  in  accordance  with  the 
following  formula: 

t  =  OD  x  P  x  .43 


S 

\\  here  OD  =  Outside  diameter  of  container, 
t  =  W  all  thickness. 

P  =  3,000  lbs.  PSI. 

S  =  Minimum  yield  point  of  hard  steel  (not 
to  be  figured  in  excess  of  50.000  lbs.) 

B-  Tj?e  thread  of  the  device  shall  be  designed  with  a  factor 
of  safety  of  not  less  than  4  at  a  test  pressure  of  3,000 
,  Per  scj-  ,n-  ai,d  the  wall  thickness  after  cutting 
thread  shall  not  be  less  than  that  specified  in  Rule  5- 
above. 


Rule  6.  Conversion  of  Portable  Cylinders  for 
Liquefier  Use. 

Seamless  portable  cylinders  made  to  I.  Q  C.  Specifica- 
ti°n  3  or  3 A  for  oxygen  or  carbon  dioxide  and  originally 
esignec  and  used  for  the  transportation  of  compressed  or 
liquefied  gases  shall  be  acceptable  for  alteration  or  conver¬ 
sion  into  carbon  dioxide  liquefiers  only  under  the  follow¬ 
ing  conditions; 

A.  Cylinders  which  have  been  in  a  fire  shall  not  be  used 
tor  conversion  into  liquefiers  until  they  have  been 
properly  heat  treated  and  retested  as  specified  in  para- 
giaph  4_3,  of  the  I.  C.  C.  Regulations. 
l»-  Cylinders  which  show  surface  dents,  or  which  fail  to 
give  a  clear  ring  on  being  struck  with  a  hammer,  shall 
not  be  used  for  conversion  into  liquefiers. 

•  before  conversion  into  liquefiers,  each  cylinder  shall  be 
submitted  to  a  hydrostatic  test  of  3,000  lbs.  pressure 
m  a  water  jacket  under  the  conditions  specified  in 
paragraph  424  of  the  I.  C.  C.  Regulations  and  the 
total  and  permanent  expansion  shall  be  recorded.  A 
cylinder  shall  be  condemned  when  it  leaks  or  when  the 
permanent  expansion  exceeds  10  per  cent  of  the  total 
expansion. 

If  in  the  hydrostatic  test  in  the  water  jacket  the  net 
clastic  expansion  (total  expansion  less  permanent  ex- 
pansion)  at  3,000  lbs.  exceeds  the  allowable  limit  given 
in  the  following  table  for  the  type  of  cylinder  involved, 
sir h  cylinder  shall  not  be  used  for  conversion  into  a 
hquefier.  !f  t’le  cubic  caoarity  of  a  cylinder  to  be  tested 
varies  from  the  standard  capacity  given  in  the  table 
for  that  type,  then  the  allowable  limit  of  elastic  expan¬ 
sion  will  be  varied  in  the  same  proportion. 


D 


Type 

320  ft.  oxygen 
200  ft.  oxygen 
50  lbs.  CO2 


TABLE  I. 

Cubic 

Capacity 

2.660  cu.  in. 

2.660  cu.  in. 
2,360  cu.  in. 


Elastic  Expansion 
Allowable  Limit 
170  c.c. 

» 170  c.c. 

150  c.c. 


TABLE  II. 

Type 

220  ft.  oxygen  . 

200  ft.  oxygen . 

50  lbs.  CO2  . . 

TABLE  III. 

Type 

220  ft.  oxygen . 

200  ft.  oxy  gen . 

50  lfs.  CO2 . 


M  iniinuin 
Lot  tom  Thickness 
.66  in. 

.66  in. 

.66  in. 


Maximum 
Opening  Permitted 
6 %  in.  x  7 ’4  in. 
b'/x  in.  x  7%  in. 
5)4  in.  x  6)4  in. 


TABLE  IV. 


G. 


H. 


I. 


Type 

220  ft.  oxygen . . . 
200  ft.  oxygen .  . 
50  lbs.  CO2 . 


Minimum  7 hickness  across 
corner  at  Point  where  the 
outside  of  the  side  zvall 
meets  the  inside  radius  of 
bottom  and  at  45°  to  side 
wall. 

5A  in. 

Vs  in. 

H  in. 


I  he  maximum  width  of  the  machined  seat  for  the 
gasket  of  liquefier  shall  be  5/16  in.,  and  the  inside 
radius  connecting  this  seat  to  the  side  wall  of  the 
cylinder  shall  not  be  less  than  %  in. 

The  minimum  thickness  of  closure  plate  shall  be  5 
times  the  wall  thickness  of  the  cylinder.  The  closure 
plate  shall  be  of  a  good  grade  of  billet  steel.  Castings 
not  permitted. 

Before  conversion  into  a  liquefier,  the  cylinder  shall 
meet  a  new  hydrostatic  test  at  the  pressure  at  which 
such  cylinder  was  originally  tested,  provided  however, 
t  iat  no  cylinder  shall  be  converted  unless  for  its  origi- 
nal  use  it  was  tested  to  3,000  lbs.  pressure.  Such  new 
test  shall  be  in  a  water  jacket  before  conversion  into  a 
liquefier. 


Rule  7.  Spuds. 

Spuds  for  chain  connections  or  for  reinforcing  valve  or 
pipe  connections  of  not  over  Lj  in.  pipe  size  shall  be  welded 
before  heat  treatment  at  place  of  manufacture  of  the 
liquefier. 

Rule  8.  Safety  Devices. 

Each  liquefier  shall  be  provided  with  two  safety  devices 
of  frangible  disc  type  attached  to  the  liquefier  at  a  point 
not  lower  than  6  inches  from  the  top.  The  cross  section 
area  of  the  discharge  channel,  or  channels  (of  the  safety 
device,  or  devices)  shall  be  at  least  .006  sq.  in.  for  each  25 
lbs.  of  liquefier  water  capacity  and  .00024  sq.  in.  additional 
for  each  additional  pound  of  water  capacity.  Safety  de¬ 
vices  having  two  or  more  outlets  shall  be  so  constructed 
that  these  outlets  will  have  a  combined  total  area  of  not 
less  than  one  and  one-half  times  that  prescribed  for  the 
safety  discharge  channel.  The  frangible  disc  of  the  safety 
devices  shall  be  designed  to  release  at  a  pressure  of  net 
more  than  2,000  lbs.  per  sq.  in. 


Rule  9.  Testing.  tested  hydrostati- 

Each  liquefier  after  agency  for  not 

cally  by  an  approved  in  P  {  3  000  lbs.  per  sq  .in. 

the  liquefier  passed  he 

above  reqquired  test 


E.  When  carbon^dioxide  is  “nduct^thro^g 

sure  reducing  valve  I*  permitted,  but  said  heater 

stallU  be  1  arranged  that  he*  may  **££*» 
r„'a«V.  T^sou^of  heat  shall  then  be  applied  to  the 
water  but  not  directly  to  the  cod. 


Rule  10.  Quinquennial  Test. 

Liquefiers  used  ^  any  purpose  sqa  inHn 

every  five  years  to  a  presst  requirements  as  at 

t  ?f^ee  andn'pfarcea  odf  £  date  of  retest 

shall  be  stamped  thereon. 


Rule  11.  Marking. 


Each  liquefier  shall  bear  marking  as  follows : 


Rule  15.  Test  of  Piping. 

Each  liquefier  or  battery -of  liquefier^  tojj.  used  jor 

the  filling  of  portab  e  cy  1  connected  thereto, 

liquid  carbon  dioxide  and  all  the  pip  q{  ^  rep. 

shall  be  hydrostatically  ^  c  and  Commissioner  before 
resentatives  of  the  Fire  Chiet  ai  a  ^  system  A 

:he,  S0ltldticCa„r™ssureOof  24W  lbs.  per  sq.  in.  shall  be  main- 
hydrostatic  pressure  o  i  d  for  five  minutes,  and 

tained  for  fifteen  j  {  fi{teen  minutes  without  any 

again  applied  for  a  .period  ot  This  test  shall  be 

visible  leak  or  reduction  ot  piessuic. 
repeated  at  least  every  five  years. 


A.  Name  of  owner. 
i>  Serial  number. 

C  Name  or  trade  mark  of  manufactuie  . 

D.  Date  of  manufacture. 

E.  Test  pressure. 

I’  Majdmum  charge  based  on  filling  to  not  more 

than  68  per  cent  o  fthe  water  content  by  weight. 


Rule  16.  Approval  Systems  for  Filling  Portable 
Cylinders. 


Each  liquefier  or  battery  of  permanently 

portable  cyhnders  or  ot  ier  con  ^ epartment  Certificate 

-th  date  of  last  test. 


Rule  12.  Filling.  .  . 

tionwithmhng  effected  whS^iqulfierls ’ ^property  seamed. 

Rule  13.  Maximum  Charge. 

Liquefiers  shall  not  be  filled  with  solid 1  carbon  dioxide  in 
excess  of  150  lbs.  not  in  excess  of  68  per  cent  Dy 
of  the  water  capacity  of  the  liquefier. 

Rule  14  Use  of  CO2  Systems  and  Liquefiers. 

poitauic  v-v  residence  or  as  a 

occupied  in  whole  or  in  pa  t  ,  ..  assembly,  or 

multiple  dwelling,  or  as  place  of  l,  c  2r  il 
in  a  building  not  used  exclusively  for  manutacturin& 

V  Kxcent  ?in  buildings  used  exclusively  for  the  manufac- 

B*  mre  of  carbon  dioxide  or  other  compressed  gases  not 

tu  e  .1  o  linuefiers  of  a  maximum  combined  ca- 
more  than  8  hquetier  o  shall  be  headed 

rfbatr^ndVmoSthan  one  such  ha, few  shah 

C  H qqef ier s^may1  be  manifolded  only  by  the  tree  of  extra 

heavy  steel  or  wrought  iron  pipe,  or  extra  heavy  seam¬ 
less  copper  or  brass  tubing,  of  not  larger  than  H  £ 
I  P.  s.  Fittings  shall  be  high  pressure  forged  steel  or 

extra  heavv  bronze  hydraulic  type  .,  ,  ,• 

It  Each  manifold  shall  be  protected  by  a  frangible  disc 
safe  ,  'device  of  the  same  size  and  type  as  those  pre¬ 
scribed  for  the  liquefier.  and  designed  to  release  at  a 
pressure  of  not  more  than  2.000  lbs.  per  sq.  m  In 
addition,  the  liquid  manifold  shall  be  pr<*e=H I  by  a 
spring  safetv  valve  so  set  as  to  relieve  the  pressure 
at  not  more  than  1,600  lbs.  per  sq.  in. 


Rule  17.  Acceleration. 

only.r  "mier  WT — ^  nol 

above  8o°  Fahrenheit. 

Rnlt»  18  CO2  Portable  Cylinders. 

A.  Portable  cylinders  or  other  'Jd'mariwd. 

Commerce  on  within  intervals  of  nol 

B  Thed  maximum  °filHn0gXofe  lMd  carbon  dioxide,  witl. 
one  pound  allowable  vartafion  m 
not  be  over  20  lbs.  for  Sanaa  y  ^  for 

cylinders  8V,  In  in  diameter  by  51  in.  long  and  large,, 
No  cylinder  shall  he  filled  with  o-bon  dtoxtde  to  mo 


No  cylinder  shall  ne  nneu  wun  “  ,  ;<yht  ( 

than  68  per  cent  of  the  water  capacity,  by  weight,  c, 

the  cylinder.  -  .  . 


c  The' amount  of  liquid  carbon  dioxide  cbarged  ml 

able  indicator,  and  tins  weight  shall  also  be  cheat 
after  disconnecting  from  the  charging  1 


Rule  19.  Existing  Installations. 


Uie  17-  L.A10V...&  — 

i  ■  fore  nr  converters  to  which  these  rules  and  1  eg. 
public  safety. 


MULTIPLE  DWELLING  LAW  ON  SALE. 
Copies  of  the  Multiple  Dwelling  Law  are  now  on  sale  at 
the  Distribution  Division  of  the  City  Record  Office, 

2?13  Municipal  Building,  Manhattan.  Price  o0c.  bv  mail  54c. 
Copies  of  the  Supplemental  Rules  and  Regulations  of 


the  Housing  DWsig i  of  the  ^£^i“  1 
Buildings  on  Fire  Reta  the  Distribution  Divui 

of 'the^ CMvrSRecord°Oflfice.  ~Roonl  2213,  Municipal  Build, 
Manhattan.  Price  10c;  bv  mail  1-c. 
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Office— Municipal  Building,  Rooms  1000  to  1018. 
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Office  Hours 
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during  July  and  August. 


Address  all  communications  to  the  Chairman. 


CONTENTS 


This  issue  of  the  Bulletin  contains  in  the  order  given— 
Docket. 

Rules  Directory. 

Notice  of  Adjournment. 

The  Hearing  Calendar. 

Minutes  of  Special  Meeting  August  2,  1940,  at  2:30  P  M 
Affecting  Calendar  Numbers  639-40-SR  and  584-39-Sr! 

Rules  for  the  Testing  and  Use  of  Blended  Cements. 

Rules  for  the  Manufacture,  Testing  and  Use  of  Concrete 
Masonry  Units. 


10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers.  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
with  winch  court  proceedings  are  pending  or  in  progress 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 

>eek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commissioner 
of  buildings  or  fire  commissioner)  and  file  with  this  board 
a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directons. 

HARRIS  H.  MURDOCK,  Chairman. 
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CALENDAR 


DOCKET. 

New  Cases  Filed  up  to  August  6,  1940. 

Cal.  No.  Department.  Premises  Affected. 

831 -40- A . F.D . 171  Bay  Ridge  avenue,  north  side, 


840-40- A . H.B.B.. 


.5310  Eighth  avenue,  west  side, 
60  ft.  2  in.  south  of  53rd 
street  (Block  No.  818,  Lot 
No.  43),  Borough  of  Brook¬ 
lyn,  Alt.  3453-40. 


260  ft.  west  of  Ridge  boulev- 
vard  (Block  No.  5861,  Lot 
No.  69),  Borough  of  Brook¬ 
lyn,  84303-L.C. 


841-40-SM. 


832-40-A . H.B.M. 


.  172-174  East  116th  street,  south 
side,  213  ft.  4  in.  east  of  Lex¬ 
ington  avenue  (Block  No. 
1643,  part  of  Lot  No.  44), 
Borough  of  Manhattan, 

Alt.  1557-40. 


.“Smooth  Ceilings”  System  (Flat 
Slab  Reinforced  Concrete  Con¬ 
struction),  manufactured  by 
Walter  H.  Wheeler, 

Material. 


842-40- SM . 


833-40-BZ. . .  .H.B.Q. 


.78-01  Broadway  and  41-32  79th 
street,  northwest  corner  (Block 
No.  1489,  part  of  Lot  No.  1), 
Elmhurst,  Borough  of  Queens, 
Misc.  Applic.  6611-40. 


843-40-BZ. . .  .H.B.Bx. 


.147-149  West  Tremont  avenue 
and  1796-1806  University  ave¬ 
nue,  northeast  corner  (Block 
No.  2868,  Lot  No.  1),  Bor¬ 
ough  of  The  Bronx, 

Alt.  83-39. 


834-40- SM. 


Asbestos  Air  Cell  Pipe  Covering, 
Asbestos  Air  Cell  Blocks, 
Woolfelt  Pipe  Covering,  One- 
Inch  thick,  and  Woolfelt  Pipe 
Covering,  One-Inch  thick, 
double  shell,  manufactured  by 
Atlantic  Asbestos  Corpora¬ 
tion  Material. 


NATIONS:  II.B. — Department  of  Housing  and  LS u lldin gs  . 

11  15.1$.— Department  of  Housing  and  Buildings,  Brook  y 

HouSng  and  Buildings.  Bronx;  H.D.-Health  Department,  and 
|.\I>. —  Fire  Department. 


RULES 


835-40-BZ....  H.B.M. 


.173  East  124th  street,  north  side, 
150  ft.  west  of  Third  avenue 
(Block  No.  1773,  Lot  No. 
27),  Borough  of  Manhattan, 
N.B.  147-40. 


Last  Publication  in  Bulletin 


836-40- A . H.B.R. 


.1233  Castleton  avenue,  north 
side,  75.39  ft.  west  of  Taylor 
avenue  (Block  No.  202,  Lot 
No.  43),  West  New  Brighton, 
Borough  of  Richmond, 

Alt.  355-39. 


837-40-SM . 


.Indiana  Brass  Company  Anti- 
Syphon  Float  Valve,  No.  88, 
manufactured  by  The  Indiana 
Brass  Company,  Material. 


838-40-SM . 


.  Pottsco  T  and  G  Concrete  Plank, 
manufactured  by  Porete  Manu¬ 
facturing  Company,  Material. 


Blended  Cements,  Rules  for  Testing 

Carbon  Dioxide  Liquefier  Rules  .  July 
Certificate  of  Occupancy,  approved^ 

Concrete  Flat' Slabs.  Rules  .  ;July 

Concrete  Masonry  Units,  Rules  ioi 

Manufacture,  Testing  and  UseAug 

Concrete  Rules  (Hydrated  Lime) . Aug. 

Elevator  Rules  . . _  . . t  ' 

Exit  Rules  (Revolving  Doors)  . 

Factory  Exit  Rules  .....  .  ’ 

Fire  Alarm  Rules  (Interior) . 

Fire-resistive,  Flameproof  Materials, 

etc..  Rules  for  Testing  of  .  May 

Fire  Retarding  Rules  for  Garages, 

Fireproof  Wood,  Testing  of  ap'’ 

Frame  Garages,  Ruling  foi 

Fusion  Welding  and  Gas  Cutting 

Rules  • . V-V 

Gas  Shut-Off  Rules  . June 

Hatchway  Protection  .  ...  , 

Insulating  Fibre  Board  Rules  T 

Oil  Burner  Rules  , 

Opening  Protective.  Assemblies 

Rules  for  Inspection  of  .  _. . uet~ 

Paint,  Varnish  and  Lacquer  SPray'June 

Platform  Trucks,  Specifications  for  Nov. 


6,  1940- 
3,  1937- 
3,  1936- 
15,  1937- 
27,  1940- 
12,  1939- 
21,  1940- 


,  Precision-Built  Method  of  Con¬ 
struction,  manufactured  by 
Homasote  Company, 

Material. 


6,  1940— Vol.  25,  No.  32 
30,  1940 — Vol.  25,  No.  31 


23,  1938 — Vol.  23,  No.  34 
13,  1937— Vol.  22,  No.  28 


-Vol.  25,  No.  32 
-Vol.  22,  No.  31 
-Vol.  21,  No.  9 
-Vol.  22,  No.  24 
-Vol.  25,  No.  9 
-Vol.  24,  No.  37 
-Vol.  25,  No.  21 


14,  1940 — Vol.  25,  No.  20 


9,  1940- 

13,  1937- 
21,  1919- 


-Vol.  25,  No.  28 

-Vol.  22,  No.  15 
-Vol.  4,  No.  3 


5,  1940— Vol.  25.  No.  10 
7,  1925— Vol.  10,  No.  14 
5,  1928— Vol.  13,  No.  23 
16,  1940 — Vol.  25,  No.  2J 
18,  1940 — Vol.  25,  No.  25 


5,  1939— Vol.  24,  No.  49 


Plumbing  Rules 
Plumbing  Rules  (Prevention  of  Con¬ 
tamination  of  Water  Supply) 


25,  1940— Vol.  25,  No.  26 
24,  1936— Vol.  21,  No.  4, 
3,  1937— Vol.  22,  No.  31 


839-40-A . F.D. 


.1407  Webster  avenue,  west  side, 
721.35  ft.  south  of  East  171st 
street  (Block  No.  2887,  Lot 
No.  144),  Borough  of  The 
Bronx, 

Decisions — re  18483-L.C. 


Procedure,  Rules  of  .....  _  .  r  T  np 

Refrigerating  Systems,  Extract  A.C  .June 
Smoking  in  Factories,  Rules  for  July 

Sprinkler  Rules  ...  —  ■•■■ . i  ..... 

Standpipe  Fireline  Rules  • 

Structural  Alterations  Repot  tin,,  .June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc.  .....no  . 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code)  Apr. 


Sept. 


28,  1940- 

7,  1937- 

11,  1940- 

16,  1940- 

29,  1937- 

8,  1937 
7,  1932- 

24.  1936 
24,  1936 


-Vol.  25, 
-Vol.  22. 
-Vol.  25, 

-Vol.  25, 
-Vol.  22, 
—Vol.  22, 
-Vol.  17, 
-Vol.  21, 
-Vol.  21, 


No.  22 

No.  36’ 

No.  24 

No.  29 
No.  26 
No.  23 
No.  23 
No.  47 
No.  47 


10,  1923 — Vol.  8.  No. 


1: 
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CALENDAR 


LIST  OF  APPROVED  APPLIANCES 


Anti-Siphon  Valves  Mar 

Fireline  Hose  Valves  . Mar 

Fuel  Oil  Burners  for  Domestic  and 

Commercial  Use  Auk. 

Fuel  Oil  Fill  Pipe  Terminals  Mar 

Fuel  Oil  Burners  for  Industrial  Use  Autr” 
Fuel  Oil  Pumps  june 

Gas  Heaters  . Auk 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Equipment  . Nov. 

Range  Oil  Burners  and  Space 

v  Heat"8  , . Aug. 

vacuum  Breakers  M-iv 


o,  1935— Vol.  20,  No.  10 

5,  1940— Vol.  25.  No.  10 

29,  1939— Vol.  24.  No.  35 

6,  1940— Vol.  25,  No.  10 
8,  1939— Vol.  24.  No.  32 

18,  1940— Vol.  25,  No.  26 
29,  1939— Vol.  24.  No.  35 

14,  1939— Vol.  24,  No.  4(> 

29,  1939— Vol.  24.  No.  35 
28,  1940— Vol.  25,  No.  22 


ADJOURNMENT. 

J°'ice  }s  hereby  given  that  the  next  regular  meeting  of 
the  Board  of  Standards  and  Appeals  zvill  be  held  on  Tues¬ 
day,  September  10,  1940,  at  10  A.M. 


SEPTEMBER  10,  1940,  10  A.  M. 

Building  'Lone  Applications. 

XOIICL  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 

?nthiU'  dmignZ0M  resolution,  Tuesday  morning,  September 
10,  1940,  at  10  o  clock,  in  Room  1013,  Municipal  Building 
Manhattan,  on  the  following  matters: 


cal.  no.  210-40-BZ— Application,  February  27,  1940,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  John  D.  Connaughton,  appli¬ 
cant,  on  behalf  of  Cristina  Pelizzari, 
owner,  to  permit  in  a  residence  use  dis¬ 
trict  the  alteration  and  conversion  of 
occupancy  of  part  of  the  basement  story 
of  an  existing  dwelling  to  business  use 
(store)  ;  premises  609  Thwaites  place, 
north  side,  37.05  ft.  west  of  Olinville 
avenue  (Block  No.  4342,  Lot  No.  47), 
Borough  of  The  Bronx. 

cal.  no.  192-29-BZ— Application  of  H.  A.  Mugler,  appli¬ 
cant,  on  behalf  of  Veronica  Kambourian, 
owner,  reopened  January  3.  1939,  under 
sections  / c  and  21  of  the  building  zone 
resolution,  to  permit  in  a  business  use 
district  the  reconstruction  and  extension 
of  a  gasoline  service  station  (previously 
granted  by  the  Board)  ;  premises  58-02 
to  58-06  Laurel  Hill  boulevard  and  51- 
01  to  51-05  58th  street,  southeast  corner 
(Block  No.  2342,  Lot  Nos.  8,  9  and  10 
and  parts  of  Lot  Nos.  6  and  7),  Wood- 
side,  Borough  of  Queens. 


district  and  partly  in  a  residence  use 
district,  the  extension  in  area  of  an 
accessory  building  on  an  existing  gaso¬ 
line  service  station ;  premises  148-26  to 
148-30  Hillside  avenue,  south  side, 
103.25  ft.  east  of  148th  street  (Block 
No.  9694,  Lot  No.  17),  Jamaica,  Bor¬ 
ough  of  Queens. 


cal.  no.  514-40-BZ— Application,  May  14,  1940,  under  sec¬ 
tions  21,  7b  and  7c  of  the  building  zone 
resolution,  of  Salomon  A.  Hauptman, 
applicant,  on  behalf  of  Estate  of  Giu¬ 
seppe  Giambalvo,  owner,  to  permit, 
partly  in  a  business  use  district  and 
partly  in  a  residence  use  district,  the 
conversion  of  occupancy  of  the  first 
story  of  an  existing  building  from 
dwelling  to  business  use;  premises  670 
Bushwick  avenue  and  921-931  Wil¬ 
loughby  avenue,  northwest  corner 
(Block  No.  3194,  Lot  No.  31),  Bor¬ 
ough  of  Brooklyn. 

cal.  no.  80-40-BZ — Application,  January  24,  1940,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Regan,  applicant,  on 
behalf  of  Dot  Mort  Holding  Corpora¬ 
tion,  owner,  to  permit  in  a  residence 
use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  2900-2926 
Olinville  avenue,  678  Wilgus  street, 
southeast  corner,  and  679  Arnow  ave¬ 
nue  (Block  No.  4542,  Lot  Nos.  7  and 
14),  Borough  of  The  Bronx. 

cal.  no.  470-40-BZ— Application,  May  3,  1940,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  William  Cohn, 
owner  (Jacob  Newmark,  lessee),  to 
permit,  partly  in  a  business  use  dis¬ 
trict  and  partly  in  a  residence  use  dis¬ 
trict,  the  extension  of  an  existing  gaso¬ 
line  service  station  and,  also,  the  park¬ 
ing  and  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  4070-4076 
Broadway,  southeast  corner  of  West 
172nd  street  (Block  No.  2141,  Lot  Nos. 
17  to  20,  inclusive),  Borough  of  Man¬ 
hattan. 

HARRIS  H.  MURDOCK,  Chairman. 


cal.  no.  351-40-BZ— Application,  April  5,  1940,  under  sec- 
ri°n  21  of  the  building  zone  resolution, 
of  William  F.  Regan,  applicant,  on  be¬ 
half  of  William  F.  Regan,  owner,  to 
permit  in  a  business  use  district  the 
erection  and  maintenance  of  a  gasoline 
service  station;  premises  1000-1012 
Brooklyn  avenue  and  3522-3524  Snyder 
avenue,  southwest  corner  (Block  No. 
4906,  Lot  Nos.  9  and  10),  Borough  of 
Brooklyn. 

CAU  N’°-  137-40-BZ— Application,  February  2,  1940,  under 
section  7c  of  the  building  zone  resolu¬ 
tion,  of  Joseph  B.  Lynch,  applicant,  on 
behalf  of  Hill  Holding  Corporation, 
owner  (Crescent  Auto  Service,  lessee), 
to  permit,  partly  in  a  business  use 


SEPTEMBER  10,  1940,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

6 14-40- A — 75  Rutgers  Slip,  cast  side,  38.3  ft.  south  of 
Cherry  street  (Block  No.  247,  Lot  No.  25), 
Borough  of  Manhattan. 

635- 40-A — 261  South  street,  north  side,  24.7  ft.  east  of 

Rutgers  Slip  (Block  No.  247,  Lot  No.  2), 
Borough  of  Manhattan. 

636- 40-A — 79  Rutgers  Slip  and  260  South  street,  northeast 

corner  (Block  No.  247,  Lot  No.  1),  Bor¬ 
ough  of  Manhattan. 

SEPTEMBER  17,  1940,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand- 


1167 


CALENDAR 


ards  and  Appeals  of  a  public  hearing  under  the  provisions  of 
the  building  zone  resolution,  Tuesday  morning, 

17,  1940,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters: 


brake  service  station,  lubritorium  and 

store  use;  premises  114-20  101st  avenue, 
southwest  corner  of  115th  street  (Block 
No.  9432,  Lot  No.  8),  Richmond  Hill. 
Borough  of  Queens. 


cal  no  120-33-BZ— Application  of  Eadie,  Nunley,  Gale  and 
Rosenholz,  applicants,  on  behali  ol 
Harry  Hugger,  owner,  reopened  for 
consideration  as  to  extension  of  permit 
July  2,  1940— re  Application,  previously 
granted  on  condition,  under  section  7 f 
of  the  building  zone  resolution,  permit¬ 
ting  in  a  business  use  district  the  erec¬ 
tion  and  maintenance  of  a  motor  vehicle 
repair  shop  and,  also,  a  gasoline  service 
station  for  a  temporary  period;  prem¬ 
ises  2030  Hylan  boulevard,  southwest 
corner  of  Hamden  avenue  (Block  No. 
3688.  Lot  No.  9),  Grant  City,  Borough 
of  Richmond. 


cal  no  18-40-BZ— Application,  January  6,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Sidney  H.  Kitzler,  applicant,  on  be¬ 
half  of  Margaret  Murgolo,  owner,  to 
permit  in  a  residence  use  district  the 
alteration  and  conversion  of  occupancy 
of  the  first  story  of  an  existing  building 
to  a  garage  for  more  than  five  (o) 
motor  vehicles;  premises  184  Woodbine 
street,  south  side,  225  ft.  east  of  Central 
avenue  (Block  No.  3360,  Lot  No.  la). 
Borough  of  Brooklyn. 


cal.  no.  456-40-BZ— Application,  April  29,  1940,  under  sec¬ 
tions  7a,  7c,  7e  and  21  of  the  building 
zone  resolution,  of  William  Shary,  ap¬ 
plicant,  on  behalf  of  City  Bank  Farmers 
Trust  Company,  trustee,  under  will  of 
Thomas  Dimond,  owner,  to  permit, 
partly  in  a  business  use  district  and 
partly  in  a  residence  use  district,  the 
extension  of  an  existing  garage  for 
more  than  five  (5)  motor  vehicles; 
premises  2231-2239  Broadway  and  248 
West  80th  street,  southwest  corner 
(Block  No.  1227,  Lot  No.  54),  Borough 
of  Manhattan. 


cal  no.  335-40-BZ — Application,  April  3,  1940,  under  sec¬ 
tions  21  and  7f  of  the  building  zone 
resolution,  of  Samuels  and  Samuels,  ap¬ 
plicants,  on  behalf  of  Long  Island  Sound 
Realty  Company,  owner,  to  permit, 
partly  in  a  residence  use  district  and 
partly  in  a  business  use  district,  the 
erection  and  maintenance  of  a  gasoline 
service  station;  premises  246-09  to  246- 
19  Northern  boulevard  and  43:70  to 
43-80  247th  street,  northwest  corner 
(Block  No.  8112,  Lot  No.  25),  Little 
Neck,  Borough  of  Queens. 


cal.  no.  295-40-BZ— Application,  March  21,  1940,  under  sec¬ 
tion  7c  of  the  building  zone  resolution, 
of  Mark  J.  Joseph,  applicant,  on  behalf 
of  Drydock  Savings  Bank,  owner  ( Stan- 
wood  Cafeteria,  Incorporated,  lessee), 
to  permit,  partly  in  a  business  use  dis¬ 
trict  and  partly  in  a  residence,  use  dis¬ 
trict,  the  maintenance  of  business  use 
(restaurant  and  offices)  on  the  first 
story  of  an  existing  multiple  dwelling ; 
premises  2060-20/8  Broadway  and  169- 
171  West  71st  street,  northeast  corner 
(Block  No.  1143,  Lot  No.  1),  Borough 
of  Manhattan. 


I  ARRIS  H.  MURDOCK,  Chairman. 


SEPTEMBER  17,  1940,  2  P.  M. 

Appeals  jrom  Administrative  Decisions. 


697-39-A — 28  Bowery  and  43  Bayard  street,  southwest  cor¬ 
ner  (Block  No.  163,  Lot  No.  33),  Boiough 
of  Manhattan. 


696- 19- A — 2321  Third  avenue  and  201  East  J26th  street, 
northeast  corner  (Block  No.  1791,  Lot  Flo. 
1),  Borough  of  Manhattan. 


597-40-A— 154  Henry  street,  west  side.  19  ft.  3  in.  north  of 
Love  lane  (Block  No.  236,  Lot  No.  137), 
Borough  of  Brooklyn. 


1 517-39- A — 306  New  Lots  avenue,  south  side,  88  ft.  east  of 
Alabama  avenue  (Block  No.  4296,  Lot  No. 
5).  Borough  of  Brooklyn. 


648-40- A— 10-16  Grand  avenue,  west  side,  80  ft.  11  in. 

south  of  Flushing  avenue  (Block  No.  lb//, 
part  of  Lot  No.  30),  Borough  of  Brooklyn. 


SEPTEMBER  24,  1940,  10  A.  M. 


Building  Zone  Applications. 


NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions  of 
the  building  zone  resolution,  Tuesday  morning ,  September 
24,  1940,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters ; 


cal.  no. 


cal.  no.  528-40-BZ— Application,  May  16,  1940,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  Herman  H.  Behn, 
owner,  to  permit,  partly  in  a  business 
use  district  and  partly  in  a  residence 
use  district,  the  alteration  of  a  building 
and  extension  of  gasoline  service  station. 


1048-22-BZ— Application  of  W.  H.  and  J.  F. 

Dusenbury,  applicants,  on  behalf  of 
Kingleff  Holding  Corporation,  owner, 
reopened  May  7.  1940.  under  section  21 
of  the  building  zone  resolution,  to  per¬ 
mit  in  a  business  use  district  the  main¬ 
tenance  of  a  gasoline  service  station 
used  in  conjunction  with  a  garage  for 
more  than  five  (5)  motor  vehicles  (said 
garage  was  previously  granted  by  the 
Board)  ;  premises  472-494  Kingston 
avenue,  585-603  East  New  York  ave¬ 
nue,  northwest  corner,  and  546-554  Lef- 
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ferts  avenue  (Block  No.  1332,  Lot  Nos. 
38  and  39),  Borough  of  Brooklyn. 


Hoyt  avenue  (Block  No.  873,  Lot  No.  59), 
Long  Island  City,  Borough  of  Queens. 


tAL-  xo-  -W2-40-BZ— Application,  April  16,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Lama  and  Proskauer,  applicants,  on 
behalf  of  Clifford  E.  Mills,  owner,  to 
permit  in  a  residence  use  district  and 
‘F  area  district  the  erection  andjnain- 
tenance  of  a  building  to  be  used  as  a 
gas  station,  auto  laundry,  Iubritorium. 
office  and  boiler  room  in  conjunction 
with  a  gasoline  service  station  on  a  plot 
of  ground  previously  occupied  as  a 
gasoline  service  station;  premises  144- 
39  to  144-47  Farmers  boulevard,  south¬ 
east  corner  of  South  Conduit  avenue 
(Block  No.  4517,  Lot  No.  1  and  part  of 
Lot  No.  3),  Springfield,  Borough  of 
Queens. 


ML-40-A— 130  Union  avenue,  east  side.  100  ft.  north  of 
Leyden  avenue  (Block  No.  190,  Lot  No. 
32),  Mariners  Harbor,  Borough  of  Rich¬ 
mond. 

618-40- A— 1267  Flushing  avenue,  north  side,  25  ft.  east  of 
Johnson  avenue,  and  636-644  Johnson  ave¬ 
nue  (Block  No.  2996,  Lot  No.  22),  Bor¬ 
ough  of  Brooklyn. 

737-40-A— 794  Columbus  avenue  and  100-102  West  99th 
street,  southwest  corner  (Block  No.  1853, 
Lot  No.  86).  Borough  of  Manhattan. 

750-40- A— 1925  Ocean  parkway,  east  side,  185  ft.  4  in 
south  of  Avenue  “S”  (Block  No.  7088,  Lot 
No.  87),  Borough  of  Brooklyn. 


CAL-  so-  S62-32-BZ— Application  of  Lama  and  Proskauer. 

applicants,  on  behalf  of  Silgreen  Hold¬ 
ing  Corporation,  owner,  reopened  No¬ 
vember  15,  1938.  under  section  21  of  the 
building  zone  resolution,  to  permit  in 
a  business  use  district  the  maintenance 
of  a  gasoline  service  station,  previously 
granted  by  the  Board  for  a  temporary 
period;  premises  208-16  Foch  boulevard, 
southwest  corner  of  Springfield  boule¬ 
vard  (Block  No.  3358,  Lot  No.  50). 
St.  Albans,  Borough  of  Queens. 


/ 83-40- A— 223-233  Marlborough  road  and  1501-1507  Bev¬ 
erly  road,  northeast  corner  (Block  No. 
5119,  Lot  No.  43),  Borough  of  Brooklyn. 

704-40- A— 12-14  Heyson  road  (Sea  Girt  avenue)  northeast 
corner  of  Beach  13th  street  (Block  No. 
118,  Lot  No.  28),  Far  Rockaway,  Bor¬ 
ough  ot  Queens. 

784-40-A— 47-02  to  _  47-08  Fifth  street,  southwest  corner 
of  47th  avenue  (Block  No.  20,  Lot  No.  5), 
Long  Island  City,  Borough  of  Queens. 


cap.  xo.  230-40-BZ— Application,  March  1,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Reginald  S.  Hardy,  applicant,  on  be¬ 
half  of  Winchester  Realty  Corporation, 
owner,  to  permit,  partly  in  a  residence 
use  district  and  partly  in  a  business  use 
district,  the  erection  and  maintenance  of 
a  gasoline  service  station ;  premises 
234-01  to  234-19  Hillside  avenue  and 
82-63  to  82-71  234th  street,  northeast 
corner  (Block  No.  7935,  part  of  Lot 
No.  1),  Creedmore,  Borough  of  Queens. 


794-40-A— 6914-6918  Fifth  avenue,  west  side,  102  ft.  S5/8  in. 

south  of  Bay  Ridge  avenue  (Block  No. 
5873,  Lot  Nos.  48  and  49),  Borough  of 
Brooklyn. 


OCTOBER  1,  1940,  2  P.  M. 

Building  Zone  Application. 


NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand- 
aids  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  October 
1.  940,  at  2  o  clock,  in  Room  1013,  Municipal  Building, 

Manhattan,  on  the  following  matter : 


cap.  xo.  297-40-BZ — Application.  March  20,  1940,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
lesolution,  of  Henry  Nordheim,  appli¬ 
cant,  on  behalf  of  The  Mutual  Life  In¬ 
surance  Company,  owner  (Louwer 
Garage  Corporation,  lessee),  to  permit, 
partly  jn  a  business  use  district  and 
partly  in  a  residence  use  district,  for  a 
temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1407-1419  College  avenue,  west 
side.  215  ft.  south  of  East  171st  street 
(Block  No.  2786,  parts  of  Lot  Nos.  2, 
6  and  29),  Borough  of  The  Bronx. 


f  al.  no.  39-34-BZ  Application  of  Dale  Carnegie,  applicant 
and  owner,  reopened  July  9,  1940,  for 
consideration  as  to  extension  of  permit 
— re  Application,  previously  granted  on 
condition,  under  section  21  of  the  build¬ 
ing  zone  resolution,  permitting  in  a 
residence  use  district  the  change  of 
occupancy  of  an  existing  building  to 
business  use  (restaurant)  for  a  tem¬ 
porary  period ;  premises  northwest  cor¬ 
ner  of  Pembroke  avenue  and  West¬ 
moreland  street  (Block  No.  4118,  Lot 
No.  221),  Little  Neck,  Borough  of 
Queens. 

HARRIS  H.  MURDOCK.  Chairman. 


HARRIS  H.  MURDOCK,  Chairman. 


SEPTEMBER  24,  1940,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

354-40- A— 24-46  24th  street,  west  side,  175  ft.  north  of 


OCTOBER  15,  1940,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  October 
15,  1940,  at  10  o  clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 
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cal  no.  255-40-BZ— Application,  March  7,  1940,  under 

sections  7f  and  21  of  the  building  zone 
resolution,  of  Samuels  and  Samuels,  ap¬ 
plicants,  on  behalf  of  Benlem  Realty 
Corporation,  owner,  to  permit  in  a  busi¬ 
ness  use  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station; 
premises  81-01  to  81-11  Rockaway 
boulevard,  94-01  to  94-07  81st  street, 
northeast  corner,  and  81-02  to  81-1U 
Atlantic  avenue,  southeast  corner  of 
81st  street  (Block  No.  9009,  Lot  No. 
1),  Woodhaven,  Borough  of  Queens. 

cai  no  855-27-BZ— Application  of  Shell  Oil  Company  Inc., 
applicant  and  lessee,  on  behalf  of  Anna 
C.  Bingler,  owner,  reopened  for  re¬ 
hearing  under  new  facts  December  5, 
1939.  under  section  21  of  the  building 
zone  resolution,  to  permit  in  a  business 
use  district,  the  maintenance  and  re¬ 
construction  of  a  gasoline  seryice  sta¬ 
tion  (previously  denied)  :  premises  216- 
03  Merrick  boulevard,  northeast  corner 
of  Springfield  boulevard  (Block  No. 
3541.  Lot  No.  1).  Springfield.  Borough 
of  Queens. 

cat.,  no.  1232-39-BZ— Application.  October  5,  1939,  under 
section  21  of  the  building  zone  lesolu- 
tion  and  section  60  of  the  multiple 
dwelling  law,  of  Martyn  N.  Weinstein, 
applicant,  on  behalf  of  Beech  Haven 
Estates,  owner,  to  permit  in  a  residence 


use  district  the  erection  and  maintenance 
of  a  multiple  dwelling  law  having  a 
garage  for  more  than  three  (3)  motor 
vehicles  in  the  cellar  story,  gaiage 
space  is  for  the  use  of  tenants  only; 
premises  84-50  169th  street,  west  side, 
165  01  ft.  north  of  Gothic  drive  (Block 
No.  9860,  Lot  No.  40),  Jamaica,  Bor¬ 
ough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


OCTOBER  22,  1940,  10  A.  M. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  October 
22,  1940,  at  10  o’clock,  in  Room  1013,  Municipal  Buildup, 
Manhattan,  on  the  following  matter: 

CAL.  NO.  336-40-BZ— Application,  April  3,  1940,  under  sec¬ 
tions  7f  and  21  of  the  building  zone 
resolution,  of  Samuels  and  Samuels,  ap¬ 
plicants,  on  behalf  of  William  J.  Hamil¬ 
ton,  owner,  to  permit  in  a  business  use 
district  the  erection  and  maintenance  of 
a  gasoline  service  station  ;  premises  40-13 
to  40-19  Junction  boulevard,  east  side, 
50.04  ft.  north  of  40th  road  (Block  No. 
1605,  Lot  No.  64).  Corona.  Borough  of 
Queens. 

HARRIS  H.  MURDOCK.  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 

SPECIAL  MEETING. 

FRIDAY,  AUGUST  2,  1940,  2:30  P.M. 


Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  . 


Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 


RULES. 

639-40-SR. 

SUBJECT — Proposed  Rules  for  the  Manufacture, _  Testing 
and  Use  of  Concrete  Masonry  Units,  adoption  of. 
ACTION  OF  BOARD — Rules  adopted  (see  pages  11/-  to 
1180  of  this  Bulletin). 

THE  VOTE  TO  ADOPT  RULES—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 


584-39-SR. 

SUBJECT — Proposed  Rules  for  the  Testing  and  Use  of 
Blended  Cements,  adoption  of.  -  , 

ACTION  OF  BOARD — Rules  adopted  (see  page  11/1  ot 
this  Bulletin). 

THE  VOTE  TO  ADOPT  RULES—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  . 


Adjourned,  2:40  P.M. 


Joseph  J.  Doyle,  Chief  Clerk. 


forms  for  notice  to  property  owners 


Applicants,  under  the :  building  zone  resolution,  are  en-  copies  * Mdtng.  MaSafar'three’^ 

'  I!  they°Tsjre’  additional  copfe's,  for  their  own  conven-  each-postage  to  he  added  if  the  forms  are  forwarded  by 

ience  in  notifying  property  owners,  thev  may  obtain  such  mai 


KS  L^War^owSiLfa,e  at  f5«S 

"Copies  of  the  Supplemental  Rules  and  Regulations  of  Manhattan.  Price  10c;  bv  marl  12c. 
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RULES  FOR  THE  TESTING  AND  USE  OF  BLENDED  CEMENTS 

ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEAI  S  \urnST  J  W40  r^rr 
T.VE.  IN  ACCORDANCE  WITH  SECTION  665,  SUBDIVISION  C  OF  THE  NFW  YORK 

CITY  CHARTER,  AUGUST  26,  1940. 


Authoritx : 


(584-39-SR) 


Pursuant  to  the  Authority  vested  in  the  Board  of  Stand- 
ardsand  Appeals  by  Section  666,  paragraph  2,  Charter  of 
the  C  ity  of  New  )  ork,  and  C 26-189.0,  Administrative  Build¬ 
ing  Code  (2.2. 1.1),  and  C26-312.0,  paragraph  c,  subdivision 
2,  Administrative  Building  Code  (7.1. 1.7.3)  reading: 
Nothing  herein  contained  shall  be  construed  to  prohibit 

!lC  l‘Se  j  ce,mcnts  °f  other  types  ivhich  are  approved  by 
the  hoard  and  are  used  in  accordance  zvith  rules  of  the  board 
governing  their  use  ” 


T!in^ASi7-y-  sPecificati°ns  C 77-36,  and  when 
t  Ated,  4  shall  show  no  signs  of  distortion,  crack¬ 
ing,  checking  or  disintegration  when  subjected  to  the 
steam  test,  nor  shall  the  expansion  of  the  pat  be 
greater  than  5mm,  when  molded  in  Le  Chatelier 

tongs  and  stored  in  a  standard  moist  closet  for  24 
hours. 

Jn  additi°?  to  these  requirements,  the  expansion 
of  three  1  x  1  x  10  bars  of  neat  cement  of  normal 
^°"s'stency  when  subjected  to  the  Autoclave  test, 
A.b.T.M.  tentative  method,  shall  not  have  an  expan¬ 
sion  in  excess  of  0.75%. 


1.0  Scope. 

1.1  The  intent  of  these  rules  is  to  provide  a  basis 
tor  the  use  of  blended  cements  other  than  Portland 
Lemenh  Subject  to  the  restrictions  in  the  approval 
of  the  Board  as  to  each  brand,  such  blended  cements 
may  be  used  as  substitutes  for  Portland  Cement  on 
an  equivalent  weight  basis  where  Portland  Cement 
is  permitted. 


2.0  Blended  Cements. 

2.1  Blended  cements  shall  include  an  intimately  in¬ 
terground  mixture  of  approved  Portland  Cement 
with  natural  or  artificial  products  composed  of  silica 
and  alumina,  which  shall  be  mixed  with  Portland 
Cement  in  limited  proportions,  (except  as  may  be 
otherwise  provided  for  in  the  Administrative  Code) 
and  which  will  react  in  the  presence  of  water  to 
form  a  hydraulic  cement. 

2.2  Admixtures  to  Portland  Cement  shall  have  a 
previous  record  of  satisfactory  experience. 

2.3  These  rules  shall  not  be  applicable  to  harmless 
materials  used  as  coloring,  waterproofing,  plaster- 
cizing,  and  freezing  preventatives  when  used  as  ad¬ 
mixtures  to  Portland  Cement  in  quantities  not  in 
excess  of  1%. 


7.0  Time  of  set. 

7,1 T,im.e  of  setting  shall  be  determined  by  test  de¬ 
scribed  in  A.S.T.M.  Specification  C77-36,  and  the 
mortar  so  tested  shall  not  develop  initial  set  in  less 
than  one  hour  and  final  set  in  more  than  10  hours 
as  tested  with  Vicat  or  Gillmore  needle. 


8.0  Compressive  strength  for  normal  blended  cements. 

8.1  The  average  compressive  strength  of  five  2-inch 
mortar  cubes  composed  of  one  part  of  blended 
cement  and  2.75  parts  graded  Ottawa  sand  by  weight 
shall  be  not  less  than  the  following: 


Age  at  Test  Storage  of  Cubes 

7  days  1  day  in  moist  air,  6 
days  in  water 

~8  days  1  day  in  moist  air,  27 
days  in  water 


*Compressive 

Strength 

2200  lbs.  sq.  in. 
3500  lbs.  sq.  in. 


*When  tested  in  accordance  with  Fed.  Spec.  SS-C- 
1 58. 


8.2  Tensile  Strength. 


3.0  Manufacture  and  quality  of  Blended  Cements. 

3.1  A  flow  sheet  in  duplicate  showing  the  process 
of  manufacture  and  blending  shall  be  filed  with  the 
Board  as  part  of  any  application  for  approval  which 
shall  include  the  origin  and  the  amount  of  materials 
used  and  proof  as  to  quality  and  uniformity. 

4.0  Available  supply  of  raw  materials. 

4.1  Evidence  shall  be  filed  with  the  Board  showing 
the  potential  supply  of  raw  material  available  to  the 
manufacture. 


5.0  Fineness. 

5.1  The  specific  surface  shall  be  not  less  than  1800 
sq.  cm.  per  gram,  as  determined  by  methods  of  test 
described  in  A.S.T.M.  specifications  C115-38T. 

5.2  The  residue  shall  not  exceed  15%  by  weight  on 
a  No.  325  standard  sieve. 


6.0  Soundness. 

6.1  A  pat  of  neat  cement  of  normal  consistency  shall 
be  subjected  to  tests  for  soundness  by  the  methods 


The  average  tensile  strength  in  lbs.  sq.  in.  of  not 
less  than  5  mortar  briquets  composed  of  one  part 
cement  and  3  parts  of  Ottawa  sand,  by  weight,  shall 
he  equal  to  or  greater  than  the  following: 


Tensile 


A  _  „  Strength, 

Age  at  Test  Storage  of  Briquets  Lbs.  Sq.  In. 


3  days 

1  day 

in 

moist  air, 

2  days 

175 

7  days 

1  day 

in 

in  water 
moist  air, 

6  davs 

275 

28  days 

1  day 

in 

in  water 
moist  air. 

27  days 

350 

in  water 

The  average  tensile  strength  of  the  mortar  at  7 
and  28  days  shall  be  higher  than  that  at  3  and  7 
days,  respectively. 


9.0  Blended  cements  having  other  properties. 

9.1  When  approval  of  the  board  is  requested  for 
the  use  of  Blended  Cements  having  high  early 
strength,  sulfate  resistance  or  low  heat  of  hydration, 
application  shall  be  made  to  the  board  for  additional 
tests  to  develop  these  properties. 
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RULES  FOR  THE  MANUFACTURE,  TESTING  AND  USE  OF  CONCRETE  MASONRY  UNITS 

NEW  Y0RK 

CITY  CHARTER,  AUGUST  26,  1940. 

1.2  Blast  Furnace  Slag — The  term  “blast  furnace 
siag”  shall  mean  the  non-metallic  product,  consisting 
essentially  of  silicates  and  alumino-silicates  of  lime, 
which  is  developed  simultaneously  with  iron  in  a 
blast  furnace.  C26-24.0  (1.15). 

1.3  Cement— Cement  for  use  under  these  rules  shall 
include  only  those  Portland  Cements,  or  High  Early 
Strength  Portland  Cements  as  are  approved  by  the 
Board.  See  C26-312.0,  c  (7.1. 1.7.1). 


(639-40-SR) 

SCOPE: 

These  rules  shall  apply  only  to  concrete  hollow  or 
solid  masonry  blocks  or  tiles  irrespective  of  use,  size, 
shape  and  aggregates  used  in  their  manufacture,  so  as  to 
obtain  the  quality  of  material  intended  within  the  scope 
of  C26-309.0  (7. 1.1.4),  C26-412.0  (8.4.1),  as  further  supple¬ 
mented  by  these  rules. 

Authority: 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  paragraph  2,  Charter  of 
the  City  of  New  York,  and  C26-189.0,  paragraph  a,  (2.2.1. 1.) 
a,  and  C26-305.0  (7.1.1.),  and  C26-412.0  (8.4.1). 

Note — References  given  herein  preceded  by  C26-  refer  to 
specific  sections  of  the  Administrative  Building  Code. 

1.0  DEFINITIONS. 

1.1.  Aggregate— The  term  “aggregate”  shall  mean 
inert  material  which  is  mixed  with  cement  and  water 
to  produce  concrete,  consisting,  in  general  of  sand, 
pebbles,  gravel,  cinders,  crushed  stones,  blast  furnace 
slag,  burnt  shale  or  clay,  or  similar  materials.  Sec¬ 
tion  C26-10.0a  (1.2).  Dense  aggregates,  such  as  sand, 
pebbles,  crushed  stones  and  crushed  slag,  shall  be 
sound  and  durable  and  free  from  excessive  amounts 
of  dust,  soft  or  flaky  particles,  or  shale  or  other 
deleterious  material.  Concrete  (block)  Product  ag¬ 
gregates  shall  consist  of  natural  sands  and  gravels, 
crushed  rock,  or  blast  furnace  slag,  burnt  shale,  or 
clay,  or  other  inert  materials  having  clean  uncoated 
grains  of  strong  and  durable  minerals.  It  shall  be 
unlawful  to  use  aggregates  containing  soft,  friable, 
thin,  flaky,  elongated  or  laminated  particles  in  excess 
of  three  percent,  or  containing  shale  in  excess  of 
one  and  one-half  percent,  or  silt  and  crusher  dust 
finer  than  the  No.  100  standard  sieve  in  excess  of 
two  percent.  When  all  three  groups  of  such  dele¬ 
terious  materials  are  present  in  the  aggregates,  the 
combined  amounts  shall  be  less  than  five  percent  of 
the  combined  aggregate.  These  percentages  shall 
be  based  on  the  weight  of  the  combined  aggregate 
as  used  in  the  concrete.  The  maximum  size  of  the 
aggregate  is  the  clear  space  between  the  sides  of  the 
smallest  square  opening  through  which  eighty-five 
percent  by  weight  of  the  coarse  aggregate  can  be 
passed.  See  C26-315.0  (7.1.2.1).  All  aggregates  shall 
be  free  from  frost  or  lumps  of  frozen  material. 
Where  stationary  aggregate  bins  are  provided,  a  coil 
of  steam  pipe  shall  be  arranged  around  the  outlet 
of  the  bin  so  that  the  aggregates  can  be  heated  to 
remove  frost  and  frozen  lumps.  To  facilitate  pro¬ 
portioning  between  fine  and  coarse  aggregates,  they 
shall  be  separately  stored. 

1.1.1  Fine  Aggregate— All  fine  aggregate  except 
sand  as  defined  in  1.18  shall  be  considered  as 
material  passing  a  screen  with  four  meshes  per 
linear  inch  and  shall  have  at  least  15.  percent 
retained  on  a  number  8  screen  and  consisting.  of 
particles  one  quarter  of  an  inch  or  less  in  size. 
See  C26-10.0b  (1.2). 

1.1.2  Coarse  Aggregate — shall  be  considered  as 
material  retained  on  a  screen  having  four  meshes 
per  linear  inch,  the  maximum  size  shall  not  ex¬ 
ceed  1/3  the  thickness  of  the  thinnest  web  of  any 
concrete  masonry  unit  when  load  bearing  and 
y2  the  thickness  when  non-load  bearing. 


1.4  Cinders — Cinders  may  contain  a  maximum  of 
thirty-five  percent  by  weight  of  unconsumed  carbon 
and  a  maximum  of  one-half  percent  by  weight  of 
sulphur.  Section  C26-309.0  (7.1.1.4).  Such  cinders 
shall  be  of  uniform  quality,  free  from  dirt,  excessive 
dust,  or  other  injurious  or  extraneous  matter. 

1.5  Concrete,  Brick — Concrete  brick  shall  consist  of 
a  structural  unit,  usually  solid,  of  a  size  approximate¬ 
ly  8  in.  x  3  3/4  in.  x  2  1/4  in.,  except  as  provided 
in  Rule  6.1.4  with  net  cross-sectional  area  at  least 
75  percent  of  the  gross  area.  It  shall  consist  of  a 
mixture  of  Portland  Cement  and  other  aggregates  to 
produce  a  material  to  meet  the  strength  requirements 
of  Subdivision  “a”  of  Section  C-26-307  or  C-26-359.0. 
See  C-26-26.0  (1.1.7). 

1.6  Concrete  Block  Products — The  term  “concrete 
block  products”  shall  mean  bricks,  blocks  or  other 
units  made  of  cement,  aggregates,  and  water.  C26- 
39.0  (1.30). 

1  7  Crushed  Stone— The  term  “crushed  stone”  shall 
mean  bedded  rock  or  boulders,  broken  by  mechanical 
means  into  fragments  of  varying  shapes  and  sizes. 
C26-44.0  (1.35). 

1.8  Faced  Wall— The  term  “faced  wall”  shall  mean 
a  wall  faced  with  masonry  in  which  the  facing  and 
backing  are  so  bonded,  or  so  bonded  and  anchored, 
with  masonry  as  to  exert  common  action  under  load. 
C26-62.0  (1.5.4). 

1.9  Filler  Blocks — Filler  blocks  of  concrete  masonry 
units  when  permanently  set  in  a  ribbed  floor  system, 
may  have  structural  properties  in  accordance  with 
the*  limitations  as  provided  in  C26-476.0  (8.5.8)  and 
Rule  9.3.2. 

1.10  Gravel— The  term  “gravel”  shall  mean  rounded 
particles,  larger  than  sand  grains,  resulting  from  the 
natural  disintegration  of  rocks.  C26-79.0  (1.71). 

1.11  Hollow  Unit— The  term  “hollow  unit”  shall 
mean  any  masonry  unit  whose  net  cross-sectional 
area  is  less  than  seventy-five  percent  of  its  gross 
cross-sectional  area  in  any  plane,  measured  in  the 
same  plane.  C26-83.0  (1.75)  (as  laid  in  the  wall). 

1.12  Hollow  Masonry — The  term  “hollow  masonry 
shall  mean  masonry  consisting  wholly  or  in  part  of 
hollow  units  meeting  the  strength  requirements  or 
sections  C26-308.0,  C26-309.0,  and  C26-310.0  and  in 
which  the  units  are  laid  contiguously  with  the  joints 
filled  with  mortar.  C26-84.0  (1.76). 

1.13  Hollow  Wall— The  term  “hollow  wall”  shall 
mean  a  wall  built  of  solid  masonry  units  so  arranged 
as  to  provide  an  air  space  within  the  wall.  CZ6-8i>.u 
(1.77). 

1  14  Masonry— The  term  “masonry”  shall  mean 
stone,  brick,  concrete,  hollow  tile,  concrete  block  or 
tile  or  other  similar  building  units,  or  materials  or  a 
combination  of  them,  bonded  together  with  mortar 
C26-93.0  (1.85). 
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Non-Bearing  Wall  —  The  term  “non-bearing 
wall  shall  mean  any  wall  which  carries  no  load  other 
than  its  own  weight.  C26-98.0  (1.90). 

1.16  Partition— The  term  “partition”  shall  mean  a 
non-bearing  interior  wall  one  story  or  less  in  height. 
C26-108.0  (1.101). 

1.17  Plaster— The  term  “plaster”  shall  mean  gypsum 
°.r  Portlandt  cement  plaster.  Unless  otherwise  pro- 
\ided,  plaster  shall  be  y2  in.  of  Portland  cement 
plaster  consisting  of  one  part  Portland  cement, 
three  parts  sand  and  10%  lime  putty  or  J4  in.  of 
gypsum  plaster  consisting  of  a  scratch  and  brown 
coat  of  plaster  or  gypsum  plaster,  mixed  in  propor¬ 
tion  of  one  part  gypsum  plaster  to  three  parts  sand 
by  weight  and  finished  with  ys  in.  white  coat  of  lime 
putty  or  other  approved  finishing  material. 


1.18  Sand — The  term  “sand”  shall  mean  small  grains 
one-quarter  of  an  inch  or  less  in  size  resulting  from 
the  natural  disintegration  of  rocks*  C26-131.0  (1.126). 
Sand  shall  be  clean,  sharp,  coarse  and  siliceous,  free 
from  salt,  lime,  clay  or  other  foreign  materials.  C26- 
312.0  (7.1. 1.7.5). 


1.19  Solid  Masonry— The  term  “solid  masonry” 
shall  mean  masonry  consisting  of  stone,  brick,  sand- 
lime  or  concrete  brick,  or  other  solid  masonry  units, 
or  a  combination  of  these  materials,  laid  contiguously 
with  the  spaces  between  the  units  filled  with  mortar 
or  monolithic  concrete.  Section  C26-136.0  (1.131). 

1.20  Solid  Structural  Unit— The  term  “solid  struc¬ 
tural  unit  shall  mean  a  building  unit  having  a  gross 
volume  at  least  fifty  percent  greater  than  a  brick, 
with  a  net  cross-sectional  area  in  any  plane  at  least 
seventy-five  percent  of  the  gross  cross-sectional  area 
mea-sured  in  the  same  plane.  C26-137.0  (1.132)  (as 
laid  in  the  wall). 


1.21  Veneered  Wall— The  term  “veneered  wall” 
shall  mean  a  wall  with  a  masonry  facing  which  is 
attached  to,  but  not  bonded  so  as  to  form  an  integral 
part  of,  the  wall  for  purposes  of  load  bearing  and 
stability.  C26-157.0  (1.148).  Also  see  Rule  9.I.5.2. 

1.22  Water — Water  shall  be  clean,  free  from  all  or¬ 
ganic  materials,  strong  acids  or  alkalis,  or  shall  be 
the  water  used  in  the  city  for  drinking  purposes. 
C26-312.0  (7. 1.1. 7.6). 

1.23  ^Water-Cement  Ratio — The  term  “water-cement 
ratio  shall  mean  the  total  quantity  of  water  entering 
the  mixture,  including  the  surface  water  carried  by 
the  aggregate,  expressed  in  terms  of  the  quantity  of 
cement.  The  water-cement  ratio  shall  be  expressed 
in  l  nited  States  gallons  per  ninety-four  pound  sack 
of  cement.  C26-160.0  (1.152). 


2.0  CONCRETE  (BLOCK)  PRODUCT 
RIALS  AND  WORKMANSHIP. 


MATE- 


2.1  Materials — I  he  materials  used  in  the  manufac¬ 
ture  of  concrete  block  products  shall  consist  of  ap¬ 
proved  Portland  Cement  or  high  early  strength  Port¬ 
land  Cement,  mixed  with  such  aggregates  as  sand, 
crushed  stone,  gravel,  clean  cinders,  processed  blast 
furnace  slag  and  burned  clay  or  shale.  These  mate¬ 
rials  shall  be  mixed  in  such  proportions  with  the 
proper  water  cement  ratio  and  so  cured  that  the 
finished  product  shall  be  suitable  to  the  requirements 
of  the  specific  uses  for  which  approval  is  sought. 

Fixing  of  Batches— Batching  of  all  materials 
shail  be  by  either  volume  or  by  weight. 

2.3  Water  Cement  Ratio — The  water  cement  ratio 
when  once  determined  for  any  type  of  concrete 
masonry  unit  shall  be  maintained  throughout  the 
manufacture  of  that  particular  unit.  Corrections  shall 
be  made  for  the  water  content  of  the  aggregate  and 


a  continuous  record  of  the  amount  of  water  added 
per  batch  with  an  estimated  allowance  for  the  sur¬ 
face  water  within  the  aggregate,  shall  be  kept  and 
made  available  for  inspection  during  working  hours. 

2u  .  Proportions~ The  aggregate  and  the  cement 
shall  be  proportioned  in  such  a  manner  that  the  fin¬ 
ished  product  will  meet  the  quality  and  strength 
specifications  contained  in  these  rules.  The  maximum 
proportions  of  coarse  aggregate,  however,  shall  not 
exceed  sixty  percent  of  the  total  aggregate  as  de¬ 
fined  herein. 

2.5  Quality  of  Cement  (Block)  Products— The  fin¬ 
ished  product  shall  be  within  the  sizes  as  listed 
herein,  free  from  cracks  and  other  defects  affecting 
the  use  and  strength  of  the  units  and  shall  be  sound 
in  every  respect. 

2.5.1  The  finished  product  shall  have  surface 
texture,  color  and  size  suitable  to  the  require¬ 
ments  of  its  proposed  usage. 

3.0  SIZES  OF  CONCRETE  (BLOCK)  PRODUCTS. 

3.1,  Height  The  height  of  hollow  or  solid  concrete 
(block)  products  for  load  bearing  walls  shall  not  be 
more  than  8  inches.  The  height  of  hollow  or  solid 
concrete  block  products  for  non-load  bearing  walls 
shall  not  be  more  than  12  inches. 

3*2  Thickness — The  thickness  or  width  of  hollow  or 
solid  concrete  (block)  products  for  load  bearing  walls 
and  partitions  shall  not  be  less  than  4  inches.  For 
^on-load  walls  and  bearing  partitions,  such  thickness 
sha  be  not  less  than  3  inches.  Units  used  in  furring 
shall  not  be  less  than  2  inches  split,  2  inches  or  3 
inches  hollow. 

3*3  Length  1  he  length  of  hollow  or  solid  concrete 
(block)  products  shall  be  not  more  than  18  inches, 
except  in  non-load  bearing  partitions  such  units  may 
be  not  more  than  24  inches  in  length. 

3.4  Tolerance— A  tolerance  of  plus  or  minus  %  inch 
shall  be  permitted  on  all  concrete  (block)  products, 
except  in  the  thickness  of  the  web  and  shells  where 
the  tolerance  shall  be  1/16  inch. 

3.5  Header  Units — Header  units  for  use  with  brick 
or  stone  masonry  making  a  composite  wall,  shall  not 
exceed  three  times  the  facing  unit  in  height,  with  a 
maximum  length  of  18  inches  with  cutouts  arranged 
to  allow  4  inches  of  masonry  bonding  of  the  facing 
unit. 

3.6.0  Fire  Resistive  Ratings— Concrete  (block)  prod¬ 
ucts  shall  consist  of  area  and  thickness  of  webs  and 
shells  for  specific  uses,  as  follows: 

3.6.1  Fire  Walls — Concrete  (block)  products 
used  as  fire  walls  requiring  a  fire  resistive  rating 
of  four  hours,  shall  meet  the  following  require¬ 
ments: 

1.  Solid  structural  units  8  inches  thick. 

2.  Solid  cinder  concrete  blocks  8  inches 
thick. 

3.  Solid  cinder  concrete  blocks  6  inches 
thick  plastered  on  both  sides. 

4.  Hollow  concrete  blocks  (one  piece)  12 
inches  thick  with  webs  and  shells  at 
least  \y2  inches  thick  and  at  least  2  cells 
in  wall  thickness. 

5.  Hollow  concrete  blocks  (one  piece)  8 
inches  thick  plastered  on  both  sides, 
shells  of  which  are  at  least  \l/2  inches 
thick. 

6.  Hollow  concrete  block  4  inches  in  thick¬ 
ness  having  webs  ^  inch  and  shells 
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1  inch  when  used  as  a  backup  with  biick 
at  least  3?4  inches  in  width,  or  limestone 
or  terra  cotta  with  J4  inch  of  plaster  on 
the  concrete  block  side. 

7.  Any  other  type  of  concrete  block  prod¬ 
uct  shall  meet  the  requirements  for  fire 
resistive  rating.  See  C26-631.0  (10.4.1.1). 

3.6.2.  Fire  Partitions — Concrete  block  products 
for  use  in  fire  partitions  and  shaft  enclosures  re¬ 
quiring  a  fire  resistive  rating  of  three  hours  shall 
meet  the  following  requirements: 

1.  Solid  brick,  solid  structural  units  8 
inches  thick. 

2.  Solid  cinder  blocks,  6  inches  thick. 

3.  Hollow  concrete  block,  8  inches  thick, 
provided  calcareous,  burnt  clay  or  cinder 
aggregates  are  used  and  the  shells  are 
at  least  1)4  inches  thick,  if  unplastered 
and  at  least  1*4  inches  thick  if  plastered. 

4  Hollow  cinder  block  6  inches  thick  with 
webs  and  shells  at  least  V/2  inch  thick, 
plastered  on  one  side. 

5.  Hollow  cinder  block  4  inches  thick  hav¬ 
ing  webs  inch  and  shells  1  5/16  inches 
plastered  on  both  sides,  with  at  least  )4 
inch  plaster. 

6.  Any  other  type  of  concrete  block  prod¬ 
uct  shall  meet  the  requirements  for  fire 

resistive  rating.  See  C26-633.0  (10.4.2.1). 

3  6  3  Stairway  Enclosures  and  Other  Places 
Requiring  Fire  Resistive  Rating  of  Two  Hours— 

Concrete  block  products  for  these  uses  shall 
meet  the  following  specifications: 

1.  Solid  brick  or  solid  structural  units  8" 
thick. 

2.  Solid  cinder  block  4"  thick. 

3.  Solid  cinder  block  3"  thick  plastered  on 
both  sides. 

4.  Any  other  type  of  concrete  block  prod¬ 
uct  shall  meet  the  requirements  for  fire 
resistive  rating.  See  C26-635.0  (10.4.2.3). 

3.6.4  Fireproof  Partitions — Concrete  block  for 
use  in  fireproof  partitions  requiring  a  one-hour 
fire  resistive  rating,  shall  meet  the  following 
specifications: 

1.  Solid  or  hollow  brick  or  solid  concrete 
block  4"  thick. 

2.  Solid  cinder  block  3"  thick. 

3.  Hollow  concrete  block  3"  thick  having 
7/s"  web  and  1"  shell  plastered  on  both 
sides  with  y2"  plaster. 

4.  Any  other  type  of  concrete  block  prod¬ 
uct  shall  meet  the  requirements  for  fire 
resistive  rating. 

3.6.5  Protection  of  Structural  Steel — Concrete 
brick,  block  or  tile,  except  cinder  concrete  units 
may  be  used  in  thicknesses  and  for  ratings  as 
follows: 

2 yA"  1  Hour 

2)4"  2  Hour 

33/4"  3  Hour 

3 yA"  4  Hour 

Hollow  or  solid  cinder  concrete  block  and  tile 
having  a  compressive  strength  of  at  least  700 
p.s.i.  of  gross  area  may  be  used  in  thickness  and 
ratings  as  follows: 

114"  1  Hour 

2  "  2  Hour 


2  "  3  Hour 

2 y2"  4  Hour 

See  C26-309.0.2d.  (7. 1.1.4)  and  Rule  S.l.d.  C26- 

575.0  (10.1.4).  .  .  .  ,  „ 

Wherever  the  fire  resistive  rating  is  3  Hours  or 
more,  voids  between  steel  and  concrete  masonry 
units  shall  be  filled  with  mortar. 

3.6.6  Fire  Resistive  Rating  of  Other  Materials 

Concrete  (block)  products  of  materials  other 

than  sand,  crushed  stone,  gravel  or  cinders,  shall 
be  required  to  furnish  test  data,  in  accordance 
with  the  requirements  of  C26-571.0  (10.1.1)  for 
the  fire  resistive  rating  sought. 

4.0  MANUFACTURE  OF  CONCRETE  BLOCK 
PRODUCTS— 

4.1  Proportioning  of  Aggregates— 

4.1.1  Proportioning  of  aggregate  shall  be  by 
weight  or  volume.  When  the  correct  mixture  is 
ascertained,  the  equipment  shall  be  set  in  such  a 
manner  as  to  insure  the  batching  of  the  mate¬ 
rials  in  the  correct  proportions. 

4.1.2  Batching  of  Cement  —  Cement  shall  be 
batched  in  bags  weighing  94  lbs.  When  cement 
in  bulk  is  used,  because  of  its  tendency  to  tiutt, 
it  shall  be  weighed  and  the  batch  fixed  corrf' 
spond  with  the  required  amount  of  fluffed  bulk 

cement. 

4.1.3  Consistency — Concrete  block  units  made 
from  dense  aggregates  on  tamp  or  pressure 
machines  shall  be  mixed  as  wet  as  practicable 
and  still  preventing  sagging  or  distortion.  Con¬ 
crete  made  on  vibrating  or  jolting  machines  shall 
be  mixed  as  dry  as  practicable  so  as  to  complete¬ 
ly  fill  the  molds  and  produce  a  pronounced  water 
web  on  the  surface  without  slumping  or  sagging. 
Where  the  wet  cast  method  of  manufacture  is 
used,  the  water  content  should  be  reduced  to  a 
minimum  and  the  mixture  vibrated  or  tamped 
and  spaded  so  as  to  eliminate  aggregate  pockets 
and  to  insure  filling  of  the  molds. 

4. 1.3.1  Storage  of  Materials  —  Cement  and 
aggregates  shall  be  stored  in  such  manner  as 
to  prevent  deterioration  or  intrusion  of  for- 
rign  matter.  Any  material  which  has  deteri¬ 
orated  or  damaged  shall  not  be  used  in  the 
manufacture  of  concrete  (block)  products. 

4. 1.3.2  Freezing  Weather  —  No  concrete 
(block)  products  shall  be  manufactured  dur- 
ing  freezing  weather  unless  artificial  heat  is 
provided  so  as  to  permit  the  manufacture, 
curing  and  drying  of  concrete  (block)  prod¬ 
ucts  of  properties  as  provided  in  these  Rules. 

4.2  Mixing  Machinery. 

4  2  1  The  dry  mixing  of  dense  aggregates  and 
cement  shall  be  for  at  least  one  minute  before 
the  addition  of  water.  After  the  water  is  added, 
the  mixture  shall  be  mixed  for  at  least  four  min¬ 
utes. 

4  2.2  After  all  materials  are  placed  in  the  mixer, 
they  shall  be  mixed  continuously  from  4  to  8 
minutes. 

4.2.3  The  mixing  machine  shall  be  of  such  type 
and  capacity  so  as  to  insure  thorough  mixing. 
Each  mixing  machine  shall  be  provided  with  a 
device  for  measuring  and  controlling  the  added 
water.  A  clock  for  timing  the  mix,  with  a  dial 
not  less  than  8  inches  in  diameter  with  a  large 
sweep  second  hand,  shall  be  placed  in  such  a 
position  as  to  be  readily  readable  by  the  operator 
of  the  mixer. 
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\\  here  practicable  t lie  timing  of  the  mixing  shall 
be  integrated  with  the  capacity  of  the  molding 
machine,  in  which  event  the  manufacturer  shall 
certify  that  the  mixer  used  is  of  a  size  that  will 
produce  properly  mixed  materials  in  accordance 
with  the  mixing  time  as  provided  in  Rule  4.2.0. 

4.2.4  The  block  molding  machinery  shall  con¬ 
sist  of  hand  or  power  operated  molding  machines 
with  compacting  by  pressure  or  tamping  by  hand 
or  power,  or  by  power  vibration  so  as  to  produce 
concrete  block  products  of  such  densities  as  re¬ 
quired  to  produce  strength  and  absorption  values 
consistent  with  the  rules  and  proposed  use  of  the 
finished  product.  Precautions  shall  be  taken  to 
ascertain  how  much  tamping  or  vibrating  shall 
be  provided  so  as  to  maintain  the  same  density 
in  all  concrete  (block)  products,  using  the  same 
ratio  of  fine  and  coarse  aggregates,  so  as  to 
maintain  uniformity. 

4.3  Curing  of  Concrete  (Block)  Products. 

4.3.1  Method  of  Curing — All  concrete  (block) 
products  shall  be  properly  cured  by  either  steam 
curing  or  by  storing  in  an  enclosed  space  and 
subjecting’  to  artificial  heat  and  moisture  as  fol- 
lows : 

4.3.1. 1  Steam  curing  of  freshly  moulded 
units  shall  be  accomplished  by  placing  the 
units  to  be  cured  in  a  steel  cylinder,  room 
or  tunnel  made  tight  and  so  designed  as  to 
provide  moisture  above  the  saturation  point 
at  any  temperature  used.  For  low  pressure 
steam  and  temperatures  up  to  140°  F.,  the 
curing  time  shall  not  be  less  than  12  hours. 

For  high  pressure  steam  ranging  from  120 
to  125  p.s.i.  and  temperatures  between  300- 
400°  F.  such  period  shall  not  be  less  than 
6  hours.  All  units  shall  be  properly  dried 
prior  to  usage. 

4.3.1.2  Wet  curing  of  freshly  moulded  units 
shall  be  accomplished  by  placing  such  units 
in  reasonably  tight  rooms  or  enclosures 
heated  to  prevent  freezing  and  equipped  with 
fog  nozzles  to  provide  moisture.  When  the 
outside  temperature  drops  below  50°  F„  heat 

in  addition  to  moisture  must  be  supplied  to  6,0 
maintain  a  temperature  of  at  least  50°  F.  for 
not  less  than  72  hours.  After  curing,  such 
units  shall  be  stored  under  cover  and  allowed 
to  dry  for  at  least  25  days  prior  to  usage. 

PROPERTIES  OF  CONCRETE  (BLOCK) 

PRODUCTS.  ' 

5.1  Concrete  (block)  products  shall  have  properties 
as  follows: 

a.  Hollow  concrete  block  or  tile  when  delivered 
lor  use  shall  have  a  minimum  ultimate  compressive 
strength  of  seven  hundred  pounds  per  square  inch 
of  gross  area  tested  as  laid  in  the  wall. 

b.  Solid  concrete  building  block  when  delivered 
for  use  shall  have  a  minimum  ultimate  compressive 
strength  of  fifteen  hundred  pounds  per  square  inch 
tested  as  laid  in  the  wall. 

c\  Such  block  or  tile  shall  comply  with  the  fol  - 
lowing  requirements  for  general  properties  under 
visual  inspection. 

1.  They  shall  be  sound,  of  compact  structure, 
reasonably  uniform  in  shape  and  free  from  cracks, 
warpage  or  foreign  substances  which  would  affect 
their  serviceability  or  strength. 

2.  If  cinders  form  part  or  all  of  the  aggregate, 
the  cinders  may  contain  a  maximum  of  thirty-five 
per  cent  by  weight  of  unconsumed  carbon  and  a 
maximum  of  one  and  one-half  percent  by  weight 
of  sulphur. 


d.  When  used  in  partitions,  fireproofing  and  fur¬ 
ring  which  arc  unexposed  to  the  weather,  solid  or 
hollow  concrete  building  block  or  tile  having  a  mini¬ 
mum  ultimate  compressive  strength  of  three  hundred 
pounds  per  square  inch  of  gross  area  tested  as  laid 
in  the  wall  may  be  used.  See  C26-309  (7.1. 1.4)  as 
amended  by  local  law  120,  approved  August  1,  1939 
and  local  law  Int.  No.  220,  passed  April  25,  1940. 

5.2  Test  of  Concrete  (Block)  Products.— 

5.2.1  Concrete  block  products  shall  be  tested  in 
accordance  with  A.  S.  T.  M.  specification  C140- 
o9,  after  proper  curing  and  drying  except  as  fol¬ 
lows: 


5.2. 1.1  High  and  Low  Pressure  Steam  cured 
and  properly  dried  blocks  immediately  after 
drying. 

5. 2.1.2  Units  cured  by  artificial  heat  and 
sprinklered  water  when  dried  under  cover 
may  be  tested  and  used  in  not  less  than  28 
clays.  And  when  high  early  strength  Portland 
Cement  is  used,  such  time  shall  not  be  less 
than  15  days. 

5.2. 1.3  Individual  minimum  compressive 
strengths  of  test  specimens  shall  not  be  less 
than : 


Hollow  units 
Solid  units 


650  p.s.i.  gross  cross-sectional  area 
1400  p.s.i.  gross  cross-sectional  area 

5.2. 1.3.1  The  speed  of  the  moving  head 
of  the  testing  machine  shall  not  exceed 
0.05  inches  per  minute. 


5.3  Absorption  of  concrete  (block)  products  shall 
not  exceed  15  pounds  of  water  per  cubic  foot  of  con¬ 
crete  nor  shall  the  moisture  content  when  delivered 
exceed  40  percent  of  the  total  absorption  based  on 
an  average  of  five  units  as  tested. 

5.3.1  Concrete  (block)  products  not  exposed  to 
the  elements  or  soil  or  protected  by  brick  veneer 
or  three  coat  Portland  cement  stucco  at  least  1 
in.  thick  or  other  approved  protective  coatings 
need  not  be  required  to  meet  the  absorption  tests 
required  under  5.3. 


CONCRETE  BRICK. 

6.1  Concrete  Brick  For  Use  in  Masonry  Walls. 

6.1.1  Concrete  brick  shall  consist  of  a  mixture 
of  Portland  Cement  sand,  gravel,  crushed  stone 
or  other  approved  aggregates. 

6.1.2  Concrete  brick  shall  be  manufactured  and 
cured  as  provided  in  Rule  4.0. 

6.1.3  1  he  fire  resisting  rating  of  concrete  brick 
shall  be  the  same  as  for  ordinary  clay  brick  of 
similar  thickness. 

6.1.4  The  size  of  concrete  brick  shall  be  as  fol¬ 
lows: 

Depth  2J4"  —  1/16"  Tolerance 
Width  3V4"  —  %" 

Length  8"  —  y4"  “ 

6. 1.4.1  Concrete  bricks  of  sizes  different 
from  the  above  may  be  used  when  approved 
by  the  Board. 

6.2  Physical  Requirements  for  Concrete  Brick. 

6.2.1  Strength  of  Concrete  Brick  —  Concrete 
bricks  shall  have  an  average  compressive 
strength,  when  tested  flatwise,  of  2500  p.s.i  for  an 
average  of  5  specimens,  with  no  individual  mini¬ 
mum  less  than  10%.  The  modulus  of  rupture, 
flatwise,  for  an  average  of  5  specimens  tested 
shall  be  not  less  than  450  p.s.i.  with  no  individual 
minimum  less  than  10%. 

6.2.2  Absorption  of  Concrete  Brick — Absorption 
requirements  shall  be  the  same  as  those  provided 
for  concrete  (block)  products  in  Rule  5.3. 
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7.0  FILLER  BLOCK  FOR  RIBBED  FLOOR  CON- 

STR7U1C^^be’d  floor  construction  shall  include  floor 
systems  with  slabs  and  ribs  placed  monolithically 
between  permanent  or  removable  fillers,  in  which 
the  ribs  are  spaced  thirty  inches  or  less  from  iace 
to  face.  The  ribs  shall  be  straight,  at  least  four 
inches  in  width,  and  of  a  maximum  clear  depth 
of  not  to  exceed  three  times  the  average  width,  bee 

C26-476.0a  (8.5.8).  ,  ... 

7  2  When  concrete  or  scored  burnt  clay  tile  are 
used,  the  thickness  of  the  slab  shall  be  at  least  one- 
twelfth  of  the  clear  distance  between  the  ribs  with  a 
minimum  of  one  and  one-half  inches.  Where  such  tile 
are  of  strength  at  least  equal  to  that  of  concrete  and 
the  joints  are  staggered,  the  shells  in  contact  with 
the  concrete  may  be  included  in  the  resisting  sec¬ 
tions.  In  a  two-way  construction,  provided  the  tile 
filler  is  completely  surrounded  by  concrete  ribs  as 
specified,  the  exterior  shells  of  the  tile  in  contact 
with  the  concrete  may  be  used  for  strength  calcula¬ 
tions  for  shear  and  bending  and  where  the  top  slab 
is  not  required  for  strength  such  top  slab  may  be 
omitted  provided  the  construction  is  protected  by  at 
least  two  inches  of  incombustile  material.  See  C2t>- 


476.0  (8.5.8)  b.  f  .  . 

7.3  Concrete  filler  block  or  tile  for  use  in  ribbed 
floor  construction  shall  consist  of  a  mixture  of  Port- 
land  cement  or  high  early  strength  Portland  cement, 
sand,  gravel,  crushed  stone  or  other  approved  aggre¬ 
gates,  manufactured,  cured  and  stored  as  provided 

in  Rule  4.0.  .  C11 

7.4  For  use  in  ribbed  floor  construction,  such  hlier 
tile  or  block  shall  have  webs  and  shells  not  less  than 
1"  in  thickness  and  shall  have  properties  as  follows: 

7.4.1.  The  surfaces  of  the  filler  block  in  contact 
with  the  concrete  rib  and  top  slab  shall  provide 

a  good  bond.  .  . 

7.4.2  The  average  compressive  strength  over  the 
net  area  of  five  such  filler  units,  when  manu¬ 
factured,  cured  and  stored  as  required  in  Rule 
4.0,  shall  be  at  least  equal  to  that  of  the  concrete 
in  the  ribs  of  a  specific  job  on  which  it  is  to  be 


used.  .  .  .  ,  .  , 

7.4.3  The  modulus  of  elasticity  of  the  mix  used 
shall  be  determined  preferably  from  a  test  of  an 
average  of  six  filler  blocks  or  in  lieu  thereof  five 
tamped  and  rodded  cylinders  approximating  a 
density  (checked  by  weighing)  equivalent  to  that 
of  the  filler  block,  6  inches  in  diameter  and  12 
inches  high,  when  manufactured,  cured  and 
stored  under  the  same  conditions  as  the  filler 
units  and  as  required  in  Rule  4.0.  From  the 
value  of  modulus  of  elasticity  as  obtained  in  this 
test  and  that  of  the  concrete  in  the  rib,  a  com¬ 
posite  modulus  shall  be  derived,  in  accordance 
with  the  theory  of  flexure  as  defined  in  Hooke  s 
Law.  The  percentage  obtained  from  the  ratio 
of  the  modulus  of  elasticity  of  the  composite 
section  to  the  modulus  of  elasticity  of  the  con¬ 
crete  in  the  rib  will  provide  a  new  “n”  value 
indicative  of  the  resistance  of  the  composite  con¬ 
struction  of  the  particular  filler  block  and  type 
of  concrete  used  in  the  rib. 

7.4.4  The  materials  and  method  of  mixing  as 
used  to  determine  the  physical  properties  of  filler 
block  in  Rules  7.4.1  and  7.4.3,  once  fixed,  shall 
be  maintained  for  that  job  order  to  assure  the 
delivery  of  homogeneous  units  of  a  type  as  tested. 

8  0  MARKING  OF  ALL  CONCRETE  (BLOCK) 

PRODUCTS.  ,  J  ,  . 

8.1  Concrete  block  products  used  as  fillers  and  in 
partitions,  furring  or  fireproofing  purposes  and  tested 
to  a  compressed  strength  of  300  p.s.i.  over  the 
gross  area,  shall  have  a  clearly  discernible  mark  dis¬ 
tinguishing  them  from  load-bearing  units. 


8.2  Units  used  for  load  bearing  walls  and  tested  to 
a  compressive  strength  of  over  the  gross  area  of 
700  p.s.i.  for  hollow  units  and  1500  p.s.i.  for  solid 
units,  suitably  identified  in  the  case  of  load-bearing 
hollow  units,  either  by  haying  the  letters  L.B.H.  , 
or  by  having  a  raised  vertical  mark  on  the  end  web 
at  least  one  inch  wide  and  extending  one-half  the 
height  of  the  unit  and  in  the  case  of  load-bearing 
solid  units  either  by  having  the  letters  L.B.b.  or 
a  raised  vertical  mark  at  least  one-half  inch  wide  on 
the  web  for  the  full  height  of  the  unit,  and  which 
also  shall  have  the  manufacturer’s  distinguishing 
mark  as  provided  in  Rule  8.4.  On  each  shipment 
to  a  job,  the  delivery  slip  shall  qualify  the  markings 
on  the  concrete  masonry  units. 

8.3  Units  used  for  filler  blocks  in  ribbed  floor  con¬ 
struction  shall  be  identified  as  filler  block,  ^  r.B.  , 
and  shall  also  carry  the  manufacturers  distinguish¬ 
ing  mark  as  provided  in  Rule  8.4. 

8.4  The  manufacturer’s  distinguishing  mark  shall 
consist  of  an  impression  or  embossing  on  the  unit. 
Such  distinguishing  mark  shall  be  filed  with  the 
Board  and  with  the  Borough  Superintendent  ot 
Housing  and  Buildings  where  such  units  are  to  be 
used.  All  delivery  slips  shall  be  stamped,  reading  as 
follows: — Approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  under  Cal. 


8.5  Contracts  for  all  concrete  (block)  products  shall 
include  a  proviso  from  the  manufacturer  or  his  rep¬ 
resentative  stating  the  material,  type,  use,  compres¬ 
sive  strength,  water  absorption,  and,  in  addition,  m 
the  case  of  filler  block,  the  modulus  of  elasticity. 

9.0  USES  OF  CONCRETE  (BLOCK)  PRODUCE'S. 


9.1. 


Hollow  Units. 

9.1.1  Load  Bearing  Hollow  Units. 

9. 1.1.1  Hollow  concrete  block  or  tile,  when 
delivered  for  use,  shall  have  a  minimum  ulti¬ 
mate  compressive  strength  of  700  p.s.i.  of 
gross  area  tested  as  laid  in  the  wall.  C26- 
309.0  (7.1.1.4)a. 


9.1. 1.2  The  allowable  working  stresses  for 
concrete  block  or  tile  masonry,  due  to  com¬ 
bined  live  and  dead  loads,  shall  be  one-tenth 
of  the  ultimate  compressive  strength  where 
cement  mortar  is  used,  and  one-twelfth 
where  cement  lime  mortar  is  used.  Concrete 
block  or  tile  building  units  for  load  bearing 
walls  or  piers  shall  be  laid  in  cement  or 


r^-.^RO  ('7  4.2.4V 


9  12  Masonry  foundation  walls  shall  have  a 
thickness  at  least  equal  to  that  of  the  wall  next 
above,  and  at  least  equal  to  the  thickness  given 
in  inches  in  the  table  below: 

Solid  Hollow  Hollow 
masonry  masonry  walls  of 
brick 
(con¬ 
crete) 


Private  dwellings  at 
most  twenty  feet 
high  and  one-story 
structures  at  most 
twenty  feet  high.... 

8 

12 

12 

Private  dwelling  over 
twenty  feet  high  or 
other  structures  of 
more  than  one-story 
and  over  twenty  feet 
high  . 

12 

16 

16 
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Foundation  walls  of  hollow  blocks  may  be 
used  above  grade  when  the  upper  walls  are  of 
wood  frame  or  of  hollow  building  block  con¬ 
struction.  All  other  foundation  walls  shall  be  of 
solid  masonry,  except  when  the  structure  is 
without  basement  or  cellar.  C26-397.0  (8.3. 1.6). 

9.1.3  Thickness. 

In  structures  over  two  stories  high,  except 
private  residences,  foundation  walls  shall  be  at 
least  four  inches  thicker  than  the  wall  section 
next  above,  except  that  when  the  walls  are  of 
hollow  units  or  are  hollow  walls  of  brick,  the 
foundation  walls  may  be  of  the  same  thickness 
as  the  walls  next  above,  provided  such  founda¬ 
tion  walls  are  built  of  solid  masonry  or  concrete 
and  that  as  maximum  of  two  stories  above  the 
foundation  are  of  the  same  thickness.  C26-397  0 
(8.3.1.6)c. 

9.1.4  Walls  of  Hollow  Block  or  Tile. 

9. 1.4.1  Walls  of  hollow  block  or  tile  or  solid 
structural  units  shall  have  the  spaces  be¬ 
tween  the  units  filled  with  mortar.  The  re¬ 
quirements  of  sections  C26-416.0  through 
C26-421.0  and  of  section  C26-426.0  shall 
apply  to  such  walls. 

9.1.4.2  In  all  walls  of  hollow  block  or  tile 
or  solid  structural  units,  built  only  one  unit 
in  thickness,  each  unit  shall  break  joints  with 
those  next  above.  When  more  than  one  unit 
is  required  to  produce  a  given  wall  thickness, 
the  units  shall  break  joints  with  the  units 
next  above  and  shall  be  laid  with  a  masonry 
bond  equivalent  to  one  course  of  headers  to 
each  three  courses  of  stretchers.*  In  the  case 
of  non-bearing  interior  partitions  one  story 
or  less  in  height,  constructed  of  units  to  be 
left  exposed  on  one  or  both  sides  for  archi¬ 
tectural  effect,  these  bonding  requirements 
may  be  waived. 

*  The  bonding  specified  applies  only  to  com¬ 
bination  walls  of  hollow  block,  tile  or  solid 
structural  units  and  does  not  apply  to  faced 
walls  covered  by  C26-440.0  (8.4.7). 

9. 1.4.3  Where  walls  of  hollow  masonry  are 
decreased  in  thickness,  the  units  in  the  top 
course  of  the  thicker  wall  shall  be  filled 
solidly  with  concrete  or  shall  be  covered 
with  slabs  of  solid  masonry  at  least  one  inch 
in  thickness,  or  solid  units  shall  be  used  for 
the  top  course. 

9.1.4.4  Where  anchors  are  used  in  walls  of 
hollow  masonry,  such  anchors  shall  be  gal¬ 
vanized,  or  shall  be  of  non-corroding  metal 
of  adequate  size  and  substantial  construction. 

9.1.4.5  Where  hollow  units  are  set  with 
cells  horizontal,  such  units  shall  be  set  in  a 
full  bed  of  mortar  one-half  of  an  inch  or 
less  in  thickness,  with  vertical  joints  buttered 
full  on  shells  and  webs;  where  such  units 
are  set  with  cells  vertical,  the  bearing  mem¬ 
bers  shall  be  buttered  and  vertical  joints 
slushed  full  of  mortar. 

9.14.6  Wherever  girders,  beams,  joists,  or 
other  structural  members  frame  into  mason¬ 
ry  of  hollow  block  or  tile  or  solid  building 
block, _  such  members  shall  rest  upon  such 
solid  incombustible  material  as  will  properly 
distribute  the  load. 

9.1.4.7  The  minimum  thickness  in  inches  of 
bearing  walls  of  hollow  masonry,  except  in 
private  dwellings  thirty-five  feet  or  less  in 
height, .  and  mixed  occupancies  as  provided 
in  subdivision  a  of  section  C26-443.0,  shall  be: 


40 .  10 

30 .  10  10 

20 .  12  10  10 

10 .  12  12  10  10 


Height  of  wall  in  ft.  40  30  20  10 

9.1.4.8  The  maximum  height  for  walls  or 
portions  of  walls  of  hollow  masonry  in  any 
class  of  structure  shall  be  forty  feet  above 
the  support  of  such  walls  or  portions  of 
walls. 

9.1.4. 9  Walls  of  hollow  masonry  may  be 
constructed  to  the  maximum  permissible 
height  on  top  of  a  solid  masonry  wall  whose 
maximum  height  is  thirty  feet  above  the  first 
tier  of  beams.  The  minimum  thickness  of 
such  walls  shall  be  based  upon  the  require¬ 
ments  of  section  C26-427.0,  and  if  such  walls 
are  bearing  walls,  such  thicknesses,  shall  be 
based  on  the  requirements  of  subdivision  g 
of  this  section,  and  the  solid  masonry  wall 
below  shall  be  at  least  of  the  same 'thick¬ 
ness  as  that  of  the  hollow  masonry  wall. 

See  C26-431.0  a  through  i  (8.4. 3.2). 

9.1.5  Veneered  Walls. 

9.1.5. 1  Anchorage  for  veneered  masonry 
walls  shall  comply  with  C26-437-.0-1-2-3 
(8.4.6. 1  through  8.4. 6. 3). 

9.1. 5. 2  Thickness  and  height  of  veneered 
walls  shall  not  be  included  in  calculating 
the  bearing  wall  thickness  and  the  required 
thickness  of  the  wall.  The  maximum  height 
of  veneering  on  walls,  other  than  panel  or 
enclosure  walls,  shall  be  forty  feet  above 
the  foundations.  See  C26-438.0  (8.4.6.2). 

9.1.6  Faced  Walls. 

9-1.6. 1  Faced  walls  shall  be  of  at  least  the 
thickness  required  for  masonry  walls  of  the 
material  forming  the  backing.  Facings  of 
brick  or  solid  structural  units  shall  be  bonded 
into  the  backing  with  headers,  or  stretchers 
at  least  four  inches  thicker  than  the  facing, 
the  equivalent  of  one-sixth  of  the  area  of 
wall.  Dressed  stone  facings  shall  be  bonded 
to  the  backing  with  the  equivalent  of  ap¬ 
proximately  one-fifth  of  the  superficial  area 
in  bond  stone  at  least  four  inches  thicker  than 
the  facing,  in  addition  to  which,  every  stone 
other  than  bond  stone  shall  be  anchored  to 
the  backing  with  at  least  one  non-corroding 
metal  anchor,  at  least  three-sixteenths  of  an 
inch  by  one  inch,  or  the  equivalent,  in  cross- 
sectional  area.  In  the  case  of  plain  coursed 
ashlar  the  bond  stone  shall  occur  at  least  as 
every  alternate  stone  in  every  third  course. 

In  the  case  of  random  ashlar,  range  work 
or  other  jointing  schemes  where  the  more 
frequently  spaced  smaller  units  are  used  for 
bond  stone,  the  metal  anchors  may  be  omit¬ 
ted,  provided  the  superficial  area  of  the  bond 
stone  is  at  least  equal  to  that  required  for 
brick  facing,  one-sixth  the  area  of  the  wall. 

When  faced  walls  are  built  of  different 
materials,  the  minimum  thickness  shall  be 
that  required  for  masonry  walls  built  en¬ 
tirely  of  the  material  having  the  lower  com¬ 
pressive  strength. 

The  height  of  a  single  course  in  faced 
walls  shall,  in  all  cases,  except  for  pilaster 
and  spandrel  facing  stone,  be  at  most  ten 
times  the  thickness  of  the  facing  material. 

When  facing  is  used,  such  facing  shall  not 
be  figured  in  the  strength  of  the  wall  unless 
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such  facing  is  at  least  four  inches  in  thick¬ 
ness  or  at  least  the  normal  thickness  of  an 
average  brick. 

See  C26-440.0  a  through  e  (8.4.7). 

9.1. 6.2  The  total  thickness  of  the  wall, 
except  as  noted  above,  shall  be  used  in  com¬ 
puting  the  load  carrying  capacity  of  the  wall, 
and  the  average  allowable  stress  shall  be 
based  on  the  ultimate  compressive  strength 
of  the  weaker  material. 

9.1.7  Party  and  Fire  Walls. 

9.1.7. 1  Party  walls  may  be  of  any  type  of 
masonry  provided  for  herein  and  shall  com¬ 
ply  with  all  requirements  for  bearing  walls. 
Party  walls  which  function  also  as  fire  walls 
shall,  in  addition,  conform  to  the  require¬ 
ments  of  section  C26-631.0  and  of  section 
C26-632.0. 

It  shall  be  unlawful  to  load  any  party 
wall  on  either  side  to  more  than  fifty  percent 
of  its  allowable  loading.  See  C26-441.0 
(8.4.8. 1). 

9.1.7.2  Fire  walls  of  masonry  shall  meet  the 
material,  thickness  and  construction  require¬ 
ments  of  section  C26-631.0  and  of  section 
C26-632.0.  See  C26-442.0  (8.4.8.2)  and  Rule 
3.6.1. 

9.1.8  Special  Forms  of  Walls. 

9.1.8. 1  Bearing  Walls  for  Private  Dwell¬ 
ings — Bearing  walls  for  private  dwellings 
shall  have  a  minimum  thickness  for  dwell¬ 
ings  thirty-five  feet  or  less  in  height  as  fol¬ 
lows  : 


Solid  Masonry 

Hollow  Masonry 
and  Hollow 
Walls  of  Solid 
Structural  Units 

3  . 

...  8  ..  .. 

8  ..  .. 

2  . 

...8  8  8 

8  8 

1  . 

...8  8  8 

10  8  8 

Stories  . 

...3  2  1 

3  2  1 

See  C26-443.0  (8.4.9.1). 

9.1. 8.1.1  In  such  cases,  faced  walls  of  4 
inches  of  brick  and  4  inches  of  hollow 
block  may  be  used  with  header  courses 
every  7th  course.  This  shall  apply  to 
residence  buildings  only,  which  are  not 
in  excess  of  two  stories  or  20  feet  in 
height. 

9.1.8. 1.2  In  three-story  structures  hav¬ 
ing  a  maximum  width  of  twenty-five 
feet,  where  the  first  story  is  used  for 
commercial  purposes  and  the  upper,  stor¬ 
ies  for  residence  purposes,  the  minimum 
thickness  of  bearing  walls  shall  be  eight 
inches.  See  C26-443.0  (8.4.9.1.1). 

9.1.9  Parapet  Walls. 

Parapet  walls  may  be  constructed  of  hollow 
masonry,  in  accordance  with  C26-444.0  (8. 4.9.2). 

9.1.10  Non-Bearing  Masonry  Walls. 

The  minimum  thickness  of  non-bearing  mason¬ 
ry  walls,  except  as  provided  in  sections  C26-428.0 
and  C26-446.0,  may  be  four  inches  less  than  the 


thickness  required  for  bearing  walls,  except  that 
any  such  wall  shall  be  at  least  eight  inches  thick. 
See  C26-445.0  (8.4 .9.3). 

9.1.11  Panel  Apron  and  Spandrel  Walls. 

Panel,  apron  and  spandrel  walls  of  masonry 
in  skeleton  frame  structures  shall  be  at  least 
eight  inches  thick  if  such  walls  are  constructed 
of  solid  masonry,  or  at  least  twelve  inches  thick 
if  such  walls  are  constructed  of  hollow  masonry 
or  at  least  ten  inches  thick,  if  such  walls  are  con¬ 
structed  of  combinations  of  hollow  and  solid  ma¬ 
sonry,  except  that  spandrel  and  apron  walls  may 
be  eight  inches  thick  or  may  be  of  materials,  or 
of  assemblies  or  materials,  other  than  masonry, 
meeting  the  requirements  of  article  eleven  of  the 
Building  Code.  Combinations  of  hollow  and 
solid  masonry  shall  be  constructed  with  at  least 
four  inches  of  solid  masonry  on  the  exterior  face. 
The  maximum  height  between  supports  of  such 
walls  when  constructed  of  these  minimum  thick¬ 
nesses  shall  be  thirteen  feet.  When  such  walls 
exceed  thirteen  feet  in  height,  they  shall  be  in¬ 
creased  two  inches  in  thickness  for  each  six  and 
one-half  feet  or  fraction  thereof  that  the  height 
is  increased. 

Panel  walls  shall  be  bonded  or  otherwise  so 
secured  to  the  structure  as  to  furnish  adequate 
lateral  support  to  the  wall.  See  C26-446.0  (8. 4.9.4). 

9.1.12  Enclosure  Walls. 

Enclosure  walls  shall  meet  all  the  require¬ 
ments  of  height,  thickness  and  type  of  construc¬ 
tion  prescribed  for  bearing  walls.  See  C26-447.0 
(8.4.9. 5). 

9.1.13  Masonry  Curtain  Walls. 

Curtain  walls  of  solid  masonry  shall  be  at  least 
eight  inches  thick  for  the  uppermost  thirteen  feet 
and  at  least  twelve  inches  thick  for  the  next  fifty- 
two  feet  or  fraction  thereof  below  and  shall  be 
increased  four  inches  in  thickness  for  each  suc¬ 
ceeding  sixty  feet  or  fraction  thereof  below. 

When  masonry  curtain  walls  are  built  of 
masonry  other  than  solid  masonry,  such  walls 
shall  be  at  least  ten  inches  thick  for  the  first 
thirteen  feet,  twelve  inches  thick  for  the  next 
lower  thirty-nine  feet  and  shall  be  increased  in 
thickness  four  inches  for  each  thirty-nine  feet  or 
fraction  thereof  next  below,  provided  that  the 
maximum  horizontal  distance  between  lateral 
supports  shall  be  twenty  feet.  When  the  distance 
between  the  lateral  supports  exceeds  twenty  feet, 
the  thicknesses  of  all  walls  specified  in  this  sec¬ 
tion  shall  be  increased  four  inches  for  each  addi¬ 
tional  ten  feet  or  fraction  thereof  between  lateral 
supports.  Curtain  walls  of  hollow  masonry 
twelve  inches  or  more  in  thickness  shall  be  made 
of  at  least  two  bonded  units.  See  C26-448.0 
(8.4.9 .6). 

9.2  Uses  of  Concrete  Block  Products  including 

Concrete,  Brick. 

9.2.1  Solid  building  block  when  delivered  for 
use  shall  have  a  minimum  ultimate  compressive 
strength  of  1500  p.s.i.  tested  as  laid  in  the  wall. 
C26-309.0  b  (7.1. 1.4). 

9.2.2  The  allowable  working  stresses  for  solid 
units  of  concrete  (block)  products  shall  be  in 
accordance  with  the  requirements  of  C26-358.U 
(7.4.2.4)  and  for  concrete  brick  the  allowable 
working  stresses  shall  be  as  provided  for  in 
C26-356.0  a,  (7.4.2.2). 
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9.2.3  Solid  units  may  be  used  wherever  hollow 
units  are  permitted  under  Rule  9.1  when  used 
under  the  same  conditions.  In  addition  to  such 
uses,  solid  units  shall  be  used  as  follows: 

9.2.3. 1  Solid  Units  in  Masonry  Foundation 
Wall. 

Solid  concrete  (block)  products  for  use  in 
masonry  foundation  walls  shall  be  in  accord¬ 
ance  with  the  requirements  of  Rule  9.2. 1-2. 

9.2.3.2  Masonry  piers  shall  be  built  of  solid 

an,d’ ,f^cept.as.  provided  in  section 
Lto  J14.U,  shall  be  laid  in  cement  mortar  or 
cement-lime  mortar,  and  the  maximum  un¬ 
supported  height  shall  be  ten  times  the  least 
dimension.  Sections  of  panel  walls  in  skele¬ 
ton  construction  shall  not  be  considered  as 
piers. 

It  shall  be  unlawful  to  have  openings  or 
chases  within  the  required  area  of  any  pier. 
Masonry  piers  shall  be  bonded  in  accordance 
with  the  requirements  of  C26- 424.0  except 
that  when  concrete  (block)  products  are 
used,  they  shall  be  laid  with  a  masonry  bond 
equivalent  to  one  course  of  headers  to  each 
three  courses  of  stretchers.  See  C26-431  b2. 
See  also  C26-415.0a. 

9.2. 3. 3  Solid  Masonry  Walls. 

9.2.3.3.1  Bonding  of  Wall  Intersections. 

When  two  bearing  walls  meet  or  inter¬ 
sect  and  the  courses  are  carried  up  to¬ 
gether,  the  intersection  shall  be  bonded 
by  laying  in  a  true  bond  at  least  fifty 
percent  of  the  units  at  the  intersection. 

When  the  courses  of  meeting  or  inter¬ 
secting  bearing  walls  are  carried  up  sep¬ 
arately,  the  perpendicular  joint  shall  be 
regularly  toothed  or  blocked  with  eight- 
inch  maximum  offsets,  and  the  joints 
shall  be  provided  with  metal  anchors 
having  a.  minimum  section  of  one-quar¬ 
ter  of  an  inch  by  one  and  one-half  inches, 
with  ends  bent  up  at  least  two  inches, 
or  with  cross  pins  to  form  anchorage. 
Such  anchors  shall  be  at  least  two  feet 
long  and  the  maximum  spacing  shall  be 
four  feet. 

Meeting  or  intersecting  non-bearing 
walls  shall  be  bonded  or  anchored  to 
each  other  in  an  approved  manner.  See 
C26-426.0  (8.42.4). 

9 .2. 3.3.2  Thickness  of  Solid  Bearing 
Walls. 

The  thickness  in  inches  of  solid  ma¬ 
sonry  bearing  walls  for  the  respective 
story  heights,  with  the  exception  of  pri¬ 
vate  dwellings  thirty-five  feet  or  less  in 
height  and  mixed  occupancies  provided 
for  in  section  C26-443.0,  shall  be  at  least: 


8  . 

12 

7  . 

12 

12 

6  . 

12 

12 

12 

5  ... 

12 

12 

12 

12 

4  . 

16 

12 

12 

12 

12 

3  . 

16 

16 

12 

12 

12 

8 

2 . 

16 

16 

16 

12 

12 

12 

8 

1  . 

20 

16 

16 

16 

12 

12 

12 

Stories.. 

8 

7 

6 

5 

4 

3 

2 

For  the  purpose  of  calculating  wall 
thicknesses,  thirteen  feet  shall  be  as¬ 


sumed  to  be  the  maximum  height  of  a 
story. 

Regardless  of  the  requirements  of  this 
section,  it  shall  be  unnecessary  for  the 
thickness  of  solid  masonry  bearing  walls 
for  structures  of  at  most  seventy-five  feet 
m  height  to  exceed  twelve  inches  for 
the  uppermost  fifty-five  feet*  of  height 
and  sixteen  inches  for  wall  below  the  re¬ 
quired  twelve-inch  wall.  Where,  under 
the  foregoing  provision,  a  change  in  re¬ 
quired  thickness  of  wall  occurs  between 
two  floors,  thickness  required  at  that 
tier  of  beams  nearest  the  elevation  of 
the  required  change  shall  govern. 

*  Note: — The  Board  under  Calendar 
308-38-A  interpreted  the  Building  Code 
requirement  as  follows: 


' ";V hereas,  it  has  been  brought  to  the  board’s  attention 
that  there  is  a  conflict  of  opinion  as  to  the  intent  of 
section  C26-427.0  of  the  administrative  code  (8.4.2.5). 

Resolved,  that  section  C26-427.0  of  the  administrative 
code  (8.4.2. 5)  shall  be  taken  to  mean  as  follows,  as  to 
figuring  the  uppermost  55  feet  of  bearing  wall  and  the 
point  where _ a  change  of  thickness  is  required:  height  of 
wall  and  height  of  story  are  defined  in  C26-82.0  (1.74). 
bubject  to  this  definition  as  to  parapet,  the  top  of  the 
wall  shall  be  taken  as  the  top  surface  of  the  highest  point 
of  the  beams  directly  supporting  the  roof  boarding.  When 
the  base  of  the  55  foot  wall  occurs  between  floors,  this 

™,ean  within  the  stoiT  as  defined  in 
C26-145.0  (1.138).  If  the  base  of  such  wall  occurs  at  a 
point  below  the  middle  point  in  the  height  of  a  story  the 
c.iange  of  wall  thickness  may  be  made  at  the  next  lower 
her  of  beams.  If  the  base  of  such  wall  occurs  above  the 
nnddle  point  in  the  height  of  a  story,  the  thicker  wall 
shall  be  carried  up  to  the  next  higher  tier  of  beams.  For 
calculation  of  wall  thickness,  the  code  provides  that  13 
ieet  shall  be  assumed  as  the  maximum  height  of  a  story.” 

When  the  clear  span  between  bearing 
walls  or  between  a  bearing  wall  and  an 
intermediate  support  is  more  than 
twenty-six  feet,  the  thickness  of  such 
walls  shall  be  increased  four  inches  in 
thickness  for  each  twelve  and  one-half 
feet  or  fraction  thereof  that  such  span 
is  in  excess  of  twenty-six  feet,  except 
where  such  bearing  walls  are  adequately 
reinforced  by  buttresses.  See  C26-427  0 
(8.4. 2. 5). 


9.2. 3.3. 3  Thickness  of  Interior  Walls  in 
Residence  Structures. 


The  thickness  in  inches  of  interior 
bearing  walls  with  bearing  on  both  sides 
in  residence  structures  for  the  respective 
story  height  shall  be  at  least: 


6 .  8 

5 .  8 

4 .  8 

3 .  8 

2 .  12 

1 .  12 


Stories  ...  6 


8 

8  8 

8  8  8 

8  8  8  8 

12  8  8  8  8 

5  4  3  2  1 


Where  interior  walls  in  residence 
structures  have  bearing  on  one  side  only 
or  are  non-bearing,  the  required  thick¬ 
ness  in  inches  shall  be  eight  inches  for 
the  uppermost  fifty-five  feet  of  wall 
height  and  twelve  inches  below  the  fifty- 
five  feet  foot  distance  from  top  of  such 
walls. 
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Where  wood  floor  and  roof  beams 
bear  on  both  sides,  such  beams  shall  be 
staggered  on  the  bearing  wall  and  there 
shall  be  at  least  four  inches  of  masonry 
between  any  two  such  wood  beams. 

The  maximum  length  of  such  bearing 
and  non-bearing  walls  between  cross¬ 
walls,  cross-bracing,  piers  or  buttresses 
shall  be  thirty  feet.  See  C26-428.0 
(8.4.2.6). 

9.2.3.3.4  Solid  Masonry  Walls  Above 
Roof  Levels. 

Solid  masonry  walls  above  roof  levels, 
twelve  feet  or  less  in  height,  enclosing 
stairways,  elevator  shafts,  penthouses, 
or  bulkheads  shall  be  at  least  eight 
inches  thick  and  may  be  considered  as 
neither  increasing  the  height  nor  re9mr" 
ing  any  increase  in  the  thickness  of  the 
wall  below,  provided  the  allowable  work¬ 
ing  stress  requirements  are  met.  See 
C26-429.0  (8.4.27) . 

9.2.4  Special  Forms  of  Masonry. 

9.2.4. 1  Increasing  height  of  walls.  If  it  is 

desired  to  increase  the  height  of  any  wall, 
erected  before  January  first,  nineteen  hun¬ 
dred  thirty-eight,  which  is  thinner  than  re¬ 
quired  by  the  Code,  such  wall  shall  be  rein¬ 
forced  by  a  lining  of  solid  masonry  so  that 
the  combined  thickness  shall  be  at  least  four 
inches  more  than  is  required  for  a  new  wall 
corresponding  with  the  total  height  of  the 
wall  when  increased  in  height;  provided  that 
it  shall  be  unlawful  to  use  such  lining  to  a 
greater  height  than  forty  feet  or  to  increase 
the  height  of  such  wall  to  exceed  seventy- 
five  feet.  Such  lining  shall  be  supported  on 
proper  foundations  and  shall  be  at  least 
eight  inches  in  thickness  and  so  anchored  to 
the  old  wall  as  to  make  the  reconstructed 
wall  act  as  a  unit.  Where  any  lining  is  to 
be  built  against  an  old  wall,  such  wall  shall 
be  first  cleaned  of  plaster  or  other  coatings. 
Walls  to  be  lined  shall  be  in  good  condition 
and  the  approval  of  the  superintendent  shall 
be  necessary  before  the  work  begins.  See 
C26-454.0  (8.4.9.12). 

9  2.4.2  Height  of  Unsupported  Walls. — The 

maximum  unsupported  height  of  any  mason¬ 
ry  wall  during  the  period  of  construction 
shall  be  two  stories  or  twenty:six  feet,  un¬ 
less  satisfactory  support  is  provided  and  spe¬ 
cific  approval  of  the  superintendent  obtained, 
except  when  walls  are  carried  separately  by 
structural  members  on  each  story.  See  C2o- 
445.0  (8.4.9.13). 

9.2.4. 3  Stairway,  Elevator  and  Similar  En¬ 
closures. 

Enclosing  walls  of  interior  shafts,  if  non¬ 
bearing,  shall  meet  the  requirements  for  non¬ 
bearing  walls,  and  if  such  walls  are  bearing, 
they  shall  meet  the  requirements  for  bearing 
walls,  except'  as  provided  in  section  L/b- 
428.0,  and  where  such  enclosing  walls  are 


supported  at  each  story  on  structural  mem- 

Where  the  enclosures  are  supported  by 
structural  members  at  each  story,  such  en¬ 
closures  shall  meet  the  requirements  of  sec¬ 
tions  C26-638.0  through  C26-647.0  and  of 
sections  C26-660.0  through  C26-66d.O.  bee 
section  C26-456.0  (8.4.9.14). 

9  3  Filler  Block  for  Ribbed  Floor  Construction. 

9.3.1  Filler  blocks  of  concrete  (block)  products 
used  merely  as  fillers  in  ribbed  floor  construction, 
shall  consist  of  any  approved  concrete  (filler 
block)  product  with  no  structural  properties  ot 
resisting  shear  and  bending  attributed  to  it  in 
the  computations. 

9  3.2  Filler  blocks  of  concrete  (block)  products 
used  in  resisting  shear  and  moment,  as  provided 
in  C26-476.0  (8.5.8)  and  having  properties  as  pro¬ 
vided  in  Rule  7.0,  may  be  used  in  one  and  two- 
wav  ribbed  floor  construction.  When  so  used, 
the  analysis  and  application  of  the  equivalent 
resisting  section  shall  be  as  follows: 

9.3.2. 1  Equivalent  resisting  reinforced  com¬ 
posite  section  to  resist  positive  moment  shall 
be  the  beam  formed  by  the  concrete  rib  and 
the  slab  plus  the  shell  and  top  flange  ot  the 
concrete  (block)  product. 

9.3.2.2  Equivalent  resisting  reinforced  com¬ 
posite  section  to  resist  negative  moment 
shall  be  the  beam  formed  by  the  concrete 
rib  and  the  vertical  shell  of  the  block  plus 
50  per  cent  of  the  bottom  flange  in  one-way 
construction  and  all  of  such  flange  in  two- 
way  construction. 

9. 3.2. 3  The  equivalent  resisting  reinforced 
composite  section  to  resist  shear,  with  or 
without  the  top  slab,  shall  be  the  rectangular 
beam  formed  by  the  concrete  rib  and  vertical 
shell  of  the  filler  block. 

9. 3.2.4  The  equivalent  resisting  reinforced 
composite  section  to  resist  either  positive  or 
negative  moment,  where  the  top  slab  is 
omitted,  shall  be  the  rectangular  beam 
formed  by  the  concrete  rib  and  the  vertical 
shell  plus  50  per  cent  of  the  horizontal 
flanges  of  the  filler  block  in  one-way  con¬ 
struction  and  all  of  such  flanges  in  two-way 
construction,  provided  that  the  filler  block 
is  entirely  surrounded  by  concrete  ribs  anc 
the  joints  between  the  blocks  are  staggered. 

9.3.3  In  the  construction  of  all  ribbed  floor  sys¬ 
tems  precautions  shall  be  taken  so  that  the  edges 
of  filler  blocks  shall  be  placed  straight  and  in 
plane  so  as  to  provide  tight,  uniform  joints 
where  they  contact.  All  burrs  shall  be  removed. 

9.3.3. 1  Filler  blocks  of  special  types  tor 
ribbed  floor  systems  may  be  manufactured 
as  provided  herein  and  tested  under  e 
requirement  of  C26-626.0  (10.3.8)  for  such 
values  as  may  be  justified  from  the  tes  re 
suits  in  accordance  with  the  aforesaid  se 
tion. 


MULTIPLE  DWELLING  LAW  ON  SALE 
Copies  of  the  Multiple  Dwelling  Law  are  on  sale  at 
the  Distribution  Division  of  the  City  Record  Office,  Room 
9713  Municipal  Building,  Manhattan.  Price  50c ;  by  mail  54c. 
’  Copies  of  the  Supplemental  Rules  and  Regulations  of 


the  Housing  Division  of  the  Department  of  Housing  and 
Buildings  on  Fire  Retarding,  Fire  Escapes,  Fire  Stairs  and 
Fire  Towers  are  now'  on  sale  at  the  Distribution  Div  s 
of  the  Citv  Record  Office,  Room  2213,  Municipal  Build 
ing,  Manhattan.  Price  10c;  by  mail  12c. 
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CONTENTS 


This  issue  of  the  Bulletin  contains  in  the  order  given— 


Docket. 


Rules  Directory. 


Interior  Fire  Alarm  Rules. 


Factory  Exit  Rules. 


Smoking  in  Factories,  Rules. 


PUBLIC  HEARINGS 

I  uesdays,  at  10  a.  m.  and  2  p.  m. 

special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013.  Municipal  Building 
Borough  ot  Manhattan. 


On  k  k —  Municipal  Building,  Rooms  1000  to  1018. 
h:i  epi i one— WOrth  2-0184. 

Office  Hours  for  Public— 9  a.  m.  to  4  p.  m.  daily  exceut 
Saturdays  during  July  and  August. 

Address  all  communications  to  the  Chairman. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  „,e  ,„„r„i„K  „m,  •" 

the  aiternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
w.  h  which  court  proceedings  are  pending  or  in  progress 
unless  exception  ,s  granted  by  the  chairman,  „0r  accepted’ 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 

Tu  If f  T‘  *  15  fiICd  011  tllC  form  recU»«ed  by  the  rules 
ol  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 

be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
ant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commissioner 
°t  buildings  or  fire  commissioner)  and  file  with  this  board 
a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
oi  same  expedited  by  conforming  to  these  directons. 

HARRIS  H.  MURDOCK,  Chairman. 
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docket. 

Nczv  Cases  Filed  up  to  August  13,  1940. 

Cal.  No.  Department.  Premises  Affected. 

344-40- SM . Miracle  Lime  (Hydrated  Lime), 


manufactured  by  G.  &  W.  H. 
Corson,  Incorporated, 

Material. 


345-40- SM 


.Pyro-Gard  (fireproofing  com¬ 
pound  for  wood,  cloth  and 
paper),  manufactured  by  Jacob 


Rich, 


Material. 


846-40-SM . 


.Metal  Door  and  Trim  Company 
One  and  One-Half  Hour  Hol¬ 
low  Metal  Doors,  Flush  and 
Panel  Types,  manufactured  by 
Metal  Door  and  Trim  Com¬ 
pany,  Material. 


847-40-A . F.D. 


.1123-1127  Broadway  and  9  West 
25th  street,  northwest  corner 
(Block  No.  827,  Lot  No.  28), 
Borough  of  Manhattan, 

5422-L.F.  and  Decision. 


848-40-A . H.B.B. 


.1657-1659  New  York  avenue 
(1653  displayed),  east  side, 
107  ft.  6  in.  north  of  Avenue 
H  (Block  No.  7561,  Lot  No. 
11),  Borough  of  Brooklyn, 

N.B.  1663-40. 


849-40- A . F.D. 


.419-423  East  48th  street,  north 
side,  110  ft.  west  of  Beekman 
place  (Block  No.  1360,  Lot 
No.  11),  Borough  of  Manhat¬ 
tan, 

5111-L.F.  and  Decision. 


850-40-SM 


851-40-SM 


852-40-A . F.D. 


.232  West  48th  street,  south  side, 
242  ft.  V2  in.  east  of  Eighth 
avenue  (Block  No.  1019,  Lot 
No.  154),  Borough  of  Man¬ 
hattan, 

22124-L.C.  and  Decision. 


mrwnf’N  ATIONS  •  H.B.— Department  of  Housing  and  Buildings; 

UBB -Department  of  Housing  and  buildings  Brooklyn  ;  H  B.M  -- 
U.U.U.  rjep.11  ,  Buildings,  Manhattan;  H.B.Q.— De- 

Department  of  Housing  ana  iJuum.  b  .  h.B.R.— Department 

partment  of  Housing  a  Richmond-  H.B.Bx. — Department  of 

Depart™*..  and 

I  D.  -hire  Department. 


RULES 


Last  Publication  in  Bulletin 


Blended  Cements,  Rules  for  Testing 

and  Use  of  . ; . 

Carbon  Dioxide  Liquefier  Rules  -July 
Certificate  of  Occupancy,  approved 


6,  1940— Vol.  25,  No.  32 
30,  1940 — Vol.  25,  No.  31 


form  . 

Concrete  Flat  Slabs,  Rules  -  ";July 

Concrete  Masonry  Units,  Rules  for 

Manufacture,  Testing  and  UseAug 

Concrete  Uu'ies'  (Hydrated  Lime) . Aug. 

Exit  Rules  (Revolving  Doors) . 


..Aug 


23,  1938 — Vol.  23,  No.  34 
13,  1937— Vol.  22,  No.  28 


Factory  Exit  Rules  .  Aug 

Fire  Alarm  Rules  (Interior)  ^ug- 


Fire  Drill  Rules  .  . 

Fire-resistive,  Flameproof  Materials 

etc..  Rules  for  Testing  of  May 

Fire  Retarding  Rules  for  tjal  aBeh’ju]y 


6,  1940— Vol.  25,  No.  32 
3,  1937 — Vol.  22,  No.  31 
3,  1936 — Vol.  21,  No.  9 
15,  1937— Vol.  22,  No.  24 
13,  1940 — Vol.  25,  No.  33 
13,  1940 — Vol.  25,  No.  33 
21,  1940 — Vol.  25,  No.  21 


14,  1940 — Vol.  25,  No.  20 


etc. 


Fireproof  Wood,  Testing  of  . &vr. 

Frame  Garages,  Ruling  for  —•■■■• . 

Fusion  Welding  and  Gas  Cutting 


9,  1940 — Vol.  25,  No.  28 

13,  1937 — Vol.  22,  No.  15 
21,  1919 — Vol.  4,  No.  3 


Rules 


Mar. 


.Apr. 


Gas  Shut-Off  Rules  .  ( 

Hatchway  Protection  ; . ,  ,y 

Insulating  Fibre  Board  Rules . 

Oil  Burner  Rules  . • . . 

Opening  Protective  _  Assemblies, 
Rules  for  Inspection  of . 


5,  1940 — Vol.  25,  No.  10 
7,  1925— Vol.  10,  No.  14 
5,  1928- 


-Vol.  13,  No.  23 
16]  1940 — Vol.  25,  No.  29 

18,  1940 — Vol.  25,  No.  25 


5,  1939 — Vol.  24,  No.  49 


Paint,  Varnish  and  Lacquer  Spiay- 


June 


P 1  a t f o rm^T rucks,  Specifications  for  .Nov 


Aug. 


25,  1940 — Vol.  25,  No.  26 
24,  1936— Vol.  21,  No.  4i  ) 
3,  1937 — Vol.  22,  No.  31  . 


28,  1940 — Vol.  25,  No.  22 

7,  1937— Vol.  22,  No.  3b 


.Gold  Bond  Travacoustic,  Trava- 
coustic  and  Travacoustic  Units, 
manufactured  by  National 
Gypsum  Company,  Material. 


,  Simplex  Acoustimetal,  Acousti- 
metal  Simplex  and  Perforated 
Metal  Acoustical  Treatment, 
manufactured  by  National 
Acoustics,  Incorporated, 

Material. 


Plumbing  Rules 

Plumbing  Rules  (Prevention  of  Con- 

tamination  of  Water  Supp  y) . ~  , 

Procedure,  Rules  of  -•  r  Tune  ll!  1940 — Vol.  25,  No.  24 

Refrigerating  Systems,  Extract  A.C  .June  ii,  «4Q_VoL  25>  No.  33 

Smoking  in  Factories,  Rules  for  Aug.  id  1937_Vol.  22,  No.  26 

Sprinkler  Rules  june  s’,  1937— Vol.  22,  No.  23 

Standpipe  Firelme  Rules  ' ‘june  7  1932 — Vol.  17,  No.  23  ' 

Structural  Alterations  Revolting  ...Jun  1936_Vol.  21,  No.  4i 

Tank  Trucks,  Fuel  Oil,  etc . N  •  1936— Vol.  21,  No.  4. 

Tank  Trucks,  Gasoline,  etc.  ,  .„  °  ' 

Wire  Glass  Rules  (Amendment  to  1923— Vol.  8.  No- 

Rule  505  of  Industrial  Lode)  "P1-  , 

LIST  OF  APPROVED  APPLIANCES 

„  Mar.  5,  1935— Vol.  20,  No.  10 

Anti-Siphon  Valves  . Uar 

Fireline  Hose  Valves  •;  „  ,lla 

Fuel  Oil  Burners  for  Domestic  and 

Commercial  Use  .  - . «ar' 

Pnpl  Oil  Fill  Pipe  Terminals  mar. 

Fuel  Oil  Burners  for  Industrial  Use  .Aug. 

Fuel  Oil  Pumps  .  7*“* 

Paint,  Varnish  and  Lacquer  Spiay*N 

ing  Equipment  .  . ••• .  ' 

Range  Oil  Burners  and  Space 

Heaters  . 


O,  1UOU -  vu*.  1A 

5,  1940— Vol.  2o,  No.  10 


29,  1939— Vol.  24,  No.  3o 
5,  1940— Vol.  25,  No.  10 
8,  1939— Vol.  24,  No.  3 
18,  1940— Vol.  25,  No.  25- 

29,  1939— Vol.  24,  No.  3o 


Vacuum  Breakers 


May 


14,  1939— Vol.  24,  No.  46 

29.  1939 — Vol.  24.  No.  35 
28.  1940— Vol.  25,  No.  2Z 


FORMS  for  notice  to  property  owners 


Applicants,  under  the  building  zone  resolution,  are  en¬ 
titled  to  one  copv  of  Form  7NO.  __  , 

If  thev  desire  additional  copies,  tor  their  own  conven¬ 
ience  in  notifying  property  owners,  thev  may  obtain  such 


copies  at  the  office  of  the  Board  °< 

^UrUjostag^tc^'b^ad^ed1  iMhe^fornt^are  forwarded  by 

mail. 


RULES 


RULES  GOVERNING  THE  INSTALLATION  OF  INTERIOR  FIRE  ALARM  SIGNAL  SYSTEMS 

BY  TKE  BOARD  OF  STANDARDS  AND  APPEALS,  SEPTEMBER  27,  1917  AMENDED 
DECEMBER  6,  1917  AND  FEBRUARY  7,  1918  AND  REVISED  DECEMBER  11,  1936. 


(108-16-SR) 

Rules  for  Interior  Fire  Alarm  Signal  Systems 

Authority :  Sections  718A  and  718B  of  the  Charter  of 
the  City  ot  New  York  to  carry  into  effect  the  provisions 
nt  Chapter  19— 487E,  Administrative  Code  and  the  pro¬ 
visions  ot  Section  279  of  the  Labor  Law. 

Scope  of  Rules 

I  hesc  rules  apply  to  all  hotels,  as  defined  in  the  Admin¬ 
istrative  Code  and  the  Multiple  Dwelling  Law;  to  all 
lodging  houses  having  more  than  15  sleeping  rooms,  or 

accommodating  more  than  15  lodgers  above  the  first  or 

ground  story:  to  all  public  and'  private  hospitals  and 
asylums  having  more  than  15  rooms,  or  accommodating 

inure  than  15  patients  or  inmates  above  the  first  or  ground 
Story;  to  all  nurseries  accommodating  more  than  30  chil¬ 
dren,  oi  having  a  Board  of  Health  permit  for  the  accom¬ 
modation  of  more  than  30  children ;  to  all  Turkish  or  other 
special  treatment  bath  houses  where  there  are  sleeping 
accommodation  for  more  than  fifteen  persons  on  the  prem¬ 
ises;  to  all  department  stores  having  two  or  more  de¬ 
partments  where  the  public  is  admitted  above  the  second 
floor;  to  all  public  schools,  and  to  all  single  and  tenant 
tactory  buildings,  as  defined  in  the  Labor  Law  and 

specifically  required  bv  Section  279  of  said  Law 
I 


Law 

Section  279.  Fire  Alarm  Signal  Systems  and  Fire  Drills: 

1.  hire  alarm  signal  systems.  Every  factory  building 
1  \er  two  stories  in  height  in  which  more  than  twenty-five 
persons  are  employed  above  the  ground  floor  shall  be 

equipped  by  the  owner  thereof  with  a  fire  alarm  signal 
\\stem  having  a  sufficient  number  of  signals  clearly  au- 
hble  to  all  occupants  of  the  building,  and  so  arranged 

as  to  permit  the  sounding  of  all  the  alarms  within  the 
Holding  whenever  the  alarm  is  sounded  in  any  portion 

ureof  Such  system  shall  be  maintained  in  good  work¬ 

ing  order  and  no  person  shall  tamper  with  same  or  render 
nettcctive  any  portion  thereof  except  to  repair  it.  A  per- 

'on  f  !?c°v’enn£  a  fire  shaI1  cause  an  alarm  to  be  sounded 
mmed lately.  The  Board  of  Standards  and  Appeals  in  the 

rrihin  LneW  l0Kk’  m,ay  make  rules  and  regulations  pre- 
;cnb  ng  the  number,  character  and  location  of  the  signals 

I  \e  ™eth°d  and  character  of  the  installation,  including 
iat  01  a'l  appliances  in  connection  therewith. 

■J'  F^eptions-  Subdivisions  one  and  two  of  this  sec¬ 
ond  Sf'\i  n°J  app  '  a  building  in  which  every  square 

i  u  torn  a  ti  31 ea  0n  a11  stories  is  protected  with  an 

itomatic  sprinkler  system,  having  two  adequate  sources 

•  va  er  ?uPpIy  and  approved  by  the  public  authorities 
iavmg  jurisdiction  thereof,  and  in  which  also  the  maxi- 
num  number  of  occupants  of  any  one  floor  does  not  ex- 
eea  Dy  more  than  fifty  percentum  the  capacity  of  the 
\its,  as  determined  by  subdivisions  one,  two  and  three  of 
„'°V?  hundred  and  seventy-eight,  in  addition  to  the 
irescribed  occupancy  under  subdivisions  five,  six  and 
e\en  oi  said  section.  If  the  commissioner  after  investi- 

ervS  ?etfrm7V!s  that  the  spirit  of  this  chapter  is  ob- 
ed  and  public  safety  secured,  he  may  permit  in  place 

nin,!!!*-  automatlIc  sprinkler  system  before  specified,  an 
utomatH-  sprinkler  system  having  one  adequate  source  of 

“'risdicBon  3!he?eofaPPr°Ved  ^  ^  PUhIi''  a,,thorities  ha™tf 


Chapter  19 — 487E-2.0.C.1. 

Interior  hire  Alarms; — In  every  hotel,  lodging-house, 
public  or  private  hospital  or  asylum,  department  store, 
and  public  school,  there  shall  be  placed  and  provided,  when 
required  by  the  fire  commissioner,  an  adequate  and  reli¬ 
able  electrical  or  other  interior  alarm  system,  to  be  ap¬ 
proved  by  the  said  commissioner,  by  means  of  which 
alarms  of  fire  or  other  danger  may  be  instantly  communi¬ 
cated  to  every  portion  of  the  building.  The'  fire  alarm 
apparatus  and  all  other  appliances  placed  or  kept  within 
any  of  such  buildings  for  the  purpose  of  preventing  or 
extinguishing  fires,  or  for  affording  means  of  escape  there¬ 
from  in  case  of  fire,  shall  be  kept  at  all  times  in  good 
working  order  and  proper  condition  for  immediate  use, 
and  any  member  of  the  uniformed  force  or  authorized 
representative  of  the  Fire  Department  may  enter  any  of 
the  said  buildings  at  any'  time,  for  the  purpose  of  inspect¬ 
ing  such  apparatus  or  appliances. 


Rule  1.  Definition  of  Terms 

1.1  1  he  term  ‘‘non-coded  closed  circuit  fire  alarm  sig¬ 
nal  systems  shall  mean  a  fire  alarm  signal  system 
consisting  of  sending  stations  and  signaling  de¬ 
vices  operated  on  supervised  closed  electric  al¬ 
ternating  current  circuits,  so  arranged  that  the 
operation  of  any  station  will  automatically  sound 
the  signaling  devices  throughout  all  portions  of 
the  building. 

1.2  The  term  “coded  closed  circuit  fire  alarm  signal 
systems  shall  mean  a  fire  alarm  signal  system 
consisting  of  sending  stations  and  signaling  de¬ 
vices  operated  on  supervised  closed  electric  cir¬ 
cuits  which  transmits  rounds  of  coded  signals  to 
indicate  the  floor  or  portion  of  the  same  from 
which  the  alarm  was  sent. 

1.3  The  term  “heretofore”  shall  mean  before  Decem¬ 
ber  31,  1936. 

1.4  The  term  ‘hereafter”  shall  mean  after  December 
31,  1936. 

1.5  The  term  “approved’  shall  mean  approved  by  the 
Board  of  Standards  and  Appeals. 

1  .6  The  term  “commissioner”  shall  mean  the  Fire  Chief 
and  Commissioner  of  the  fire  department  spe¬ 
cifically  charged  with  the  enforcement  of  law  re¬ 
lating  to  interior  fire  alarm  systems  in  the  City  of 
New  York. 

Rule  2.  General 

2.1  All  fire  alarm  signal  systems  and  devices  shall  be 
approved  by  the  Board  of  Standards  and  Appeals. 

2.2  All  devices  and  equipment  that  have  been  ap- 

pi  oved  by  the  Board,  shall  have  securely  fastened 
thereon,  a  manufacturer’s  plate  bearing  the  word-. 
“Approved  by^the  Board  of  Standards  and  Ap¬ 
peals — No . \  together  with  any  other  electrical 

data  that  the  Commissioner  may  xequire. 

Rule  3.  Examination  and  Approval  of  Plans 

3.1  Before  the  installation  or  extension  of  any  fire 
alarm  system,  specifications  and  plans  thereof, 
showing  complete  details  of  the  proposed  installa¬ 
tion,  shall  be  submitted  by  the  owner  or  his  agent 
to  the  Commissioner  for  examination  and  ap¬ 
proval. 
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Rule  4.  Classification 

4.1  Fire  alarm  signal  systems  shall  be  classified  as 
follows : 

(a)  Non-coded  closed  circuit  fire  alarm  systems. 

(b)  Coded  closed  circuit  fire  alarm  systems. 

4.1.1  The  code  numbers  that  are  used  shall 

be  submitted  for  approval  to  the  Com¬ 
missioner  and  shall  be  sounded  at  least 
four  (4)  times  for  each  operation  of 
the  sending  station. 

4.2  A  non-coded  closed  circuit  system  shall  be  so  ar¬ 
ranged  that  the  operation  of  any  station  will  auto¬ 
matically  sound  the  signaling  devices  until  hook 
is  restored  to  its  original  position ;  and  in  the 
break-glass  type  until  the  glass  has  been  replaced. 

4.3  Coded  closed  circuit  systems  shall  be  divided  into 
three  (3)  classes: 

Class  1 — General  Systems. 

Class  2— Pre-signal  or  dual  operation  systems. 

Class  3— Unit  and  general  systems— or  Duplex 
systems. 

Special  systems. 

4.4  Class  1  system  shall  be  a  general  alarm  system  of 
the  coded  closed  circuit  type  so  arranged  that  the 
operation  of  any  station  will  cause  the  signaling 
devices  to  sound  the  code  number  of  that  station 
at  least  four  (4)  times  throughout  the  entire  build¬ 
ing. 

4.5  Class  2  system  shall  be  a  pre-signal  or  dual  opera¬ 
tion  system  of  the  coded  closed  circuit  type  so  ar¬ 
ranged  that  the  operation  of  any  station  will  cause 
the  sounding  of  the  signaling  devices  located  in 
the  engine  room,  elevator  shafts,  basement  or 
other  places  in  the  building  where  the  members 
of  the  fire  brigade  work  or  assemble. 

4.5  1  Approved  means  shall  be  provided  at  each 
station,  so  arranged  that  a  subsequent  opera¬ 
tion  of  any  station  shall  cause  the  sounding 
of  all  signaling  devices  throughout  the  build¬ 
ing. 

4.5.2  This  subsequent  operation  shall  be  per¬ 
formed  with  the  aid  of  a  key  or  plug  de¬ 
signed  so  as  to  prevent  unauthorized  sound¬ 
ing  of  the  general  alarm. 

4.5.3  The  pre-signal  or  dual  operation  key  or 
plug  shall  be  so  designed  that  it  can  be 
readily  identified  by  the  person  whose  duty 
it  would  be  to  use  same. 

4.6  Class  3  system  shall  be  a  unit  and  general  alarm 
or  Duplex  system  of  the  coded  closed  circuit  type 
so  arranged  that  the  operation  of  a  station  within 
a  unit  will  cause  all  of  the  signaling  devices  in 
that  unit  and  all  of  the  signaling  devices  on  the 
general  alarm  circuit  to  sound  the  code  numbers 
of  the  unit  and  zone  at  least  four  (4)  times. 

4.6.1  An  approved  register  and  time  stamp  may 
be  used  in  connection  with  a  Class  3  system 
when  approved  bv  the  Commissioner. 

4.6.2  The  register,  if  of  closed  circuit  type,  shall 
be  operated  from  a  separate  closed  circuit 
control  board  or  from  separate  panel  isolated 
by  barrier  from  main  control  panel  in 
main  control  board  cabinet. 

4.6.3  Approved  closed  circuit  trouble  and  unit 
annunciators  shall  be  installed  as  part  of 
all  Class  3  systems  when  required  by  the 
Commissioner. 

4.7  Special  systems  shall  include  a  complete  Class  1, 
2  or  3  system  supplemented  by  special  circuits 
for  the  operation  of  other  fire  alarm  devices  in 


the  systems;  or  electric  control  systems  for  stop¬ 
ping  machinery,  closing  doors.  or  ventilators  as 
may  be  required  by  the  Commissioner;  or  to  call 
the"  central  station  of  a  private  operating  company 
or  the  fire  department.  Automatic  fire  detecting 
systems  may  be  connected  to  operate  an  interior 
fire  alarm  system  when  connected  thereto  by  an 
approved  coded  transmitter.  In  no  case  shall  the 
transmitter  be  considered  to  replace  the  standard 
approved  interior  fire  alarm  station,  except  where 
a  transmitter  has  been  approved  for  both  pur¬ 
poses.  The  special  control  circuits  shall  be  sep¬ 
arate  and  distinct  from  the  fire  alarm  system  but 
shall  be  brought  into  action  whenever  the  fire 
alarm  system  is  set  in  operation. 

Rule  5.  Systems  Permitted  in  Factory  and 
Other  Buildings 

5.1  Non-coded  closed  circuit  fire  alarm  signal  systems 
shall  be  permitted  only  in  a  factory  building  not 
exceeding  five  (5)  stories  in  height  having  not 
more  than  twenty-five  hundred  (2500)  square  feet 
in  area  in  any  one  story  and  having  not  more  than 
one  hundred  (100)  persons  in  a  single  factory,  nor 
more  than  fifty  (50)  persons  in  a  multiple  tenant 
factory  above  the  first  or  ground  floor. 

5.2  Coded  closed  circuit  systems  shall  be  required  in  a 
factory  building  exceeding  the  requirements  of 
Rule  5.1. 

5.3  Special  fire  alarm  signal  systems  shall  be  per¬ 
mitted  in  factory  buildings  at  the  direction  of  the 
Commissioner. 

5.4  Coded  closed  circuit  systems  shall  be  required  in 
all  other  types  of  buildings  requiring  an  interior 
alarm  system. 

Rule  6.  Installation  and  Construction  Require¬ 
ments 

6.1  All  work  in  connection  with  the  installation  of  a 
fire  alarm  signal  system  shall  be  performed  in  a 
neat  and  workmanlike  manner  to  the  satisfaction 
of  the  Commissioner. 

6.2  In  any  fire  alarm  system  there  shall  be  not  more 
than  fourteen  (14)  direct  nor  more  than  ten  (10) 
alternating  current  gongs  .  or  other  .  approved 
sounding  devices  connected  in  one  circuit. 

6.3  There  shall  not  be  in  any  fire  alarm  system  more 
than  twenty  (20)  stations  connected  to  one  circuit 
or  loop. 

6  4  All  gongs  and  signaling  devices  shall  be  located 
not  less  than  eight  (8)  feet  to  the  center  above 
the  floor. 

6.5  All  fire  alarm  stations  shall  be  located  five  (5) 
feet  three  (3)  inches  from  handle  to  floor. 

6.6  An  approved  instruction  card  properly  marked  and 
framed  under  glass  shall  be  installed  at  each  fire 
alarm  station. 

6.7  All  materials  and  devices  used  in  fire  alarm  signal 
systems  shall  be  securely  fastened  in  position  in  a 
manner  satisfactory  to  the  Commissioner. 

6.8  For  fastening  to  masonry  walls,  through  bolts, 
metal  expansion  shields  or  toggle  bolts  shall  >e 
used. 

6.9  Wood  screws  shall  be  used  for  fastening  equip¬ 
ment  to  wood  surfaces,. 

6.10  The  use  of  nails  or  wood  or  fibre  plugs  is  pro¬ 
hibited. 

6  11  When  fire  alarm  apparatus  is  mounted  upon  a 
wooden  back  board,  such  back  board  shall  be  not 
less  than  seven-eighths  (Vi)  inch  thick,  impreg¬ 
nated  with  a  non-absorptive  compound.  The  back 
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board  shall  be  so  mounted  as  to  provide  an  air 

Mrurcrar  ,<?!  “,;:s= 

"  “  s£Sr 

protected  with  an  approved  rust  preventive  Ar 

cepted.Cab  6  °r  "eXible  “nd„it,Pwfu“ii  b,  «: 

6  13  co»duits  shall  be  grounded  to  a  water  pine 

e^ualP?o°the  lgr°Und  da,mpS  With  a  c°ndu?tSr 
equal  to  the  largest  conductor  used  on  the  svs 

a,nd  the  smallest  size  ground  conductors 
,,  ^sed  sha.n  “o*  be.  less  than  No.  10  B.  &  S  gauge 
4  cShPaiTeS  1.n,electncal  conductors  in  vertical  risfrs 
shall  not  be  permitted.  Splices  when  necessary 
m  horizonta!  runs  shall  be  made  in  approved 

and  taped b°The  ^  ShfalL  be  ProPerly  soldered 

pointed  fir  7  C°ver  °*  the  Junction  box  shall  be 
painted  fire  department  red  to  indicate  that  it 

coma, ns  splices.  The  use  of  wire  nuts  or  other 

(1  1 S  S  dr,esf  ‘Pacing  devices  shall  not  be  permitted 

or  the  CbottComdU,f,S,hSha1'  en‘fr  0'‘^  '>><=  side 

Ifi  in  Idj  c  °f  the  contr°l  cabinet. 

In  coded  fire  alarm  systems  using  break  glass 

bfproStide°dnSf  ^  leafiSt  °ne  U)  ext?a  shall 
be  provided  for  each  station  in  the  system. 

7  con d uft «n lngS  walls/  floors  or  ceilings  where 

stopped!  thr°Ugh’  sha11  be  Properly  fire 

<’  18  Conduits  shall  contain  only  conductors  used  in 
(.  to  m.neCtlon  .w.lth  the.  hre  alarm  system. 

’  19  When  special  care  is  taken  to  insure  the  wires 

one  halV  f i/7-  ^  —a  ™res  may  be  placed  in 
/2)  m?h  /lg,d  ,iron  conduits.  Conduc¬ 
tors  shall  consist  of  not  less  than  No.  14  B  &  S 

gauge  copper  wire,  having  rubber  insulation  wall' 
thick  GSS  tHan  three‘sixty_fourths  (3/64)  inch 

6  20  ,7b^e  nec/ssary  to  assure  reliable  service,  con- 
,7c!10nu  5?f,  1 conductors  to  terminals  or  binding 
posts  shall  be  soldered.  The  use  of  a  blow  torch 
tor  soldering  connections  to  terminals  shall  not 
be  permitted. 

-  21  Where  wires  pass  underground  from  one  build- 

atlfdtcfian0Kiei’  t5ey  sha11  be  enclosed  in  conduits 
and  shall  be  lead  encased.  Wires  between  build¬ 
ings,  when  not  run  in  conduit,  shall  be  at  least 

1 V  c°nductivity  and  tensile  strength 
to  Alo.  y  B.  &  S.  gauge  copper  wire  for  box  and 
signaling  circuits  and  shall  be  supported  at  least 
every  seventy-five  (75)  feet  on  approved  glass 
insulators  and  brackets,  and  be  protected  by  ap¬ 
proved  lightning  arrestors  when  required  by  the 
Commissioner.  As  far  as  possible,  they  shall  be 
run  under,  rather  than  over,  electric  light  or 
power  wires. 

7.  Sending  Stations. 

1  There  shall  be  at  least  one  (1)  fire  alarm  sending 
s  ation  in  each  story  of  any  building  requiring  a 
manual  fire  alarm  signal  system,  located  in  a 
natural  path  of  escape  from  fire  at  a  readily  ac¬ 
cessible  location  designated  by  the  Commis- 
S.1 °A^r’  wbicb  always  shall  be  kept  unobstructed 
Additional  sending  stations  shall  be  installed  so 
that  no  point  on  any  floor  in  a  non-fireproof 
building  shall  be  more  than  one  hundred  (100) 
teet  distant  from  the  nearest  sending  station 
upon  such  floor.  In  fireproof  or  sprinklered 
buildings,  the  distance  shall  not  be  more  than 
one  hundred  and  fifty  (150)  feet. 

Rule  8.  Sounding  Devices 

8  1  Sounding  devices  shall  be  sufficient  in  number 
buildin  Car ^  aud'b^e  *°  ab  tbe  occupants  of  the 
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Rule  9.  Sub-divided  Buildings 

9  1  Wbere  a.  building  is  sub-divided  by  fire  walls 
each  section  shall  be  deemed  a  separate  building 
tor  the  purpose  of  fire  alarm  signal  system  in¬ 
stallations.  One  control  board  may  be  used,  it 
so  arranged,  as  to  operate  the  signaling  devices 
in  each  section  of  the  building  independently; 
or  may  be  operated  as  one  unit  when  deemed 
necessary  by  the  Commissioner. 

Rule  10.  Mixed  Occupancy 

10  1  In  buildings  requiring  fire  alarm  signal  systems 

of  which  parts  are  occupied  by  other  than  fac¬ 
tory  tenants  and  in  which  the  conditions  of 
construction  and  occupancy  warrant  the  estab¬ 
lishment  of  a  local  fire  brigade,  the  Commis¬ 
sioner  may  accept  dual  operation  systems. 

Rule  11.  Existing  Installations 

11  1  Fire  alarm  signal  systems  heretofore  installed 

m  buildings  in  the  City  of  New  York  and  in¬ 
stalled  in  accordance  with  the  rules  then  in 
force,  shall  be  accepted  as  long  as  they  are 
maintained  in  proper  working  order. 

Rule  12.  Sources  of  Electrical  Energy 

12  1  Sources  of  electrical  energy  used  in  operating 

fire  alarm  signal  systems  shall  be: 

1.  Generated  electric  power,  not  exceeding  a 
potential  of  250  volts,  including: 

(a)  Central  Stations 

(b)  Isolated  Plants 

2.  Storage  battery  power 

12.1  1  Either  source  of  power  shall  be  used 
under  conditions  and  limitations  as 
set  forth  by  the  Commissioner. 

1_  2  One  source  of  energy  shall  be  connected  to  the 
fire  alarm  system  at  all  times.  All  auxiliary 
sources  ot  energy  when  required  shall  be  so  ar¬ 
ranged  and  controlled  by  an  automatic  switch 
that  when  the  primary  source  of  energy  fails,  the 
secondary  source  will  be  automatically  connected 
to  the  fire  alarm  signal  system.  Intermediate  de¬ 
vices  are  prohibited  between  the  fire  alarm  con¬ 
trol  board  and  the  source  of  current  supply,  ex¬ 
cept  where  specifically  approved  by  the  board 
for  the  purpose  intended. 

Central  Stations 

12  3  When  the  energy  for  a  fire  alarm  signal  system 
is  supplied  by  a  central  station  power  system  it 
shall  be  accepted  as  the  sole  source  of  supply 
connections  shall  be  made  on  the  street  side  of 
the  service  switch  except  that  in  cases  where  the 
master  meter  is  within  thirty  (30)  feet  of  the 
main  switch  of  the  premises,  permission  may  be 
given  by  the  Commissioner  to  connect  to  the 
house  side  of  the  meter  when  a  certificate  of  re¬ 
cent  date  from  an  authority  of  competent  juris¬ 
diction  has  certified  that  the  electrical  wiring 
throughout  the  premises  is  in  a  safe  condition. 

\v  hen  a  house  side  connection  is  made,  the  fire 
alarm  cutout  shall  be  the  first  connection  and  as 
near  as  possible  to  the  meter.  Same  shall  be  en¬ 
closed  in  a  locked  or  sealed  metal  cabinet,  painted 
hre  department  red  and  stenciled  “Interior  Fire 
Alurm.  Fuses  shall  be  of  the  enclosed  cartridge 
type.  Screw  plug  fuses  will  not  be  accepted.  The 
cutout  shall  be  a  three  pole  cartridge  fuse  cutout 
with  neutral  fuse  replaced  by  a  solid  copper  bar 
I  he  smallest  size  fuse  used  on  a  fire  alarm 
system  shall  be  fifteen  (15)  amperes 
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Isolated  Plants  .  , 

12  4  Energy  from  isolated  electric  light  and  power 
plants  "shall  be  used  for  fire  alarm  signal  systems 
only  when  there  is  more  than  one  generating 
unit  and  the  plant  is  always  in  operation  when 
the  building  is  occupied.  When  only  one  gener¬ 
ator  unit  is  employed,  the  source  of  energy  shall 
be  supplemented  by  storage  battery  or  other 
auxiliary  service.  The  fire  alarm  service  connec 
tion  shall  be  taken  from  the  main  bus  of  the 
house  switchboard  and  installed  in  accordance 
with  the  service  requirements  under  central  sta¬ 
tions.  When  a  house  side  connection  is  made, 
the  fire  alarm  cutout  shall  be  the  first  connec¬ 
tion  and  as  near  as  possible  to  the  meter.  Same 
shall  be  enclosed  in  a  locked  or  sealed  metal 
cabinet,  painted  fire  department  red  and  stenciled 
“Interior  Fire  Alarm.”  Fuses  shall  be  of  the 
enclosed  cartridge  type.  Screw  plug  fuses  will 
not  be  accepted.  The  cutout  shall  be  a  three  pole 
cartridge  fuse  cutout  with  neutral  fuse  replaced 
by  a  solid  copper  bar.  The  smallest  size  fuse 
used  on  a  fire  alarm  system  shall  be  fifteen  (la) 
amperes. 

Storage  Battery  .  , 

12  5  When  a  storage  battery  equipment  is  used  as  the 
sole  source  of  current  for  a  fire  alarm  signal 
system,  the  storage  battery  shall  be  provided  in 
duplicate;'  or  an  approved  type  trickle  charger 
may  be  substituted  for  the  duplicate  storage  bat¬ 
tery  located  in  a  room  sufficiently  ventilated. 
Such  installations  shall  be  equipped  with  a 
switchboard  or  panel  of  approved  material  on 
which  are  mounted  volt  meters,  ammeters,  circuit 
breakers,  fuses,  resistances,  switches,  starting 
devices  for  motors,  field  rheostats  for  generator 
and  other  apparatus  required  for  charging  and 
operating  the  battery.  , 

12  6  Storage  batteries  shall  be  so  located  and  venti¬ 

lated  as  to  avoid  danger  of  sparking  contacts 
igniting  flammable  gases  or  vapors. 

In  no  case  shall  a  storage  battery  be  located  m 
the  same  room  with  a  gas  meter. 

Rule  13.  Acceptance  Test. 

13  1  Upon  completion  of  a  fire  alarm  signal  system 

and  as  a  condition  of  acceptance,  a  test  of  the 
entire  installation  shall  be  made  under  the  direc¬ 
tion  of  the  Commissioner. 

13  2  All  systems  shall  show  an  insulation  resistance 
of  not  less  than  ten  (10)  megohms  with  signal¬ 
ing  apparatus  disconnected. 

13  3  The  owner  or  contractors  shall  furnish  all  the 

necessary  tools,  instruments  and  labor  to  con¬ 
duct  this  test  when  required  by  the  Commis¬ 
sioner.  The  contractor  shall  notify  the  Depart¬ 
ment  having  jurisdiction  in  writing  at  the  start 
and  upon  completion  of  the  installation. 

Rule  14.  Daily  and  Monthly  Test. 

14  1  Every  fire  alarm  system  shall  be  tested  each 

morning  immediately  after  the  hours  of  starting 
work.  No  such  system  shall  be  used  for  any 
other  purpose,  except  that  the  daily  dismissal 
signals  may  be  given  if  authorized  by  the  Com¬ 
missioner.  The  use  of  the  system  for  fire  drill 
purposes  may  be  considered  a  test  of  those  parts 
of  the  system  actually  used. 

14  2  Each  sending  station  shall  be  tested  at  least 

once  a  month.  _  .  ...  , 

14  3  All  apparatus  requiring  winding  shall  he  re¬ 
wound  after  each  operation  and  kept  in  normal 

condition.  .  , 

14  4  A  complete  record  of  monthly  tests,  fire  drills 
and  other  operations  of  fire  alarm  systems  shall 
be  kept  subject  to  inspection  by  the  Commis¬ 
sioner. 


Rule  15.  Maintenance 


15  1  Interior  fire  alarm  systems  shall  be  maintained 
in  operating  condition  at  all  times,  unless  the 
buildings  are  vacated  for  a  period  longer,  than 
one  week.  If  the  system  becomes  inoperative  at 
any  time,  it  shall  be  the  duty  of  the  owner  or  the 
person  designated  by  him  to  be  in  charge  of  the 
system  to  notify  all  the  occupants  of  the  build¬ 
ing  and  to  take  immediate  steps  to  have  the 
system  restored  to  working  order.  He  shall  also 
place  cards  on  the  fire  alarm  boxes  indicating 
that  the  system  is  out  of  order. 

15  2  If,  for  any  reason,  it  becomes  necessary  to  dis¬ 
connect  the  source  of  current  of  any  system, 
the  owner  or  other  responsible  person  shall  no¬ 
tify  the  Commissioner  in  advance  of  such  dis¬ 
connection,  stating  the  reason  therefor. . 

15  3  In  systems  using  break  glass  type  stations,  at 
least"  one  (1)  extra  glass  for  each  station  in  the 
system  shall  be  kept  on  the  premises. 

Rule  16.  Alarm  Boxes 

16.1  In  fire  alarm  signal  systems  the  metal  case  en¬ 
closing  exposed  or  surface  alarm  boxes  shall  be 
of  cast  iron  and  drilled  and  tapped  to  receive  the 
conduit.  When  exposed  to  moisture  the  box  shall 
be  enclosed  in  a  suitable  weather-proof  outer 
shell.  In  new  buildings,  approved  back  boxes 
embedded  in  the  wall  may  be  used  and  the  con¬ 
duits  shall  be  properly  secured  by  lock  nuts  and 
bushings. 

16  2  All  current  carrying  parts  shall  be  insulate 
from  parts  of  opposite  polarity  with  approved 
insulating  material. 

16  3  All  coded  pull  lever  type  stations  shall  be  fitted 
with  a  door  to  protect  the  pull  lever  against  ac¬ 
cidental  injury.  Such  door  shall  have  a  handle 
rigidly  secured  thereon  and  be  so  constructed  as 
to  open  readily.  The  wording  “In  Case  of  hire 
Open  Door  and  Pull  Down  Lever  m  raised  let¬ 
ters  or  equivalent  instructions  shall  appear  on 
the  door.  , 

16  4  All  break-glass  type  fire  alarm  boxes  shall  be 
provided  with  suitable  hammers  on  chains  ot  ap¬ 
proved  type  attached  to  or  near  the  boxes  with 
which  the  glass  can  readily  be  broken;  or  other 
methods  mav  be  used  to  break  the  glass  w 
approved  by  the  Commissioner. 

16  5  All  break-glass  boxes  shall  have  in  raised  letters 
on  the  fronts,  the  words  Fire  Alarm— In  Case 
of  Fire  Break  Glass,”  and  such  additional  in¬ 
structions  as  may  be  necessary  to  send  an  alarm. 

16  6  The  box  or  station  shall  be  so  designed  that 
once  started,  the  proper  transmission  ot  a  com¬ 
plete  set  of  signals  cannot  be  interfered  with  by 
manipulation  of  its  starting  device.  . 

16  7  Each  closed  circuit  coded  box  or  station  shall 
be  arranged  to  send  a  definite  code  of  signals  to 
indicate  the  floor  or  portion  of  same  on  whicn 
it  is  located. 

16  8  Not  less  than  three  (3)  or  more  than  twenty 
(20)  taps  or  blasts  shall  be  given  at  each  revo¬ 
lution  of  the  code  wheel. 

16  9  The  code  wheel  shall  revolve  at  least  four  W 
times  for  each  operation  of  its  starting  device 
and  be  of  metal  properly  insulated  from  ground- 

16  10  Boxes  or  stations  used  in  systems  in  whic 
whistles,  vibrating  bells  or  horns  are  employed 
shall  be  so  timed  that  the  sounding  devices  win 
give  the  code  signal  clearly. 

16  11  Contact  points  shall  be  in  multiple. 

16  12  Contact  points  and  contacts  of  the  testing  devices 
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shall  be  of  silver  or  other  approved  material  and 
l>e  ot  the  scraping  type,  secured  in  a  substantial 
manner  to  phosphor  bronze  or  other  approved 
material  springs,  and  be  so  designed  as  to  posi¬ 
tively  break  a  circuit  carrying  one-tenth  (1/10) 
ampere  at  two  hundred  and  fifty  (250)  volts 
under  actual  wrorking  conditions. 

lo  13  I. ever  boxes  shall  be  so  designed  as  to  auto¬ 
matically  wind  when  the  lever  is  pulled  for  an 
alarm.  Boxes  requiring  glass  replacements  shall 
lie  so  arranged  that  replacement  cannot  be  made 
without  resetting  mechanism  for  another  alarm. 

16.14  W  here  it  becomes  necessary  to  install  more  than 
one  set  of  contacts  operating  from  code  wheel, 
permission  in  writing  in  advance  must  be  ob¬ 
tained  from  the  Commissioner.  This  shall  not 
include  pre-signal  features. 

lo  Ki  1  he  box  shall  have  plainly  marked  thereon  its 
code  signal  number. 

Rule  17.  Non-Coded  Boxes 

1/  1  Non-coded  closed  circuit  fire  alarm  stations  may 
>c  operated  by  a  break-glass  or  pull  lever  device 
so  arranged  that  the  alarm  cannot  be  interfered 
ivith  except  by  resetting  or  replacement  of  the 
glass  by  an  authorized  person. 

17  2  The  construction  and  materials  shall  be  equal  to 

that  of  the  standard  approved  type  coded  closed 
circuit  station  except  that  the  contacts  shall  be 
ot  ample  capacity  to  safely  carry  the  entire 
operating  current  of  the  gong  circuit  without 
excessive  heating. 

Rule  18.  Station  Testing-  Devices 

18  1  Each  fire  alarm  system  shall  be  provided  with  an 

auxiliary  device  to  test  the  signaling  devices, 
located  in  one  of  the  alarm  boxes  or  mounted  on 
the  control  board.  Such  testing  devices  shall  be 
arranged  to  make  the  test  without  operating  the 
break  wheel  of  the  box  or  interfering  with  the 
dual  operating  feature. 

18  2  Provision  shall  be  made  for  a  silent  test  of  coded 

alarm  box  mechanisms  without  operating  the 
signaling  devices.  Such  device  shall  be  designed 
to  prevent  any  persons  except  those  in  authority 
M0.1?.1  operating  the  same  and  to  prevent  the  pos¬ 
sibility  of  the  box  being  left  inoperative  after 
the  test. 

Rule  19.  Supervising  Current 

1/  1  A  small  current  flow  to  constantly  supervise 
each  circuit  shall  be  maintained.  A  milliammeter 
or  other  approved  current  indicator  shall  be 
provided  and  so  connected  as  to  indicate  the 
supervising  current. 

19  2  The  supervising  circuit  shall  be  provided  with  a 

trouble  bell  operating  on  open  circuit  arranged 
to  ring  continuously  in  case  of  failure  of  the 
stem.  The  trouble  bell  shall  be  so  located  that 
it  be  within  audible  range  of  some  respon- 
sible  person  in  the  building  and  shall  be  con¬ 
nected  to  the  electric  light  or  power  service  in 
the  building.  Permission  may  be  granted  by  the 
Commissioner  to  connect  the  trouble  bell  to  a 
battery  of  approved  type. 

19  3  Trouble  bells  shall  not  be  fitted  with  silencing 
switches  except  in  such  a  manner  that  the  act  of 
silencing  the  bell  by  the  operation  of  the  switch, 
automatically  and  positively  transfers  the  trouble 
signal  to  a  red  lamp  on  the  control  board  fed  by 
some  auxiliary  source  of  current  supply.  This 
auxiliary  source  of  current  shall  be  a  house  light¬ 
ing  circuit  or  any  other  approved  source. 


1  )  4  I  he  trouble  bell  shall  be  of  an  approved  design 
ot  the  vibrating  type  and  give  a  distinctive  signal. 

Rule  20.  Protection  of  Sending  and  Sounding 
Devices 

-0  1  In  fire  alarm  signal  systems,  all  moving  parts  of 
sending  stations  and  sounding  devices  shall  be 
enclosed  in  metal  casings,  made  dust-proof  and 
damp-proof  when  necessary,  and  clearly  marked 
with  instruction  for  use. 

20  2  Whenever  necessary,  hammer  rods  of  gongs 

shall  be  suitably  protected  against  mechanical 
injury  or  derangement  by  the  use  of  a  guard  or 
?ther  suitable  means.  If  subject  to  mechanical 
injury,  the  entire  device  shall  also  be  enclosed 
in  a  protecting  case  made  of  approved  wire  net¬ 
ting  or  perforated  metal.  All  casings  shall  be 
insulated  from  current  carrying  parts,  but  shall 
be  grounded  to  the  conduit. 

Rule  21.  Standards  of  Electric  Alarm  Apparatus 

21  1  All  electrically  actuated  apparatus  used  in  fire 

alarm  systems  shall  be  so  designed  and  con¬ 
structed  that  it  will  operate  satisfactorily  at  a 
curient  flow  of  twenty-five  (25)  per  cent  above 
or  below  the  normal  operating  current. 

Insulation 

-1.2  Insulating  materials  used  in  electric  fire  alarm 
signal  systems  shall  be  varnished  cambric,  bake- 
lite,  mica  or  other  approved  insulating  material. 
21.2.1  The  use  of  fibre  or  paper  as  an  insulating 
material  for  fire  alarm  signal  systems  shall 
not  be  permitted. 

-13  The  insulating  material  used  on  electric  fire 
alarm  signal  systems  shall  be  capable  of  with¬ 
standing  an  insulation  break-down  test  of  one 
thousand  (1000)  volts  A.C.  plus  twice  operating 
voltage  applied  for  one  (1)  minute. 

Electro-Magnets 

21  4  Electro-magnet  windings  shall  be  impregnated 
with  an  insulating  moisture  repelling  compound 
or  shall  be  of  silk  enameled  wire. 

21  5  Electro-magnet  coils  to  be  used  on  alternating 
current  when  composed  of  enameled  wire  shall 
have  an  additional  approved  insulation  on  each 
wire.  1  he  coils  may  be  of  the  form  wound  type. 

21  6  A  protective  cover  to  prevent  mechanical  injury 
shall  be  provided  over  the  entire  coil. 

21  7  Electro-magnet  coils  shall  be  securely  fastened 
to  prevent  floating. 

21  8  Electro-magnet  cores  shall  be  of  the  best  grade 
of  ferrous  material  so  as  to  reduce  to  a  minimum 
the  possibility  of  failure  due  to  residual  mag¬ 
netism. 

21  9  Electro-magnet  cores  for  use  on  alternating  cur¬ 
rent  shall  be  of  laminated  construction  or  other 
approved  method  to  prevent  heating  and  pro¬ 
mote  efficiency. 

21  10  Electro-magnet  cores  of  relays  and  gongs  shall 
be  treated  to  prevent  corrosion. 

2110  1  Paint  or  varnish  for  this  purpose  shall 
not  be  used. 

21  11  Non-magnetic  freeze  pins  shall  be  used  which 
will  prevent  two  magnet  surfaces  coming  in 
actual  contact. 

G  ongs 

21  12  Gong  shells  shall  be  pinned  to  prevent  turning 
and  then  securely  fastened  to  its  support  by  a 
machine  cap  screw  at  least  three-eighths  (46) 
inch  in  diameter. 
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21  13  Gong  shells  shall  be  covered  with  an  approved 
rust  preventive. 

21.14  The  gong  shell  support  and  gong  frames  shall 
be  cast  in  one  piece. 

Wiring 

21  15  All  connections  shall  be  properly  protected,  se¬ 
curely  made  and  where  subject  to  motion  shall 
be  of  approved  flexible  wire. 

21  16  All  wiring  of  control  board,  station  and  gong 
circuits  shall  be  at  least  No.  14  B.  &  S.  gauge. 

21  17  Binding  posts  shall  be  of  such  a  character  that 
the  wire  is  held  between  two  flat  surfaces. 

21  18  Binding  posts  shall  be  mounted  on  an  approved 
terminal  block  or  insulating  strip  spaced  not 
nearer  than  one-half  (/4)  inch  to  each  other, 
unless  separated  by  approved  barriers. 

Relays 

21  19  The  armatures  of  all  relays  shall  depend  on  grav¬ 
ity  or  magnetic  attraction  for  their  operation. 

21  19  1  This  action  may  be  assisted  by  flat  type 
springs  when  approved  by  the  Commis¬ 
sioner. 

21  19  2  The  use  of  spiral  springs  is  prohibted. 

21  20  Adjustments  shall  be  of  such  a  character  that 
they  can  be  securely  locked. 

21  21  Contact  points  shall  be  ample  in  area  not  only  to 
take  care  of  current  used  in  operation  but  to 
insure  long  life  and  shall  be  of  pure  silver,  or 
other  approved  material,  properly  riveted  to 
their  support. 

21  22  Contact  arms  shall  be  of  phosphor  bronze  and  be 
of  the  dead  beat  type. 

21  23  Contact  assemblies  shall  be  of  such  a  character 
that  their  operation  will  be  of  a  scraping  self¬ 
cleansing  nature. 

21  24  The  use  of  condensers  across  contacts  to  absorb 
the  arc  or  in  any  part  of  a  fire  alarm  circuit  is 
prohibited. 

2125  Relays  shall  be  free  from  objectionable  hum 
when  used  on  alternating  current. 


Rule  22.  Time  Limit  Delay  Device 

22.1  All  gong  circuits  shall  and  special  signal  appara¬ 
tus  may  when  required  by  the  Commissioner, 
be  protected  by  a  Time  Limit  Delay  Device. 

Note:  This  time  limit  delay  device  shall  consist 
of  a  heating  coil  so  designed  that  the  nor¬ 
mal  operating  current  will  have  little  or 
no  effect  upon  a  thermostatic  bi-metal  bar 
or  strip  contained  therein.  Any  abnormal 
increase  over  operating  current  or  the 
continued  accumulative  heating  effect 
thereof  after  a  period  of  not  less  than 
three  (3)  minutes  nor  more  than  twenty 
(20)  minutes  shall  cause  the  thermostatic 
element  to  expand.  The  expansion  of  this 
element  shall  automatically  open  the 
source  of  current  supply  to  the  gongs  or 
devices  protected. 

22  2  The  operation  of  the  time  limit  delay  device 
shall  cause  the  trouble  bell  to  ring. 

22  3  Time  limit  delay  devices  shall  be  so  connected 
in  the  fire  alarm  circuit  that  their  operation  will 
not  open  the  fire  alarm  box  circuits. 

22  4  Where  due  to  the  extent  of  the  installation,  it 
becomes  necessary  to  install  a  number  of  time 
limit  delay  devices,  the  operation  of  a  single 


time  limit  delay  device  shall  not  affect  other 
sounding  devices  similarly  protected. 

22  5  A  contactor  relay  to  operate  the  sounding  de¬ 
vices  shall  be  provided  on  all  direct  current  gong 
circuits  exceeding  three  (3)  and  all  alternating 
current  gong  circuits  exceeding  two  (2)  in 
number. 

22  6  Gong  circuits  not  requiring  contactor  relays 
shall  be  operated  by  contacts  properly  placed  on 
the  armature  of  the  box  circuit  relay. 

22  7  A  separate  time  limit  delay  device,  contactor 
relay,  contactor  supervisory  relay  and  gong 
supervisory  relay  shall  be  provided  for  each  four 
(4)  gong  circuit  or  fraction  thereof. 

Switches 

22  8  Triple  pole,  double  throw,  broken  back  knife 
switches  properly  supervised  and  connected  to 
emergency  resistors  shall  be  provided  on  all  box 
and  gong  circuits  when  they  exceed  three  (3) 
in  number. 

Instruments 

22.9  A  separate  approved  milliammeter  or  other  ap¬ 
proved  current  indicating  device  shall  be  pro¬ 
vided  for  the  box  circuit  and  each  four  (4)  gong 
circuit  on  the  control  board  when  the  gong  cir¬ 
cuits  exceed  three  (3)  in  number.  A  separate 
milliammeter  shall  be  provided  to  indicate  the 
supervisory  current  of  contactor  relays  and 
emergency  switch  circuits.  This  meter  shall  be 
known  as  the  Board  Meter. 

Resistors 

22  10  Resistors  shall  be  mounted  on  the.  front  or  face 
of  control  panels  and  shall  be  of  vitreous  enam¬ 
eled  type. 

Note:  Wire  wound  resistors  when  protected  by 
a  suitable  metal  guard  may  be  used  in 
special  cases  when  approved  by  the  Com¬ 
missioner. 

22  11  Ferrule  or  knife  contact  type  resistors  shall  not 
be  used. 

22  12  A  protective  resistor  shall  be  placed  in  the  nega¬ 
tive  or  live  lead  of  all  box  circuits  to  protect  the 
contacts  of  the  boxes  in  the  event  of  a  ground. 
22.12.1  This  resistor  shall  be  not  less  than  three- 
hundred  (300)  nor  more  than  seven  hun¬ 
dred  and  fifty  (750)  ohms  resistance. 


Rule  23.  Control  Boards 

23  1  All  relays,  current  indicators,  resistances,  time 
limit  delay  devices  and  other  apparatus  used  in 
connection  with  the  operation  and  supervision  of 
closed  circuit  fire  alarm  signal  systems  shall  be 
properly  mounted  on  a  panel  of  approved  mate¬ 
rial,  in  a  metal  cabinet  provided  with  lock  and 
key.  The  control  board  shall  be  located  in  a  place 
subject  to  the  least  vibration,  free  from  moisture, 
inflammable  gases,  dust  and  mechanical  injury 
and  under  frequent  view  of  a  responsible  occu¬ 
pant  of  the  building  delegated  by  the  owner  to 
be  in  charge. 

23  2  Control  board  panels  shall  be  of  insulating 
material  such  as  ebony  asbestos,  bakelite  or 
other  approved  materials  at  least  one-half  (A) 
inch  in  thickness. 

23.3  Control  boards  mounted  in  each  cabinet  shall  be 
securely  fastened  in  each  corner. 

23  4  Provision  shall  be  made  for  ample  wire  gutter 
space  around  the  panel. 
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22  5  Conduit  knockouts  shall  not  be  provided  in  top 

of  control  board  cabinet. 

23  6  An  approved  wiring  diagram  of  the  alarm  sys¬ 

tem  and  card  of  instruction  properly  marked  and 
securely  fastened  shall  be  provided  within  the 
control  board  cabinet.  When  it  becomes  neces¬ 
sary  to  mount  the  diagram  outside  of  the  cab- 
met,  the  diagram  shall  be  properly  framed  under 
glass. 

~  “’VI  contr°l  board  cabinets  shall  be  provided  with 
sight  hole  and  glass  panel  to  make  meters  on 
the  inside  of  the  cabinets  visible  from  the  outside. 

23  8  Wires  in  gutter  spaces  shall  be  properly  laced  in 

a  neat  and  workmanlike  manner  on  all  control 
boards  having  a  capacity  for  more  than  three 
(3)  gong  circuits. 

Rule  24.  Battery  Cabinets 

24  1  All  electric  batteries  for  fire  alarm  signal  sys¬ 

tems  shall  be  placed  in  substantial  protecting 
cabinets  thoroughly  ventilated,  elevated  not  less 
than  one  (1)  nor  more  than  five  (5)  feet  above 
the  floor  and  located  on  clean,  dry  and  cool 
places  where  the  temperature  will  not  be  less 
than  forty  (40)  nor  more  than  one  hundred  and 
ten  (110)  degrees  Fahrenheit.  Main  battery  cab¬ 
inets  shall  be  so  constructed  that  the  condition 
of  the  elements  may  be  observed  without  dis¬ 
turbing  the  cells. 

24  2  Metal  battery  cabinets  shall  be  constructed  of 
sheet  iron  or  steel,  not  less  than  No.  14  U.  S 
gauge  in  thickness,  properly  reinforced  by  angle 
irons,  with  self-closing  doors  provided  with  lock 
and  key  and  wood  shelves  not  less  than  seven- 
eighths  (%)  of  an  inch  thick,  unless  the  battery 
is  of  the  spray-proof  type,  properly  fastened  and 
secured  to  prevent  sagging.  The  interior  and  the 
exterior  of  the  cabinet  shall  be  protected  with 
three  (3)  coats  of  asphaltum  compound,  each 
coat  to  be  thoroughly  dry  before  the  next  is  ap¬ 
plied,  or  with  baked  enamel. 

24  3  Wood  battery  cabinets  shall  be  constructed  of 
the  first  grade  of  kiln  dried  wood  not  less  than 
seven-eighths  (7/8)  of  an  inch  thick  and  shall  be 
provided  with  self-closing  door  and  approved 
lock  The  shelves  shall  be  not  less  than  seven- 
eighths  (7/s)  of  an  inch  thick  properly  fastened 
and  secured  to  prevent  sagging.  The  cabinet 
shall  be  of  substantial  construction  painted  on 
the  interior  with  three  (3)  coats  of  asphaltum 
compound  and  on  the  exterior  with  three  (3) 
coats  of  lead  paint  or  two  (2)  coats  of  varnish. 

24  4  Storage  batteries  may  be  placed  on  enameled 

metal  battery  racks,  provided  the  batteries  are 
installed  in  a  place  where  they  will  not  be  sub¬ 
ject  to  mechanical  injury,  and  will  be  ventilated 
as  required  in  Rule  12.6. 

Rule  25.  Painting  of  Equipment 

25  1  u  I1cen.clLosin8-  cases  for  fire  alarm  apparatus  shall 

he  finished  in  fire  department  red,  except  where 
special  permission  is  given  by  the  Commissioner 
to  deviate  from  this  requirement. 

Rule  26.  Closed  Circuit  Annunciators 

t  2<>  1  Annunciators  used  in  connection  with  Class  3 
h.re  alarm  systems  shall  be  of  an  approved  closed 
circuit  type. 

2<>  2  The  annunciator  shall  have  approved  type  of  re¬ 
lays  equipped  with  a  suitable  target,  shutter  or 
other  indicating  device. 

26  2  1  The  indicating  device  shall  have  marked 
thereon  a  suitable  description  of  the  pur¬ 
pose  it  serves, 
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26.3  The  printed  designation  on  unit  or  building 
annunciator’s  indicators  shall  be  legible.  The 
mechanism  shall  be  so  arranged  that  once  oper¬ 
ated  the  indicating  device  shall  be  reset  manually. 

26  4  A  unit  annunciator  shall  be  so  designed  that  the 
operation  of  any  station  in  the  unit  shall  cause 
a  visible  and  audible  signal. 

26  5  The  unit  annunciator  shall  be  actuated  by  con¬ 
tact  on  code  wheel  of  the  fire  alarm  station  or 
by  contact  on  a  relay  connected  to  the  fire  alarm 
box  circuit.  In  no  case  shall  the  station  fire 
alarm  circuit  be  used  for  this  purpose. 

6  Trouble  annunciators  shall  be  so  arranged  that 
the  indicating  device  will  reset  automatically 
when  cause  of  trouble  has  been  removed. 

26  7  The  trouble  annunciator  shall  be  so  designed 
that  it  will  indicate  visible  and  audible  trouble 
signals  in  the  event  of  trouble  occurring  on  any 
circuit,  control  board  or  unit  annunciators. 

26  8  The  trouble  annunciator  shall  be  actuated  by  the 
operation  of  contacts  on  all  supervisory  relays. 
26  8  1  Each  relay  of  this  annunciator  shall  be 
provided  with  two  (2)  sets  of  contacts  so 
arranged  that  one  will  operate  the  one 
hundred  and  ten  (110)  volt  trouble  sig¬ 
nal,  the  other  set  to  actuate  the  register 
if  a  register  is  used. 

26  9  A  trouble  buzzer  switch  and  lamp  shall  be 
mounted  on  the  inside  of  each  unit  annunciator 
cabinet  on  the  panel. 

26  10  A  trouble  bell,  switch  and  lamp  shall  be  mounted 
on  the  inside  of  each  trouble  annunciator  cab¬ 
inet  on  the  panel.  Trouble  bell  may  be  placed 
at  a  distance  from  the  annunciator  by  special 
permission  of  the  Commissioner. 

26  11  Relay  drops  of  annunciator  shall  be  so  designed 

that  vibration  from  without  or  that  caused  by 
the  trouble  signal  within  will  not  operate  the 
indicating  devices. 

26  12  All  annunciators  shall  be  installed  in  a  separate 
red  enameled  steel  cabinet  provided  with  an  ap¬ 
proved  lock  and  key. 

26  13  Annunciators  shall  be  properly  marked  in  white 
letters  at  least  one  (1)  inch  high  with  the  words: 

Fire  Alarm  Annunciator”  Zone— or  “Fire  Alarm 
Trouble  Annunciator,”  whichever  the  case  may  be. 

Rule  27.  Licensed  Contractors 

27  1  No  person  shall  install,  alter  or  repair  or  cause 

to  be  installed,  altered,  or  repaired  electrical  wir¬ 
ing  or  apparatus  for  fire  alarm  systems  in  any 
building,  except  a  person  holding  a  license,  or  a 
special  license  in  accordance  with  Chapter  9  of 
the  Code  of  Ordinances  of  the  City  of  New  York. 
The  enforcing  authority  shah  not  approve  any 
installation,  alteration  or  repair  done  in  violation 
of  this  rule. 


Rule  28.  Used  or  Rebuilt  Apparatus 

28  1  Used  apparatus  shall  not  be  re-used  for  any  in¬ 
terior  fire  alarm  system  under  these  Rules  and 
Regulations  until  the  same  has  been  reconditioned 
in  the  shop  of  a  reliable  manufacturer  building 
interior  fire  alarm  apparatus  which  has  been  ap¬ 
proved  by  the  Board  of  Standards  and  Appeals. 
Approval  in  writing  shall  be  obtained  from  the 
enforcing  authority  prior  to  installation.  The  en¬ 
forcing  authority  shall  not  approve  for  use,  used 
or  reconditioned  apparatus  that  may  not  give 
satisfactory  service. 


FACTORY  EXIT  RULES  ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS 

FEBRUARY  23,  1927,  AND  AMENDED  JANUARY  15,  1932. 


(64-27-SR) 

STANDARD  FACTORY  EXITS 

Section  1 — Fire  Escapes. 

Rule  1.  In  any  building  erected  prior  to  October  1, 

1913,  now  occupied  or  to  be  occupied  as  a  factory,  more 
than  five  stories  in  height  and  not  exceeding  nine  stories 
in  height,  nor  in  any  case  more  than  90  ft.  from  curb  level 
to  top  floor  level,  one  of  the  required  means  of  exit  or 
escape  under  Section  271-1  of  the  Labor  Law  may  consist 
of  an  outside  fire  escape,  provided  that: 

(a)  Any  such  fire  escape  hereafter  erected  shall  comply 
with  all  the  provisions  of  Section  273,  labor  law,  and  in 
addition  thereto : 

( 1 )  The  balconies  and  stairs  shall  be  protected  on 
the  outside  by  substantial  railings  to  a  height  of  at 
least  4  ft.  6  in.,  measured  from  floor  of  balcony  or 
center  of  stair  treads  constructed  of  bars  at  least  one- 
half  (J4)  inch  in  diameter,  spaced  not  more  than  six 
(6)  inches  on  centers,  or  of  substantial  grille  work,  or 
of  screening  not  less  than  No.  10  U.  S.  gauge  wire 
with  not  more  than  one  and  one-half  (IL2)  inch  mesh, 
all  rigidly  braced ; 

(2)  When  there  is  safe  egress  from  the  roof  of  the 
building  to  any  adjoining  structure,  the  fire  escape 
stairway  shall  continue  to  the  roof,  and  if  there  be  no 
safe  means  of  egress,  a  gooseneck  ladder  shall  be  pro¬ 
vided  from  the  top  story  balcony  to  the  roof. 

tb)  Any  such  fire  escape  erected  prior  to  October  1, 
1913,  shall  conform  in  every  respect  with  the  requirements 
of  paragraph  (a)  of  this  rule,  except  that  balconies  may 
be  not  less  than  3  feet  in  width;  the  connecting  stairs  not 
less  than  20  inches  in  width,  and  placed  at  an  angle  not 
exceeding  60  degrees  if  the  building  is  not  over  six  stories 
in  height,  otherwise  at  an  angle  of  45  degrees. 

Rule  2.  In  any  building  erected  prior  to  October  1, 
1913,  now  occupied  or  to  be  occupied  as  a  factory,  five 
stories  or  less  in  height,  one  of  the  required  means  of  exit 
under  section  271  of  the  Labor  Law  may  consist  of  an 
outside  iron  fire  escape,  provided  that : 

(a)  Any  such  fire  escape  hereafter  erected  shall  comply 
with  all  the  provisions  of  Section  273,  Labor  Law. 

(b)  Existing  fire  escapes  shall  comply  with  all  the  pro¬ 
visions  of  Section  274,  Labor  Law  and  in  addition  thereto 

(1)  The  balconies  shall  be  not  less  than  3  feet  in 
width. 

(2)  The  rails  around  balconies  and  well  holes  and 
on  stairways  shall  be  not  less  than  3  feet  in  height. 

(3)  Passageways  on  the  balconies  shall  be  not  less 
than  14  inches  in  the  clear. 

(4)  At  least  one  opening  to  each  balcony  shall  be 
a  single  fireproof  casement  door  at  least  2  feet  wide 
and  at  least  6  feet  in  height,  except  that  where  the 
distance  between  the  sill  and  lintel  will  not  permit  of  an 
opening  6  feet  in  height,  a  casement  door  not  less  than 
4  ft.  6  in.  in  height  will  be  permitted. 

Rule  3.  The  single  fireproof  casement  doors  leading  to 

all  fire  escape  balconies  shall  open  out  and  shall  be  self¬ 
closing.  An  easily  operated  door  lock  with  knobs  on  both 
sides  of  the  door  shall  be  provided. 

Such  fire  doors  may  be  at  window  sill  level  if  fixed  iron 
step  at  least  two  feet  wide,  with  risers  not  exceeding 
eight  (8)  inches,  and  treads  not  less  than  eight  (8)  inches 
are  provided  on  the  inside  from  floor  level  to  sills  properly 
secured. 

Rule  4  (a).  Any  such  fire  escape  erected  subsequent 
to  October  1,  1913,  and  prior  to  these  rules  taking  effect, 


unless  previously  accepted  as  one  of  the  required  means 
of  exit  or  escape  by  the  administrative  official  having  juris¬ 
diction,  shall  conform  in  every  respect  t'o  the  provisions  of 
these  rules. 

(b)  A  fire  escape  shall  not  hereafter  be  accepted  as  con¬ 
stituting  one  of  the  required  means  of  exit  or  escape  under 
Section  271-1  of  the  Labor  Law,  in  any  building  erected 
prior  to  October  1,  1913,  now  occupied  or  to  be  occupied  as 
a  factory,  exceeding  nine  stories  in  height,  or  more  than 
90  feet  from  curb  level  to  top  floor  level. 

Rule  5.  All  fires  escapes  shall  be  maintained  struc¬ 
turally  safe,  properly  painted,  and  kept  clear  of  all  obstruc¬ 
tions. 

Section  2 — Enclosure  of  Factory  Stairways. 

Rule  6.  Except  as  herein  provided,  in  all  factory  build¬ 
ings  five  stories  or  less  in  height,  erected  prior  to  October 
1,  1913,  in  which  there  are  more  than  twenty-five  persons 
employed  above  the  second  story,  all  interior  stairways 
serving  as  required  means  of  exit,  and  the  landings,  plat¬ 
forms  and  passageways  connected  therewith,  shall  be  en¬ 
closed  on  all  sides  by  partitions  of  fire-resisting  material 
extending  continuously  from  the  lowest  point  of  the  stair¬ 
way  in  accordance  with  the  following  schedule : 


Number 

of 

stories 

Contents 
combustible, 
no  sprinkler 

Contents  non¬ 
combustible, 
no  sprinkler 

Contents 
combustible 
and  sprinkler 

Contents  non¬ 
combustible 
and  sprinkler 

Three 

Stairways 

Enclosed 

Four 

Stairways 

Enclosed 

Stairways 

Enclosed 

Five 

Stairways 

Enclosed 

Stairways 

Enclosed 

Stairways 

Enclosed 

The  term  “contents”  as  used  above  means  articles,  goods, 
wares  and  merchandise,  packed,  stored,  manufactured  or  in 
the  process  of  manufacture. 

The  term  “combustible”  as  used  above  means  articles, 
goods,  wares  or  merchandise  which  will  burn  or  support 
combustion. 

The  term  “sprinkler”  as  used  above  means  an  adequate 
automatic  sprinkler  equipment  installed  and  maintained  in 
good  working  order  on  each  floor. 

The  term  “story”  as  used  above  means  that  part  of  a 
building  between  any  floor  and  the  floor  or  roof  next 
above;— the  first  story  is  that  part  of  a  building  which  is 
more  than  50  per  cent  above  the  floor  level  and  the  floor 
next  above  the  curb  or  average  grade  level. 

Where  the  stairways  extends  to  the  top  floor  of  the 
building,  such  partitions  shall  extend  to  the  under  side  of 
the  roof  boarding.  That  portion  of  the  under  side  of  the 
roof  beams  within  the  stair  enclosure  shall  be  covered  with 
fire-resisting  material,  except  in  buildings  with  roofs  of 
non-combustible  material,  in  which  case  the  partitions  may 
stop  at  the  under  side  of  the  roof. 

Where  the  stairway  is  required  to  extend  to  the  roof, 
the  enclosure  shall  be  so  built  as  to  form  z  bulkhead.  The 
enclosure  shall  be  ventilated  by  a  skylight  in  the  roof  with 
louvres  or  ventilators,  or  exterior  windows  with  ventilating 
sections  at  the  top  floor. 

All  openings  in  such  partitions  shall  be  provided  with 
approved  self-closing  fire  doors,  except  where  such  open¬ 
ings  are  in  the  exterior  wall  of  the  building, 
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I  lie  bottom  of  the  enclosure  shall  be  of  fireproof  mate- 

i:\ui  ';trfZtres  thick  un,ess  t,ie  ^ 

A  horizontal  exit,  as  defined  in  section  267  of  the  Labor 
aw,  will  be  accepted  as  a  compliance  with  this  rule  when 
both  sides  of  the  fire  wail  or  walls  are  occupied  on  any 
a<  tor  v  floor  hy  the  same  occupant. 

Rule  7.  Where  there  are  occupancies  on  any  story 
,,a'‘t  ot  a.  st)>ry  evolving  the  storage  or  use  below  the 
<.|)  stoiy  ot  the  following  materials  and  exceeding  the 
amount  specified,  and  there  are  more  than  5  person*  em¬ 
ployed  at  manufacturing  above  such  occupancy,  the  interior 
s  airway  serving  as  required  means  of  egress  shall  be  en¬ 
closed  on  that  story  with  fire-resisting  material  from  floor 
to  under  side  of  floor  above,  including  any  exposed  stair 
M.iits,  landings  and  passageways;  openings  shall  be  pro¬ 
vided  with  approved  self-closing  fire  doors.  P 

Nitrocellulose  in  any  shape  or  form,  10  pounds. 

Volatile  inflammable  oils,  1  gallon. 

Volatile  inflammable  mixtures,  5  gallons. 

Combustible  mixtures,  10  gallons. 

Paints,  varnishes  and  lacquers,  10  gallons. 

I  pholstermg  or  mattresses,  manufacturing  or  repairing 
Cotton,  rag  and  paper  sorting,  1  ton. 

Paper  box  manufacturing. 

.  Rcstaurants  and  lunch  rooms  with  cooking  (not  includ- 
mg  coffee  or  similar  beverages). 

Hie  Board  shall  rule  upon  new  occupants  as  they  arise 
.uid  pass  upon  points  under  dispute. 

V  hen  more  than  two  stories  are  to  be  segregated  as 
above,  he  entire  stairway  shall  be  enclosed  in  fire-resisting 
material  where  there  are  more  than  5  persons  employed  at 
manufacturing  above  the  first  story. 

Rule  8.  Required  Exits  and  Enclosures  of  Stairways  in 
Two-Story  Factory  Buildings.  oiairways  in 

I  1.  Required  Exits.— In  every  two-story  factory  build¬ 
ing  erected  prior  to  October  1.  1913,  in  which  more  than 
live  persons  are  employed  at  manufacturing,  there  shall  be 
provided  from  each  story  at  least  two  means  of  exit  or 
escape  from  fire  remote  from  each  other,  one  of  which 
from  every  floor  above  or  below  grade  shall  lead  to  or 
open  on  an  interior  stairway  which  shall  be  enclosed,  as 
hereinafter  provided,  or  on  an  exterior  enclosed  stairway. 

ic  other  may  lead  to  such  a  stairway,  or  to  a  horizontal 
or  grade  exit,  or  to  an  exterior  screened  stairway  or  to  a 
fire  escape  conforming  to  section  273,  Labor  Law,  or  rule  2 
of  hese  rules.  Except  that  exit  door  shall  be  a  fire  door 
with  substantial  steps  to  the  sills  properly  secured  when  sill’ 
is  more  than  8  inches  above  the  floor  level;  and  where 
f Mere  is  no  sate  egress  from  the  roof,  a  gooseneck  ladder 
shall  be  Provided  from  top  balcony  to  the  roof,  except  on 
Hie  front  of  buildings. 

Unobstructed  egress  from  the  foot  of  the  fire  escape  or 
exterior  screened  stairway  shall  be  as  required  by  section 
:/  *  ,  bor  !;aw-  ?r  to  0!>en  adjoining  yard  with  egress  to 
me  street.  No  point  on  any  floor  of  such  building  shall  be 
more  than  one  hundred  and  fifty  (150)  feet  distant  from 
*ucn  an  exit. 


Rule  9.  Enclosure  of  Stairways. — In  two-story  build¬ 
ings  where  there  are  occupancies  on  any  story  or  part 
a  storv  involving  the  storage  or  use  below  the  top  story 
P  a"y_°I  the  materials  exceeding  the  amounts  specified  in 
vuie  /  and  there  are  more  than  5  persons  employed  at 
lanutartunng  above  such  occupancy,  all  interior  stairways 
serving  as  required  means  of  exit  shall  be  enclosed  from 
me  lowest  point  of  such  stairway  to  the  ceiling  of  the  first 
noor  by  partitions  of  fire-resisting  material,  unless  the 
‘inning  is  provided  with  a  wet  sprinkler  system  in  which 
fase  such  enclosure  of  stairways  shall  not  be  required, 
•uc.  ensure.  shall  lead  directly  to  a  door  opening  out- 
*"  a  street  or  road,  or  an  open  area  affording  unob- 


iSsHH—  araw  s 

All  reference  herein  to  “Enclosure  of  Stairways”  shall  u 
considered  as  applying  only  required  X. 

Factory  1S°tairwaTgEndosuCrrbUStibIe  MatWial  Within 

In  all  factory  buildings  no  articles  or  wares  of  anv  nature 
shall  be  kept  or  stored  inside  the  limits  of  any  sta  rnav 
enclosure  or  unenclosed  stairway,  or  on  the  landings  X 
foi  ms  or  passageways  connected  therewith  ’  P 

of  a  stand  fn  •iX ^  the,  erection  and  maintenance 

a  stand  to  be  built  of  incombustible  material  and  udr,. 

g  ass  or  . s, -inch-thick  plate  glass  for  the  retail  sale  of  cigar. 

cigarettes  and  tobacco  and  candies  in  orighit or 

tori  Taspapbr-S, i"  ,he  "ublic  hM  corddor  on  the  firs 
story  of  any  building  provided  there  is  no  open  flame  A! 

portions  of  the  stand  and  any  portion  of  any  perSd  ac 
cessory  use  to  same  shall  be  set  back  at  LL  18  •  u 
Jrom  the  outside  line  of  travel  of  the  required  legal  width 
”  X1  '  -ach  such  stand  shall  be  provided  with  at  least 
one  approved  2^-gallon  chemical  fire  extinguisher 

SeCtBuiIdbgsafe  Eg'eSS  fr°m  R°°fs  of  F«‘ory 

of  exit  In'  m,e9ans 

:^d°\Xr?i'Sgc,ofibVe'rS],0rif9S,in  ^  ^ 

3PwdhearSe  a,herCt°ry'  ^  T  b'  ^^“’"-.end  £  £ 
Sections  270,  27)  and^/Z  uCuw™  'he  r°°f’  Undc'' 

an  adjoining  T"  “ 

ro?Mor(« wad  die  baiidfnegn'rq„«i„fr above  ,he 

exceeding 

5-  S  le^t^^scuttl^^pein'ng^ot^eshthallS  SfH 

and  of  light  weight  construction,  or  be  counter-ha  la  nSl 
'(b  )lS  Wl°Pe' afietl  ,10°1,C  imay  Ije  Provided  on  scuttle  cover 
from  the  Sipen  edge 3 of  thereof  dS°r  -°PenS  10  feet 

SUBSTANDARD  FACTORY  EXITS 
Section  4 — Fire  Escapes. 

at  R“Ie,13-  WJen  in  addition  to  the  required  exits  from 
■  y  factory  or  factory  building,  there  exist  other 
egress  which  are  not  entirely  i n  accord,  ce  v  ih  StVc 
quirements  of  the  Labor  Law  and  the  Rules  oT the  Board 
of  Standards  and  Appeals,  such  means  of  egress  mav  he 
retained  under  the  following  conditions:  y 

.  .Jj?  Escapes.— All  substandard  fire  escanes  on  far 
my  buildings  shall  be  maintained,  structurally  safe  prop' 

good  P repair’.  3  W'th  tHe  °peningS  leadin£  hereto,  kept  in 
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In  lieu  of  a  counter-balanced  stairway,  a  drop  ladder  in 
guides  with  a  back-drop  gravity  hook  may  be  provided. 

The  drop  ladder  shall  be  of  sufficient  length  to  reach 
from  the  lowest  balcony  to  the  ground  or  safe  landing 
place,  with  a  passageway  opening  cut  in  the  balcony  rail, 
which  rail  shall  be  properly  braced. 

When  such  substandard  fire  escapes  are  located  in  a 
court,  side  or  rear  of  a  building,  proper  egress  to  a  point 
of  safety  shall  be  provided,  either  to  open  adjoining  yards, 
or  the  lowest  balcony  may  be  connected  to  an  adjoining 
fire  escape,  exterior  stairway,  to  the  roof  of  adjoining  ex¬ 
tensions,  or  other  means  of  egress  satisfactory  to  the 
authorities  having  jurisdiction. 

Substandard  fire  escapes  shall  be  kept  clear  of  all  ob¬ 
structions,  shall  not  be  used  for  fire  drills,  and  shall  not 
be  considered  as  a  basis  for  increase  in  occupancy. 

Section  5 — Stairways  and  Bridges. 

Rule  14.  Interior  Stairways.— All  interior  stairways 

not  conforming  to  the  requirements  of  the  Labor  Law  or 


rules  of  the  Board  of  Standards  and  Appeals  may  be  re¬ 
tained,  provided  that  egress  to  same  is  maintained .  un¬ 
obstructed,  halls  are  properly  lighted,  and  all  landings, 
passageways,  etc.,  are  maintained  free  and  unobstructed. 
An  easily  operated  panic  bolt  or  other  similar  device  may 
be  installed  at  street  exit  door. 

Rule  15.  Exterior  Screened  Stairways. — Exterior 
screened  stairways  not  serving  as  a  required  means  of 
egress  shall  be  maintained  structurally  safe  and  properlv 
pointed,  exits  thereto  and  all  platforms  and  passageways 
thereof’  shall  be  maintained  unobstructed  and  egress  from 
termination  shall  be  provided  as  required  for  substandard 
fire  escapes  in  subdivision  a. 

Rule  16.  Horizontal  Bridges. — Horizontal  bridges  and 

party  wall  balconies  between  buildings  shall  be  main¬ 
tained  structurally  safe  and  properly  painted,  and  access 
thereto  and  all  passageways  thereof  shall  be  maintained 
unobstructed. 

Rule  17.  No  sign  of  any  character  shall  be  placed  at 

openings  leading  to  these  substandard  exits. 


RULES 


SMOKING  IN  FACTORIES 


Adopted  by  the  Board  of  Standards  and  Appeals, 
August  12,  1918. 

RULE  1.  PERMIT. 

(a)  Prohibition.  No  person  shall  smoke,  or  carry  a 
lighted  cigar  or  cigarette  in  any  factory  as  defined  in 
Article  1',  Section  2,  of  the  State  Labor  Law,  nor  in  any 
portion  of  a  factory,  within  the  City  of  New  York,  except 
in  such  protected  portions  or  special  classes  of  occupancies 
as  are  specified  in  Rule  2  of  these  rules,  and  then  only 
after  the  issuance  of  a  permit  by  the  Administrative  official. 

It  shall  be  the  joint  and  several  duty  of  the  owner  and 
of  the  lessee  or  lessees  of  the  building  containing  such  fac¬ 
tory  or  factories  to  cause  to  be  posted  in  each  and  every 
entrance  hall,  stair  hall  or  room  throughout  the  building,  as 
well  as  in  every  elevator-car,  in  English,  and  also  in  such 
other  language  or  languages  as  the  administrative  official 
shall  direct,  a  notice  of  such  prohibition,  and  the  penalty 
for  its  violation. 

(b)  Application.  Application  for  such  permit  shall  be 

made  only  by  the  owner  of  the  building  on  suitable  blank 
forms  to  be  furnished  by  the  administrative  official. 

(c)  Time  Limit.  Such  permit  shall  be  for  a  definite 

period,  not  exceeding  one  year,  and  shall  not  be  renewed 
upon  expiration  until  a  reinspection  of  the  premises  for 
which  it  is  issued  has  been  made  for  the  purpose  of  de- 
tei  mining  whether  existing  conditions  warrant  a  renewal. 

(d)  Conditions.  The  permit  shall  state  the  conditions 

under  which,  the  hours  between  which,  and  the  place  or 
places  in  such  factory  where  smoking  may  be  permitted, 
and  this  permit  shall  be  framed  and  kept  posted  in  a  con¬ 
spicuous  place  in  the  factory. 

(e)  Revocation.  Violation  of  any  of  the  conditions 

specified  in  the  permit,  in  addition  to  incurring  such  pen¬ 
alties  as  are  prescribed  by  law,  shall  be  full  and  sufficient 
cause  for  the  revocation  of  such  permit  by  the  administra¬ 
tive  official,  and  shall  not  again  issue  a  permit  for  the 
same  premises  until  at  least  one  year  has  elapsed. 


RULE  2.  PERMISSIBLE  CASES. 

Smoking  may  be  permitted  in: 

(a)  Factories  engaged  in  the  manufacture  of  cigars, 
cigarettes,  or  smoking  tobacco,  when  necessarv  for  the 
efficient  conduct  of  the  business,  provided  that : 

(1)  No  smoking  other  than  that  for  sampling, 
testing  and  experimental  purposes  is  carried  on. 

(2)  Such  smoking  is  conducted  in  a  room 
provided  especially  for  that  purpose,  separated 
from  the  rest  of  the  building  by  fireproof  or  fire- 
resisting  partitions,  with  all  openings  therein  pro¬ 
tected  by  self-closing  fire  doors,  and.  further,  unless 
the  building  is  of  fireproof  construction  or  provided 
with  an  approved  automatic  sprinkler  system,  the 
floor  and  ceiling  of  such  room  shall  be  covered 
with  fire  retarding  material. 

(3)  Such  chemical  fire  extinguishers  as  the  ad¬ 
ministrative  official  may  direct  are  installed. 

(4)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re¬ 
ceptacles. 

(b)  Factories  devoted  entirely  to  one  of  the  following 
occupancies : 

Blacksmithing  or  horseshoeing; 

Boiler  making  ; 

Brick,  terra  cotta  or  artificial  stone  works: 

Forge  shops ; 

Foundries : 

Iron,  steel,  brass  or  copper  works: 

Machine  shops ; 

Smelting ; 

Stone  or  monumental  works ; 

provided  that  in  any  case : 

(1)  The  building  is  not  of  wooden  construc¬ 
tion  ; 

(2)  Such  chemical  fire  extinguishers  as  tin 
administrative  official  may  direct  are  installed; 

(3)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re¬ 
ceptacles. 
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This  issue  of  the  Bulletin  contains  in  the  order  given _ 

Docket. 
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"usion  Welding  and  Gas  Cutting  Rules. 

■^ules  for  Inspection  of  Opening  Protective  Assemblies, 
'ire  Retarding  Rules  for  Garages,  etc. 


PUBLIC  HEARINGS 

I  uesuays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1015.  Municipal  Building, 
Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  hoard,  will  he  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commissioner 
of  buildings  or  fire  commissioner)  and  file  with  this  board 
a  duplicate  of  said  notice.' 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 

of  same  expedited  by  conforming  to  these  directons. 
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HARRIS  H.  MURDOCK,  Chairman. 


CALENDAR 


: 


DOCKET. 

New  Cases  Filed  up  to  August  20,  1940. 

Cal.  No.  Department.  Premises  Affected. 

853-40-BZ _ H.B.Bx. .  .1815-1819  Westchester  avenue  and 

1301-1317  Taylor  avenue, 
northwest  corner  (Block  No. 
3877,  Lot  Nos.  1,  66  and  67), 
Borough  of  The  Bronx, 

Decision — re  Certificate  of 
Occupancy. 


(S54_40-BZ _ H.B.B . 56-78  Hegeman  avenue  and  610- 

614  Bristol  street,  southwest 
corner,  and  1001-1009  Hop- 
kinson  avenue  (Block  No. 
3633,  Lot  Nos.  27,  30  and  33), 
Borough  of  Brooklyn, 

D.C.  Applic.  770-40. 


855-40-SM . Metropolitan  Paving  Brick  Com¬ 

pany’s  Glazed  Brick  and  Tile, 
manufactured  by  Metropolitan 
Paving  Brick  Company, 

Material. 


g56-40_SM . Hanley  Glazed  Brick  and  iile, 

manufactured  by  Hanley  and 
Company,  Material. 


857-40-SM . Arketex  Ceramic  Glazed  Brick 

and  Tile,  manufactured  by 
Arketex  Ceramic  Corporation, 
Material. 


858-40-A . F.D . 321-331  East  70th  street,  north 

side,  175  ft.  west  of  First  ave¬ 
nue  (Block  No.  1445,  Lot 
Nos.  14  to  19),  Borough  of 
Manhattan,  22673-L.C. 


859-40-SM . Dextone,  Dextone  Mo-Sai  and 

Dextolite  (cast  stone),  manu¬ 
factured  by  The  Dextone 
Company,  Material. 


ggO-40-BZ.  •  .  .H.B.Q . 77-40  to  77-68  V  leigh  place,  north¬ 

west  corner  of  78th  avenue 
(Block  No.  6608,  Lot  No.  2), 
Flushing,  Borough  of  Queens, 
N.B.  5283-40. 


861-40-A . H.B.B . 2101-2123  Albemarle  road,  south 

side,  190  ft.  east  of  Flatbush 
avenue  (Apt.  No.  1-N)  ; 


(Block  No.  5102,  Lot  No.  59), 
Borough  of  Brooklyn, 

Violation  and  Decision. 


862-40- A . F.D . East  side  of  Smith  street,  from 

Halleck  street  to  Sigourney 
street  (Block  No.  493,  Lot  i 
No.  1),  Borough  of  Brooklyn, 
84470-L.C. 


DESIGNATIONS:  11. B. — Department  of  Housing  anil  Buildings  . 

(I  j{  _ Department  of  Housing  and  Buildings,  Brooklyn  :  ll.B.M. — 

Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q.— De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.U.K.— Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx. — Department  of 
Housing  and  Buildings.  Bronx;  H.D.— Health  Department,  and 
K.l >. —  hire  Department. 


RULES 

Last  Publication  in  Bulletin 

Blended  Cements,  Rules  for  Testing 

and  Use  of  . Aug. 

Carbon  Dioxide  Liquetier  Rules  .July 

Certificate  of  Occupancy,  approved 

form  .  A11* 

Concrete  Flat  Slabs,  Rules  . July 

Concrete  Masonry  Units,  Rules  for 
Manufacture,  Testing  and  Use 

of  . tugr- 

Concrete  Rules  (Hydrated  Lime) . Aug. 

IieitaRulef' ^voiving  Doors)  15.  1937-Vol.  22,  No.  24 

Factory  Exit  Rules  . Aug.  13,  194<P-Vol.  25.  No.  33 

Fire  Alarm  Rules  (Interior) . Aug. 

Fire  Drill  Rules  .  ...  ...May 

Fire-resistive,  Flameproof  Materials, 

etc..  Rules  for  Testing  of  May 

Fire  Retarding  Rules  for  Garages, 

. „Aug. 


6,  1940— Vol.  25,  No.  32 
30,  1940— Vol.  25,  No.  31 

23,  1938— Vol.  23,  No.  34 
13,  1937— Vol.  22,  No.  28 


6,  1940— Vol.  26,  No.  32 
3,  1937— Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 


13,  1940— Vol.  25,  No.  33 
21,  1940— Vol.  25,  No.  21 

14,  1940— Vol.  25,  No.  20 


etc. 


Fireproof  Wood,  Testing  of  . "pr. 

Frame  Garages,  Ruling  for  . . Jan- 

Fusion  Welding  and  Gas  Cutting 

Rules  . Aug. 

Gas  Shut-Off  Rules  . Apr. 


20,  1940— Vol.  26,  No.  34 

lo,  1937 — Vol.  22,  No.  15 

21,  1919— Vol.  4,  No.  3 


Hatchway  Protection 


..J  une 


20,  1940— Vol.  25,  No.  34 
7,  1925— Vol.  10,  No.  14 
5,  1928— Vol.  13,  No.  23 
16,  1940— Vol.  25,  No.  29 
18,  1940— Vol.  25,  No.  25 


Insulating  Fibre  Board  Rules . July 

Oil  Burner  Rules  June 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . Aug. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules  . June 

Platform  Trucks,  Specifications  for  .Nov. 

Plumbing  Rules  . - . Aug. 

Plumbing  Rules  (Prevention  of  Con¬ 
tamination  of  Water  Supply)  May- 

Procedure,  Rules  of  .>ept. 

Refrigerating  Systems,  Extract  A.C  June  11,  1940 — Vol.  25,  No.  24 

Smoking  in  Factories,  Rules  for  Aug.  13,  1940 — Vol.  26,  No.  33 

Sprinkler  Rules  June 

Standpipe  Fireline  Rules  June 

Structural  Alterations,  Reporting  June 

Tank  Trucks,  Fuel  Oil,  etc.  Nov. 

Tank  Trucks,  Gasoline,  etc.  Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code)  Apr. 


20,  1940— Vol.  25,  No.  34 

25,  1940— Vol.  25,  No.  26 

24,  1936— Vol.  21,  No.  47 

3,  1937— Vol.  22,  No.  31 

28,  1940— Vol.  25,  No.  22 

7,  1937— Vol.  22.  No.  36 


29,  1937— Vol.  22,  No.  26 
8,  1937— Vol.  22,  No.  23 
7,  1932— Vol.  17,  No.  23 
24,  1936— Vol.  21,  No.  47 
24,  1936— Vol.  21,  No.  47 

10.  1923— Vol.  8,  No.  15 


LIST  OF  APPROVED  APPLIANCES 


Anti-Siphon  Valves  . Mar. 

Fireline  Hose  Valves  Mar. 

Fuel  Oil  Burners  for  Domestic  and 

Commercial  Use  Aug. 

Fuel  Oil  Fill  Pipe  Terminals  Mar. 

Fuel  Oil  Burners  for  Industrial  Use  Aug. 

Fuel  Oil  Pumps  .  June 

Gas  Heaters  Aug. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Equipment  Nov. 

Range  Oil  Burners  and  Space 

Heaters  . Aug. 

Vacuum  Breakers  . May 


5.  1935— Vol.  20.  No.  10 
5,  1940- — Vol.  25.  No.  10 

29,  1939 — Vol.  24.  No.  35 
5,  1940— Vol.  25,  No.  10 
S.  1 039 — Vol.  24.  No.  32 
18,  1940— Vol.  25,  No.  25 
29,  1939— Vol.  24,  No.  35 

14,  1939 — Vol.  24.  No.  46 

29,  1939 — Vol.  24.  No.  35 

28,  1940— Vol.  25.  No.  22 


FORMS  FOR  NOTICE  TO  PROPERTY  OWNERS 


Applicants,  under  the  building  zone  resolution,  are  en¬ 
titled  to  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  thev  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
Room  1018.  Municipal  Building,  Manhattan,  at  three  cents 
each — postage  to  be  added  if  the  forms  are  forwarded  by 
mail. 


1194 


RULES 


RULES  FOR  FUSION  WELDING  AND  GAS  CUTTING. 

ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEAI  S  FFRPTTApv  oc  imo 

EFFECTIVE  MARCH  2^  1938,  AND  AMENDED  MAY  ^940. 

(U49)  C26‘158  0  ^  the  Administrative  Code 

2  8  ,WAT  WELD>  Al  weld  made  by  the  fusion  weld- 
ing  process  on  a  horizontal  plane  or  one  inclined 

h?L°Z/r  g.rLeS  t0  th°  horizontal.  the  weld 
beinK  made  from  the  upper  side  of  the  parts  joined. 

2-9  EUSI^N  WELDING.  Fusion  welding  is  the  pro¬ 
cess  of  joining  metal  parts  in  the  molten,  or  molten 
and  vapor  states,  without  the  application  of  mechan- 
lca  pressure  or  blows.  Under  these  rules  fusion 

es"g  C26  7ToC,edt,0„arC  ?as  weldin«  »r»- 
(?67)  C26'75'0  of  the  Administrative  Code 

~>  I0  SvenWUfTTING  Gf  ,cutting  is  the  Process  of 

Shaver  fSr°US  mCta  •  by,.means  of  the  chemical 

metak  L  t  .OXfygen'  m  the  Presence  of  ferrous 
metals  at  high  temperatures,  to  produce  a  kerf,  or 

Tk0  i  nif°rm  Wldth  without  burning  the  edges 

Codee(Le6r9)0r  CUt  ^  °f  tHe  Administrat,ve 

-.11  GAS  WELDING.  A  fusion  welding  process  in 
which  the  heat  of  welding  is  supplied  by  the  com¬ 
bustion  of  oxygen  and  acetylene  or  other  fuel  gas 
in  a  suitable  torch.  Filler  metal  may  be  melted 
from  a  welding  rod.  Under  these  rules,  gas 
welding  is  restricted  to  the  oxy-acetylene  process 
wherein  filler  metal  is  added 

2.12  HORIZONTAL  WELD.  A  weld  made  by  .be 
fusion  welding  process  on  a  plane  vertical  or  in- 
clined  less  than  45  degrees  with  the  vertical,  the 
linear  direction  of  the  weld  being  horizontal  or  in¬ 
clined  not  more  than  45  degrees  to  the  horizontal. 

2.13  LAYER  A  stratum  of  weld  metal  of  a  fusion 
beads  COnsist'ng  one  or  more  interwoven 

2  14  0VERHEA^  WELD.  A  weld  made  by  the  fusion 
welding  process  on  a  horizontal  plane  or  one  in- 
clined  not  over  45  degrees  to  the  horizontal;  the 
weld  being  made  from  the  underside  of  the  parts 
joined.  v 

2'15  ?hVErfLA-!\i  A  c°ndition  of  la<*  of  fusion  where 
the  deposited  metal  has  overflowed  the  fused  area 
of  metal. 

2.16.  PENETRATION.  The  linear  distance  that  the 
deposited  metal  penetrates  below  the  original  sur¬ 
face  of  the  base  metal. 

2.17  ROOT.  A  root  is  the  zone  at  the  bottom  of  the 
cross-sectional  space  provided  to  contain  a  fusion 
(U22)  C26_312‘  (CL^  of  the  Administrative  Code 

2.18  SLOT  WELD.  A  weld  made  in  an  enclosed  or 
partially  enclosed  opening  formed  in  one  of  the 
parts  of  a  lap  joint. 

2.19  SUPERINTENDENT.  Wherever  the  word  “Su¬ 
perintendent”  appears  in  these  Rules,  it  shall  mean 
the  Borough  Superintendent  of  Housing  and  Build¬ 
ings  of  the  borough  having  jurisdiction 

2.20  TACK  WELD.  A  weld  of  random  size  or  shape 
intended  only  to  fix  a  member  or  part  thereof 
of  a  structure,  in  correct  position  preparatory  to 
final  welding,  and  shall  not  be  considered  to  trans¬ 
mit  stress. 


[Cal.  No.  1-38-SR] 

Authority: 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  paragraph  2  of  the 
Charter  of  the  City  of  New  York  and  C26-514.0  of  the 
Administrative  Code  (8.6.22). 

SCOPE. 

These  rules  are  supplementary  and  additional  to  the 
requirements  for  Fusion  Welding  as  permitted  under  C26- 
.•'14.0  of  the  Administrative  Code  (8 .6.2.2)  reading: 

Fusion  welding  may  be  substituted  for,  or  used  in  com¬ 
bination  with,  riveting  or  bolting  to  connect  or  assemble 
the  component  parts  of  steel  beams,  girders,  lintels,  trusses, 
columns  Rnd  other  structural  steel  used  in  building  con- 
struction  if  done  under  rigid  inspection  and  specification, 
in  accordance  with  the  rules  of  the  Board.  These  Rules 
shall  also  apply  to  gas  cutting. 

Note:  Where  a  reference  in  parenthesis  appears  after  the 
Administrative  Code  Section,  it  refers  to  the 
Section  of  the  New  Building  Code  as  formerly 
numbered. 

Rule  1.  Application  For  Permits. 

1.1  No  person  shall  perform  gas  or  electric  welding  on 
structures  or  parts  thereof  erected  or  to  be  erected 
within  the  City  of  New  York  except  as  provided  in 
these  Rules  and  in  conformity  with  C26-211.0  of 
the  Administrative  Code  (2.3.2). 

12  The  commencement  of  any  structural  welding  work 
is  forbidden  until  an  application  for  a  permit  to  per¬ 
form  such  work  is  filed  with  and  approved  by  the 
Borough  Superintendent.  The  Borough  Superin¬ 
tendent  shall  be  notified  in  writing  at  least  48  hours 
prior  to  the  date  when  the  structural  welding  work 
is  to  commence.  C26-172.0  of  the  Administrative 
Code  (2.1.1.12). 

Rule  2.  Definitions. 

2.1  ARC  WELDING.  A  fusion  welding  process  where¬ 
in  the  welding  heat  is  obtained  from  electric  arc 
formed  between  the  base  metal  and  metal  electrode. 

2.2  BASE  METAL.  The  metal  upon  which  the  weld 
or  cut  is  made. 

2.3  BUTT  WELD.  A  butt  weld  is  a  weld  whose  throat 
lies  in  a  plane  disposed  approximately  90  degrees 
with  respect  to  the  surfaces  of  at  least  one  of  the 
parts  joined.  The  size  of  a  butt  weld  shall  be  ex¬ 
pressed  in  terms  of  its  net  or  unreinforced  throat 
dimension  in  inches.  C26-158.0  of  the  Administra¬ 
tive  Code.  (1.149). 

2.4  CONTINUOUS  WELD.  A  weld  which  is  un- 
interrupted  throughout  the  length  of  the  joint. 

-5  CRATER.  An  unfilled  concave  depression  in  the 
fusion  area  of  an  arc  weld  resulting  from  penetra- 
of  the  welding  arc  into  the  metal  thereunder. 

METAL.  Metal  especially  prepared  for 
addition  to  the  weld.  This  term  shall  apply  to  this 
material  only  before  deposition. 

^*7  FILLET  WELD.  A  fillet  weld  is  a  weld  of  ap¬ 
proximately  triangular  cross  section,  whose  throat 
'£s  ,n  a  plane  disposed  (inclined)  approximately 
45  degrees  with  respect  to  the  surfaces  of  the  parts 
joined.  The  size  of  a  fillet  weld  shall  be  expressed 
in  terms  of  the  width  in  inches  of  its  adjacent  fused 
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?  ?i  THRO  \T  The  minimum  thickness  of  a  weld 
along  a  straight  line  passing  through  the  root 
Throat  of  a  fillet  weld  is  the  distance  along  a  line 
from  the  root  to  the  hypothenuse  at  _  right  angles 
thereto,  of  the  largest  isosceles  triangle  which 
can  be  constructed  in  the  cross  section  of  the  fiHet 
weld.  The  throat  of  a  butt  weld  shall  be  equal  to 
the  thickness  of  the  thinner  part  joined.  C26-W.U 
of  the  Administrative  Code  (1.144). 

9  22  UNDERCUT.  A  condition  wherein  the  base  and 
weld  metal  is  melted  away  leaving  a  depression, 
the  surface  of  which  lies  below  the  designed  sur¬ 
face  contour  of  the  joint.  .  . 

993  VERTICAL  WELD.  A  weld  made  by  the  fusion 
welding  process  on  a  plane  vertical  or  inclined  less 
than  45  degrees  with  the  vertical,  the  linear  direc¬ 
tion  of  the  weld  being  vertical  or  inclined  not  more 
than  45  degrees  to  the  vertical. 

9  24  WELD  DIMENSIONS.  The  dimensions  of  a  weld 
shall  be  expressed  in  terms  of  its  size  and  length. 
C26- 158.0  of  the  Administrative  Code 
2  25  WELD  LENGTH.  Shall  be  considered  to  be  the 

'  unbroken  length  of  the  full  cross-section  of  the 
weld  exclusive  of  the  length  of  any  craters.  C-6- 
158.0  of  the  Administrative  Code  (1.149). 

Rule  3.  Design  and  Supervision. 

(1  The  licensed  architect  or  licensed  professional  en¬ 
gineer  designing  or  supervising  the  C0‘lstri’ct,°L 
a  welded  structure  shall  be  experienced  and  skilled 

in  such  work.  C26-515.0  (c)  (8.6.2.3.3). 

3.2  PERMISSIBLE  UNIT  STRESSES 
In  the  design  of  welded  structures  or  parts  thereof  the 
stress  at  every  connection  must  be  accurately  calculated 
and  the  required  amount  and  the  exact  type  and  location 
of  Weld  and  filler  metal  with  respect  to  the  parts  joined 

3.2.1  Welded  joints  shall  be  so  proportioned  that 
the  maximum  stresses  shall  be  less  than  the 
following  amounts  in  pounds  per  square  inch: 
Shear  on  section  through  the  throat 

of  a  weld  . ;•••••  ••  11-300 

Tension  on  section  through  the  throat 

of  a  weld  . ;••••••••••••;■•  13’000 

Compression  on  section  through  the 

throat  of  a  weld  . .  l5-°W 

Maximum  fiber  stresses  due  to  bending  shall 
not  exceed  the  maximum  values  allowed 
above  for  tension  and  compression  respec¬ 
tively.  C26-368.0b  (6)  of  the  Administrative 
Code  (7.4. 5.6). 

3.2.2  Stress  on  a  fillet  weld  shall  be  considered  as 
shear  for  any  direction  of  the  applied  stress. 

3.2.3  Adequate  provision  shall  be  made  for  bending 
stresses  due  to  eccentricity  in  the  disposition 
or  section  of  base  metal  parts. 

3  7  4  The  allowable  compressive  strength  mentioned 
in  these  Rules  is  not  intended  to  prevent  butt 
welds  being  used  across  the  entire  section  to 
transmit  the  total  compressive  stress  in  com¬ 
pressive  flanges  of  beams,  girders,  truss  plates 
or  compression  blocks  or  other  members  pro- 
tected  against  lateral  deflection  even  though 
such  stress  exceeds  15,000  lbs.  per  sq.  in.,  but 
not  exceeding  the  maximum  allowable  com¬ 
pressive  stress  in  .the  parts  joined. 

3.3  WORKING  STRESSES  FOR  WINDLOADS. 
When  the  stress  in  any  member  due  to  wind  is  less 
than  33  1-3%  of  the  stress  due  to  live  and  dead  loads, 
it  may  be  neglected.  For  combined  stresses  due  to 
wind  and  other  loads,  the  permissible  working 
stresses  may  be  increased  33  1-3%,  provided  the  sec¬ 
tion  thus  found  is  at  least  that  required  by  the  dead 


and  live  loads  alone.  For  stresses  due  to  wind 

only,  the  permissible  working  stress  shall  be  the 

same  as  for  live  and  dead  loads.  C26-372.0.  373.0 
and  374.0  of  the  Administrative  Code 

3  4  WELDED  GIRDERS.  In  welded  girders  the  con¬ 
nection  of  component  parts  of  flanges  to  each  othe. 
and  of  flanges  to  webs  shall  be  by  continuous  or 
intermittent  fillet  welds  designed  to  transmit  the 
stress  C26-520.0  (d)  of  the  Administrative  Code 

(8.6.2. 8.4) . 

3.5  Girders  shall  be  proportioned  either  by  their  mo¬ 
ments  of  intertia  or  by  the  flange-area  method  m 
the  latter  method,  when  applied  to  a  welded  girder 
having  no  holes  in  the  web,  1/6  of  the  web  area 
may  be  considered  a  part  of  the  area  of  each  flange- 
Stiffeners  may  be  either  angles  or  flat  plates  welded 
to  the  web  and  flanges  by  welds  designed  to  trans¬ 
mit  the  stresses. 

3.6  BEAMS.  The  use  of  continuous  beams  and  girders, 
shall  be  permitted  provided  their  welded  connec¬ 
tions  be  designed  to  transmit  the  stresses  involved 
in  continuous  beam  construction  and  columns  are 
designed  for  the  moment  added  by  such  construc¬ 
tion  At  the  ends  of  non-continuous  beams,  the 
connections  shall  be  designed  _  to  avoid  excessive 
secondary  stresses  due  to  bending. 

3  7  WELDED  COLUMNS.  C26-520.0  (e)  of  the  Ad¬ 
ministrative  Code  (8,6.2.8.5).  Fillet  welds  connect¬ 
ing  the  component  parts  of  a  built-up  column  may 
be  either  continuous  of  intermittent.  If  intermittent, 
the  length  of  each  weld  at  the  ends  of  the  column 
shall  be  equal  to  the  least  width  of  the  column. 
The  length  of  the  intervening  welds  shall  he  at 
least  one  and  one-half  inches,  spaced  at  most  tour 
inches  in  the  clear.  The  size,  length  and  spacing 
of  the  fillet  welds  shall  be  such  as  to  provide  the 
same  strength,  per  unit  of  column  length  as  the 
allowable  shearing  stresses  in  structural  steel  for 
power  driven  rivets.  Lattice  bars  and  tie  plates 
shall  be  welded  so  as  to  obtain  strength  equal  to 
that  specified  in  C26-368.0b  (6)  of  the  Administra¬ 
tive  Code  (7.4.5.4).  Shearing  stresses. 

3  7  1  Where  column  splices  are  welded,  welds  must 
be  provided  equal  in  strength  to  the  shear 
of  the  standard  column  splice. 

3.8  WELDED  BUTT  JOINTS.  The  edges  of  base 
metal  parts,  one-quarter  inch  or  more  in  thickness, 
transmitting  stress  by  means  of  butt  welds  shall 
be  beveled.  For  single  and  double  V  joints,  the 
bevel  of  each  part  shall  be  at  least  30  degrees.  For 
single  and  double  bevel  joints,  the  bevel  shall  be  at 

least  45  degrees.  .  c 

Before  welding,  the  root  edge  or  face  ot  one 
part  shall  be  separated  from  the  root  edge  or  tace 
of  the  other  part  by  not  less  than  1/16  inch  nor 

more  than  inch.  ... 

Butt  welds  shall  be  reinforced  by  depositing  ad¬ 
ditional  metal  on  the  weld  to  a  height  extending 
beyond  the  surface  of  the  thinnest  part  joined  I  he 
height  of  such  reinforcement  shall  be  at  least  the 
following  percentages  of  the  thickness  of  the  thin¬ 
nest  part  joined:  20  percent  for  single  V  and 
single  bevel  butt  welds,  and  12)4  percent  on  each 
side,  for  double  “V”  and  double  bevel  butt  welds. 
C26-520.0(f)  of  the  Administrative  Code  (80.2.8.0). 

3  9  FILLET  WELDS.  The  length  of  any  fillet  weld 
shall  be  made  not  less  than  four  times  the  weld  size 
or  else  the  size  of  the  weld  shall  be  considered  not 
to  exceed  %  of  the  length  for  purposes  of  calcu¬ 
lating  strength  under  these  rules. 

3  10  WELDS  IN  SLOTS  OR  HOLES.  When  welding 
inside  a  slot  or  hole  in  a  plate  or  other  part,  in 
order  to  join  same  to  an  underlying  part,  hue: 
welding  may  be  used  along  the  wall  or  wa  s  of  the 
slot  or  hole,  but  the  latter  shall  not  be  filled  with 
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weld  metal  or  partially  filled  in  such  manner  as  to 
form  a  direct  weld-metal  connection  between  oppo¬ 
site  walls,  except  that  fillet  welds  along  opposite 
walls  may  overlap  each  other  for  a  distance  of 
one-fourth  of  their  size.  No  slot  or  hole  shall  be 
less  in  width  or  diameter  than  \l/2  times  its  depth. 

3.11  field  riveted,  bolted  and  welded 

CONNECTIONS.  C26-521.0  of  the  Administrative 
Code  (8.6.2.9) . 

3.11.1  In  tier  structures  less  than  125  feet  high,  in 
which  the  height  is  less  than  two  and  one- 
half  times  the  minimum  horizontal  dimen¬ 
sion,  all  column  splices  and  field  connections 
may  be  bolted. 

3.11.2  In  structures  in  which  the  height  is  over  100 
feet  and  is  more  than  two  and  one-half  times 
the  minimum  horizontal  dimension,  and  in 
structures  100  feet  or  less  in  height  in  which 
the  height  is  more  than  four  times  the  mini¬ 
mum  horizontal  dimension,  column  splices 
and  connections  to  columns  shall  be  riveted 
or  welded. 

3.11.3  In  structures  over  125  feet  in  height  and  in 
all  structures  of  a  special  character,  connec¬ 
tions  of  beams  and  girders  to  columns,  and 
beams  and  girders  bracing  columns  shall  be 
riveted  or  welded.  Column  splices  in  struc¬ 
tures  200  feet  or  more  in  height  shall  be 
riveted  or  welded.  Column  splices  in  tier 
structures  less  than  200  feet  high  (except  as 
provided  in  the  preceding  paragraph)  may  be 
bolted. 


3.11.4  All  other  field  connections  may  be  bolted 
(except  that,  in  all  structures,  the  connec¬ 
tions  for  supports  for  running  machinery  or 
other  moving  loads  shall  be  rivited  or 
welded). 

3.11.5  Within  existing  structures  steel  work  for 
alterations,  or  additions  (except  to  the  main 
structural  framework),  which  do  not  affect 
existing  column  splices,  connections  and  other 
riveted  or  welded  work,  may  be  bolted 

3.12  COMPLETION  OF  WORK. 


Upon  the  completion  of  all  structural  welding 
operations,  the  licensed  architect  or  licensed  pro¬ 
fessional  engineer  responsible  for  the  design  of 
the  structure  shall  certify  to  the  Borough  Superin¬ 
tendent  that  the  fabrication  and  welding  of  such 
structure  have  been  carefully  inspected  and  that  the 
requirements  of  his  design  and  these  Rules  have  been 
fulfilled  in  every  respect  by  the  contractor  who  has 
done  the  welding. 

Rule  4.  Board  of  Examiners  for  Welders. 

4.1  The  Board  of  Examiners  for  W  elders  provided  for 
m  C26-209.0  of  the  Administrative  Code  (2.3),  shall 
be  appointed  by  the  Commissioner  of  Housing  and 
Buildings  from  members  of  the  staff  of  the  De¬ 
partment  as  recommended  by  the  Borough  Superin¬ 
tendents.  All  certificates  of  qualification  issued  shall 
be  uniform  for  the  five  Boroughs.  There  shall  be  a 
separate  certificate  for  gas  welding  and  for  electric 
arc  welding,  which  certificates  shall  not  be  inter¬ 
changeable  and  shall  apply  specifically  to  the  type  of 
work  to  be  done  and  shall  be  issued  in  accordance 
with  Rule  5 

42  WELDERS  TO  BE  QUALIFIED.  No  person 
shall  perform  welding  work  on  any  structural 
member  of  a  structure  without  having  obtained  a 
certificate  of  qualification  from  the  Board  of  Exam¬ 
iners  for  Welders.  C26-211.0  of  the  Administrative 
Code  (2.3.2). 

4.2.1  Before  a  certificate  of  qualification  may  be 
issued  authorizing  a  person  to  perform  weld¬ 
ing  work  on  any  structural  member  of  a 


structure,  the  person  applying  for  such  cer¬ 
tificate  shall  have  submitted  to  and  satisfac¬ 
torily  passed  an  examination  to  determine  his 
qualifications,  conducted  by  Board  of  Exam¬ 
iners  for  Welders  to  be  appointed  by  the  Com¬ 
missioner.  A  certificate  of  qualification  shall 
be  issued  to  each  applicant  having  proved  his 
qualifications  and  upon  the  payment  of  a  fee 
of  Two  Dollars.  Such  certificate  shall  con¬ 
tinue  in  effect  for  a  period  of  one  year  unless 
sooner  revoked  or  suspended  and  to  be  effec¬ 
tive  thereafter  shall  be  renewed  annually. 
The  annual  renewal  fee  shall  be  One  Dollar. 

4.2.2  No  person  shall  be  eligible  for  a  certificate  of 
qualification  to  perform  welding  work  as  pro¬ 
vided  in  this  section  unless  he  is  a  citizen  of 
the  United  States  of  America. 

4.2.3  The  Borough  Superintendent  may  revoke  or 
suspend  a  certificate  of  qualification  of  any  per¬ 
son,  if  workmanship  on  any  structural  welding 
is  such  as  to  indicate  incompetency  or  neg¬ 
ligence  which  might  endanger  a  structure  or 
result  in  injury  to  humans. 

4.2.4  Renewal  of  a  certificate  may  be  made  without 
additional  requalification  test  if  the  applicant'.-, 
record  indicates  satisfactory  welding  experience 
during  the  previous  year. 

4.2.5  Certificates  for  gas  welding  and  certificates  for 
electric  welding,  including  provisions  for  weld¬ 
ing  performed  by  each  welder  for  the  current 
year,  shall  be  on  forms  as  approved  by  the 
Board  of  Standards  and  Appeals. 

Rule  5.  Qualification  Test  for  Welders. 

5.1  These  qualifications  tests  shall  be  conducted  by  the 
Board  of  Examiners  for  Welders  or  its  representa¬ 
tive  but,  in  the  discretion  of  the  Board  of  Examin¬ 
ers  for  Welders  documentary  or  other  evidence,  or 
both,  that  the  applicant  has  passed  the  qualification 
test,  conducted  by  a  standard  testing  laboratory  or 
an  inspection  by  the  Borough  Superintendent  or  his 
representative  may  be  accepted  as  satisfactory  proof 
of  the  applicant's  fitness  to  make  structural  welds  in 
accordance  with  Rule  5.4.  Welders  performing  work- 
outside  New  York  City  shall  be  qualified  under  this 
rule.  C26-381..0  of  the  Administrative  Code  (8.1.2). 

5.2  Qualification  for  arc  welding  shall  not  constitute 
qualification  for  gas  welding,  and  vice  versa.  Quali¬ 
fication  for  welding  with  bare  electrodes  shall  not 
constitute  qualification  for  welding  with  flux-coated 
electrodes,  and  vice  versa. 

5.3  The  foregoing  provisions  are  not  intended  to  bar 
an  applicant  from  further  trial  in  case  of  one  or 
more  failures,  or  to  require  an  operator  who  has 
passed  the  tests  to  qualify  anew  for  every  job  he 
may  undertake. 

5.4  QUALIFICATION  REQUIREMENTS. 

5.4.1  Before  issuance  of  a  certificate  of  qualification 
by  the  Board  of  Examiners  for  welders  the 
applicant  shall  have  passed  the  qualification 
tests  prescribed  as  follows : 

5.4.2  The  minimum  qualification  requirements  shall 
be  the  welding  of  test  specimens  of  the  type 
shown  in  Fig.  2  and  specified  in  Rule  5.4, 
each  specimen  to  be  tested  for  failure  in  a 
reliable  tension  testing  machine  and  to  develop 
ultimate  resistance  not  less  than  80  kips  if 
welded  with  filler  metal  of  grade  2,  4.  10  or 
15;  or  67  kips  if  welded  with  filler  metal  of 
grade  20,  30  or  40. 

5.4.3  Two  specimens  shall  be  welded  in  the  down¬ 
ward  or  flat  welding  position,  two  in  the  ver¬ 
tical  welding  position  and  two  in  the  overhead 
welding  position. 
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5.4.4  The  form  of  test  specimen  shall  be  as  shown 
in  Fig.  2,  consisting  of  four  steel  bars  or 
plates  connected  by  four  approximately  equal 
fillet  welds.  The  specifications  of  the  bar 
steel  shall  conform  to  Rule  7.  The  welding 
edges  of  the  splice  bars  shall  be  cut  flat  and 
square  and  any  burrs  shall  be  removed.  The 
bars  shall  be  clamped  securely  together  and 
tack  welded  in  proper  position  with  the  splice 
bars  centered  on  the  main  bars  and  the  faces 
of  the  main  bars  in  true  planes,  in  preparation 
for  the  test  welding.  Welding  shall  be  per¬ 
formed  with  the  same  process  (arc  or  gas), 
the  same  welding  procedure,  and  the  same 
general  type  of  electrodes  or  welding  rods  as 
are  to  be  used  in  the  work  for  which  the  oper¬ 
ator  is  being  tested. 
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and  specifications.  The  surface  of  previously  de¬ 
posited  welds  shall  be  cleaned  of  oxides  or  slag 
before  any  reinforcing  weld  metal  is  applied. 

6.3  Shape.  ,  ,  , 

6.3.1  Welds  shall  conform  in  shape  to  those  shown 
on  Figs.  3a  and  4a  and  shall  not  be  under- 

sized* 

6.3.2  Surfaces  of  weld  shall  be  reasonably  smooth 
and  uniform  in  contour.  Weld  metal  along 
the  toe  of  the  weld  shall  not  overlap  the 
base  metal  surface  but  shall  form  an  inti¬ 
mate  contact  therewith  as  shown  in  Figure  3. 

6.3.3  INTERNAL  QUALITY.  The  weld  metal 
shall  be  sound  throughout  and  shall  be  tree 
from  oxides,  non-metallic  inclusions  and  gas 
pockets.  The  weld  metal  shall  be  thoroughly 
fused  with  the  base  metal  along  all  surfaces 
and  edges  of  union,  and  shall  penetrate  into 
the  root  of  the  weld,  as  shown  in  Fig.  4a. 
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FIG.  2 

Welds  shall  be  made  as  nearly  as  possible  to 
the  designed  dimensions,  and  in  conformity 
with  the  practices  set  forth  in  Rule  6;  at 
every  cross-section  the  weld  size  in  each  di¬ 
rection  shall  be  within  1/16  in.  of  the  pre¬ 
scribed  34  in. 

Rule  6.  Quality  of  Welds. 

The  quality  of  welds  permitted  under  these  rules  shall 
conform  to  the  following  requirements : 

6.1  The  Quality  of  Test  Welds  and  Construction  Welds 
shall  fulfill  all  requirements  with  regard  to  shape 
and  internal  quality. 

6.1.1  All  lap  welds  shall  indicate  good  penetration 
to  the  root  of  the  weld  and  good  fusion  at 
both  sides  of  the  bead. 

6.1.2  All  fillet  welds  shall  show  absence  of  under¬ 
cutting,  proper  shape  of  the  bead,  lack  of 
overlaps  and  proper  fusion. 

6.1.3  All  butt  welds  shall  show  good  fusion  with¬ 
out  overlapping  or  undercutting. 

6.2  UNDERSIZE  WELDS.  Undersize  or  undercut 
welds  shall  be  built  up  by  welding  to  conform  to 
the  weld  cross-section  called  for  in  the  drawings 
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6.3.4  WELD  ENDS.  The  ends  as  well  as  the 
body  of  the  welds  shall  conform  to  all  the 
requirements  of  Rule  6 

Rule  7.  Specifications  and  Tests  of  Welding 
Materials. 

7.1  Structural  steel  shall  conform  to  A.S.T.M.  Specifi¬ 
cations  A-7-36  or  A-9-36. 

7.2  Filler  metal  (electrodes  or  welding  rods)  shall  con¬ 
form  to  all  requirements  of_A.S.T.M.  Specifications 
A205-37.T  and  the  Borough  Superintendent  may  ac¬ 
cept  certified  test  results  from  a  reputable  manufac¬ 
turer  that  tests  have  been  made  in  conformance  with 
these  specifications. 

Rule  8.  Gas  Cutting  of  Structural  Steel 

C26-526.0  (a)  to  (g)  of  the  Administrative  Code 

(8.6.3.2.1-?  inc.).  . 

8.1  Contractors  desiring  to  do  gas  cutting  shall  be  re¬ 
quired  to  satisfy  the  Borough  Superintendent  as  to 
their  ability  to  produce  satisfactory  gas  cuts. 

8.1.1.  Gas  cutting  shall  be  done  by  one  experienced 

in  this  work  and  under  the  continual  super¬ 
vision,  as  provided  in  9.1. 

8.2  Gas  cutting  on  any  member  while  it  is  carrying 
stress  is  prohibited  (except  for  detail  cutting  to 
correct  minor  fabricating  errors  where  the  removal 
of  metal  resulting  from  such  detail  cutting  would 
leave  unimpaired  the  required  strength  of  the 
members  to  be  cut). 

8.2.1  Any  field  cutting  of  structural  members  to 
provide  openings  or  to  remove  portions  of 
flanges  shall  not  be  done,  unless  provided  for 
in  the  design. 

8.3  Gas  cut  edges  shall  be  smooth  and  regular  in  con- 

tour.  . 

8.4  Gas  cutting  may  be  used  in  the  preparation  of  base 
metal  parts  for  welding  provided  the  edges  are 
thoroughly  cleaned  after  cutting  so  as  to  expose 
clean  steel. 

8.5  Gas  cutting  to  replace  the  milling  of  surfaces  is 
prohibited. 
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8.6  Gas  cutting  of  holes  in  a  member  designed  without 
provision  therefor  is  prohibited. 

8.7  The  radii  of  re-entrant  gas  cut  fillets  shall  be  as 
large  as  possible  and  at  least  one  inch.  To  de¬ 
termine  the  net  area  of  members  so  cut,  one-eighth 
inch  shall  be  deducted  from  gas  cut  ederes 

Rule  9.  Supervision  and  Inspection. 

9.1  Any  welding  to  be  done  on  a  structure  or  any  part 
thereof  shall  be  performed  under  the  supervision 
of  a  representative  of  a  standard  testing  agency  or 
an  inspection  agency  responsible  to  the  owner  or 
licensed  architect  or  licensed  engineer.  Such  agency 
shall  be  acceptable  to  the  Borough  Superintendent. 

9.1.1  The  Borough  Superintendent  may,  in  the  case 
of  minor  welding  operations,  including  stairs 
and  fire  escapes,  waive  the  requirements  for  in¬ 
spection  by  a  testing  agency  or  inspection 
agency,  if  in  his  judgment  such  inspection  may¬ 
be  adequately  made  by  an  inspector  of  welding 
employed  regularly  in  the  Department  of  Hous¬ 
ing  and  Buildings. 

9.2  The  agency  as  provided  for  in  9.1  shall  take 
adequate  means  to  assure  that  the  preparing,  gas 
cutting,  assembling  and  welding  of  the  joints  of 
the  structure  conform  to  the  design  and  that  the 
resulting  structure  is  free  from  deficiencies  and 
injurious  defects.  He  shall  keep  and  submit  daily 
to  the  licensed  architect  or  licensed  professional 
engineer  responsible  for  the  work  adequate  records 
of  the  progress  of  the  work,  of  difficulties  experi- 
enced,  and  of  his  decision  of  acceptance  and  rejec¬ 
tion.  His  records  shall  allocate  a  definite  and 
personal  responsibility  for  his  acceptance  of  every 
weld  as  to  size,  location,  type  of  filler  metal  used 
and  quality  of  workmanship,  and  shall  evidence 
that  no  weld  called  for  in  the  design  has  been 
omitted.  He  shall  require  that  each  welder  stamp 
his  identification  symbol  on  his  work,  and  the  in- 
spector  after  inspecting  each  weld  shall  do  likewise. 

9.2.1  He  shall  inspect  for  defects  and  irregulari¬ 
ties,  plate  cracks  adjacent  to  or  behind  welds 
crater  cracks  or  cracks  in  the  weld  metal. 

A2.2  He  shall  gauge  all  welds  for  deficiency  of 
throat  or  other  critical  cross-section. 

9.2.3  He  shall  carefully  observe  and  reject  under¬ 
cutting,  overlap  or  lack  of  fusion  at  edges  of 
weld,  lack  of  penetration,  or  porosity,  loca¬ 
tion  of  craters,  size  and  shape  of  bead,  and 
order  occasional  chipping  to  determine  pene¬ 
tration  and  correct  all  or  any  irregularities 
of  workmanship  contrary  to  the  design. 

9.3  1  he  contractor  who  is  to  do  welding  shall  be  ap¬ 
proved  by  the  Borough  Superintendent.  He  shall 
submit  to  the  Borough  Superintendent  a  statement 
that  the  work  will  be  done  in  acordance  with  these 
rules  and  the  Administrative  Code  and  shall  include 
in  such  statement,  the  detailed  procedure  he  proposes 
to  follow,  which  shall  include  the  following: 

That  each  welder  or  group  of  welders  shall 
r>e  under  the  continual  supervision  of  an  ex¬ 
perienced  foreman. 

That  only  welders  qualified  under  these  rules 
be  employed.  Each  welder  shall  exhibit  when 
required,  his  Certificate  of  Qualification. 

1  hat  each  welder  shall  be  provided  with 
proper  gauges  to  check  his  work. 

That  the  foreman  shall  be  able  to  read  blue¬ 
prints  and  shall  lay  out  and  allocate  the  work- 
each  welder  is  to  perform  and  he  shall  carefully 
observe  the  burn-off  of  the  electrode;  the  fusion, 
and  penetration  of  crater ;  the  formation  of  the 
bead ;  and  the  sound  of  the  arc. 

That  only  the  base  metal  and  filler  metal  con¬ 
forming  to  the  job  specifications  and  these  rules 
be  used. 


That  the  welding  equipment  furnished  shall 
have  proper  characteristics  to  allow  good  work. 

That  whenever  deemed  necessary  by  the  Bor¬ 
ough  Superintendent,  such  tests  of  the  finished 
welds,  shall  be  made  as  required  by  him. 

Rule  10.  Workmanship  on  Welded  Structures. 

10.1  The  arrangement  of  the  joints  to  be  welded  shall 
be  such  as  to  enable  the  operator  to  have  an  un¬ 
obstructed  view  of  the  surfaces  to  be  welded  at  all 
times  during  the  welding  operation. 

10.2  Welds  found  deficient  in  dimensions,  but  not  in 
quality  may  be  enlarged  by  additional  welding. 
Where  a  deficient  weld  renders  the  weld  inaccessi¬ 
ble  or  has  caused  new  conditions  which  would  make 
reinforcement  dangerous  or  ineffectual,  the  weld 
shall  be  removed  and  original  conditions  restored 
or  in  lieu  thereof  a  revised  design,  correcting  this 
condition  shall  be  submitted  to  the  Borough  Superin¬ 
tendent.  Any  weld  found  deficient  in  quality,  size,  or 
made  contrary  to  the  requirements  of  these  rules  shall 
be  removed  by  chipping  or  melting  and  shall  be 
remade.  The  weld  metal  shall  be  removed  through¬ 
out  its  depth  to  clean  base  metal.  A  cracked  weld 
shall  be  removed  throughout  its  entire  length. 

The  cutting  or  chipping  of  a  weld  shall  not  ex- 
tend  into  the  base  metal.  In  removing  welds,  care 
shall  be  taken  not  to  burn  or  otherwise  injure  the 
base  metal  and  after  melting  the  exposed  base  metal 
by  chipping  and  wire  brushing. 

10.3  TACK- WELDS.  In  making  tack- welds,  the  same 
precautions  should  be  observed  as  when  starting 
welds.  Where  a  designed  weld  will  later  be  made 
over  the  tack-weld,  the  tack-weld  shall  be  made  with 
the  same  care  as  required  for  designed  welds. 

Whenever  tack- welds  are  located  where  a  designed 
weld  will  later  be  made,  they  shall  be  made  accord¬ 
ing  to  the  foregoing  requirements.  When  encoun¬ 
tered  in  the  final  welding  operation,  they  shall  be 
thoroughly  fused  in  with  the  final  weld.  Tack-weld 
should  be  thickest  at  the  center  and  should  taper  at 
both  ends  for  convenience  in  carrying  the  regular 
weld  over  the  tack-weld  (see  Fig.  19). 


FIG.  19 

19.4  Surfaces  to  be  welded  shall  be  free  from  mill  scale, 
rust,  paint  or  other  foreign  matter.  A  thin  coat  of 
linseed  oil  or  its  equivalent  over  the  surfaces  to  be 
welded  need  not  be  removed.  These  provisions 
shall  apply  to  new  structures  and  where  new  steel 
is  to  be  welded  to  steel  in  any  existing  structure. 

Structural  steel  shall  not  be  painted  on  any  areas 
where  shop  or  field  welding  is  to  be  performed,  ex¬ 
cept  that  a  coat  of  linseed  oil  without  pigment  may 
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be  used  for  temporary  protection.  However,  struc¬ 
tural  members  which  have  been  painted,  may  be 
welded,  provided  that  the  paint  is  completely  re¬ 
moved  from  -the  areas  to  be  welded.  Parts  which 
are  welded  in  the  shop,  to  be  erected  by  bolts  or 
rivets,  shall  receive  the  usual  painting  if  any  is 
required  after  the  shop  welding  is  finished.  Parts 
to  be  field  welded  shall  receive  a  coat  of  linseed 
oil  after  shop  work  is  completed,  and  after  erec¬ 
tion  and  field  welding,  they  shall  be  given  two.  coats 
of  acceptable  metal  protection  if  painting  is  re¬ 
quired.  C26-522.0  of  the  Administrative  Code 

(8.6.2.10).  ,  t1  , 

10.5  Where  rivets  are  under  load  there  shall  be  no 
welding  at  the  connections  between  structural  mem¬ 
bers  so  riveted  unless  precautions  are  taken  to  pre¬ 
vent  loss  of  tension  of  rivet  in  a  manner  approved 
by  the  Borough  Superintendent.  See  3.11.5. 

10.6  In  assembling  and  during  welding,  the  component 
parts  of  a  built  up  member  shall  be  held  by  suffi¬ 
cient  clamps,  or  other  adequate  means  shall  be 
employed  for  temporarily  fastening  the  members 
together  and  bracing  the  framework  until  the  joints 
are  welded.  This  shall  consist  of  erection  bolts  or 
positive  devices  imparting  sufficient  strength  and 
stiffness  to  resist  all  temporary  weights  and  lateral 
forces,  including  wind. 

For  all  welded  structures,  erection  bolts,  or 
equivalent  means  shall  be  employed  for  temorarily 
supporting  the  members,  and  existing  loads,  and  for 
insuring  proper  alignment. _ _ 


The  temporary  support  of  girders  carrying  col¬ 
umns  or  other  heavy  loads  shall  be  made  rigid  by 
such  means  as  shall  be  designed  by  the  licensed 
architect  or  licensed  professional  engineer  in  charge 
and  approved  by  the  Borough  Superintendent. 

In  tier  building  erection,  members  shall  not  be 
erected  more  than  two  tiers,  or,  more  than  one-col¬ 
umn  length  above  any  column  connections  yet  un¬ 
welded. 

10.7  The  welder  shall  be  protected  by  adequate  covering 
against  high  winds,  rain,  snow  or  sleet. 

Where  there  is  an  accumulation  of  water,  ice,  or 
snow  in  the  joint  to  be  welded  same  shall  be  removed 
and  the  joint  made  dry  before  welding. 

No  welding  shall  be  done  where  the  prevailing  at¬ 
mospheric  temperature  is  below  25  degrees  Fahren¬ 
heit  unless  the  base  metal  at  the  starting  point  of 
the  weld  shall  be  pre-heated,  nor  in  any  case  where 
the  prevailing  atmospheric  temperature  is  below  zero. 

Rule  11.  Metal  Chimneys,  Tanks,  Stairs  and 
Fire-Escapes. 

Metal  Chimneys,  Tanks,  Stairs  and  Fire  Escapes 
and  all  materials  entering  into  their  construction, 
when  welded,  shall  conform  to  these  Rules. 

11.1  Stairs  and  fire-escapes  shall  be  considered  as 
light  structural  steel  and  where  shop  welded, 
shall  have  attached  thereto  a  tag  or  label, 
affixed  by  the  standard  Testing  Agency,  to  the 
effect  that  these  Rules  have  been  complied  with. 


APPENDIX. 


The  following  is  not  to  be  considered  as  part  of  the  Rules  for  Fusion  Welding  and  Gas  Cutting, 
but  is  printed  for  general  information  only: 

I.  Weld  Symbols. 

To  provide  for  uniformity  when  plans  are  filed  with  the 
Borough  Superintendent  symbols  for  fusion  welding  and  a 
method  of  showing  them  on  drawings  shall  be  as  shown  in 
figure  1. 


Standard  sizes  of  filler  metal  are  as  follows:  1/16,  3/32, 
1/8,  5/32,  3/16,  7/32,  1/4,  5  16  and  3/8  in.  in  diameter..  In 
the  case  of  coated  or  covered  filler  metal,  the  standard  sizes 
refer  to  the  diameter  of  the  core  wire. 

Table  1. — Tensile  Requirements  for  Deposited  Metal. 


FUSION  WELDING  SYMBOLS 


1.  IN  PUN  OR  ELEVATION.  NEAR.  FAR  AND  BOTH  SIDES  LOCATIONS  REFER  TO  NEAREST 
MEMBER  PARALLEL  TO  PLANE  OF  DRAWING  AND  NOT  TO  OTHERS  FARTHER  BEHIND. 

2.  IN  SECTION  OR  END  VIEWS  ONLY,  WHEN  WELD  IS  NOT  DRAWN,  THE  SIDE  TO  WHICH 
ARROW  POINTS  IS  CONSIDERED  NEAR  SIDE. 

3.  WELDS  ON  BOTH  SIDES  ARE  OF  SAME  SIZE  UNLESS  OTHERWISE  SHOWN. 

4.  SYMBOLS  GOVERN  TO  BREAK  IN  CONTINUITY  OF  STRUCTURE  OR  TO  EXTENT  OF 
HATCHING  OR  DIMENSION  LINES 

5.  ALL  WELDS  ARE  CONTINUOUS  AND  OF  USER’S  STANDARD  PROPORTIONS  AND  ALL  EXCEPT 
V-ANO  BEVEL- GROOVED  WELDS  ARE  CLOSED  UNLESS  OTHERWISE  SHOWN. 

6.  WHEN  WELDS  ARE  DRAWN  IN  SECTION  OR  END  VIEWS,  OBVIOUS  INFORMATION  IS  NOT 
GIVEN  BY  SYMBOL. 

7.  IN  JOINTS  IN  WHICH  ONE  MEMBER  ONLY  IS  TO  BE  GROOVED,  ARROWS  POINT  TO 
THAT  MEMBER. 

8.  TAIL  OF  ARROW  USED  FOR  SPECIFICATION  REFERENCE. 


Noth.:  All  dimensions  in  inches. 

FIG.  1 

II.  Sizes,  Chemical  Composition  and  Tests  of 
Filler  Metal. 


Treatment  of 
Welded 
Specimen  a 

All-Weld  Tension 
Test 

Base  Metal 

Tensile 
Strength, 
min.,  lb. 
persq.  in. 

Elonga¬ 
tion  in  2 
in.,  min., 
per  cent 

Firebox  quality  steel 
plate. tensile  strength 
55,000  lb.  per  sq.  in., 
min.:  or  Steel  for 
bridges,  tensile 
strength  60,000  lb. 

stress-relieved 

80  000 

20b 

per  sq.  in.,  min.,  with 

non-stress-relieved 

80  000 

15  b 

carbon  not  over  0.25 
per  cent  and  man¬ 
ganese  not  over  1.00 
per  cent.,  or  equiva¬ 
lent  steels. 

same  as  for  Grade  No.  2  j 

stress-relieved 

75  000 

20b 

non-stress-rel  ie  ved 

75  000 

15  b 

same  as  for  Grade  No.  2  j 

stress-relieved 

60  000 

25 

non-stress-relieved 

60  000 

20 

same  as  for  Grade  No.  2  j 

stress-relieved 

60  000 

20 

non-stress-relieved 

60  000 

17 

same  as  for  Grade  No.  2j 

stress-relieved 

52  000 

10 

non-stress-relieved 

55  000 

7 

same  as  for  Grade  No.  2j 

stress-relieved 

45  000 

7 

non-stress-relieved 

47  000 

5 

same  as  for  Grade  No.  2j 

stress-relieved 

45  000 

5 

non-stress-relieved 

1 

47  000 

3 

Grade 


No.  2 . . 


No.  4. 


No.  10 


No.  IS 


a  Stress-relieving  where  called  lor  in  tnese  V, 

urpose  of  developing  the  fundamental  properties  of  the  weld  meta 
inaltered  by  locked-up  stress.  Values  obtained  from  stress-rehevea 
relded  specimens  are  about  5  per  cent  lower  in  tensile  strength  am 
0  to  20  per  cent  higher  in  ductility  than  those  of  non-sires. 
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relieved  specimens  The  fact  that  a  filler  metal  test  requires  stress- 
rehel  signifies  only  that  it  must  develop  the  strength  required  re¬ 
gardless  of  stress-relief,  and  not  that  stress-relief  must  always  be 
W,°  \  Stress-relieving  shall  be  within  the  range  of 
1100  to  1200  F.  for  1  hr.  per  1  in.  of  thickness.  Gas-welded  speci- 
mens  may  be  heat-treated  at  higher  temperatures  than  the  tempera¬ 
ture  specified  above  for  stress-relief. 

fc  It  is  immaterial  how  these  high  physical  properties  are  obtained, 
that  is,  whether  by  carbon-steel  filler  metal  with  manganese  and 
silicon  contents  or  by  tile  use  of  some  other  alloying  elements,  but 
the  total  amount  of  such  other  elements  shall  be  less  than  4  per  cent. 

CHEMICAL  COMPOSITION. 

The  filler  metal  shall  be  capable  of  depositing  metal 
conforming  to  the  following  requirements  as  to  chemical 
composition: 

Phosphorus,  max.,  per  cent .  0.04 

Sulfur,  max.,  per  cent .  0.04 

CHEMICAL  ANALYSIS. 

For  arc-welding  electrodes,  the  sample  for  analysis  shall 
be  prepared  as  follows :  A  specimen  of  standard  base  metal 
(see  Table  1)  of  sufficient  size,  shall  be  prepared,  and 
a  pad  of  five  superimposed  layers  of  arc  metal  depos¬ 
ited  thereon.  The  fifth  or  top  layer  shall  be  ground  or 
machined  away  and  discarded.  The  fourth  layer  shall  be 
carefully  milled  off. and  used  for  the  analysis  specified 
For  gas-welding  rods,  the  sample  for  analysis  may  be 
prepared  as  described  in  preceding  paragraph,  except  that 
three  layers  shall  be  considered  sufficient  and  the  top  layer 
used  for  the  analysis,  or  analysis  may  lie  made  of  the  weld¬ 
ing  rod  In  the  latter  case,  ten  rods  shall  be  selected  at 
random  from  the  lot,  and  milled  in  such  manner  as  to  repre¬ 
sent  the  entire  cross-section. 

TEST  SPECIMENS. 

ALL  WELD  METAL  TENSION  TESTS.  The  depos- 
itecl  metal  shall  conform  to  the  minimum  tensile  properties 
specified  in  Table  1. 

SPECIMENS  (Test). 

From  each  lot  of  each  size  of  filler  metal,  a  sufficient 
number  of  electrodes  or  welding  rods  shall  be  selected  at 
random  and  a  deposited  metal  specimen  prepared.  The 
specimen  shall  be  prepared  in  accordance  with  its  proposed 

use. 

For  1/16,  3/32  and  1/8  in.  filler  metal,  a  plate  3/8  in.  in 
thickness  shall  be  prepared  as  illustrated  in  Fig.  5  and  the 
sub-size  all-weld  tension  specimen  prepared  as  shown 
For  5  '32  in.  and  larger  sizes  of  filler  metal,  a  plate  3/4 


*n  thickness  shall  be  prepared  as  illustrated  in  Fig.  6 
and  the  tension  specimen  prepared  as  shown. 

Test  plates  shall  be  so  supported  that  warping  due  to 
welding  shall  not  throw  the  finished  test  plate  out  of  line 
by  an  angle  of  over  5  deg.  If  plates  are  warped,  they  shall 
be  straightened  cold  before  being  stress-relieved  where  re¬ 
quired 

SPECIAL  TESTS.  The  Borough  Superintendent  or  his 
representative  may  require  such  additional  standard  tests  as 
will  properly  develop  the  strength  of  the  filler  metal. 

RETESTS  If  any  tension  test  specimen  fails,  additional 
test  plates  shall  be  prepared  at  the  direction  of  the  inspec¬ 
tor. 

ELECTRODES  FOR  MANUAL  WELDING.  In  the 
case  of  coated  or  covered  electrodes  for  manual  welding 
about  1  in.  of  the  electrode  shall  be  bare  or  free  from  coat¬ 
ing  at  the  one  end  for  making  contact  with  the  holder, 
lhe  arc  end  shall  be  sufficiently  bare  to  permit  easy  strik¬ 
ing  of  the  arc,  but  the  length  of  the  bare  portion  of  the 
arc  end,  measured  from  the  end  to  the  point  where  the 
full  cross-section  of  the  coating  obtains,  shall  not  exceed 
one  nominal  diameter. 

PREPARATION  OF  FILLER  METAL. 

Uncoated  filler  metal  and  the  core  of  coated  or  covered 
i  er  metal  shall  be  of  uniform  quality  free  from  injurious 
segregation,  oxides,  pipe,  seams  or  other  irregularities. 

On  coated  or  covered  filler  metal,  the  coatings  and  cov¬ 
erings  shall  be  such  that  they  are  not  readily  damaged  by 
ordinary  handling  and  shall  be  of  commercially  uniform 
thickness  and  shall  present  a  workmanlike  appearance. 
Coatings  and  coverings  shall  be  free  from  injurious  scabs, 
blisters,  abnormal  pockmarks,  bruises  or  other  surface  de- 
I  ccts. 

The  surface  of  gas-welding  rods  and  bare  electrodes  shall 
be  smooth  and  free  from  harmful  scale,  oil,  or  grease  and 
shall  be  plain  or  copper  finished,  as  specified. 

Cross-sectional  dimensions  shall  not  vary  from  that  speci¬ 
fied  by  more  than  3  per  cent. 
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deposition  of  each  layer  or  bead. 

rest  PIa,e  for  H-m.  Diameter  Filler  Metal  and  Method 
of  Machining  Specimen. 

FIG.  5 


' Parol iei  Section 

Note  1. — The  above  plate  shall  be  used  for  filler  metal  6/32-in.  in 
diameter  and  larger. 

Note  2.  Welds  shall  be  deposited  in  either  layers  or  beads 
Note  3.— Welds  in  vertical  position  shall  be  deposited  upwards 
Note  4.— Electric  welds  shall  cool  to  at  least  100  F.  between  the 
deposition  of  each  layer  or  bead. 

Test  Plate  for  Filler  Metal  5/32-in.  in  Diameter  and 
Larger  and  Method  of  Machining  Specimen. 

FIG.  6 

REQUIREMENTS  FOR  ARC  WELDS 

III.  Bare  and  Lightly  Coated  Electrodes. 

WELDING  ARC.  Unsound  welds,  insufficient  penetra¬ 
tion  and  overlap  in  general,  resulting  from  improper  arc 
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length  and  amount  of  current  and  incorrect  rate  of  travel, 
are  prohibited.  The  characteristics  of  these  different  con¬ 
ditions  are  illustrated  in  Figs.  7  and  8. 

FIG.  7 


ifrvR7*;' 


Overlap 


(a)  Welding  arc  has  traveled 
along  too  slowly 

Fbckets  and  Blow  Hole? 
Spatters 


V '*  Uf ■?.;> Spots  of 
:  ’  No  Fusion 

(b)  Too  long  arc  used  or  too 
rapid  travel 


(©)  Not  enough  heat  used 


Arc  Crater 


Longitudinal  section  of  deposited  metal 
showing  penetration  and  arc  crater. 

FIG.  8 


LENGTH  OF  ARC.  In  manual  metal  arc-welding, 
proper  fusion,  penetration  and  soundness  of  weld  shall  be 
secured  by  using  as  short  an  arc  as  can  be  maintained  for 
each  form  of  weld.  A  typical  example  of  proper  arc  length 
for  given  thickness  of  base  metal  and  for  a  34 -in.  fillet  weld 
is  shown  in  Fig.  9.  When  properly  manipulated,  the  arc 
will  throw  a  steady  shower  of  small  sparks,  and  (in  the 
case  of  bare  electrodes)  will  be  accompanied  by  a  regular, 
crackling,  snappy  sound  with  fractional  intervals  less  than 


one-half  second  between  explosions.  With  a  given  current, 
the  length  of  arc  depends  upon  the  arc  voltage  which  should 
not  exceed  20  volts. 

CURRENT.  The  amount  of  current  shall  be  such  as 
will  best  suit  the  arrangement  and  the  thickness  of  the 
base  metals  to  be  joined.  Sizes  and  current  values  shall 
conform  to  those  given  in  Table  2.  In  special  cases  other 
approved  sizes  and  currents  may  be  specified,  when  per¬ 
mitted  by  the  Borough  Superintendent.  The  current  and 
voltage  used  shall  be  measured  by  suitable  meters,  either 
mounted  on  the  arc  welding  machine  panel,  or  portable,  for 
use  at  the  point  of  welding.  Allowance  shall  be  made  for 
line  drop  where  the  meters  are  not  adjacent  to  the  point  of 
welding. 


Table  2 — Current  Values  and  Sizes  of  Bare  and  Lightly 
Coated  Electrodes  for  Various  Sizes  of  Welds 


etration” 

DEPTH  OF  CRATER.  The  depth  of  arc  crater  should 
not  be  less  than  1/16  in.  (see  Fig,  8). 


Size  of  Weld 
In. 

Minimum 
Number  of 
Layers 

Electrodes  and  Current  Values 

i/ 

1 

In  all  these  cases  use  either 

/4 

34 

y2 

1 

5/32-in.  electrodes  with  160- 

2 

180  amps.,  or  3/16-in.  elec- 

34 

2 

trodes  with  180-225  amps. 

34 

3 

MANUAL  OPERATION  OF  ARC.  The  arc  shall  be 
started  by  drawing  a  long  arc  momentarily  to  preheat  base 
metal  before  deposition  of  filler  material  to  insure  thor¬ 
ough  fusion  at  start  of  weld,  or  it  shall  be  started  moving 
a  short  arc  rapidly  back  and  forward  over  a  limited  area 
at  start. 

In  case  of  a  long  weld  where  more  than  one  electrode  is 
used,  the  arc  shall  be  re-started  about  J4  in.  to  34  in  ahead 
of  the  crater,  going  back  over  the  crater  to  properly  fill  it 
and  keep  a  uniform  contour,  thus  insuring  proper  preheat¬ 
ing  as  in  start  of  weld. 

On  single  layer  welds  the  arc  shall  progress  with  either 
a  straight  forward  motion  or  an  oscillatory  motion  depend¬ 
ing  on  sizQ  of  joint  to  be  filled  to  bring  it  up  to  proper 
contour  and  insure  proper  fusion  in  root  zone. 

In  multi-layer  welding  the  first  layer  shall  be  deposited 
by  moving  the  arc  in  a  straight  forward  motion  to  secure 
proper  fusion  in  the  root  zone,  while  subsequent  layers 
shall  be  deposited  with  an  oscillatory  motion  to  build  up 
the  weld  to  the  proper  contour.  The  first  layer  shall  be 
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made  with  an  electrode  small  enough  to  get  thorough  pene¬ 
tration  at  the  root  zone. 

Each  layer  shall  be  thoroughly  cleaned  by  brushing  or 
chipping  to  remove  all  excess  scale  and  oxides  before  de¬ 
positing  succeeding  layers.  The  surface  of  each  layer  shall 
be  reasonably  smooth  and  uniform  in  contour. 

IV.  Heavily  Coated  Electrodes. 

WELDING  PROCEDURE.  In  making  welds  with  heav¬ 
ily  coated  electrodes  the  procedure  recommended  by  the 
manufacturer  of  the  electrodes  being  used  shall  be  fol¬ 
lowed,  but  if  such  instructions  are  not  available,  the  pro¬ 
cedures  given  below  shall  be  followed. 

CURRENT.  The  amount  of  current  shall  be  such  as 
will  best  suit  the  arrangement  and  the  thickness  of  the  base 
metal  to  be  joined.  The  current  ranges  in  Fig.  10  are  given 
as  a  guide  in  selecting  the  best  operating  conditions  for 
various  electrode  sizes  and  plate  thicknesses  for  flat,  verti¬ 
cal  and  overhead  welding.  In  special  cases,  other  approved 
sizes  and  amounts  of  current  may  be  specified.  The  cur¬ 
rent  and  voltage  used  shall  be  measured  by  suitable  meters, 
eithei  mounted  on  the  arc  welding  panel,  or  portable,  for 
use  at  the  point  of  welding.  Allowance  shall  be  made  for 
lme  drop  where  the  meters  are  not  adjacent  to  the  point 
of  welding. 
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Current  Values  and  Sizes  of  Heavily  Coated  Electrodes 
for  Various  Plate  Thicknesses  for  Manually  Welded 

Operations. 


to  allow  the  molten  metal  in  the  pool  to  solidify  and  to 
preheat  the  plates  ahead  of  the  crater. 


Vertical  Butt  Weld — First  Layer. 

FIG.  11 

The  above  cycle  of  operation  shall  be  repeated  all  the 
way  up,  each  time  depositing  a  thin  layer  of  metal  on  top 
of  the  preceding  layer.  The  travel  speed  on  the  first  pass 
shall  be  regulated  to  limit  the  deposit  to  the  equivalnt  of 
about  a  %  -in.  fillet  weld.  On  succeeding  passes,  the  thick¬ 
ness  shall  not  exceed  %  or  5/32  in.  The  successive  passes 
shall  be  made  by  this  up  and  down  technique  or  by  suc¬ 
cessive  horizontal  weaving. 

If,  in  making  the  second  and  succeeding  passes,  a  pro¬ 
cedure  similar  to  that  of  the  first  pass  shall  be  used,  the 
motion  (Fig.  12)  to  be  across  the  pool  or  shelf,  then  up- 
wairl  and  back  at  one  side  of  the  “V,”  then  across  the 
shelf  to  the  other  side,  and  up  and  back  to  the  shelf 
again.  The  up  and  down  motions  shall  be  done  rapidly, 
lengthening  the  arc  while  doing  so.  If  the  procedure  of 
weaving  straight  across  is  used,  it  shall  be  similar  to  the 
above  except  that  the  up  and  down  motion  at  each  end  of 
the  shelf  is  eliminated. 


Vertical  Butt  W eld — Second  I  aver 

FIG.  12 


FIG.  10 

PROCEDURE  FOR  FLAT  BUT 
VhLDb.  In  making  butt  welds  on  bevel  joints,  weave  tl 
electrode  from  one  side  of  the  joint  to  the  other.  Th 
weaving  may  not  be  necessary  on  the  first  pass.'  Thes 
oscillations  shall  be  regulated  so  that  the  weld  metal  fust 
"I!?,  th< Ls.,de ,  wall,s  without  directing  the  arc  against  th 
wails,  this  shall  be  accomplished  by  pointing  the  electrod 
downward  and  allowing  the  outer  edges  of  the  arc  to  pla 
lightly  on  the  walls.  A  stay  shall  be  made  long  enoug 
on  the  turns  to  insure  complete  fusion  into  the  side  walk 
l  he  travel  speed  shall  be  regulated  to  limit  the  thicknes 
GiA-t  .ycr  per  pass  to  not  more  than  y8  in. 

holding  procedure  for  vertical  ani 

OVERHEAD  BUTT  WELDS.  One-eighth  (/8)-in.  an. 
'  diameter  electrodes  should  be  used  in  the  vertica 

•uid  overhead  welding  positions,  but  the  3/ 16-in.  diametei 
"iay  be  used  in  vertical  welding  when  necessary. 

V  ertical  welds  shall  be  made  by  welding  upward  Th< 
'irst  pass  shouldbe  started  by  oscillating  or  weaving  th* 

mot  ne-ir°m  Slde  to  Slde  (plg-  11A )  to  Produce  a  welc 
metal  bridge  across  the  “V.”  Then  the  arc  is  to  be  movec 

•‘V>»d/u-Up^od  for  ^  t°  M  along  the  bottom  of  the 
r\ g-  drawing  a  long  arc  (about  30  volts),  and 

•i  ”  back  ?0wn  to  the  crater  again  (Fig  11C),  shortening 
to  ,ts  pr<rv,ous  length.  The  movement  up  and  down 

■ffil  r3rc  f’0!!1  1/3  sec-  and  *  easily  accom- 

shed  with  a  bending  action  of  the  wrist.  Its  purpose  is 


bur  overhead  butt  welds,  the  procedure  shall  be  the  same 
as  that  previously  described  for  vertical  welds.  The  elec¬ 
trode  shall  be  pointed  upward  and  sometimes  leaning 
slightly  forward,  as  shown  in  Fig.  13.  A  shelf  on  which  to 
work  shall  be  deposited  at  the  start  and  the  cycles  of  opera¬ 
tion  shall  be  the  same  as  those  for  vertical  welding. 

direction 


OF  WELDING 


FIG.  13 
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WELDING  PROCEDURE  FOR  FLAT  AND  OVER¬ 
HEAD  FILLET  WELDS.  For  light  fillet  welds  04  m. 
or  less)  and  the  first  pass  of  multiple  pass  welds,  the 
electrode  shall  be  moved  only  in  the  direction  of  travel. 
The  second  and  successive  passes  or  heavy  single-pass 
welds  (Vt,  in.  for  example)  shall  be  made  by  weaving  the 
electrode  in  a  plane  making  an  angle  of  about  30  degrees 
with  the  underside  of  the  plate,  as  shown  in  big.  14.  i  he 
solid  line  represents  actual  welding.  The  dotted  line  rep¬ 
resents  an  upward  skip  done  in  about  1/3  sec. 

WELDING  PROCEDURE  FOR  VERTICAL  FILLET 
WELDS.  Vertical  fillet  welds  shall  be  made  in  the  same 
maimer  as  vertical  butt  welds. 

WELDING  PROCEDURE  FOR  MULTI-LAYER 
FILLET  WELDS  IN  ANY  POSITION.  In  certain 
cases  fillet  welds  insizes  up  to  %  in.  may  be  made  in  a 
single  pass  by  holding  the  electrode  at  a  suitable  angle  an 
moving  it  along  at  a  uniform  rate.  Where  the  fillet  weld 


requires  more  than  one  layer,  the  second  and  subsequent 
layers  shall  be  deposited  as  a  complete  spread  over  the 
previously  deposited  metal  or  in  two  or  more  parts  as  shown 
in  Fig.  15. 

Alternate  Methods  of  Making 
Multi-Layer.  Welds 


properly  perform  the  welding  operation.  The  criterion  for 
welding  flame  regulation  is  that  the  inner  cone  or  inner 
cones  should  be  ot  a  size  and  character  which  produce  suffi¬ 
cient  heat  to  maintain  the  welding  puddle  in  a  quiet  molten 
state,  and  to  cause  fusion  of  the  welding  puddle  with  the 

base  metal.  .  .  ^  ,, 

The  orifice  of  the  welding  tip  shall  be  kept  clean  at  all 
times  during  the  welding  operation  so  that,  the  regular  and 
symmetrical  inner  cone  or  cones  can  be  maintained. 

WELDING  ROD.  The  size  of  the  welding  rod  to  be 
used  shall  be  such  that  the  rod,  shall  be  of  sufficient  diam- 
eter  to  maintain  the  welding  puddle  in  a  quiet  molten  state. 

STARTING  WELDS.  In  starting  a  weld,  the  base 
metal  shall  be  heated  to  a  dull  red  for  a  distance  of  from 
1  to  2  in.  along  the  joint  so  that  the  point  of  welding  can 
be  brought  to  the  fusion  temperature  evenly  before  welding 
rod  is  added.  If  the  weld  is  stopped  for  any  reason,  the 
same  precautions  should  be  observed  upon  restarting. 

WELDING  TECHNIQUE— GENERAL.  The  welding 
torch  and  welding  rod  shall  be  manipulated  so  as  to  main¬ 
tain  a  definite  puddle  of  molten  weld  metal  without  over¬ 
heating  either  the  base  metal  or  deposited  metal.  .  1  he  end 
of  the  welding  rod  shall  be  kept  within  the  limits  of  the 
puddle  at  all  times,  particular  care  being  taken  not  to 
disturb  the  rear  edge  of  the  puddle  which  might  cause  slag 
on  the  surface  to  become  entrapped  in  the.  weld  metal.  In 
manipulating  the  flame,  the  tip  of  the  inner  cone  shall 
preferably  not  touch  either  base  metal,  puddle  or  welding 

' U  Either  backhand  or  forehand.  technique  mav  be  employed. 
The  various  positions  of  welding  rod  and  flame  with  re¬ 
spect  to  each  other  in  backhand  and  forehand  techniques 

are  illustrated  in  Figs.  16  and  17. 

In  carrying  the  puddle  forward,  the  base  metal  sui  faces 
just  in  advance  of  the  puddle  shall  be  prepared  for  fusion 
with  the  puddle  by  melting  sufficient  surface  metal  to 
remove  oxides  and  expose  sound  base  metal.  In  some 
cases  this  depth  of  melting  may  be  1/32  in.  or  less.  Manipu¬ 
lation  of  the  rod  and  flame  in  controlling  the  puddle  shall 

FIG.  16 

Positions  of  Rod  and  Flame  in  Backhand  Technique. 

Arrow  indicates  direction  of  welding. 


Flat,  Vertical,  or  Overhead  Fillet  Weld. 

FIG.  15 

V.  Requirements  for  Gas  Welds. 

WELDING  FLAME.  Torches  may  be  either  single  or 
multiple  flame.  The  adjustment  of  the  welding  flame  shall 
be  the  same  as  used  in  the  qualification  tests. 

The  size  of  the  inner  cone  or  inner  cones  shall  be  regu¬ 
lated  for  varying  thicknesses  of  base  metal  so  that  the 
nroper  amount  of  heat  and  flame  condition  is  obtained  to 
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FIG.  17 

Positions  of  Rod  and  Flame  in  Forehand  Technique. 


be  such  that  at  no  time  is  molten  metal  from  the  puddle 
permitted  to  now  ahead  until  this  melting  has  occurred 
b or  welding  in  positions  other  than  flat,  it  shall  be  per¬ 
missible  to  carry  a  fairly  shallow  puddle  for  convenience 
contronmg  it.  When  using  backhand  technique,  this 
s  .ll  be  by  distributing  the  molten  metal  in  the  puddle 
with  the  end  of  the  welding  rod,  providing  the  puddle  is 
kept  sufficiently  molten  so  that  surface  oxides  do  not  become 
entrapped  in  the  weld. 

FILLET  W  ELDS.  When  fillet  welding  in  the  flat  posi¬ 
tion  there  is  a  tendency  for  the  top  plate  to  melt  before 
the  bottom  plate.  1  his  shall  be  avoided  by  pointing  the 
flame  more  against  the  lower  plate  as  shown  in  Figs  16 
and  17.  It  is  essential  that  fusion  be  secured  at  the  inside 
corner  or  root  of  the  joint,  the  welding  rod  and  inner 
cone  shall  be  manipulated  s0  this  result  will  be  secured 
It  desired,  the  welding  rod  may  be  stirred  lightly,  weli 
within  the  bounds  of  the  puddle,  to  maintain  a  shallow 
puddle  and  distribute  the  molten  metal  so  as  to  obtain  readily 
welds  of  proper  size  and  shape. 

BUTT  WELDS.  When  butt  welding  in  the  flat  position, 
manipulation  of  rod  and  inner  cone  shall  be  such  that  the 
bottom  of  the  vee  is  fused  together  at  the  same  time  but 
in  advance  of  the  upper  walls  of  the  vee  so  that  the  weight 
of  the  puddle  does  not  cause  molten  metal  to  sag  inside 
the  joint.  Where  spacing  of  the  joint  exceeds  1/6  in.,  it  is 
allowable  to  weld  the  bottom  of  the  vee  together  in  a  sep- 
aiate.  operation,  J/2  in.  to  I  in.  at  one  time  ahead  of  the 
principal  point  of  welding. 

MULTI-LAYER  WELDING.  Multiple  layer  welding 
may  be  used  in  place  of  single  layer  welding  for  all  posi¬ 
tions  of  welding  and  thicknesses  of  metal,  but  especially 
for  welds  of  larger  size.  The  criterion  shall  be  the  size 
<>f  puddle  that  can  most  effectively  be  carried  by  the  welder 
toi  the  particular  position  of  welding.  If  the  completion 
of  a  weld  in  one  layer  requires  a  puddle  larger  than  indi¬ 
cated  by  this  criterion,  two  or  more  layers  shall  be  made. 

1  he  layers  of  the  weld  may  be  made  continuously  for 
the  full  length,  or  the  welding  may  be  done  bv  the  “step” 
method  illustrated  in  Fig.  18. 


FIG.  18 

Step’  Method  of  Multi-Layer  Welding. 


PIATE 

Thickness 


Sequence  of  “Step"  Welds  Shown  by  Numbers. 

VI.  Illustrations  of  Butt  and  Fillet  Welds. 
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FIG.  20 


FIG.  21 


NOTICE 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample,  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of.  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  Board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  w.l 
be  held  in  abeyance  by  reason  of  failure  of  the  appel  an 
or  applicant  to  file  necessary  data,  or  by  any  other  method 

of  delay. 

Sixth.  That  no  appeal  or  application  will  be  accepted  for 
filino-  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
anpeal  or  application  forms. 


FORMS  FOR  NOTICE  TO  PROPERTY  OWNERS 


Applicants,  under  the  building  zone  resolution,  are  en¬ 
titled  to  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conveni¬ 
ence  in  notifying  property  owners,  they  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
Room  1018,  Municipal  Building,  Manhattan,  at  three  cents 
each— postage  to  be  added  if  the  forms  are  forwarded  by 
mail. 
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RULES  FOR  INSPECTION  OF  APPROVED  OPENING  PROTECTING  ASSEMBLIES. 

ADO  I  TED  B\  THE  BOARD  OF  STANDARDS  AND  APPEALS  OCTORFR  ichq 
TIVE,  IN  ACCORDANCE  WITH  SECTION  665,  SUBDIVltlON  C  OF  T™  NEWYqIk 

CITY  CHARTER,  NOVEMBER  13,  1939. 


Authority : 


(1139-39-SR) 


Pursuant  to  the  authority  vested  in  the  Board  of  Stcrnd- 
ardsand  Appeals  by  Section  666,  paragraph  2,  Charter  of 
the  City  of  New  York  and  C26- 189.0  Administrative  Build- 
anc*  C26-610.0  Administrative  Building 
C°de  (  10.1.18)  and  C26-660.0,  661.0  and  662.0  Administrative 
Butldmg  Code  (10.8.1,  2  and  3). 

. j'ote:  Where  reference  in  parenthesis  appears  after  the 
Administrative  Building  Code  section  it  refers  to  the  section 
of  the  New  Budding  Code  as  formerly  numbered. 

Rule  1 — Scope 

11  Before  any  Opening  Protective  Assembly  is 
Hsed  .  und<T  the  provisions  of  the  Administrative 
Building  Code,  it  shall  be  tested  as  required  in  Sec¬ 
tion  C26-61 0.0  (10.1.18)  and  its  Fire-Resistive  Rating 
shall  ^  be  designated^  as  “^-Hour”,  “1-Hour”,  “1  y2. 
Hour  ’,  or  “3-Hour”,  in  accordance  with  the  approval. 

1  2  Before  engaging  in  the  manufacture  of  ap¬ 
proved  Opening  Protective  Assemblies,  the  manufac- 
turer  shall  have  an  established  plant  completely  equipped 
with  the  necessary  facilities,  machinery  and  tools  for 
the  manufacture  of  the  Opening  Protective  Assemblies. 

1  3  Before  applying  for  approval  of  plant  and  per¬ 
mission  to  manufacture  approved  Opening  Protective 
Assemblies,  the  manufacturer  shall  file  a  list  of  his 
equipment  and  facilities  with  the  Board  of  Standards 
and  Appeals,  together  with  a  statement  of  the  name 
type  spec: ficahons  and  details  of  the  approved  door’ 

\\  uch  he  agrees  to  manufacture  in  accordance  with  the 
rules  and  regulations  of  the  Board  and  the  require¬ 
ments  of  the  Administrative  Building  Code. 

1  4  All  Opening  Protective  Assemblies  made  under 
any  approval  issued  by  the  Board  of  Standards  and 
Appeals  for  the  manufacture  of  approved  Opening 
Pro  cct,ve  Assembly  of  “iK-Hour",  “1-Hour”,  “1  yl 
j  ?r  THour  rating  shall  be  rejected  on  evi- 
dence  that  such  Opening  Protective  Assemblies  are 
t  manufactured  or  labelled  in  accordance  with  the 
approved  specifications  of  the  Board. 

Rule  2 — Inspections. 

2],  JNo  Opening  Protective  Assemblies  shall  be  in- 

Assomhl?  T  [lding-  UntiI  such  °PeninS  Protective 
Assemblies  have  been  inspected  and  labelled  either  by 

the  Borough  Superintendent,  or  by  a  recognizd  testing 
laboratory  or  other  qualified  person  or  agency  approved 
oy  the  Board  as  having  proper  facilities. 

2.2  Before  issuing  any  label  for  the  use  of  an  ap¬ 
proved  Opening  Protective  Assembly,  the  authorized 
inspection  agency  shall  first  notify  the  Borough 


Superintendent  that  inspection  will  be  made  by  him 
of  the  materials  and  construction  entering  into  the 
assembly  of  the  Opening  Protective  Assemblies,  stating 
the  location  of  the  oremises  where  the  Opening  Pro¬ 
tective  Assemblies  will  be  used,  the  Building  Permit 
number,  the  name  of  the  approved  Opening  Protective 
Assembly  and  the  manufacturer  and  the  number  of 
such  units  to  be  manufactured. 

Note:  Where  an  Opening  Protective  Assembly  is  of 
fire-proofed  wood,  such  wood  shall  be  submitted  to 
tests  for  fireproofed  wood,  as  prescribed  in  the  Admin- 
Building  Code,  Section  C26-331.9  (7.2.3.1  to 
7.2.3. 9  inclusive). 

2  3  After  the  materials  have  been  cut  and  inspected 
the  authorized  inspection  agency  shall  inspect  the’ 
assembly  and  fabrication  of  the  parts  and  shall  issue 
an  approved  label  only  if  the  completed  Opening 
rotective  Assemblies  comply  in  all  respects  with  the 
approved  specifications  on  file  in  the  Roard  of 
Standards  and  Appeals. 

Rule  3 — Labels. 

3.1  Every  approved  Opening  Protective  Assembly 
hetore  installation  in  a  building  under  the  provisions 
ot  the  Administrative  Building  Code  shall  have  se¬ 
curely  attached  to  it,  a  metal  label  of  a  design 
approved  by  the  Board,  giving  the  name  of  the 
Opening  Protective  Assembly,  the  calendar  number 
oi  the  approval  of  the  device,  the  fire-resistive  rating 
the  serial  number  of  the  specific  type  of  door  and 
buck,  or  window^  the  year  of  manufacture  and  the 
name  of  the  inspection  agency. 

3.2  After  attachment  of  the  Serial  Label  to  the 
pening  Protective  Assembly,  the  inspection  agency 

shall  advise  the  Borough  Superintendent  the  serial 
numbers,  the  address  of  the  premises  and  the  Build- 

teSiveeA”slmbr“berS  °f  *he  apProved  0penin|!  Pr°- 

.3  3  The  manufacturer  may  also  attach  to  the  Open¬ 
ing  Protective  Assembly,  a  metal  label  giving  the 
name  and  location  of  the  manufacturer.  He  shall 

k^ep  an  °®ce  .  r?cord  showing  the  location  of 
each  Opening  Protective  Assembly  manufactured  by 
him,  its  serial  label  number  and  the  Building  Permit 
number;  and  this  record  shall  be  open  for  inspection 
cT  authorized  representative  of  the  Board  of 

and"BuUdlng".d  APPea'S  ^  *'  Department  ”f  Housing 

3  4  Every  labelled  Opening  Protective  Assembly 
shall  be  constructed  and  installed  in  all  essentials  as 
tested  and  approved  and  arranged  to  receive  hard¬ 
ware  of  an  equal  type,  quality  and  material  and 

metal  n°  greater  cuttinS  away  of  the  wood  or 
meta  than  on  the  approved  Opening  Protective  As¬ 
sembly,  as  tested. 


.itJStr  co“fo)  FoSg  *re  g*;  ?Slt8heMffiCe  0f|tRe  ?Td  *  Standards  a"< 

If  they  desire  additional  copies,  for  their  own  conven-  Sch-Dosta^M^ M,anhattan-  at  three  cents 
■ence  in  notifying  property  owners,  they  may  obtain  Juch  mail.  *  1  b  added  ,f  the  forms  are  forwarded  by 


MULTIPLE  DWELLING  LAW  ON  SALE 

the° Distn-?  ttbe  n— le  Dwe,1Iin^  Law  are  now  on  sale  at 
?2nu  b  tPm1?10"  of  the  City  Record  Office,  Room 

^  G^sUnnf,P?  BudIdmg’  Manhattan-  pr>ce  50c;  by  mail  54c. 
copies  of  the  Supplemental  Rules  and  Regulations  of 


the  Housing  Division  of  the  Department  of  Housing  and 

Fh-edTnSP°n  Flfe  RetardinS’,Fire  Escapes,  Fire  Stairs  and 
Fire  Towers  are  now  on  sale  at  the  Distribution  Division 
of  the  City  Record  Office,  Room  2213,  Municipal  Build¬ 
ing,  Manhattan.  Price  10c;  hy  mail  12c. 
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RULES 


FIRE  RETARDING  RULES  FOR  GARAGES,  ETC. 


Adopted  by  the  Board  of  Standards  and  Appeals  Aug. 
30,  1917;  Amended  Nov,  1,  1917,  and  Feb.  3,  1922. 


Rule  1  Fire  Retarding  Materials  for  Garages,  Motor 
Vehicle  Repair  Shops  and  Oil  Selling  Stations.  In 

oarages  motor  vehicle  repair  shops  and  oil  selling  stations 
anl  material  or  form  of  construction  shall  be  deemed  fire- 
retarding  within  the  meaning  of  §73,  subdivision  3,  ot  the 
building  code  that  resists  the  action  of  flame  and  heat 

whS  fub  eSd  to  a  continuous  for  one  hour  a.  an 

average  temperature  of  seventeen  hundred  (1700)  decrees 
Fahrenheit  without  the  passage  of  fame,  and  with  a  max- 
imum  tempei ature  rise  to  four  hundred  (400)  decrees 
Fahrenheit  on  the  side  away  from  the  fire.  Thejpomt  a 
which  the  temperature  ot  transmitted  heat  is  measured 
shall  be  protected  from  external  air  and  weather  conditions. 

When  the  test  specimen  is  in  the  form  of  partition  con¬ 
struction,  the  area  under  test  shall  be  not  less  than  one 
hundred  (100)  square  feet  and  least  dimension  shall  be  not 
less  than  nine  (9)  feet.  When  in  the  form  of  floor  con¬ 
struction  the  area  under  test  shall  be  not  less  than  two 
hundred  ’  (200)  square  feet  and  the  least  dimension  shall 
he  not  less  than  fourteen  (14)  feet. 

During  the  fire,  the  floor  construction  shall  support  the 
live  load  for  which  it  is  designed  and  after  the  fire  shall 
safely  sustain  twice  the  designed  live  load  with  a .maximum 
deflection  of  not  more  than  one  two-hundredth  (1/200) 

part  of  the  span.  .  ...  , 

Rule  2.  Wood  Joisted  Floor  Construction.  Wood 

jointed  floor  construction  shall  be  accepted  as  fire-retarding 
construction  in  non-fireproof  buildings  used  as  gaiages,- 
motor  vehicle  repair  shops  or  oil  selling  stations  when  the 
beams  are  protected  on  the  upper  and  under  sides  with  the 
fire-retarding  materials  specified  in  rules  foi  floor  and 
ceiling  coverings. 

Rule  3  Floor  Covering.  Any  one  of  the  following 
forms  of  construction  shall  be  accepted  as  fire-retarding  for 
the  covering  of  the  upper  sides  of  wood  floor  beams  in 
joisted  floor  construction  in  non-fireproof  buildings  used  a. 
garages,  motor  vehicle  repair  shops  or  oil  selling  stations. 

"  (a)  Seven-eighths  (Vs)  inch  wood  underflooring 
protected  with  a  membrane  of  two-ply  wafe^Pr°°m?f 
covered  with  not  less  than  two  and  one-half  (2/?) 
inches  of  1:254:5  concrete  or  better,  reinforced  with 
not  less  than  one-fourth  (54)  of  one  (1)  per  cent  of 
steel  mesh ; 

(b)  Two  and  one-half  (254)  inches  of  1:2:4  concrete 
applied  directly  to  the  top  of  the  joists,  with  or  without 
temporary  support,  reinforced  with  not  less  than  one- 
fourth  of  one  per  cent  steel  rods,  mesh  or  steel  lath,  and 
havincr  the  tops  of  the  joists  coated  with  approved 
waterproof  paint  or  protected  by  tar  paper  on  the  top 
and  on  the  sides  for  a  distance  of  three  inches  from 

the  top. 

Rule  4.  Ceiling  Covering.  Any  one  of  the  following 

forms  of  construction  shall  be  accepted  as  fire-retarding  for 
the  covering  of  the  undersides  of  wood  floor  beams  m 
joisted  floor  construction  in  non-fireproof  buildings  used  as 
garages,  motor  vehicle  repair  shops  or  oil  selling  stations: 

’  (a)  One-half  (54)  inch  plaster  boards,  or  three- 
eighths  (Vs)  inch  gypsum  wall  boards  weighing  not  less 
than  16  pounds  per  square  yard  with  pointed  joints 
covered  with  No.  26  U.  S.  gauge  sheet  metal  with  one 
(1)  inch  lapped  seams  nailed  to  the  wood  beams  when 
spaced  not  more  than  sixteen  (16)  inches  on  centers,  or 
nailed  to  furring  strips  when  the  floor  beams  are  spaced 
more  than  sixteen  (16)  inches  on  centers, 

(b)  Two  thicknesses  of  one-quarter  ( 54 )  inch  asbes¬ 
tos  board  laid  with  tight  staggered  joints  and  nailed  to 
the  beams,  when  spaced  not  more  than  sixteen  (16) 
inches  on  centers,  or  nailed  to  furring  strips  when  the 


floor  beams  are  more  than  sixteen  (16)  inches  on 

(c)  Metal  lath  weighing  not  less  than  three  pounds 
per  square  yard,  attached  to  furring  strips  and  plastered 
with  Portland  cement  mortar  at  least  thee-quartei  s 
(24)  inch  thick. 

Rule  5  Attachment  to  Ceiling.  Fire-retarding  ceil¬ 
ings  in  non-fireproof  buildings  used  as  garages,  motor  vehi¬ 
cle  repair  shops  or  oil  selling  stations  shall  be  attached  to 
wood  floor  beams  and  girders  in  such  manner  as  to  main¬ 
tain  an  air  space  between  the  wood  beams  and  all  wood 
beams  shall  be  seasoned  before  applying  the  protective  coat. 

Rule  6.  Openings  in  Fire-Retarding  Floors.  Pipes 
or  conduits  which  pass  through  floors  shall  be  fitted  wit  i 
metal  thimbles  and  made  watertight  for  a  height  of  three 
(3)  inches  above  the  floor. 

Rule  7.  Columns.  All  structural  posts  and  columns 

in  non-fireproof  buildings  required  to  be  fire-retarded  shall 
be  protected  with  fire-retarding  materials  specified  for  ceil¬ 
ing  coverings  in  these  rules,  or  with  any  of  the  materials 
accepted  in  fireproof  construction;  except  that  an  air  space 
shall  not  be  required  around  steel  or  cast  iron  columns. 

Where  necessary  for  protection  against  mechanical  in¬ 
injury,  the  fire-retarding  protection  on  columns  shall  be 
jacketed  to  a  height  of  five  (5)  feet  from  the  ground  with 

No.  4  U.  S.  gauge  metal.  .  ,  .  ..  . 

Rule  8  Girders  All  girders  in  non-fireproof  build¬ 
ings  required  to  be  fire-retarded  shall  be  protected  with  the 
fire-retarding  materials  specified  for  ceiling  coverings  in 
these  rules,  or  with  any  of  the  materials  acceptable  in  fire¬ 
proof  construction;  except  that  an  air  space  need  not  be 

provided  around  steel  girders.  .  , 

Rule  9.  Shaft  Enclosures.  Existing  stairways  and 

vertical  shafts  in  non-fireproof  business  buildings  hereafter 
converted  to  be  used  as  garages,  motor  vehicle  repair  shops 
or  oil  selling  stations  shall  be  enclosed  m  fire-retarding  par- 
titions  continued  through  the  non-fireprooff  floor  construc¬ 
tion  and  when  unfilled  wood  stud  partitions  are  used,  the 
space  between  the  floor  beams  shall  be.  fire-stopped  with 
incombustible  materials.  AH  openings  in  such  partitions 
shall  be  protected  with  accepted  metal-covered  fire  doors  ; 
or  windows.  Wherever  necessary  for  protection  against 
mechanical  injury,  the  partition  shall  be  jacketed  to  a  height 
of  five  (5)  feet  on  the  garage  side  with  No.  4  LLb.  gauge 
metal.  Any  one  of  the  following  forms  of  partitions  shall  • 

be  accepted  for  the  enclosure : 

(a)  Two  by  four  inch  wood  studs,  spaced  not  more 

than  sixteen  (16)  inches  on  centers,  covered  both  sides 
with  metal  lath  weighing  not  less  than  three  pounds  per  . 
square  yard,  attached  to  furring  strips  and  plastered 
with  Portland  cement  mortar  at  least  three-quarters 

(24)  of  an  inch  thick;  .... 

(b)  Two  by  four  inch  wood  studs  placed  not  more 
than  sixteen  (16)  inches  on  centers,  covered  both  sides 
with  seven-eighths  (Vs)  inch  wood  sheathing  one-halt 
04)  inch  plaster  boards  with  pointed  joints  and  No.  /o 
U.  S.  gauge  sheet  metal  with  one-inch  lapped  seams; 

(cj  Two  by  four  inch  wood  studs  spaced  not  more 
than  sixteen  (16)  inches  on  centers,  covered  both  sides 
with  seven-eighths  (Vs)  inch  wood  sheathing,  two 
thicknesses  of  one-quarter  04)  inch  asbestos  board.- 
laid  with  tight  staggered  joints  and  jacketed  with  No 
16  U.  S.  gauge  metal  on  the  garage  side  to  a  height  ot 

five  (5)  feet; 

(d)  Two  bv  four  inch  wood  studs  spaced  not  more 
than  sixteen  '(16)  inches  on  centers,  filled  in  solidly 
between  the  studs  with  four  inches  of  approved  fire¬ 
proof  materials  and  covered  on  both  sides  with  No.  20 

U  S.  gauge  metal ;  .  . 

"  (e)  Existing  wood  stud,  lath  and  plaster  partitions 

covered  on  the  garage  side  with  No.  26  U.  S.  gauge 
sheet  metal  with  one  inch  lapped  seams. 
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Bernard  A.  Savage 
Charles  M.  Blum 
Chief  John  J.  McCarthy 
Joseph  J.  Doyle,  Chief  Clerk 


PUBLIC  HEARINGS 

1  uesdays,  at  10  a.  m.  and  2  p.  ni. 

special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Building 
Borough  of  Manhattan. 


Ji-fice—  Municipal  Building,  Rooms  1000  to  1018. 
'elephone— WOrth  2-0184. 

)ffice  Hours  for  Public-9  a.  m.  to  4  P.  m.  daily  exceot 
Saturdajs  during  July  and  August. 

Address  all  communications  to  the  Chairman. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  hoard,  will  he  seen 
only  between  the  hours  of  ten  in  the  morning  anti  one  in 
the  arternoon — Saturdays  excepted. 


CONTENTS 


his  issue  of  the  Bulletin  contains  in  the  order  given— 


ocket. 


oles  Directory. 


Jles  for  the  Manufacture,  Testing  and  Use  of  Concrete 
Masonry  Units. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  he  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
he  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commissioner 
of  buildings  or  fire  commissioner)  and  file  with  this  hoard 
a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directons. 

HARRIS  H.  MURDOCK,  Chairman, 


1209 


CALENDAR 


DOCKET. 

New  Cases  Filed  up  ao  August  27,  1940. 

Cal.  No.  Department.  Premises  Affected. 

863-40-SM . Safe-T-Metal  Company  Abrasive 

Surfaced  Metal  Castings, 
manufactured  by  Safe-T-Metal 
Company,  Material. 


864_40-A . H.B.B . 511  Bedford  avenue,  east  side,  10 

ft.  south  of  Taylor  street 
(Block  No.  2177,  Lot  No.  8), 
Borough  of  Brooklyn, 

Decision — re  Alt.  5458-38. 


865-40-BZ.  ..  .H.B.B . 368-378  Kings  highway,  south¬ 

west  corner  of  West  Third 
street  (Block  No.  6653,  Lot 
Nos.  34,  38,  43  and  44),  Bor¬ 
ough  of  Brooklyn, 

D.C.  Applic.  1218-40. 


866-40- A . F.D . Transportation  of  fuel  oil  in 

three  (3)  compartment  tank 
on  Tractor  Trailer  Unit  (oil 
not  in  conformity  with  Fire 
Department  specifications  gov¬ 
erning  tank  trucks)  in  New 
York  City,  Decision. 


867-40-  \  .H.B.Q . 46-03,  46-07,  46-11,  46-15,  46-19, 

46-23,  46-27,  46-31,  46-35,  46- 
39,  46-43,  46-47  and  46-51 
192nd  street,  southeast  corner 
of  46th  avenue,  northeast  cor¬ 
ner  of  47th  avenue  and  east 
side  of  192nd  street,  40  ft.,  80 
ft.,  120  ft.,  160  ft.,  200  ft.,  240 
ft.,  280  ft.,  320  ft.,  360  ft.,  400 
ft.  and  440  ft.  south  of  46th 
avenue  (Block  No.  5548,  Lot 
No.  1),  Flushing,  Borough  of 
Queens, 

N.B.  5632-40  to  N.B.  5637-40, 
inclusive,  and  N.B.  5181-40 
to  N.B.  5187-40,  inclusive. 


868-40-A  ....H.B.Q . 45-35,  45-39,45-43,  45-47,  45-51, 

45-55,  45-59,  45-63  and  45-67 
192nd  street,  northeast  corner 
of  46th  avenue  and  east  side  of 
192nd  street,  40  f  t.,  80  ft.,  120 
ft.,  160  ft.,  200  ft.,  240  ft.,  280 
ft.  and  320  ft.  north  of  46th 
avenue  (Block  No.  5534,  Lot 
No.  135),  Flushing,  Borough 
of  Queens, 

N.B.  5638-40  to  N.B.  5646-40, 
inclusive. 


869-40- A . H.B.Q . 46-28,  46-32,  46-36,  46-40  and 

46-46  192nd  street,  southwest 


corner  of  46th  road,  northwest 
corner  of  Hollis  Court  boule¬ 
vard,  189-46  and  189-50  46th 
road,  south  side,  100  ft.  and 
140  ft.  west  of  192nd  street 
(Block  No.  5533,  Lot  No.  13), 
Flushing,  Borough  of  Queens, 
N.B.  5188-40  to  N.B.  5192-40, 
inclusive,  N.B.  5656-40  and 
N.B.  5657-40. 


870-40-A . H.B.Q . 46-04,  46-08,  46-12,  46-16  and 

46-20  192nd  street,  northwest 
corner  of  46th  road,  southwest 
corner  of  46th  avenue  and 
west  side  of  192nd  street,  40 
ft.,  80  ft.  and  120  ft.  south  of 
46th  avenue  (Block  No.  5532, 
part  of  Lot  No.  28),  Flushing, 
Borough  of  Queens, 

N.B.  5649-40  to  N.B.  5653-40, 
inclusive. 


871-40-A . H.B.Q . 45-66  and  45-70  192nd  street, 

northwest  corner  of  46th  ave¬ 
nue  and  west  side  of  192nd 
street,  40  ft.  north  of  46th 
avenue  (Block  No.  5531,  Lot 
No.  50),  Flushing,  Borough 
of  Queens, 

N.B.  5647-40  and 
N.B.  5648-40. 


872-40- A . H.B.B . 385  Myrtle  avenue,  north  side, 

50  ft.  east  of  Clermont  avenue 
(Block  No.  2046,  Lot  No. 
94),  Borough  of  Brooklyn, 

Alt.  3457-40. 


g73_40-SM . Will  and  Company  Hollow  Ce-. 

ment  Blocks,  size  8  in.  x  8  in. 
x  16  in.,  manufactured  by  Will 
and  Company,  Material.. 


874-40-A . H.B.Q... 


.80-03  and  80-07  189th  street, 
southeast  corner  of  Union; 
Turnpike  and  east  side  of 
189th  street,  40  ft.  south  of. 
Union  Turnpike  (Block  No. 
7267,  Lot  No.  1),  Flushing, 
Borough  of  Queens, 

N.B.  5242-40  ant 
N.B.  5243-40 


875-40-A . H.B.Q . 47-06  and  47-14  Fresh  Meadow 

lane,  northwest  corner  o 
Auburndale  lane  (Block  No 
5579,  Lot  No.  1),  Flushing 
Borough  of  Queens, 

N.B.  4139-40  am 
N.B.  4140-4C 
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876-40- A . F.D.. 


877-40-SM 


878-40-A . H.B.Q. 


.5073-5075  Broadway,  west  side, 
238.64  ft.  south  of  West  218th 
street  (Block  No.  2243,  Lot 
No.  266),  Borough  of  Man- 
hattan-  23200-L.C. 

■  Silicair  Acoustical  Units,  manu¬ 
factured  by  Western  Silicair 
Products  Company,  Material. 

.108-29  Queens  boulevard  and 
109-01  to  109-07  71st  road, 
northwest  corner  (Block  No. 
2224,  Lot  No.  1),  Forest 
Hills,  Borough  of  Queens, 

Alt.  1820-40  and  Misc. 

Applic.  7571-40. 


of  Housing:  and  Buildings.  Richmond” hr  Department 

Housing  and  Buildings  Bronx-  •  H  n  ’  wil?XVTDepai  tment  of 
r.n—Fire  Department  H.D.— Health  Department,  and 


RULES 

Blended  Cements,  Rules  for  Testing  ^  PubIication  ip  Bulletin 

3o'  gJfcK  s  »«. « 

( ei  tificate  of  Occupancy,  approved  ’  ‘  26,  No'  31 

c„„c,T  Fiat  sm,„;  n„t.,  :  g-  «■  £»• « 

Concrete  Masonry  Units,  Rules  for  '  No'  28 

Manufacture,  Testing  and  Use 

Concrete"  It"uiM""(Hydrated''Liine)!!™ Aug."  ^  IS 7- Vo!'.  22,  So.  31 


Elevator  Rules  Mni.  ,  10,,c  ,,  ,  „ 

awww-  B  if  |  £  *** 

?!£  SSM2-  *>*•*»)  w  is;  mL%1:  If:  &  If 

Fire-resistive.  Flameproof  Materials  ^  ’  1940~Vo1-  25-  No.  21 

“•  *•«-»*  «■  Ha  so 

etc  ”  L 

Fireproof  Wood;  Testing  of . Apf  13  26’  £<>.  34 

Frame  Garages,  Ruling  for  Jan'  2l’  1919~Vn  '  a’  m°'  *5 

Fusion  Welding  and  Gas  Cutting  '  ’  1919~ VoL  No.  3 

Gas  Shut-Off  Rules  . . Apr'  *?’  \Tzl°\  f’  N°‘  34 

Hatchway  Protection  juPne  o’  i92R— v°  '  }•»’  £0-  14 

Oil  “Burner  R^les  B°ard  Rl"eS  ?uly  #  ^0-Vol  25.'  No!  29 

Ope„i„«  Protective  A,«mblie,  JU"'  '8,  1940  Vol.  26,  No.  2B 

ralnf'-r.^h'^TScV/r  4^**  »  25,  No.  St 

KESS&' '°'T-  f.  If:  gj  « 

Plumbing  ttute  (Prevention  of  Con-  *'  *•  •> 

ProcSu™tRnn]e°S,o'?‘'ler  S“PPl,)  i**2  28J  I»«-Vol.  26,  No.  22 

Refrigerating  Systems.  Extract  A  C  June  U.  lSii—V«l  t B  No  If 

R,"es  fot  ?»»•  «•  -C™:  If:  gf:  II 

StenOpipe  Fireline  Rule,  f™  *}•  S’  S°~  “ 

?,rrtins  ir  2;-'  s=£!: »:  » 

Wile  G£SRSrU(Am»dn,ent  to”0''  **>  «•’  »a  <1 

ule  505  of  Industrial  Code)  Apr.  10,  1923— Vol.  8,  No.  15 

LIST  OF  APPROVED  APPLIANCES 

Anti-Siphon  Valves  .  vtar  -  1Qo-  TT  ,  .. 

Fireline  Hose  Valves  .  "g"'  V  ro j n~ v°f  f-’  £°-  10 

Fuel  Oil  Burners  for  Domestic  and'-  ’  194°-Vo1-  2o>  No.  10 

Fuel  OnFilFSpYTeminals  Mat'  f  gSfc&j*  26  N°'  X 

Fue  Oil  BS  f01'  IndUStrIal  Use  W-  «’  1039 — Vol'.  24.  No!  2 

Gas  Heaters  P  .  JAUne  18’  194°~Vol.  25,  No.  25 

Paint,  Varnish  and  Lacquer  Spray-  ”g‘  ’’  1939  V°L  24,  No'  35 

C  OU ‘PSn™ei  Sp,eeN°V'  “•*-»*  2<'  »  « 

Vacuum  ^fjrenkers  ":  ■=&  §  ££*£  ft  &  |f 


WARNING 


ailfV°/“-‘e  “  ,1,ereby  Sive>i.  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owneis  or  lessees  m  proceedings  before  the  Board— 

first  I  hat  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative,  at  the  hearing  of  their  case,  dismissal  for  lack 
ot  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
deaimg  is  provided  in  the  publication  in  this  Bulletin  of 

CalembrKVS  f  the  ,B°,ard'  each  case  beinS  set  down  bv 
calendar  Number  and  the  premises  under  the  date  of  the 

nearing. 

Third.  1  hat  no  plea  of  ignorance  of  the  date  of  the 
"earing  can  he  entertained  in  view  of  this  publication  and 
■I  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  Board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

fourth  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  will 
be  held  in  abeyance  by  reason  of  failure  of  the  appellant 
or  applicant  to  file  necessary  data,  or  bv  any  other  method 
of  delay. 

Sixth  That  no  appeal  or  application  will  he  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 


FORMS  FOR  NOTICE  TO  PROPERTY  OWNERS 


h,£Ppbcants-  under  „the  building  zone  resolution,  are  en¬ 
titled  to  one  copy  oi  Form  7NO. 

enrp  ;,!e'  C]?fsire  addlt‘ona'  copies,  for  their  own  eonveni- 
e  noti tying  property  owners,  they  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appeals 
Room  1018,  Municipal  Building,  Manhattan,  at  three  cents’ 
each  postage  to  be  added  if  the  forms  are  forwarded  bv 
mail.  J 


MULTIPLE  DWELLING  LAW  ON  SALE. 

the  ' Distrih!  Lhe  n-’1— ,e  Dfwel,inS  Law  are  now  on  sale  at 
2213M  ,n-  •  TpD',vJ-S,on  of  the  City  Record  0ffice,  Room 
Bu’ld,nf '  Manhattan.  Price  50c;  bv  mail  54c. 
copies  of  the  Supplemental  Rules  and  Regulations  of 


the  Housing  Division  of  the  Department  of  Housing  and 
Buildings  on  Fire  Retarding,  Fire  Escapes,  Fire  Stairs  and 
Fire  Towers  are  now  on  sale  at  the  Distribution  Division 
of  the  City  Record  Office.  Room  2213,  Municipal  Buildine 
Manhattan.  Price  10c;  bv  mail  12c. 
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RULES 


RULES  FOR  THE  MANUFACTURE,  TESTING  AND  USE  OF  CONCRET|  MASONRY  UNITS 

ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  AUGUST  2  194a 
TIVE.  IN  ACCORDANCE  WITH  SECTION  665  SUBDIVISION  C,  OF  THE  NEW 

rTTV  nr  APTF/R.  AUGUST  26,  1940. 


(639-40-SR) 


SCOPE: 

These  rules  shall  apply  only  to  concrete  hollow  or 
solid  masonry  blocks  or  tiles  irrespective  of  use,  size, 
shape  and  aggregates  used  in  their  manufacture,  so  as  to 
obtain  the  quality  of  material  intended  within  the  scope 
of  C26-309.0  (7. 1.1.4),  C26-412.0  (8.4.1),  as  further  supple¬ 
mented  by  these  rules. 

Authority: 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  paragraph  2,  Charter  of 
the  City  of  Nczv  York,  and  C26-189.0,  paragraph  a,  (2.2.1. 1.) 
a,  and  C26-305.0  (7.1.1.),  and  C26-412.0  (8.4.1). 

Note — References  given  herein  preceded  by  C 26-  refer  to 
specific  sections  of  the  Administrative  Building  Code. 

1.0  DEFINITIONS. 

1.1.  Aggregate— The  term  “aggregate”  shall  mean 
inert  material  which  is  mixed  with  cement  and  water 
to  produce  concrete,  consisting,  in  general  of  sand, 
pebbles,  gravel,  cinders,  crushed  stones,  blast  furnace 
slag,  burnt  shale  or  clay,  or  similar  materials.  Sec¬ 
tion  C26-10.0a  (1.2).  Dense  aggregates,  such  as  sand, 
pebbles,  crushed  stones  and  crushed  slag,  shall  be 
sound  and  durable  and  free  from  excessive  amounts 
of  dust,  soft  or  flaky  particles,  or  shale  or  other 
deleterious  material.  Concrete  (block)  Product  ag¬ 
gregates  shall  consist  of  natural  sands  and  gravels, 
crushed  rock,  or  blast  furnace  slag,  burnt  shale,  or 
clay,  or  other  inert  materials  having  clean  uncoated 
grains  of  strong  and  durable  minerals.  It  shall  be 
unlawful  to  use  aggregates  containing  soft,  friable, 
thin,  flaky,  elongated  or  laminated  particles  in  excess 
of  three  percent,  or  containing  shale  in  excess  of 
one  and  one-half  percent,  or  silt  and  crusher  dust 
finer  than  the  No.  100  standard  sieve  in  excess  of 
two  percent.  When  all  three  groups  of  such  dele¬ 
terious  materials  are  present  in  the  aggregates,  the 
combined  amounts  shall  be  less  than  five  percent  of 
the  combined  aggregate.  These  percentages  shall 
be  based  on  the  weight  of  the  combined  aggregate 
as  used  in  the  concrete.  The  maximum  size  of  the 
aggregate  is  the  clear  space  between  the  sides  of  the 
smallest  square  opening  through  which  eighty-five 
percent  by  weight  of  the  coarse  aggregate  can  be 
passed.  See  C26-315.0  (7. 1.2.1).  All  aggregates  shall 
be  free  from  frost  or  lumps  of  frozen  material. 
Where  stationary  aggregate  bins  are  provided,  a  coil 
of  steam  pipe  shall  be  arranged  around  the  outlet 
of  the  bin  so  that  the  aggregates  can  be  heated  to 
remove  frost  and  frozen  lumps.  To  facilitate  pro¬ 
portioning  between  fine  and  coarse  aggregates,  they 
shall  be  separately  stored. 

1.1.1  Fine  Aggregate— All  fine  aggregate  except 
sand  as  defined  in  1.18  shall  be  considered  as 
material  passing  a  screen  with  four  meshes  per 
linear  inch  and  shall  have  at  least  15  percent 
retained  on  a  number  8  screen  and  consisting.  of 
particles  one  quarter  of  an  inch  or  less  in  size. 
See  C26-10.0b  (1.2). 

1.1.2  Coarse  Aggregate — shall  be  considered  as 
material  retained  on  a  screen  having  four  meshes 
per  linear  inch,  the  maximum  size  shall  not  ex¬ 
ceed  1/3  the  thickness  of  the  thinnest  web  of  any 
concrete  masonry  unit  when  load  bearing  and 
V?  the  thickness  when  non-load  bearing. 


1.2  Blast  Furnace  Slag — The  term  “blast  furnace 
slag”  shall  mean  the  non-metallic  product,  consisting 
essentially  of  silicates  and  alumino-silicates  of  lime, 
which  is  developed  simultaneously  with  iron  in  a 
blast  furnace.  C26-24.0  (1.15). 

1.3  Cement— Cement  for  use  under  these  rules  shall 
include  only  those  Portland  Cements,  or  High  Early 
Strength  Portland  Cements  as  are  approved  by  the 
Board.  See  C26-312.0,  c  (7. 1.1. 7.1). 

1.4  Cinders— Cinders  may  contain  a  maximum  of 
thirty-five  percent  by  weight  of  unconsumed  carbon 
and  a  maximum  of  one-half  percent  by  weight  of 
sulphur.  Section  C26-309.0  (7.1.1.4).  Such  cinders 
shall  be  of  uniform  quality,  free  from  dirt,  excessive 
dust,  or  other  injurious  or  extraneous  matter. 

1.5  Concrete.  Brick — Concrete  brick  shall  consist  of 
a  structural  unit,  usually  solid,  of  a  size  approximate¬ 
ly  8  in.  x  3  3/4  in.  x  2  1/4  in.,  except  as  provided 
in  Rule  6.1.4  with  net  cross-sectional  area  at  least 
75  percent  of  the 'gross  area.  It  shall  consist  of  a 
mixture  of  Portland  Cement  and  other  aggregates  to 
produce  a  material  to  meet  the  strength  re9?1i^?r?5I1^s 
of  Subdivision  “a”  of  Section  C-26-307  or  C-26-359.0. 
See  C-26-26.0  (1.1.7). 

1.6  Concrete  Block  Products — The  term  “concrete 
block  products”  shall  mean  bricks,  blocks  or  other 
units  made  of  cement,  aggregates,  and  water.  C26- 
39.0  (1.30). 

1  7  Crushed  Stone— The  term  “crushed  stone”  shall 
mean  bedded  rock  or  boulders,  broken  by  mechanical 
means  into  fragments  of  varying  shapes  and  sizes. 
C26-44.0  (1.35). 

1.8  Faced  Wall— The  term  “faced  wall”  shall  mean 
a  wall  faced  with  masonry  in  which  the  facing  and 
backing  are  so  bonded,  or  so  bonded. and  anchored, 
with  masonry  as  to  exert  common  action  under  load. 
C26-62.0  (1.5.4). 

Filler  Blocks— Filler  blocks  of  concrete  masonry 


1.9 


units  when  permanently  set  in  a  ribbed  floor  system, 
may  have  structural  properties  in  accordance  with 
the  limitations  as  provided  in  C26-476.0  (8.5.8)  and 
Rule  9.3.2. 

1  10  Gravel— The  term  “gravel”  shall  mean  rounded 
particles,  larger  than  sand  grains  resulting  from  the 
natural  disintegration  of  rocks.  C26-79.U  (l./i). 

1.11  Hollow  Unit— The  term  “hollow  unit”  shall 
mean  any  masonry  unit  whose  net  cross-sectiona 
area  is  less  than  seventy-five  percent  of  lts.gr°ss 
cross-sectional  area  in  any  plane,  measured  in  the 
same  plane.  C26-83.0  (1.75)  (as  laid  in  the  wall).  ^ 

1.12  Hollow  Masonry— The  term  “hollow  masonry’’ 
shall  mean  masonry  consisting  wholly  or  in  part  o 
hollow  units  meeting  the  strength  requirements  of 

sections  C26-308.0,  C26-309.0,  and  C26-310 .0  and  in 
which  the  units  are  laid  contiguously  with  the  joints 
filled  with  mortar.  C26-84.0  (1.76).  ; 

1  13  Hollow  Wall— The  term  “hollow  wall  ’  shan 
mean  a  wall  built  of  solid  masonry  units  so  arranged 
as  to  provide  an  air  space  within  the  wall.  L26-85. 
(1.77). 

1.14  Masonry— The  term  “masonry”  shall  mean 
stone,  brick,  concrete,  hollow  tile,  concrete  block  o 
tile,  or  other  similar  building  units,  or  materials  or  a 
combination  of  them,  bonded  together  with  mortar 

C26-93.0  (1.85). 


1212 


RULES 


Un>.  Non-Bearing  Wall  —  The  term  “non-bearing 
wall  shall  mean  any  wall  which  carries  no  load  other 
than  its  own  weight.  C26-98.0  (1.90). 

1.16  Partition — The  term  “partition”  shall  mean  a 

interior  wall  one  story  or  less  in  height. 
C26-108.0  (1.101). 


'  \  B  f ster  I  he  term  “plaster”  shall  mean  gypsum 
°F.  ortl«indt  cement  plaster.  Unless  otherwise  pro- 
\  lded,  plaster  shall  be  y2  in.  of  Portland  cement 
plaster  consisting  of  one  part  Portland  cement, 
three  parts  sand  and  10%  lime  putty  or  l/2  in.  of 
gypsum  plaster  consisting  of  a  scratch  and  brown 
coat  of  plaster  or  gypsum  plaster,  mixed  in  propor¬ 
tion  of  one  part  gypsum  plaster  to  three  parts  sand 
by  weight  and  finished  with  %  in.  white  coat  of  lime 
putty  or  other  approved  finishing  material. 

1.18  Sand— The  term  “sand”  shall  mean  small  grains 
one-quarter  of  an  inch  or  less  in  size  resulting  from 
the  natural  disintegration  of  rocks.  C26-131.0  (1.126). 
Sand  shall  be  clean,  sharp,  coarse  and  siliceous,  free 

Vpo  (71  I'^j  C,3y  °r  °ther  foreign  materials.  C26- 

1.19  Solid  Masonry — The  term  “solid  masonry” 
shall  mean  masonry  consisting  of  stone,  brick,  sand- 
lime  or  concrete  brick,  or  other  solid  masonry  units, 
or  a  combination  of  these  materials,  laid  contiguously 
with  the  spaces  between  the  units  filled  with  mortar 
or  monolithic  concrete.  Section  C26-136.0  (1.131). 

1.20  Solid  Structural  Unit— The  term  “solid  struc¬ 
tural  unit  shall  mean  a  building  unit  having  a  gross 
volume  at  least  fifty  percent  greater  than  a  brick 
with  a  net  cross-sectional  area  in  any  plane  at  least 
seventy-five  percent  of  the  gross  cross-sectional  area 
measured  in  the  same  plane.  C26-137.0  (1.132)  (as 
laid  in  the  wall). 


1.21  Veneered  Wall— The  term  “veneered  wall” 
shall  mean  a  wall  with  a  masonry  facing  which  is 
attached  to,  but  not  bonded  so  as  to  form  an  integral 
the  wall  for  purposes  of  load  bearing  and 
stability.  C26-157.0  (1.148).  Also  see  Rule  9. 1.5.2. 


1.22  Water— Water  shall  be  clean,  free  from  all  or¬ 
ganic  materials,  strong  acids  or  alkalis,  or  shall  be 

rof.  nr S1C?  the  city  for  drinking  purposes, 
(/.l. 1.7.6). 

(Water-Cement  Ratio — The  term  “water-cement 
ratio  shall  mean  the  total  quantity  of  water  entering 
the  mixture,  including  the  surface  water  carried  by 
the  aggregate,  expressed  in  terms  of  the  quantity  of 
cement.  The  water-cement  ratio  shall  be  expressed 
in  United  States  gallons  per  ninety-four  pound  sack 
of  cement.  C26-160.0  (1.152). 


2.0  CONCRETE  (BLOCK)  PRODUCT  MATF 
RIALS  AND  WORKMANSHIP  mate- 

2.1  Materials— The  materials  used  in  the  manufac¬ 
ture  of  concrete  block  products  shall  consist  of  ap¬ 
proved  Portland  Cement  or  high  early  strength  Port¬ 
land  Cement,  mixed  with  such  aggregates  as  sand, 
cnished  stone,  gravel,  clean  cinders,  processed  blast 
turnace  slag  and  burned  clay  or  shale.  These  mate¬ 
rials  shall  be  mixed  in  such  proportions  with  the 
Proper  water  cement  ratio  and  so  cured  that  the 
nis  led  pioduct  shall  be  suitable  to  the  requirements 
ot  the  specific  uses  for  which  approval  is  sought. 

fdii^u8  °f,  Batches— Batching  of  all  materials 
h‘  J,‘  be  by  either  volume  or  by  weight. 

2.3  Water  Cement  Ratio — The  water  cement  ratio 
\vhen  once  determined  for  any  type  of  concrete 
masonry  unit  shall  be  maintained  throughout  the 
Manufacture  of  that  particular  unit.  Corrections  shall 
D  made  for  the  water  content  of  the  aggregate  and 


a  continuous  record  of  the  amount  of  water  added 
per  batch  with  an  estimated  allowance  for  the  sur 

1  n  a  d  e  "a  v  ad  a  Id  e  f ' "  -llC  aggregate’  sha11  he  kept  and 
made  available  for  inspection  during  working  hour;, 

?;4  Proportlons — I  h»e  aggregate  and  the  cemeni 
shall  be  proportioned  m  such  a  manner  that  the  fin 
ished  product  will  meet  the  quality  and  strength 
specifications  contained  in  these  rules.  The  maximum 

exrcePe°drtIs0ix?v0'  C°aT  ¥8fegate’  however, "ha!!  no! 
fi£d  hS  Perce"*  of  the  “’“'1  a£(?regate  as  ,1,- 

2  5  Quality  of  Cement  (Block)  Products— The  fin 
led  pioduct  shall  be  within  the  sizes  as  listed 

herein,  free  trom  cracks  and  other  defects  affecting 

in'every^espec't!18  1  °f  ^  U"itS  ^  sha"  be  sound 

2.5.1  The  finished  product  shall  have  surface 
texture,  color  and  size  suitable  to  the  require¬ 
ments  of  its  proposed  usage. 


¥■  The  height  of  hollow  or  solid  concrete 

pr°Q  u.cts.  for  ad  bearing  walls  shall  not  be 
more  than  8  inches  The  height  of  hollow  or  solid 
concrete  block  products  for  non-load  bearing  walls 
shall  not  be  more  than  12  inches. 

3.2  Thickness— The  thickness  or  width  of  hollow  or 
solid  concrete  (block)  products  for  load  bearing  walls 
and  partitions  shall  not  be  less  than  4  inches.  For 

ftfiti  k  ¥  S  anu  bear.ing  Partitions,  such  thickness 
al  be  not  less  than  3  inches.  Units  used  in  furring 

inchLnholL.eSS  "  2  mChCS  SP,it'  2  inCl,eS  0r  3 

3  3  Length— The  length  of  hollow  or  solid  concrete 
(block)  products  shall  be  not  more  than  18  inches 
except  in  non-load  bearing  partitions  such  units  may 
be  not  more  than  24  inches  in  length. 

3i'4  it  tolerance— A  tolerance  of  plus  or  minus  inch 
shall  be  permitted  on  all  concrete  (block)  products 
except  in  the  thickness  of  the  web  and  shells  where 
the  tolerance  shall  be  1/16  inch. 

3.5  Header  Units — Header  units  for  use  with  brick 
or  stone  masonry  making  a  composite  wall,  shall  not 
exceed  three  times  the  facing  unit  in  height,  with  a 
maximum  length  of  18  inches  with  cutouts  arranged 
to  allow  4  inches  of  masonry  bonding  of  the  facing 
unit.  & 


3.6.°  Fire  Resistive  Ratings— Concrete  (block)  prod- 
ucts  shad  consist  of  area  and  thickness  of  webs  and 
shells  for  specific  uses,  as  follows: 

3.6.1  Fire  Walls — Concrete  (block)  products 
used  as  fire  walls  requiring  a  fire  resistive  rating 
ot  four  hours,  shall  meet  the  following  require¬ 
ments: 


1.  Solid  structural  units  8  inches  thick. 

2.  Solid  cinder  concrete  blocks  8  inches 

thick. 

3.  Solid  cinder  concrete  blocks  6  inches 

thick  plastered  on  both  sides. 

4.  Hollow  concrete  blocks  (one  piece)  12 

inches  thick  with  webs  and  shells  at 

least  1  y2  inches  thick  and  at  least  2  cells 
in  wall  thickness. 

5.  Hollow  concrete  blocks  (one  piece)  8 
inches  thick  plastered  on  both  sides, 
shells  of  which  are  at  least  V/2  inches 

thick. 

6.  Hollow  concrete  block  4  inches  in  thick¬ 
ness  having  webs  %  inch  and  shells 
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1  inch  when  used  as  a  backup  with  brick 
at  least  3/  inches  in  width,  or  limestone 
or  terra  cotta  with  inch  of  plaster  on 
the  concrete  block  side. 

7.  Any  other  type  of  concrete  bl°ck  Pr2<!; 

net  shall  meet  the  ^63^0  (10  4  A) 
resistive  rating.  See  C26-6.il. U  (.IU.4.1.1.N 


3  6  2.  Fire  Partitions — Concrete  block  products 
for  use  in  fire  partitions  and  shaft  enclosures  re¬ 
quiring  a  fire  resistive  rating  of  three  hours  shall 
meet  the  following  requirements. 

1.  Solid  brick,  solid  structural  units  8 
inches  thick. 

2.  Solid  cinder  blocks,  6  inches  thick.  . 

3.  Hollow  concrete  block,  8  inches  thick, 
provided  calcareous,  burnt  clay  or  cinder 
aggregates  are  used  and  the  shells  are 
at  least  V/2  inches  thick,  if  unplastered 
and  at  least  1/  inches  thick  if  plastere  . 

4  Hollow  cinder  block  6  inches  thick  with 
webs  and  shells  at  least  1  J4  inch  thick, 
plastered  on  one  side. 

5.  Hollow  cinder  block  4  inches  thick  hav¬ 
ing  webs  ji  inch  and  shells  1  5/16  inches 
plastered  on  both  sides,  with  at  least  /2 
inch  plaster. 

6  Any  other  type  of  concrete  block  prod¬ 
uct  "shall  meet  the  requirements  for  fire 
resistive  rating.  See  C26-633.0  (10.4.2.1). 


3  6  3  Stairway  Enclosures  and  Other  Places 
Requiring  Fire  Resistive  Rating  of  Two  Hours— 

Concrete  block  products  for  these  uses  shall 
meet  the  following  specifications: 

1.  Solid  brick  or  solid  structural  units  8" 
thick. 

2.  Solid  cinder  block  4"  thick. 

3.  Solid  cinder  block  3"  thick  plastered  on 
both  sides. 

4  Any  other  type  of  concrete  block  prod¬ 
uct  shall  meet  the  requirements  for  fire 

resistive  rating.  See  C26-635.0  (10.4.2.3). 


3  6  4  Fireproof  Partitions— Concrete  block  for 
use  in  fireproof  partitions  requiring  a  one-hour 
fire  resistive  rating,  shall  meet  the  following 
specifications: 

1.  Solid  or  hollow  brick  or  solid  concrete 
block  4"  thick. 


2  "  3  Hour 

2 y2"  4  Hour 

See  C26-309.0.2d.  (7. 1.1.4)  and  Rule  5.1.d.  C26- 

575.0  (10.1.4).  .  .  „ 

Wherever  the  fire  resistive  rating  is  3  Hours  or 
more,  voids  between  steel  and  concrete  masonry 
units  shall  be  filled  with  mortar. 


3.6.6  Fire  Resistive  Rating  of  Other  Materials 

Concrete  (block)  products  of  materials  other 
than  sand,  crushed  stone,  gravel  or  cinders,  shall 
be  required  to  furnish  test  data,  in  accordance 
with  the  requirements  of  C26-571.0  (10.1.1)  for 
the  fire  resistive  rating  sought. 


4.0  MANUFACTURE  OF  CONCRETE  BLOCK 
PRODUCTS— 

4.1  Proportioning  of  Aggregates — 

4.1.1  Proportioning  of  aggregate  shall  be  by 
weight  or  volume.  When  the  correct  mixture  is 
ascertained,  the  equipment  shah  be  set  in  such  a 
manner  as  to  insure  the  batching  of  the  mate¬ 
rials  in  the  correct  proportions. 

4.1.2  Batching  of  Cement  —  Cement  shall  be 
batched  in  bags  weighing  94  lbs.  When  cement 
in  bulk  is  used,  because  of  its  tendency  to  fiutt, 
it  shall  be  weighed  and  the  batch  fixed  to  corre¬ 
spond  with  the  required  amount  of  fluffed  bulk 
cement. 


2.  Solid  cinder  block  3"  thick. 

3  Hollow  concrete  block  3"  thick  having 
7/s"  web  and  1"  shell  plastered  on  both 
sides  with  J/2"  plaster. 

4.  Any  other  type  of  concrete  block  prod¬ 
uct  shall  meet  the  requirements  for  fire 
resistive  rating. 


3.6.5  Protection  of  Structural  Steel — Concrete 
brick,  block  or  tile,  except  cinder  concrete  units 
may  be  used  in  thicknesses  and  for  ratings  as 
follows: 

2//'  1  Hour 

2/a"  2  Hour 

33/"  3  Hour 

3 3/"  4  Hour 

Hollow  or  solid  cinder  concrete  block  and  tile 
having  a  compressive  strength  of  at  least  700 
p.s.i.  of  gross  area  may  be  used  in  thickness  and 
ratings  as  follows: 

I14"  1  Hour 

2  “  2  Hour 


4.1.3  Consistency — Concrete  block  units  made 
from  dense  aggregates  on  tamp  or  pressure 
machines  shall  be  mixed  as  wet  as  practicable 
and  still  preventing  sagging  or  distortion.  Con¬ 
crete  made  on  vibrating  or  jolting  machines  shall 
be  mixed  as  dry  as  practicable  so  as  to  complete¬ 
ly  fill  the  molds  and  produce  a  pronounced  water 
web  on  the  surface  without  slumping  or  sagging. 
Where  the  wet  cast  method  of  manufacture  is 
used,  the  water  content  should  be  reduced  to  a 
minimum  and  the  mixture  vibrated  or  tamped 
and  spaded  so  as  to  eliminate  aggregate  pockets 
and  to  insure  filling  of  the  molds. 


4.1.3. 1  Storage  of  Materials  —  Cement  and 
aggregates  shall  be  stored  in  such  manner  as 
to  prevent  deterioration  or  intrusion  of  for- 
rign  matter.  Any  material  which  has  deteri¬ 
orated  or  damaged  shall  not  be  used  in  the 
manufacture  of  concrete  (block)  products. 

4  132  Freezing  Weather  —  No  concrete 
(block)  products  shall  be  manufactured  dur- 
mg  freezing  weather  unless  artificial  heat  is 
provided  so  as  to  permit  the  manufacture, 
curing  and  drying  of  concrete  (block)  prod¬ 
ucts  of  properties  as  provided  in  these  Rules.- 


4.2  Mixing  Machinery. 

4  2  1  The  dry  mixing  of  dense  aggregates  and 
cement  shall  be  for  at  least  one  minute  before 
the  addition  of  water.  After  the  water  is  added, 
the  mixture  shall  be  mixed  for  at  least  four  min¬ 
utes. 


422  After  all  materials  are  placed  in  the  mixer, 
they  shall  be  mixed  continuously  from  4  to  0 
minutes. 


4  2.3  The  mixing  machine  shall  be  of  such  type 
and  capacity  so  as  to  insure  thorough  mixing- 
Each  mixing  machine  shall  be  provided  with  a 
device  for  measuring  and  controlling  the  adde 
water.  A  clock  for  timing  the  nnx,  with  a  dial 
not  less  than  8  inches  in  diameter  with  a  larg 
sweep  second  hand,  shall  be  placed  in  sue 
position  as  to  be  readily  readable  by  the  operato 
of  the  mixer. 
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\\  here  practicable  the  timing  of  the  mixing  shall 
be  integrated  with  the  capacity  of  the  molding 
la  chine,  in  which  event  the  manufacturer  shall 
certify  that  the  mixer  used  is  of  a  size  that  will 
produce  properly  mixed  materials  in  accordance 
witli  the  mixing  time  as  provided  in  Rule  4.2.0. 

4‘.2;4  The  block  molding  machinery  shall  con¬ 
sist  of  hand  or  power  operated  molding  machines 
w,th  compacting  by  pressure  or  tamping  by  hand 
or  power  or  by  power  vibration  so  as  to  produce 
concrete  block  products  of  such  densities  as  re¬ 
quired  to  produce  strength  and  absorption  values 
consistent  with  the  rules  and  proposed  use  of  the 
finished  product.  Precautions  shall  be  taken  to 
ascertain  how  much  tamping  or  vibrating  shall 
be  provided  so  as  to  maintain  the  same  density 
in  all  concrete  (block)  products,  using  the  same 

y.0.'  fine  and  coarse  aggregates,  so  as  to 
maintain  uniformity. 

4,3  Curing  °f  Concrete  (Block)  Products. 

.  .1  Method  of  Curing — All  concrete  (block) 
products  shall  be  properly  cured  by  either  steam 
curing  °r  by  storing  in  an  enclosed  space  and 
feting  to  artificial  heat  and  moisture  as  fol- 

4-3.1T  Steam  curing  of  freshly  moulded 
units  shall  be  accomplished  by  placing  the 
units  to  be  cured  in  a  steel  cylinder,  room 
or  tunnel  made  tight  and  so  designed  as  to 
provide  moisture  above  the  saturation  point 
at  any  temperature  used.  For  low  pressure 
steam  and  temperatures  up  to  140°  F.  the 
curing,  time  shall  not  be  less  than  12  hours 
For  h!gh  pressure  steam  ranging  from  120 
rP'S,1-,and  temperatures  between  300- 
400  F.  such  period  shall  not  be  less  than 
6  hours.  All  units  shall  be  properlv  dried 
prior  to  usage. 

4.3 .1  2  Wet  curing  of  freshly  moulded  units 
shall  be  accomplished  by  placing  such  units 
in  reasonably  tight  rooms  or  enclosures 
heated  to  prevent  freezing  and  equipped  with 
tog  nozzles  to  provide  moisture.  When  the 
outside  temperature  drops  below  50°  F.,  heat 
in  addition  to  moisture  must  be  supplied  to  e 
maintain  a  temperature  of  at  least  50°  F.  for 
not  less  than  72  hours.  After  curing,  such 
units  shall  be  stored  under  cover  and  allowed 
to  dry  for  at  least  25  days  prior  to  usage. 

’  R  O  D^UCTS^  T 1 E  S  OF  CONCRETE  (BLOCK) 

M  follows*616  (bl°ck)  products  sha11  have  properties 

for‘  „iIOJtIon  ,COncrete  .b!ock  or  tile  when  delivered 
s?'  sha11  Iiave  a  minimum  ultimate  compressive 
i  H  gth  of  seven  hundred  pounds  per  square  inch 
of  gross  area  tested  as  laid  in  the  wall. 

'  forn^ch  1Ic°"crete  building  block  when  delivered 
:  stren^fb  n?  fi?faVC  l  m'nin]um  ultiniate  compressive 

,  S'astaid ten,hheUnwdand  P°"ndS  P'r  SpUar<!  inch 
lowin|ll^n  b-l0Ck  °f  tiie  sha11  comply  with  the  fol- 
visuTinspertfon"1'5  ^  S^n'  pr0per,ies  und'r 

reisonTbf7  Sb?11  be-  S0Vnd’  of  comPaot  structure, 
warnaffb  y  Ufnif°.rm  In  shape  and  free  from  cracks, 
uarpage  or  foreign  substances  which  would  affect 
their  serviceability  or  strength. 

2.  If  cinders  form  part  or  all  of  the  aggregate, 
ner  ceni6!8  ™ay  u°ntafm  a  maximum  of  thirty-five 
niax  m  n  >nfWe,ght  °J  unc°nsumed  carbon  and  a 

of  sulphur.  °ne  3  °ne  3  f  PCrCent  by  weight 


riii!/  vvh;Ki"  USCd  'n  partitions,  fireproofing  and  fur- 
nt,  which  are  unexposed  to  the  weather  solid  or 

nnim'ulthnatp1^  bmlding  block  or  tile  having  a  mini- 

no"”.” ner  Cn  COmpres,slve fstrength  of  three  hundred 

n  the  wall  mch  ?f  §ross  area  tested  as  laid 

in  the  wall  may  be  used.  See  C26-309  (7  1  1  4)  ns 

amended  by  local  law  120,  approved  August  1  ’  193Q 

and  local  law  In,.  No.  220,'  parsed  April  Is ,1940  ' 

5.2  Test  of  Concrete  (Block)  Products.— 

5.2.1  Concrete  block  products  shall  be  tested  in 
accordance  with  A.  S.  T.  M.  specification  C?40- 

lows:  P  PCr  CUnng  and  drying  except  as  fo1' 

5.2  1.1  High  and  Low  Pressure  Steam  cured 
dryinPr°Per  y  dned  blocks  immediately  after 

52.L2  Units  cured  by  artificial  heat  and 
spnnklered  water  when  dried  under  cover 
may  be  tested  and  used  in  not  less  than  28 
clays.  And  when  high  early  strength  Portland 

tha m'lS  daySs'd'  SUC'’  'ime  sha"  n0t  be  less 
5.2. 1.3  Individual  minimum  compressive 
tlian^1 1S  °f  tCSt  specimens  shall  not  be  less 

Hollow  units  650  p.s.i.  gross  cross-sectional  area 

•Solid  units  1400  p.s.i.  gross  cross-sectional  area 

5.2.1  3.1  1  fie  speed  of  the  moving  head 

ot  the  testing  machine  shall  not  exceed 
U.05  inches  per  minute. 

not  pit°rl  i?n  of  co”crete  (block)  products  shall 
t  exceed  15  pounds  of  water  per  cubic  foot  of  con- 

crete  nor  shall  the  moisture  content  when  delivered 
exceed  40  percent  of  the  total  absorption  based  on 
an  average  of  five  units  as  tested. 

5  Li  Concrete  (block)  products  not  exposed  to 
the  elements  or  soil  or  protected  by  brick  veneer 
■  1  tire?  COat  T°rtiand  cement  stucco  at  least  1 
in.  thick  or  other  approved  protective  coatings 
need  not  be  required  to  meet  the  absorption  tests 
required  under  5.3. 

.0  CONCRETE  BRICK. 

6.i  Concrete  Brick  For  Use  in  Masonry  Walls 

/  p  p0nC/ere  brick  sha11  consist  of  a  mixture 
of  Portland  Cement  sand,  gravel,  crushed  stone 
or  otliei  approved  aggregates. 

'2,  Concrete  brick  shall  be  manufactured  and 
cured  as  provided  in  Rule  4.0. 

V'?,  KTh.eL  fire  resistin.g  rating  of  concrete  brick 
shall  be  the  same  as  for  ordinary  clay  brick  of 
similar  thickness. 

k> ws  •  Th6  SiZC  °f  COncrete  brick  shall  be  as  fol- 

Pf.ptk  V'S",,  —  1/16"  Tolerance 
Width  3}^  —  y&" 

Length  8"  —  y  “ 

6.1.4.1  Concrete  bricks  of  sizes  different 
from  the  above  may  be  used  when  approved 
by  the  Board. 


6.2 


Physical  Requirements  for  Concrete  Brick. 
6.2.1  Strength  of  Concrete  Brick  —  Concrete 
bncics  shall  have  an  average  compressive 
strength,  when  tested  flatwise,  of  2500  p.s.i  for  an 
average  of  5  specimens,  with  no  individual  mini- 
murn  less  than  10%.  The  modulus  of  rupture 
flatwise,  for  an  average  of  5  specimens  tested 
shall  be  not  less  than  450  p.s.i.  with  no  individual 
minimum  less  than  10%. 

6.2.2  Absorption  of  Concrete  Brick— Absorption 
requirements  shall  be  the  same  as  those  provided 
for  concrete  (block)  products  in  Rule  5.3. 
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7.0  FILLER  BLOCK  FOR  RIBBED  FLOOR  CON- 

STR7UlC,1Ri?bed  floor  construction  shall  include  floor 
systems  with  slabs  and  ribs  placed  monolithicall> 
between  permanent  or  removable  fillers,  m  which 
the  ribs  are  spaced  thirty  inches  or  less  from  face 
to  face.  The  ribs  shall  be  straight,  at  least  four 
inches  in  width,  and  of  a  maximum  clear  depth 
of  not  to  exceed  three  times  the  average  width,  bee 

7  26  tvhen  concrete  or  scored  burnt  clay  tile  are 
used,  the  thickness  of  the  slab  shall  be  at  least  one- 
twelfth  of  the  clear  distance  between  the  libs  with  a 
minimum  of  one  and  one-half  inches.  Where  such  tile 
are  of  strength  at  least  equal  to  that  of  conciete  and 
the  joints  are  staggered,  the  shells  in  contact  wit 
the  concrete  may  be  included  in  the  resisting  se  - 
tions.  In  a  two-way  construction,  provided  the  tiL 
filler  is  completely  surrounded  by  concrete  ribs  as 
specified,  the  exterior  shells  of  the  tile  in  contact 

with  the  concrete  may  be  used  for  stren§th 
tions  for  shear  and  bending  and  where  the  top  slab 
is  not  required  for  strength  such  top  slab  may  be 
omitted  provided  the  construction  is  protected  by  at 
least  two  inches  of  incombustile  material.  See  LZo- 

476.0  (8.5.8)  b.  ,  .. ,  . 

7  3  Concrete  filler  block  or  tile  for  use  in  ribbed 
floor  construction  shall  consist  of  a  mixture  of  Port¬ 
land  cement  or  high  early  strength  Portland  cement, 
sand  gravel,  crushed  stone  or  other  approved  aggre¬ 
gates,  manufactured,  cured  and  stored  as  provided 

in  Rule  4.0.  .  ,  /-,« 

7.4  For  use  in  ribbed  floor  construction,  such  til 

tile  or  block  shall  have  webs  and  shells  not  less  than 
1"  in  thickness  and  shall  have  properties  as  follows: 
7.4.1.  The  surfaces  of  the  filler  block  in  contact 
with  the  concrete  rib  and  top  slab  shall  provide 

a  good  bond.  .  ,  , 

7.4.2  The  average  compressive  strength  over  tlie 

net  area  of  five  such  filler  units,  when  manu¬ 
factured,  cured  and  stored  as  required  in  Rule 
4.0,  shall  be  at  least  equal  to  that  of  the  concrete 
in  the  ribs  of  a  specific  job  on  which  it  is  to  be 

7.4.3  The  modulus  of  elasticity  of  the  mix  used 
shall  be  determined  preferably  from  a  test  of  an 
average  of  six  filler  blocks  or  in  lieu  thereof  five 
tamped  and  rodded  cylinders  approximating  a 
density  (checked  by  weighing)  equivalent  to  that 
of  the  filler  block,  6  inches  in  diameter  and  U 
inches  high,  when  manufactured,  cured  and 
stored  under  the  same  conditions  as  the  filler 
units  and  as  required  in  Rule  4.0.  From  the 
value  of  modulus  of  elasticity  as  obtained  in  this 
test  and  that  of  the  concrete  in  the  rib,  a  com¬ 
posite  modulus  shall  be  derived,  in  accordance 
with  the  theory  of  flexure  as  defined  in  Hooke  s 
Law.  The  percentage  obtained  from  the  ratio 
of  the  modulus  of  elasticity  of  _  the  composite 
section  to  the  modulus  of  elasticity  of  the  con¬ 
crete  in  the  rib  will  provide  a  new  n  value 
indicative  of  the  resistance  of  the  composite  con¬ 
struction  of  the  particular  filler  block  and  type 
of  concrete  used  in  the  rib. 

7.4.4  The  materials  and  method  of  mixing  as 
used  to  determine  the  physical  properties  of  filler 
block  in  Rules  7.4.1  and  7.4.3,  once  fixed,  shall 
be  maintained  for  that  job  order  to  assure  the 
delivery  of  homogeneous  units  of  a  type  as  tested. 
8.0  MARKING  OF  ALL  CONCRETE  (BLOCK) 

PR^TU  Concrete  block  products  used  as  fillers  and  in 
partitions,  furring  or  fireproofing  purposes  and  tested 
to  a  compressed  strength  of  300  p.s.i.  over  the 
gross  area,  shall  have  a  clearly  discernible  mark  dis¬ 
tinguishing  them  from  load-bearing  units. 


9.0 


8  2  Units  used  for  load  bearing  walls  and  tested  to 
a  compressive  strength  of  over  the  gross  area .ot 

700  p.s.i.  for  hollow  units  and  1500  p.s.i.  tor _  soli 
units  suitably  identified  in  the  case  of  load-bearing 
hollow  units,  either  by  haying  the  letters  L.B.H 
or  by  having  a  raised  vertical  mark  on  the  end 
at  least  one  inch  wide  and  extending  one-half  the 
height  of  the  unit  and  in  the  case  of  load-beanng 
'  units  either  by  having  the  letters  L.B.b.  or 
a  raised  vert  cal  nJk  at  least  one-half  inch  wide  on 
?he  web  for  the  full  height  of  the  unit,  and  which 
also  shall  have  the  manufacturer  s  distinguishing 
mark  as  provided  in  Rule  8.4.  On  each  shipment 
to  a  job,  the  delivery  slip  shall  qualify  the  markings 
on  the  concrete  masonry  units. 

8  3  Units  used  for  filler  blocks  in  ribbed  floor  con¬ 
struction  shall  be  identified  as  filler  block,  I -p-  > 
and  shall  also  carry  the  manufacturer  s  distinguish¬ 
ing  mark  as  provided  in  Rule  8.4..  . 

8  4  The  manufacturer’s  distinguishing  mark  s 
consist  of. an  impression  or  embossing  on  the^^ 
cliru  distinguishing  mark  shall  be  nl 
Roard  and  with  The  Borough  Superintendent  ot 

8  5  Contracts  for  all  concrete  (block)  products  shall 
delude  a  proviso  from  the  manufacturer  or  his  rep¬ 
resentative^  stating  the  material,  type,  use,  compres 
sive  strength .  water  absorption,  and,  in  addition,  in 

the  case  of  filler  block,  the  modulus  of  elasticity. 

USES  OF  CONCRETE  (BLOCK)  PRODUCTS. 

9.1.  Hollow  Units. 

9.1.1  Load  Bearing  Hollow  Units. 

9  111  Hollow  concrete  block  or  tile,  when 
delivered  for  use.  shall  have  a  m.nmrum  ultu 
mate  compressive  strength  of  700  P-S-'.  ot 
gross  area  tested  as  laid  m  the  wall.  C26- 
309.0  (7.1.1.4)a. 

9  112  The  allowable  working  stresses  foi 
concrete  block  or  tile  masonry,  due  to  com- 
b°ned  live  and  dead  loads,  shall  be  one-tenth 
of  the  ultimate  compressive  strength  where 
cement  mortar  is  used,  and  one-twe  fth 
where  cement  lime  mortar  l5  U!'y  :  ® 

block  or  tile  building  units  for  load  bearing 
walls  or  piers  shall  be  laid  in  ce m ent 
cement  lime  mortar.  C26-358.0  {/A.tAj. 

9.1.2  Masonry  foundation  walls  shall  have ^  a 
thickness  at  least  equal  to  that  of  the  wall  nex 
above,  and  at  least  equal  to  the  thickness  giv 
in  inches  in  the  table  below: 

-  Solid  Hollow  Hollow 

masonry  masonry  walls  ot 
brick 
(con¬ 
crete) 


Private  dwellings  at 
most  twenty  feet 
high  and  one-story 

structures  at  most 
twenty  feet  high.... 
Private  dwelling  over 
twenty  feet  high  or 
other  structures  of 
more  than  one-story 

8 

12 

12 

and  over  twenty  feet 
high  . 

12 

16 

16 
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foundation  walls  of  hollow  blocks  may  be 
used  above  grade  when  the  upper  walls  are  of 
wood  frame  or  of  hollow  building  block  con¬ 
struction.  All  other  foundation  walls  shall  be  of 
solid  masonry,  except  when  the  structure  is 
without  basement  or  cellar.  C26-397.0  (8.3. 1.6). 

9.1.3  Thickness. 

In  structures  over  two  stories  high,  except 
private  residences,  foundation  walls  shall  be  at 
least  four  inches  thicker  than  the  wall  section 
next  above,  except  that  when  the  walls  are  of 
hollow  units  or  are  hollow  walls  of  brick  the 
Inundation  walls  may  be  of  the  same  thickness 
as  the  walls  next  above,  provided  such  founda¬ 
tion  walls  are  built  of  solid  masonry  or  concrete 
and  that  as  maximum  of  two  stories  above  the 

£“n?»t*on  are  of  tlie  sanie  thickness.  C26-397  0 
(o.d.l.6)c. 

9.1.4  Walls  of  Hollow  Block  or  Tile. 

9.1.4. 1  Walls  of  hollow  block  or  tile  or  solid 
structural  units  shall  have  the  spaces  be¬ 
tween  the  units  filled  with  mortar.  The  re- 

of  sections  C26-416.0  through 
C26-421.0  and  of  section  C26-426.0  shall 
apply  to  such  walls. 

9.1.4.2  In  all  walls  of  hollow  block  or  tile 
or  solid  structural  units,  built  only  one  unit 
m  thickness,  each  unit  shall  break  joints  with 
those  next  above.  When  more  than  one  unit 
is  required  to  produce  a  given  wall  thickness, 

ie  units  shall  break  joints  with  the  units 
next  above  and  shall  be  laid  with  a  masonry 
bond  equivalent  to  one  course  of  headers  to 
each  three  courses  of  stretchers.*  In  the  case 
ot  non-bearing  interior  partitions  one  story 
or  less  in  height,  constructed  of  units  to  be 
e  t  exposed  on  one  or  both  sides  for  archi¬ 
tectural  effect,  these  bonding  requirements 
may  be  waived. 

*.  The  bonding  specified  applies  only  to  com¬ 
bination  walls  of  hollow  block,  tile  or  solid 
structural  units  and  does  not  applv  to  faced 
waHs  covered  by  C26-440.0  (8.4.7). 

9.1.4.3  Where  walls  of  hollow  masonry  are 
decreased  in  thickness,  the  units  in  the  top 
course  of.  the  thicker  wall  shall  be  filled 
solidly  with  concrete  or  shall  be  covered 
with  slabs  of  solid  masonry  at  least  one  inch 
in  thickness,  or  solid  units  shall  be  used  for 
the  top  course. 

9.14.4  Where  anchors  are  used  in  walls  of 
hollow  masonry,  such  anchors  shall  be  gal- 
\anized,  or  shall  be  of  non-corroding  metal 
of  adequate  size  and  substantial  construction. 

9.1  4.5  Where  hollow  units  are  set  with 
cells  horizontal,  such  units  shall  be  set  in  a 
full  bed  of  mortar  one-half  of  an  inch  or 
ess  in  thickness,  with  vertical  joints  buttered 
lull  on  shells  and  webs;  where  such  units 
are  set  with  cells  vertical,  the  bearing  mem- 
bers  shall  be  buttered  and  vertical  joints 
slushed  full  of  mortar. 

9.1  4.6  Wherever  girders,  beams,  joists,  or 
other  structural  members  frame  into  mason¬ 
ry  of  hollow  block  or  tile  or  solid  building 
Mock,  such  members  shall  rest  upon  such 
solid  incombustible  material  as  will  properly 
distribute  the  load.  y 

9.1.47  The  minimum  thickness  in  inches  of 
nearing  walls  of  hollow  masonry,  except  in 
private  dwellings  thirty-five  feet  or  less  in 
Height,  ana  mixed  occupancies  as  provided 
in  subdivision  a  of  section  C26-443.0,  shall  be: 


40 . 

30 . . . 

20 . 

io . ;;;;; 

Height  of  wall  in  ft. 


10 

10  10 
12  10  10 
12  12  10  10 
40  30  20  10 


9.1.4.8  The  maximum  height  for  walls  or 
poi  tions  of  walls  of  hollow  masonry  in  any 
class  of  structure  shall  be  forty  feet  above 

the  support  of  such  walls  or  portions  of 
walls. 


9.1.4.9  Walls  of  hollow  masonry  may  be 
constructed  to  the  maximum  permissible 
height  on  top  of  a  solid  masonry  wall  whose 
maximum  height  is  thirty  feet  above  the  first 
tier  of  beams.  The  minimum  thickness  of 
such  walls  shall  be  based  upon  the  require¬ 
ments  of  section  C26-4 27.0,  and  if  such  walls 
are  bearing  walls,  such  thicknesses,  shall  be 
based  on  the  requirements  of  subdivision  g 
of  this  section,  and  the  solid  masonry  wall 
below  shall  be  at  least  of  the  same  thick- 
ness  as  that  of  the  hollow  masonry  wall. 

See  C26-431.0  a  through  i  (8.4. 3.2). 


9.1.5  Veneered  Walls. 

9.1.5.1  Anchorage  for  veneered  masonry 

yoaA.sh,a11  comP!y  with  C26-437-.0-1-2-3 
(8.4.6. 1  through  8.4.6.3). 

9.15.2  Thickness  and  height  of  veneered 
walls  shall  not  be  included  in  calculating 
the  bearing  wall  thickness  and  the  required 
thickness  of  the  wall.  The  maximum  height 
o  veneering  on  walls,  other  than  panel  or 
enclosure  walls,  shall  be  forty  feet  above 
the  foundations.  See  C26-438.0  (8.4.6.2). 

9.1.6  Faced  Walls. 

9.1.6.1  Faced  walls  shall  be  of  at  least  the 
thickness  required  for  masonry  walls  of  the 
material  forming  the  backing.  Facings  of 
brick  or  solid  structural  units  shall  be  bonded 
into  the  backing  with  headers,  or  stretchers 
at  least  four  inches  thicker  than  the  facing 
the  equivalent  of  one-sixth  of  the  area  of 
wall  Dressed  stone  facings  shall  be  bonded 
to  the  backing  with  the  equivalent  of  ap- 
proximately  one-fifth  of  the  superficial  area 
in  bond  stone  at  least  four  inches  thicker  than 
the  facing,  in  addition  to  which,  every  stone 
°u  b°nd  stone  shall  be  anchored  to 

the  backing  with  at  least  one  non-corroding 
metal  anchor,  at  least  three-sixteenths  of  an 
inch  by  one  inch,  or  the  equivalent,  in  cross- 
sectional  area.  In  the  case  of  plain  coursed 
ashlar  the  bond  stone  shall  occur  at  least  as 
every  alternate  stone  in  every  third  course. 

In  the  case  of  random  ashlar,  range  work 
or  other  jointing  schemes  where  the  more 
frequently  spaced  smaller  units  are  used  for 
bond  stone,  the  metal  anchors  may  be  omit¬ 
ted,  provided  the  superficial  area  of  the  bond 
stone  is  at  least  equal  to  that  required  for 
brick  facing,  one-sixth  the  area  of  the  wall. 

When  faced  walls  are  built  of  different 
materials, .  the  minimum  thickness  shall  be 
that  required  for  masonry  walls  built  en¬ 
tirely  of  the  material  having  the  lower  com¬ 
pressive  strength. 

The  height  of  a  single  course  in  faced 
walls  shall,  in  all  cases,  except  for  pilaster 
and  spandrel  facing  stone,  be  at  most  ten 
times  the  thickness  of  the  facing  material. 

When  facing  is  used,  such  facing  shall  not 
be  figured  in  the  strength  of  the  wall  unless 
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such  facing  is  at  least  four  inches  in  thick¬ 
ness  or  at  least  the  normal  thickness  of  an 
average  brick. 

See  C26-440.0  a  through  e  (8.4.7). 

9.1.6.2  The  total  thickness  of  the  wall, 
except  as  noted  above,  shall  be  used  in  com¬ 
puting  the  load  carrying  capacity  of  the  wall, 
and  the  average  allowable  stress  shall  be 
based  on  the  ultimate  compressive  strength 
of  the  weaker  material. 


9.1.7  Party  and  Fire  Walls. 

9.1.7. 1  Party  walls  may  be  of  any  type  of 
masonry  provided  for  herein  and  shall  com¬ 
ply  with  all  requirements  for  bearing  walls. 
Party  walls  which  function  also  as  fire  walls 
shall,  in  addition,  conform  to  the  require¬ 
ments  of  section  C26-631.0  and  of  section 
C26-632.0. 

It  shall  be  unlawful  to  load  any  party 
wall  on  either  side  to  more  than  fifty  percent 
of  its  allowable  loading.  See  C26-441.U 
(8.4.8. 1). 

9  1.7.2  Fire  walls  of  masonry  shall  meet  the 
material,  thickness  and  construction  require¬ 
ments  of  section  C26-631.0  and  of  section 
C26-632.0.  See  C26-442.0  (8.4.8.2)  and  Rule 
3.6.1. 


9.1.8  Special  Forms  of  Walls. 

9  1.8.1  Bearing  Walls  for  Private  Dwell¬ 
ings— Bearing  walls  for  private  dwellings 
shall  have  a  minimum  thickness,  for  dwell¬ 
ings  thirty-five  feet  or  less  in  height  as  fol¬ 
lows: 


Hollow  Masonry 

and  Hollow 
Walls  of  Solid 

Solid  Masonry  Structural  Units 

1  .  8  ~  ~  8  ~  ~ 

2  .  8  8  8  8  8  .. 

1  .  8  8  8  10  8  8 

Stories  ....  3  2  1  3  2  1 

See  C26-443.0  (8.4.9.1).  


9. 1.8. 1.1  In  such  cases,  faced  walls  of  4 
inches  of  brick  and  4  inches  of  hollow 
block  may  be  used  with  header  courses 
every  7th  course.  This  shall  apply  to 
residence  buildings  only,  which  are  not 
in  excess  of  two  stories  or  20  feet  in 
height. 

9.1. 8. 1.2  In  three-story  structures  hav¬ 
ing  a  maximum  width  of  twenty-five 
feet,  where  the  first  story  is  used  for 
commercial  purposes  and  the  upper,  stor¬ 
ies  for  residence  purposes,  the  minimum 
thickness  of  bearing  walls  shall  be  eight 
inches.  See  C26-443.0  (8.4.9. 1.1). 


9.1.9  Parapet  Walls. 

Parapet  walls  may  be  constructed  of  hollow 
masonry,  in  accordance  with  C26-444.0  (8.4.9.2). 

9.1.10  Non-Bearing  Masonry  Walls. 

The  minimum  thickness  of  non-bearing  mason¬ 
ry  walls,  except  as  provided  in  sections  C26-428.U 
and  C26-446.0,  may  be  four  inches  less  than  the 


thickness  required  for  bearing  walls,  except  that 
any  such  wall  shall  be  at  least  eight  inches  thick. 
See  C26-445.0  (8.4.9.3). 


9.1.11  Panel  Apron  and  Spandrel  Walls. 

Panel,  apron  and  spandrel  walls  of  masonry 
in  skeleton  frame  structures  shall  be  at  least 
eight  inches  thick  if  such  walls  are  constructed 
of  solid  masonry,  or  at  least  twelve  inches  thick 
if  such  walls  are  constructed  of  hollow  masonry 
or  at  least  ten  inches  thick,  if  such  walls  are  con¬ 
structed  of  combinations  of  hollow  and  solid  ma¬ 
sonry,  except  that  spandrel  and  apron  walls  may 
be  eight  inches  thick  or  may  be  of  materials,  or 
of  assemblies  or  materials,  other  than  masonry, 
meeting  the  requirements  of  article  eleven  of  the 
Building  Code.  Combinations  of  ho  low  and 
solid  masonry  shall  be  constructed  with  at  least 
four  inches  of  solid  masonry  on  the  exterior  face 
The  maximum  height  between  supports  of  such 
walls  when  constructed  of  these  minimum  thick¬ 
nesses  shall  be  thirteen  feet.  When  such  walls 
exceed  thirteen  feet  in  height,  they  shall  be  in¬ 
creased  two  inches  in  thickness  for  each  six  and 
one-half  feet  or  fraction  thereof  that  the  height 
is  increased. 

Panel  walls  shall  be  bonded  or  otherwise  so 
secured  to  the  structure  as  to  furnish  adequate 
lateral  support  to  the  wall.  See  C26-446.0  (8.4.9.4). 


9.1.12  Enclosure  Walls. 

Enclosure  walls  shall  meet  all  the  require¬ 
ments  of  height,  thickness  and  type  of  construc¬ 
tion  prescribed  for  bearing  walls.  See  C26-447.U 
(8.4.9. 5). 


9.1.13  Masonry  Curtain  Walls. 

Curtain  walls  of  solid  masonry  shall  be  at  least 
eight  inches  thick  for  the  uppermost  thirteen  feet 
and  at  least  twelve  inches  thick  for  the  next  fifty- 
two  feet  or  fraction  thereof  below  and  shall  be 
increased  four  inches  in  thickness  for  each  suc¬ 
ceeding  sixty  feet  or  fraction  thereof  below. 

When  masonry  curtain  walls  are  built  o 
masonry  other  than  solid  masonry  such  wait 
shall  be  at  least  ten  inches  thick  for  the  firs 
thirteen  feet,  twelve  inches  thick  for  the  nex 
lower  thirty-nine  feet  and  shall  be  increased  it 
thickness  four  inches  for  each  thirty-nine  fee  o 
fraction  thereof  next  below,  provided  that  til' 
maximum  horizontal  distance  between  latera 
Supports  shall  be  twenty  feet.  When  the  distanc 
between  the  lateral  supports  exceeds  twenty  fee 
the  thicknesses  of  all  walls  specified  in  t  n 
tion  shall  be  increased  four  inches  for  each  add' 
tional  ten  feet  or  fraction  thereof  between  later, 
supports.  Curtain  walls  of  hollow  masonr 
twelve  inches  or  more  in  thickness  shall  be  ma 
of  at  least  two  bonded  units.  See  CZ6-44B. 
(8.4 .9.6). 

9.2  Uses  of  Concrete  Block  Products  includin 

Concrete  Brick. 

9  2.1  Solid  building  block  when  delivered  ft 
use  shall  have  a  minimum  ultimate  compressi 
strength  of  1500  p.s.i.  tested  as  laid  in  the  wa. 
C26-309.0  b  (7.1. 1.4). 

92  2  The  allowable  working  stresses  for  sol 
units  of  concrete  (block)  _  products  shall  be 
accordance  with  the  requirements  of  CZO-oao 
(7.4.2.4)  and  for  concrete  brick  the  allow* 
working  stresses  shall  be  as  provided  f 
C26-356.0  a,  (7.4.2.2). 
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9.2.3  Solid  units  may  be  used  wherever  hollow 
units  are  permitted  under  Rule  9.1  when  used 
under  the  same  conditions.  In  addition  to  such 
uses,  solid  units  shall  be  used  as  follows ° 

Wali1  S°lid  UnitS  in  Masonry  Foundation 

Solid  concrete  (block)  products  for  use  in 
masonry  foundation  walls  shall  be  in  accord- 
-Wlt,h  the  requirements  of  Rule  9.2.1-2 
9.2  3.2  Masonry  piers  shall  be  built  of  solid 

cllluVch’  nYYf-  provided  in  section 
™'31f4r’  ha  be  aid  in  cement  mortar  or 
cement-lime  mortar,  and  the  maximum  un¬ 
supported  height  shall  be  ten  times  the  least 
dimension.  Sections  of  panel  walls  in  skele- 

p<iersC°nStrUCt,0n  SbaB  n0t  be  considered  as 

It  shall  be  unlawful  to  have  openings  or 
chases  within  the  required  area  of  anySpier 

-r  piers.shal1  be  bonded  in  accordance 
with  the  requirements  of  C26-424.0  except 
that  when  concrete  (block)  products  are 
used,  they  shall  be  laid  with  a  masonry  bond 
equivalent  to  one  course  of  headers  to  each 
three  courses  of  stretchers.  See  C26-431  b2. 
See  also  C26-415.0a. 

9-2. 3.3  Solid  Masonry  Walls. 

9.2  3  3.i  Bonding  of  Wall  Intersections. 

V\  hen  two  bearing  walls  meet  or  inter- 
sect  and  the  courses  are  carried  up  to¬ 
gether,  the_  intersection  shall  be  bonded 
by  laying  in  a  true  bond  at  least  fifty 
percent  of  the  units  at  the  intersection. 

When  the.  courses  of  meeting  or  inter¬ 
secting  bearing  walls  are  carried  up  sep¬ 
arately  the  perpendicular  joint  shall  be 
regularly  toothed  or  blocked  with  eight- 
inch  maximum  offsets,  and  the  joints 
shall  be  provided  with  metal  anchors 
having  a.  minimum  section  of  one-quar- 
ter  of  an  inch  by  one  and  one-half  inches, 
with  ends  bent  up  at  least  two  inches 
or  with  cross  pins  to  form  anchorage. 
Such  anchors  shall  be  at  least  two  feet 

four  feet  ^  maximum  sPacing  shall  be 

Meeting  or  intersecting  non-bearing 
walls  shall.be  bonded  or  anchored  to 

C26  426  0  r(8I4.1n4)aPPr°Ved  manner'  See 


“Whereas, 
that  there  is 


of  Solid  Bearing 


9.2.3.3J2  Thickness 
Walls. 

The  thickness  in  inches  of  solid  ma¬ 
sonry  bearing  walls  for  the  respective 
story  heights,  with  the  exception  of  pri¬ 
vate  dwellings  thirty-five  feet  or  less  in 
height  and  mixed  occupancies  provided 
for  in  section  C26-443.0,  shall  be  at  least: 


story^  t0  bC  thC  maximum  height  of  a 

Regardless  of  the  requirements  of  this 
section,  it  shall  be  unnecessary  for  the 
thickness  of  solid  masonry  bearing  walls 
or  structures  of  at  most  seventy-five  feet 
m  height  to  exceed  twelve  inches  for 
the  uppermost  fifty-five  feet*  of  height 
and  sixteen  inches  for  wall  below  the  re¬ 
quired  twelve-inch  wall.  Where,  under 
the  foregoing  provision,  a  change  in  re¬ 
quired  thickness  of  wall  occurs  between 
two  floors,  thickness  required  at  that 
tier  of  beams  nearest  the  elevation  of 
the  required  change  shall  govern. 

™^QeiTThe  Board  under  Calendar 
3U«-58-A  interpreted  the  Building  Code 
requirement  as  follows: 

it  has  been  brought  to  the  board’s  attention 

section*  nCOf.lCt  °J  ?pmion  as  to  the  intent  of 

section  C26-427.0  of  the  administrative  code  (8.4.2  5) 

code'’«42  !U  nC!T.  P6-427-0  of  the  administrative 
code  (8.4  2.5)  shall  be  taken  to  mean  as  follows  as  to 

figuring  the  uppermost  55  feet  of  bearing  wall  and  the 

^°ll  where  a  change  of  thickness  is  required:  height  of 

wall  and  height  of  story  are  defined  in  C26-82.0  fl.74). 

S  bject  to  this  definition  as  to  parapet,  the  top  of  the 

of  tLShh  bC  ?ken  ,as  the  top  surface  of  the  highest  point 
of  the  beams  directly  supporting  the  roof  boarding.  When 

°f.  tlle  55  foot  wall  occurs  between  floors,  this 

C26  145  0  H  081°  Tf'S  rvithin  the  story  as  defined  in 
•7?  i  (1-138)..  If  the  base  of  such  wall  occurs  at  a 
point  below  the  middle  point  in  the  height  of  a  story  the 

tier  nfY  ^  TfhnknuSS  may  be  made  at  the  next  lower 
e.L°f  beams..  If  the  base  of  such  wall  occurs  above  the 

shalf  bPPOmt-  !?  tH!  hejght  of  a  story.  the  thicker  wall 
shall  be.  carried  up  to  the  next  higher  tier  of  beams  For 

feYYlM  °f  WaU  ?kkntess’  the  code  Provides  that  13 
feet  shall  be  assumed  as  the  maximum  height  of  a  story.” 

When  the  clear  span  between  bearing 
walls  or  between  a  bearing  wall  and  an 
intermediate  support  is  more  than 
twenty-six  feet,  the  thickness  of  such 
walls  shall  be  increased  four  inches  in 
thickness  for  each  twelve  and  one-half 
feet  or  fraction  thereof  that  such  span 
is  m  excess  of  twenty-six  feet,  except 
where  such  bearing  walls  are  adequately 
reinforced  by  buttresses.  See  C26-427.0 
(8. 4. 2. 5). 

9.2. 3.3. 3  Thickness  of  Interior  Walls  in 
Residence  Structures. 

The  thickness  in  inches  of  interior 
bearing  walls  with  bearing  on  both  sides 
in  residence  structures  for  the  respective 
story  height  shall  be  at  least: 


8  . 

12 

7 . 

12 

12 

6  . 

12 

12 

12 

5  . 

12 

12 

12 

12 

4  . .  . 

16 

12 

12 

12 

12 

3  . 

16 

16 

12 

12 

12 

2 _ 

16 

16 

16 

12 

12 

1  . 

20 

16 

16 

16 

12 

Stories.. 

8 

7 

6 

5 

4 

8 


For  the  purpose  of  calculating  wall 
thicknesses,  thirteen  feet  shall  be  as- 


1 .  12  12  8  8  8  8 

Stories  ...  6  5  4  3  2  1 

Where  interior  walls  in  residence 
structures  have  bearing  on  one  side  only 
or  are  non-bearing,  the  required  thick¬ 
ness  in  inches  shall  be  eight  inches  for 
the  uppermost  fifty-five  feet  of  wall 
height  and  twelve  inches  below  the  fifty- 
five  feet  foot  distance  from  top  of  such 
walls. 
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Where  wood  floor  and  roof  beams 
bear  on  both  sides,  such  beams  shall  be 
staggered  on  the  bearing  wall  and  there 
shall  be  at  least  four  inches  of  masonry 
between  any  two  such  wood  beams. 

The  maximum  length  of  such  bearing 
and  non-bearing  walls  between  cross¬ 
walls,  cross-bracing,  piers  or  buttresses 
shall  be  thirty  feet.  See  C26-428.0 
(8. 4.2.6). 

9.2. 3. 3.4  Solid  Masonry  Walls  Above 
Roof  Levels. 

Solid  masonry  walls  above  roof  levels, 
twelve  feet  or  less  in  height,  enclosing 
stairways,  elevator  shafts,  penthouses, 
or  bulkheads  shall  be  at  least  eight 
inches  thick  and  may  be  considered  as 
neither  increasing  the  height  nor  requir¬ 
ing  any  increase  in  the  thickness  of  the 
wall  below,  provided  the  allowable  work¬ 
ing  stress  requirements  are  met.  See 
C26-429.0  (8. 4.2.7). 

9.2.4  Special  Forms  of  Masonry. 

9.2.4. 1  Increasing  height  of  walls. — If  it  is 

desired  to  increase  the  height  of  any  wall, 
erected  before  January  first,  nineteen  hun¬ 
dred  thirty-eight,  which  is  thinner  than  re¬ 
quired  by  the  Code,  such  wall  shall  be  rein¬ 
forced  by  a  lining  of  solid  masonry  so  that 
the  combined  thickness  shall  be  at  least  four 
inches  more  than  is  required  for  a  new  wall 
corresponding  with  the  total  height  of  the 
wall  when  increased  in  height;  provided  that 
it  shall  be  unlawful  to  use  such  lining  to  a 
greater  height  than  forty  feet  or  to  increase 
the  height  of  such  wall  to  exceed  seventy- 
five  feet.  Such  lining  shall  be  supported  on 
proper  foundations  and  shall  be  at  least 
eight  inches  in  thickness  and  so  anchored  to 
the  old  wall  as  to  make  the  reconstructed 
wall  act  as  a  unit.  Where  any  lining  is  to 
be  built  against  an  old  wall,  such  wall  shall 
be  first  cleaned  of  plaster  or  other  coatings. 
Walls  to  be  lined  shall  be  in  good  condition 
and  the  approval  of  the  superintendent  shall 
be  necessary  before  the  work  begins.  See 
C26-454.0  (8.4.9.12). 

9.2.4.2  Height  of  Unsupported  Walls. — The 
maximum  unsupported  height  of  any  mason¬ 
ry  wall  during  the  period  of  construction 
shall  be  two  stories  or  twenty-six  feet,  un¬ 
less  satisfactory  support  is  provided  and  spe¬ 
cific  approval  of  the  superintendent  obtained, 
except  when  walls  are  carried  separately  by 
structural  members  on  each  story.  See  C26- 
445.0  (8.4.9.13). 

9.2.4.3  Stairway,  Elevator  and  Similar  En¬ 
closures. 

Enclosing  walls  of  interior  shafts,  if  non¬ 
bearing,  shall  meet  the  requirements  for  non¬ 
bearing  walls,  and  if  such  walls  are  bearing, 
they  shall  meet  the  requirements  for  bearing 
walls,  except  as  provided  in  section  C26- 
428.0,  and  where  such  enclosing  walls  are 


supported  at  each  story  on  structural  mem¬ 
bers.  ,  , 

Where  the  enclosures  are  supported  by 
structural  members  at  each  story,  such  en¬ 
closures  shall  meet  the  requirements  of  sec¬ 
tions  C26-638.0  through  C26-647.0  and  of 
sections  C26-660.0  through  C26-665.0.  See 
section  C26-456.0  (8.4.9.14). 


9.3  Filler  Block  for  Ribbed  Floor  Construction. 

9.3.1  Filler  blocks  of  concrete  (block)  products 
used  merely  as  fillers  in  ribbed  floor  construction, 
shall  consist  of  any  approved  concrete  (filler 
block)  product  with  no  structural  properties  ot 
resisting  shear  and  bending  attributed  to  it  in 
the  computations. 

9.3.2  Filler  blocks  of  concrete  (block)  products 
used  in  resisting  shear  and  moment,  as  provided 
in  C26-476.0  (8.5.8)  and  having  properties  as  pro¬ 
vided  in  Rule  7.0,  may  be  used  in  one  and  two- 
way  ribbed  floor  construction.  When  so  used, 
the  analysis  and  application  of  the  equivalent 
resisting  section  shall  be  as  follows: 

9.3.2.1  Equivalent  resisting  reinforced  com¬ 
posite  section  to  resist  positive  moment  shall 
be  the  beam  formed  by  the  concrete  rib  and 
the  slab  plus  the  shell  and  top  flange  of  the 
concrete  (block)  product. 


9.3.2.2  Equivalent  resisting  reinforced  com¬ 
posite  section  to  resist  negative  moment 
shall  be  the  beam  formed  by  the  concrete 
rib  and  the  vertical  shell  of  the  block  plus 
50  per  cent  of  the  bottom  flange  in  one-way 
construction  and  all  of  such  flange  in  two- 
way  construction. 

9.3.2.3  The  equivalent  resisting  reinforced 
composite  section  to  resist  shear,  with  or 
without  the  top  slab,  shall  be  the  rectangular 
beam  formed  by  the  concrete  rib  and  vertical 
shell  of  the  filler  block. 


9.3.2.4  The  equivalent  resisting  reinforced 
composite  section  to  resist  either  positive  or 
negative  moment,  where  the  top  slab  is 
omitted,  shall  be  the  rectangular  beam 
formed  by  the  concrete  rib  and  the  vertical 
shell  plus  50  per  cent  of  the  horizontal 
flanges  of  the  filler  block  in  one-way  con¬ 
struction  and  all  of  such  flanges  in  two-way 
construction,  provided  that  the  filter  block 
is  entirely  surrounded  by  concrete  ribs  and 
the  joints  between  the  blocks  are  staggered. 

9.3.3  In  the  construction  of  all  ribbed  floor  sys¬ 
tems  precautions  shall  be  taken  so  that  the  edges 
of  filter  blocks  shall  be  placed  straight  and  in 
plane  so  as  to  provide  tight,  uniform  joints 
where  they  contact.  All  burrs  shall  be  removed. 


9.3.3. 1  Filler  blocks  of  special  types  for 
ribbed  floor  systems  may  be  manufactured 
as  provided  herein  and  tested  under  the 
requirement  of  C26-626.0  (10.3.8)  for  such 
values  as  may  be  justified  from  the  test  re¬ 
sults  in  accordance  with  the  aforesaid  sec- 


MULTIPLE  DWELLING  LAW  ON  SALE 
Copies  of  the  Multiple  Dwelling  Law  are  now  on  sale  at 
the  Distribution  Division  of  the  City  Record  Office,  Room 
2213,  Municipal  Building,  Manhattan.  Price  50c;  by  mail  54c. 
Copies  of  the  Supplemental  Rules  and  Regulations  of 


e  Housing  Division  of  the  Department  of  Housing  and 
uildings  on  Fire  Retarding,  Fire  Escapes,  Fire  Stairsand 
ire  Towers  are  now  on  sale  at  the  Distribution  Division 
the  City  Record  Office,  Room  2213,  Municipal  Build- 
g,  Manhattan.  Price  10c;  by  mail  12c. 
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Allies  Directory. 

The  Hearing  Calendar. 

Dil  Burner  Rules. 

Approved  Fuel  Oil  Pumps. 

Approved  Burners  for  Domestic  and  Commercial  Use. 
Approved  Range  Oil  Burners  and  Space  Heaters. 
Approved  Gas  Heaters, 
approved  Burners  for  Industrial  Use. 
nsulating  Fibre  Board  Rules. 


PUBLIC  HEARINGS 

1  uesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commissioner 
of  buildings  or  fire  commissioner)  and  file  with  this  board 
a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directons. 
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CALENDAR 


DOCKET. 

New  Cases  Filed  up  to  September  3,  1940. 

Cal.  No.  Department.  Premises  Affected 

g79_40-BZ. . .  .H.B.Bx _ 2081  Grand  concourse,  northwest 


corner  of  East  180th  street 
(Block  No.  3161,  Lot  No.  30), 
Borough  of  The  Bronx, 

Alt.  425-40. 


Fuel  Oil  Pipe  Terminals  .......  .....Mar. 

Fuel  Oil  Burners  for  Industrial  Use.bept. 

Fuel  Oil  Pumps  . Sept. 

Gas  Heaters  . - . bept' 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Equipment  . Nov. 

Range  Oil  Burners  and  Space 

Heaters  . bept' 

Vacuum  Breakers  . May 


5,  1940 — Vol.  25,  No.  10 
8,  1940 — Vol.  25,  No.  36 
3,  1940 — Vol.  25,  No.  36 
3,  1940 — Vol.  25,  No.  36 


14,  1939 — Vol.  24,  No.  46 


3,  1940 — Vol.  25,  No.  36 
28,  1940 — Vol.  25,  No.  22 


880-40-SA . 


.Gale  Oil  and  Grease  Interceptor, 

Appliance. 


881 -40- A . H.B.B.. 


.291-301  Metropolitan  avenue, 
northwest  corner  of  Roebling 
street  (Block  No.  2353,  Lot 
No.  13),  Borough  of  Brooklyn, 
Revocation  of  Curb  Cut  Permit 
(Document  A-5406-29). 


DESIGNATIONS:  H.B.— Department  of  Housing  and  Buildings  , 

H.B.B. — Department  of  Housing  and  Buildings  Brooklyn  HM  - 
Department  of  Housing  and  Buildings,  Manhattan:  HB.Q.  De; 
partment  of  Housing  and  Buildings,  Queens;  H.B.R.  Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx.—Department  of 
Housing  and  Buildings,  Bronx;  H.D.-Health  Department,  and 
F.D. — Fire  Department. 


RULES 


Last 

Blended  Cements,  Rules  for  Testing 

and  Use  of . Aug. 

Carbon  Dioxide  Liquefier  Rules  July 

Certificates  of  Occupancy,  approved 

form  . Aug. 

Concrete  Flat  Slabs,  Rules . July 

Concrete  Masonry  Units,  Rules  for 
Manufacture,  Testing  and  Use 

of  . Aug- 

Concrete  Rules  (Hydrated  Lime)  Aug. 

Elevator  Rules  . Mar. 

Exit  Rules  (Revolving  Doors) . June 

Factory  Exit  Rules . Aug. 

Fire  Alarm  Rules  (Interior) . Aug. 

Fire  Drill  Rules  . .......May 

Fire-resistive,  Flameproof  Materials, 

etc.,  Rules  for  Testing  of . May 

Fire  Retarding  Rules  for  Garages, 

. . Aug. 

Fireproof  Wood,  Testing  of . Api. 

Frame  Garages,  Ruling  for . . . Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  . Aug. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  June 

Insulating  Fibre  Board  Rules . Sept. 

Oil  Burner  Rules . •••■■. . Sept. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . Dec. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules  . •  June 

Platform  Trucks,  Specifications  for  Nov. 

Plumbing  Rules  . ■■■■■■ Aug. 

Plumbing  Rules  (Prevention  of  Con¬ 
tamination  of  Water  Supply)  ...  May 

Procedure,  Rules  of .  .^..Sept. 

Refrigerating  Systems,  Extract  A. C. June 

Smoking  in  Factories,  Rules  for .  Aug. 

Sprinkler  Rules  . June 

Standpipe  Fireline  Rules . ■  June 

Structural  Alterations,  Reporting  ...June 
Tank  Tracks,  Fuel  Oil,  etc.  Nov. 

Tank  Tracks,  Gasoline,  etc.  Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code) . Apr. 


Publication  in  Bulletin 


6,  1940— Vol.  25,  No.  32 
1940— Vol.  25,  No.  31 


30 


23,  1938— Vol.  23,  No.  34 
13,  1937 — Vol.  22,  No.  28 


27,  1940- 
3,  1937- 
3,  1936- 
15,  1937- 
13,  1940- 
13,  1940- 
21,  1940- 


-Vol.  25,  No.  35 
-Vol.  22,  No.  31 
-Vol.  21,  No.  9 
-Vol.  22,  No.  24 
-Vol.  25,  No.  33 
-Vol.  25,  No.  33 
-Vol.  25,  No.  21 


14,  1940— Vol.  25,  No.  20 


20,  1940 — Vol.  25,  No.  34 
13,  1937 — Vol.  22,  No.  15 

21,  1919 — Vol.  4,  No.  3 


20,  1940 — Vol.  25,  No.  34 
7,  1925 — Vol.  10,  No.  14 
5.  1928— Vol.  13,  No.  23 
3,  1940 — Vol.  25,  No.  36 
3,  1940 — Vol.  25,  No.  36 


25,  1940 — Vol.  25,  No.  26 
24,  1936— Vol.  21.  No.  47 
3,  1937— Vol.  22,  No.  31 


28,  1940- 

7,  1937- 
11,  1940- 
13,  1940- 

29,  1937- 

8,  1937- 
7,  1932- 

24,  1936- 
24,  1936- 


-Vol. 

-Vol. 

-Vol. 

-Vol. 

-Vol. 

-Vol. 

-Vol. 

-Vol. 

-Vol. 


LIST  OF  APPROVED  APPLIANCES 


Fuel  Oil  Burners  for  Domestic  and 


Mar. 

Mar. 

5, 

5, 

1935— Vol. 
1935— Vol. 

20, 

20, 

No. 

No. 

10 

10 

Sept. 

3, 

1940— Vol. 

25, 

No. 

36 

SEPTEMBER  10.  1940.  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions  i 
of  the  building  zone  resolution,  Tuesday  morning,  Sept  cower 
10,  1940,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters: 


5,  1939 — Vol.  24,  No.  49 


cal.  no.  210-40-BZ— Application,  February  27,  1940,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  John  D.  Connaughton,  appli¬ 
cant,  on  behalf  of  Cristina  Pelizzari, 
owner,  to  permit  in  a  residence  use  dis¬ 
trict  the  alteration  and  conversion  of 
occupancy  of  part  of  the  basement  story 
of  an  existing  dwelling  to  business  use 
(store)  ;  premises  609  Thwaites  place, 
north  side.  37.05  ft.  west  of  Olinvilie 
avenue  (Block  No.  4342.  Lot  No.  47), 
Borough  of  The  Bronx. 


cal  no.  192-29-BZ— Application  of  H.  A.  Mugler,  appli¬ 
cant,  on  behalf  of  Veronica  Kambounan 
owner,  reopened  January  o.  1939,  under 
sections  7c  and  21  of  the  building  zont 
resolution,  to  permit  in  a  business  list 
district  the  reconstruction  and  extensior 
of  a  gasoline  service  station  (previously 
granted  by  the  Board)  ;  premises  58-0i 
to  58-06  Laurel  Hill  boulevard  and  ol 
01  to  51-05  58th  street,  southeast  cornei 
(Block  No.  2342,  Lot  Nos.  8,  9  and  1( 
and  parts  of  Lot  Nos.  6  and  7),  Wood 
side,  Borough  of  Queens. 


cal.  no.  351 -40-BZ— Application,  April  5,  1940,  under  sec 
tion  21  of  the  building  zone  resolution 
of  William  F.  Regan,  applicant,  on  be 
half  of  William  F.  Regan,  owner,  t< 
permit  in  a  business  use  district  tb 
erection  and  maintenance  of  a  gasolin 
service  station;  premises  1000-101, 
Brooklyn  avenue  and  3 522-3524  Snyde 
avenue,  southwest  corner  (Block  Nc 
4906,  Lot  Nos.  9  and  10),  Borough  o. 
Brooklyn. 


25,  No.  22 
22,  No.  36 
25,  No.  24 
25,  No.  33 
22,  No.  26 
22,  No.  23 
17,  No.  23 
21,  No.  47 
21,  No.  47 
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cal  no.  137-40-BZ— Application,  February  2,  1940.  unde 
section  7c  of  the  building  zone  resolu 
tion,  of  Joseph  B.  Lynch,  applicant, .  o 
behalf  of  Hill  Holding  Corporation 
owner  (Crescent  Auto  Service,  lessee, 
to  permit,  partly  in  a  business  us 
district  and  partly  in  a  residence  us 
district,  the  extension  in  area  ot  a 
accessory  building  on  an  existing  gasc 
line  service  station;  premises  148-20  1 
148-30  Hillside  avenue,  south  sid' 
103.25  ft.  east  of  148th  street  (Bloc 
No.  9694,  Lot  No.  17),  Jamaica,  Bot. 
ough  of  Queens. 
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cal.  no.  514-40-BZ— Application,  May  14,  1940,  under  sec¬ 
tions  21,  7b  and  7c  of  the  building-  zone 
i  esolution,  of  Salomon  A.  Hauptman, 
applicant,  on  behalf  of  Estate  of  Giu¬ 
seppe  Giambalvo,  owner,  to  permit, 
partly  in  a  business  use  district  and 
partly  in  a  residence  use  district,  the 
conversion  of  occupancy  of  the  first 
story  _  of  an  existing  building  from 
dwelling  to  business  use;  premises  670 
Bushwick  avenue  and  921-931  Wil¬ 
loughby  avenue,  northwest  corner 
(Block  No.  3194,  Lot  No.  31),  Bor¬ 
ough  of  Brooklyn. 


Harry  Hugger,  owner,  reopened  for 
consideration  as  to  extension  of  permit 
July  2,  1940 — re  Application,  previously 
granted  on  condition,  under  section  7f 
of  the  building  zone  resolution,  permit¬ 
ting  in  a  business  use  district  the  erec¬ 
tion  and  maintenance  of  a  motor  vehicle 
repair  shop  and,  also,  a  gasoline  service 
station  for  a  temporary  period;  prem¬ 
ises  2030  Hylan  boulevard,  southwest 
corner  of  Hamden  avenue  (Block  No. 
3688.  Lot  No.  9),  Grant  City,  Borough 
of  Richmond. 


cal.  no.  80-40-BZ— Application,  January  24,  1940,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Regan,  applicant,  on 
behalf  of  Dot  Mort  Holding  Corpora¬ 
tion,  owner,  to  permit  in  a  residence 
use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  2900-2926 
Olinville  avenue,  678  Wilgus  street, 
southeast  corner,  and  679  Arnow  ave¬ 
nue  (Block  No.  4542,  Lot  Nos.  7  and 
14),  Borough  of  The  Bronx. 

cal.  no.  470-40-BZ— Application,  May  3,  1940,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  William  Cohn, 
owner  (Jacob  Newmark,  lessee),  to 
permit,  partly  in  a  business  use  dis¬ 
trict  and  partly  in  a  residence  use  dis¬ 
trict,  the  extension  of  an  existing  gaso¬ 
line  service  station  and.  also,  the  park¬ 
ing  and  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  4070-4076 
Broadway,  southeast  corner  of  West 
172nd  street  (Block  No.  2141,  Lot  Nos. 
17  to  20,  inclusive),  Borough  of  Man¬ 
hattan. 


cal.  no.  456-40-BZ— Application,  April  29,  1940,  under  sec¬ 
tions  7a,  7c,  7e  and  21  of  the  building 
zone  resolution,  of  William  Shary,  ap¬ 
plicant,  on  behalf  of  City  Bank  Farmers 
Trust  Company,  trustee,  under  will  of 
Thomas  Dimond,  owner,  to  permit, 
partly  in  a  business  use  district  and' 

partly  in  a  residence  use  district,  the 

extension  of  an  existing  garage  for 

more  than  five  (5)  motor  vehicles; 
premises  2231-2239  Broadway  and  248 
West  80th  street,  southwest  corner 
(Block  No.  1227,  Lot  No.  54),  Borough 
of  Manhattan. 

cal.  no.  335-40-BZ— Application,  April  3,  1940,  under  sec¬ 
tions  21  and  7f  of  the  building  zone 
resolution,  of  Samuels  and  Samuels,  ap¬ 
plicants,  on  behalf  of  Long  Island  Sound 
Realty  Company,  owner,  to  permit, 

partly  in  a  residence  use  district  and 
partly  in  a  business  use  district,  the 
erection  and  maintenance  of  a  gasoline 
service  station ;  premises  246-09  to  246- 
19  Northern  boulevard  and  43-70  to 
43-80  247th  street,  northwest  corner 
(Block  No.  8112,  Lot  No.  25),  Little 
Neck,  Borough  of  Queens. 


HARRIS  H.  MURDOCK,  Chairman. 


SEPTEMBER  10,  1940,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

61 4-40- A— 75  Rutgers  Slip,  east  side,  38.3  ft.  south  of 
Cherry  street  (Block  No.  247,  Lot  No.  25), 
Borough  of  Manhattan. 

635-40-A— 261  South  street,  north  side,  24.7  ft.  east  of 
Rutgers  Slip  (Block  No.  247,  Lot  No.  2), 
Borough  of  Manhattan. 


cal.  no.  295-40-BZ— Application,  March  21,  1940,  under  sec¬ 
tion  7c  of  the  building  zone  resolution, 
of  Mark  J.  Joseph,  applicant,  on  behalf 
of  Drydock  Savings  Bank,  owner  (Stan- 
wood  Cafeteria,  Incorporated,  lessee), 
to  permit,  partly  in  a  business  use  dis¬ 
trict  and  partly  in  a  residence  use  dis¬ 
trict,  the  maintenance  of  business  use 
(restaurant  and  offices)  on  the  first 
story  of  an  existing  multiple  dwelling- 
premises  2060-2078  Broadway  and  169- 
171  West  71st  street,  northeast  corner 
(Block  No.  1143,  Lot  No.  3),  Borough 
of  Manhattan. 


6 36-40- A  79  Rutgers  Slip  and  260  South  street,  northeast 
corner  (Block  No.  247,  Lot  No.  1),  Bor¬ 
ough  of  Manhattan. 


SEPTEMBER  17,  1940,  10  A.  M. 

Building  Zone  Applications. 

fS  HEREBY  GIVEN  by  the  Board  of  Stand 
f  It.  u  •,  J?pea  s  a  Puf3h'c  hearing  under  the  provision1 

her]7  to]odinf,o°n.e,re1SOl-Ution’  Tuesday  anting,  Septem 
Atani  at  0,  o  clock,  in  Room  1013,  Municipal  Building 

'  ar|hattan,  on  the  following  matters: 


cal.  no.  528-40-BZ— Application,  May  16,  1940,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer.  ap¬ 
plicants,  on  behalf  of  Plerman  H.  Behn, 
owner,  to  permit,  partly  in  a  business 
use  district  and  partly  in  a  residence 
use  district,  the  alteration  of  a  building 
and  extension  of  gasoline  service  station, 
brake  service  station,  lubritorium  and 
store  use;  premises  114-20  101st  avenue, 
southwest  corner  of  115th  street  (Block 
No.  9432,  Lot  No.  8),  Richmond  Hill. 
Borough  of  Queens. 


<AL‘  no.  120-33-BZ—  Application  of  Fadie,  Nunley.  Gale  and 

Rosenholz,  applicants,  on  behalf  of 


cal.  no.  18-40-BZ— Application,  January  6,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
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of  Sidney  H.  Kitzler,  applicant,  on  be¬ 
half  of  Margaret  Murgolo,  owner,  to 
permit  in  a  residence  use  district  the 
alteration  and  conversion  of  occupancy 
of  the  first  story  of  an  existing  building 
to  a  garage  for  more  than  five  (.5) 
motor  vehicles;  premises  184  Woodbine 
street,  south  side,  225  ft.  east  of  Central 
avenue  (Block  No.  3360,  Lot  No.  15), 
Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


of  Lama  and  Proskauer,  applicants,  on 
behalf  of  Clifford  E.  Mills,  owner,  to 
permit  in  a  residence  use  district  and 
“F”  area  district  the  erection  andjnain- 
tenance  of  a  building  to  be  used  as  a 
gas  station,  auto  laundry,  lubritorium, 
office  and  boiler  room  in  conjunction 
with  a  gasoline  service  station,  on  a  plot 
of  ground  previously  occupied  as  a 
gasoline  service  station;  premises  144- 
39  to  144-47  Farmers  boulevard,  south¬ 
east  corner  of  South  Conduit  avenue 
(Block  No.  4517,  Lot  No.  1  and  part  of 
Lot  No.  3),  Springfield,  Borough  of 
Queens. 


SEPTEMBER  17,  1940,  2  P.  M. 


Appeals  prom  Administrative  Decisions . 

697-39-A — 28  Bowery  and  43  Bayard  street,  southwest  cor¬ 
ner  (Block  No.  163,  Lot  No.  33),  Borough 
of  Manhattan. 


696-39- A— 2321 


Third  avenue  and  201  East  ^ 26th  street, 
northeast  corner  (Block  No.  1791,  Lot  No. 
1),  Borough  of  Manhattan. 


CAL. 


no  562-32-BZ— Application  of  Lama  and  Proskauer. 

applicants,  on  behalf  of  Silgreen  Hold¬ 
ing  Corporation,  owner,  reopened  No¬ 
vember  15,  1938.  under  section  21  of  the 
building  zone  resolution,  to  permit  in 
a  business  use  district  the  maintenance 
of  a  gasoline  service  station,  previously 
granted  by  the  Board  for  a  temporal  y 
period ;  premises  208-16  Foch  boulevard, 
southwest  corner  of  Springfield  boule¬ 
vard  (Block  No.  3358,  Lot  No.  50). 
St.  Albans,  Borough  of  Queens. 


597-40- A— 154  Henry  street,  west  side.  19  ft.  3  in.  north  of 
Love  lane  (Block  No.  236,  Lot  No.  137), 
Borough  of  Brooklyn. 

151 7-39- A— 306  New  Lots  avenue,  south  side,  88  ft.  east  of 
Alabama  avenue  (Block  No.  4296,  Lot  No. 
5).  Borough  of  Brooklyn. 

648-40-A— 10-16  Grand  avenue,  west  side  80  ft.  11  m. 

south  of  Flushing  avenue  (Block  No.  lb//, 
part  of  Lot  No.  uU),  Borough  of  Brooklyn. 


CAL. 


no  230-40-BZ— Application,  March  1,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Reginald  S.  Hardy,  applicant,  on  be¬ 
half  of  Winchester  Realty  Corporation, 
owner,  to  permit,  partly  in  a  residence 
use  district  and  partly  in  a  business  use 
district,  the  erection  3nd  m3.inten3.nce  of 
a  gssoline  service  st3tion ;  premises 
234-01  to  234-19  Hillside  avenue  and 
82-63  to  82-71  234th  street,  northeast 
corner  (Block  No.  / 935,  part  of  Lot 
No.  1),  Creedmore,  Borough  of  Queens ' 


SEPTEMBER  24,  1940,  10  A.  M. 

Building  Zone  Applications. 


NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions  of 
the  building  zone  resolution,  Tuesday  morning,  September 
24,  1940,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters; 


cal.  no.  1048-22-BZ— Application  of  W.  H.  and  J.  F. 

Dusenbury,  applicants,  on  behalf  of 
Kingleff  Holding  Corporation,  owner, 
reopened  May  7.  1940.  under  section  21 
of  the  building  zone  resolution,  to  per¬ 
mit  in  a  business  use  district  the  main¬ 
tenance  of  a  gasoline  service  station 
used  in  conjunction  with  a  garage  for 
more  than  five  (5)  motor  vehicles  (said 
garage  was  previously  granted  by  the 
Board)  ;  premises  472-494  Kingston 
avenue,  585-603  East  New  York  ave¬ 
nue,  northwest  corner,  and  546-554  Lef- 
lerts  avenue  (Block  No.  1332,  Lot  Nos. 
38  and  39),  Borough  of  Brooklyn. 


cal  no  402-40-BZ— Application,  April  16,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution. 


no  297-40-BZ— Application.  March  20,  1940,  under  sec 
tions  7h  and  21  of  the  building  zon< 
resolution,  of  Henry  Nordheim,  apph 
esnt,  on  behslf  of  The  Mutu3l  Life  In 
surance  Company,  owner  ( Louwe 
Garage  Corporation,  lessee) ,  to  permit 
partly  in  a  business  use  district  am 
partly  in  a  residence  use  district,  for 
temporary  period  of  not  more  than  tw 
(2)  years,  the  parking  and  storage  c 
more  than  five  (5)  motor  vehicles 
premises  1407-1419  College  avenue,  wee 
side,  215  ft.  south  of  East  171st  strec 
(Block  No.  2786,  parts  of  Lot  Nos.  - 
6  and  29),  Borough  of  The  Bronx. 


HARRIS  H.  MURDOCK,  Chairman. 


SEPTEMBER  24,  1940,  2  P.  M. 


Appeals  from  Administrative  Decisions. 

354-40-A— 24-46  24th  street,  west  side,  175  ft.  north  1 
Hoyt  avenue  (Block  No.  873,  Lot  No.  59 


502-40- A— 130  Union  avenue, 
Leyden  avenue 
32),  Mariners 
mond. 


east  side.  100  ft.  north 
(Block  No.  190,  Lot  N 
Harbor,  Borough  of  Ric 
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618-40- A— 1267  Flushing  avenue,  north  side,  25  ft.  east  of 
Johnson  avenue,  and  636-644  Johnson  ave¬ 
nue  (Block  No.  2996,  Lot  No.  22),  Bor¬ 
ough  of  Brooklyn. 

737-40-A— 794  Columbus  avenue  and  100-102  West  99th 
street,^  southwest  corner  (Block  No.  1853, 
Lot  No.  36).  Borough  of  Manhattan. 

.  750-40-A— 1925  Ocean  parkway,  east  side,  185  ft.  4  in 
south  of  Avenue  “S”  (Block  No.  7088,  Lot 
No.  87),  Borough  of  Brooklyn. 


cal.  no.  255-40-BZ — Application,  March  7,  1940,  under 
sections  7f  and  21  of  the  building  zone 
resolution,  of  Samuels  and  Samuels,  ap¬ 
plicants,  on  behalf  of  Benlem  Realty 
Corporation,  owner,  to  permit  in  a  busi¬ 
ness  use  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station; 
premises  81-01  to  81-11  Rockaway 
boulevard.  94-01  to  94-07  81st  street, 
northeast  corner,  and  81-02  to  81-10 
Atlantic  avenue,  southeast  corner  of 
81st  street  (Block  No.  9009,  Lot  No. 
1),  Woodhaven,  Borough  of  Queens. 


783- 40-A— 223-233  Marlborough  road  and  1501-1507  Bev¬ 

erly  road,  northeast  corner  (Block  No. 
5119,  Lot  No.  43),  Borough  of  Brooklyn. 

704-40-A— 12-14  Heyson  road  (Sea  Girt  avenue)  northeast 
corner  of  Beach  13th  street  (Block  No. 
118,  Lot  No.  28),  Far  Rockaway,  Bor¬ 
ough  of  Queens. 

784- 40-A— 47-02  to  47-08  Fifth  street,  southwest  corner 

of  4/th  avenue  (Block  No.  20,  Lot  No.  5), 
Long  Island  City,  Borough  of  Queens. 

/  94-40- A— 6914-6918  Fifth  avenue,  west  side,  102  ft.  8^  in. 

T°f  Bay  Ridge  avenue  (Block  No. 
587o  Lot  Nos.  48  and  49),  Borough  of 
Brooklyn. 


OCTOBER  1,  1940,  2  P.  M. 

Building  Zone  Application. 

arW?  IS  ,HE?EBY .GIVEN  by  the  Board  of  Stanc 
af  d,l  31  d  ;mpPea  S  °f  3  p,ubhc  heari«g  under  the  provisior 
1  94n  lld,9g  ^one  resolution,  Tuesday  afternoon,  Octobe 

on 

-AL.  no.  39-34-BZ— Application  of  Dale  Carnegie,  applicar 
and  owner ,  reopened  July  9,  1940,  fo 
consideration  as  to  extension  of  perm; 

re  Application,  previously  granted  o 
condition,  under  section  21  of  the  build 
mg_  zone  resolution,  permitting  in 
residence  use  district  the  change  o 
occupancy  of  an  existing  building  t 
business  use  (restaurant)  for  a  tern 
porary  period;  premises  northwest  cor 
ner  of  Pembroke  avenue  and  West 
moreland  street  (Block  No.  4118,  Lo 
No.  221),  Little  Neck,  Borough  o 
Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


OCTOBER  15,  1940,  10  A.  M. 

Building  Zone  Applications. 

r?°J*CE  IS  HEREBY  GIVEN  by  the  Board  of  Stan, 

I  '  h,  m;  Ca  S  °f  3  ^ub.Ilc  heannS  under  the  provisions 

7  1940  'of  in°n^  Ire'l0  utl0n,  Tuesday  morning,  Septemb. 

Manhattan1  °*LC  ?Cn-  Room  1013’  Municipal  Buildin 
nnattan,  on  the  following  matters  : 


Copies  of  the  Official  Directory  of  the  Citv  of  Ne 

(Ths u«> « 

State  and  rS  a.utbentic  information  in  relation  to  Cit 
e  3nd  FederaI  Departments.  Bureaus.  Offices  and  Courl 


cal.  no.  855-27-BZ — Application  of  Shell  Oil  Company,  Inc., 
applicant  and  lessee,  on  behalf  of  Anna 
C.  Bingler,  owner,  reopened  for  re¬ 
hearing  under  new  facts  December  5, 
1939,  under  section  21  of  the  building 
zone  resolution,  to  permit  in  a  business 
use  district,  the  maintenance  and  >  e- 
construction  of  a  gasoline  service  sta¬ 
tion  (previously  denied)  ;  premises  216- 
03  Merrick  boulevard,  northeast  corner 
of  Springfield  boulevard  (Block  No. 
3541.  Lot  No.  1),  Springfield,  Borough 
of  Queens. 

cal.  no.  1232-39-BZ — Application,  October  5,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion  and  section  60  of  the  multiple 
dwelling  law,  of  Martyn  N.  Weinstein, 
applicant,  on  behalf  of  Beech  Haven 
Estates,  owner,  to  permit  in  a  residence 
use  district  the  erection  and  maintenance 
of  a  multiple  dwelling  law  having  a 
garage  for  more  than  three  (3)  motor 
vehicles  in  the  cellar  story ;  garage 
space  is  for  the  use  of  tenants  only ; 
premises  84-50  169th  street,  west  side, 
165.01  ft.  north  of  Gothic  drive  (Block 
No.  9860,  Lot  No.  40),  Jamaica,  Bor¬ 
ough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


OCTOBER  22,  1940,  10  A.  M. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning.  October 
22.  1940,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matter : 

cal.  no.  336-40-BZ — Application,  April  3,  1940,  under  sec¬ 
tions  7f  and  21  of  the  building  zone 
resolution,  of  Samuels  and  Samuels,  ap¬ 
plicants,  on  behalf  of  William  J.  Hamil¬ 
ton,  owner,  to  permit  in  a  business  use 
district  the  erection  and  maintenance  of 
a  gasoline  service  station  ;  premises  40-13 
to  40-19  Junction  boulevard,  east  side 
30.04  ft.  north  of  40th  road  (Block  No.’ 
1605.  Lot  No.  64).  Corona.  Borough  of 
Queens. 

HARRIS  H.  MURDOCK.  Chairman. 


are  now  on  sale  at  the  office  of  the  Supervisor  of  the  City 
Record,  Room  2213.  Municipal  Building,  Manhattan.  Price 
50  cents;  by  mail,  three  cents  per  copy  must  be  added 
for  postage. 
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OIL  BURNER  RULES 

[217-21-SR] 

NOTICE— In  this  publication  of  these  Rules,  a  new  decimal 
numbering  system  has  been  employed,  but  for  con¬ 
venience.  the  former  designations  are  also  shown  in 
brackets. 

RULES  COVERING  THE  INSTALLATION  AND 
USE  OF  OIL  BURNING  EQUIPMENT  AND 
THE  STORAGE  OF  OILS  USED  IN 
CONNECTION  THEREWITH 

Adopted  by  the  Board  of  Standards  and  Appeals  June 

15,  1934,  Amended  July  12,  1935,  January  28,  1936,  and 
December  4,  1936. 

(Superseding  Fuel  Oil  Rules  adopted  by  the  Board 
of  Standards  and  Appeals,  November  6,  1919; 
amended  January  6,  1922;  January  18,  1924;  Oc¬ 
tober  19,  1926;  September  11,  1928;  January  11. 

1929;  March  20,  1931 ;  May  12,  1931 ;  November  24, 

1931;  May  10,  1932;  June  24,  1932,  and  November 
4,  1932). 

Authority:  Section  666,  paragraph  2  of  the  New 
York  City  Charter. 

Rule  1.  Scope. 

[  a  1  1.1  No  person  shall  install  oil-burning,  or  oil-storage 
equipment  for  use  within  the  City  of  New  York 
except  as  provided  in  these  rules. 

[b]  1.2  These  rules  shall  not  apply  to  gas  companies  stor¬ 
ing  or  using  oil  in  the  manufacture  of  illuminating 
gas  for  public  use. 

I 

Rule  2.  Definitions. 

2.1  For  the  purpose  of  these  rules  the  following  terms 
shall  be  interpreted  in  accordance  with  these  defi¬ 
nitions  : 

2.2  APPROVED:  Shall  mean  devices  hereafter  ap¬ 
proved  by  the  Board  of  Standards  and  Appeals 
and  also,  when  required  by  the  Board  of  Standards 
and  Appeals,  approved,  listed  as  standard,  and/or 
labeled  by  any  nationally  recognized  standard  testing 
laboratory  not  operated  for  commercial  profit,  pro¬ 
vided  all  such  devices  are  installed  in  accordance 
with  these  rules.  Such  approval  is.  subject  to  sus¬ 
pension  or  revocation  for  non-compliance  with  these 
rules.  All  devices  approved  by  the  Board  of  Stand¬ 
ards  and  Appeals  prior  to  the  adoption  of  these 
rules  shall  be  accepted. 

2.3  AUTOMATIC  PUMP:  Shall  mean  an  automatic 
transfer  pump  operating  independent  of  the  burner 
to  provide  a  continuous  supply  of  oil. 

2.4  BURNER:  A  device  designed  for  the  purpose  of 
burning  oil. 

2.5  COMMERCIAL  INSTALLATIONS— Oil  burn¬ 
er  installations  in  buildings,  other  than  dwellings 
when  used  for  heating  and  generation  of  power 
for  use  on  premises. 

2.6  CONTROLS — Such  electrical  or  mechanical,  de¬ 
vices  as  are  installed  for  the  purpose  of  providing 
safe  and  continuous  operation. 

2.7  DISCHARGE  LINE:  That  portion  of  the  line 
between  the  discharge  outlet  of  the  pump  and  the 
burner  oil  inlet  connection. 

2.8  DOMESTIC  INSTALLATIONS— Oil  burner  in¬ 
stallations  installed  in  dwellings  as  defined  in  these 
rules. 

2.9  DWELLINGS:  Buildings  used  exclusively  for 


dwelling  purposes  and  occupied  by  one  or  two 
families,  including  convents,  rectories  and  mon¬ 
asteries. 

2.10  ELECTRICALLY  GROUNDED:  For  protection 
against  lightning  shall  mean  storage  tanks  set 
directly  in  or  on  the  ground  and/or  with  under¬ 
ground  piping  connections.  Where  storage  tanks 
without  underground  piping  connections  are  built 
on  bases  above  the  surface  of  the  earth,  such 
storage  tanks  shall  be  grounded  at  two  (2)  points 
180°  (degrees)  apart  as  follows: 

2.10.1  The  conductor  from  tank  to  ground  con¬ 
nection  shall  be  of  copper  not  smaller  than 
No.  6  (.162")  A.W.G.  wire,  or  pipe  not 
less  than  one-half  inch  (}4")  in  diameter. 

2.10.2  One  end  of  conductor  shall  be  permanently 
and  electrically  bonded  to  tank.  The  other 
end  shall  be  bonded  to  a  ground  connec¬ 
tion  consisting  of  a  water  pipe  or  a  rod, 
pipe  or  plate  having  a  surface  area  of  not 
less  than  one  hundred  and  ninety  (190) 
square  inches_,  buried  in  moist  earth  not  less 
than  two  feet  (2')  below  the  surface  of  the 
earth. 

2.11  FILL  PIPE:  That  portion  of  the.  line  between  the 
fill  1,  pipe  terminal  and  the  fill  pipe  connection  in 
the  storage  tank. 

2.12  FIRE  RETARDING  MATERIALS: 

2.12.1  One-half  04)  inch  plaster  boards,  or.  as¬ 
bestos  boards,  or  three-eighths  (Vs)  inch 
gypsum  wall  boards  weighing  not  less  than 
16  pounds  per  square  yard  with  pointed 
joints  covered  with  No.  26  U.  S.  gauge 
sheet  metal  with  one  (L)  inch  lapped  seams 
nailed  to  the  wood  beams  when  spaced  not 
more  than  sixteen  (16)  inches  on  centers, 
or  nailed  to  furring  strips  when  the  floor 
beams  are  spaced  more  than  sixteen  (16) 
inches  on  centers,  or 

2.12.2  Two  thicknesses  of  one-quarter  (1/a)  inch 
asbestos  boards  laid  with  tight  staggered 
joints  and  nailed  to  the  beams,  when  spaced 
not  more  than  sixteen  (16)  inches  on  cen¬ 
ters,  or  nailed  to  furring  strips  when  the 
floor  beams  are  more  than  sixteen  (16) 
inches  on  centers,  or 

2.12.3  Metal  lath  weighing  not  less  than  three 
pounds  per  square  yard,  attached  to  furring 
strips  and  plastered  with  Portland  cement 
mortar  at  least  three-quarters  (V)  inch 
thick. 

2  12.4  Note — All  fire  retarding  material  to  be  ap¬ 
plied  as  required  in  rules  for  fire  retarding 
material  of  the  Board  of  Standards  and 
Appeals. 

2.13  GROUND:  An  electrical  conductor  having  capac¬ 
ity  to  absorb  current. 

2.14  INDUSTRIAL  INSTALLATIONS:  Oil  burner 
installations  for  industrial  purposes. 

2.15  OIL:  Any  liquid  mixture,  substance .  or  com¬ 
pound  derived  from  petroleum,  including  kero¬ 
sene  and  fuel  oil  as  defined  in  C19-2.0  of  the  Ad¬ 
ministrative  Code. 

2.16  OIL  BURNING  EQUIPMENT:  Any  device  in¬ 
cluding  burners,  oil  burning  heaters,  internal  com¬ 
bustion  engines  used  for  heating,  power  or  other 
purposes  designed  for  and/ or  using  oil  as  define 
in  these  rules. 

2.17  OIL  LEVEL  INDICATING  DEVICE:  A  means 
by  which  the  level  of  the^oil  in  a  storage  tank  may 
be  indicated. 
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2.18  0\  ERTLOW  PIPE:  A  pipe  which  conveys,  by 
gravity,  the  oil  from  the  maximum  level  of  an 
auxiliary  tank  to  the  storage  tank  or  from  the 
pump  to  the  storage  tank. 

2.19  PERMANENT  DEFORMATION:  Wherever 
phrase,  “without  permanent  deformation,”  is  used 
in  these  rules  it  shall  mean  that  the  tanks  or  con¬ 
tainers  shall,  after  release  of  test  pressure,  resume 
their  original  size  and  shape. 

2.20  PERMIT:  Shall  mean  permit  for  storage  of  oil 

2.21  PORTLAND  CEMENT  CONCRETE:  Shall 
mean  a  mixture  of  one  (1)  part  cement  and  not 
more  than  two  and  one-half  (2]/2)  parts  sand  and 
five  (5)  parts  of  coarse  aggregate  and  complying 
in  all  other  respects  with  the.  requirements  of  C26- 
311.0  of  the  Administration  Building  Code. 

2.22  PREHEATER:  A  device  designed  for  heating  oil 
for  the  purpose  of  decreasing  the  viscosity. 

2.23  RELIEF  VALVE:  A  valve  held  shut  by  a  spring 
or  other  means  of  automatically  relieving  pressure 
in  excess  of  its  setting. 

2.24  RELIEF  LINE:  That  portion  of  the  line  between 
the  bypass  connection  of  the  relief  valve  and  the 
supply  line  or  storage  tank. 

2.25  REMOTE  CONTROL:  A  hand,  electric,  or  me¬ 
chanically-operated  device  to  shut  off  the  oil  sup¬ 
ply.  A  thermostat  is  not  acceptable  as  a  remote 
control. 

2.26  SCA\  ENGING  LINE:  A  line  installed  to  per¬ 
mit  the  removal  of  water  or  foreign  matter  from 
a  storage  tank. 

2.27  SHOP  FABRICATED:  Shall  mean  completely 
built  in  the  shop  of  the  tank  manufacturer. 

i  2.28  SHUT-OFF  VALVE:  A  device  that  can  be  ac¬ 
tuated  to  prevent  the  flow  of  liquid  in  a  line  of 
pipe. 

2.29  STORAGE  CONTAINER:  Any  container  for 
oil  connected  to  a  burner  or  oil-burning  heater 
and  having  a  capacity  of  ten  (10)  gallons  or  less. 

I  2.30  S 1 ORAGE  TANK:  Any  container  for  oil  hav¬ 
ing  a  capacity  of  two  hundred  and  seventy-five 
(275)  gallons  or  more,  having  a  fill  line  and  vent 
line  connected  thereto. 

,  2.31  STORAGE  TANK,  AUXILIARY:  Any  con¬ 
tainer  for  oil  having  a  capacity  of  not  over  60 
gallons  and  used  as  an  intermediary  tank  for 
gravity  feed  and  equipped  with  an  automatic  or 
manually  operated  pump. 

2.32  SUPPLY  LINE:  That  portion  of  the  line  be¬ 
tween  the  storage  tank  and  the  pump  oil  inlet 
connection.  Where  a  pump  is  not  used,  it  shall 
be  that  portion  of  the  line  between  storage  tank 
and  burner  and  burner  oil  inlet  connection. 

3.33  TEST  WELL:  An  opening  in  the  top  of  the 
storage  tank  or  a  straight  pipe  connected  to  such 
opening  through  which  a  gauge  stick  may  be  in¬ 
serted  into  the  storage  tank. 

2.34  TRANSFER  PUMP:  An  oil  pump  that  is  not  an 
integral  part  of  the  burner  and  which  is  installed 
between  storage  tank  and  burner. 

2.35  VENT  PIPE:  That  portion  of  the  line  between 
vent  pipe  terminal  and  vent  pipe  connection  in  the 
storage  tank. 

*ule  3.  Oil  Permitted. 

•a]  3.1  Oil  permitted  under  these  rules  shall  be  any  liquid 
mixture,  substance,  or  compound  derived  from 
petroleum,  shale  oil,  coal  tar,  and  the  liquid  products 

ionre0^  an<^  s^3^  ^ave  3  ^3S^  P°int  not  lower  than 
100  degrees  Fahrenheit  when  tested  in  a  Pensky- 
Martens  closed  cup  tester  (American  Society  for 


Testing  Materials  Method  D93-22)  and  marketed 
under  the  following  commercial  grades : 


Range  Oil  SP. 

Gr. 

(A.P.I.) 

40-44 

No.  1  Fuel  Oil  “ 

44 

44 

36—40 

No.  2 . 

“ 

44 

32—36' 

No.  3  “  “ 

4 4 

44 

28—32' 

No.  4  “ 

44 

44 

24°  + 

No.  5  . . 

44 

44 

18°+ 

No.  6  “  “ 

44 

44 

10°+ 

The  use  of  crankcase 
strictly  prohibited. 

refuse 

oil  as  fue 

oil  is 

Rule  4.  Burners. 

[a]  4.1  Burners,  including  oil-burning  heaters,  shall  be  as 
approved,  provided  with  suitable  safeguards  to  pre¬ 
vent  abnormal  discharge  of  oil. 

[bj  4.2  Approval  of  burners  or  oil-burning  heaters  de¬ 
signed  for  installation  with  storage  of  not  more 
than  six  (6)  gallons  shall  include  approval  of 
storage  containers  and  limitations  of  installation. 
If  more  than  six  (6)  gallons’  storage  is  desired 
for  such  burners  or  oil-burning  heaters,  a  stor¬ 
age  tank  shall  be  installed  as  provided  for  in  these 
rules.  Portable  containers  of  not  more  than  six  (6) 
gallons’  capacity  may  be  filled  from  such  storage 
tanks  by  means  of  an  approved  hand  pump  located 
above  the  top  of  the  tank. 

[c]  4.3  The  requirements  of  these  rules  shall  not  apply  to 
the  use  and  installation  of  portable  burners  not 
requiring  a  connection  to  a  flue  where  such  burners 
are  of  the  type  commonly  used  for  household  pur¬ 
poses  including  oil  stoves,  oil  heaters  and  oil  lamps 
equipped  with  a  woven  wick,  nor  do  the  require¬ 
ments  of  these  rules  apply  to  such  portable  apparatus 
such  as  blow  torches,  soldering  pots,  tar  heaters, 
snow  melters,  etc. 

Rule  5.  Material  and  Construction  of  Tanks. 

5  1  Cylindrical  Tanks  (except  vertical  tanks  located 
outside  of  buildings  above  ground). 

[a]  5.1.1.  All  tanks  for  the  storage  of  fuel  oil  shall 

be  built  of  steel  plates  made  by  the  open 
hearth  process  and  known  to  the  trade  as 
“tank  steel.’’  Such  plate  shall  be  free  from 
physical  imperfections,  such  as  laminations, 
cracks,  mill  scale,  etc.  All  steel  must  be 
new  in  good  condition  and  free  from  rust. 
The  thickness  of  steel  required  and  the  size 
and  spacing  of  rivets  shall  be  as  stated  in 
the  table  given  below. 

[b]  5.1.2  All  tanks  must  be  welded  or  riveted  and 

caulked,  or  riveted  and  welded.  Flanges  or 
other  pipe  connections  may  be  welded.  All 
caulking  shall  be  done  with  round  nose  tools 
and  without  injury  to  the  plates.  Filler  of 
any  kind  between  plates  is  prohibited. 

[c]  5.1.3  Thickness  of  cylindrical  tanks,  except  tanks 

of  275  gallons  capacity  or  less: 

Tanks  36  in.  in  diameter  and  less — in, 
shell,  %  in.  heads. 

I  anks  37  to  72  in.  in  diameter — Y  in. 
shell,  5/16  in.  heads. 

Tanks  73  to  120  in.  in  diameter — 5/16  in. 
shell,  in.  heads. 

Tanks  over  120  in.  in  diameter  to  be  of 
H  in.  steel  and  to  be  stiffened  by  angle 
rings  or  equivalent  members  so  as  to  retain 
their  cylindrical  form. 
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[dj  5  1.4  All  cylindrical,  oval  or  obround  storage 
tanks  shall  have  dished  heads  with  a 
curvature  the  radius  of  which  is  not  greater 
than  the  diameter  of  the  tank.  Dished  heads 
shall  be  formed  with  an  adequate  cylindrical 
extension  rim  to  provide  welding  or  riveting 
surface.  Should  flat  heads  be  used  they 
must  be  braced  in  the  same  manner  as 
described  for  the  bracing  of  flat  sides  of 
rectangular  tanks. 

[e]  5.1.5  Diameter  and  spacing  of  rivets: 

Riveting  in  single  lap  seams  shall  not 
exceed  a  pitch  as  follows : 

In  shell  Ya  in.  thick,  Y&  in.  in  diameter 
rivets  2 Ya  in.  pitch. 

In  shell  5/16  in.  thick,  Ys  in.  in  diameter 
rivets  2 Ys,  in.  pitch. 

In  shell  Ys  in.  thick,  Ya  in.  in  diameter  riv¬ 
ets  2 Hi  in.  pitch. 

5.2  Rectangular  Tanks. 

[a]  5.2.1  All  rectangular  tanks  shall  be  built  of  steel 

plates  of  the  quality  required  for  cylindrical 
tanks,  and  of  a  thickness  of  not  less  than 
5/16  of  an  inch. 

[b]  5  2.2  Corners  may  be  made  up  by  bending  the 

plates  or  by  use  of  angles. 

[c]  5.2.3  Rivets  in  seams  shall  be  Ys  of  an  inch  in 

diameter  and  spaced  not  more  than  2Ya 
inches  center  to  center. 

[d]  5.2.4  All  flat  surfaces  of  rectangular  tanks  are 

to  be  braced.  Bracing  shall  be  done  either 
by  using  structural  steel  members  which 
will  act  as  girders  and  which  will  safely 
carry  the  load  with  a  factor  of.  safety  of 
five  (5),  or  by  using  bars  from  side  to  side, 
end  to  end  and  top  to  bottom  of  the  tanks 
as  the  case  may  be. 

[e]  5.2.5  When  structural  steel  members  are  used 

such  as  angle,  channels  or  beams,  etc.,  the 
distance  from  center  to  center  of  the  rivet 
lines  on  these  members  must  not  be  in 
excess  of  twenty-four  inches,  and  the  rivet 
spacing  must  be  such  that  it  will  develop 
the  full  strength  of  the  members.  In  no 
case  shall  the  rivets  be  in  excess  of  six 
(6)  inches  center  to  center  on  these  mem¬ 
bers. 

[f]  5.2.6  When  structural  steel  reinforcing  members 

are  tied  together  with  braces  in  order  to 
reduce  the  effective  length,  the  braces  shall 
not  be  stressed  higher  than  nine  thousand 
(9,000)  pounds  per  square  inch  taken  in  the 
minimum  net  section. 

[g]  5.2.7  If  structural  steel  members  are  omitted  and 

the  sides  of  the  tank  are  braced  by  means 
of  rods  or  bars,  these  members  should  not 
be  spaced  farther  apart  than  twenty-four 
(24)  inches  center  to  center  in  all  direc¬ 
tions.  The  unit  stress  permitted  in  these 
members  shall  not  be  in  excess  of  nine 
thousand  (9,000)  pounds  per  square  inch  on 
the  minimum  net  section. 

[h]  5.2.8  The  connection  between  these  members  and 

the  sides  of  the  tank  must  in  all  cases  be 
such  that  it  will  develop  the  full  net  sections 
of  the  bars  so  that  the  bar  will  break  before 
the  connection  will  let  go. 

5.3  All  Tanks  Except  Vertical  Above-Ground  Stor¬ 
age  Tanks. 

[a]  5.3.1  All  storage  tanks  for  oil  of  two  hundred 


and  seventy-five  (275)  gallons  capacity  or 
less  shall  have  a  minimum  thickness  of  shell 
and  head  plates  of  U.  S.  Standard  10  gauge 
(.134").  Auxiliary  storage  tanks  of  60  gal¬ 
lons  or  less  shall  be  similarly  constructed 
but  need  not  be  of  a  gauge  thicker  than  U. 

S.  Standard  No.  14. 

[b]  5.3.2  At  time  of  installation  all  storage  tanks 

shall  bear  a  permanently  fixed  plate,  spot- 
welded  or  equivalent,  bearing  the  name  of 
tank  manufacturer,  the  gauge  of  material 
and  capacity  of  tank.  All  shop  fabricated 
storage  tanks  shall  be  installed  without 
structural  alteration. 

[c]  5.3.3  All  openings  shall  be  through  the  top  of  the 

storage  tank  except  that  275-gallon  storage 
tanks  may  be  provided  with  a  three-quarter 
inch  (H")  opening  for  gravity  discharge 
and  a  one-inch  (1")  opening  in  the  bottom 
for  cleaning  and  protection  against  corro¬ 
sion. 

[d]  5.3.4  All  buried  storage  tanks  shall  have  a  thor¬ 

ough  coating  on  the  outside  of  hot  tar,  as- 
phaltum,  or  other  equivalent  rust-resisting 
material.  All  such  tanks  shall  be  electrically 
grounded. 

[el  5  3.5  Manholes;  where  used  for  oils  having  a  vis¬ 
cosity  less  than  500  sec.  Saybolt  Universal  at 
100°'  F.  shall  have  manhole  covers  bolted 
and  air  tight;  where  used  for  oils  having  a 
viscosity  greater  than  500  sec.  Saybolt  Uni¬ 
versal  at  100°  F.  (No.  5  or  No.  6  Commer¬ 
cial  Standard  grades)  shall  have  manhole 
covers  bolted  or  otherwise  secured  to  the 
tanks  and  kept  hydrostatically  tight  at  all 
times. 

5  4  Vertical  Storage  Tanks  Over  1,000  Gallons 
Capacity  Located  Outside  of  Building  Above 
Ground. 

[a]  5.4.1  Vertical  tanks  located  outside  of  building 

above  ground  shall  be  built  of  steel  plates 
of  the  quality  required  for  cylindrical  tanks. 

[b]  5.4.2  The  minimum  thickness  of  shell  or  bottom 

plates  shall  be  Ya  inch  and  the  minimum 
thickness  of  roof  plates  Ys  inch. 

The  thickness  of  shell  plates  shall  be  figured 
in  accordance  with  the  following  formula: 
P  x  r  x  F 

t  equals - 

T  x  E 

P  equals  head  pressure  at  bottom  of  ring 
under  consideration. 

R  equals  radius  of  shell  in  inches. 

F  equals  factor  of  safety  (taken  as  5). 

T  equals  tensile  strength  of  plate  in  pounds 
per  square  inch  (55,000  pounds  per  square 

inch).  . 

E  equals  efficiency  of  vertical  joint  in  ring 
under  consideration  (calculations  to  be 
based  on  formulas  as  given  in  Bulletin  No. 
14  of  the  New  York  State  Industrial  Com¬ 
mission)  . 

[c]  5.4.3  Roof  plates  shall  have  single  riveted  water¬ 

tight  seams  and  the  roof  shall  be  built  to 
shed  water.  Bottom  plates  shall  have  single 
lap  riveted  seams.  Shell  plate  seams  shall 
be  designed  with  proper  efficiency  to  meet 
requirements  of  above  formular  for  shell 
plates. 

[d]  5.4.4  In  all  cases,  steel  tanks  for  the  storage  of 

fuel  oil  must  be  built  metal  to  metal.  Nr. 
filler  of  any  kind  will  be  permitted. 
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fa]  5.5.1  Storage  containers  for  oil  of  six  (6)  gallons 
capacity  or  less  used  in  connection  with 
burners  or  oil-burning  heaters  shall  be  de¬ 
signed  to  withstand  a  hydrostatic  pressure 
test  of  five  (5)  pounds  per  square  inch 
without  permanent  deformation,  rupture  or 
leakage  and  shall  be  approved  as  provided 
in  Rule  4.2.  Glass  storage  containers  shall 
not  exceed  three  gallons  capacity,  protected 
with  a  metal  jacket  provided  with  hand 
grips  and  designed  to  be  rigidly  fastened  to 
stand  or  wall  and  shall  be  approved  as  pro¬ 
vided  in  Rule  4.2. 

Rule  6.  Location  of  Tanks. 

6.1  Inside  of  Buildings. 

[a]  6.1.1  Storage  tanks  having  a  capacity  of  two  hun¬ 

dred  and  seventy-five  (275)  gallons  and 
auxiliary  tanks  may  be  installed  above 
ground  in  or  on  the  lowest  story  of  a  build- 
ing,  pi  ovided  such  tanks  shall  be  mounted  on 
substantial  incombustible  supports,  with  tank 
permanently  attached  thereto,  and  located 
not  less  than  seven  feet  (7'),  measured 
horizontally  from  any  furnace  or  source  of 
exposed  flame  unless  tank  is  protected  as 
provided  for  in  Rule  6.1.2.  Such  storage 
tanks  inside  buildings  shall  be  not  less  than 
two  hundred  and  seventy-five  (275)  gallons’ 
capacity  and  not  more  than  one  such  tank 
shall  be  connected  to  one  burner.  Not  more 
than  two  (2)  two-hundred-and-seventy-five 
(275)  gallons  storage  tanks  shall  be  installed 
m  a  building  above  ground  without  protec¬ 
tion  as  provided  for  in  Rule  6.1.2. 

[b]  6.1.2  Storage  tanks  having  a  capacity  of  more 

than  two  hundred  and  seventy-five  (275) 
g*ll°nf>  when  installed  inside  of  buildings, 
shall  be  located  in  or  on  the  lowest  floor 
level  and  all  portions  of  such  tanks  above 
the  floor  shall  be  protected  by  a  continuous 
jacket  of  not  less  than  four  inches  (4")  of 
Portland  cement  concrete  reinforced  with 
"f  ,  than  No.  20  gauge  steel  wire 
cloth  2  x  2  mesh,  and  extending  at  least 
four  inches  (4  )  beyond  the  horizontal  out¬ 
line  of  tank  in  all  directions,  with  weep 
holes  along  the  bottom  one  inch  in  diameter 
not  more  than  3  ft.  apart. 

Each  storage  tank  may  be  placed  in  an  en¬ 
closure  having  masonry  walls  not  less  than 
eight,  inches  (8")  in  thickness  and  of  di¬ 
mension  not  less  than  fifteen  inches  (15") 
greater  on  all  sjdes  than  the  outside  dimen¬ 
sions  of  the  storage  tank.  The  walls  of  the 
enclosure  shall  be  carried  up  to  a  height  not 
less  than  two  feet  (2')  above  the  top  of 
the  tank.  Fireproof  access  door  or  doors 
shall  be  installed  in  the  enclosure  for  every 
twenty-five  feet  (25')'  along  the  longest  in¬ 
terior  wall  of  such  enclosure,  and  an  addi¬ 
tional  access  door  shall  be  installed  in  every 
additional  ten  feet  (10')  along  such  wall 
above,  the  point  where  the  enclosure  has  a 
capacity  equal  to  the  tank.  The  ceiling 
above  the  tank  enclosure  shall  be  either  fire" 
Pfoof  or  fire-retarded. 

Ic]  6.1.3  The  capacity  of  individual  storage  tanks  lo¬ 
cated  inside  of  buildings  shall  not  exceed 
twenty  thousand  (20,000)  gallons. 


[d]  6.1.4  All  storage  containers  used  in  connection 
with  burners  or  oil-burning  heaters  shall  be 
installed  in  a  substantial  and  workmanlike 
manner  with  rigid  metal  fasteners  to  wall 

or  floor  and  protected  against  mechanical 
injury. 

6  2  Outside  of  Buildings,  Below  Ground. 

[a]  6.2.1  Storage  tanks  located  outside  of  buildings 
below  ground,  shall  be  buried  with  the  top 
oi  the  tank  not  less  than  two  feet  (2')  be¬ 
low  the  surface  of  the  ground.  Tanks 
shall  be  placed  on  firm  soil  and  shall  be 
surrounded  by  clean  sand  or  well  tamped 
earth,  free  from  ashes  or  other  corrosive 
substance,  and  free  from  stones  larger  than 
wfll  pass  through  a  one-inch  (1")  mesh 
When  necessary  to  prevent  floating,  tanks 
shall  be  securely  anchored. 

M  6. -.2  Along  the  line  of  subways  no  tank  shall  be 
placed  within  twenty  feet  (20')  of  any  wall, 
separating  a  building  from  the  subway,  and 
i  practicable,  tanks  shall  be  placed  in  a 
lower  position  than  the  roadbed  of  the  sub¬ 
way,  except  as  may  be  modified  in  specific 
instances  by  the  Board  of  Standards  and 
Appeals. 

[c]  6.2.3  No  tank  shall  be  buried  so  as  to  be  nearer 

r  n  *  o  „  3  .feet  to  ar,y  foundation  wall. 

ldJ  6 -2- 4  All  buried  storage  tanks  larger  than  two 
hundred  and  seventy-five  gallons,  prior  to 
or  at  the  time  of  installatoin,  shall  be  thor¬ 
oughly  cleaned  and  coated  on  the  outside 
with  two  (2)  coats  of  red  lead  and  coated 
at  the  site  with  hot  tar,  asphalt  or  other 
equivalent  rust  resisting  material.  All  tanks 
shall  be  electrically  grounded. 

6  3  Outside  of  Buildings,  Above  Ground 

fa]  6.3.1  Storage  tanks  located  outside  of  buildings 
above  ground  shall  be  not  less  than  one  and 
one-quarter  (\%)  tank  diameters  and  in  no 
case  less  than  ten  feet  (10')  from  the  line 
ot  adjoining  property,  the  nearest  building 
or  adjacent  tank.  Such  tanks  shall  be  elec- 
trically  grounded.  The  maximum  capacity 
of  individual  tanks  located  outside  of  build¬ 
ings  above  ground  shall  be  fixed  by  the  fol¬ 
lowing  schedule: 

If  distant  25  feet  from  line 
of  adjoining  property 
which  may  be  built  upon  16,000  gallons 

If  distant  30  feet  .  24,000 

If  distant  40  feet  .  36^000  “ 

If  distant  50  feet  .  48,000 

If  distant  60  feet  .  60^000 

If  distant  75  feet  .  96^000 

ni  If  distant  85  feet,  or  more  lOo’oOO 

Ihj  6.3.2  Each  such  storage  tank  shall  be  protected  by 
an  embankment  or  a  dyke.  Such  protection 
shall  have  a  capacity  of  not  less  than  one 
and  one-half  (1 J/2)  times  the  capacity  of  the 
tank  so  surrounded  and  shall  be  at  least 
four  feet  (4')  high  but  in  no  case  higher 
than  one-fourth  (%)  the  height  of  the  tank 
when  the  height  of  the  tank  exceeds  sixteen 
teet  (16  )  Embankments  or  dykes  shall 
be  made  of  earthwork  with  clay  core ;  or  of 
masonry  or  of  impervious  reinforced  con¬ 
crete.  Earthwork  embankments  shall  be 
firmly  and  compactly  built  of  good  earth 
tree  from  stones,  vegetable  matter,  etc.,  and 
shall  have  a  flat  section  at  the  top  of  not 
less  than  three  feet  (3')  and  a  slope  of  at 
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least  one  and  one-half  (1J4)  to  two  (2)  on 
all  sides.  Concrete  or  masonry  dykes  shall 
be  so  designed  as  to  safely  carry  the  entire 
volume  of  the  oil  in  the  tank  so  surrounded. 
Embankments  or  dykes  shall  be  continuous 
and  unpierced.  C-19-50.0  of  the  Administra¬ 
tive  Code. 

[c]  6.3.3  All  above  ground  storage  tanks  ^ger  than 
two  hundred  and  seventy-five  (275)  gallons, 
prior  to  or  at  the  time  of  installation,  shall 
be  thoroughly  cleaned  and  coated  on  the 
outside  with  two  (2)  coats  of  red  lead  and 
coated  at  the  site  with  hot  tar,  asphalt  or 
other  equivalent  rust  resisting  material.  All 
tanks  shall  be  electrically  grounded. 

Rule  7.  Piping. 


aoe  tanks  up  to  1,100  gallons’  capacity  and 
not  less  than  two  inches  (2")  in  diameter 
for  storage  tanks  of  1,100  gallons  and  more. 
Vents  for  auxiliary  storage  tanks  shall  not 
be  less  than  J4  inch  in  diameter  and  may  be 
run  into  the  storage  tank  vent, 
fdl  7  3  4  Vent  pipes  shall  be  provided  with  weather¬ 
proof  hoods  and  shall  terminate  outside  the 
building  not  less  than  two  feet  (2  )  from 
any  building  opening  and  not  less  than  hve 
feet  (5')  nor  more  than  twelve  feet  (if) 
above  the  fill  pipe  terminal.  If  the  vent  pipe 
terminal  is  not  visible  from  the  fill  pipe 
terminal  location,  a  one-inch  (1  )  line  shall 
be  connected  to  tank  and  shall  parallel  the 
fill  pipe  and  terminate  at  the  fill  pipe  termi¬ 
nal  with  unthreaded  end.  Such  line  shall 
K<>  nrnvirlpd  with  a  check  valve  set  to  pre- 


7.1  Installation  of  Piping. 

ral  7.1.1  Piping  shall  be  run  in  a  substantial  and 
workmanlike  manner.  Exposed  piping  shall 
be  protected  against  mechanical  injury  and 
shall  be  securely  supported  with  rigid  metal 
fasteners  or  hangers.  All  pipes  connected  to 
buried  tanks  except  test  well  piping  shall  be 
provided  with  double  swing  joints  at  tank. 

rbl  7  12  Only  new  standard  full-weight  iron,  steel  or 
brass  pipe,  or  new  extra-heavy  copper  brass 
or  aluminum  alloy  tubing,  properly  marked 
and  duly  approved,  may  be  used.  Drawn 
metal  tubing  when  used  for  conveying  oil, 
shall  be  adequately  protected.  Such  tubing 
shall  be  used  only  in  the  same  room  in 
which  the  burner  is  installed.  Drawn  tub¬ 
ing  when  used  in  domestic  installations  shall 
be  not  less  than  three-eighths  inch  (H  ) 
inside  diameter.  Soldered  connections  are 
prohibited.  Tubing  shall  be  submitted  for 
approval. 

[c]  7.1.3  Overflow  pipes  where  installed  shall  not  be 
cmallpr  In  sh p  than  the  supply  pipe. 


7  2  Relief  Valves. 

[a]  7.2.1  Where  a  shut-off  valve  is  installed  in  the 

discharge  line  from  an  oil  pump  a  relief 
valve  shall  be  installed  in  the  discharge  line 
between  the  pump  and  the  first  shut-off 
valve. 

[b]  7.2.2  Oil  preheaters  shall  be  provided  with  a  re¬ 

lief  valve  to  prevent  excessive  oil  pressure. 

[cl  7.2.3  Relief  valves  shall  be  s_et  to  discharge  at  not 
more  than  one  and  one-half  (lxA)  times  the 
maximum  working  pressure  of  the  system. 
The  discharge  from  relief  valves  shall  be 
returned  to  storage  tank  or  to  the  supply 
line.  There  shall  be  no  shut-off  valve  in  the 
line  of  relief. 

7.3  Vent  Pipe. 

[a]  7.3.1  An  open  vent  of  iron  or  steel,  without  trap, 

and  draining  to  the  tank,  shall  be  provided 
for  each  storage  tank.  The  lower  end  of 
the  vent  pipe  shall  not  extend  through  the 
top  of  the  storage  tank  more  than  one  inch 
(1").  Cross  connection  between  vent  pipe 
and  fill  pipe  is  prohibited. 

[b]  7.3.2  Where  a  battery  of  storage  tanks,  designed 

to  hold  the  same  grade  of  oil,  is  installed, 
vent  pipes  may  be  run  into  a  main  header. 

[c]  7.3.3  Vents  shall  be  not  less.  than  one  and  one- 

quarter  inches  in  diameter  for  stor- 


7.4  Fill  Pipes. 

[al  7  4  1  Fill  pipe  shall  terminate  outside  the  build¬ 
ings  with  the  fill  pipe  terminal  located  at  or 
above  grade  at  least  five  feet  (5  )  .  from 
any  building  opening  or  subway  grating  at 
or  below  the  level  of  the  fill  pipe  terminal. 
No  fill  pipe  shall  be  less  than  2  inches  in 
diameter. 

[bl  7  4.2  Each  storage  tank  shall  be  provided  with  a 
separate  fill  pipe  except  where  a  battery  of 
tanks  is  installed,  containing  the  same  grade 
of  oil,  a  common  fill  and  header  pipe  may 
be  installed  provided  the  area  of  each  branch 
fill  pipe  and  the  header  pipe  is  equal  to  the 
area  of  the  fill  pipe  Each  branch  fill  pipe 
shall  be  provided  with  a  shut-off  valve. 

[cl  7.4.3  Where  the  top  of  the  storage  tanks  is  above 
the  fill  pipe  terminal  the  fill  pipe  shall  be 
connected  to  the  top  of  the  tank  and  be  pro¬ 
vided  with  a  shut-off  valve  and  a  swing 
check  valve  which  shall  be  located  at  t  e 
fill  pipe  terminal. 

[d]  7.4.4  All  fill  pipe  terminals  shall  be  of  approved 
type  constructed  of  a  suitable  material,  pro¬ 
vided  with  lugs  for  imbedding  in  concrete 
or  in  lieu  thereof  a  set  screw  to  fasten 
terminal  to  fill  pipe.  The  outer  flange  o 
the  fill  pipe  terminal  shall  be  provided  with 
letters  reading  “Fuel  Oil”  and  the  calendar 
number  under  which  the  fill  pipe  termina 
has  been  approved.  The  fill  pipe  terminal 
shall  be  separately  threaded  to  receive  the 
seal  cap  and  the  fill  pipe.  The  seal  cap 
shall  be  suitably  threaded  and  slotted  tor 
a  special  opening  wrench.  .  An  oilproot 
gasket  inserted  in  a  groove  in  the  fill  PiPe 
terminal  shall  be  provided  so  as  to  render 
the  fill  pipe  terminal  leakproof.  A  strainer 
is  not  required  but  if  used  must  be  of  not 
less  than  x/8  inch  .mesh.  Where  there  is  jj 
storage  system  of  volatile  inflammable  on 
and  a  storage  system  for  fuel  oil  to.  be 
used  in  the  same  premises,  the  terminal 
of  fuel  oil  fill  pipe  shall  be  proivded  with 
a  left-handed  thread,  and  the  fill  pipe  fit¬ 
ting  shall  be  of  a  different  size  than  thai 
required  for  the  fill  pipes  to  gasoline  tanks 

7.5  Heating  Coils  in  Storage  Tanks. 

7.5.1  All  heating  to  reduce  viscosity  of  oils  « 
storage  tanks  shall  be  only  by  means  o 
hot  water  or  low  pressure  (ten  (10)  poun 
per  square  inch  maximum)  steam  coils. 
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7.6  Scavenging  Line. 


7.6.1  When  a  scavenging  line  is  installed  it  shall 
terminate  outside  of  the  building  and  shall 
be  capped  oil  tight  when  not  in  use. 

Rule  8.  Valves  and  Control  of  Oil  Flow. 

[aj  8.1  Each  supply  line  from  storage  tanks  of  two 
hundred  and  seventy-five  (275)  gallons’  capacity 
and  from  auxiliary  storage  tanks  shall  be  pro¬ 
vided  with  a  shut-off  valve  at  the  tank  and  at 
the  burner  and  when  connected  to  burners  de¬ 
signed  for  gravity  feed,  shall  be  provided  with  an 
approved  constant  level  device. 

[b]  8.2  Each  supply  line  for  storage  tanks  of  more  than 

two  hundred  and  seventy-five  (275)  gallons’  ca¬ 
pacity,  shall  be  provided  with  a  shut-off  valve  at 
the  burner  and  where  the  top  of  the  tank  is  above 
the  oil  inlet  connection  to  the  burner  and/or 
transfer  pump,  shall  be  provided  with  an  approved 
anti-syphon  device  located  at  the  highest  point  in 
supply  line,  except  that  where  heavy  oil  (No.  6 
Commercial  Standard  Grade)  having  a  viscosity  of 
one  hundred  (100)  seconds  or  more  Saybolt  Furol 
at  one  hundred  and  twenty-two  degrees  Fahrenheit 
(122°  F.)  is  used,  the  anti-syphon  device  shall  not 
be  required. 

[c]  8.3  Except  as  may  be  modified  in  specific  instances  by 

the  Board  of  Standards  and  Appeals,  oil  from  stor¬ 
age  tanks  of  two  hundred  and  seventy-five  (275) 
gallons  capacity  or  more  may  be  delivered  to 
burners  installed  above  the  lowest  floor  of  a  busi¬ 
ness  building  only  under  the  following  provisions : 

8.3.1  Plans  for  such  installations  shall  be  sub- 
n”^ed  for  approval  to  the  administrative 
official  having  jurisdiction  before  such  in¬ 
stallation  is  made. 

8.3.2  Such  burners  shall  not  be  installed  in  any 
story  of  any  building  the  floor  of  which  is 
more  than  fifty  feet  (50')  above  the  street 
level.  Only  one  oil  delivery  line  shall  be 
installed  for  each  floor. 

8.3.3  Oil  delivery  lines  to  burners  located  above 
the  lowest  floor  of  a  building  shall  not  be 
larger  than  two  inches  (2")  iron  pipe  size. 

8  3.4  The  pressure  in  oil  lines  to  burners  located 
above  the  lowest  floor  of  a  building  shall 
not  be  more  than  is  necessary  to  deliver 
oil  to  the  burners  and  such  pressure  shall 
not  in  any  case  exceed  thirty  (30)  pounds 
per  square  inch.  With  each  automatic 
burner  there  shall  be  installed  and  main¬ 
tained  in  good  working  order  a  set  of  suitable 
safety  controls  of  the  electric  or  mechanical 
type.  The  proper  control  for  each  burner  is 
to  be  listed  in  the  resolution  under  which  the 
burner  is  approved.  The  controls  are  to  pro¬ 
vide  the  following  functions : 

Temperature  control 
Ignition  “ 

Stack  or 
Combustion  “ 

Pressure  “ 

Gravity  “ 

dl  8  4  ^  remote  control  shall  be  provided  whereby  the 
flow  of  oil  to  any  burner  can  be  stopped,  and 
such  remote  control  shall  be  located  outside  the 
entrance  to  the  room  in  which  the  burner  is  lo¬ 
cated  and  as  close  to  such  entrance  as  practical, 
except  when  outside  location  is  impracticable  such 


control  may  be  located  immediately  inside  the  room 
in  which  the  burner  is  located  if  such  location  is 
accessible  at  all  times.  All  such  controls  shall  be 
legibly  labeled  ‘Remote  Control  for  Oil  Burner.” 
On  auxiliary  storage  tanks  used  with  manually 
operated  burners  such  remote  control  may  be  in¬ 
stalled  on  feed  lines  between  tank  and  burner. 

[e]  8.5  Except  as  provided  by  Rule  4.2  of  these  rules  for 

approved  combination  burner  and  storage  container 
devices,  pressure  in  storage  tank  or  container  for 
the  purpose  of  discharging  oil  is  prohibited. 

[f]  8.6  In  systems  where  either  steam  or  air  is  used  for 

atomizing  the  oil  the  oil  and  the  atomizing  supply 
shall  be  interlocked,  so  that  in  case  of  the  inter¬ 
ruption  of  the  atomizing  supply,  the  supply  of  oil 
will  immediately  be  cut  off.  Except  that  this  re¬ 
quirement  shall  not  apply  to  air  and  oil  supply 
units  directly  connected  to  a  common  driver. 

Rule  9.  Oil  Level  Indicating  Devices  and  Test 
Wells. 

[al  9.1  All  tanks  located  inside  of  buildings  shall  be  pro¬ 
vided  with  an  oil  level  indicating  device.  Test 
wells  shaH  not  be  permitted  in  tanks  located  inside 
of  buildings  Unused  tank  openings  shall  be  perma¬ 
nently  sealed  to  prevent  removal  of  plugs  or  cover 

[b]  9.2  Oil  level  indicating  devices  shall  be  constructed  of 

substantial  materials  so  designed  that  there  can  be 
no  leakage  of  oil  or  oil  vapor. 

[c]  9.3  Test  well  shall  be  capped  oil  tight  and  kept  closed 

when  not  in  use. 

Rule  10.  Permits,  Plans,  Inspection  and  Tests 
of  Storage  Tanks  and  Piping. 

10.1  Permits. 

fa]  10.1.1  No  off  installation  of  more  than  ten  (10) 
gallons’  capacity  shall  be  operated  until  after 
a  permit  has  been  issued  by  the  Fire  Chief 
and  Commissioner. 

[b]  10.1.2  Applications  for  permit  shall  be  made  by 

the  installer  on  forms  furnished  by  tffe 
Fire  Chief  and  Commissioner  and  shall 
provide  for  the  location  of  the  building 
in  which  the  installation  is  to  be  made, 
name  and  address  of  owner  and/or  occupant 
name  and  address  of  installer,  make  and  ap¬ 
proval  number  of  burners,  pumps  and  other 
devices,  capacity  number  and  location  of 
storage  tanks,  together  with  approval  of  such 
pt  oposed  installation  by  the  Borough  Super- 
mtendent  of  Buildings  when  required  under 
Rule  10.2. 

[c]  10.1.3  No  permit  shall  be  issued  by  the  Fire  Chief 

and  Commissioner  until  the  installation  has 
been  inspected  by  his  representative. 

10  2  Plans  to  be  Filed  Where  Structural  Considera¬ 
tions  Are  Involved. 

10._.1  Except  for  installations  in  dwellings  as 
defined  in  these  rules,  the  installer  shall 
*"e.  i  t*le  Borough  Superintendent  of 
Buildings  plans  showing  the  size  and  location 

T  3  S^Tage  tan^s  havin£  a  capacity  greater 
than  275  gallons  where  such  tanks  are 
to  be  installed  either  inside  of  buildings 
m  or  below  the  lowest  floor  level  or  out- 
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side  of  buildings  below  ground.  Plans, 
however,  shall  be  filed  where  275  gallon 
tanks  are  to  be  buried  and  for  all  multi¬ 
ple  dwellings  and  for  all  places  of.  public 
assembly.  All  plans,  as  in  this  section  re¬ 
quired,  shall  be  certified  to  by  the  Borough 
Superintendent  of  Buildings  when  approved 
by  him  as  in  compliance  with  all  structural 
requirements,  to  the  Fire  Chief  and  Conn 
missioner  before  any  work  is  .  started  and 
before  the  permit  provided  for  in  Rule  10.1 
is  issued. 

10.3  Inspection  and  Tests  of  Installations  of  Storage 
Tanks  and  Piping. 

[a]  10.3.1  Storage  tanks  not  exceeding  two  hundred 
and  seventy-five  (275)  gallons’  capacity  and 
all  piping  for  oil  connected  thereto  shall 
show  no  leakage  when  tank  and  all  piping 
for  oil  is  completely  filled  with  oil  when 
subjected  to  a  test  of  10  pounds  per  square 
inch  for  a  period  of  ten  (10)  minutes. 

Ibl  10.3.2  Storage  tanks  of  more  than  two  hundred 
and  seventy-five  (275)  gallons’  capacity  and 
all  piping  for  oil  connected  thereto  shall 
show  no  change  in  shape,  rupture  or  leak¬ 
age  when  subjected  to  a  hydrostatic  test 
with  water  or  oil  as  follows : 

10.3.2.1  Oval,  obround,  rectangular  and 
specially  shaped  storage  tanks  and 
piping  connected  thereto,  twenty- 
five  (25)  pounds  per  square  inch. 

10.3.2.2  Cylindrical  storage  tanks  and  pip¬ 

ing  connected  thereto,  fifty  (50) 
pounds  per  square  inch. 

Pressure  shall  be  applied  for  a  period  of 
thirty  minutes.  When  oil  is  used  there 
shall  be  no  fire  or  flame  in  the  room  or 
rooms  in  which  the  test  is  being  conducted. 
All  tests  shall  be  conducted  in  the  presence 
of  a  representative  of  the  Fire  Chief  and 
Commissioner.  The  contractor  shall  fur¬ 
nish  all  necessary  equipment  for  conduct¬ 
ing  tests,  except  gauges  which  shall  be 
furnished  by  the  administrative  official. 
Such  test  may  be  made  with  oil  in  freezing 
weather  for  tanks  located  outside  of  build¬ 
ing. 

[c]  10.3.3  Defective  tanks,  if  repaired  by  welding,  shall 

have  all  oil  removed  and  shall  be  purged  of 
all  explosive  gases  or  vapors. 

[d]  10.3.4  The  anti-syphon  devices,  where  used  as  pro¬ 

vided  for  in  these  rules,  shall  be  approved 
devices. 

10.4  Fee  for  Permit  and  Test  of  Storage  Tanks 
and  Piping. 

10.4.1  When  application  for  permit  is  made,  as 
provided  for  in  Rule  10.1,  a  fee  covering 
the  permit,  inspection  and  test  of  storage 
tank  and  piping  shall  be  paid  in  accordance 
with  the  schedule  given  in  C19-24.0  of  the 
Administrative  Code. 

Rule  11.  Inspection  of  Installations  With  Not 
More  Than  Six  (6)  Gallons’  Storage 
Capacity. 

11.1  All  installations  of  burners  with  not  more  than 
six  (6)  gallons’  storage  capacity  except  where 
such  installations  are  made  in  dwellings  shall  be 


reported  by  installer  to  the  Fire  Chief  and  Com¬ 
missioner  giving  location  of  building  in  which  in¬ 
stallation  is  made,  name  and  address  of  owner 
and/or  occupant,  name  and  address  of  installer 
and  the  make  and  approval  number.  of  burner. 
Such  reported  installations  shall  be  inspected  as 
required  by  the  Administrative  Code. 

Rule  12.  Ventilation. 

[a]  12.1  No  burner  shall  be  installed  in  any  boiler,  heater, 

range  or  stove  unless  such  boiler,  heater,  range  | 
or  stove  be  connected  with  a  legal  chimney,  com¬ 
plying  with  Article  1 1  of  the  Administrative  Build¬ 
ing  Code. 

[b]  12.2  Adequate  ventilation,  at  least  equivalent  to  area  of 

the  smoke  pipe  at  the  point  where  it  enters  the 
flue,  shall  be  provided  in  all  rooms  in  which  burn¬ 
ers  are  installed. 

[c]  12.3  Dampers  shall  be  so  constructed  that  they  cannot 

completely  cut  off  the  passage  of  flue  gases  at  any 
time. 

Rule  13.  Automatic  Pumps. 

13.1  Automatic  pumps,  when  not  an  integral  part  of  the  i 
burner  shall  be  of  approved  type,  provided  with 
automatic  means  for  preventing  continuous  dis¬ 
charge  of  oil  in  case  of  pipe  breakage. 

Rule  14.  Fire  Protection, 

Note-  Compare  with  provisions  of  the  Administrative 

Building  Code,  C26-693.0  (11.1.4.4  paragraph  3).  . 

[a]  14.1  The  clear  distance  between  smoke  pipe  connec¬ 

tions,  of  any  boilers,  furnaces  or  other  heating 
apparatus  to  flues,  and  combustible  material  shall 
not  be  less  than  eighteen  (18)  inches,  except  that 
this  clearance  may  be  reduced  to  nine  (9)  inches 
where  a  baffle  consisting  of  not  less  than  No.  29 
gauge  sheet  metal  backed  by  *4  inch  thick  asbes¬ 
tos  is  placed  two  (2)  inches  above  and  extending 
along  the  entire  length,  of  the  smoke  pipe  connec¬ 
tions  and  twice  the  width  thereof  and  such  baf¬ 
fle  is  securely  fastened  from  the  ceiling  with  sub¬ 
stantial  hangers.  In  lieu  of  such  baffle  the  com-  t 
bustible  material  may  be  covered  with  fire-retard¬ 
ing  material  as  defined  in  these  rules.  11 

[b]  14.2  The  clear  distance  between  any  non-insulated 

heat-producing  parts  of  boilers,  furnaces  or  other 
heating  apparatus  and  combustible  material  shall 
not  be  less  than  twenty-four  inches  (24").  Where 
such  parts  are  insulated  by  two  inches  (2")  of 
asbestos,  or  equivalent,  the  clear  distance  shall  be 
not  less  than  twelve  inches  (12"),  or,  in  lieu  of 
such  insulation  the  combustible  material  shall  be 
covered  with  fire-retarding  .material  as  defined,  in 
these  rules  extending  8  ft.  in  front  and  4  ft.  side  , 
and  rear  of  the  apparatus. 

[c]  14.3  No  combustible  material  shall  be  stored  or  main¬ 

tained  within  five  feet  (5')  of  heating  apparatus, 
except  where  same  is  protected  by  fire  retarding 
material. 

[d]  14.4  Burners  and  all  accessories,  including  tanks  and 

piping,  shall  be  maintained  oil  tight  and  kept  clean 
at  all  times.  _  : 

[e]  14.5  The  floor  beneath  boiler  or  furnace  and  within 

five  (5)  feet  in  all  directions  shall  be  of  fireproof' 
construction. 

[f]  14.6  Oil  burning  devices  designed  for  installation  with 

storage  of  not  more  than  six  (6)  gallons  shall  be 
firmly  anchored  to  the  floor,  set  level,  and  the  floor 
beneath  the  stoves  or  any  such  heating  devices 
protected  by  a  shield  of  Vi"  asbestos  or  equiva- 
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lent  extending  at  least  twelve  inches  (12")  beyond 
the  outline  dimension  of  such  device  where  re¬ 
quired  within  the  specific  approval  of  each  burner, 
[g]  14  /  Near  each  boiler  or  furnace  of  a  fuel  oil-burning 
unit  there  shall  be  kept  ready  for  use  fire  ex¬ 
tinguishing  equipment  of  not  less  than  two  quart 
capacity  approved  as  suitable  for  oil  fires  or  not 
less  than  two  pails  of  sand,  the  pails  to  have 
rounded  bottom. 

Rule  15.  Instruction  Cards  and  Certificate  of 
Fitness. 

[aj  15.1  Cards,  giving  complete  instructions  for  the  care 
and  operation  of  the  system  shall  be  permanently 
fixed  near  the  apparatus  in  readable  condition. 
\\  here  burners  or  oil-burning  heaters  designed 
for  use  with  storage  of  not  more  than  six  (6) 
gallons’  capacity  are  installed,  there  shall  also  be 
posted  a  copy  of  the  specifications  under  which 
it  was  approved  by  the  Board  of  Standards  and 
Appeals  in  addition  to  the  instruction  card  herein 
provided  for. 

[b]  15.2  All  heating  systems  in  which  the  oil  is  preheated 
or  systems  not  fully  automatic  when  operating, 


shall  be  under  the  direct  supervision  of  a  person 
holding  a  certificate  of  fitness  issued  by  the  Fire 
Chief  and  Commissioner,  except,  that  a  person 
holding  a  certificate  of  fitness  as  a  licensed  engineer 
°r0,a5,  a  licensed  fireman  under  the  provisions  of 
C26-213.0  of  the  Administrative  Building  Code 
shall  not  be  required  to  obtain  such  certificate 


Rule  16.  Modification. 

16.1  When,  for  any  reason,  it  may  be  impracticable  to 
comply  strictly  with  the  foregoing  rules,  the  ad¬ 
ministrative  official  having  jurisdiction  shall  have 
power  to  accept  substitute  methods  provided  the 
spirit  and  substance  of  these  rules  shall  be  com¬ 
plied  with. 


Rule  17.  Existing  Installations. 

17.1  Oil  burner  systems  heretofore  installed  and  duly 
approved  as  complying  with  all  laws  and  rules  then 
applicable  thereto  shall  be  deemed  acceptable  pro¬ 
vided  there  have  been  no  subsequent  alterations  to 
the  apparatus,  except  as  to  Rule  15.2. 


APPROVED  APPLIANCES 


APPROVED  FUEL  OIL  PUMPS 


Name  of  Pump 

American  Marsh  Duplex  . 

American  Marsh  Simplex  . .  .  .  .  .  .  .  .  .  . 

Autopulse  Electric  Fuel  Oil  Pump  . 

Autopulse  Electric  Oil  Pump  Outfit,  Model 
No.  1000  . 

Ballard  Duplex  Electric  Driven  Pump  Set 

Beach  Russ  Co.  Rotary  . 

Blackmer  Rotary  . 

Blake  &  Knowles  Horizontal  Simplex  Piston 
Pattern  Pump  . 

Century  Rotary  . 

;  Cook  Electric  Oil  Pump  . 

Davidson  . 

Dean  Bros.  Durable  Duplex  . 

DeLaval  IMO  Oil  Pump  . 

Deming  Double  Oscillating  Force  Pump 
Deming  Fuel  Oil  Pump  . 

Enterprise  Oil  Pump  . 

Exeter  Rotary  . .....!.. 

,  General  Electric  Oil  Pump  . 

,  Goulds  Hand  Rotary  . 

Goulds  Rotary  Oil  Pump’...'.’.’.’.’.’.’.'.’.’.’.'.’.’.'.’ 
Goulds  Triplex  Plunger  . 

Hardinge  Fuel  Oil  Pump  . 

Einney  Rotating  Plunger  Pump  . 

Koerting  Gear  Pump  . 

Kraissl  Fuel  Oil  Pump  . 

I-eiman  Rotary  . 

Marsh  Fuel  Oil  Pump  . 

McGowan  Horizontal  Duplex  Fuel  Oil’  Pump 

-M.  D.  Rotary  . . 

Milwaukee  Piston  Rotating  Port  Pump  .... 


Calendar  No. 

638- 25- S  A 

639- 25-SA 
215-31-SA 

9-32- S  A 

1413-22-SA 

1134-22-SA 

935-24-SA 

372-21-SA 

908-21 -S  A 
603-25-SA 

590-21-SA 
840-22- S  A 
628-32-SA 
458-27-SA 
298-31-SA 

11-28-SA 

507-22-SA 

475-32-SA 

1133-25-SA 

437-31-SA 

257-22-SA 

813-25-SA 

503-24-SA 

1264-25-SA 

60-28-SA 

95-24-SA 

1050-23-SA 
936-23- S  A 
52-27- S A 
763-25-SA 


Name  of  Pump 

Monroe  Oil  Pump  . 

National  Transit  Rotary  Pump  for  Gasoline 

and  Fuel  Oil  . 

Northern  Rotary  . ’  *  [  ’ ' 

Pascoe  Pump  Set  . 

Petro-Nokol  Industrial  Oil’  Pump 

Quiet  May  Gerotor  Pump  . 

Quimby  Screw  Pump,  Sizes  2  in.,  2^ ’in.,’ 3  in., 
3%  in.,  3)4  in.,  4  in.,  5)4  in.,  6  in.,  7  in. 
and  8  in . 


Range-O-Matic  Oil  Pump,  Model  50  and  Suc¬ 
tion  Model  . 

Ray  Rotary  . 

Rotary  Pressure  Pump  . . 

Rotary  Vacuum  Pump  . 

Samson  Magnetic  Fuel  Oil  Pump  . 

S.  B.  U.  Pumps,  Models  A,  B,  C  and  D  .!!! 
Sundstrand  Fuel  Unit  (Pump),  Models  7-OB 
77-OB,  90B-1,  90B-2,  S-l  and  S-2  ...’ 


Tate -Jones  . 

Teesdale  Automatic  Booster  Fuei  Oil  Pump 
Teesdale  Oil  Pump,  Types  S,  2S  and  4S 
Tutlnll  Model  B  Fuel  Oil  Pump 
Tuthill  Fuel  Oil  Pump,  Models  L,  LD  a’ud 
30-LE  Fuelstat  . 


Union  Steam  Pump  for  Fuel  Oil 
Viking  . 


Warren  Oil  Pump  . 

Wayne  Oil  Pump  &  Fan  Set 

Webster  Fuel  Oil  Pump,  Types  A,  Q  and  T 

Worthington  Duplex  Double-Acting  Steam 

Pump  . 

Worthington  Show  Model  Duplex 

Yale  and  Towne  Tri-Rotor  Pump  . 


Calendar  No. 
658-26- S  A 

175-35-SA 
1 396-24- S  A 
1029-26-SA 
570-32- S  A 
267-32-  SA 


1193-21-SA 

102-35-SA 
588-25- S  A 
1060-25-SA 
513-25-SA 
163-34-SA 
410-32-SA 

199-36-SA 
492-21 -S  A 
1279-25-SA 
281-38-SA 
60-28-SA 

568-30- S A 
705-30-SA 
433-21-SA 
1169-23-SA 
1 155-25-SA 
23-34-SA 

1 84-22- S  A 
1 94-22- S  A 
191-39-SA 
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Burners  for  Domestic  and  Commercial  Use 

.  n  Calendar  No.  Name  of  Burner  Calendar  No. 

Name^of ^Burner  1295-24-SA  Bethlehem  Oil  Burner,  Crusader  Model  335-38- S A 

A.  B.  C.  Oil  Burner  ••••••••• .  684-29-SA  Bethlehem  Steam  Atomizing  Fuel  Oil  Burner 

A.  B.  C.  Oh  Burner,  Type  H  .  47-35-SA  Bettendorf  Automatic  Oil  Burner,  Models  D, 

Ace  Rotary  Oil  Burner  .  ............  ^  *  F  and  G  .  88-34-SA 

Acme  Automatic  Oil  Burner  (Gun  type)  _  Bettendorf  “Double  Heat”  Automatic  Oil 

Model  A-l  . ^-36-SA  Burner  Models  MV  and  MW  .  505-37-SA 

Acme  Oil  Burner^ModeU  BO-1  and  BO-2  . .  02-34-^  Pressure  oi,  Burner  .  479-31-SA 

Aetna  Automatic  Oil  Burner  .  579-32-SA  Bettendorf  Oil  Burner  . ;••••••••••  731-28-SA 

Air-Blast  Oil  Burnei  .  175-37-SA  Bettendorf  Oil  Burner,  Models  Gl.  G-,  D3, 

Airnoil  Burner  .......  ••  •  •  •••••  •  ‘  V  .  1  39  36-SA  HD2,  MV1  and  MV2  .  ^oom'ca 

Airtemp  Oil  Burner,  Models  B-6  and  C-6  ....  ^  3°_|A  Bettendo;f  Oil  Burner,  Model  H.B.  .  ?98-32-SA 

Airtemp  Oil  Burner,  Models  D.  F  and  G  ....  Bock  Oil  Burner,  Models  A,  B,  C  and  D  ..  123-31-SA 

Aldrich  Heat-Pak  Oil [Burner  .Models  35,  35T,  0il  Burner,  Models  WH-3,  WH-5,  WH- 

35TF,  3 5 LG,  35DD,  35J,  35QA,  33P,  WH_g  .  102-34-SA 

35GF,  35FF  35CA  and  Compact  .  .  .^.  -  Borden  Oil  Burner,  Model  B  .  W_30~SA 

Aldrich  Sav-Haf  Od  Burlier  Models  35F5SP.  Braden  Aulomatic  Fuel  oil  Burner  .  322-30-SA 

3?F5i7.?’r1'35r5XP  a  id  ^  .  298-26- S A  Branford  Oil  Burner  . . . • .  aai  r?  c a 

Alladin  Oil  Burner  .  65-28-SA  Branford  Oil  Burner,  Model  “A  .  CA 

Alexander  Oil  Burner .  124-34-SA  Brighton  Oil  Burner . • . .  372-33-SA 

Alida  Oil  Burner  .  124  34c  a  Bullet  Automatic  Oil  Burners,  Models  A  and 

Alida-Remington  Oil  Burner  .  Jfn  5  §  a  B  .  195-33-SA 

Alpine  Oil  Burner,  Models  A  and  H  ........  H0-36-SA 

Ameco  Oil  Burner,  Models  1G,  2G,  3G,  4G  Caloroii  Burner,  Type  A  A  .........  .  1361-24-SA 

Ame“0^ Burner',  Modei'2^M' 559-38-SA  CMoro^ Hori|onta|  5  ^  327-31-SA 

AmeSnf  SeaSsmeModde,s|o.  88,  Camel  Au.oma^  Oil’  Burner  Mode.  30  Types  ^ 

S;  Sg  S  S,  S,  S  |,  Mtt 

: . :  MIW3-SA  Carrier  Oil  Burner,  Models  CE,  FE.  F.  G 

American  Oil-Saver  Special  Oil  Burner,  Carrier  Oil  Burner,  Model  62C2 .  ^99-38-SA 

Models  1G,  2G,  3G  4G  and  5G  .  ...  265-37-SA  Carrier  Oil ^  ^  ^  ^ . 

Am™\  5A?aver  P  .  559-38-SA  Cardinal  Oil  Burner,  Model 1C...... .  ^SIxSA 

AnthlfN^uiyte'  biV  iiurub .  “  HZ\ Model . p. : : : : : : : ;.  S-Lsa 

Arcoflame  8il  bS  Models,'  B,'  C  and  L  '. 426-38-SA  Carter  Oil  Burner,  Models.  4X,  5X  6X  and  ^  ^ 

Aristocrat  Oil  Burner  . •  •  •  •  •  •  •  •  222-35-SA  WA  Rurner  ’  "  ! ! ! ! ! ! ! .  354-35-SA 

ArrowOU  Burner,  Models  1G,  2G,  3G,  G  26S_37_^A  Central  oil  Burner,  Modeis  4X,  5X,  6X  and  ^  ^  ^ 

Arrow  oii^™V  ifidd L 1 1 1 1 L 1  IF  559-J8-JA  cjox  ----- ::::  isAs-sa 

Sa^“Modei  bT  : : :  t  : : : : : :  ^  ch^?KZ  ^  f f IJ 

Automatic  Airless  Oil  Burner,  Mocjel  No.  . .  Challenger  Oil  Burner,  Model  “A’ . 

i  oo  c  a  rhalmers-Ace  (Rotary)  Oil  Burner .  47-3o-bA 

Baker  Automatic  House  Heating  Burner  ....  ^3-22-SA  Aut0Cmatic  0il  Burner,  Models  D1 

Baker  Oil  Burner,  Model  L,  Gun  Type . .  4U4  ^  and  ^  .  608-32-SA 

Baker  Perkins  Atomizing  Type,  Mechanical  Qil  Bumer,  Models  A  and  B  ..........  86-36-SA 

Draft  Oil  Burner  Types  C  and  CD  ....  329-35  SA  L  .  Gun  Type  Oil  Burner,  Models 

Ballard  Baby  Grand  Oil  Burner  .  44/‘JZ  RT-1  and  EJ-2  .  579-37-SA 

BaHard  Low  Pres^u-e  MechanmalpOil  Burner,  Clark‘S  Horizontal  Rotary  Oil  Burner .  618-37- SA 

AFPCA,  AHPA,  AAPH,  ABPH,  ACPH,  Commonwealth  Automatic  1  urner .  1200-39-SA 

ADPH,  AFPH,  AHPH,  AAPM,  ABPM.  Conco  Oil^Burner  .  108-35-SA 

^SMAcSPADMFaPd'AFMPM:  AAM'.  1493-22-SA  ModeU  H-it rtiijF.  ■  {Kff* 

Ballad  Oi  lBCu™erA  m“:1s  B-A.  1,  2,  3  and  4  447-32-SA  Continental  O^Bun^er,  Models  A  ,B  and  C. .  M6-31  _|A 

Ballard  Sup^Dome^fod  Burner 939-24-S  A  Cog-Swift  Safety  Automatic  Oil  Burner ....  3M-31-SA 

Bauer  Oil  Burner  .  ,  r^nn  O  l  Burner  Models  H-IC  and  H-IF. .  155-37-SA 

KSmSoM^ModeiOBl,  ‘ff  =  Z  ^ 

Berggren  oTS  “ef  '  '■ '  '■  '■  '■  764-26-SA  Crescent  I  Oil  Burner  and 

Bethlehem-Doe  Oil  Burner,  Models  CE  FE  Crevdtag  Oil'  Burner.  ModeU  A,  B  and  E . . . .  23-g-jA 

116-37-SA  gS  KaS  f^-SA 
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APPROVED  APPLIANCES 


Name  of  Burner 

Dahl  Vaporizing  Oil  Burner . 

D’Elia  Oil  Burner  . 

Delco  Heat  Oil  Burner  . 

Delco  Heat  Oil  Burner,  Models  DX.bi 2, 
D34,  D44,  DR,  DRO.  DR-1,  DRF,  DF2, 

and  DLM  . 

Demand  Oil  Burner  . 

DeWalt  Oil  Burner  . 

Diesel-American  Oil  Burner,  Modei  D-A-i 

Diesel  Oil  Burner  . 

Dietz  Oil  Burner,  Type  B . 

Dietz  Oil  Burner,  Type  D . 

Dist-o-matic  Oil  Burner . 

Doe  Oil  Burner . 

Doherty  Oil  Burner!  . . 

Draft-Rite  Oil  Burner  . . 

Dupont  Oil  Burner  . 


Caletidar  No. 
915-26-SA 
155-31-SA 
420-31-SA 


800- 38- S A 
1 08-34- S  A 
541-31-SA 
6-37- S  A 
354-35-SA 
295-29-SA 
1105-22-SA 
663-28- S  A 
317-31-SA 
943-26- S A 
1 78-35- S A 
248-36- S A 


Easternoil  Automatic  Oil  Burner,  Models  A 

B  and  C  . 

Econ-O-Heat  Oil  Burner,  Model  E !!!!!!! ! 
Econ-O-Mizer  Oil  Burner,  Models  E  M  and 
A  . 


Economy  Oil  Burner,  Type  A-l . . 

Edison  Oil  Burner,  Models  A,  B  and  E...... 

Eisler  Automatic  Oil  Burner . 

Elec-tro-matic  Oil  Burner,  Type  151 _ !...! 

Electrol  Automatic  Oil  Burner  and  Modeis 
BB.  C,  EA,  TCV,  TUV,  TM  and  JM. . . 

Ember-Glo  Oil  Burner  . 

Empire  Oil  Burner  . 


Enterprise  Rotary  Fuel  Oil  Burner . 

Enterprise  Steam  Atomizing  Burner . 

Enterprise  Type  Junior  “W”  Oil  Burner, 

Models  1,  2  and  3 . 

Espo  Oil  Gas  Burner  . 

Esso  Oil  Burner,  Models  AAPA,  ABPA 
ACPA,  ADPA,  AFPA,  AHPA,  AAPH, 
ABPH,  ACPH.  ADPH,  AFPH,  AHPH, 
AAPM,  ABPM,  ACPM,  ADPM,  AFPM, 
AHPM,  A  AM,  ABM,  ACM,  ADM  and 
AFM  . 


Esso  Oil  Burner,  Models  E.B.  1  and  2 . 

,  Esso  Oil  Burner,  Models  E.B.  3,  4  and  5 

Esso  Oil  Burner,  Model  EBOO  . 

Evenheet  Oil  Burner  . 

Everedy  Oil  Burner  . ' 


600-31 -S A 
130-37-SA 

393-38-SA 

45-31-SA 

23-37-SA 

481-27-SA 

125-33-SA 

259-25-SA 

462-32-SA 

222-35-SA 

1149-27-SA 

15-33-SA 

225-32-SA 

1431-23-SA 


1 493-22- S  A 
520-31-SA 
109-31-SA 
839-38-SA 
554-32-SA 
102-33-SA 


Fadco  Oil  Burner  .  493-24-SA 

Fairfield-Diesel  Oil  Burner  .  753-38-SA 

Fairfield  Model  F  Jr.  Oil  Burner . 547-37-SA 

Fairfield  Oil  Burner .  584-31-SA 

Faultless  Oil  Burner .  493-24-SA 

Fine-Glo  Oil  Burner .  178-35-SA 

Fitzgibbons  Oil  Burner,  Model  M .  172-37-SA 

Flex-O-Gas  Oil  Burner  for  Pressing  Machine, 

Model  T-2  .  1 25-36- S A 

Fluid  Heat  Domestic  Oil  Burner,  Type  O...  1094-27-SA 

Fluid  Heat  (Gun  Type)  Oil  Burner,  Model  P  134-35-SA 

Fluid  Heat  Oil  Burner .  361-32-SA 

rorsdraft  Oil  Burner .  41.34.5^ 

Foster  Oil  Burner  .  715-26-SA 

Franklin  Domestic  Oil  Burner . 560-26-SA 

reeport-Silent  Service  Oil  Burner,  Models  5, 

10  and  30  .  97-33- S A 

Friar  Oil  Burner,  Models  R-15  and  R-35...  21-36-SA 

ruelo  Oil  Burner  .  47-30-SA 


Gar  Wood  Oil  Burner .  373-30-SA 

(,ar  Wood  Oil  Burner,  Models  K,  K-3500, 

T  and  W  . . .  481-32-SA 

General  Automatic  Oil  Burner,  Model  A....  60-36-SA 

jeneral  Electric  Fuel  Oil  Burner .  434-32-SA 


Name  of  Burner 

General  Electric  Oil  Burner,  Type  DA-2.... 
General  Electric  Oil  Burner,  Type  DB-2, 

DB-20  and  DB-26  . 

General  Electric  Oil  Burner.  Modeis  LA-3, 
LA-20,  LA-22,  LA-32,  LA-34,  LA-42, 

LA-44  and  LA-54  . 

Ghapco  Steam  Generator . 

Gilbarco-Ballard  Heavy  Oil  Burner,  Models 
BM,  DM,  FM,  HM,  BS,  DS,  FS,  HS, 
BA,  DA,  FA,  HA,  BPM,  DPM,  FPM, 
HPM,  BPS,  DPS,  FPS,  HPS,  BPA, 
DPA,  FPA,  HPA,  BPW,  DPW,  FPW, 
HPW,  BPH,  DPH,  FPH  and  HPH . . . . 

Gilbarco  G.B.O.  Oil  Burner . 

Gilbarco  Industrial  Burner .  . 

Gilbarco  Oil  Burner,  Models  AAPA,  ABPA 
ACPA,  ADPA,  AFPA,  AHPA,  AAPH, 
ABPH,  ACPH,  ADPH,  AFPH,  AHPH, 
AAPM,  ABPM,  ACPM,  ADPM  AFPM, 
AHPM,  AAM,  ABM,  ACM,  ADM  and 

AFM  . 

Gilbarco  Oil  Burner,  Models  G.B.  1  and  2... 
Gilbarco  Oil  Burner,  Models  G.B.  3,  4  and  5 

Gilbarco  Oil  Burner,  Model  GBOO . 

Gilbert  &  Barker  Flexible  Flame  Burner . 

Gilbert  &  Barker  Junior  Flexible  Flame  Do¬ 
mestic  Oil  Burner . 

Gilbert  &  Barker  Oil  Burner,  Model  S-l .... 
Gilbert-Bethleherri  Oil  Burner,  Models  CE, 

FE,  F,  G  and  H . 

Gill  Oil  Burner . 

Gold  Star  Oil  Burner,  Models  F,  S,  J  and  J-l 

Golden  Glow  Oil  Burner . 

Goodrich  Oil  Burner,  Models  G-0,  G-l,  G-2 

and  G-3  . 

Goodspeed  Automatic  Oil  Burner . 

Goodspeed  Oil  Burner,  Nozzle  Type  2 . 

Gould  Automatic  Oil  Burner . 

Grant  Oil  Burner  . 

Grant  Oil  Burner,  Model  “C” . 

Great  Eastern  Oil  Burner,  Models,  A.  B  and  E 
Great  Eastern  Oil  Burner,  Model  JM  . 

Hardinge  Oil  Burner . 

Hardinge  Oil  Burner,  Model  23 . 

Harris  Fuel  Oil  Burner . 

Hart  Automatic  Oil  Burner  . 

Hart  Automatic  Oil  Burner,  Model  Series 

“DO”  . 

Hart  Oil  Burner,  Model  “H” . 

Hauck  Venturi  Low  Pressure  Oil  Burner.... 
Hayward  Oil  Burner  (Vertical  Rotary) 
Models  AG,  BG,  CG,  DG,  AP.  BP,  CP, 

and  DP  .  . 

Hayward  Oil  Burner,  Model  2000 . 

Heat  and  Power  Oil  Burner,  Models  1G,  2G, 

3G,  4G  and  5G  . 

Heat  and  Power  Oil  Burner,  Model  2J4M.... 

Heat  King  Oil  Burner,  Model  2 . ^ . 

Heat  Master  Oil  Burner  . 

Heat-O-Matic  Oil  Burner  . 

Heat-Pak  Oil  Burner,  Models  35  and  Compact 

Heatiator  Oil  Burner  . 

Heil  Combustion  Fuel  Oil  Burner  . 

Heil  Combustion  Fuel  Oil  Burner,  Type  B... 
Henjes  Oil  Burner,  Models  1G,  2G,  3G,  4G 

and  5G  . 

Herco  Oil  Burner,  Models  R-15,  R-35,  F  P- 
15,  P-35,  P-50  J-5,  J-10,  S-20  and  S-40.. 

Hercules  Oil  Burner  . 

Hercules  Oil  Burner,  Models  H,  HF,  and  Type 

H,  1937  Model  . 

Hercules  Oil  Burner,  Models  M  1200  and  M 
1800  . 


Calendar  No. 
228-33- S A 

201-38-SA 


605-38- S A 
348-31-SA 


1 493-22- S A 
282-33-SA 
350-32-SA 


1493-22-SA 

520-31-SA 

109-31-SA 

839-38-SA 

109-31-SA 

520-31-SA 

282-33-SA 


1 16-37-S A 
1231-23-SA 
1 66-33- S A 
493-24-SA 


441-31-SA 

957-27-SA 

346-33-SA 

178-35-SA 

382-26-SA 

232-32-SA 

23-37-SA 

259-25-SA 

8 1 3-25- S A 
33-33- S  A 
690-30- S A 
1162-24-SA 


595-29-SA 
221 -33- S A 
88-27-SA 


696-30- S A 
118-35-SA 

265-37-SA 
559-38-SA 
98-35-SA 
56-39-SA 
178-35-SA 
237-36- S A 
1 346-23- S A 
1105-22-SA 
295-29-SA 

265-37-SA 

21-36-SA 
5 1 0-29- S  A 

309-33-SA 

486-32-SA 
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Name  of  Burner  “fllT 

Herman  Nelson  Conversion  Oil  Burner...... 

Hillcrest  Oil  Burner,  Models  A,  B  and  E. . . . 

Hipoint  Oil  Burner,  Models  A-2,  B-2  and  C-~ 

Hofmann  Automatic  Fuel  Oil  Burner,  Model 
41  .... 


Name  of  Burner 


Calendar  No. 


Lektro-Matic  Oil  Burner,  Models  1-G,  2-G, 

3-G,  4-G  and  5-G  . ■  ••i  "-;  265-37'bA 

Lennox  Oil  Burner,  Series  LE-1,  LE-2  and  565_3g_SA 

LE-3  .  i  9Q  OQ  C  A 

Liberty  Automatic  Heater  .  ye'u  qa 

Liberty  Pressure  Oil  Burner  . 

Lochinvar  Oil  Burning  Unit  .  -  „ 

Lonergan  Automatic  Oil  Burner  .  ^™'~A 

Luxor  Heat  Oil  Burner  . ••••••••••;" 

Lynn  Power  Oil  Burner,  Models  1,  2  and  3.. 


23-37-SA 

11-36-SA 


274-35-SA 

Holby  Type  A  Fuel  Oil  Burner  .  688-29-SA 


n  7/f  T,  O  Rrn  ..  225-37-SA 

Holland  Gun  type  Oil  riurner .  c* 

Holland  Type  “F”  Oil  Burner  •••••••■•  —  •  no  36  SA 

Home-Utility  Oil  Burner,  Models  A  and  H..  llU-3b-SA 

Homer  Domestic  Oil  Burner  .  o  A 

Homer  Utility  Oil  Burner  . . .  176  36-SA 

Homestead  Oil  Burner,  Model  E..........  176  bA 

Homestead  Twin  Control  Oil  Burner,  Models 

H^Su^W^'Lu;ra„d'rr::  *io-34-1a 


30-SA 
166-34-SA 


341-32-SA 


591-29-SA 


Ideal  ArcoVariflame  Oil  Burner  . . . . .  A 

Ideal  Oil  Burner,  Models  A,  B  and  E . 

Imperial  Oil  Burner  . VNj’j'i' 

Improved  Kres-Kno  Oil  Burner  and  Model 

Indiana  Oil  Burner,  Models  AG,  AGH,  AP 

and  APH  . 

Inferno  Oil  Burner  . •  •  *  •  *  •  •  . . 

International  Mechanical  Draft  Oil  Burner..  n-?4c;A 

International  Oil  Burner  ••••••••• .  QSA 

Iron  Fireman  Oil  Burner,  Model  M .  5//-3V-SA 


503-37-SA 

82-33-SA 

372-30-SA 


Jacobsen  Balanced  Oil  Burner,  (Model  V-l) 
Johnson  Improved  Rotary  Fuel  Oil  Burner.. 
Joyce  Oil  Burner  . 


333-33-SA 
938-22- S A 
852-26-SA 


846-25- S A 


166-34-SA 


K.  F.  C.  Oil  Burner  . 

Kalamazoo  Power  Oil  Burner,  Models  1,  2 

and  3  . . 

Kaytown  Quiet  Automatic  Oil  Burner,  Models 

Kelco  Oil  Burner  .  Tj 

Kelvinator  Oil  Burner  . 33y-3i.bA 

Kelvinator  Oil  Burner,  Models  K,  0^56-A, 

0256-B,  0256-C,  0456,  0836  and  NK  30-A 
and  Models  NK  30-B,  NK  30-C,  NK  30-D, 

NK  45  and  NK83  .  105-34-SA 

Kelvinator  Rotary  Oil  Burner,  Models  NKB- 
275S,  NKB-400S,  NKB-525S,  NKB-675S, 

NKB-440W,  NKB-640W,  NKB-840W 

and  NKB-1080W  .  ^5-39-SA 

KeWaNee  Oil  Burner,  Model  “C” ...... ....  •  •  5  Joio'c  a 

Keystone  Oil  Burner,  Models  LP  and  WP..  438-38-SA 

Kingsco  Oil  Burner,  Model  E . 13U-3/-SA 

Kingsway  Century  Oil  Burner,  Models  F  and 

^  . 

Kingsway  Silent  Automatic  Oil  Burner,  Model 

"  216-36-SA 

Kleen  Heet  Oil  Burner  . 

Kleen  Heet  Oil  Burner,  Type  902 .  99-35- S A 

Kleen  Heet  Oil  Burner,  Type  R .  ^-33-SA 

Korth  Oil  Burner,  Models  G  and  S .  136-34-SA 

Kreager  Oil  Burner  .  367-30-SA 

Kres-Kno  Oil  Burner  .  443-28-SA 

Kres-Kno  Pressing  Machine  Burner,  Model 

MD,  sizes  KRF  and  KRF-1  .  354-34-SA 

Kresky  Oil  Burner,  Model  MD  .  591-29-SA 


“M  W”  Domestic  Oil  Burners,  Models  Nos. 

25,  26,  65,  66,  307,  308,  309,  400  and  800. . 

M.  W.  Emancipator  Oil  Burner  .  777  90  c  a 

M  W.  Oil  Burning  Water  Heater .  "fTc  a 

M.  W.  Water  Heater,  Model  20-D .  365-34-SA 

Magna  Fuel  Oil  Burner  .  iS*  inc a 

Majestic  Oil  Burner  . . . ia'S’ca 

Major  Oil  Burner,  Models  H,  U,  P  and  PP..  ^-34-SA 

Major  Oil  Burner,  Models  M  and  J . 

Marr  Oil  Burner,  Model  H,  Type  R .  „5-26-SA 

Marvelo  Oil  Burner,  Model  MB  . .  ^-28-bA 

Master  Fuel  Oil  Burner  ................  •  •  •  •  3^-22-bA 

Master  Gulf  Oil  Burner,  Models  A,  B  and  E  23-3/-SA 

Master-Kraft  Oil  Burner  . •  •  . .  So^ca 

May  Oil  Burner,  Models  L,  C  and  S . ••  08-24-bA 

May  Oil  Burner,  Models  BB,  B,  NSJ,  F 

NSJ1,  W.  SMT,  LCT,  DU,  N,  O,  U  46.34_SA 

Mayfield  Oil  Burner  .  i94~?Q~t'A 

Mayflower  Oil  Burner  . , . •  •  . .  7777c a 

Mazda  Oil  Burner,  Models  A,  B  and  E .  ji-M- 

Mcllvane  Oil  Burner  . . 

Melco  Automatic  Oil  Burner.  Type  A  .  1032-25-SA 

Merco  Oil  Burner  . 63/-2y-bA 

Mercurol  Oil  Burner,  Models  4X,  5X,  oX 

Mercury  Oil  Burner,  Model  M-2  . 

Metered  Heat  Oil  Burner,  Model  G .  13b-34-bA 

Metro-Pressure  Oil  Burner,  Models  A,  B  and 

.  146-31-SA 

Micron  Oil  Burner  .  345-34-SA 

Midget  Oil  Burner  . ■••••■ .  1997c  qa 

Midget  Pressing  Machine  Oil  Burner . ■■  122-oo-bA 

Mid-West  Oil  Burner,  Models  106,  108,  208, 

911  711  and  114  .  327-31-SA 

Minneapolis  Automatic  Oil  Burner..... .  iin’^  cA  ' 

Mohawk  Oil  Burner,  Models  A,  B  and  H  ....  1-W-36-SA 

Monitor  Oil  Burner  . .  1 

Morgan  Oil  Burner,  Models  A  and  H  .  97  c‘a 

Morrissey  Oil  Burner . . .  •••••••••  •  •  673-2/-bA 

Morrissey  Oil  Burner,  Models  MA-2,  MA-j,  c  A  , 

MA-4,  SP-1.  SP-2,  SP-3,  and  MP-1.... 

Morse  Conical  Type  Steam  Atomizing  Burner 
Morse  Fan  Tail  Type  Steam  Atomizing  Burner 

Morse  Fuel  Oil  Burner .  10c  79  c  a 

Moto-Heat  Oil  Burner  . ■  •  •  •  •  •  •  •  •  ■  v  •  196-32- bA 

Motorless  Oilheat  Burner,  Models,  7,  9,  11,  13 

1  ic  .  oZo-^J-oA 

Mousette  Oil  Burner  .  887-25-SA 


359-33-SA 

938- 25-SA 

939- 25-SA 


Laco  Oil  Burner,  Model  NL .  670-30-SA 

Laco  Oil  Burner,  Models  F,  JF,  BF  and  D. . . .  226-33-SA 

Lange  Economical  Oil  Burner  .  .  355-33-SA 

Latham  Automatic  Oil  Burner  .  49-38-SA 

Lawrence  May  Oil  Burner .  1034-27-SA 

Leader  Bake  Oven  Oil  Burner  .  384-36-SA 

Leader  Oil  Burner  .  425-31-SA 

Lectromatic  Oil  Burner,  Model  2j^M . 


559-38-SA 


Leiman  Brothers  Fuel  Oil  Burner .  314-30-SA 


Nabco  Oil  Burner  . 2?7’7c"gA 

Nairoil  Oil  Burner,  Type  R,  Model  E .  10c  90  c A 

National  Airoil  High  Pressure  Burner . 

National  Airoil  Low  Pressure  Burner .  71  ca 

National  Airoil  Type  D-R  Rotary  Oil  Burner  ^48-31-SA 

National  Devices  Oil  Burner.  . .  Ioo'^ca 

National  Heat  and  Power  Co.,  Inc.,  Oil  Burner  788-3«-6A 

National  Oil  Burner,  Model  E-J....... . •  360-34-bA 

National  Oil  Burner,  Series  N,  Models  S,  I 

and  r  1129-38-bA 

National  Rotary  Oil  Burner . . . . ..  ■  ■■■■  ■■■■■■  ^36-25-SA 

Nesbitt  Oil  Burner,  Models  F,  JF,  BF  and  D  226-33-b 
New  Perfection  Oil  Burner,  Type  “C” .  518-29-bA 
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Maine  of  Burner 

New  Process  Oil  Burner  . 

Nichols-McCann-Harrison  Burners  _ !.!!!! 

Noiseless  Nokol  Model  G  Oil  Burner . 

Noiseless  Nokol  Rotary  Oil  Burner,  Model  R 

Nokol  Automatic  Burner  . 

Norge  Oil  Burner,  Models  NS,  N8,  N68  and 
N88  . 

Norge  Oil  Burner,  Models  N8,  N18  and  N28 
Norge  Oil  Burner,  Models  N8-8C  and  N13-8C 
Norge  Water  Heater,  Models  23  and  45 
Novo  Oil  Burner,  Model  JM 

Nu-Way  Oil  Burner  . 

Nu-Way  Oil  Burner,  Models  1G,  2G  3G,  4G 
and  5G  . 

Nu-Way  Oil  Burner,  Model  2^M . 


Calendar  No. 

1071-27-SA 
255-31 -S  A 
801-28-SA 
584-28- S  A 
1 078-24- S  A 


345-31-SA 
226-34- S A 
543-37-SA 
365-34-SA 
259-25- S  A 
773-26- S A 

265-37-SA 
559-38- SA 


Oil  Aire-I'lo  Burner  Unit,  Series  H . 

Oilbuilt  Burner  . 

Oil  King  Oil  Burner.  Models  F,  S.  J  and  T-l 

Oliver  Oil  Gas  Burner,  No.  30-A . 

Oreo  Oil  Burner,  Model  A-l 

Oronoque  Oil  Burner  . 

Orr  Fuel  Oil  Burner  . 


564-38-SA 
85-33-SA 
166-33-SA 
1359-24-SA 
216-36-SA 
394-30-SA 
1 13-26-SA 


PDM  Low  Pressure  Oil  Burner . 

Pacific  Oil  Burner . 

Packard  Fuel  Oil  Burner 
Paragon  Oil  Burner,  Models  A-25,  A-50  A-75 
A-l 80,  AF-20  and  AB-20  ...  ..  . 

Paragon  Oil  Burner,  Model  B 

Paragon  Oil  Burner,  Models  R-15  and  R-35.’.’ 

Paramount  Oil  Burner  . 

Paramount  Oil  Burner,  Model  A . 

Pascoe  Oil  Burner  . 

Penn  Automatic  Oil  Burner,  Gun  Type 

Penn  Rotary  Oil  Burner  . ”  ’  "  '  [ 

Peoples  Silent  Oil  Burner,  Models  O  and  G 
Perfect  Automatic  Oil  Burner,  Models  DL-7 

DL-8,  DL-10,  0-5,  0-7,  0-8  and  0-10 . ! 

P^^d Automatic  Oil  Burner  (Gun  Type), 

Perfect- Pa  ntex  Oil  Burner 

Perfex  Airnoil  Burner 

Petro  Domestic  Burner 

Petro  Model  T  Oil  Burner 

Petro  Model  W  Oil  Burner 

Petro  Burner.  Model  O 

Petro  Burner,  Model  P-2  .......... 

Petro  Oil  Burner,  Model  W-2 

Petro  Oil  Burner,  Models,  W-l  and  MI-\  y2 

Petro  Oil  Burner,  Models  D-10,  D-ll  D-12 

D-13,  D-14  and  D-15  . . '..... 

etroleum  Heat  &  Power  Company  Fuel  Oil 

■  .Burner  Model  W-AH . 

Phdco  Oil  Burner,  Models  AM  andB 

Pioneer  Automatic  Oil  Burner  . 

re£ISIon  Oil  Burner,  Model  W 

Model  a  0BUrner  (ManUal  0peration)’ 

Pressure  °i]  Burners,  Models  A  B  and  C. .  . 
Presto  Automatic  Oil  Burner . 

FIZe  .Automatic  Oil  Burner,  Models  A  B 

and  C  . 

Pr°an'dS  G7  0il  Burner>  Models  G4,  G5.  G6 

Pr°Eir  m,rJ,SS  M«hine  Oil  '  Burner,' 
Models  PMB  and  PMBS . 

fUbR-3S5erViCe  0iI  Burner-  Models  R-15  and 

Pyrolene  Oii  Burner  . . 


205-38-SA 

343-35-SA 

77-34-SA 


248-37-SA 
698-40-SA 
21-36-SA 
1 193-25-SA 
617-30-SA 
1 029-26- S A 
250-37-SA 
236-35- S A 
3 1 3-35- S A 


264-35-SA 


112-36-SA 

271-33-SA 

175-37-SA 

161-26-SA 

451- 31-SA 

452- 31-SA 
78-28- S  A 

735-30-SA 

244- 33-SA 

245- 33-SA 


40-31 -S A 


6 1 4-32- S  A 
27-37- S A 
1259-27-SA 
137-37-SA 

253-35-SA 
146-31-SA 
294-34- S  A 


600-3 1-S  A 


41 1-32-SA 


224-34-SA 


21-36-SA 

184-36-SA 


Name  of  Burner 

Quiet  Automatic  Oil  Burner,  Models  KA,  KB 

and  KC  . 

Quiet  Ballard  Automatic  Oil  Burner 
Quiet  Flame  Oil  Burner  Models  E,  EW-1 

EW-l-S  and  EW-2  . . 

Quiet  Flame  Oil  Burner,  Models,  D.  H  and  K 

Quiet  Heet  Oil  Burner  . 

Quiet  May  Oil  Burner,  Models  L,  C  and  S... 
Quiet  May  Oil  Burner,  Models  BB,  B  NS  I 
F  NSJ1,  W,  SMT,  LCT,  DU,  N,  o! 
U  and  D  . 

Radiant  Oil  Burner.  Models  1G  2G  3G  4G 

and  5G  . . 

Radiant  Oil  Burner,  Model  2/  M . .  .  .  .  . 

Radium  Oil  Burner,  Models  1G,  2G,  3G,  4G 
and  5G  . 

Radium  Oil  Burner.  Model  2J4M 

Rasol  Oil  Burner  .  . 

Ray-Dio  Sunshine  Oil  Burner,  Model  C,  sizes 
12,  14  and  16  . 

Ray  Gun  Type  Oil  Burner,  Model  XP . 

Ray  Rotary  Fuel  Oil  Burner,  Tvpes  A  and  B 

Rayfield  Oil  Burner  . . . 

Real  Host  Oil  Burner  . 

Relmer  Oil  Burner  . 

Re-Ly-On  Oil  Burner  . 

Remington  Domestic  Oil  Burner,  Type  B . . .' . 

Remington  Oil  Burner  . 

Rexoil  Domestic  and  Industrial  Fuel  Oil 
Burner  . 

Reynolds  Automatic  Oil  Burner,  Model  R-G 

Reynolds  Oil  Burner,  Model  GC . 

Richfield  Oil  Burner,  Pressure  Gun  Type. 

Richmond  Gravity  Fuel  Oil  Burner . . 

Rickard  Oil  Burner . 

Rite  Silent  Burner  . ’  ’  ’ 

Ritz  Oil  Burner,  Model  A . 

Rockville  Oil  Burner,  Models  J-5  and  J-io 

Rohr  Schanck  Fuel  Oil  Burner . 

Rotoflame  Gem  Oil  Burner  . . 

Round  Oak  Oil  Burner  . ’  ’  ’  ’  ’ ’ ' ' 

Ryan  &  Scully  Commercial  and  Domestic  Oil 
Burner  . 


Calendar  No. 


146-31-SA 

660-30- S A 

341 -33- S A 
234-37-S  A. 
49-36- S A 
68-24-SA 


46-34-S  A 


265-37-SA 
559-38- S  A 


265-37-SA 
559-38- S A 
1 08-34- S A 


368-34-SA 
50-38-SA 
504-23-SA 
504-26- S  A 
38-34- S  A 
1 48-40- S A 
745-26- S  A 
532-31-SA 
891-26-SA 

667-28- S  A 
440-37-SA 
266-34- S A 
73-36- S  A 
1193-22-SA 
1011-27-SA 
187-33-SA 
378-36-SA 
21-36-SA 
583-21 -S A 
187-33-SA 
343-35-SA 


304-32- S A 


S.  &  K.  Mechanical  Fuel  Oil  Burner .  1115-22-SA 

S  &  K  Wide  Range  Fuel  Oil  Burner .  10-33-SA 

S-K  Oil  Burner,  Models  F  and  G .  369-33-SA 

S  and  W  Air  King  Oil  Burner  .  493-24-SA 

S.  T.  Johnson  Co.,  B.H.  Oil  Burner .  517-37-SA 

S.  T.  Johnson  Co.,  Type  30-A,  Rotary  Fuel 

Oil  Burner'  .  197-32-SA 

*P  Johnson  Co.,  Type  30-H,  Rotary  Fuel 

Oil  Burner  . .  198-32-SA 

S-  T.  Johnson  Oil  Heat  Servant  .  157.34.5;^ 

Sachem  G.B.O,  Oil  Burner  .  .  282-33-SA 

Schulse  Home  Oil  Burner  .  1487-23-SA 

Scott-Newcomb  Pioneer  Oil  Burner,  Models 

C,  CA,  CJ,  CV  and  SN  Junior .  436-32-SA 

Sealdheet  Oil  Burner,  Model  SH .  160-36-SA 

Security  Oil  Burner  .  56-28-SA 

Selectrol  Oil  Burner,  Models  1G,  2G,  3Gj  4G 

and  5G  .  265-37-S  A 

Selectrol  Oil  Burner,  Model  2l/M .  559-38-SA 

Oil  Burner  . !  563-30-SA 

onill  Oil  Burner  .  315-30-SA 

Shur-Heat  Oil  Burner,  Models  R-15  and  R-35  21-36-SA 

Silent-Auburn  Fuel  Oil  Burner,  Models  A, 

B  C,  O,  A1  and  AA . 461-31-SA 

bilent  Automatic  Oil  Burner  .  458-26-SA 

Silent  Automatic  Burner,  Model  “B” .  709-30-SA 

Silent  Automatic  Burner,  Model  “E”  .  710-30-SA 
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approved  appliances 


,  0  „  Calendar  No. 

Name  of  Burner  „  -,7  cA 

Silent  Flame  Oil  Burner,  Model  M .  38-33-SA 

Silent  Flash  Oil  Burner  Model  Cl. 

Silent  Glow  Mid-West  OH,  Burner  for  Press 

ing  Machines,  Model  106  .  30-SA 

Silent  Glow  Oil  Burner,  Model  G.  •  ••••  •  — 

S^le*l 00^  1 200 ,8  80(h  2800/ ' 3800° ^800  Z  8800’. 

Silent  Glow  Oil  Burner,  Model 
Silent  Glow  Oil  Burner  for  Pressing 

chines,  Models  600  and  800  . 

Silent  Heet  Oil  Burner,  Models  A,  B  and  E 
Silent  Heet  Oil  Burner,  Model  C---------  %9-33-S\ 

Silent  Paramount  Oil  Burner,  Models  F  and  G  _  A 

Simplex  Domestic  Oil  Burner,  Type  P  W  .  446  J0  SA 
Simplex  Domestic  Type  S.P.  Oil  ourne  . . 

Simplex  Horizontal  Rotary  Burner,  Types 

H,  H.E.G.,  and  H.R.G.-xi . 

Simplex  Turbine  Fue]  Oil  Burner, 

C.O.G.  and  M.O.G . 

Socony  Arrow  Oil  Burner  . • ■  •  ■  • 

Standard  Automatic  Oil  Burner,  Type 
Standard  Automatic  Oil  Burner,  Type 
Standardyne  Oil  Burner  .......  • 

Stephens  Oil  Burner,  Models  Nos.  1  and 


345-31-SA 

1300 .  12-37-SA 

Ma- 

327-37- S A 
23-37- S A 

ModeVc.:. 

F  an 

Burner,  Type  P.A. 

“S.P.”  Oil  Burner. 


Name  of  Burner 

Todd  Spiro  Oil  Burner  (pump  type) 

Toridheet  Oil  Burner  .•••••••• . 

Toridheet  Oil  Burner,  Model  G . 

Torridheet  Oil  Burner,  Model  P  .  188-36-SA 

Tri-Aire  Oil  Burner,  Model  C-3.  . 

T  ro j  an 

Burner  . . . ',7  ‘  LVq .  136-34-SA 


Calendar  No. 
94-32- S A 
63-28-SA 
17-35-SA 
134-35-SA 


Domestic  and  Industrial  Fuel  Oil  667_28-SA 


U 


222-35-SA 
620-28- S A 
6-24-SA 
584-31-SA 


Models 


14-G 

U-G 


1203-22-SA 
1 191-24-SA 

536- 31-SA 

537- 31-SA 
34-34-SA 

146-33-SA 
322-30- S A 


23-37- S A 
618-27-SA 


Sterling  Oil  Burner  . .  ■  •  •  U  " 

Stromberg  Oil  Burner,  Models  A,  B  and  E. . . 

Stuhler  Oil  Burner  •••••••-• .  84-36  S A 

Stuhler  Oil  Burner,  Model  R .  3«u?6-SA 

Summerheet  Oil  Burner  . .  733 _?6-SA 

Sundstrand  Automatic  Oil  Burnei  . .  ■  . • . 

Sundstrand  Purmaco  Automatic  Oil  Burner, 

S'^2c^:c:5:a:3U^k:"5u: 

Sun-Glo  Oil  Burner,  Models  A,  B  and  E . 

Sun  Heat  Oil  Burner  . 

Sun-Ray  Fuel  Oil  Burner  . 

Sunway  Oil  Burner  . • •; 

Super  Automatic  Oil  Heater,  Model  SSFL... 

Super  Automatic  Zephyer  Oil  Burner,  Model  A 
Superb  Oil  Burner,  Models  A  and  B ........ . 

Suoerflex  Oil  Burner,  for  Warm  Air  Fur¬ 
naces,  Models  100,  100-E,  101,  101-E,  200, 

200-E,  300  and  300-E  .  400-32- S A 

Superheet  Oil  Burner,  Model  D  . .  Tin  S’ca 

Superior  Oil  Burner.  Models  A  and  H .  a 

Supreme  Oil  Burner,  Model  G  ....... . 

Swirling  Heat  Oil  Burner,  Model  A-M .  242-36-SA 

Sword  Automatic  Oil  Burner . •  •  •  ii  YiwY. 

Syncro-Flame  Oil  Burner,  Models  R  and  RH 


Tropic  Heat  Oil  Burner,  Model  G. .  129-27-SA 

Twin  City-on-the-Door  Oil  Burner . 

and  S  Oil  Burner  for  Pressing  Machine,  m_36_SA 

Models  A,  B  and  . .  498-29-SA 

Uni-Lec-Tric  Oil  Burner..-. . 

United  States  Gun-type  Oil  Burner  . 

United  States  Oil  Burner  . 

Universal  Fuel  Oil  Burner  . 

Universal  Oil  Burner  . 

275-34- S A 

Vapomatic  Oil  Burner  .  44-32-SA 

Vaporoil  Burner  .  451-26-SA 

Vesta  Oil  Burner  .  612-30-SA 

Victor  Oil  Burner  .  320-30-SA 

Victory  Oil  Burner  .  396-32-SA 

SsS  gnu;;  Model'  Mb: : : 

Vitro-Heet.  Pressing  Mad, me  Burner.  Model 

MD,  sizes  KRF  and  KKi  i .  336-^9-SA. 

Volcano  Automatic  Oil  Burner  -'Nr' 

Volcano  Automatic  Oil  Burner,  Models  -  ,  341_33_SA 

EW-1,  EW-2  and  E . LUV-iViV  w 

Volcano  Automatic  Oil  Burner,  Models  ,  234-37-SA 

Vorto  Oil  buinT  'Type' vV  Model  No.' 7. '. '. '•  180-38-SA 


Burner,  Models  A-3U,  B-5U  and  65g_30.SA 


23-37-SA 
603-29- S A 
106-33-SA 
624-30-SA 
715-29-SA 
463-31 -S A 
86-36-SA 


A.  .  . . .  •  •  . .  16-34-SA 


1 39-35- S  A 


Tabor  Automatic  Oil  Heater,  Type  “D”....  778-28-SA 

Thatcher  Oil  Burner  (Gun  Type),  Models 

R-l  and . .  »31-Py-bA 

Thermoil  Oil  Burner,  Model  G1 .  i-q"S"Ia 

Thompson-Gould  Oil  Burner  ...... ._ .  ^033  5  a 

Thoroburn  Oil  Burner,  Model  A-1-16-G .  oov  ooc  a 

Timken  Oil  Burner,  Model  20 .  onv  oo  c  a 

Timken  Rotary  Oil  Burner . ••••■••  -9/--9-SA 

Timken  Silent  Automatic  Heater  (Water 

Heater  Unit)  Models  40-A  and  50-B .... 

Timken  Silent  Automatic  Oil  Burner,  Model 

G  . 

Timken  Wall  Flame  Oil  Burner,  Model  F . . . . 

Todd  Mechanical  Oil  Burner,  Type  Hex-Press 
Todd  Rotary  Burner,  Models  A,  B  and  C. ... 

Todd  Rotary  Burner  and  Pump,  Types  P.A.H. 
and  P.A.,  and  Models  A,  B,  C,  C-l  and  D 

Todd  Spiro  Oil 


Wards  Oil 
C-6U  . . 

Warner  Oil  Burner,  Model  A .  1155-25-SA 

Wayne  Oil  Burner  . "  V/r  ‘  a  7  ir .  11 5-32- S  \ 

Wayne  Domestic  Oil  Burner,  Model  K .  3  37  SA 

Wayne  S:2  Domestic^Oil  Burner .  U2-37-SA 

Webster  Oil  Burner,  Model  M_. 74-36-SA 
Weco  Multi  Oil  Burner.  Low  Pressure  Type  ^4  ^6  |A 

Welbilt  Oil  Burner  . 17-35-SA 

Westinghouse  Oil  Burner,  Model  K  .  134-35-SA 

Westinghouse  Oil  Burner,  Model  P  •••••••; 

Westinghouse  “Spiralaire”  Oil  Burner,  Mode  559.59.5A 

J  •  *  *  *• '  . .  108-34-SA 

Wheco  Oil  Burner  .  357-35-SA 

White  Flame  Oil  Burner .  36-SA 

White  Heat  Oil  Burner  .  . . .  •  •  •  •  ■  •  •  •  ■ 

Williams  Oil-O-Matic  Oil  Burner,  Models^ J, 

TT  Junior,  K,  KA,  KB,  R,  HP-3,  HP 
Sentinal,  HP-3A  Sentinal,  HP-1  Metered 

Heat  and  HP-3A  Metered  Heat  . •  •  • 

Windsor  Oil  Burner,  Models  A-3U,  B-5U  658_30.SA 

and  C-6U  . o  '  ‘ ' '  ‘ 

Winslow  Kleen  Heet  Burner,  Models  805  and 

820  . . 

Wisconsin  Fuel  Oil  Burner,  Models  O, 

and  B  . 

Wizard  Automatic  Oil  Burner  . 


19-25-SA 

32-33-SA 

181-33-SA 


121-35-SA 

266-34-SA 

497-3S-SA 

177-35-SA 

454-25-SA 

28 1 -37- S A 


.  „  44-29- S A 

York  Automatic  Oil  Burner  .  36  SA 

York  Bake  Oven  Oil  Burner  . . •_••••  3S4-i 

York  Horizontal  Rotary  Oil  Burner  (Type  55.36-SA 

AP)  .  261-37-SA 

York-Lalor  Oil  Burner  .  166-33-SA 

Model  z\ .  3-35-SA 


Yorktown  Oil  Burner 


Yorktown  Oil  Burner, 


Burner  .  470-31-SA  Zenith  Oil  Burner 


270-34-SA 
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APPROVED  APPLIANCES 


APPROVED  RANGE  OIL  BURNERS  AND  SPACE  HEATERS 


Xante  of  Burner  Calendar  No. 

A.B.L.  Range  Burner  Assemblies,  Models 
AS-4,  AS -6,  AD-6,  AS-9  and  A-3798 

''  ater  Heater  Assembly .  250.44.8A 

Aetna  Range  Oil  Burner .  29  35  SA 

Aetna  Water  Heater,  Models  6,  7,  ’  9  and  47 

W.H.T.  and  15  and  16  W.H.T .  148-37-SA 

Air-O-Hame  Space  Heater,  Models  108  and 

8 1  o  ( pot  type )  .  1 90  8  5  8  A 

Air-O-Flame  Portable  Type  Cabinet  '  Oil  '  ’ 

. .  c5.t,crs.  Models  103-76200  and  103-76300  725-39-SA 

Air-O-Flame  Space  Heater,  Models  71,  91, 

n  n  and  J,582  (s'eeve  type) . ••••’•  206-35-SA 

Air-O-r  lame  Range  Burner  .  236  34  SA 

American  Beauty  Heater  (Pdt  ’ Types’) ” 

Models  1P61,  1P62,  1 P91  and  1P92 . ’.  224-36-SA 

Ameroil  Oil  Burner  for  Stoves  and  Ranges..  592-32-SA 

BiltweH  Range  Oil  Burner,  Models  B-l  and 

Bland  Range  Oil  Burner  .  234- 14- S  A 

Blue  Glow  Range  Oil  Burners,  Models  Su¬ 
preme  and  DeLuxe .  408-44-8  a 

Brigham  Range  Oil  Burner  .  217-35-SA 

Caloroil  Oil-Electric  Range  Burner .  728-19-SA 

Caloroil  Range  Oil  Burner  .  172-34-SA 

Carrier  Water  Heater,  Types  60B4  and  60B5  121-35-SA 

Champion  Range  Oil  Burner,  Models  A  andB  291-34-SA 
Col^llot  Blast  Oil  Burning  Stove,  Model  No. 

Coleman  Oil  Burning  and  Space  "Heater’ 

Models  821  A,  822A,  824,  825,  826  and  827  308-36-SA 


Name  of  Burner  Calendar  No. 

hrogil  Oil  Burning  Space  Heater,  Models  182, 

274,  284,  294,  487  and  588  .  923-38-SA 

Gilbert  and  Barker  Oil  Space  Heaters,  Models 
GB-1315,  GB-1015,  GB-1011,  GB-815  and 
(,B'811  .  56-37- S  A 


323-34- S  A 


Diamond  Range  Oil  Burner .  325.1 


34- S  A 

*******  Oil  Burner,  Models  D27, 

„  DC_/,  G-/  and  NG27  .  1  57-45.8  A 

Easyr^y,-Space  Heater,  Models  CRLi9 
CRN17,  CSP27  and  CSP19 
Easyway  Water  Heater,  Models  H.W.l  and 
ri.W2  . 

'EleCModelInLFtria*  and  Range  0d  Burner* 


158- 35-SA 

159- 35-SA 
575-39-SA 
351-34-SA 

40-35-SA 


Ellington  Range  Oil  Burner,  Square  Circulat- 
mg  Heater  and  Round  Circulating  Heater 
Ellington  Range  Oil  Water  Heater,  Models 
;  M  and  J  . 

HeatroH  (Oil  Burner),  Models 
8-1 F,  822F,  822FT,  823F  825FT  827F 
883F,  884F  885F,  913F,’  913FT,’  915F,’ 

and  919F  .  Q. 

'Staie„SPc,cde4x  0iI  Heater,  Models  731  732, 

.  733,  /34,  735  and  737  . 


•ivano.l  Heater.  Circulating  Type,"  Modeis 

,  I(l0  and  E-88  ;.0,..DF;88:.E-7'  E-8' 

-vur- Ready  Range  Oil  Burner,  Models' 
l  eader,  Standard  and  DeLuxe 


135-39-SA 

1 209-39- S A 
311-34-SA 


545-39-SA 


anfax  Range  Burner  .  302-34-8A 

■  orence  Cabinet  Heaters,  Models  CK-1,  CK-2 

L.  E-l-l,  CJ-21  and  C-2  . 

Oorence  Oil  Heater,  Models,  KC-9,  GC-6,' 

1  CH  ?Q  Su2-?’  CH"9’  CH-27>  CH-28, 

Florence  m  (  ani'RH-9  .  62-33-SA 

'  PH  s  lL-Si,ilC,C^  ,;alcr'  Models  PH-28, 

PR-82  ’  C‘28'  PR-‘°-  PR'81  and 

lorenre  Range  Burners.' . 

°*  Ranee  Oil  Burner  . . ! ! ! ! ! ! !  ] ! !  200-14-1a 


Hi-Heat  Range  Burner,  Models  A  and  De- 
Luxj  . 

Hupp  Range  Oil  Burner,  Models  S.D.  and 

CD .  309-34-SA 

Kalamazoo  Range  Burner,  Models  Junior, 

Lupre  and  DeLuxe  . ’  238-33-SA 

Ker-Oil  Automatic  Water  Heater  .  263-35-SA 

Kerogas  Bowl  Type  Space  Heater,  Models 
300-300A,  303-303-A,  310-310-A,  315- 

31 5- A  and  320-320-A .  266-35-SA 

Kerogas  Hot  Blast  Oil  Heater,  Models  2io 

v  1  ^V10,  2S7  and  115 . ’  339-34-SA 

Kolrid  Range  Burner  . 48-34-SA. 

Kres-Kno  Range  Oil  Burner,  Model  MD 

Sizes  KR,  KRF,  KRF-1  and  1R . .  355-34-SA 

Lochinvar  Automatic  Oil  Burning  Water 

Heater  . 143-36-SA 

Lonergan  Automatic  Hot  Water  Heater _  179-35-SA 

Lonergan  Oil  Burning  Heater,  Models  F-2 

t  u’3,  t?~4,  and  R'2  . •  263-34-SA 

Loyalty  Range  Burner  .  302-34-SA 

Lynn-Range  Burner,  Models  Junior,  Lypre 

and  DeLuxe  . ’ .  238-33-SA 

M.W.  Bake  Oven  Range  Burner,  Model  448 
and  M.W.  Core  Oven  Range  Burner, 

Model  450  .  367-34-SA 

M.VV.  Circulating  and  Radiant  Heaters, 

Models  501,  601,  701,  801,  406,  407,  506 

507,  611,  612,  614,  711,  712  and  714 . 

M.W  Oil  Burning  Range,  Commercial  Modeis 
152  and  251  and  Domestic  Models  101-G, 

165  and  175  .  364-34-S  A 

Majestic  Range  Oil  Burner,  Models  27B  and 
27T  . 

Majestic  Space  Heater,  Models  247T  and  248 
Majestic  Water  Heater,  Models  255A  and  255B 
Matchless  Self-Lighting  Range  Oil  Burner.. 

Moderne  Range  Oil  Burner,  Models  Regular, 

Junior  and  Firenew  . ’  357-34-S  A 

National  Range  Oil  Burner  .  361-34-S  A 

Nesco  Circulating  Heater,  Models  Odi,  41  042 

M  wd,4V‘-, .  264-36-SA 

I\o-  Wyck-Koaless  Range  and  Stove  Oil  Burner  251-34-S  A 
Norge  Space  Heater,  Models  75,  50,  37  and 

37_R  .  366-34- S  A 

Octo  Range  Oil  Burner  .  410-37-SA 

Odin  Beauty  (Space  Heater),  Models  61,  62, 

91  and  92  .  233-35-SA 

^)d’1}  Bea^ty  Heater  (Pot  Types),  Models 

1P61,  1P62,  1P91  and  1P92  .  224-36-SA 

Orlando  Range  Oil  Burner,  Models  VT-^S 

VJ- 195  and  VO-275  . 329.34.SA 

Plymouth  Oil  Burning  Space  Heater,  Models 

IN,  -0,  28  and  30  .  923-38-SA 

Preway  Circulating  and  Radiating  Tvpe  Oil 
Burning  Space  Heater,  Models'  906P 
907 P,  300 P,  918P,  920 P,  930P  and  933P. !  493-38-SA 

Putnam  Range  Oil  Burner  .  54-35-SA 


366-34-SA 


180- 35-SA 

181- 35-SA 

182- 35-SA 
410-37-SA 
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Calendar  No. 
11-31-SA 
304-34- S  A 


Name  of  Burner 

Quaker  Burnoil  Stove  . 

Quick  Meal  Range  Burner  ..••••••••  •■•••• 

Quick  Meal  Space  Heater,  Models  56/2-0, 

5671-13,  5671-33  and  5671-35  .... .  X6-34-SA 

Quick  Meal  Water  Heater,  No.  5681-0  .  305-34-SA 


56-37-SA 


Ray-Dio  Sunshine  Range  Oil  Burner,  Models 
'  A,  Daisy  and  Water  Heater . 


32-31 -S A 


Sachem  Oil  Space  Heater,  Models  GB-811, 
GB-815,  GB-1011,  GB-1015  and  GB-1315 
Satnco  Oil  Space  Heater,  Models  H08  and 

1110  . . . . 

Sears-Roebuck  Oil  Burning  Water  Heater, 

Hercules  Model  No.  2544  . ••• 

Serv-Well  Range  Oil  Burner,  Models  2/B 

and  27T  . _••••• ■  •  •  *Q 

Serv-Well  Space  Heater,  Models  247T  and  248 
Serv-Well  Water  Heater,  Models  255A  and 

255B  . 

Silent  Glow  Oil-Electric  Range  Burner  . 

Silent  Glow  Range  Oil  Burner  . 

Silent  Glow  Si-Glo-Lo  Oil  Space  Heater, 

Models  15,  35,  60  and  80  . .  . . 

Silent  Heet  Oil  Burner  for  Ranges  and  Stoves 
Smith-Whaley  Range  Oil  Burner,  Models 

SW-1  and  SW-2  . 

Speedy  Hot  Oil  Space  Heater,  Models 


56-37-SA 

73-37-SA 

303-36-SA 


Lime  VJ 

GB-811,  GB-815,  GB-1011,  GB-1015  and 

Superfex  Oil  Burning  Heater,  Models  1031, 

1032,  1035,  1036,  1107,  108,  109,  1110, 

1117  1118,  1119,  1120,  1221.  1231,  1201, 

232  1222  1202  1235,  1247,  1205,  1309, 

1305  1306,  1310,  1317,  1318,  1319  and 

1320’and  Superfex  Heat  Projector,  Models 
1051,  1052,  1053  and  1054  491-51  SA 

Toridheet  Range  Water  Heater,  Models  2-2, 

232  and  242 . 

Tower  Range  Oil  Burner  . 


65-35-SA 

126-33-SA 


Vap-R-Oil  Oil  Burner  for  Ranges  and  Stoves 


165- 35-SA 

166- 35-SA 


167-35-SA 
728-39-SA 
1 72-34- S A 


24-37-SA 

592-32-SA 


Victor  Circulating  Fuel  Oil  Heater  Models 
VCH-27,  VCH-19  and  VCH-17 ........ 

Victor  Range  Oil  Burner,  Models  VJ-275, 

VJ-195  and  VO-275  . .  •  •  ■  •■•••• 

Viking  Pot  Type  Space  Heater,  Models  1-0, 

165  and  170  . . •  •• 

Viking  Range  Oil  Burner  and  Range  Oil  Burn¬ 
ing  Heater,  Models  20,  30,  60,  65  7 0  and  80 
Viking  Range  Water  Heater,  Models  — ,  25- 

ancj  242  . * . ••• 

Vitro-Heet  Range  Oil  Burner,  Model  MD, 
sizes  KR,  KRF,  KRF-1  and  1-R . 


592-32-SA 

243-36-SA 

329-34-SA 

310-35-SA 

333-34-SA 

65-35-SA 

355-34-SA 


196-34-SA 


Washington  Oil  Burning  Space  Heater,  Mod- 

els  3712,  3724.  3736,  3747  and  3758 .  925-58-bA 


APPROVED  GAS  HEATERS 


Name  of  Burner  Calendar  No. 

Arco  Ace  Conversion  Gas  Burner .  588-39-SA 


292-38-SA 


Bryant  Unit  Garage  Heater,  Models  l-AG-85- 

C,  2-AG-85-C  and  3-AG-85-C . 

Bryant  Vertical  Forced  Air  Heater,  Model  8, 

'  Type  VB  (Gas  Fired) .  443-38-SA 


Na«e  of  Burner  N<n 

Humidaire  Gas  Fired  Humidifier  . . . .  •  •••  •  •  •  •  920-5y-SA 

Humphrey  Gas  Unit  Heater,  Models  60,  65, 

85,  100,  125  and  200 . 679-38-SA 

Humphrey  Heat  Tower  (Gas  Fired  Forced 
Air  Heater)  . 


9 1 2-39- S A 


Carrier  Direct  Fired  Gas  Burner  Unit,  Model 

58C3  .  201-39-SA 


553-39-SA 


Empire  Ideal  Gas  Fired  Boiler,  Model  O-G. . 

Empire  Ideal  Gas  Fired  Boiler,  Model  1-GA, 

for  Hot  Water  Systems .  554-39-SA 

Empire  Ideal  Gas  Fired  Boiler,  Model  4-GA, 

for  Hot  Water  Systems .  556-39-SA 

Estate  Flue  Connected  In-A-Floor  Gas  Heat- 

rolas,  Nos.  75,  45,  30  and  20 .  973-39-SA 


Janitrol  Gas  Unit  Heater,  Models  UG45-37, 

UG60-37,  UG85-37,  UG100-37,  UG125-37, 

UG160-37,  UG200-37,  UG400,  CG45-37, 

CG60-37,  CG85-37,  CG100-37,  CG125-37 
CG160-37,  CG200-37,  CG400,  M  2000  M 
3000,  M  4000,  D  4000,  UG60-35,  UG125-35, 

UG200-35,  CG10-34  and  CG8-34 .  683-38-SA 


Richmond  Gas  Fired  Air  Conditioner .  SS'S'ca 

Richmond  Heatomat  Gas  Heating  Boiler .  &54-5V-SA 


Burners  for  Industrial  Use 


Name  of  Burner  Calendar  No. 

Ace  Rotary  Oil  Burner .  c^^o'c^a 

Air-Blast  Oil  Burner  .  579 -32- SA 

Airnoil  Burner  .  oo  a 

Airtemp  Oil  Burner,  Models  D,  F  and  G....  88-34-SA 

Aldrich  Sav-Haf  Oil  Burner,  Models  35F5SP, 

35F5LP,  35F5XP  and  35J5 .  514-39-SA 

Alpine  Oil  Burner,  Models  A  and  H .  H0-36-SA 

Anthony  Nebulyte  Oil  Burner . ,  ••••  1026-22- SA 

Arconame  Oil  Burner,  Models  A,  B  and  C  .  •  426-38-SA 

Aristocrat  Oil  Burner  .  ^-35-SA 

Associated  Oil  Burner  .  S'u  a 

Auto  Heat  Oil  Burner .  ,4-33-SA, 

Automatic  Airless  Oil  Burner,  Model  No.  1 . . 


53-34-SA 


Babcock  &  Wilcox  Mechanical  Oil  Burner . 


45-21-SA 


Name  of  Burner  Calendar  No- 

Bake-O-Heat  Oil  Burner  . 

Ballard  Automatic  Oil  Burner. .  . .  ■..■•••••••  , 

Ballard  Oil  Burner,  Models  B-A  1„  2,  3  and  4.  447-52-SA 

Ballard  Low  Pressure  Mechanical  Oil  Burner, 

Models  AAPA,  ABPA,  ACPA,  ADPA, 

AFPA,  AHPA,  AAPH,  ABPH,  ACPH, 

ADPH,  AFPH,  AHPH,  AAPM,  ABPM, 

ACPM,  ADPM,  AFPM,  AHPM,  AAM, 

ABM,  ACM,  ADM  and  AFM  .  a 

Ballard  Jr.  Oil  Burner . H76-2/OA 

Ballard  Staples  &  Pfeiffer  Steam  Atomizing  . 

High  Pressure  Burner  .  i&tf-SAj 

Bauer  Oil  Burner .  .  o/c_c a 

Berggren  Oil  Burner  . . .  1464  21-SA 

Best  Calorex  Burner  ..........  •  •  •  •  •  •  •  . .  . 

Bethlehem  Steam  Atomizing  Fuel  Oil  Buiner  485  5 
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APPROVED  APPLIANCES 


Models  D, 


Name  of  Burner 

Bettendorf  Automatic  Oil  Burner 

F  and  G  . 

Bock  Oil  Burner,  Models'  A,'  B,'  C  and  D. 
Bock  Oil  Burner,  Models  WH3 
WH-6  and  WH-8  . 


WH-S, 


Calendar  No. 

88-34-SA 
123-31-SA 


Name  of  Burner 
DPA,  FPA,  HPA,  BPW 
DPH,  FPH 


DPW,  FPW, 
and  HPH . 


Calendar  No. 


Borden  Oil  Burner,  Model'  B . 

Brighton  Oil  Burner  ....  .  4>1^'ca 

Bullet  Automatic  Oil  Burners,  Models'  A  and  B  195-33-SA 
Burn  well  Mechanical  Burner .  957-22-Sa 

Caloroil  Burner,  Tvpe  AA.  i 0/l  c. 

Caloroil  Horizontal  Rotary  Oil  Burner,'  Mod-  U6I'24-SA 
els  1.  2,  3,  4,  5  and6.... 

lOX0'1  BUrnCr’  M°dels  4X’  5X>  6X  and 
Ori  Burner,  Models  4X,  ’  5X,’  6X  and 


HPW,  BPH 
Gilbarco  Industrial 

Gilbarco  Oil  Burner.  Models  AAPA,  ABPA 


*  l  and  HPH....  1493-22-SA 
Burner  .  350-32-SA 


327-31 -SA 
117-34-SA 


Century  Pressing  Machine  Oil'  Burner','  Modei 

and 


117-34-SA 


Chalmers-Ace  (Rotary)  Oil  Burner .  47  35  s7 

Chaam7r)2  Ut°matiC  0il  Burner-  Mode1^  D1 

Clark  Horizontal  Rotary  o'ii  Burner! ! ! ! ! !  ’ '  ‘ '  618’37~SA 

Coen  Mechanical  Oil  Burner .  ""  0497)04 

Conco  Oil  Burner  .  "  ‘  .  bnnlo  e  a 

Concord  Burner  .  .  A 

Cornell  No.  1  Type  A  Oil  Burner .' .' .' !  .*  |  IS?'35-5 A 

Craftsman  Oil  Burner 


ACPA,  ADPA,  AFPA  AHP 4  AAPW 

abph,  acph,  adph,  afph  AHPH 

AAPAf,  ABPM,  ACPM,  AD  PM  AFPM 
AHPM.  AAM,  ABM,  *ACM,  a'dm^S 

Gilbert  &  Barker  Fuel  Oil  Burner .  IdSif's A 

Gold  Star  Oil  Burner,  Models  F  and  S .  SI 

Goodspeed  Oil  Burner,  Nozzle  Tyne  2. .  Mbits  A 

Gould  Automatic  Oil  Burner..  U  . 

^ant  S'1  Burner>  Model  “C”...  .  ?9ct 

GRD  Fuel  Oil  Atomizer .  .  lilted 

Greenawalt  Down  Draft  Combustion"  Oil  SA 

Hammond  Oil  Burner. . .  - 

Harris  Fud  Oil  Burner .  Aonln'ct 

Hart  Oil  Burner,  Model  “H” .  .  ?9?"3?~BA 

Havwarl^m  c°W  Pressi,re  oil  Burner! ! ! ! 

Hayward  Oil  Burner, 


23-SA  Meat  Master  Oil  Burner 


221-33- SA 
88-27-SA 


696-30-SA 


Model  2000  .  118  35 


s~™"s  k—  ms  ssmsmswfs 

HobePc3o5b^uJ1erJ10'  820  “*  ■  21-36-SA 

Holby  Oil  Burner  .  1278-21-SA 

Holby  Type  B  Fuei  Oil  Burner ' ! ! .‘ ! .  689'?q's  a 

Holland  Gun  Type  Oil  Burner  .  .  zSIMa 

Hut6  rt;'py  °i!  ?urner-  Models  A  'and'  H ' '  7'S' A 

Hupp  Oil  Burner,  Models  H,  U,  P  and  pp" 


Dahl  Mechanical  Fuel  Oil  Burner  1  9  01 

n  Oil  D  . _  .  10-2:1- 


D 12, 

DF2 


SA 
155-31-SA 


D’Elia  Oil  Burner 

DeIc^,?e"'  0il  Burner>  Models  DX, 

D34,  D44,  DR,  DRO,  DR-1  DRF 
and  DLM  ' 

Demand  Oil  Burner  ..!..'! .  Sld'ct 

Demand  Oil  Burner,  Model  A  (for  Pressing  SA 

DeWalt  Oil  Burner  .  V4]  ^ 

Doe  Oil  Burner  .  . 

Draft-Rite  Oil  Burner  - ! ! ! ! ! ! ! ! !! ! ! ! ! !  i ! !  3 


1 10-36- S A 
10-34-SA 


Models,  AG,’  AGH,’  AP 


837-38-SA 


Ideal  Arco  Variflame  Oil  Burner 
Indiana  Oil  Burner 

and  APH  . . . .’ . 

Induslo  Fuel  Burner  1-27  .  503-37-SA 


and  Range  Oil  Burner, 


Electrol  Industrial 

Model  LF  .  ,7C  n 

Empire  Oil  Burner  . !!!!!!!!!! .  a' 

Enco  Type  400  Steam  Atomizing  oil  Burner  1414  23  S  A 
Enco  Mechanical  Oil  Burner  ...  ‘  Sq 

Enterprise  Rotary  Fuel  Oil  Burner! !! .  1149  27  S  A 

l  77PnSie  peam  Atomizing  Burner . ! ! ! ! '  1 5-33  S A 

1SS°Arn  A  Burner,  Models  AAPA,  ABPA  SA 

■^LI  A,  ADPA,  AFPA  AHPA  AAPFr' 

ABPH,  ACPH.  ADPH  AFPH  AHPH 
AApM<  ABPM,  ACPM!  ADPM,  AFPM 

AFM  ^  '  AAM’  ABM’  ACM’  ADM  and 
1  abandlnMUStrial  Fuel^n  "Burner," '  Types"  B 

26-22-SA 

t‘*he-rLl0il  Burner,  Model'  M _ !!..!!!.  187-38  I  a 

•itzgibbons  Oil  Burner,  Model  M..  17?37SA 

Eorsdraft  Oil  Burner  .  .  41  34  Ia 

Erankfort  Type  P  Oil  Burner . .  1046  23  SA 

nar  Oil  Burner,  Models  R-15  and  R-35..’!!.'  21  "  SA 


KalaandZ3°  P°Wer  0iI  Burner’  Models  1,  2 

Ivdvinator  Oil  Burner,  Models '  'k,  '  025*6- A  ’ 

°256-B’  Sc,«6’-NK30-a: 


NK83'B>  1N1Sw5U'u-  WK30-D,  NK45 


and 


LP  and  WP.' 


Keystone  Oil  Burner.  Models  ^  ana  wr 
Kings  way  Century  Oil  Burner,  Models  F  and 

Kings  way 
Model 
Korth  Oil 


SiRnt  Automatic  Oil  Burner,' 
Burner,  Models’  G  and  S 


5-24-SA 


166-34-SA 


1 05-34- S A 
438-38-SA 

369-33-SA 

21 6-36- S  A 


1493-22-SA  Kres-Kno 


Kreager  Oil  Burner  ^  °  ^  * .  ^6-34- SA 


367-30- S A 


372-38-SA 


-36- S  A 


icni 


Euel  Oil  Burner .  1n  CA 

2^"eiaJ  Electric  Fuel  Oil  Burner,  Model  D-l  434-M  S  A 

( r1  T- r)A-2 .  11 A 

nTnM,1;™'  0il  B^ner," Model's  SA 

l  (l?»  BS-  DS’  pS.  HS, 

bp\fDA’FA-  HA-  bpm,  dpm,  fpm 
HPM,  bps,  dps,  fps,  hps,  bpa, 


Mn  .Pre^ing  Machine  Burner.  Model 
MD,  sizes  KRF  and  KRF-1  . . . .  354-34-Sa 

Laco  Oil  Burner,  Models  F,  TF,  BF  and  D  77/t  77  c  a 

Leader  Bake  Oven  Oil  Burner  . 

Leiman  Brothers  Fuel  Oil  Burner  .  ‘  ! ! ! ! .  314  3o"s  A 

LenLE-301  BUrnCr'  Series  LE'P  LE'2  and*  SA 

Liberty  Automatic  Heater  '.*!.'!! .  ?7q1«"| ^ 

Liberty  Pressure  Oil  Burner  .  7%7aca 

Leintz  Oil  Burner  . .  ,rr"M'BA 

Lonergan  Automatic  Oil  Burner  . . ’  ’ . ' 

Lynn  Power  Oil  Burner,  Models  1,  2  and  3. 

Magna  Fuel  Oil  Burner 
Mahrvel  Low  Pressure  Burner 

Major  Oil  Burner,  Models  H,  U,"p  and  Pp! .  10-34-SA 

Master  Fuel  Oil  Burner .  «  c  . 


1 55-20- S  A 
208-33-SA 
166-34-SA 

197-33-SA 
859-26- S  A 
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Maxon  Oil  Burner  (New' Styie)  '!!.'! .  lO^bl^S  A 

May  Oil  Burner.  Models  L,  C  and  S  ! ! . ! ! !  1 !  68.11'sa 


r  ,  D  Calendar  No. 

Name  of  Burner  XTOT  c 

Mav  Oil  Burner,  Models  BB,  B,  NSJ,  k, 

MayNSJl  W,  SMT,  LOT,  DUj  N;  O,  U 

MercSrdolDOiV Burner,  Models  4X,  5X,  6X  and  n7_34_SA 

. rl  Model  G .  a 


Nome 


Burner 


Calendar  No. 

Reynolds  Oil  Burner,  Model  GC.  .....••••••  •  ^21-36-S\ 

Rockville  Oil  Burner,  Models  J-5  and  J-10  ^ 

Rockwell  Fuel  Oil  Burner  . 

Rohr  bchanck  kuel  Oil  Burner .  aeo-zi-on 


Metered  Heat  Oil  Burner,  Model  . .  345-34-SA 

Micron  Oil  Burner  . ' ;  ‘ '  155-34-SA 


Midget  Oil  Burner  . .  ....  •  •  ■  •  ••••••• . .  122-35-SA 

Midget  IPressing  Machine  Oil  Burner ... . . . 

Mid-West  Oil  Burner,  Models  106,  108,  zU8, 


S. 

S. 

s. 

s. 


&  IS..  lViecnainccti  j.  uv.i  v-..*  — -  --  ia  m  ca 

&  K.  Wide  Range  Fuel  Oil  Burner .  Jra"«"cA 


K.  Mechanical  Fuel  Oil  Burner  . 


-32-SA 


327-31-SA 

34-34-SA 

110-36-SA 


211,  311  and  114 

Minneapolis  Automatic  Oil  Burner 

Mohawk  Oil  Burner  Models  A  B  and  ....  133_35.SA 

Kanh0“er  .‘Sid.  A 

M0r5is,  KpT  : 

Morse  Conical  Type  Steam  Atomizing  Burner 
Morse  Fan  Tail  Type  Steam  Atomizing  Burner 
Morse  Fuel  Oil  Burner  . 


359-33-SA 

938- 25-SA 

939- 25-SA 
820-23-SA 


K  Oil  Burner,  Models  F  and  G . ••••:  369-33-SA 

T.  Johnson  Co.,  Type  30-A,  Rotary  Fuel 

S.  T.  Johnson  Co.,  Type  30-H,  Rotary  Fuel 

Oil  Burner . •■;•••••  Ve  '  ’  "J  Y>* 

Shur-Heat  Oil  Burner,  Models  R-15  and  R-3D 
Silent  Glow  Mid-West  Oil  Burner  for  Press- 

ing  Machines,  Model  106 .  .....  •  • 

Silent  Glow  Oil  Burner  for  Pressing 
chines,  Models  600  and  800 


198-32-SA 

21-36-SA 


Ma- 


327-37- SA 


cnines,  muucia  177  37c  a 

Silent  Flame  Oil  Burner,  Model  M-_.  -  •  ^  -  ^33.^ 


.  287-37-SA 

Pressure  Burner .  J§Hq"Ia 

Pressure  Burner . 


Nabco  Oil  Burner.  . . 

National  Airoil  High 

National  Aboil  T^JDR  Rotary  Oil  Burner 

National  Devices  Oil  Burner  . . - -  •  ;  VC  ‘ '  lr 

National  Heat  and  Power  Co  Inc.,  Oil  Burner 
Nesbitt  Oil  Burner,  Models  F,  JF,  Bk  and  31. SA 

N ichols-McCann-Har rison  Burners  .....  •  •  •  £3  ^  »  A 

Norge  Oil  Burner,  Models  N8-8C  and  N13-8C 
North  American  Low  Pressure  Oil  Burner... 
Nu-Vapomatic  Oil  Burner  (for  Pressing  Ma¬ 
chines)  . 


Silent  Paramount  Oil  Burner,  Models  F  and  G 

SimPTyXpes  H.hTg.  anRd°HlG.°H  .  ™  367-36-SA 

Simplex  Turbine  Fuel  Oil  Burner, 

C.O.G.  and  M.O. 


1V1  _ _ ,  Models 

q  ~ . .  1203-22-SA 


548-31-SA 

184-36-SA 

788-38-SA 

226-33-SA 


Standardyne  Oil  Burner  .  jg3_' 


34-34-SA 


22- S  A 


146-33-SA 

146-35-SA 

603-29-SA 

106-33-SA 


543-37-SA 

792-26-SA 


708-39-SA 


Steam  Oil  Burner  XT  9 

Stephens  Oil  Burner,  Models  No.  1  and  No.  Z 

Stewart  Gasifier  Oil  Burner  . 

Sun  Heat  Oil  Burner  . 

Sun-Ray  Fuel  Oil  Burner  .  fi?4_4n.s A 

Sunway  Oil  Burner  ..•••••••  "  VH .  110  36-SA 

Superior  Oil  Burner,  Models  A  and  H .  %-34-SA 

Supreme  Oil  Burner,  Model  (j  •  •  • .  q?  93  <4 A 

Surface  Combustion  Low  Pressure  Burner  ...  ^2-23-bA 

Syncro-Flame  Oil  Burner,  Model  R .  uy-oa-5 a 


Oil  Aire-Flo  Burner  Unit,  Series  H .  585-33-Ia  Tate-Jones  Fuel  Oil  Burner,  “L”  Type .  a 

Oilbilt  Burner .  .  85  -  -  -  ■  T  -~*T~  *  ™  .  1444-23-SA 

Oreo  Oil  Burner,  Model 
Oronoque  Oil  Burner 


Vi . 216-36-SA 

A  .  394-30-SA 


PDM  Low  Pressure^ Oil  Burner  .  277-34-|a 

21-36-SA 


735-24- S A 
452-31-SA 


Packard  Fuel  Oil  Burner  j  -p  33 

Paragon  Oil  Burner,  Models  R-15  and  R-3b.  617_30_SA 

Paramount  Oil  Burner,  Model  A  544.2I-SA 

Peabody-Fisher  Wide  Range  Mech.  Oil  Burner  644  ZI  b 

Penn-Automatic  Oil  Burner,  Gun  Type .  Z0U-O/-5A 

Perfect-Pantex  Oil  Burner  .  ~7  c  a 

Perfex  Airnoil  Burner  •  •  •  •  •  •  v •  v 
Petro  Mechanical  Burner  and  Air  Registei  . . . 

Petro  Model  W  Oil  Burner  . .....  •  •••••• 

Petro  Oil  Burner,  Models  D-10,  D-ll,  D-1Z, 

D-13,  D-14  and  D-15  . . 

Petroleum  Heat  &  Power  Company  Fuel  Oil 

Burner,  Model  W-AH  . .............. 

Preferred  Oil  Burner  (Manual  Operation),  p53_35_sA 

Model  D.  .  90 4  34  c  a 

Presto  Automatic  Oil  Burner  .  0 

Progressive  Press  Machine  Oil  Burner,  34  c  a 

Models  PMB  and  PMBS  .....  •  •  •  ■  •  •  •  •  ■ •  224-34-SA 

Public  Service  Oil  Burner,  Models  R-15  and  2l-36-SA 


Tate-Jones  No.  6  Oil  Burner  .  c» 

Thompson-Gould  Oil  Burner  .  on  c  a 

Timken  Rotary  Oil  Burner  . . 

Timken  Silent  Automatic  Oil  Burner,  Model  G  -66-34  bA 
Todd  Mechanical  Fuel  Oil  Burner  ..•••_••••  laza-zz-bA 
Todd  Mechanical  Oil  Burner,  Type  Hex-Press 
Todd  Rotary  Burner,  Models  A,  B  and l  C. ... 

Todd  Rotary  Burner  and  Pump,  Types  P-A.-ti. 

_ i  r>  A  r,r,A  TV/fnrlplc;  A.  B.  C.  C-l  andD 


177-35-SA 

454-25-SA 


and  P.A.,  and  Models  A,  B,  C,  C 

Todd  Spiro  Oil  Burner  . . . 

Todd  Spiro  Oil  Burner  (pump  type)  . 

Todd  Steam  Atomizing  Fuel  Oil  Burner.... 

Trojan  Domestic  and  Industrial  Fuel  OH 

Burner  . •  •  •  •  •  . .  1  3*  34.SA 

Tropic  Heat  Oil  Burner,  Model  G  .  1J0 


281-37-SA 

470-31-SA 

94-32-SA 

123-23-SA 


667-28-SA 


United  States  Gun-type  Oil  Burner  .  Wc\'?rIa 

United  States  Oil  Burner  .  h-U-ZBon 


R-35  . 

Pyrolene  Oil  Burner 


184-36-SA 


Vapofier  Oil  Burner  .  275-34-SA 

Vapomatic  Oil  Burner  .  44-32-SA  : 

Vaporoil  Burner  . ;••••• . •;  • ;  * 

Vitro-Heet  Pressing  Machine  Burner  Mod-  gA 

el  MD,  Sizes  KRF  and  KRF-1 ...  •••••••  VCHo  S  a 

Vortex  Oil  Burner,  Type  V,  Model  No.  7... 


180-38-SA 


Quiet  Ballard  Automatic  Oil  Burner .  6^0-SA 


36-SA 
68-24- S  A 


Quiet  Heet  Oil  Burner 

Quiet  May  Oil  Burner,  Models  L,C  and  b... 

Quiet  May  Oil  Burner,  Models  BB,  B,  NSJ, 

NSJ1,  W,  SMT,  LCT,  DU,  N,  O,  U 

and  D  . . . 

Quigley  No.  10  Low  Pressure  Oil  Burner.... 

Oil  Burning  Equipment .  367-21-bA 


46-34- S  A 
436-31-SA 


Quinn 


Warner  Oil  Burner,  Model  A  ...  . .  ?f)4  40-SA 

Way  land  Horizontal  Rotary  Oil  Burner  ....  2U4-4UJA 

Webster  Oil  Burner,  Model  M .  222-35-SA 

Welbilt  Oil  Burner  .  108-34-SA 

Wheco  Oil  Burner  .  36-SA 

White  Heat  Oil  Burner  . ;••••••  J 

Winslow  Kleen  Heet  Burner,  Models  805  and  ?$-SA- 

820  . . 

Wizard  Automatic  Oil  Burner  . 


181-33-SA 


Rasol  Oil  Burner  . . - . C  'd  u 

Ray  Rotary  Fuel  Oil  Burner,  Types  A  and  B 

Relmer  Oil  Burner  . . . . . .....  •  •  •  •  •  •  •  •  •  •  •  •  •  • 

Rexoil  Domestic  and  Industrial  kuel  Oil 

Burner  . 


108-34-SA 
504-23-SA 
1 48-40- S  A 


667-28-SA 


York  Bake  Oven  Oil  Burner  .  261  -37-SA 

York-Lalor  Oil  Burner  .  166-33-SA; 

Yorktown  Oil  Burner  ••••••••• .  3-35-S^ 

Yorktown  Oil  Burner,  Model  A . 
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RULES  ON  USES  OF  INSULATING  FIRE  BOARD. 

ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  MAY  5  icno 
IN  ACCORDANCE  WITH  SECTION  665,  SUBDIVIsfoN  Q OF TTO  NEW  TOrI  CITY 

CHARTER,  MAY  29,  1939.  1 


I  .  [170-39-SR] 

Authority : 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  paragraph  2,  Charter  of 
/  o  o  *7 °f  New  York,  and  C26-189.0  Administrative  Code 
C'“6'462-0  °f  M Ie  Administrative  Code  (8.4.10.6), 
C--6-4o8.0,  sub.  g.  Administrative  Code  (8.4.10.2),  C-26- 
538.0;  sub.  b,  Administrative  Code  (87.2.3),  C-26-541 0 
sub  a,  Administrative  Code  (87.2.6.1),  <7-26-667.0,  para- 
and  8’  Administrative  Code  (10.9.2.4),  sub.  c  and 
y0y-AX\r?\nJd'nf1  Code>  C-26-680,  sub,  21,  Administrative 
Coi/t’  (10.1-  11.1),  C-26-541.0,  Administrative  Code  (87.2.6. 

!9:0’  Administrative  Code  (10.3.1),  and  C- 26- 
/21.0,  Administrative  Code  (12.2). 

Note:  Where  reference  in  parentheses  appears  after  the 
Administrative  Code  Section,  it  refers  to  the  Sec¬ 
tion  of  the  New  Building  Code  as  formerly  num¬ 
bered. 


Rule  1.  Classes  of  Fibre  Board. 

(1)  Wood  Fibre 

(2)  Exploded  Wood  Fibre 

(3)  Balsam  and  Wood  Fibre 

(4)  Western  Wood  Fibre 

(5)  Cane  Fibre  (Bagasse) 

(6)  Pulp  from  waste  papers 

(7)  Straw  Fibre 

(8)  Ground  Wood  Pulp  Fibre 

(9)  Corn  Fibre 

11  STRUCTURE  OF  FIBRE  BOARD.  Fibre  boards 
shall  be  manufactured  from  wood  or  other  vegetable 
fibre  by  a  felting  or  molding  process  and  provided 
with  sizing  to  render  water  resistent,  and  shall  be 
subjected  to  a  sufficient  drying  temperature  so  as  to 
completely  destroy  rot-producing  fungi.  No  starch 
mgiedient  shall  be  included  unless  made  toxic  to 
household  vermin. 

1.-  The  structure  of  the  board  may  be  either  single  or 
multiple  ply,  and  if  latter,  the  plies  shall  be  joined 
under  pressure  by  a  moisture  resisting  cement  Sur¬ 
faces  shall  be  finished  smooth  and  free  of  coarse 
fibres. 

1.3  For  a  plaster  base,  wall  board,  roof  boards,  sheath¬ 
ing,  siding,  roof  insulation,  floor  insulation,  acousti¬ 
cal,  interior  finish,  the  fibre  board  shall  be  homo¬ 
geneous  tree  from  cracks,  lumps,  unevenness  and 
other  defects. 


Table  1 


Miscel- 

Building  Plaster  laneoua 

Board  Base  uses 

(Note  5)  (Note  6)  (Note  7) 


lax.mum  thermal  conductivity 

B.  r.U.  per  hour  per  square  foot 
per  degree  F.  per  inch  thickness 

(note  1 )  . 

Minimum  transverse  strength, 

Cengthwise  (note  2)  . 

Pounds  Crosswise  (note  2) . 

iinimum  deflection  at  ultimate 

•oad,  inches  . 

laximum  deflection  at  ultimate 

load,  inches  (note  3)  . 

mi  mum  tensile  strength,  pounds 
per  square  inch  (note  4) 

4  ator  absorption  per  cent  . 


0.36 

0.36 

0.36 

14 

14 

7 

12 

12 

7 

0.25 

0.25 

0.25 

.85 

LO 

°o 

1.25 

175 

175 

100 

5 

5 

10 

Maximum  linear  expansion,  per  cent  V-> 

Nail  holding  strength  lb.  . . . . .  m 

Bond  strength  per  square  foot  of 
bonded  surface  . 


70 


60 


—  700  — 


Note  1 
Note  2 


Note  3 
Note  4 

Note  5 

Note  6 


Note  7 

Rule 


^?nbw'd  °f  aYy  Class  havinE  a  conductance  greater  than 
0.50  b.t.u  per  hour,  per  square  foot  per  degree  F  irre 
SPh-tlIL°f  thlckne.ss  will  be  acceptable  under  these' rules. 
This  requnement  is  based  upon  specimens  V.  inch  thick 
ior  specimens  of  other  thicknesses  the  requirement  shall 
be  increased  in  direct  proportion,  that  is,  for  a  thickness 
of  1-inch,  it  shall  be  doubled,  etc. 

*  Minimum  deflection  at  rupture  shall  be  not  less  than  25" 

.  Tensile  strength  requirements  shall  be  applicable  only  on 
thicknesses  up  to  and  including  1-inch. 

.  Edges  shall  be  square  for  building  board. 

.  Edges  shall  be  either  ship  lapped  bevel  and  ship  lapped 
o  gue  and  grooved,  bevel  and  tongue  and  grooved,  “V” 
jointed,  or  ship  lapped  and  grooved.  Each  board  shall  be 
b?„2b''OU8  ,“t°re  to  inSUr'  !00<1  mechanic(tl  and 

•  Edges  shall  be  square  unless  ship  lapped  or  offset. 

2.  Uses  and  Methods  of  Applying 
Fibre  Board. 


2.1 


Fibre  board  may  be  used  as  a  plaster  base  or  wall 
board  in  non-fireproof  commercial  structures  not 
more  than  2  stories  in  height  and  in  one  and  two 
family  dwellings  not  exceeding  three  stories  in 
eight  and  in  Class  3  multiple  dwellings  for  par¬ 
titions  and  ceilings  where  either  no  fire  resistive 
rating  is  required  or  where  a  fire  resistive  rating 
not  exceeding  j/2  hour  is  permitted  and  installed  in 
accordance  with  the  requirements  of  C-26-458  4d 
mimstrative  Code  (8.4.10.2)  and  C-26-462  0  ’  Ad¬ 
ministrative  Code  (8.4.10.6).  '  ' 

The  joints  on  walls  and  ceilings  shall  be  broken 
at  least  one  stud  apart,  and  in  no  event  shall  joints 
of  fibre  board  lath  be  in  vertical  line,  excepting  in 
the  corners  of  a  room.  The  joints  shall  be  broken  at 
every  other  board  on  the  walls  and  at  right  angles 

r  ftrT\nog^n  ce'1,n-  C-26-462.0,  Administrative 
Code  (8.4.10.6).  They  shall  be  solidly  nailed  at 
every  bearing  not  more  than  6"  center  to  center  for 
wails  and  4  center  to  center  for  ceilings  and  nailed 
to  all  studding  with  1 Vs"  No.  13  gauge  blued  or  gal- 
vamzed  plaster  board  nails,  with  H"  heads  for 
board  and  1^4  nails  with  heads  for  y4"  or  1" 
board,  and  with  proportionately  longer  nails  for 
thicker  fibre  board.  All  corners  shall  be  reinforced 
with  standard  metal  corner  beads.  All  re-entrant 
angles  shall  be  reinforced  with  standard  rS! 
angle  lath  strip.  Reinforcement  shall  be  securely 
stapled  on  the  lath.  At  the  juncture  of  frame  and 

SB°TyiiCKnStrUStl0Il’T  K  strip  of  sanded  metal 
lath  shall  be  used.  No  board  shall  be  run  through 
from  room  to  room. 

2.1.1  It  shall  be  unlawful  to  wet  fibre  board  before 
(84106)  C26-462.0,  Administrative  Code 

21-2.1.  “SCRATCH  OR  FIRST  COAT” 

The  0s^atch  c?at  shall  contain  not  more 
than  2/3  by  weight  of  sand  and  1/3  calcined 
gypsum  plaster  with  fibres  or  including  other 
materials  and  fibring  so  that  the  setting  time 
shall  not  be  greater  than  four  hours  nor  less 
than  1/2  hours  and  with  a  tensile  strength 
ot  not  less  than  75  pounds  per  sq.  in.  The 
scratch  coat  shall  be  not  less  than  thick 
2- 1-2.2  “BROWN  OR  SECOND  COAT” 

The  brown  coat  shall  contain  not  more  than 
y,  by  weight  of  sand  and  the  remaining  l/4 
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shall  not  contain  less  than  3/5  of  ^cmed 
gypsum  and  not  more  than  2/5  of  oth 
Serials,  including  fibring  The  setting  tune 
shall  be  not  more  than  five  hours  nor  less  than 
two  This  brown  coat  shall  have  a  tensile 
strength  of  not  less  than  50  pounds  per  sq.  in. 
and  shall  be  not  less  than  3/16  in  thickness. 


?  1  ?  5  “FINISH  COAT.” 

The  finish  coat  shall  be  applied  after  the  ap¬ 
plication  of  the  second  or  brown  coat  has  . 
become  dry,  and  shall  be  set  in  not  less  than 
20  minutes  nor  more  than  four  hours  and 
shall  have  a  tensile  strength  of  not  ess  than 
200  pounds  per  sq.  in.  and  be  not  less  than 

1/16"  thick. 

Suitable  grounds  shall  be  established  witl 
each  thickness  of  fibre  board  so  as  to  insure 
a  minimum  thickness  of  Vz"  plaster.  Fibre 
board  shall  extend  from  floor  to  ceiling  with 
grounds  secured  to  the  framing  members 
through  the  fibre  board. 

2.2  FIBRE  BOARD  SHEATHING. 

A  nr, roved  fibre  board  sheathing  at  least  one-halt 
o/ an  inch  in  thickness  and  four  feet  in  width  may 
hi  used  instead  of  wood  sheathing  when  bearing 
on  4  studs  and  fastened  to  each  bearing  with  1/2 
wire  nads,  6”  or  less  c-c.  .»b  **  M  and  for 
Va"  or  1"  board,  the  nails  shall  be  2  long. 
C-O6-538.0.  sub.  b  (87.2.3).  The  use  of  fibre  board 
as  roof  sheathing  is  not  permitted  except  as  insula- 
tion  over  suitable  sheathing  material. 

2  3  MINOR  FRAME  STRUCTURE. 

Approved  fibre  board  siding  may  be  used  on  wood 
frame  sheds  erected  where  permitted  and  where 
open  on  at  least  one  side,  provided  such  sheds  are 
fifteen  feet  or  less  in  height  and  do  not  exceed  2500 
square  feet  in  area  and  are  at  least  4  feet  from  any 
lot  line  and  are  covered  on  an<J  r°°f  wi* .ap¬ 

proved  fire-retarding  material.  C26-541.0  (8.7.~.6.1). 


o  a  ttqf  nF  fibrf  board  when  covered  by 

2  AN  INCOMBUSTIBLE  WEARING  SURFACE. 
Untreated  combustible  insulation  board  of  a  single 
layer  or  thickness  not  to  exceed  Vz  when  cemented 
or  attached  directly  to  the  surface  of  an  approved 
tvpe  of  fire-resistive  floor  construction  may  e 
used  elsewhere  than  in  stair  enclosure  and  corridors 
when  covered  by  an  incombustible  wearing  surface 
in  accordance  with  these  rules.  C26-667.0,  sub.  4c 
(10.9.2.4). 

2  5  ROOF  AND  FLOOR  INSTALLATION  IN, 
CLASS  1  AND  CLASS  2  STRUCTURES. 

Fibre  board  used  as  insulation  may  be  applied 
directly  to  the  fire-resistive  floor  or  roof.  construc¬ 
tion  in  cement,  provided  such  insulation  is  covered , 
by  at  least  one  and  one-half  inch  thickness  of 
Portland  Cement  concrete  or  other  equally  fire- 
resistive  material  of  equal  thickness.  C26-619.U, 
sub.  a.  Administrative  Code  (10.3.1).  Insulation: 
fibre  board  so  applied  shall  be  over  a  screeded  con¬ 
crete  roof  or  floor,  graded  where  necessary,  and 
cemented  to  the  arch  with  hot  asphalt  or  coal  tar 
pitch.  Fibre  insulation  board  shall  not  be  left  ex¬ 
posed  to  the  elements,  nor  shall  it  be  applied  to  wet 
surfaces  of  any  kind. 

2  6  ROOF  INSULATION  OTHER  THAN  IN 
CLASS  1  AND  CLASS  2  STRUCTURES 
The  use  of  fibre  board  as  roof  insulation  is  lawful, 
provided  such  fibre  board  is  covered  with  an  ap¬ 
proved  type  of  fire-resistive  roof  covering  applied 
directly  thereto,  C26-680,  sub.  2,  Administrative 
Code  (10.12.11.1),  and  when  installed  in  accordance 
with  the  requirements  of  2.2  of  these  rules. 

2.7  USE  OF  FIBRE  BOARD  IN  FIRE  WALLS.  , 

(Formerly  Rule  2.8)  .  ...  r  ,, 

Fibre  board  may  be  used  as  insulation  in  tire  wall!; 
C26-632.0  sub.  g  AC  (10.4.1.2)  if  cemented  anc 
attached  directly  to  the  face  of  the  wall  laid  up 
with  no  intervening  air  spaces  and  protected  witt 
•  not  less  than  2  in.  of  secured  masonry  laid  tigh 
against  the  fibre  board. 


notice 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board- 


offices  of  the  Board  and  of  the  further  publication  of  th- 
calendars  in  the  daily  press. 


I7irs,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  ac< 
of  prosecution  is  likely  to  result. 


Fourth,  That  no  one  is  entitled  to  written  notice  of  tin 
date  for  the  hearing  in  his  case,  and  that  the  plea  ot  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 


Second  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  m  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 

hearing. 


Fifth  That  the  business  of  the  Board  is  to  dispose  of  al 
cases  promptly;  therefore,  no  appeal  or  app  ication  wi 
be  held  in  abeyance  by  reason  of  failure  of  the  appellant 
or  applicant  to  file  necessary  data,  or  by  any  other  metno 
of  delay. 


Third  That  no  plea  of  ignorance  ot  the  date  of  the 
hearing  ’can  be  entertained  in  view  of  this  publication  and 
of  the”posting  of  the  calendars  on  the  bulletin  board  in  the 


Sixth  That  no  appeal  or  application  will  be  accepted  fo 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  dat 
required  bv  law  are  supplied,  as  specified  on  the  wan 
appeal  or  application  forms. 


FORMS  FOR  NOTICE  TO  PROPERTY  OWNERS 


Applicants,  under  the  building  zone  resolution,  are  en¬ 
titled  to  one  copy  of  Form  7NO. 

If  thev  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appeal 
Room  1018,  Municipal  Building,  Manhattan,  at  thr  e 
each— postage  to  be  added  if  the  forms  are  forwarded 
mail. 
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OF  THE 

BOARD  OF  STANDARDS  AND  APPEALS 

CITY  OF  NEW  YORK 

Issued  under  authority  of  Chapter  27,  Section  665  of  the  Charter  of  the  City  of  New  York. 

Published  weekly  by  the  Board  of  Standards  and  Appeals  at  its  office,  Rooms  1000  to  1018,  Municipal  Building, 

New  York  City. 


DIRECTORY 


PUBLIC  HEARINGS 


BOARD  OF  STANDARDS  AND  APPEALS 
HARRIS  H.  MURDOCK,  Chairman 

Bernard  A.  Savage 
Charles  M.  Blum 
Chief  John  J.  McCarthy 
Joseph  J.  Doyle,  Chief  Clerk 


'ffice— Municipal  Building,  Rooms  1000  to  1018. 
elephone— WOrth  2-0184. 


1  uesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


ffice  Hours  for  Public— 9  a.  m.  to  4  p.  m 
9  a.  m.  to  12  noon. 


Saturdays 


Address  all  communications  to  the  Chairman. 


CONTENTS 

_ 

iis  issue  of  the  Bulletin  contains  in  the  order  given- 
l:>cket. 

*  ties  Directory. 

1  e  Hearing  Calendar. 

mt,  Varnish  and  Lacquer  Spraying  Rules. 

‘proved  Paint,  Varnish  and  Lacquer  Spraying  Equip- 


1  proved  Fuel  Oil  Fill  Pipe  Terminals. 


X  to  ?lVe  t0,  ‘bme"ged  Inlets  and  Protective  Met 
UP ply  b  3PP  lCd  t0  Prevent  Contamination  of  Wat 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commissioner 
of  buildings  or  fire  commissioner)  and  file  with  this  board 
a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 


proved  Vacuum  Breakers. 


Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directons. 


HARRIS  H.  MURDOCK,  Chairman. 
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CALENDAR 


DOCKET. 

New  Cases  Filed  up  to  September  10,  1940. 

Cal.  No.  Department  Premises  Affected. 

882-40- A . F.D . 148  39th  street,  southwest  cor¬ 

ner  of  Second  avenue  (Bush 
Terminal  Bldg.,  No.  19, 
Fourth  floor)  ;  (Block  No. 
706,  Lot  No.  1),  Borough  of 
Brooklyn,  84539-L.C. 


883-40-A . F.D . 827  Sixth  avenue  (formerly 

known  as  479),  west  side,  38.8 
ft.  south  of  West  29th  street 
(Block  No.  804,  Lot  No.  40), 
Borough  of  Manhattan, 

Decision  re  5532-L.F. 


884-40- A . F.D . 136-138  West  24th  street,  south 

side,  298  ft.  east  of  Seventh 
avenue  (Block  No.  799,  Lot 
No.  60),  Borough  of  Manhat¬ 
tan,  Decision  re  5403-L.F. 


885-40-SM . Atlas  Fireproof  Door  Company 

Tin-Clad  Underwriter  3-Ply 
Class  “A”  Sliding  Door  for 
Three  Hour  Openings,  manu¬ 
factured  by  Atlas  Fireproof 
Door  Company,  Material. 


886-40-A . F.D . 1768-1782  Dean  street,  south 

side,  233  ft.  2  in.  west  of 
Rochester  avenue  (Block  No. 
1349,  Lot  Nos.  21-30),  Bor¬ 
ough  of  Brooklyn,  84523-L.C. 


887-40-A . H.B.B . 47-99  West  34th  street  and 

1302-1330  Broadway,  north¬ 
east  corner  (Block  No.  836, 
Lot  No.  1),  Borough  of  Man¬ 
hattan,  Viol.  3838-40  and 
Decision  re  Elec¬ 
tric  Sign  Applic. 
119-40. 


888-40-SA . Bethlehem  -  Dynatherm  Oil 

Burner,  Appliance. 


889-40-A . F.D . 22-24  Jones  street,  south  side, 

140  ft.  east  of  Bleecker  street 
(Block  No.  590,  Lot  No.  16), 
Borough  of  Manhattan, 

9051-L.F. 


890-40-A . F.D . 3600-3620  Jerome  avenue,  east 

side,  35.08  ft.  north  of  East 

213th  street  (Block  No.  3329, 
Lot  No.  85),  Borough  of  The 
Bronx,  Decision  re  5586-L.F. 


891- 40-BZ . H.B.M . 17  East  65th  street,  north  side, 

89  ft.  west  of  Madison  ave¬ 
nue  (Block  No.  1380,  Lot  No. 
13),  Borough  of  Manhattan, 
N.B.  100-40. 

892- 40-S . H.B.B . 236  42nd  street,  south  side,  275 

ft.  east  of  Second  avenue 
(Block  No.  722,  Lot  No.  21),  , 
Borough  of  Brooklyn, 

Alt.  4040-40. 


893-40-SM . Corkcrete  (for  floors  and  bases), 

manufactured  by  Andrew  , 
Marzoli,  Material. 


894-40-BZ . H.B.B . 9308-9312  Kings  highway,  east  I 

side,  42  ft.  10^  in.  north  of 
East  93rd  street  (Block  No. 
4668,  Lot  No.  76),  Borough 
of  Brooklyn,  N.B.  1489-40. 


895-40-SM . Hollup  Welding  Electrodes, 

Grades  Sureweld  B  and  Sure- 
weld  N,  manufactured  by 
Hollup  Corporation,  Material. 


896-40-A . H.B.Q . 680  Woodward  avenue,  south 

side,  50  ft.  east  of  Gates  ave¬ 
nue  (Block  No.  3468,  Lot  No. 
41),  Ridgewood,  Borough  of 
Queens,  Misc.  Applic.  9766-39. 


DESIGNATIONS :  H.B. — Department  of  Housing  and  Buildings ; 

H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn  ;  HJJ.M.— 
Department  of  Housing  and  Buildings,  Manhattan  ;  H.B.Q.  De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.R.— Department i 
of  Housing  and  Buildings,  Richmond;  H.B.Bx.— Department  of 
Housing  and  Buildings,  Bronx  ;  H.D. — Health  Department,  and 
F.D. — Fire  Department. 


RULES 


Last  Publication  in  Bulletin 


Blended  Cements,  Rules  for  Testing 

and  Use  of . Aug. 

Carbon  Dioxide  Liquefier  Rules  July 

Certificates  of  Occupancy,  approved 

form  . Au«- 

Concrete  Flat  Slabs,  Rules . July 

Concrete  Masonry  Units,  Rules  for 
Manufacture,  Testing  and  Use 

of  . . . : . 

Concrete  Rules  (Hydrated  Lime)  Aug. 

Elevator  Rules  . Mar. 

Exit  Rules  (Revolving  Doors)  June 

Factory  Exit  Rules . Aug. 

Fire  Alarm  Rules  (Interior) . Aug. 

Fire  Drill  Rules  . ........May 

Fil-e-resistive,  Flameproof  Materials, 

etc.,  Rules  for  Testing  of . May 

Fire  Retarding  Rules  for  Garages, 

. . Aug. 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for . • . Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  . Aug. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . . . Junf 

Insulating  Fibre  Board  Rules . • 

Oil  Burner  Rules . . . kept. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . Dec. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules  . Sept. 


6,  1940— Vol.  26,  No.  32 
30,  1940— Vol.  25,  No.  31 

23,  1938— Vol.  23,  No.  34 

13,  1937— Vol.  22,  No.  28 


27,  1940 — Vol.  25,  No.  35 
3,  1937— Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 
15,  1937 — Vol.  22,  No.  24 
13,  1940— Vol.  25,  No.  33 

13,  1940 — Vol.  25,  No.  33 
21,  1940— Vol.  25,  No.  21 

14,  1940— Vol.  25,  No.  20 

20,  1940 — Vol.  25,  No.  34 
13,  1937— Vol.  22,  No.  16 

21,  1919 — Vol.  4,  No.  3 

20,  1940 — Vol.  25,  No.  34 
7,  1926— Vol.  10,  No.  14 
5,  1928— Vol.  13,  No.  23 
3,  1940— Vol.  25,  No.  36 
3,  1940 — Vol.  25,  No.  3b 

5,  1939— Vol.  24,  No.  49 

10,  1940 — Vol.  25,  No.  37 
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Platform  Trucks,  Specifications  for  Nov. 

Plumbing  Rules  . Aup. 

Plumbing  Rules  (Prevention  of  Con¬ 
tamination  of  Water  Supply)  Sept. 

Procedure,  Rules  of . Sept". 

Refrigerating  Systems,  Extract  A.C. June 
Smoking  in  Factories,  Rules  for  Aug. 

Sprinkler  Rules  . June 

Standpipe  Fireline  Rules  . June 

Structural  Alterations,  Reporting  June 
Tank  Trucks,  Fuel  Oil,  etc.  Nov. 

Tank  Trucks.  Gasoline,  etc. . Nov! 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code)  .  Apr. 


24,  1936— Vol.  21,  No.  47 
3,  1937— Vol.  22.  No.  31 

10,  1940— Vol.  25,  No.  37 

7,  1937— Vol.  22,  No.  36 

11,  1940— Vol.  25.  No.  24 
13,  1940— Vol.  25,  No.  33 
29,  1937— Vol.  22,  No.  26 

8.  1937— Vol.  22,  No.  23 
7,  1932— Vol.  17,  No.  23 

24.  1936— Vol.  21,  No.  47 
24,  1936— Vol.  21,  No.  47 

10,  1923— Vol.  8,  No.  15 


LIST  OF  APPROVED  APPLIANCES 

Anti-Siphon  Valves  Mar.  5,  1935— Vol.  20. 

"re  ,"e  “ose  ValYes  - . Mar.  5,  1935— Vol.  20. 

Fuel  Oil  Burners  for  Domestic  and 

..  lC°““*rcial_  Us«  , . Sept.  3,  1940— Vol.  25, 

,lue  Oil  Pipe  Terminals  Sept.  10,  1940— Vol.  25, 

Fuel  Oil  Burners  for  Industrial  Use.Sept.  3  1940 Vol  25 

Fuel  Oil  Pumps  . Sept.  3,  1940— Vol!  25,’ 

Ga?  Heaters  . Sept.  3,  1940— Vol.  25, 

1  aint.  Varnish  and  Lacquer  Spray- 

ing  Equipment  . Sept.  10,  1940— Vol.  25, 

Range  Oil  Burners  and  Space 

Heaters  Sept.  3.  1940— Vol.  25, 

Vacuum  Breakers  . Sept.  10,  1940— Vol.  25, 


No.  10 
No.  10 

No.  36 
No.  37 
No.  36 
No.  36 
No.  36 

No.  37 

No.  36 
No.  37 
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SEPTEMBER  10,  1940,  10  A.  M. 

Building  Zone  Applications. 

'  NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
m  ^ebuilding  zone  resolution,  Tuesday  morning,  September 
10,  1940,  at  10  o  clock,  in  Room  1013,  Municipal  Building, 
uanhattan,  on  the  following  matters : 


AL. 


NO.  210-40-BZ— Application,  February  27,  1940,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  John  D.  Connaughton,  appli¬ 
cant,  on  behalf  of  Cristina  Pelizzari, 
owner,  to  permit  in  a  residence  use  dis¬ 
trict  the  alteration  and  conversion  of 
occupancy  of  part  of  the  basement  story 
of  an  existing  dwelling  to  business  use 
(store)  ;  premises  609  Thwaites  place, 
north  side.  37.05  ft.  west  of  Olinville 
avenue  (Block  No.  4342,  Lot  No.  47), 
Borough  of  The  Bronx. 


al  no.  192-29-BZ — Application  of  H.  A.  Mugler,  appli¬ 
cant,  on  behalf  of  Veronica  Kambourian, 
owner,  reopened  January  3.  1939,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  to  permit  in  a  business  use 
district  the  reconstruction  and  extension 
of  a  gasoline  service  station  (previously 
granted  by  the  Board)  ;  premises  58-02 
to  58-06  Laurel  Hill  boulevard  and  51- 
01  to  51-05  58th  street,  southeast  corner 
(Block  No.  2342,  Lot  Nos.  8,  9  and  10 
and  parts  of  Lot  Nos.  6  and  7),  Wood- 
side,  Borough  of  Queens. 


CAL.  NO.  137-40-BZ— Application,  February  2,  1940,  under 
section  7c  of  the  building  zone  resolu¬ 
tion,  of  Joseph  B.  Lynch,  applicant,  on 
behalf  of  Hill  Holding  Corporation, 
owner  (Crescent  Auto  Service,  lessee), 
to  permit,  partly  in  a  business  use 
district  and  partly  in  a  residence  use 
district,  the  extension  in  area  of  an 
accessory  building  on  an  existing  gaso¬ 
line  service  station;  premises  148-26  to 
148-30  Hillside  avenue,  south  side, 
103.25  ft.  east  of  148th  street  (Block 
No.  9694,  Lot  No.  17),  Jamaica,  Bor¬ 
ough  of  Queens. 


cAi..  no.  514-40-BZ— Application,  May  14,  1940,  under  sec¬ 
tions  21,  7b  and  7c  of  the  building  zone 
resolution,  of  Salomon  A.  Hauptman, 
applicant,  on  behalf  of  Estate  of  Giu¬ 
seppe  Giambalvo,  owner,  to  permit, 
partly  in  a  business  use  district  and 
partly  in  a  residence  use  district,  the 
conversion  of  occupancy  of  the  first 
story  of  an  existing  building  from 
dwelling  to  business  use;  premises  670 
Bushwick  avenue  and  921-931  Wil¬ 
loughby  avenue,  northwest  corner 
(Block  No.  3194,  Lot  No.  31),  Bor¬ 
ough  of  Brooklyn. 

cal.  no.  80-40-BZ — Application,  January  24,  1940,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Regan,  applicant,  on 
behalf  of  Dot  Mort  Holding  Corpora¬ 
tion,  owner,  to  permit  in  a  residence 
use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  2900-2926 
Olinville  avenue,  678  Wilgus  street, 
southeast  corner,  and  679  Arnow  ave¬ 
nue  (Block  No.  4542,  Lot  Nos.  7  and 
14),  Borough  of  The  Bronx. 


cal.  no.  470-40-BZ— Application,  May  3,  1940,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  William  Cohn, 
owner  (Jacob  Newmark,  lessee),  to 
permit,  partly  in  a  business  use  dis¬ 
trict  and  partly  in  a  residence  use  dis¬ 
trict,  the  extension  of  an  existing  gaso¬ 
line  service  station  and,  also,  the  park¬ 
ing  and  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  4070-4076 
Broadway,  southeast  corner  of  West 
172nd  street  (Block  No.  2141,  Lot  Nos. 
17  to  20,  inclusive),  Borough  of  Man¬ 
hattan. 

HARRIS  H.  MURDOCK,  Chairman. 


al.  no.  351 -40-BZ— Application,  April  5,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  F.  Regan,  applicant,  on  be¬ 
half  of  William  F.  Regan,  owner,  to 
permit  in  a  business  use  district  the 
erection  and  maintenance  of  a  gasoline 
service  station;  premises  1000-1012 
Brooklyn  avenue  and  3522-3524  Snyder 
avenue,  southwest  corner  (Block  No. 
4906,  Lot  Nos.  9  and  10),  Borough  of 
Brooklyn. 


SEPTEMBER  10,  1940,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

614-40-A— 75  Rutgers  Slip,  east  side,  38.3  ft.  south  of 
Cherry  street  (Block  No.  247,  Lot  No.  25), 
Borough  of  Manhattan. 

635-40-A — 261  South  street,  north  side,  24.7  ft.  east  of 
Rutgers  Slip  (Block  No.  247,  Lot  No.  2), 
Borough  of  Manhattan, 
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636-40-A— 79  Rutgers  Slip  and  260  South  street,  northeast 
corner  (Block  No.  247,  Lot  No.  1)>  Bor<r 
ough  of  Manhattan. 


SEPTEMBER  17,  1940,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning  Septem¬ 
ber  17,  1940,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters: 

CAL.  NO.  120-33-BZ— Application  of  Eadie,  Nunley,  Gale  and 
Rosenholz,  applicants,  on  behalf  of 
Harry  Hugger,  owner,  reopened  for 
consideration  as  to  extension  of  permit 
July  2,  1940— re  Application,  previously 
granted  on  condition,  under  section  7 f 
of  the  building  zone  resolution,  permit¬ 
ting  in  a  business  use  district  the  erec¬ 
tion  and  maintenance  of  a  motor  vehicle 
repair  shop  and,  also,  a  gasoline  service 
station  for  a  temporary  period;  prem¬ 
ises  2030  Hylan  boulevard,  southwest 
corner  of  Hamden  avenue  (Block  No. 
3688.  Lot  No.  9),  Grant  City,  Borough 
of  Richmond. 

cal.  no  456-40-BZ— Application,  April  29,  1940,  under  sec¬ 
tions  7a,  7c,  7e  and  21  of  the  building 
zone  resolution,  of  William  Shary,  ap¬ 
plicant,  on  behalf  of  City  Bank  Farmers 
Trust  Company,  trustee,  under  will  of 
Thomas  Dimond,  owner,  to  permit, 
partly  in  a  business  use  district  and 
partly  in  a  residence  use  district,  the 
extension  of  an  existing  garage  for 
more  than  five  (5)  motor  vehicles; 
premises  2231-2239  Broadway  and  248 
West  80th  street,  southwest  corner 
(Block  No.  1227,  Lot  No.  54),  Borough 
of  Manhattan. 

cal  no.  335-40-BZ — Application,  April  3,  1940,  under  sec¬ 
tions  21  and  7f  of  the  building  zone 
resolution,  of  Samuels  and  Samuels,  ap¬ 
plicants,  on  behalf  of  Long  Island  Sound 
Realty  Company,  owner,  to  permit, 
partly  in  a  residence  use  district  and 
partly  in  a  business  use  district,  the 
erection  and  maintenance  of  a  gasoline 
service  station ;  premises  246-09  to  246- 
19  Northern  boulevard  and  43:70  to 
43-80  247th  street,  northwest  corner 
(Block  No.  8112,  Lot  No.  25),  Little 
Neck,  Borough  of  Queens. 


cal  no.  528-40-BZ— Application,  May  16,  1940,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  Herman  H.  Behn, 
owner,  to  permit,  partly  in  a  business 
use  district  and  partly  in  a  residence 
use  district,  the  alteration  of  a  building 
and  extension  of  gasoline  service  station, 
brake  service  station,  lubritorium  and 
store  use;  premises  114-20  101st  avenue, 
southwest  corner  of  115th  street  (Block 
No.  9432,  Lot  No.  8),  Richmond  Hill, 
Borough  of  Queens. 

cal.  no.  18-40-BZ— Application,  January  6,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Sidney  H.  Kitzler,  applicant,  on  be¬ 
half  of  Margaret  Murgolo,  owner,  to 
permit  in  a  residence  use  district  the 
alteration  and  conversion  of  occupancy 
of  the  first  story  of  an  existing  building 
to  a  garage  for  more  than  five  (5) 
motor  vehicles;  premises  184  Woodbine 
street,  south  side,  225  ft.  east  of  Central 
avenue  (Block  No.  3360,  Lot  No.  15), 
Borough  of  Brooklyn. 

Appeal  from  Administrative  Decision. 

556-40-A — 184  Woodbine  street,  south  side,  225  ft.  east  of 
Central  avenue  (Block  No.  3360,  Lot  No. 
15),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


SEPTEMBER  17,  1940,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

697-39-A — 28  Bowery  and  43  Bayard  street,  southwest  cor¬ 
ner  (Block  No.  163,  Lot  No.  33),  Borough 
of  Manhattan. 


696-39-A — 2321  Third  avenue  and  201  East  J26th  street. 

northeast  corner  (Block  No.  1791,  Lot  No 
1),  Borough  of  Manhattan. 


597-40- A — 


154  Henry  street,  west  side.  19  ft.  3  in.  north  of 
Love  lane  (Block  No.  236,  Lot  No.  137), 
Borough  of  Brooklyn. 


5 17-39- A — 306  New  Lots  avenue,  south  side,  88  ft.  east  of 
Alabama  avenue  (Block  No.  4296,  Lot  No. 


cal.  no.  295-40-BZ— Application,  March  21,  1940,  under  sec¬ 
tion  7c  of  the  building  zone  resolution, 
of  Mark  J.  Joseph,  applicant,  on  behalf 
of  Drydock  Savings  Bank,  owner  (Stan- 
wood  Cafeteria,  Incorporated,  lessee) , 
to  permit,  partly  in  a  business  use  dis¬ 
trict  and  partly  in  a  residence  use  dis¬ 
trict,  the  maintenance  of  business  use 
(restaurant  and  offices)  on  the  first 
story  of  an  existing  multiple  dwelling ; 
premises  2060-2078  Broadway  and  169- 
171  West  71st  street,  northeast  corner 
(Block  No.  1143,  Lot  No.  1),  Borough 
of  Manhattan. 


648-40- A— 10-16  Grand  avenue,  west  side,  80  ft.  11  in. 

south  of  Flushing  avenue  (Block  No.  lo//> 
part  of  Lot  No.  30),  Borough  of  Brooklyn. 


SEPTEMBER  24,  1940,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions  of 
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t'lc  ,b0ujidinK  zone,  resolution^  Tuesday  morning,  September 
-4,  1  40,  at  10  o  clock,  in  Room  1013,  Municipal  Building 
Manhattan,  on  the  following  matters: 


cal.  no.  1048-22-BZ— Application  of  W.  H.  and  J.  F 
Dusenbury,  applicants,  on  behalf  of 
Kingleff  Holding  Corporation,  owner 
reopened  May  7.  1940.  under  section  21 
of  the  building  zone  resolution,  to  per¬ 
mit  in  a  business  use  district  the  main¬ 
tenance  of  a  gasoline  service  station 
used  in  conjunction  with  a  garage  for 
more  than  five  (5)  motor  vehicles  (said 
garage  was  previously  granted  by  the 
Board)  ;  premises  472-494  Kingston 
avenue,  585-603  East  New  York  ave¬ 
nue,  northwest  corner,  and  546-554  Lef- 
ierts  avenue  (Block  No.  1332,  Lot  Nos. 

38  and  39),  Borough  of  Brooklyn. 

• 

tal.  no.  402-40-BZ— Application,  April  16,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Lama  and  Proskauer,  applicants,  on 
behalf  of  Clifford  E.  Mills,  owner,  to 
permit  in'  a  residence  use  district  and 
“F”  area  district  the  erection  and  main¬ 
tenance  of  a  building  to  be  used  as  a 
gas  station,  auto  laundry,  Iubritorium, 
office  and  boiler  room  in  conjunction 
with  a  gasoline  service  station  on  a  plot 
of  ground  previously  occupied  as  a 
gasoline  service  station;  premises  144- 

39  to  144-47  Farmers  boulevard,  south¬ 
east  corner  of  South  Conduit  avenue 
(Block  No.  4517,  Lot  No.  1  and  part  of 
Lot  No.  3),  Springfield,  Borough  of 
Queens. 


al.  no.  562-32-BZ— Application  of  Lama  and  Proskauer. 

applicants,  on  behalf  of  Silgreen  Hold¬ 
ing  Corporation,  owner,  reopened  No¬ 
vember  15,  1938.  under  section  21  0f  the 
building  zone  resolution,  to  permit  in 
a  business  use  district  the  maintenance 
of  a  gasoline  service  station,  previously 
granted  by  the  Board  for  a  temporary 
period;  premises  208-16  Foch  boulevard, 
southwest  corner  of  Springfield  boule¬ 
vard  (Block  No.  3358,  Lot  No.  50). 
St.  Albans,  Borough  of  Queens. 

al.  no.  230-40-BZ— Application,  March  1,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Reginald  S.  Hardy,  applicant,  on  be¬ 
half  of  Winchester  Realty  Corporation, 
owner,  to  permit,  partly  in  a  residence 
use  district  and  partly  in  a  business  use 
district,  the  erection  and  maintenance  of 
a  gasoline  service  station;  premises 
234-01  to  234-19  Hillside  avenue  and 
82-63  to  82-71  234th  street,  northeast 
corner  (Block  No.  7935,  part  of  Lot 
No.  1),  Creedmore,  Borough  of  Queens. 

'L.  no.  297-40-BZ — Application.  March  20,  1940,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  Henry  Nordheim,  appli¬ 
cant,  on  behalf  of  The  Mutual  Life  In¬ 
surance  Company,  owner  (Louwer 
Garage  Corporation,  lessee),  to  permit, 
partly  in  a  business  use  district  and 
partly  in  a  residence  use  district,  for  a 
temporary  period  of  not  more  than  two 


( -)  .'ears,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises^  1407-1419  College  avenue,  west 

^’m  ?15xrft-  ,s°?th  of  East  171st  street 
(Block  No.  2/86,  parts  of  Lot  Nos.  2, 
6  and  29),  Borough  of  The  Bronx. 

cal.  no.  574-40-BZ— Application,  May  27,  1940.  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Lama  and  Proskauer,  applicants,  on 
behalf  of  Giuseppe  Proscia,  owner,  to 
permit  in  a  business  use  district,  the 
altei  ation  and  conversion  of  occupancy 
of  an  existing  building  to  a  garage  for 
more  than  five  ( 5)  motor  vehicles  • 
premises  565-569  Carroll  street,  north 
s;de,  220  ft.  east  of  Fourth  avenue 
(Block  No.  958,  Lot  No.  70),  Borough 
of  Brooklyn. 


cal.  no.  2-40-BZ— Application,  January  2,  1940,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Kollsman  Instrument  Company,  Inc.' 
applicant  and  lessee,  on  behalf  of  Pal- 
otto  Corporation,  owner,  to  permit  in  a 
business  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  of  more  than  five  (5)  motor 
vehicles;  premises  south  side  of  45th 
avenue,  180  ft.  east  of  80th  street 
(Block  No.  1533,  Lot  No.  45),  Elm¬ 
hurst,  Borough  of  Queens. 

cal.  no.  532-40-BZ — Application,  May  17,  1940,  under  sec¬ 
tion  7h.of  the  building  zone  resolution, 
of  Benjamin  M.  Sylvan,  applicant,  on 
behalf  of  Hylda  Kaufman  and  Sadie 
Rosenberg,  owners,  to  permit  in  a  busi¬ 
ness  use  district,  for  a  temporary  period 
of  not  more  than  two  (2)  years,  the 
parking  and  storage  of  more  than  five 
(5)  motor  vehicles;  premises  988 
Forest  avenue,  east  side,  168.65  ft.  south 
of  East  165th  street  and  991-1001 
Tinton  avenue  (Block  No.  2659,  Lot 
No.  20),  Borough  of  The  Bronx. 

cal.  no.  194-40-BZ — Application,  February  21,  1940,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Helen  Lulves,  applicant  and 
owner,  to  permit  in  a  residence  use  dis¬ 
trict,  the  conversion  of  occupancy  of  an 
existing  dwelling  to  business  use  (under¬ 
taking  establishment)  ;  premises  4259 
Bronxwood  avenue,  west  side,  165.80  ft. 
south  of  East  236th  street  (Block  No. 
5001,  Lot  No.  62).  Borough  of  The 
Bronx. 

cal.  no.  302-40-BZ — Application,  March  25,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Ferdinand  Savignano,  applicant,  on 
behalf  of  Joseph  Molina,  owner,  to  per¬ 
mit  in  a  business  use  district,  the  ex¬ 
tension  and,  also,  conversion  of  occu¬ 
pancy  of  the  first  story  of  an  existing 
building  to  a  saw  and  planning  mill ; 
premises  1348-1350  (1340  displayed) 
60th  street,  south  side,  340  ft.  east  of 
13th  avenue  (Block  No.  5719,  Lot  No. 
24),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK.  Chair  won. 
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SEPTEMBER  24,  1940,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

354-40- A — 24-46  24th  street,  west  side,  175  ft.  north  of 
Hoyt  avenue  (Block  No.  873,  Lot  No.  59), 
Long  Island  City,  Borough  of  Queens. 

502-40- A — 130  Union  avenue,  east  side.  100  ft.  north  of 
Leyden  avenue  (Block  No.  190,  Lot  No. 
32),  Mariners  Harbor,  Borough  of  Rich¬ 
mond. 

618-40- A — 1267  Flushing  avenue,  north  side,  25  ft.  east  of 
Johnson  avenue,  and  636-644  Johnson  ave¬ 
nue  (Block  No.  2996,  Lot  No.  22),  Bor¬ 
ough  of  Brooklyn. 

737-40-A — -794  Columbus  avenue  and  100-102  West  99th 
street,  southwest  corner  (Block  No.  1853, 
Lot  No.  36).  Borough  of  Manhattan. 

750-40-A — 1925  Ocean  parkway,  east  side,  185  ft.  4  in. 

south  of  Avenue  “S”  (Block  No.  7088,  Lot 
No.  87),  Borough  of  Brooklyn. 

783- 40-A — 223-233  Marlborough  road  and  1501-1507  Bev¬ 

erly  road,  northeast  corner  (Block  No. 
5119,  Lot  No.  43),  Borough  of  Brooklyn. 

704-40-A — 12-14  Heyson  road  (Sea  Girt  avenue),  northeast 
corner  of  Beach  13th  street  (Block  No. 
118,  Lot  No.  28),  Far  Rockaway,  Bor¬ 
ough  of  Queens. 

784- 40-A — 47-02  to  47-08  Fifth  street,  southwest  corner 

of  47th  avenue  (Block  No.  20,  Lot  No.  5), 
Long  Island  City,  Borough  of  Queens. 

794-40-A — 6914-6918  Fifth  avenue,  west  side,  102  ft.  8^  in. 

south  of  Bay  Ridge  avenue  (Block  No. 
5873,  Lot  Nos.  48  and  49),  Borough  of 
Brooklyn. 


OCTOBER  1,  1940,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  October  1, 
1940,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 

cal.  no.  529-40-BZ — Application,  May  17,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Lama  and  Proskauer,  applicants,  on 
behalf  of  Cliffdodge  Estate,  Inc., 
owner,  to  permit  in  a  business  use  dis¬ 
trict,  the  reconstruction  and  extension 
of  an  accessory  building  on  an  existing 
gasoline  service  station ;  prenjises  1788- 
1798  Eastern  parkway  and  2131-2135 
Bergen  street,  northeast  corner  (Block 
No.  1449,  Lot  No.  43),  Borough  of 
Brooklyn. 

cal.  no.  1183-39-BZ — Application,  September  26,  1939,  under 
sections  7h  and  21  of  the  building  zone 
resolution,  of  Henry  Nordheim,  appli¬ 
cant,  on  behalf  of  Josephine  Mauriello, 
owner,  to  permit  partly  in  a  business  use 


district  and  partly  in  a  residence  use 
district,  for  a  temporary  period  of  two 
(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles;  < 
premises  3057  Webster  avenue,  north 
side,  298.78  ft.  east  of  Mosholu  park¬ 
way,  north  (Block  No.  3331,  Lot  No. 
73),  Borough  of  The  Bronx. 

cal.  no.  223-40-BZ — Application,  March  1,  1940,  under  sec¬ 
tions  21  and  7f  of  the  building  zone 
resolution,  of  Samuels  and  Samuels, 
applicants,  on  behalf  of  Elmo  Realty 
Corporation,  owner,  to  permit  in  a  busi¬ 
ness  use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station; 
premises  2876-2884  Eastern  boulevard 
and  1068-1074  Revere  avenue,  southeast 
corner  (Block  No.  5531,  Lot  Nos.  1 
and  4),  Borough  of  The  Bronx. 

cal.  no.  207-33-BZ — Application  of  Samuel  J.  Ziegler,  appli¬ 
cant,  on  behalf  of  City  Bank  Farmers 
Trust  Co,,  trustee  for  George  McDon¬ 
ald  Phillips,  owner,  reopened  and  re¬ 
stored  to  calendar,  May  21,  1940,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  use  district, 
the  erection  and  maintenance  of  an  auto¬ 
mobile  showroom,  a  gasoline  service  sta¬ 
tion  and,  also,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  3090-3094  Webster  avenue  and 
401-409  East  203rd  street,  southeast 
corner  (Block  No.  3330,  Lot  Nos.  65 
to  67,  inclusive),  Borough  of  The 
Bronx. 

cal.  no.  393-40-BZ— Application,  April  16,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  The  Mortgage  Corporation  of  New 
York,  applicant  and  owner  (Peter 
Weiss  Motor  Sales,  Koppers  Outdoor  1 
Advertising  Company  and  Julien  L. 
Bartelstone  (doing  business  as  Pilgrim 
Refrigerator  Company),  lessees,  to  per¬ 
mit  in  a  residence  use  district,  the 
maintenance  of  a  building  occupied  as 
a  garage  for  more  than  five  (5)  motor 
vehicles,  a  motor  vehicle  repair  shop ; 
and  the  manufacture  of  signs ;  premises 
45-29  to  45-35  50th  (Fitting)  street, 
east  side,  200  ft.  south  of  Queens  boule¬ 
vard  (Block  No.  2283,  Lot  No.  12),- 
Woodside,  Borough  of  Queens. 

Appeal  from  Administrative  Decision. 

394.4O- A — 45-29  to  45-35  50th  (Fitting)  street,  east  side, 
200  ft  south  of  Queens  boulevard  (Block 
No.  2283,  Lot  No.  12),  Woodside,  Borough 
of  Queens. 

HARRIS  H.  MURDOCK,  Chairman.  . 


OCTOBER  1,  1940,  2  P.  M. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
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cal.  no.  39-34-BZ— Application  of  Dale  Carnegie,  applicant 
and  owner,  reopened  July  9,  1940,  for 
consideration  as  to  extension  of  permit 
re  Application,  previously  granted  on 
condition,  under  section  21  of  the  build¬ 
ing  zone  resolution,  permitting  in  a  cal.  no. 
residence  use  district  the  change  of 
occupancy  of  an  existing  building  to 
business  use  (restaurant)  for  a  tem¬ 
porary  period ;  premises  northwest  cor¬ 
ner  of  Pembroke  avenue  and  West¬ 
moreland  street  (Block  No.  4118,  Lot 
No.  221),  Little  Neck,  Borough  of 
Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


OCTOBER  15,  1940,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand- 
aids  and  Appeals  of  a  public  hearing  under  the  provisions  of 
l,“e  bu.1*d,n£  zone  resolution,  Tuesday  morning,  September 
[y  at  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 


use  district,  the  maintenance  and  ie- 
construction  of  a  gasoline  service  si «• 
tion  (previously  denied)  ;  premises  2l<»- 
03  Merrick  boulevard,  northeast  corner 
or  Springfield  boulevard  ( Block  No. 
35-11.  Lot  No.  I),  Springfield.  Borough 
of  Queens. 

1232-39-BZ — Application,  October  5,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion  and  section  60  of  the  multiple 
dwelling  law,  of  Martyn  N.  Weinstein, 
applicant,  on  behalf  of  Beech  Haven 
Estates,  owner,  to  permit  in  a  residence 
use  district  the  erection  and  maintenance 
of  a  multiple  dwelling  law  having  a 
garage  for  more  than  three  (3)  motor 
vehicles  in  the  cellar  story ;  garage 
space  is  for  the  use  of  tenants  only ; 
premises  84-50  169th  street,  west  side, 
165.01  ft.  north  of  Gothic  drive  (Block 
No.  9860,  Lot  No.  40),  Jamaica,  Bor¬ 
ough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


OCTOBER  22,  1940,  10  A.  M. 


cal.  no.  255-40-BZ — Application,  March  7,  1940,  under 
sections  7f  and  21  of  the  building  zone 
resolution,  of  Samuels  and  Samuels,  ap¬ 
plicants,  on  behalf  of  Benlem  Realty 
Corporation,  owner,  to  permit  in  a  busi¬ 
ness  use  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station; 
premises  81-01  to  81-11  Rockaway 
boulevard.  94-01  to  94-07  81st  street, 
northeast  corner,  and  81-02  to  81-10 
Atlantic  avenue,  southeast  corner  of 
81st  street  (Block  No.  9009,  Lot  No 
1),  Woodhaven,  Borough  of  Queens. 

cal.  no.  855-27-BZ — Application  of  Shell  Oil  Company,  Inc.. 

applicant  and  lessee,  on  behalf  of  ’Anna 
C.  Bingler,  owner,  reopened  for  re¬ 
hearing  under  new  facts  December  5, 
1939.  under  section  21  of  the  building 
zone  resolution,  to  permit  in  a  business 


Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning.  October 
~2  1940,  at  10  o  clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matter: 

cal.  no.  336-40-BZ— Application,  April  3,  1940,  under  sec¬ 
tions  7f  ancj  21  of  the  building  zone 
resolution,  of  Samuels  and  Samuels,  ap¬ 
plicants,  on  behalf  of  William  J.  Hamil¬ 
ton,  owner,  to  permit  in  a  business  use 
district  the  erection  and  maintenance  of 
a  gasoline  service  station ;  premises  40-13 
to  40-19  Junction  boulevard,  east  side. 
a0.04  ft.  north  of  40th  road  (Block  No. 
1605,  Lot  No.  64).  Corona,  Borough  of 
Queens. 

HARRIS  H.  MURDOCK.  Chairman. 


NOTICE 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
nid  to  all  lawyers,  architects  and  engineers  representing 
)wners  or  lessees  in  proceedings  before  the  Board— 

hirst,  I  hat  if  they  do  not  appear  in  person  or  by  rep- 
esentative  at  the  hearing  of  their  case,  dismissal  for  lack 
prosecution  is  likely  to  result. 

Second,  1  hat  due  and  ample  notice  of  the  date  set  for 
i earing  is  provided  in  the  publication  in  this  Bulletin  of 
ne  calendars  of  the  Board,  each  case  being  set  down  by 

-alendar  Number  and  the  premises  under  the  date  of  the 

■earing. 

Third,  1  hat  no  plea  of  ignorance  of  the  date  of  the 
paring  can  be  entertained  in  view  of  this  publication  and 
’*  the  Posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  Board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  will 
he  held  in  abeyance  by  reason  of  failure  of  the  appellant 
or  applicant  to  file  necessary  data,  or  by  any  other  method 
of  delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  bv  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 
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RULES  GOVERNING  THE  USE  OF  EQUIPMENT  FOR  SPRAYING  OF  PAINTS,  VAR- 

NISHES,  LACQUERS  AND  OTHER  FLAMMABLE  SURFACE  COATINGS 

ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  JUNE  10,  1932 
AND  REVISED,  JULY  16,  1937, 

[353-30-SR] 


Authority : 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  subdivisions  2  and  3  of 
the  Charter  of  the  City  of  New  York,  to  effectuate  the 
provisions  of  09-84.0,  09-85.0  and  09-86.0  of  the  Ad¬ 
ministrative  Code. 

Rule  1.  Application. 

1 . 1  No  person,  firm  or  corporation  shall  SPRAY,  DIP 
or  IMMERSE  any  article  or  thing  within  the.  City 
of  New  York  with  any  flammable  paints,  varnishes, 
lacquers  or  any  other  inflammable  or  combustible 
substances,  mixtures  or  compounds  commonly  used 
for  painting,  varnishing,  staining  or  similar  pur¬ 
poses  except  in  conformance  with  these  rules,  and 
under  a  permit  issued  by  the  Fire  Chief  and  Com¬ 
missioner.  Where  the  quantity  of  spraying  material 
used  in  a  day  does  not  exceed  two  (2)  quarts,  the 
Fire  Chief  and  Commissioner  may  modify  or  waive 
these  rules. 

1.2  APPLICATIONS.  Application  for  the  required 
permit  to  store  and  use  the  above-mentioned  articles 
shall  be  made  to  the  Fire  Chief  and  Commissioner 
on  forms  prescribed  by  him  and  shall  contain  such 
information  as  he  may  require.  When  a  spray, 
dipping,  immersing,  storage  or  mixing  room  is  to 
be  installed,  plans  shall  be  filed  with  the  Borough 
Superintendent  of  Buildings  before  a  permit  is 
issued. 

1.3  RESTRICTIONS.  No  spraying,  dipping  or  im¬ 
mersing  of  any  article  or  thing  within  the  City  of 
New  York  with  any  flammable  paints,  varnishes, 
lacquers  or  any  other  flammable  substances,  mix¬ 
tures  or  compounds  commonly  used  for  painting, 
varnishing,  staining  or  similar  purposes  shall  be 
permitted  in  any  premises  or  portion  thereof  as 
follows : 

1.3.1  Which  is  occupied  as  a  Class  A  or  B  Multiple 
Dwelling  or  a  dwelling  for  one  or  two  fam¬ 
ilies. 

1.3.2  Which  is  artificially  lighted  by  any  means 
other  than  electricity. 

1.3.3  Which  is  heated  by  other  than  the  use  of 
steam  or  hot  water  circulating  systems. 

Rule  2.  Definitions. 

2.1  The  term  “SPRAY  or  SPRAYING  SPACE,” 
“DIPPING  SPACE  or  IMMERSING  SPACE” 
when  used  in  these  rules  shall  mean  that  portion  of 
the  premises  used  for  the  actual  work  of  spraying, 
dipping  or  immersing  any  article  or  thing  with  any 
flammable  paints,  varnishes,  lacquers  or  any  other 
flammable  substances,  mixtures  or  compounds,  com¬ 
monly  used  for  painting,  varnishing,  staining  or  sim¬ 
ilar  purposes  in  any  booth  or  room  approved. 

2.2  The  term  “CABINET  BOOTH”  when  used  in  these 
rules  shall  mean  a  compartment  with  a  back,  top 
and  two  sides  equipped  with  air  exhaust  facilities, 
located  within  a  room  or  any  portion  of  any  prem¬ 
ises  where  spraying  with  any  flammable  paints, 
varnishes,  lacquers  or  any  other  flammable  sub¬ 
stances,  mixtures  or  compounds  commonly  used  for 
painting,  varnishing,  staining  or  similar  purposes  is 
carried  on. 


EFFECTIVE  AUGUST  16,  1937. 

2.3  The  term  “CANOPY  BOOTH  or  HOOD”  when 
used  in  these  rules  shall  mean  an  installation  con¬ 
sisting  of  a  metal  canopy  or  hood,  without  any  side 
or  end  panels  enclosing  the  object  sprayed  and  an 
air  exhaust  system  under  which  spraying  with  any 
flammable  paints,  varnishes,  lacquers  or  any  other 
flammable  substances,  mixtures  or  compounds  com¬ 
monly  used  for  painting,  varnishing,  staining  or 
similar  purposes  is  carried  on. 

2.4  The  term  “TUNNEL  BOOTH”  when  used  in 
these  rules  shall  mean  a  compartment  consisting  cf 
two  sides  and  top,  equipped  with  an  air  exhaust 
system  in  which  spraying  with  any  flammable  paints, 
varnishes,  lacquers  or  any  other  flammable  sub¬ 
stances,  mixtures  or  compounds  commonly  used  for 
painting,  varnishing,  staining  or  similar  purposes  is 
carried  on. 

2.5  The  term  “SPRAY  ROOM”  when  used  in  these 
rules  shall  mean  a  fully  enclosed  room  approved 
for  such  use  in  which  any  article  or  thing  is  sprayed 
by  any  flammable  paints,  varnishes,  lacquers  or  any 
other  flammable  substances,  mixtures  or  compounds 
commonly  used  for  painting,  varnishing,  staining  or 
similar  purposes  is  carried  on. 

2.6  The  term  “DIPPING  ROOM”  when  used  in  these 
rules  shall  mean  a  fully-enclosed  room  approved  for 
such  use  in  which  any  article  or  thing  is  dipped, 
spread  or  immersed  in  any  flammable  paints,  var¬ 
nishes,  lacquers  or  any  other  flammable  substances, 
mixtures  or  compounds  commonly  used  for  paint¬ 
ing,  varnishing,  staining  or  similar  purposes  is 
carried  on. 

2.7  The  term  “FIREPROOF  or  FIRE-RESISTING 
PARTITIONS”  used  in  these  rules  shall  mean  the 
standards  set  in  the  Labor  Law  and  the  Rules  of 
the  Board  of  Standards  and  Appeals  for  factory 
buildings.  All  openings  in  this  type  of  partition 
shall  only  be  equipped  with  self-closing,  fireproof 
doors. 

2.8  The  term  “STORAGE  ROOM”  when  used  in  these 
rules  shall  mean  a  fully-enclosed  room  used  for 
the  storage  and  mixing  of  any  inflammable  paints, 
varnishes,  lacquers  or  any  flammable  substances, 
mixtures  or  compounds  commonly  used  for  paint¬ 
ing,  varnishing,  staining  or  similar  purposes. 

2.9  The  term  “CERTIFICATE  OF  FITNESS”  when 
used  in  these  rules  shall  mean  the  written  permis¬ 
sion  granted  by  the  Fire  Chief  and  Commissioner  to 
an  individual  to  supervise  and  handle  spraying,  dip¬ 
ping  and  immersing  materials  and  equipment,  in 
accordance  with  the  provisions  of  Section  Cl 9-14.0 
of  the  Administrative  Code  and  these  Rules. 

2.10  The  term  “PERMIT”  when  used  in  these  rules 
shall  mean  the  written  permission  issued  to  a  per¬ 
son,  firm  or  corporation  by  the  Fire  Chief  and  Com¬ 
missioner,  to  store  and  use  materials  covered  by 
Sections  09-12.0  and  09-84.0  of  the  Administrative 
Code  and  these  Rules. 


Rule  3.  Ventilation. 

3.1  Spraying  or  dipping  spaces  shall  be  ventilated  when 
in  operation  so  that  the  movement  of  air  shall  be 
at  least  one  hundred  (100')  linear  feet  per  minute 
in  the  breathing  zone  of  the  operator  and  be  of  suf¬ 
ficient  capacity  to  prevent  the  accumulation  of  mist 
or  vapors. 
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3  2  Air  shall  be  admitted  to  the  spraying,  dipping  or 
immersing  spaces  in  an  amount  equal  to  the  capacity 
of  the  fan  or  fans  and  in  such  a  manner  as  to  avoid 
short-circuiting  the  path  of  air  in  the  working  zone 
of  such  spaces.  Exhaust  fans  shall  be  kept  running 
constantly  while  spraying  or  mixing  and  for  a  suf¬ 
ficient  length  of  time  thereafter  to  exhaust  all  vapors, 
fumes  or  residues  of  spraying  materials  from  the 
spray  booth  or  spray  room. 

3.3  EQUIPMENT.  Motors  shall  be  located  outside  of 
spraying,  dipping  or  immersing  spaces  except  as 
provided  in  Rule  4. 

Rule  4.  Specifications  for  Spray  Booths,  Spray 
Rooms  and  Dip  Rooms. 

4.1  Spray  booths  shall  be  constructed  of  metal  or  in¬ 
combustible  material  satisfactory  to  the  administra¬ 
tive  official  having  jurisdiction,  be  adequately  ven¬ 
tilated  with  mechanical  ventilation;  if  lighted  to  be 
in  conformity  with  these  rules.  The  necessary  fire 
protection  shall  be  maintained  at  all  times. 

4.1.1  Spray,  dip  and  immersing  rooms  shall  be  con- 
constructed  of  fireproof  or  fire-resisting  par¬ 
titions  with  waterproof  floors,  adequately 
ventilated  by  mechanical  means,  equipped  with 
the  necessary  fire  protection;  if  lighted  and 
heated  to  be  conformity  with  these  rules. 
Floor  drains  leading  to  the  house  drainage 
system  or  the  public  sewer,  shall  not  be  per¬ 
mitted.  Where  more  than  sixty  (60)  gallons 
of  material  in  open  tanks  are  used,  a  drain  to 
an  approved  tank  located  outside  the  building 
shall  be  provided. 

4.1.2  Panels  of  polished  wired  glass  or  plate  glass 
at  least  one-quarter  of  an  inch  (%)  thick,  not 
exceeding  seven  hundred  and  twenty  (720) 
square  inches  in  area  and  not  more  than 
forty-eight  (48)  inches  in  any  linear  dimen¬ 
sion  may  be  used  in  the  sides  of  a  spray  booth 
or  room. 

4.1.3  The  inner  sides  of  walls,  ceilings  and  the 
floors  of  all  spraying  or  dipping  spaces  shall 
have  a  smooth  surface. 

4. 1 .4  All  openings  in  spray,  dip  or  immersing  rooms 
shall  be  protected  by  fireproof  doors.  Only 
windows  opening  to  a  street  may  be  permitted 
or  a  window  not  on  a  lot  line  more  than  20 
ft.  distant  from  windows  of  adjacent  build¬ 
ings  not  in  same  plane  may  be  used  for 
ventilation. 

4.1.5  b errous  metal  used  in  the  construction  of 
spraying,  dipping  or  immersing  spaces  shall 
be  thoroughly  painted  on  the  inside  or  be 
galvanized. 

4.1.6  All  spraying,  dipping  or  immersing  spaces 
shall  be  so  constructed  that  a  reasonable 
length  longer  is  maintained  than  required  for 
the  article  or  thing  to  be  sprayed,  dipped  or 
immersed.  Ferrous  metal  shall  not  be  used 
for  such  floor  surface. 

4.1 .7  At  least  three  (3)  feet  of  clear  working  space 
shall  always  be  maintained  for  each  operator 
spraying,  dipping  or  immersing  any  article  or 
thing. 

4.2  SPECIFICATIONS  FOR  DUCTS,  PIPES  AND 
FANS. 

4  2.1  All  ducts  used  for  ventilating,  spray,  dip  or 
immersing  spaces  shall  be  constructed  of  metal 
of  not  less  than  the  following  gauges  of 
metal. 

Ducts  twenty-four  (24")  inches  or  less  in 
diameter  No.  22  gauge. 


Ducts  over  twenty-four  (24")  inches  and 
not  over  thirty-six  (36")  inches  in 
diameter  No.  20  gauge. 

Ducts  exceeding  thirty-six  (36")  inches 
in  diameter  No.  18  gauge. 

4.2.2  Ducts  shall  be  strongly  constructed  and  be 
installed  in  a  workmanlike  manner.  They 
shall  be  rigidly  supported. 

4.2.3  Ventilating  ducts  shall  run  as  directly  as 
practicable  to  the  outer  air  and  be  protected 
with  a  hood  against  the  weather.  The  ex¬ 
haust  terminal  or  hood  shall  also  be  protected 
with  a  screen  of  copper  or  bronze  with  a  mesh 
not  larger  than  one-quarter  (%")  inch. 

4.2.4  Where  a  duct  passes  through  a  non-fireproof 
roof,  the  duct  shall  be  protected  at  such  point 
bv  an  outer  pipe  or  sleeve  with  an  air  space 
of  at  least  one  (1")  inch  between  the  sleeve 
and  duct.  The  outer  pipe  shall  be  not  less 
than  two  (2")  inches  from  any  woodwork  and 
such  woodwork  shall  be  covered  with  metal. 

4.2.5  Ventilating  ducts  shall  not  terminate  within 
ten  (10)  feet  measured  horizontally  of  anv 
chimney  outlet,  unprotected  air  intakes  or  of 
any  door  or  window  in  an  adjoining  building. 

4.2.6  If  induced  draft  is  used  to  create  an  air  move¬ 
ment,  the  air  shall  be  supplied  from  a  point 
outside  the  spray  or  dip  or  immersing  space. 
Fans  and  motor  must  be  located  outside  the 
sprav  or  dip  space,  except  approved  explo¬ 
sion-proof  motor  and  non-ferrous  blade  fans. 

4.2.7  The  exhaust  system  from  any  spray,  dip  or 
immersing  space  shall  not  be  connected  to  any 
other  ventilating  system  or  be  discharged  into 
a  chimney  or  flue  used  for  the  purpose  of 
conveying  gases  of  combustion. 

4.2.8  Exhaust  fan  blades  shall  be  constructed  of 
non-ferrous  metal.  All  exhaust  and  ventilat¬ 
ing  fans  to  be  permanently  connected  to  their 
source  of  _  power,  using  metallic  conduit. 
Rheostats  in  fan  bases  not  permitted.  Fan 
blades  not  coming  in  direct  contact  with 
spraying  fumes,  need  not  comply  with  this 
requirement. 

4.3  Storage  rooms  shall  be  constructed  of  fireproof  or 
fire-resisting  partitions  with  waterproof  floors  and 
be  adequately  ventilated  by  either  natural  or  me¬ 
chanical  means. 

4.4  No  motors,  switches,  rheostats,  lamps  or  other  elec¬ 
trical  equipment  shall  be  located  in  sprav.  dipping 
or  Immersing  rooms  or  within  ten  (10)  feet  of  anv 
spray  compartment,  spray  booth,  immersing  or  din¬ 
ning  space  unless  such  electrical  equipment  be  of  a 
type  approved  for  use  in  explosive  atmospheres 
and  where  a  conduit  leads  from  a  hazardous  loca¬ 
tion  to  a  non-hazardous  location,  the  conduit  shall 
he  sealed  off  by  an  approved  sealing  compound. 
Except  that  alternating  current  induction  motors 
of  the  totally  enclosed  type,  having  no  brushes, 
make  and  break  contacts,  collectors  or  other  arcing 
or  sparking  parts  may  be  located  within  ten  (10) 
feet  of  a  spray  booth,  spray  compartment  or  dip¬ 
ping  space  when  approved  by  the  administrative  of¬ 
ficial  having  jurisdiction. 

4.4.1  Artificial  lighting  shall  be  only  by  means  of 
electricity. 

4.5  T.rGHTTNG  FIXTURES. 

4.5  1  When  lighting  fixtures  are  located  within  10 
feet  of  a  spray  booth,  spraying  compartment 
or  dipping  space,  they  shall  be  of  the  rigid 
stem  type,  enclosing  all  wiring  and  be  equipped 
with  keyless  sockets  having  vaporproof  globes, 
protected  by  wire  guards. 
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4.5.2  All  electrical  equipment  shall  be  installed  and 
grounded  as  provided  by  the  Administrative 
Code  covering  electrical  equipment  and  per¬ 
manently  connected  to  their  source  of  current 
supply,  using  metallic  conduit. 

4.5.3  No  pin  plug  receptacles  shall  be  used. 

4.5.4  All  electric  light  wiring  shall  be  enclosed  in 
metal  conduits  and  shall  conform  to  Rule  4.4. 

4.5.5  The  use  of  portable  cords  or  trailer  lights  are 
prohibited. 

Rule  5.  Maintenance  and  Operation. 

5.1  Every  premises  wherein  a  spraying,  dipping,  or  im¬ 
mersing  space  is  maintained  and  operated  shall  be 
continuously  under  the  charge  and  supervision  of 
one  or  more  persons  holding  a  certificate  of  fitness, 
whose  duty  shall  be  to  see  that  the  spray,  dipping 
and  immersing  space  rules  and  the  terms  of  the 
permit  are  not  violated.  No  other  duties  shall  inter¬ 
fere  with  the  enforcement  of  these  rules. 

5.2  Smoking  or  the  carrying  of  lighted  cigars,  cigar¬ 
ettes  or  pipes  in  spray,  dipping  of  immersing  space 
is  prohibited. 

5.3  No  person  shall  be  permitted  within  a  spray  space 
between  the  spray  gun  and  the  exhaust  outlet  while 
the  spray  gun  is  in  use. 

5.4  Spraying,  dipping  or  immersing  spaces  and  its  sur¬ 
roundings  shall  be  kept  clean  at  all  times  and  shall 
be  kept  clear  of  all  materials,  equipment  and  uten¬ 
sils  not  required  in  the  operation  of  the  spray.  Side 
walls,  ceilings,  baffle  plates,  etc.,  shall  be  sprayed 
with  soap  and  water  solution,  before  cleaning,  or 
cardboard  or  masking  paper  can  be  fastened  before 
any  operation  and  after  said  operation  be  removed 
from  the  premises  in  approved  waste  cans. 

5.5  Floors  within  and  surrounding  spray,  dip  or  im¬ 
mersing  spaces  shall  be  kept  clean  and  free  from 
waste  material  at  all  times. 

5.6  Spray  rooms,  booths,  fans,  ducts,  and  other  equip¬ 
ment  shall  be  cleaned  frequently  and  maintained 
in  clean  and  efficient  working  condition ;  lacquer 
spraying  booths  shall  be  wet  down  before  clean¬ 
ing. 

5.7  Implements  used  for  cleaning  shall  be  made  of  non- 
ferrous  material  to  avoid  sparks. 

5.8  Metal  waste  cans  with  self-closing  covers  shall  be 
provided  for  all  spraying,  dipping  or  immersing 
spaces  and  storage  rooms.  The  number  to  be  in¬ 
stalled  shall  be  determined  by  the  administrative 
official  having  jurisdiction. 

5.9  Approved  fire  appliances  shall  be  installed  in  all 
spraying,  dipping  or  immersing  spaces  and  in  stor¬ 
age  rooms  as  may  be  determined  by  the  administra¬ 
tive  official  having  jurisdiction. 

5.10  Accumulation  of  flammable  waste,  sweepings  or  de¬ 
posits  from  spray,  dip  or  immersing  space  is  pro¬ 
hibited.  All  such  waste  shall  be  placed  in  approved 
waste  cans  and  be  removed  from  the  premises  at 
the  close  of  work  each  day. 

5.11  All  sand  papering  of  lead  painted  surfaces  shall  be 
done  with  wet  sand  paper. 

5.12  No  motor  vehicle  shall  be  taken  into  or  out  of  a 
spray  space  under  its  own  power.  Batteries  shall 
be  removed  before  the  process  of  spraying  is  begun. 

Rule  6.  Storage  and  Mixing. 

6.1  Main  supplies  of  spray  coating  materials  and  thin- 
ners  shall  be  kept  in  an  outside  storage  building, 
storage  rooms  or  in  vented  metal  cabinets  in  accord¬ 
ance  with  the  following  amounts : 

6.1.1  Spraying  materials  not  in  excess  of  20  gallons 


may  be  stored  in  metal  cabinets  or  wood  cab¬ 
inets,  metal  covered  on  both  sides  including 
the  door.  All  cabinets  to  be  ventilated  at  top 
and  bottom. 

6.1.2  Spraying  materials  in  excess  of  20  gallons  and 
not  exceeding  100  gallons  may  be  stored  in 
double-walled  metal  cabinets  vented  directly 
to  the  outer  air. 

6.1.3  Spraying  materials  in  excess  of  100  gallons 
shall  be  stored  in  a  separate  exterior  storage 
building  of  fireproof  or  fire-resisting  material 
with  ventilated  plain  glass  skylight  or  in  a 
storage  room  constructed  fireproof  in  a  fire¬ 
proof  building  or  fire-resisting  in  a  non-fire- 
proof  building.  The  maximum  amount  of 
spraying  materials  to  be  stored  in  a  storage 
room  of  a  non-fireproof  building  shall  be  deter¬ 
mined  by  the  administrative  official  having 
jurisdiction.  Storage  rooms  shall  have  a  win¬ 
dow  opening  to  the  outer  air  but  such  window 
shall  not  be  on  a  lot  line,  enclosed  court,  nor 
opposite  within  twenty  feet  of  windows  of  ad¬ 
jacent  buildings  nor  part  of  the  same  premises, 
such  window  openings  to  be  fireproofed  and 
lower  half  provided  with  open  louvres  or  ven¬ 
tilated  by  metal  duct  or  fan  at  least  8  inches  in 
diameter.  The  floors  of  all  storage  rooms 
shall  be  waterproof  up  to  a  height  of  at  least 
6  inches  from  the  floor  and  be  properly  pitched 
for  drainage  purposes  to  a  low  point  within 
the  enclosure.  Any  drain  in  such  storage 
room  shall  not  be  connected  to  the  house 
drainage  system  or  street  sewer.  The  sill  of 
the  door  shall  be  at  least  6  inches  above  the 
finished  floor.  All  doors  to  be  tin-clad,  ap¬ 
proved,  fireproof  and  self-closing. 

6.1  4  Mixing  or  thinning  of  coating  materials  shall 
be  conducted  in  a  storage  building  or  storage 
room,  except  that  containers  of  total  capacity 
not  exceeding  ten  gallons  may  be  opened  and 
their  contents  mixed  in  the  spray  room  or 
room  in  which  booths  are  located  while  the 
air  exhaust  system  is  operating. 

6.1.5  Working  supplies  sufficient  for  not  more  than 
one  day’s  use  but  not  exceeding  twenty  gallons 
to  each  booth,  nor  a  total  of  one  hundred 
gallons,  may  be  kept  in  the  spray  room  or 
room  in  which  spray  booths  are  located;  cov¬ 
ers  of  containers  must  be  kept  thereon  when 
such  containers  are  not  actually  in  use.  This 
amount  is  in  addition  to  the  amount  allowed 
in  6.1.7. 

6.1.6  Gravity  feed  material  containers  for  supplying 
spray  guns  shall  not  exceed  ten  gallons  in 
capacity  and  shall  be  supported  by  wire  cables 
or  metal  brackets  having  a  factor  of  safety  of 
two  when  filled  with  the  heaviest  spraying 
materials  used. 

6.1.7  Pressure  feed  tanks  and  other  equipment  for 
use  in  connection  with  direct  spraying  under 
air  pressure  shall  be  restricted  to  tanks  of 
not  more  than  sixty  gallons,  individual  ca¬ 
pacity,  designed,  constructed  and  approved  for 
this  specific  purpose  by  the  Board  of  Stand¬ 
ards  and  Appeals.  Each  tank  shall  be  pro¬ 
vided  with  a  safety  valve  set  at  a  pressure 
not  exceeding  eighty  pounds.  All  gravity 
feed  containers  and  other  spraying  equipment 
shall  be  approved  as  above. 

6.1.8  The  installation  of  all  electrical  wiring, 
switches,  lighting  and  all  other  electrical  equip¬ 
ment,  and  the  provisions  of  these  rules  against 
carrying  matches  or  smoking  and  prohibiting 
flame  or  spark-producing  devices,  shall  also 
apply  to  storage  or  mixing  rooms. 
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6.2  S I  OR  AGE  of  spraying,  dipping  and  immersing 
materials  shall  not  be  in  excess  of  two  hundred 
(200)  gallons  in  a  storage  room,  but  in  a  building 
in  which  nitro  cellulose  products  are  manufactured, 
stored  or  kept  the  amount  shall  be  not  over  twenty- 
five  (25)  gallons  as  per  Section  C19-113.0,  subdivi¬ 
sion  h  of  the  Administrative  Code. 

6.3  Sprinkler  heads  shall  be  provided  in  all  spray,  dip 
or  immersing  spaces  and  storage  rooms  and  shall 
be  installed  in  accordance  with  the  Sprinkler  Rules 
of  the  Board  of  Standards  and  Appeals,  except  in 
non-sprinklered  buildings  where  sprinkler  connec¬ 
tion  may  be  made  to  the  house  water  supply, 

6.4  Sprinkler  heads  in  spray,  dip  and  immersing  spaces 
shall  be  cleaned  at  least  once  a  week  under  the 
supervision  of  the  person  holding  the  certificate  of 
fitness  and  a  coating  of  light  grease  or  vaseline 
shall  be  applied  after  each  cleaning  to  prevent  the 
formation  of  a  hard  deposit  and  render  the  sprinkler 
useless  in  case  of  fire.  The  use  of  paper  bags  or 
other  materials  about  sprinkler  heads  is  prohibited. 

Rule  7.  General  Requirements. 

i  Notice— Attention  is  called  to  the  provisions  of  the  Ad¬ 
ministrative  Code  as  to  violations  reading  as  follows: 

Section  C  19-152.0  of  the  Administrative  Code,  “Any  per¬ 
son  who  shall  willfully  violate  or  neglect  or  refuse  to  com¬ 
ply  with  any  of  the  provisions  of  this  chapter  in  addition  to 
viy  other  penalties  prescribed  by  law  or  ordinance  shall , 
upon  conviction,  be  punished  by  a  fine  of  not  more  than 
£500  or  by  imprisonment  not  exceeding  6  months,  or  by  both 
fitch  fine  and  imprisonment 

NOTE :  The  principal  cause  of  fires  in  spray-booth  in¬ 
stallations  are:  broken  electric  lamps  and  other 
electrical  defects ;  cleaning  the  interior  of  booths, 
fans  and  motors  with  highly  flammable  solvents ; 
accumulation  of  deposits  in  the  tubes  and  vent 
pipes  from  neglect  in  cleaning  them  frequently; 
unnecessary  accumulation  of  waste  and  refuse, 
smoking  and  a  general  lack  of  cleanliness, 

(a)  “No  Smoking”  signs,  with  letters  at  least  2  inches 
in  height,  shall  be  posted  in  all  spray  rooms  and 
paint  storage  rooms  or  building. 

(b)  No  combustible  material  shall  be  stored  or  main¬ 
tained  within  15  feet  of  any  spray  booth. 

(c)  All  stocks  shall  be  arranged  so  as  not  to  interfere 
with  the  operation  of  automatic  sprinkler  heads. 


Rule  8.  Existing  Spray  Booths  and  Installations. 


These 

Rule 

Rule 

Rule 


i ules  shall  be  retroactive  in  the  following  respects' 

1.3  Heating  of  Rooms. 

3.1  Air  Exhaust  System. 

3.2  Air  Supply  and  Mixing. 

4.1  Construction  of  Spray  Booths. 

4.1.3  Surfacing  of  Booths. 

4.1.5  Surfacing  of  Booths. 

4.2.2  Maintenance  of  Ducts. 

4.2.5  Electric  Lighting. 

4.2.6  Method  of  Induced  Draft. 

4.4  Separation  of  Booth  from  Flame. 

4.4  Location  of  Motors. 

5.1  Certificate  of  Fitness. 

5.2  Smoking,  Matches,  etc. 

5.6  Maintenance  of  Equipment. 

5.7  Cleaning  Implements. 

5.9  Fire  Appliances. 

5.10  Accumulation  and  disposal  of  waste  mate¬ 

rials. 

5.12  Motor  Vehicles  in  booths  or  rooms. 

Rule  6.  Storage  and  Mixing. 

Rule  7.  General  Requirements. 


Rule 


NO  IE: — Rules  6.1,  6.2,  6.3  and  6.4  may  not  be  applied 
in  fireproof  buildings  equipped  with  an  ap¬ 
proved  existing  automatic  sprinkler  system 
where  the  general  conditions  of  cleanliness 
are  properly  maintained  at  all  times. 


Rule  9.  Approval  Forms  and  Plans. 

There  shall  be  filed  before  installation  with  the  adminis¬ 
trative  official  by  the  purchaser  (or  by  the  seller  thereof) 
an  application  form  on  sheet  8  inches  by  10  inches,  which 
form  shall  give  the  proper  name  and  address  of  booth  user 
and  also  the  floor  on  which  the  booth  or  booths  are  to  be 
installed.  An  ink  drawing  of  the  floor  upon  which  the 
booth  will  be  located  shall  be  submitted  on  the  form  sheet ; 
such  drawing  shall  show  by  feet  and  inches  the  location 
of  exits,  chimneys  and  booths. 

When  a  storage  and  mixing  room  is  to  be  installed,  plans 
drawn  to  a  scale  of  at  least  1/16  of  an  inch  to  a  foot  shall 
be  filed  with  the  administrative  official  for  examination 
and  approval.  Such  plan  shall  show  on  the  floor  plan  the 
location  of  all  booths,  storage  and  mixing  rooms,  exits  and 
all  chimneys  and  exterior  openings  within  15  feet  of  the 
storage  rooms  and  vent  ducts. 


APPROVED  APPLIANCES 


APPROVED  PAINT,  VARNISH  AND 

Calendar  No. 


Automatic  Paint  Sprayer  . 477-37-SA 

inks  Circulating  System  for  Paint  Spraying"  851-39-SA 

^nks-Hu-Ro-Thor-Hurley  Spray  Equipment. ..  ,338-32-SA 

e  Vilbiss  Spray-Painting  Equipment . 336-32-SA 

clipse  Spray  Painting  Equipment . 151-38-SA 

ureka  Paint  Sprayer . 478-37-SA 


LACQUER  SPRAYING  EQUIPMENT 

Name  Calendar  No. 

Milburn  Spray  Painting  Equipment  . 492-38-SA 

Paasche  Spray  Painting  Equipment . 363-32-SA 

Sharpe  Spray  Guns,  Models  B-21,  C-21,  RA-21, 

RC-21,  GA-37,  GC-37,  Bear-Cat,  K,  KF.  KO, 

L,  M-2,  M-4,  FA-36  and  FC-36 . 604-38-SA 

Spraco  Spray  Painting  Equipment . 479-32-SA 


APPROVED  FUEL  OIL  FILL  PIPE  TERMINALS 


Name 

lro  . 

-*e  and  Mason  . 

agg  . 

H.  N . 

allory  Fill  Pipe  Terminal  .... 
oore  and  Kling,  6  inch  Type  D 
ewbury  . 


Calendar  No.  Name 


720-38-SA 
10-36-SA 
345-35-SA 
292-35-SA 
990-39- SM 
184-38-SA 
223-35- S A 


Preferred  . . . 
Rhode  Island 
Seal-O-Strain 
Sealtite  . 

Simplex 

Weco  . 


Calendar  No. 

213- 35-SA 
204-35-SA 

48-35-SA 

231-35-SA 

214- 35-SA 

78-38- SA 


RULES 


RULES  RELATIVE  TO  SUBMERGED  INLETS  AND  PROTECTIVE  METHODS  TO  BE 
KU  APPLIED  TO  PREVENT  CONTAMINATION  OF  WATER  SUPPLY. 

ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  FEBRUARY  3, 
EFFECTIVE  IN  ACCORDANCE  WITH  SECTION  665,  SUBDIVISION  C,  OF 

NEW  YORK  CITY  CHARTER,  FEBRUARY  27,  1939. 


1939. 

THE 


(835-38-SR) 

Authority: 

Pursuant  tc  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  paragraphs  2  and  3,  of 
the  New  York  City  Charter  and  C26-1268.0c  4  (14.7.1.3 
BC)  and  C26-1277.0h  (14.8.2.8  BC) ,  of  the  Administrative 
Code. 

Rule  1.  Flush-Valve  Fixtures. 

Flush-valve  controlled  fixtures,  with  submerged  in¬ 
lets  supplied  directly  from  the  City  Water  Supply 
System  (and  not  supplied  from  separate  riser  and 
tank),  shall  be  equipped  with  an  approved  vacuum 
breaker  in  the  supply  line  not  less  than  four  inches 
above  the  overflow  level  of  the  fixture,  to  prevent 
siphonage  or  backflow  of  contaminated  water  into  the 
house  water  distribution  piping  and  checked  by  the 
inspector. 

Rule  2.  Ballcocks. 

Flush  tanks  operated  by  ballcocks  shall  have  an  ap¬ 
proved  vacuum  breaker  located  not  less  than  one-half 
inch  above  the  overflow  outlet  of  the  flush  tank. 

Rule  3.  Submerged  Inlets. 

Water  supply  inlets  to  fixtures  shall  be  located  at 
least  one  inch  above  the  overflow  level  of  the  fixture, 
except  when  submerged  inlets  are  absolutely  essential 
for  the  proper  functioning  of  a  fixture. 

Rule  4.  Sterilizers. 

Direct  water  supply  piping  connections  to  sterilizers 
are  prohibited.  The  waste  piping  for  sterilizers  shall 
not  connect  directly  with  any  drainage  system ;  such 
waste  piping  shall  discharge  above  an  open,  water  sup¬ 
plied,  trapped  and  vented  fixture. 

Rule  5.  Aspirators — Water  Siphons. 

Water  supply  connections  to  aspirators,  water 
siphons  or  similar  apparatus  shall  be  equipped  with  an 
approved  vacuum  breaker  and  check  valve,  the  check 


valve  to  be  located  between  the  fixture  and  vacuum 
breaker.  The  waste  pipe  for  this  tyoe  of  apparatus 
shall  not  connect  directly  with  any  drainage  system  but 
shall  discharge  above  an  open,  water  supplied,  trapped 
and  vented  fixture. 

Rule  6.  Bidets — Bed  Pan  Washers. 

Water  supply  connection  to  bidets,  bed  pan  washers, 
or  similar  apparatus  shall  be  equipped  with  an  ap-  ' 
proved  vacuum  breaker  and  check  valve,  the  latter  lo¬ 
cated  between  the  fixture  and  the  vacuum  breaker. 

Rule  7.  Roof  or  Suction  Tanks. 

Water  supply  inlets  to  roof  or  suction  tanks  shall 
be  located  at  least  two  inches  above  the  overflow  level 
of  the  tank. 

Rule  8.  Sump  or  Weil  Lumps. 

Water  supply  connections  for  priming  purposes  to 
sump,  well,  or  similar  type  pumps  shall  be  connected  < 
to  the  inlet  side  of  the  pump  and  be  equipped  with 
an  approved  vacuum  breaker  and  check  valve,  the 
check  valve  to  be  located  between  the  pump  and  the 
vacuum  breaker. 

Rule  9.  Condensers. 

Direct  water  connection  to  refrigeration  unit  for  , 
cooling  purposes  shall  be  equipped  with  an  approved 
check  valve  to  prevent  possible  back  flow  of  ammonia 
or  other  refrigerant  agency  from  defective  condenser 
coils  or  jackets,  except  in  such  installations  where  the 
water  supply  piping  is  entirely  outside  of  the  piping 
or  tank  containing  the  refrigerant  and  two  inde-  : 
pendent  wall  thicknesses  of  metal  separate  the  re¬ 
frigerant  from  the  city  water  supply.  Refrigeration 
units  containing  more  than  twenty  pounds  of  refrig¬ 
erant  shall  be  provided  with  an  additional  safeguard 
in  the  form  of  an  approved  relief  valve  installed  at 
the  outlet  side  of  the  check  valve,  such  relief  valve 
being  set  at  five  pounds  above  the  maximum  water 
pressure  at  the  point  of  installation.  i 


APPROVED  VACUUM  BREAKERS 


Name  Calendar  No. 

Beal  Vacuum  Breaker  .  685-39-SM 

Bidoro  Vacuum  Breaker,  Type  D,  sizes  1", 

\y4  ,  1  y2",  2",  2 y",  3",  3y2"  and  4" .  270-28-SA 

Bridgeport  Brass  Company,  Vacuum  Breaker  611-40-SM 

Cadwell  Syphon  Breaker,  Model  125 .  165-39-SA 

Cadwell  Syphon  Breaker  and  Agitator,  No.  115  370-39-SA 

Coldwater  Brass  Co.  Anti-Back  Syphonage 

Ballcock  C.B.C.,  No.  136 .  439-39-SA 

Coyne  and  Delany  Company,  Vacuum  Breaker, 

No.  95  .  116-40-SM 

Crane  Company  Vacuum  Breakers  for  Supply 
Fixtures,  C-7830,  sizes  H",  Vt" ,  Y\" >  1",  1/4", 

1  y",  2"  and  3"  .  750-38- S A 

Crane  Company  Vigilant  Vacuum  Breaker  ....  345-38-SA 

Delany  Vacuum  Breaker,  Model  DV-88 .  842-38-SA 

Delany  Vacuum  Breaker,  Model  DV-90 .  379-39-SA 

Hedges  and  Brother  Pilot  Vacuum  Valve .  186-39-SA 

Imperial  Vacuum  Breaker,  Model  M-1139  ..  1439-39-SM 

Kohler  K-9251  Float  Valve  and  Vacuum 

Breaker  .  492-39-SM 

Murray  and  Sorenson  Flush  Valve  Vacuum 
Breaker  .  494-39-SM 


Name 


Calendar  No.  t 


Nibco  Ace  Type  Back-Siphon  Ball  Cock .  416-39-SM 

Nibco  King  Anti- Siphon  Ballcock,  No.  09A  .  .  416-39-SM 

Novae  Flush  Valve  Vacuum  Breaker .  174-38-SA 

Penberthy  Vacuum  Breaker  .  1200-38-SA  , 

Ritter  Dental  Cuspidor,  Model  C  .  190-40-SM 

S.S.  White  Dental  Cuspidor,  No.  7  .  366-40-SM  . 

Scovill  M.  V.  B.  No.  22  Ballcock .  942-38-SA 

Scovill  “S”  Vacuum  Breaker  Ballcock .  109-39-SA 

Scovill  Vacuum  Breaker  Ballcock,  No.  18 .  515-39-SM 

Scovill  Vacuum  Breaker  Ballcock,  No.  24-VB  283-40-SM 

Sloan  Vacuum  Breaker,  Model  V-60-A .  167-38-SA 

Sloan  V-100,  Vacuum  Breaker  .  1224-39-SM 

Sloan  V-100-B  U  in.  and  H  in.  I.P.S. 

Vacuum  Breaker  .  139-40-SM  J 

Standard  Sanitary  Tank-Vacuum  Breaker .  208-39-SA 

Vac-O-Vent,  Model  B  .  477-39-SM 


Watrous  Flush  Valve  and  Vacuum  Breaker, 

Models  Imperial,  Majestic  and  Jewel . 

Watts-Vaccum  Breaker,  No.  88,  3/&>  V*  and 

y4  in.  diameter  . 

Weber  Vacuum  Breaker  for  Dental  Cuspidors 


351-38-SA 

346-39-SA 

413-40-SM 
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orrection  Affecting  Calendar  Number  384-36-SA. 
nnual  Report  for  1939. 
ire  Drill  Rules. 

ules  for  Tests  of  Fire-resistive,  Flameproofed  Mate- 
rials,  such  as  Textiles,  Paper,  Similar  Material  and 
Adhesives  used  for  Decorative  Purposes  and  Treated 
Acoustical  Draperies,  Carpets  and  Similar  Materhls, 
tor  use  in  nlaces  of  Public  Assembly  and  Special 
Occupancy  Structures. 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers.  pertaining  to  the  work  of  the  board,  will  lie  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon— Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
he  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commissioner 
of  buildings  or  fire  commissioner)  and  file  with  this  board 
a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directons. 

HARRIS  H.  MURDOCK,  Chairman. 
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CALENDAR 


RULES 


Last  Publication  in  Bulletin 


Blended  Cements,  Rules  for  Testing 

and  Use  of . Aug. 

Carbon  Dioxide  Liquefier  Rules . July 

Certificates  of  Occupancy,  approved 

form  . Aug. 

Concrete  Flat  Slabs,  Rules . Juiy 

Concrete  Masonry  Units,  Rules  for 
Manufacture,  Testing  and  Use 

of  . ■; . . . Aug. 

Concrete  Rules  (Hydrated  Lime) . Aug. 

Elevator  Rules  . Mar. 

Exit  Rules  (Revolving  Doors) . June 

Factory  Exit  Rules . Aug. 

Eire  Alarm  Rules  (Interior) . Aug. 

Eire  Drill  Rules  . Sept. 

Fire-resistive,  Flameproof  Materials, 

etc..  Rules  for  Testing  of . Sept. 

Eire  Retarding  Rules  for  Garages. 

etc.  . Aug. 

Fireproof  Wood,  Testing  of . - . Api. 

Frame  Garages,  Ruling  for .  Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  . Aug. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 

insulating  Fibre  Board  Rules — ........Sept. 

Oil  Burner  Rules  ••••;• Sept. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . Aug. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules  . Sept. 

Platform  Trucks,  Specifications  for  .Nov. 

Plumbing  Rules  . . . - . Aug. 

Plumbing  Rules  (Prevention  of  Con¬ 
tamination  of  Water  Supply) ....  Sept. 

Procedure,  Rules  of . Sept. 

Refrigerating  Systems,  Extract  A.C. June 
Smoking  in  Factories,  Rules  for  Aug. 

Sprinkler  Rules  . June 

Standpipe  Fireline  Rules .  . June 

Structural  Alterations,  Reporting  ...June 

Tank  Trucks,  Fuel  Oil,  etc. . Nov. 

Tank  Trucks,  Gasoline,  etc. . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code) . Apr. 


6,  1940— Vol.  25,  No.  32 
30,  1940— Vol.  25,  No.  31 

23.  1938— Vol.  23,  No.  34 
13,  1937— Vol.  22,  No.  28 


27,  1940 — Vol.  25,  No.  35 
3,  1937— Vol.  22.  No.  31 
3,  1936— Vol.  21,  No.  9 
15,  1937 — Vol.  22,  No.  24 
13,  1940 — Vol.  25,  No.  33 
13,  1940— Vol.  25,  No.  33 
17,  1940 — Vol.  25,  No.  35 

17,  1940 — Vol.  25,  No.  ?8 

20,  1940 — Vol.  25,  No.  34 
13,  1937 — Vol.  22,  No.  15 

21,  1919 — Vol.  4,  No.  3 

20,  1940 — Vol.  25,  No.  34 
7,  1925 — Vol.  10,  No.  14 
5.  1928— Vol.  13,  No.  23 
3,  1940 — Vol.  25,  No.  36 
3,  1940 — Vol.  25,  No.  36 

20,  1940 — Vol.  25,  No.  34 

10,  1940 — Vol.  25,  No.  37 
24.  1936 — Vol.  21,  No.  47 

3,  1937 — -Vol.  22,  No.  31 

10,  1940 — Vol.  25,  No.  37 

7.  1937 — Vol.  22,  No.  36 

11,  1940 — Vol.  25,  No.  24 

13,  1940 — Vol.  25,  No.  33 

29,  1937 — Vol.  22,  No.  26 

8,  1937 — Vol.  22,  No.  23 

1932 — Vol.  17,  No.  23 

24,’  1936 — Vol.  21,  No.  47 

24,  1936— Vol.  21,  No.  47 

10,  1923 — Vol.  8,  No.  15 


titled  to  procure  injunctive  relief.  It  was  never  intended 
that  the  zoning  resolution  should  be  used  by  one  non- 
conforming  property  owner  against  another  to  stifle  business 
competition.  As  between  mere  business  competitors  who 
are  all  non-conforming  users,  enforcement  of  the  zoning 
statutes  should  be  left  to  the  public  authorities. 

Premises — 184th  street  and  Jerome  avenue.  New  York  City. 

Mr.  Justice  Cohn’s  dissenting  opinion  (in  part)  :  “A  suit  in  equity 
may  be  maintained  to  restrain  the  violation  of  a  statute 
enacted  for  the  protection  of  the  public  by  one  who  is 
injured  in  person  or  in  property  by  its  violation. 


SEPTEMBER  17,  1940,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions  i 
of  the  building  zone  resolution,  Tuesday  morning,  Septem¬ 
ber  17,  1940,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters: 

cai..  no.  120-33-BZ— Application  of  Eadie.  Nunley,  Gale  and 
Rosenholz,  applicants,  on  behalf  of 
Harry  Hugger,  owner,  reopened  for 
consideration  as  to  extension  of  permit 
July  2,  1940— re  Application,  previously 
granted  on  condition,  under  section  /f 
of  the  building  zone  resolution,  permit¬ 
ting  in  a  business  use  district  the  erec¬ 
tion  and  maintenance  of  a  motor  vehicle 
repair  shop  and,  also,  a  gasoline  service 
station  for  a  temporary  period ;  prem¬ 
ises  2030  Hylan  boulevard,  southwest 
corner  of  Hamden  avenue  (Block  No. 
3688,  Lot  No.  9),  Grant  City,  Borough 
of  Richmond. 


LIST  OF  APPROVED  APPLIANCES 


Fuel  Oil  Burners  for  Domestic  and 


Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Equipment  . 

Range  Oil  Bui'ners  and  Space 
Heaters  . 


Mar. 

6, 

1935— Vol. 

20. 

No.  10 

Mar. 

5, 

1935— Vol. 

20. 

No.  10 

Sept. 

3, 

1940 — Vol. 

25, 

No.  36 

Sept. 

10, 

1940— Vol. 

25. 

No.  37 

•  Sept. 

3, 

1940 — Vol. 

25, 

No.  36 

.Sept. 

3, 

1940— Vol. 

25, 

No.  36 

Sept. 

3, 

1940— Vol. 

25, 

No.  36 

Sept. 

10, 

1940— Vol. 

25, 

No.  37 

Sept. 

3. 

1940 — Vol. 

25, 

No.  36 

Sept. 

10, 

1940— Vol. 

25, 

No.  37 

cal.  no.  456-40-BZ — Application,  April  29,  1940,  under  sec¬ 
tions  7a,  7c,  7e  and  21  of  the  building 
zone  resolution,  of  William  Shary.  ap¬ 
plicant,  on  behalf  of  City  Bank  Farmers 
Trust  Company,  trustee,  under  will  of 
Thomas  Dimond,  owner,  to  permit, 
partly  in  a  business  use  district  and 
partly  in  a  residence  use  district,  the 
extension  of  an  existing  garage  for 
more  than  five  (5)  motor  vehicles; 
premises  2231-2239  Broadway  and  248 
West  80th  street,  southwest  corner 
(Block  No.  1227,  Lot  No.  54),  Borough 
of  Manhattan. 


COURT  DECISION. 

Appellate  Division,  First  Department  (N.Y.L.J.  September  12,  1940) 
decision  May  3,  1940.  (Reversed  Supreme  Court  judgment 
granting  injunction.) 

Benjamin  Bazinsky,  doing  business  under  the  firm  name  and  style 
of  Oxford  Garage;  Samrose  Realty  Corporation,  Alice 
Marer  and  Safeway  Garage,  Incorporated,  respondents,  vs. 
Kesbec,  Incorporated,  appellant. 

Present — Martin,  P.  J. ;  Untermeyer,  Dore,  Cohn  and  Callahan,  J.  J. 
(Mr.  Justice  Cohn  dissenting). 

“A  zoning  ordinance  which  prohibits  the  parking  of  cars  in  open 
lots  is  not  rendered  inapplicable,  nor  is  its  application  un¬ 
constitutional  merely  because  defendant’s  property  was  used 
for  the  parking  of  cars  before  the  passage  of  the  ordinance, 
even  though  such  prior  use  is  accompanied  by  an  invest¬ 
ment  in  regulating  and  grading  the  lot  for  parking  pur¬ 
poses.  However,  where  the  plaintiffs  secured  a  variance 
from  the  Board  of  Standards  and  Appeals  so  as  to  permit 
their  property  to  be  used  for  public  garage  purposes,  they 
are  not  in  a  position  as  private  property  owners,  to  main¬ 
tain  an  action  for  an  injunction  against  the  defendant  who 
is  violating  the  zoning  regulation  by  maintaining  a  park¬ 
ing  lot  in  competition  with  the  plaintiffs  and  to  their 
damage.  Although  persons  using  a  neighborhood  in  con¬ 
formity  with  a  restricted  use  may  be  entitled  to  enjoin  a 
non-conforming  use  from  which  they  suffer  special  injury, 
the  plaintiffs,  as  non-conforming  users  themselves,  are  not 
persons  for  whose  benefit  the  restrictions  contained  in  the 
zoning  ordinance  were  adopted  and  therefore  are  not  en- 


cal.  no.  335-40-BZ — Application,  April  3,  1940,  under  sec¬ 
tions  21  and  7f  of  the  building  zone 
resolution,  of  Samuels  and  Samuels,  ap¬ 
plicants,  on  behalf  of  Long  Island  Sound 
Realty  Company,  owner,  to  permit, 
partly  in  a  residence  use  district  and 
partly  in  a  business  use  district,  the 
erection  and  maintenance  of  a  gasoline 
service  station ;  premises  246-09  to  246- 
19  Northern  boulevard  and  43-70  to 
43-80  247th  street,  northwest  corner 
(Block  No.  8112,  Lot  No.  25),  Little 
Neck,  Borough  of  Queens. 

cal.  no.  295-40-BZ— Application,  March  21,  1940,  under  sec-' 
tion  7c  of  the  building  zone  resolution, 
of  Mark  J.  Joseph,  applicant,  on  behalf 

of  Drydock  Savings  Bank,  owner  (Stan- 

wood  Cafeteria,  Incorporated,  lessee), 
to  permit,  partly  in  a  business  use  dis¬ 
trict  and  partly  in  a  residence,  use  dis¬ 
trict,  the  maintenance  of  business  use 
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(restaurant  and  offices)  on  the  first 
story  of  an  existing  multiple  dwelling- 
premises  2060-2078  Broadway  and  169- 
/D1  West  71st  street,  northeast  corner 
(Block  No.  1143,  Lot  No.  1),  Borough 
of  Manhattan. 


cal.  no.  528-40-BZ— Application,  May  16,  1940,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer.  ap¬ 
plicants.  on  behalf  of  Herman  H.  Behn 
owner,  to  permit,  partly  in  a  business 
use  district  and  partly  in  a  residence 
use  district,  the  alteration  of  a  building 
and  extension  of  gasoline  service  station, 
brake  service  station.  lubritorium  and 
store  use;  premises  114-20  101st  avenue 
southwest  corner  of  115th  street  (Block 
No.  9432,  Lot  No.  8),  Richmond  Hill 
Borough  of  Queens. 


a;/ -40- A— 154  Henry  street,  west  side.  19  ft.  3  in.  north  of 
Love  lane  (Block  No.  236,  Lot  No.  117) 
Borough  of  Brooklyn. 

151/ -39- A  306  New  Lots  avenue,  south  side,  88  ft.  east  of 
Alabama  avenue  (Block  No.  4296,  Lot  No 
5).  Borough  of  Brooklyn. 

64c8-40-A— 10-16  Grand  avenue,  west  side,  80  ft.  1]  in. 

south  of  Flushing  avenue  (Block  No.  1877^ 
part  ot  Lot  No.  30),  Borough  of  Brooklyn. 

6 14-40- A  75  Rutgers  Slip,  east  side,  38.3  ft.  south  of 
Cherry  street  (Block  No.  247,  Lot  No  25) 
Borough  of  Manhattan. 

635-40-A— 261  South  street,  north  side,  24.7  ft.  east  of 
Rutgers  Slip  (Block  No.  247,  Lot  No.  2) 
Borough  of  Manhattan. 


A!..  NO.  514-40-BZ— Application,  May  14,  1940,  under  sec¬ 
tions  21,  7b  and  7c  of  the  building  zone 
resolution,  of  Salomon  A.  Hauptman 
applicant,  on  behalf  of  Estate  of  Giu¬ 
seppe  Giambalvo,  owner,  to  permit, 
partly  in  a  business  use  district  and 
partly  in  a  residence  use  district,  the 
conversion  of  occupancy  of  the  first 
s.torX.  an  existing  building  from 
dwelling  to  business  use;  premises  670 
Bush  wick  avenue  and  921-931  Wil¬ 
loughby  avenue,  northwest  corner 
(Block  No.  3194,  Lot  No.  31),  Bor¬ 
ough  of  Brooklyn. 

U-.  no.  18-40-BZ— Application,  January  6,  1940,  under  sec- 

the  building  zone  resolution, 
of  Sidney  H.  Kitzler,  applicant,  on  be¬ 
half  of  Margaret  Murgolo,  owner,  to 
permit  in  a  residence  use  district  the 
altei  ation  and  conversion  of  occupancy 
of  the  first  storv  of  an  existing  building 
to  a  garage  for  more  than  five  (5) 
motor  vehicles:  premises  184  Woodbine 
street,  south  side,  225  ft.  east  of  Central 
avenue  (Block  No.  3360,  Lot  No.  15). 
Borough  of  Brooklyn. 

Appeal  from  Administrative  Decision. 

-■>6-40- A  184  Woodbine  street,  south  side,  225  ft.  east  of 
Central  avenue  (Block  No.  3360,  Lot  No. 
15),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


SEPTEMBER  17,  1940,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

97-39-A— 28  Bowery  and  43  Bayard  street,  southwest  cor¬ 
ner  (Block  No.  163,  Lot  No.  33),  Borough 
of  Manhattan. 

46-39-A— 2321  Third  avenue  and  201  East  126th  street, 
northeast  corner  (Block  No.  1791,  Lot  No. 
1),  Borough  of  Manhattan. 


636-40- A  /9  Rutgers  Slip  and  260  South  street,  northeast 
corner  (Block  No.  247,  Lot  No.  1),  Bor¬ 
ough  of  Manhattan. 


SEPTEMBER  24,  1940,  10  A.  M. 

Building  Zone  Applications. 


.  a  ^ttEKEBY  GIVEN  by  the  Board  of  Stand- 
aids  and  Appeals  of  a  public  hearing  under  the  provisions  of 

M  injn1"1?  ,zftone,  resolution,  Tuesday  morning,  September 
-4,  1940,  at  10  o  clock,  in  Room  1013,  Municipal  Building 
Manhattan,  on  the  following  matters  : 


cau  no.  1048-22-BZ— Application  of  W.  H.  and  J.  F. 

Dusenbury,  applicants,  on  behalf  of 
Kingleff  Holding  Corporation,  owner 
reopened  May  7.  1940.  under  section  21 
of  the  building  zone  resolution,  to  per¬ 
mit  in  a  business  use  district  the  main¬ 
tenance  of  a  gasoline  service  station 
used  in  conjunction  with  a  garage  for 
more  than  five  (5)  motor  vehicles  (said 
garage  was  previously  granted  by  the 
Board)  ;  premises  472-494  Kingston 
avenue.  585-603  East  New  York  ave¬ 
nue,  northwest  corner,  and  546-554  I  ef- 
»erts  avenue  (Block  No.  1332,  Lot  Nos. 

38  and  39),  Borough  of  Brooklyn. 

CAL.  NO.  402- 40- BZ— Application,  April  16,  1940.  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Lama  and  Proskauer,  applicants,  on 
behalf  of  Clifford  K.  Mills,  owner,  to 
permit  in  a  residence  use  district  and 
F  area  district  the  erection  and  main¬ 
tenance  of  a  building  to  be  used  as  a 
gas  station,  auto  laundry,  lubritorium, 
office  and  boiler  room  in  conjunction 
with  a  gasoline  service  station  on  a  plot 
of  ground  previously  occupied  as  a 
gasoline  service  station;  premises  144- 

39  to  144-47  Farmers  boulevard,  south¬ 
east  corner  of  South  Conduit  avenue 
(Block  No.  4517.  Lot  No.  1  and  part  of 
Lot  No.  3),  Springfield,  Borough  of 
Queens. 


cal.  no.  562-32-BZ— Application  of  Lama  and  Proskauer. 
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applicants,  on  behalf  of  Silgreen  Hold¬ 
ing  Corporation,  owner,  reopened  No¬ 
vember  15,  1938.  under  section  21  of  the 
building  zone  resolution,  to  permit  in 
a  business  use  district  the  maintenance 
of  a  gasoline  service  station,  previously 
granted  by  the  Board  for  a  temporary 
period;  premises  208-16  Foch  boulevard, 
southwest  corner  of  Springfield  boule¬ 
vard  (Block  No.  3358,  Lot  No.  50).  c 
St.  Albans,  Borough  of  Queens. 

cal.  no.  230-40-BZ— Application,  March  1,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Reginald  S.  Hardy,  applicant,  on  be¬ 
half  of  Winchester  Realty  Corporation, 
owner,  to  permit,  partly  in  a  residence 
use  district  and  partly  in  a  business  use 
district,  the  erection  and  maintenance  of 
a  gasoline  service  station ;  premises 
234-01  to  234-19  Hillside  avenue  and 
82-63  to  82-71  234th  street,  northeast 
corner  (Block  No.  7935,  part  of  Lot  1 
No.  1),  Creedmore,  Borough  of  Queens. 

cal.  no.  297-40-BZ — Application.  March  20,  1940,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  Henry  Nordheim,  appli¬ 
cant,  on  behalf  of  The  Mutual  Life  In¬ 
surance  Company,  owner  (Louwer 
Garage  Corporation,  lessee),  to  permit, 
partly  in  a  business  use  district  and 
partly  in  a  residence  use  district,  for  a 
temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles;  ( 
premises  1407-1419  College  avenue,  west 
side,  215  ft.  south  of  East  171st  street 
(Block  No.  2786,  parts  of  Lot  Nos.  2, 

6  and  29),  Borough  of  The  Bronx. 

cal.  no.  574-40-BZ — Application,  May  27,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Lama  and  Proskauer,  applicants,  on 
behalf  of  Giuseppe  Proscia,  owner,  to 
permit  in  a  business  use  district,  the 
alteration  and  conversion  of  occupancy 
of  an  existing  building  to  a  garage  for 
more  than  five  (5)  motor  vehicles; 
premises  565-569  Carroll  street,  north  { 
side,  220  ft.  east  of  Fourth  avenue 
(Block  No.  958,  Lot  No.  70),  Borough 
of  Brooklyn. 

cal.  no.  2-40-BZ — Application,  January  2,  1940,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Kollsman  Instrument  Company,  Inc., 
applicant  and  lessee,  on  behalf  of  Pal- 
otto  Corporation,  owner,  to  permit  in  a 
business  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  of  more  than  five  (5)  motor 
vehicles ;  premises  south  side  of  45th 
avenue,  180  ft.  east  of  80th  street 
(Block  No.  1533,  Lot  No.  45),  Elm¬ 
hurst,  Borough  of  Queens. 

cat.,  no.  532-40-BZ — Application,  May  17,  1940,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Benjamin  M.  Sylvan,  applicant,  on 
behalf  of  Hvlda  Kaufman  and  Sadie 
Rosenberg,  owners,  to  permit  in  a  busi¬ 


ness  use  district,  for  a  temporary  period 
of  not  more  than  two  (2)  years,  the 
parking  and  storage  of  more  than  five 
(5)  motor  vehicles;  premises  988 
Forest  avenue,  east  side,  168.65  ft.  south 
of  East  165th  street  and  991-1001 
Tinton  avenue  (Block  No.  2659,  Lot 
No.  20),  Borough  of  The  Bronx. 

t  no.  194-40-BZ— Application,  February  21,  1940,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Helen  Lulves,  applicant  and 
owner,  to  permit  in  a  residence  use  dis¬ 
trict,  the  conversion  of  occupancy  of  an 
existing  dwelling  to  business  use  (under¬ 
taking  establishment)  ;  premises  4259 
Bronxwood  avenue,  west  side,  165.80  ft. 
south  of  East  236th  sti  eet  (Block  No. 
5001,  Lot  No.  62).  Borough  of  The 
Bronx. 

i..  no.  302-40-BZ— Application,  March  25,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Ferdinand  Savignano,  applicant,  on 
behalf  of  Joseph  Molina,  owner,  to  per¬ 
mit  in  a  business  use  district,  the  ex¬ 
tension  and,  also,  conversion  of  occu- 
pancy  of  the  first  story  of  an  existing 
building  to  a  saw  and  planning  mill 
premises  1348-1350  (1340  displayed) 

60th  street,  south  side,  340  ft.  east  oi 
13th  avenue  (Block  No.  5719,  Lot  No 
24),  Borough  of  Brooklyn. 


no.  192-29-BZ— Application  of  H.  A.  Mugler,  appli¬ 
cant,  on  behalf  of  Veronica  Kambourian 
owner,  reopened  January  3.  1939,  under1 
sections  7c  and  21  of  the  building  zom 
resolution,  to  permit  in  a  business  ust 
district  the  reconstruction  and  extension 
of  a  gasoline  service  station  (previously 
granted  bv  the  Board)  ;  premises  58-02 
to  58-06  Laurel  Hill  boulevard  and  51- 
01  to  51-05  58th  street,  southeast  corner 
(Block  No.  2342,  Lot  Nos.  8.  9  and  1C 
and  parts  of  Lot  Nos.  6  and  7),  Wood- 
side,  Borough  of  Queens. 

..  no.  351 -40-BZ— Application,  April  5,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution 
of  William  F.  Regan,  applicant,  on  be 
half  of  William  F.  Regan,  owner,  ti 
permit  in  a  business  use  district  th< 
erection  and  maintenance  of  a  gasolinj, 
service  station;  premises  1000-10K 
Brooklyn  avenue  and  3522-3524  Snyder 
avenue,  southwest  corner  (Block  No- 
4906,  Lot  Nos.  9  and  10),  Borough  o: 
Brooklyn. 

..  no.  470-40-BZ — Application,  May  3,  1940,  under  sec 
tions  7c  and  21  of  the  building  zom' 
resolution,  of  Lama  and  Proskauer.  -ip 
plicants,  on  behalf  of  William  Cohn 
owner  (Jacob  Newmark,  lessee),  t< 
permit,  partly  in  a  business  use  dis 
trict  and  partly  in  a  residence  use  dis 
trict,  the  extension  of  an  existing  gaso 
line  service  station  and,  also,  the  park 
ing  and  storage  of  more  than  five  (5 
motor  vehicles ;  premises  4070-40/ 
Broadway,  southeast  corner  of  Wes 
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J ?2"d  g"*  No.  2141,  Lot  Nos. 

1/  to  20.  inclusive),  Borough  of  Man¬ 
hattan. 

HARRIS  H.  MURDOCK,  Chairman. 


SEPTEMBER  24,  1940,  2  P.  M. 

Appeals  frotti  Administrative  Decisions. 

354-40- A  24-46  24th  street,  west  side,  175  ft.  north  of 
Hoyt  avenue  (Block  No.  873,  Lot  No.  59) 
Long  Island  City,  Borough  of  Queens.  * 

502-40- A— 130  Union  avenue,  east  side.  100  ft.  north  of 
Leyden  avenue  (Block  No.  190,  Lot  No 
42),  Mariners  Harbor,  Borough  of  Rich¬ 
mond. 

618-40- A— 126/  Flushing  avenue,  north  side,  25  ft.  east  of 
Johnson  avenue,  and  636-644  Johnson  ave¬ 
nue  (Block  No.  2996,  Lot  No.  22),  Bor- 
ough  of  Brooklyn. 

. 

/  3/  -40- A—/  94  Columbus  avenue  and  100-102  West  99th 
street,  southwest  corner  (Block  No.  1853, 
Lot  No.  36).  Borough  of  Manhattan. 

750-40-A— 1925  Ocean  parkway,  east  side,  185  ft.  4  jn 

MUthQ7°>f  ^venue  “S"  (Block  No.  7088,  Lot 
-No.  87),  Borough  of  Brooklyn. 

/83-40-A— 223-233  Marlborough  road  and  1501-1507  Bev- 

5119  COrner  (Block  No. 

5119,  Lot  No.  43),  Borough  of  Brooklyn. 

704-40- A  12-14  Heyson  road  (Sea  Girt  avenue),  northeast 

H8neir  f  MeaC?J3tfe  StrCet  (Block  No. 

ough  of  Queens  >'  R«k^ay,  Bor- 

784 - 40- A  47-02  ,o  47-08  Fifth  street  southwest  corner 
of  47th  avenue  (Block  No.  20,  Lot  No.  5) 

.ong  sland  City,  Borough  of  Queens. 


No.  1449,  Lot  No.  43),  Borough  of 
Brooklyn. 

<  ai..  no.  1183-39-BZ— Application.  September  26,  1939,  under 
sections  7h  and  21  of  the  building  zone 
resolution,  of  Henry  Nordheim,  appli¬ 
cant,  on  behalf  of  Josephine  Mauriello, 
owner,  to  permit  partly  in  a  business  use 
district  and  partly  in  a  residence  use 
district,  for  a  temporary  period  of  two 
(2)  years,  the  parking  and  storage  of 
more,  than  five  (5)  motor  vehicles; 
premises  3057  Webster  avenue,  north 
side,  298.78  ft.  east  of  Mosholu  park¬ 
way,  north  (Block  No.  3331,  Lot  No. 
73),  Borough  of  The  Bronx. 

cal.  no.  223- 40-BZ— Application,  March  1,  1940,  under  sec¬ 
tions  21  and  7f  of  the  building  zone 
resolution,  of  Samuels  and  Samuels, 
applicants,  on  behalf  of  Elmo  Realty 
Corporation,  owner,  to  permit  in  a  busi¬ 
ness  use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  • 

Pre,nV^o  ,l8Z6-2884  Eastern  boulevard 
and  1068-1074  Revere  avenue,  southeast 
corner  (Block  No.  5531,  Lot  Nos.  1 
and  4),  Borough  of  The  Bronx. 

CAi"  N0-  207-33-BZ— Application  of  Samuel  J.  Ziegler,  appli¬ 
cant,  on  behalf  of  City  Bank  Farmers 
Trust  Co.,  trustee  for  George  McDon¬ 
ald  Phillips,  owner,  reopened  and  re¬ 
stored  to  calendar,  May  21,  1940,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  use  district, 
the  erection  and  maintenance  of  an  auto¬ 
mobile  showroom,  a  gasoline  service  sta¬ 
tion  and,  also,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles ; 
premises  3090-3094  \Vebster  avenue  and 
401-409  East  203rd  street,  southeast 
corner  (Block  No.  3330,  Lot  Nos.  65 
to  67,  inclusive),  Borough  of  The 
Bronx. 


/  94-40- A  6914-6918  Fifth  avenue,  west  side,  102  ft  8b 

587?  T0?  BvV  RiogC  avenue  (BIock 
Brooklyn!  ^  48  Md  49)’  B°™*> 


OCTOBER  1,  1940,  10  A.  M. 


Building  Zone  Applications. 

ds°ndCA„!S  HEREBY  GIVEN  by  the  Board  of  Sta, 

the  hihldiniT  S  0  a  Put lc  Resting  under  the  provish 
the  budding  zone  resolution.  Tuesday  momma.  October 

Munidkal 


""  no.  529-40-BZ— Application,  May  17,  1940,  under  sec- 
tion  21  of  the  building  zone  resolution, 
of  Lama  and  Proskauer,  applicants,  on 
behalf  of  Cliffdodge  Estate,  Inc., 
owner ,  to  permit  in  a  business  use  dis¬ 
trict,  the  reconstruction  and  extension 
of  an  accessory  building  on  an  existing 
gasoline  service  station;  premises  1788- 
1798  Eastern  parkway  and  2131-2135 
Bergen  street,  northeast  corner  (Block 


CAL.  NO.  88-40-BZ— Application  of  John  J.  Beatty,  appli¬ 
cant,  on  behalf  of  May  E.  Campbell, 
owner,  reopened  September  10,  1940,  re 
amendment  of  resolution — re  applica¬ 
tion,  previously  granted  on  condition, 
under  section  7g  of  the  building  zone 
resolution,  permitting  in  a  residence 
use  district  the  erection  and  maintenance 
of  a  garage  for  more  than  five  (5) 
motor  vehicles  and.  also,  the  inclusion 
in  the  proposed  garage  of  an  existing 
garage  for  more  than  five  (5)  motor 
vehicles;  premises  1290-1300  Decatur 
street,  south  side,  100  ft.  west  of 
Knickerbocker  avenue  (Block  No.  3436, 
Lot  Nos.  24  and  26),  Borough  of 
Brooklyn. 


cal.  no.  393-40-BZ— Application,  April  16,  1940,  under  sec- 
tion  21  of  the  building  zone  resolution 
of  The  Mortgage  Corporation  of  New 
York,  applicant  and  owner  (Peter 
Weiss  Motor  Sales,  Koppers  Outdoor 
Advertising  Company  and  Julien  L. 
Bartelstone  (doing  business  as  Pilgrim 
Refrigerator  Company),  lessees,  to  per- 
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mit  in  a  residence  use  district,  the 
maintenance  of  a  building  occupied  as 
a  garage  for  more  than  five  (5)  motor 
vehicles,  a  motor  vehicle  repair  shop 
and  the  manufacture  of  signs ;  premises 
45-29  to  45-35  50th  (Fitting)  street, 
east  side,  200  ft.  south  of  Queens  boule¬ 
vard  (Block  No.  2283,  Lot  No.  12), 
Woodside,  Borough  of  Queens. 

Appeal  from  Administrative  Decision. 

394-40- A — 45-29  to  45-35  50th  (Fitting)  street,  east  side, 
200  ft.  south  of  Queens  boulevard  (Block 
No.  2283,  Lot  No.  12),  Woodside,  Borough 
of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


OCTOBER  1,  1940,  2  P.  M. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  October 
1.  1940.  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matter: 

c  al.  no.  39-34-BZ— Application  of  Dale  Carnegie,  applicant 
and  owner,  reopened  July  9,  1940,  for 
consideration  as  to  extension  of  permit 
— re  Application,  previously  granted  on 
condition,  under  section  21  of  the  build¬ 
ing  zone  resolution,  permitting  in  a 
residence  use  district  the  change  of 
occupancy  of  an  existing  building  to 
business  use  (restaurant)  for  a  tem¬ 
porary  period ;  premises  northwest  cor¬ 
ner  of  Pembroke  avenue  and  West¬ 
moreland  street  (Block  No.  4118,  Lot 
No.  221),  Little  Neck,  Borough  of 
Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


OCTOBER  15,  1940,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions  of 
the  building  zone  resolution,  Tuesday  morning,  October 
15,  1940,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 

cal  no.  255-40-BZ— Application,  March  7,  1940,  under 
sections  7f  and  21  of  the  building  zone 
resolution,  of  Samuels  and  Samuels,  ap¬ 
plicants,  on  behalf  of  Benjem  Realty 
Corporation,  owner,  to  permit  in  a  busi¬ 
ness  use  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station; 


premises  81-01  to  81-11  Rockaway 
boulevard,  94-01  to  94-07  81st  street, 
northeast  corner,  and  81-02  to  81-10 
Atlantic  avenue,  southeast  corner  of 
81st  street  (Block  No.  9009,  Lot  No 
1),  Woodhaven,  Borough  of  Queens.  , 

cal.  no.  855-27- BZ— Application  of  Shell  Oil  Company,  luc., 
applicant  and  lessee,  on  behalf  of  Anna 
C.  Bingler,  owner,  reopened  for  re¬ 
hearing  under  new  facts  December  5, 
1939,  under  section  21  of  the  building 
zone  resolution,  to  permit  in  a  business 
use  district,  the  maintenance  and  re¬ 
construction  of  a  gasoline  service  sta¬ 
tion  (previously  denied)  ;  premises  216- 
03  Merrick  boulevard,  northeast  corner 
of  Springfield  boulevard  (Block  No 
3541,  Lot  No.  1),  Springfield.  Borough 
of  Queens. 

CAL  NO.  1232-39-BZ — Application,  October  5,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion  and  section  60  of  the  multiple 
dwelling  law,  of  Martyn  N.  Weinstein, 
applicant,  on  behalf  of  Beech  Haven 
Estates,  owner,  to  permit  in  a  residence 
use  district  the  erection  and  maintenance 
of  a  multiple  dwelling  law  having  a 
garage  for  more  than  three  (3)  motor 
vehicles  in  the  cellar  story;  garage 
space  is  for  the  use  of  tenants  only ; 
premises  84-50  169th  street,  west  side, 
165.01  ft.  north  of  Gothic  drive  (Block 
No.  9860,  Lot  No.  40),  Jamaica,  Bor¬ 
ough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman.  1 


OCTOBER  22,  1940,  10  A.  M. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning.  October 
22.  1940,  at  10  o’clock,  in  Room  1013,  Municipal  Building; 
Manhattan,  on  the  following  matter: 

cal.  no.  336-40-BZ — Application,  April  3,  1940,  under  sec¬ 
tions  7f  and  21  of  the  building  zone 
resolution,  of  Samuels  and  Samuels,  ap¬ 
plicants,  on  behalf  of  William  J.  Hamil¬ 
ton,  owner,  to  permit  in  a  business  ust 
district  the  erection  and  maintenance  oi 
a  gasoline  service  station ;  premises  40-1.: 
to  40-19  Junction  boulevard,  east  side 
50.04  ft.  north  of  40th  road  (Block  No 
1605,  Lot  No.  64).  Corona,  Borough  ol 
Queens. 

HARRIS  H.  MURDOCK,  Chairman. 

~~ 


MINUTES 

_ _ _ _ _ • 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  SEPTEMBER  10,  1940. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Assistant  Chief  McCarthy. 


The  minutes  of  the  regular  meeting  of  the  Board  hek 
on  Tuesday  morning,  June  25,  1940  and  the  minutes  o 
the  regular  meeting  of  the  Board  held  Tuesday  afternoon 
June  25,  1940,  were  approved  as  printed  in  Bulletin  No 
27,  Vol.  25. 
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I  he  minutes  of  the  regular  meeting  held  on  Tuesdav 
morning  July  2,  1940  and  the  minutes  of  the  regular  meet¬ 
ing  of  Tuesday  afternoon,  July  2,  1940,  wer?  approved 
as  printed  in  Bulletin  No.  28,  Vol.  25.  approved 

The  minutes  of  the  regular  meeting  held  on  Tuesday 
morning  July  9,  1940.  the  minutes  of  the  regular  meeting 
held  on  Tuesday  afternoon,  July  9,  1940  and  the  minutes 
of  he  special  meeting  held  on  Friday  morning  July  12 
1940,  were  approved  as  printed  in  Bulletin  No.  29  Vo’l  25’ 

The  minutes  of  the  regular  meeting  held  on'  Tuesday 
morning,  July  16  1940;  the  minutes  of  the  regular  meet- 
ing  held  on  Tuesday  afternoon,  July  16,  1940  and  the  min- 
?940  „SpeciaI  meetmg  held  Friday  morning,  July  19, 

il^Vol  25  PPr°Ved  3S  pnnted  in  bulletins  Nos.  30  and 

The  minutes  of  the  special  meeting  held  on  Fridav 

nXr"koATtv^.1?5°'  "crc  ™ 


I  REMISES  AFhECTED- — 4070-4076  Broadway,  south- 

CT°rfev°f  ^est  172nd  street  (Block  No. 

Manhattan  “•  2°  'nC,Usiv<')'  Boro“Kh 

A PPEARANCES — 

For  Applicant:  Alfred  A.  Lama,  Jacob  New- 
mark,  William  Cohn,  Nathan  Cosel,  and 
Samuel  R.  Rosenberg. 

So1  A-  Herzog. 

1  °  ?94f?  Fa  ♦  B1  n  ^RA?~Lai d  °VCr  t0  SePtember  24, 
1940,  at  10  A. M.,  without  further  argument,  for 

inspection  by  a  committee  of  the  Board  and 
decision  by  the  Board 


building  zone  cases 

192-29-BZ. 

SAPPU<5aA„NlTn?,  A’  MUK'er’  «  Kambour- 

SUBJECT— -Application  reopened  January  3,  1940  fre 
decision  of  the  borough  superintendent  of  build¬ 
ings)  under  sections  7c  and  21  of  the  building 
zone  resolution,  to  permit  in  a  business  use  dis¬ 
trict,  the  reconstruction  and  extension  of  a  gaso- 

BoIrdS)erV,CC  Stat,°n  (previousl-v  granted  by  the 

1’RF.MfSES  AFFECTED — 58-02  to  58-06  Laurel  Hill 
boulevard  and  51-01  to  51-05  58th  street  south¬ 
east  corner  (Block  No.  2342,  Lot  Nos.  8,  9  and 
10,  and  parts  of  Lot  Nos.  6  and  7),  Woodside, 
Borough  of  Queens 
\  PPEARANCES— 

For  Applicant:  H.  A.  Mugler 

U.TION  OF  BOARD  Laid  ovA  to .  September  24, 

.  ’  at  1U  A.M.,  to  permit  notices  to  be  sent 
out,  not  later  than  September  13th. 


51-40-BZ. 

>PPLICANT— William  F.  Regan,  for  William  F  Re- 
,  t  gan,  owner. 

UBJECT— Application  (re_  decision  of  the  borough 
superintendent  of  buildings)  under  section  21  of 
he  building  zone  resolution,  to  permit  in  a 
business  use  district,  the  erection  and  mainte- 

service  station. 

!  fnd  3522  -f^1000'1012  Brookl>'n 

?Pi  i  v3S2i£  yrder  avenue,  southwest  corner 

(Block  No.  4906.  Lot  Nos.  9  and  10),  Borough 
of  Brooklyn.  * 

PPEARANCES— 

For  Applicant:  William  F.  Regan  and  Joseph  T 
Kearney. 

'  TI°  B,?ARD~Laid  over  to  September  24, 

1940.  at  10  A.M.,  on  request  of  applicant. 


514-40-BZ. 

APPLICANT— Salomon  A.  Hauptman,  for  Estate  of 
Diuseppe  Giambalvo,  owner. 

M  RJECT  Application  (re  decision  of  the  borough 
superintendent  of  buildings)  under  sections  21. 
/b  and  7c  of  the  building  zone  resolution,  to 
permit  partly  in  a  business  use  district  and  part¬ 
ly  m  a  residence  use  district,  the  conversion  of 
occupancy  of  the  first  story  of  an  existing  build- 
rmT’nrrnIl?ntrom  dwelling  to  business  use. 

PREMISES  AFFECTED  670  Biishwick  avenue  and 
7,,;;  '  W'HnORlihy  avenue,  northwest  corner 

Sooklyn  3'94’  N°' 

APPEARANCES— 

a  rTmv°nnP?i^ant:  Nathan  Hauptman. 

ACTION  OF  BOARD— Laid  over  to  September  17, 
1940,  at  10  A.M.,  on  request  of  applicant’s  rep¬ 
resentative.  F 

80-40- BZ. 

APPLICANT— William  F.  Regan,  for  Dot  Mort  Hold¬ 
ing  Corporation,  owner. 

•SUBJECT— Application  (re  decision  of  the  borough 
superintendent  of  buildings)  under  section  21 
ot  the  building  zone  resolution,  to  permit  in  a 
tesidence  use  district,  for  a  temporary  period 
of  not  more  than  two  (2)  years,  the  parking 

PKFVlSpVSpfcn6  t™five  f5-}  motor  vehicles. 

\  A  |FED  2900-2926  Olinville  avenue 

aJ?d  Wilgus  street,  southeast  corner  and 
679  Arnow  avenue  (Block  No.  4542,  Lot  Nos 

APPEARANCES-0r0Ugh  °f  THe  Er0"X 

For  Applicant:  William  F.  Regan. 

A<  1  TON  OF  BOARD— Application  withdrawn  by  ap¬ 
plicant,  wdthout  argument 
THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commis¬ 
sioners  Savage  and  Blum  and  Deputy 

Chief  McCarthy  . '  4 

Negative  . ’’  q 


0-40-BZ. 

PPUCANT— Lama  and  Proskauer,  for  William  Cohn, 
'  TR icct  ne»  (Jacob  Newmiark,  lessee). 

JLC 1— Application  (re  decision  of  the  acting  bor¬ 
ough  superintendent  of  buildings)  under  sections 
/c  and  21  of  the  building  zone  resolution,  to 
permit  partly  in  a  business  use  district  and  partly 
m  a  residence  use  district,  the  extension  of  an 
existing  gasoline  service  station  and,  also,  the 
parking  and  storage  of  more  than  five  (5)  motor 
vehicles. 


137-40-BZ. 

APPLICANT— Joseph  B.  Lynch,  for  Hill  Holding  Cor- 

oTDTFrT™'!0"’  -owner  (Crescent  Auto  Service,  lessee). 

SUBJEC  I— Application  (re  decision  of  the  borough 
superintendent  of  buildings)  under  section  7c 
of  the  building  zone  resolution,  to  permit  partly 
in  a  business  use  district  and  partly  in  a  resi¬ 
dence  use  district, -the  extension  in  area  of  an 
accessory  building  on  an  existing  gasoline  ser¬ 
vice  station. 

PREMISES  AFFECTED— 148-26  to  148-30  Hillside 
avenue,  south  side,  103.25  ft.  east  of  148th  street 
([.lock  No.  9694,  Lot  No.  17),  Jamaica,  Borough 
of  Queens. 
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APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  con¬ 
dition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commis¬ 
sioners  Savage  and  Blum  and  Assistant 

Chief  McCarthy  .  4 

Negative  .  ® 

THE  RESOLUTION— 

(137-40-BZj 

Whereas,  Joseph  B.  Lynch,  for  Hill  Holding  Corpora¬ 
tion,  owner,  filed  on  February  2,  1940,  an  application  undei 
section  7c  of  the  building  zone  resolution,  to  permit,  partly 
in  a  business  use  and  partly  in  a  residence  use  district,  the 
extension  in  area  of  an  accessory  building  on  an  existing 
gasoline  service  station;  premises  148-26  to  148-30  Hillside 
avenue,  south  side,  103.25  ft.  east  of  148th  street  (Block  No. 
9694,  Lot  No.  17),  Jamaica,  Borough  of  Queens;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
hv  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  September  10,  1940,  after  due  notice  by  publication  m 
the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Hillside  avenue  is  in  a  business  use 
district;  88th  avenue,  148th  street  and  150th  street  are  in 
residence  and  business  use  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  dated  January  10,  1940,  Alteration  Applic.  No. 
843-39,  reads : 

“The  extension  of  this  building  as  an  enclosure  or  a 
grease  pit  used  in  conjunction  with  an  existing  gasoline 
service  station  in  a  business  district  and  extending  into 
a  residence  district  is  contrary  to  Art..  2,  Sec.  3  and 

4  and  6  of  the  Building  Zone  Resolution. 

Not  further  considered.  Reconsideration  denied.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 

a  frontage  of  75  ft.  and  a  depth  of  138  ft.  The  rear  portion 
of  the  plot  extends  into  the  residence  use  district  for  a  dis¬ 
tance  of  38  ft.  Upon  the  rear  of  the  plot  there  are  located 
8  individual  garages  and  at  the  rear  of  the  office  there  is 
another  individual  garage.  It  is  proposed  to  maintain  the 
use  of  8  of  these  garages ;  to  alter  and  extend  the  existing 
accessory  building,  and  to  relocate  the  pumns  on  the  exist¬ 
ing  gasoline  service  station;  and 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  c  of  the  building  zone  resolution,  to  permit  the 
reconstruction  and  rearrangement  of  the  existing  legal  gaso¬ 
line  service  station. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
here  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution,  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  under  section  7-c  thereof, 
to  permit  the  alteration  and  rearrangement  of  the  legally 
existing  gasoline  service  station  substantially  as  indicated  on 
plans  filed  herein,  on  condition  that  the  existing  building 
shall  be  remodeled  with  a  new  front,  as  indicated,  and  that 
the  accessory  building  shall  be  substantially  of  the  design 
as  indicated  on  plans  filed  marked  “Received  February  21, 
1940” ;  that  the  accessory  building  shall  be  constructed  of 
incombustible  materials,  except  that  the  roof  beams  and  roof 
boarding,  door  frames  and  doors,  window  frames  and  sash 
may  be  of  wood,  and  provided  the  ceiling  throughout  is  fire- 
retarded  in  accordance  with  the  rules  of  the  Board  of  Stand¬ 
ards  and  Appeals ;  that  no  closure  doors  shall  be  installed 
in  the  greasing  section  unless  ventilation  of  the  greasing  pits 
is  provided,  consisting  of  ducts  through  the  roof  and  a  fan 
having  a  spark-proof  motor ;  that  no  windows  or  other 
openings  shall  be  constructed  to  the  adjoining  property  to 
the  west ;  that  there  shall  be  erected  on  the  side  lot  lines 


continuously  from  the  front  to  the  existing  b-car  garages  in 
the  rear,  a  substantial  wooden  fence  not  less  than  4  feet  in 
height,  mounted  on  a  concrete  curb  not  less  than  12  inches 
in  height ;  that  all  buildings  other  than  those  shown  to  remain 
shall  be  removed  and  the  entire  plot  shall  be  leveled  sub¬ 
stantially  to  the  grade  of  Hillside  avenue  and  that  the  front 
portion  between  the  accessory  building  and  Hillside  avenue 
shall  be  cement  paved ;  that  the  balance  of  the  open  portion 
of  the  premises  shall  be  cement  paved  or  surfaced  with  steam 
cinders,  properly  rolled  and  bound ;  that  any  gasoline  pumps 
erected  shall  not  be  nearer  than  10  feet  to  the  street  line  of 
Hillside  avenue ;  that  curb  cuts  shall  not  exceed  two  not  over 
30  feet  in  width  each,  and  no  curb  cuts  shall  be  nearer  than  ■ 
5  feet  to  either  side  lot  line  as  extended ;  that  signs  shall 
be  restricted  to  permanent  signs  attached  to  the  facade  of 
the  accessory  building  and  to  the  illuminated  globes  of  the 
gasoline  pumps,  excluding  all  roof  and  temporary  signs,  but 
permitting  the  erection  within  the  building  line  of  a  post 
standard  to  support  a  sign,  which  may  be  illuminated,  adver¬ 
tising  only  the  brand  of  gasoline  on  sale,  and  permitting  such 
sign  to  extend  beyond  the  building  line  for  a  distance  of  not 
more  than  4  feet;  that  any  existing  signs  attached  to  the 
adjoining  building  shall  be  removed;  that  there  shall  be  no1 
motor  vehicle  repairing  on  the  premises  and  there  shall  be 
no  parking  of  cars  other  than  those  being  serviced,  except 
that  the  legally  permitted  8  garages  in  the  rear  shall  be  con¬ 
tinued  ;  that  there  shall  be  no  opening  in  the  side  lot  lines 
through  the  fence  to  the  adjoining  premises;  that  no  portable] 
gasoline  pumps  shall  be  used  on  or  from  the  premises ;  that 
the  sidewalk  shall  be  laid  new  and  curbs  restored  except  for 
the  curb  cuts  herein  permitted ;  that  the  existing  street 
hydrant  shall  be  removed  easterly  so  as  to  be  not  nearer  than 
3  ft.  to  any  portion  of  the  entrance ;  that  all  permits  required 
shall  be  obtained  and  all  work  completed  within  one  year 
from  the  date  of  this  action. 


210-40-BZ. 

APPLICANT — John  D.  Connaughton,  for  Cristina 
Pelizzari,  owner. 

SUBJECT — Application  (re  decision  of  the  borough 
superintendent  of  buildings)  under  section  21  of 
the  building  zone  resolution,  to  permit  in  a  resi¬ 
dence  use  district,  the  alteration  and  conversion 
of  occupancy  of  part  of  the  basement  story  of 
an  existing  dwelling  to  business  use  (store). 
PREMISES  AFFECTED— 609  Thwaites  place,  north 
side,  37.05  ft.  west  of  Olinville  avenue  (Block 
No.  4342,  Lot  No.  47),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  John  D.  Connaughton. 

For  Opposition:  Joseph  Naclerio. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Assistant  Chief  McCarthy.....  1 
Negative:  Chairman  Murdock,  Commis¬ 
sioners  Savage  and  Rlum .  ^  - 

THE  RESOLUTION— 

(210-40-BZ) 

Whereas,  John  D.  Connaughton,  for  Cristina  Pelizzari 
owner,  filed  on  February  27,  1940,  an  application.,  undei 
section  21  of  the  building  zone  resolution,  to  permit  in  £ 
residence  use  district  the  alteration  and  conversion  of  occu 
pancy  of  part  of  the  basement  story  of  an  existing  dwelling 
to  business  use  (store)  ;‘ premises  609  Thwaites  place,  nortl 
side,  37.05  ft.  west  of  Olinville  avenue  (Block  No.  434. 
Lot  No.  47),  Borough  of  The  Bronx;  and 
Whereas,  a  public  hearing  was  held  on  this  applicatioi 
by  the  Board  of  Standards  and  Appeals,  at  its  r.egulai 
meeting,  September  10,  1940,  after  due  notice  by  publicatioi 
in  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build 
ing  zone  resolution  show  that  White  Plains  avenue  is  in  ; 
business  and  residence  use  district ;  Thwaites  place,  Olm 
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\ille  avenue  and  Pelham  Parkway  are  in  residence  and 
business  use  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buddings  on  L  &  V  Application  No.  828-39,  dated  February 
21,  1940,  reads: 

A-l— Proposed  store  in  basement  is  unlawful.  Prem¬ 
ises  is  in  a  residential  district  and  business  use  is  not 
permissible  under  Section  3  of  the  Zone  Resolution  ’’ 

and 

Whereas,  the  existing  building  is  non-fireproof  construc¬ 
tion  with  a  frontage  of  24  ft.  6  in.  and  a  depth  of  60  ft., 
two  (2)  stories  and  basement  in  height ;  it  is  proposed  to  alter 
and  to  convert  the  occupancy  of  part  of  the  basement  story 
of  the  existing  three  (3)  family  dwelling  from  residence 
to  business  use  (store)  ;  and 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  the  applicant  failed  to 
substantiate  a  basis  of  appeal  under  section  21  of  the  build¬ 
ing  zone  resolution  and  \vas,  therefore,  not  entitled  to  relief 
on  the  grounds  of  practical  difficulty  and  unnecessary  hard¬ 
ship. 

Resolved ,  that  the  decision  of  the  borough  superintendent 
on  L  &  V  Application  No.  828-39  be  and  it  hereby  is 
affirmed  and  that  the  application  be  and  it  hereby  is  denied. 


APPEAL  FROM  ADMINISTRATIVE  DECISION 

5 54-40- A. 

1 APPLICANT. — Lama  and  Proskauer,  for  Margaret  Di 
Gioia,  owner. 

SUBJECT  Appeal  from  a  decision  of  the  borough 
superintendent  of  buildings. 

PREMISES  AFFECTED— 2146  Gerritsen  avenue,  west 
side,  280  ft.  north  of  Avenue  U  (Block  No.  7341, 
Lot  No.  4),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

At  1  ION  OP  BOARD — Laid  over  to  October  8th,  1940, 
at  10  A.M.,  for  applicant  to  produce  copies  of 
deeds  pertaining  to  property  involved. 


Adjourned,  12  :00  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  SEPTEMBER  10,  1940. 

Present :  Chairman  Murdock,  Commissioners  Savage 
‘nd  Blum  and  Assistant  Chief  McCarthy. 


BUILDING  ZONE  CASES. 

'52-29-BZ. 

APPLICANT — Robertson  Trowbridge,  owner  (Frank 
Cardano,  lessee). 

SUBJECT  Application  for  consideration  —  reopening 
under  new  proposal  re  (decision  of  the  borough 
superintendent  of  buildings)  under  sections  7b 
and  7f  of  the  building  zone  resolution,  to  permit 
partly  in  a  business  use  district  and  partly  in  an 
unrestricted  use  district,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles;  previously 
withdrawn  re  erection  and  maintenance  of  a  gar¬ 
age  for  the  storage  of  more  than  five  (5)  motor 
vehicles. 

REMISES  AFFECTED — 8801-8809  Fourth  avenue 
and  402-412  88th  street,  southeast  corner  (Block 
No.  6065,  Lot  Nos.  6,  9  and  11),  Borough  of 
Brooklyn. 


APPEARANCES— 

For  Applicant:  Louis  S.  Adler. 

At  1  ION  OF  BOARD — Application  reopened,  subject 
to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commis¬ 
sioners  Savage  and  Blum  and  Assistant 

Chief  McCarthy .  4 

Negative  .  .  n 


182-30-BZ. 

AI  1  LI  CAN  1  Marshall  and  Marshall,  for  Jennie  Mac¬ 
Donald,  owner. 

'"A  FJ  EC  I  Application  for  consideration  —  reopening 
and  rehearing  on  alleged  new  facts  re  Applica¬ 
tion  (decision  of  the  commissioner  of  buildings) 
under  section  21  of  the  building  zone  resolution, 
to  permit  partly  in  a  business  use  district  and 
partly  in  a  residence  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station; 
previously  denied. 

PREMISES  AFFECTED— 8918-8932  Fourth  avenue, 
northwest  corner  of  90th  street  (Block  No! 
6064B,  Lot  No.  65),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  George  A.  Marshall. 

At  I  ION  OF  BOARD — Application  reopened,  subject 
to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commis¬ 
sioners  Savage  and  Blum  and  Assistant 


Chief  McCarthy  .  4 

Negative  .  .  q 


438-39-BZ. 

APPLICANT — Lama  and  Proskauer,  for  Fannie  Wolf, 
owner. 

SUBJECT — Application  for  consideration  —  reopening 
and  restoration  to  calendar,  under  section  7f  re 
Application  (decision  of  the  acting  borough 
superintendent  of  buildings)  under  section  21 
of  the  building  zone  resolution,  to  permit  in  a 
business  use  district,  the  erection  and  mainte¬ 
nance  of  a  gasoline  service  station  (previously 
withdrawn). 

premises  Affected— 4312  church  avenue,  south 

side,  60  ft.  west  of  Troy  avenue  (Block  No. 
4897,  Lot  No.  7),  Borough  of  Brooklyn. 
APPEARANCES— 

FOR  Applicant:  Alfred  A.  Lama. 

ACTION  OF  BOARD — Application  reopened,  subject 
to  usual  procedure. 

THE  \rOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commis¬ 
sioners  Savage  and  Blum  and  Assistant 


Chief  McCarthy  .  4 

Negative  .  0 


1422-39-BZ. 

APPLICANT — Lama  and  Proskauer,  for  J  and  P  De¬ 
velopment  Corporation,  owner. 

SUBJECT — Application  for  consideration  —  reopening 
and  restoration  to  calendar  —  re  Application 
(decision  of  the  borough  superintendent  of 
buildings)  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  use  district, 
the  erection  and  maintenance  of  a  gasoline  ser¬ 
vice  station,  lubritorium,  auto  laundry  and  office: 
previously  withdrawn. 

PREMISES  AFFECTED— 133-40  Van  Wyck  boule¬ 
vard,  northwest  corner  of  135th  avenue  (Old 
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South  road);  (Block  No.  2841,  part  of  Lot  No. 
1),  Jamaica,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

ACTION  OF  BOARD — Application  reopened,  subject 
to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commis¬ 
sioners  Savage  and  Blum  and  Assistant 


Chief  McCarthy  .  4 

Negative  .  .  0 


88-40-BZ. 

APPLICANT — John  J.  Beatty,  for  May  E.  Campbell, 
owner. 

SUBJECT — Application  for  consideration  —  reopening 
and  amendment  of  resolution  —  re  Application 
(decision  of  the  borough  superintendent  of 
buildings)  under  sections  7 a  and  7 g  of  the  build¬ 
ing  zone  resolution,  permitting  in  a  business  use 
district,  the  erection  and  maintenance  of  a  gar¬ 
age  for  more  than  five  (5)  motor  vehicles  and 
also,  the  inclusion  in  the  proposed  garage  of  an 
existing  garage  for  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 1290-1300  Decatur  street, 
south  side,  100  ft.  west  of  Knickerbocker  avenue 
(Block  No.  3436,  Lot  Nos.  24  and  26),  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  John  J.  Beatty. 

ACTION  OF  BOARD — Application  reopened,  subject 
to  usual  procedure  and  set  for  hearing  October 
1,  1940,  at  10  A.M. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commis¬ 
sioners  Savage  and  Blum  and  Assistant 


Chief  McCarthy  .  4 

Negative  .  . .  0 


347-40-BZ. 

APPLICANT — Thomas  W.  Lamb,  Inc.,  for  Bowery 
Savings  Bank  and  Estate  of  Elizabeth  A.  Mur- 
tagh  (Peter  C.  Murtagh,  trustee),  owners. 

SUBJECT — Application  for  consideration  —  reopening 
and  rehearing  on  new  proposal  re  Application 
(decision  of  the  acting  borough  superintendent 
of  buildings)  under  sections  7g  and  21  of  the 
building  zone  resolution,  to  permit  in  a  business 
use  district,  the  erection  and  maintenance  of  a 
garage  for  more  than  five  (5)  motor  vehicles; 
previously  denied. 

PREMISES  AFFECTED— 479-495  Lexington  avenue, 
east  side,  from  East  46th  street  to  East  47th 
street,  127-149  East  46th  street  and  130-136  East 
47th  street  (Block  No.  1301,  Lot  Nos.  20  to  28 
inclusive  and  47  to  53  inclusive),  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  Harry  J.  Williams  and  G.  J. 
McNamara. 

ACTION  OF  BOARD — Application  reopened,  subject 
to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commis¬ 
sioners  Savage  and  Blum  and  Assistant 


Chief  McCarthy  .  4 

Negative  .  . .  0 


SUBJECT — Application  (re  decision  of  the  borough 
superintendent  of  buildings)  under  section  21  of 
the  building  zone  resolution,  to  permit  in  a  resi¬ 
dence  use  district,  the  reconstruction  of  an  exist¬ 
ing  gasoline  service  station. 

PREMISES  AFFECTED— 440  East  102nd  street, 
southwest  corner  of  East  River  drive  (Block 
No.  1695,  Lot  No.  25),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  withdrawn  on 
written  request. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commis¬ 
sioners  Savage  and  Blum  and  Assistant 


Chief  McCarthy  .  4 

Negative  .  ....  0 


1261-39-BZ. 

APPLICANT — Theodore  R.  Feinberg,  for  Pure  Oil 
Company,  owner,  (S.  &  R.  Service  Station, 
lessee). 

SUBJECT — Application  (re  decision  of  the  borough 
superintendent  of  buildings)  under  section  21 
of  the  building  zone  resolution,  to  permit  partly 
in  a  business  use  district  and  partly  in  a  resi¬ 
dence  use  district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking  and  stor¬ 
age  of  more  than  five  (5)  motor  vehicles  in 
conjunction  with  an  existing  gasoline  service ; 
station. 

PREMISES  AFFECTED— 2701  Fort  Hamilton  park¬ 
way,  northwest  corner  of  Prospect  avenue  (Block 
No.  5284,  Lot  No.  64),  Borough  of  Brooklyn. 

APPEARANCES— 


For  Applicant:  None. 

ACTION  OF  BOARD — Application  withdrawn  on 

written  request. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commis¬ 
sioners  Savage  and  Blum  and  Assistant 

Chief  McCarthy  .  4 

Negative  .  ....  0 


1382-39-BZ. 

APPLICANT — Lama  and  Proskauer,  for  East  River 
Savings  Bank,  owner. 

SUBJECT — Application  (re  decision  of  the  borough 
superintendent  of  buildings)  under  section  21  of 
the  building  zone  resolution,  to  permit  in  a  resi¬ 
dence  use  district,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 119-125  West  96th  street, 
north  side,  325  ft.  west  of  Columbus  avenue 
(Block  No.  1851,  Lot  Nos.  16  to  19  inclusive), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

ACTION  OF  BOARD — Application  withdrawn  on 
written  request. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commis¬ 
sioners  Savage  and  Blum  and  Assistant 

Chief  McCarthy  .  ^ 

Negative  . •  • 


1043-39  BZ. 

APPLICANT — Lama  and  Proskauer,  for  440  East  102nd 
Street  Corporation,  owner. 


649-40-BZ. 

APPLICANT— Charles  B.  Ferris,  for  The  Mutual  Life 
Insurance  Company  of  New  York,  owner. 
SUBJECT — Application  (re  decision  of  the  acting  bor- 
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outfh  superintendent  of  buildings)  under  section 
-1  of  the  building  zone  resolution  to  permit  in 
a  retail  use  district,  the  extension  of  a  factory 
occupancy,  in  an  existing  building,  in  excess  of 
the  allowable  area. 

PREMISES  AFFECTED— 45-47  West  38th  street, 

north  side,  270  ft.  east  of  Sixth  avenue  (Block 

iDDP*iuv^PLot  ^T°-  16)»  Borough  of  Manhattan. 

APPEARANCES — 

For  Applicant:  Otto  L.  Kelm. 

ACTION  Oh  BOARD — Application  withdrawn  on 

written  request. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commis¬ 
sioners  Savage  and  Blum  and  Assistant 

Chief  McCarthy  .  4 

Negative  .  '  .  n 


O80-40-BZ. 

,  APPLICANT — Philip  Birnbaum,  for  Century  Builders 
Inc.,  owner. 

SUBJECT— Application  (re  decision  of  the  borough 
superintendent  of  buildings)  under  section  21 
of  the  building  zone  resolution,  to  permit  in  a 
residence  use  district,  the  erection  and  mainte¬ 
nance  of  a  multiple  dwelling,  having  a  garage 
for  more  than  three  (3)  motor  vehicles  in  the 
basement  story;  garage  space  is  for  the  use  of 
tenants  only. 

PREMISES  AFFECTED — 650  Victory  boulevard, 
northeast  corner  of  Eddy  street  (Block  No.  589! 
T-ot  No.  35),  Tompkinsville,  Borough  of  Rich¬ 
mond. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  withdrawn  on 
written  request. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commis¬ 
sioners  Savage  and  Blum  and  Assistant 

Chief  McCarthy  .  4 

Negative  . .  . .  .  n 


101-22-BZ. 

\PPUCANI  E.  J.  McGrew,  Deputy  Commissioner, 
for  Department  of  Public  Works,  City  of  New 
York,  owner. 

SUBJECT— Application  for  consideration  —  reopening 
and  amendment  of  resolution  —  re  Application 
(decision  of  the  superintendent  of  buildings), 
previously  granted  on  condition  under  section 
7g  of  the  building  zone  resolution,  permitting  in 
a  residence  use  district,  the  erection  and  mainte¬ 
nance  of  a  garage  for  more  than  five  (5)  motor 
vehicles  for  Department  of  Sanitation. 

REMISES  AFFECTED — 5608-5624  19th  avenue,  north 
side,  307  ft.  6  in.  west  of  55th  street  (Block 
No.  5494.  part  of  Lot  No.  8),  Borough  of  Brook¬ 
lyn. 

APPEARANCES — 

For  Applicant:  A.  J.  Daidone  and  C.  A.  Var- 
rall. 

vCTION  OI-  BOARD — Application  reopened  and  reso¬ 
lution  amended. 

HE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION — 

Affirmative:  Chairman  Murdock,  Commis¬ 
sioners  Savage  and  Blum  and  Assistant 


Chief  McCarthy .  .  4 

Negative  .  j) 


THE  RESOLUTION— 


\Yherkas,  this  application,  affecting  premises  5608-5624 
9th  avenue  north  side,  307  ft.  6  in.  west  of  55th  street 
(Block  No.  5494,  part  of  Lot  No.  8),  Borough  of  Brooklyn, 
to  permit  in  a  residence  use  district  the  erection  and  main¬ 
tenance  of  a  housing  station  for  D.  S.  C.  was  granted  by  the 
Board  April  25,  1922,  on  certain  conditions;  and 
YY  hereas,  the  Department  of  Public  Works,  for  the 
Lity  of  .\ew  York,  owner,  requested  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  on  April  25,  192 2.  bv 
adding  thereto: 


that  in  the  event  it  is  desired  to  construct  a  new 
chimney  in  connection  with  a  low  pressure  heating  plant 
toi  this  building  and  the  building  adjoining,  variance  for 
which  was  permitted  by  the  Board  under  Cal.  No.  341- 
:’7-BZ,  such  chimney  mav  be  constructed  substantially 
m  accordance  with  the  design  indicated  on  plan  marked 
Received  August  6,  1940,’  as  filed  with  the  Building 
Department  on  Alt.  Applic.  3362-40.” 


500-28-BZ. 

APPLICANT — Charles  Zenker,  owner. 

SI  RJEC  T  Application  for  consideration  —  reopening 
and  extension  of  time  —  re  Application  (deci¬ 
sion  of  the  commissioner  of  buildings)  under 
sections  7c  and  21  of  the  building  zone  resolu¬ 
tion,  permitting  partly  in  a  business  use  district 
and  partly  in  a  residence  use  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  sta¬ 
tion. 

PREMISES  AFFECTED — 2801-2819  Bailey  avenue, 
northwest  corner  of  West  Kingsbridge  road 
(Block  No.  3264,  Lot  No.  30),  Borough  of  The 
Bronx. 

APPEARANCES— 

For  Applicant:  William  Shary. 

AC  I  ION  OF  BOARD — Application  reopened  and  time 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commis¬ 
sioners  Savage  and  Blum  and  Assistant 

Chief  McCarthy  .  4 

Negative  .  q 

THE  RESOLUTION— 

(500-28-BZ) 

Whereas,  this  application  affecting  premises  2801-2819 
Bailey  avenue,  northwest  corner  of  West  Kingsbridge  road 
(Block  No.  3264,  Lot  No.  30),  Borough  of  The  Bronx,  to 
permit  in  a  business  use  district  the  erection  and  mainte¬ 
nance  of  a  garage  for  the  storage  of  more  than  five  motor 
vehicles  was  granted  by  the  Board  May  14,  1929,  but  was 
never  erected ;  and 

Whereas,  William  Shary,  for  Charles  Zenker,  present 
owner,  requested  a  reopening  of  this  application  to  permit 
partly  in  a  business  district  and  partly  in  an  unrestricted 
district,  the  erection  and  maintenance  of  a  gasoline  service 
station;  and  the  case  was  reopened  by  vote  of  the  Board 
October  20,  1934;  and 

Whereas,  this  application  was  granted  by  the  Board  Jan- 
uary  22,  1935,  on  certain  conditions,  time  extended  to  com¬ 
plete  work  September  22,  1937.  September  13,  1938,  and  July 
18,  1939,  and  owner  requested  a  further  extension  of  time  to 
complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  by  the  Board  on  Janu¬ 
ary  22,  1935,  only  so  far  as  it  has  reference  to  completion  of 
work,  so  that  as  amended  that  portion  of  the  resolution  shall 
read: 

“that  the  time  in  which  to  complete  the  work  shall  be 
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extended  one  year  from  the  date  of  this  amended  reso¬ 
lution;” 


315-33-BZ. 

APPLICANT — Charles  M.  Spindler,  for  Mary  A.  Klass, 


owner. 

SUBJECT — Application  for  consideration  —  reopening 
and  amendment  of  resolution  re  Application  (de¬ 
cision  of  the  commissioner  of  buildings)  under 
section  21  of  the  building  zone  resolution,  per¬ 
mitting  in  a  business  use  district  the  erection 
and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — Southeast  corner  of  Astoria 
avenue  and  44th  street  (Block  No.  717,  part  of 
Lot  No.  29),  Astoria,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  James  Haus. 

ACTION  OF  BOARD — Application  reopened  and  reso¬ 
lution  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESO¬ 


LUTION— 

Affirmative:  Chairman  Murdock,  Commis¬ 
sioners  Savage  and  Blum  and  Assistant 

Chief  McCarthy  .  . 

Negative  . .  . 


4 

0 


(315-33-BZ) 

Whereas,  this  application  affecting  premises  southeast 
corner  of  Astoria  avenue  and  44th  street  (Block  No.  717, 
part  of  Lot  No.  29),  Astoria.  Borough  of  Queens,  was 
granted  by  the  Board  March  13,  1934,  on  certain  conditions, 
time  extended  April  23,  1935,  September  24,  1935,  April  28, 
1936  and  February  23,  1937,  and  the  owner  requested  an 
amendment  of  the  resolution  as  to  frontage  on  Astoria  boule¬ 
vard. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  on  March  13,  1934,  only 
so  far  as  it  refers  to  the  description  of  the  property  and  the 
amount  of  frontage  on  Astoria  boulevard,  so  that  as  amended 
this  portion  of  the  preamble  to  the  resolution  shall  read : 

“Whereas,  the  premises  consist  of  a  plot  of  ground  hav¬ 
ing  a  frontage  of  106.35  feet  on  Astoria  boulevard.  .  . 


158-36-BZ. 

APPLICANT — Gustave  Lindell,  for  Kew  Club  Realty 
Corporation,  owner. 

SUBJECT — Application  for  consideration  —  reopening 
and  extension  of  permit  —  re  Application  (de¬ 
cision  of  the  commissioner  of  buildings)  under 
section  7h  of  the  building  zone  resolution,  per¬ 
mitting  in  a  business  use  district,  the  parking 
and  storage  of  more  than  five  motor  vehicles, 
for  a  temporary  period  of  not  more  than  two 
(2)  years. 

PREMISES'  AFFECTED— 83-26  Austin  street,  south 
side,  180  ft.  east  of  Lefferts  boulevard  (Block 
No.  3338,  part  of  Lot  No.  25),  Kew  Gardens, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Frances  Finkelhorn. 

ACTION  OF  BOARD — Application  reopened  and  per¬ 
mit  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PER¬ 
MIT— 

Affirmative:  Chairman  Murdock,  Commis¬ 
sioners  Savage  and  Blum  and  Assistant 


Chief  McCarthy  .  .  4 

Negative  . .  . .  0 


(158-36-BZ) 

Whereas,  Gustave  Lindell,  for  Kew  Club  Realty  Corpora¬ 
tion,  owner,  filed,  May  29,  1936,  an  application  under  section 
7h  of  the  building  zone  resolution  to  permit  in  a  business  use 


district  the  storage  and  parking  of  more  than  five  (5)  motor 
vehicles ;  premises :  83-26  Austin  street,  south  side,  180  ft. 
east  of  Lefferts  boulevard  (Block  No.  3338.  part  of  Lot  No. 
25),  Kew  Gardens,  Borough  of  Queens;  and 
Whereas,  this  application  was  granted  by  the  Board 
November  24,  1936,  on  certain  conditions,  permit  extended 
September  27,  1938  and  the  applicant  requested  a  further 
extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  by  the  Board  on  Novem¬ 
ber  24  1936,  as  amended  by  resolution  adopted  by  the  Board 
on  September  27,  1938,  only  so  far  as  it  has  reference  to 
term  of  permit,  so  that  as  amended  that  portion  of  the  reso¬ 
lution  shall  read : 

“granted,  under  section  7,  subdivision  h,  for  a  term  of 
two  (2)  years,  from  the  date  of  this  amended  resolution. 


174-36-BZ. 

APPLICANT — Kim  Parking  Stations,  Inc.,  lessees,  for 
New  York  Clothing  Cutters  Centre,  Inc.,  owner. 
SUBJECT — Application  for  consideration  —  reopening 
and  extension  of  permit  —  re  Application  (de¬ 
cision  of  the  commissioner  of  buildings)  under 
section  7h  of  the  building  zone  resolution,  per¬ 
mitting  in  a  business  use  district  for  a  tem¬ 
porary  period  of  not  more  than  two  (2)  years, 
the  parking  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED— 44-46  East  12th  street,  south 
side,  132  ft.  west  of  Broadway  (Block  No.  563, 
Lot  No.  28),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Emanuel  Rosenstein. 
ACTION  OF  BOARD — Application  reopened  and  per¬ 
mit  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PER¬ 
MIT— 

Affirmative:  Chairman  Murdock,  Commis¬ 
sioners  Savage  and  Blum  and  Assistant 

Chief  McCarthy  .  4 

Negative  . .  .  0 

THE  RESOLUTION— 

(174-36-BZ) 

Whereas,  this  application,  affecting  premises  44-46  East 
12th  street,  south  side,  132  ft.  west  of  Broadway  (Block 
No.  563,  Lot  No.  28)  Borough  of  Manhattan,  was  granted 
by  the  Board  July  14,  1936,  for  a  period  of  two  years  under 
certain  conditions,  permit  extended  October  11,  1938,  and  the 
owner  requested  a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  by  the  Board  QP  July 
14,  1936,  only  so  far  as  it  has  reference  to  term  of  permit, 
so  that  as  amended  that  portion  of  resolution  shall  read: 

.  .  granted,  under  section  7,  subdivision  h,  for  a  term 
of  two  (2)  years  from  the  date  of  this  amended  reso¬ 
lution.” 


320-37-BZ. 

APPLICANT— R.  G.  and  W.  M.  Cory,  for  Bronxville 
Realty  Corporation,  owner. 

SUBJECT — Application  for  consideration  —  reopening 
and  extension  of  time  —  re  Application  (de¬ 
cision  of  the  commissioner  of  buildings)  under, 
sections  7 a  and  21  of  the  building  zone  resolu¬ 
tion,  permitting  in  a  business  use  district,  the 
extension  in  height  of  an  existing  factory  build¬ 
ing. 

PREMISES  AFFECTED— 901  East  228th  street,  east 
side  of  Bronxwood  avenue,  between  East  228th 
street  and  East  229th  street  (Block  No.  4864, 
part  of  Lot  No.  35),  (Building  No.  2),  Borough 
of  The  Bronx. 
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APPEARANCES— 

For  Applicant:  Walter  M.  Cory. 

ACTION  Oh  BOARD — Application  reopened  and  time 

extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commis¬ 
sioners  Savage  and  Blum  and  Assistant 


Chief  McCarthy .  4 

Negative  .  *  0 

THE  RESOLUTION— 


(320-37-BZ) 

Whereas,  this  application  affecting  premises  901  East 
228th  street,  east  side  of  Bronxwood  avenue  between  East 
228th  street  and  East  229th  street  (Building  No.  2)  ;  (Block 
No.  4864,  part  of  Lot  No.  35),  Borough  of  The  Bronx,  was 
granted  by  the  Board  October  19,  1937.  on  certain  conditions, 
time  extended  October  4,  1938  and  October  10,  1939,  and 
applicant  requested  a  further  extension  of  time  to  obtain 
permit  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  of  October  19,  1937,  only  so 
tar  as  it  refers  to  the  time  within  which  to  complete  work, 
so  that  as  amended  that  portion  of  the  resolution  shall  read : 
“that  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  one  year  from  the  date  of  this  amended 
resolution.” 


448-37-BZ. 

APPLICANT — Theodore  R.  Feinberg.  for  460  Eighth 
Avenue  Corporation,  owner. 

Sh  BJ  ECT  Application  for  consideration  —  reopening 
and  extension  of  permit  —  re  Application  (de¬ 
cision  of  the  borough  superintendent  of  build¬ 
ings  under  section  7h  of  the  building  zone  reso¬ 
lution,  permitting  in  a  retail  use  district,  for  a 
temporary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles. 

PREMISES  AFFECTED — 255  West  33rd  street,  north 
side,  200  ft.  east  of  Eighth  avenue  (Block  No. 
783,  Lot  No.  11),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Theodore  R.  Feinberg. 

ACTION  OF  BOARD — Application  reopened  and  per¬ 
mit  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PER¬ 
MIT — 

Affirmative:  Chairman  Murdock,  Commis¬ 
sioners  Savage  and  Blum  and  Assistant 


Chief  McCarthy  .  4 

Negative  .  .  0 

THE  RESOLUTION— 


(448-37-BZ) 

Whereas,  this  application  under  section  7h  of  the  building 
zone  resolution,  to  permit  for  a  temporary  period  of  two 
years  in  a  retail  use  district,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  premises  255  West  33rd  street, 
north  side,  200  ft.  east  of  Eighth  avenue  (Block  No.  783, 
Lot  No.  11),  Borough  of  Manhattan,  was  granted  bv  the 
Board  June  1,  1938,  on  certain  conditions;  and 

Whereas,  the  owner  requested  an  extension  of  the  tem¬ 
porary  period. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  on  June  1,  1938.  only  so 
tar  as  >1  has  reference  to  the  term  of  the  permit,  so  that  as 
■•mended,  that  portion  of  the  resolution  shall  read: 

granted  under  section  7h  for  a  term  of  two  years  from 
the  date  of  this  amended  resolution.'' 


595-37-BZ. 

APPLK  AN  1 — Arthur  \\  .  Renander,  for  Nunley  Park- 


’nff  Company,  Inc.,  lessee,  Eleanor  Hedwig  Ar¬ 
nold,  Sicko  Realty  Corporation  and  L.  K.  F. 
Realty  Co.,  Inc.,  owners. 

SI  BJECT — Application  for  consideration  —  reopening 
and  extension  of  permit  —  re  Application  (de¬ 
cision  of  the  commissioner  of  buildings)  under 
section  7h  of  the  building  zone  resolution,  per¬ 
mitting  in  a  business  use  district,  for  a  tem¬ 
porary  period  of  not  more  than  two  (2)  years, 
the  parking  and.  storage  of  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED — 170-15  to  170-21,  171-01  to 
171-19,  172-01  to  172-25  and  173-05  to  173-13 
Hillside  avenue,  north  side,  56.51  ft.  west  of 
Kingston  road  (Block  No.  896,  Lot  Nos.  42  48 
and  Block  No.  923,  Lot  Nos.  1,  10,  14  and  17), 
Jamaica,  Borough  of  Queens 
.APPEARANCES— 

hor  Applicant:  Arthur  W.  Renander. 

ACT  ION  OF  BOARD — Application  reopened  and  per¬ 
mit  extended. 

THEVOTE  to  REOPEN  AND  EXTEND  PER- 

Affirmative .  Chairman  Murdock,  Commis¬ 
sioners  Savage  and  Blum  and  Assistant 

Chief  McCarthy  . .  4 

Negative  . .  . .  0 

THE  RESOLUTION— 

(595-37-BZ) 

Whereas,  this  application,  under  section  7h  of  the  building 
zone  resolution,  to  permit  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles,  premises  170-15  to  170-21,  171-01 
to  1/1-19  172-01  to  172-25  and  173-05  to  173-13  Hillside  ave- 
on5’  Tlort  1  S!C*e’  56.51  ft.  west  of  Kingston  road  (Block  No 
896,  Lot  Nos.  42  and  48  and  Block  No.  923.  Lot  Nos.  1,  10. 

1  a-D^  17)  >  Jamaica,  Borough  of  Queens,  was  granted  by 
the  Board  November  9,  1938,  on  certain  conditions,  and  the 
applicant  requested  an  extension  of  the  temporary  period. 
Resolved,  that  the  Board  of  Standards  and  Appeals  does 

kg  ?oZnd  i;esolution  adopted  by  the  Board  on  Novem- 
oei  y,  iy4«,  only  so  far  as  it  has  reference  to  term  of  the 
permit,  so  that  as  amended  that  portion  of  the  resolution 

“granted,  under  section  7,  subdivision  h.  for  a  term  of 
two  (2)  years  from  the  date  of  this  amended  resolution 


29-38-BZ. 

APPLICANT  Theodore  R.  Feinberg,  for  Hotels  Stat- 
ler  Company,  Inc.,  owner. 

SUBJECT  Application  for  consideration  —  reopening 
and  extension  of  permit  re  —  Application  (de¬ 
cision  of  the  borough  superintendent  of  build¬ 
ings,  under  section  7h  of  the  building  zone  reso¬ 
lution,  permitting  in  a  retail  use  district,  for  a 
temporary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 251-253  West  33rd  street, 
north  side,  225  ft.  east  of  Eighth  avenue  and  250 
West  34th  street  (Block  No.  783,  Lot  Nos.  12. 
13  and  72),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Theodore  R. 

A(  I  ION  Oh  BOARD — Application 
mit  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PER¬ 
MIT— 

Affirmative:  Chairman  Murdock,  Commis¬ 
sioners  Savage  and  Blum  and  Assistant 

Chief  McCarthy  .  4 

Negative  .  q 


Feinberg. 
reopened  and  per- 
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THE  RESOLUTION— 

(29-38-BZ) 

Whereas,  this  application,  under  section  7h  of  the  building 
zone  resolution,  to  permit  in  a  retail  use  district  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles  for  a  tem¬ 
porary  period  of  two  (2)  years;  premises  251-253  West  33rd 
street,  north  side,  225  ft.  east  of  Eighth  avenue,  and  251) 
West  34th  street  (Block  No.  783,  Lot  Nos.  12,  13  and  7~), 
Borough  of  Manhattan,  was  granted  by  the  Board  June  1, 
1938  on  certain  conditions,  the  resolution  amended  March  7, 
1939',  and  applicant  requested  an  extension  of  the  temporary 
period. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  on  June  1,  1938,  as 
amended  March  7,  1939,  only  so  far  as  it  has  reference  to  the 
term  of  the  permit,  so  that  as  amended  that  portion  of  the 
resolution  shall  read : 

“ granted  under  section  7h  for  a  term  of  two  (2)  years 
from  the  date  of  this  amended  resolution 


100-38-BZ. 

APPLICANT— J.  Jacques  Stone,  for  Three  Eighty- 
Three  Realty  Corporation,  owner. 

SUBJECT — Application  for  consideration  —  reopening 
and  extension  of  permit  —  re  Application  (de¬ 
cision  of  the  acting  borough  superintendent  of 
buildings)  under  section  7h  of  the  building  zone 
resolution,  permitting  in  a  retail  use  district,  for 
a  temporary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 11-17  West  35th  street, 
north  side,  200  ft.  west  of  Fifth  avenue  and 
12-14  West  36th  street,  south  side,  219  ft.  west 
of  Fifth  avenue  (Block  No.  837,  Lot  Nos.  31, 
32,  33,  34,  54  and  55),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  J.  J.  Stone. 

ACTION  OF  BOARD — Application  reopened  and  per¬ 
mit  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PER¬ 


MIT— 

Affirmative:  Chairman  Murdock,  Commis¬ 
sioners  Savage  and  Blum  and  Assistant 

Chief  McCarthy  . . 

Negative  . .  . 

THE  RESOLUTION— 

(100-38-BZ) 


4 

0 


Whereas,  this  application,  to  permit  in  a  retail  use  dis¬ 
trict,  for  a  temporary  period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  11-17  West  35th  street,  north  side.  200  ft. 
west  of  Fifth  avenue,  and  12-14  West  36th  street,  south  side, 
219  ft.  west  of  Fifth  avenue  (Block  No.  837,  Lot  Nos.  31, 
32,  33,  34,  54  and  55),  Borough  of  Manhattan,  was  granted 
by  the  Board  September  27,  1938.  on  certain  conditions,  and 
the  owner  requested  an  extension  of  the  temporary  period. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  resolution  adopted  by  the  Board  on  Septem¬ 
ber  27,  1938,  only  so  far  as  it  has  reference  to  term  of  permit, 
so  that  as  amended  that  portion  of  resolution  shall  read : 

“granted,  under  section  7,  subdivision  h,  for  a  term 
of  two  (2)  years  from  the  date  of  this  amended  resolu¬ 
tion.” 


127-38-BZ. 

APPLICANT— James  Russell  Ashley,  for  Elmtree 
Realty  Company,  owner. 

SUBJECT— Application  for  consideration  —  reopening 
and  extension  of  permit  —  re  Application  (de¬ 
cision  of  the  acting  borough  superintendent  of 


buildings)  under  section  21  of  the  building  zone 
resolution,  permitting  in  a  business  use  district, 
the  erection  and  maintenance  of  eight  (8)  build¬ 
ings  to  be  occupied  by  garage  for  forty  (40) 
automobiles  for  a  temporary  period. 
PREMISES  AFFECTED— 195-201  West  237th  street, 
northeast  corner  of  Broadway  (Block  No.  3270, 
Lot  No.  40),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  James  Russell  Ashley. 
ACTION  OF  BOARD — Application  reopened  and  per¬ 
mit  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PER¬ 
MIT— 

Affirmative:  Chairman  Murdock,  Commis¬ 
sioners  Savage  and  Blum  and  Assistant 

Chief  McCarthy  .  4 

Negative  .  ® 

THE  RESOLUTION— 

(127-38-BZ) 

Whereas,  this  application,  under  section  7h  of  the  building 
zone  resolution,  to  permit  in  a  business  use  district  the  park¬ 
ing  and  storage  of  more  than  five  ^(5),  motor  vehicles  for  a 
temporary  period  of  not  more  than  two  (2)  years ,  premises 
195-201  West  237th  street,  northeast  corner  of  Broadway 
(Block  No.  3270.  Lot  No.  40),  Bor.ough  of  The  Bronx,  was 
granted  by  the  Board  May  24,  1938,  on  certain  conditions, 
and  the  applicant  requested  an  extension  of  the  temporary 
period. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  of  May  24,  1938,  only  so  far  as 
it  refers  to  the  term  of  the  permit,  so  that  as  amended  this 
portion  of  the  resolution  shall  read : 

“granted  under  section  7h  for  a  temporary  term  of 
two  (2)  years  from  the  date  of  this  amended  resolution.” 


583-38-BZ. 

APPLICANT— Harry  Yahr,  for  The  Mutual  Life  Insur¬ 
ance  Company  of  New  York,  owner. 

SUBJECT — Application  for  consideration  —  reopening 
and  extension  of  permit  re  Application  (de¬ 
cision  of  the  borough  superintendent  of  build¬ 
ings)  under  section  7h  of  the  building  zone 
resolution,  permitting  partly  in  a  business  use 
district  and  partly  in  a  retail  use  district,  for  a 
temporary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 1738-1748  Broadway  and 
216  West  56th  street,  southeast  corner  (Block 
No.  1027,  Lot  No.  23),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Harry  Yahr. 

ACTION  OF  BOARD — Application  reopened  and  per¬ 
mit  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PER¬ 
MIT— 

Affirmative:  Chairman  Murdock,  Commis¬ 
sioners  Savage  and  Blum  and  Assistant 

Chief  McCarthy  .  j* 

Negative  .  U 

THE  RESOLUTION— 

(583-38-BZ) 

Whereas,  this  application,  under  section  7 h  of  the  building 
zone  resolution,  to  permit,  partly  in  a  retail  use  district  and 
partly  in  a  business  use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  parking  and  storage  oi 
more  than  five  (5)  motor  vehicles;  premises  1738-1748 
Broadway  and  216  West  56th  street,  southeast  corner  (Block 
No.  1027  Lot  No.  23),  Borough  of  Manhattan,  was  granted 
by  the  Board  November  9,  1938,  on  certain  conditions,  and 
the  applicant  requests  an  extension  of  the  temporary  period. 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 

hereby  amend  resolution  adopted  by  the  Board  on  November 
9  1  .18,  only  so  far  as  it  has  reference  to  term  of  permit,  so 
that  as  amended  that  portion  of  the  resolution  shall  read: 

9r.a*[ted  un(fer  section  7,  subdivision  h,  for  a  term  of 
two  (2)  years  from  November  9,  1940;  further  that  an 
entrance  on  West  56th  street,  in  Addition  to  t^’ opening 
hereinbefore  provided  for.  shall  be  constructed  for  a 

wid  h  ^rn0-^!  5  ft^?  curb  cut  opposite  of  similar 
width,  provided  the  width  between  the  existing  entrance 

and  proposed  entrance  shall  be  not  less  than  10  ft.,  sub- 
rV^va\,in^ted  °"  Pian  marked  ‘Received  August 
construction. ,3t  di"K  mav  U  of  frame 


1044-38-BZ. 

APPLICANT— Tenzer  Greenblatt,  Fallon  and  Kaplan, 
for  Midtown  Auto  Storage  Corporation,  lessee, 
Board  of  Transportation,  City  of  New  York 
A.  J.  Nutting  Corporation  and  Manpet  Realty 
Company,  Incorporated,  owners. 

MJ BJ  ht  I— Application  for  consideration  —  reopening 
and  amendment  of  resolution  re  additional  exit 
—  re  Application  (decision  of  the  borough 
superintendent  of  buildings)  under  section  7 h 
ot  the  building  zone  resolution,  permitting  in  a 
msiness  use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles 

PREMISES  AFFECTED-252-304  Sch"rmerho^ 

a?d  H;59  Bond  street,  southeast  corner  (Block 

Nr°L172,’  ,Lot  Nos‘  7’  10-  13  and  18),  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Herbert  H.  Pensig  and  Charles 
Bender. 

ACT  ION  OL  BOARD — Application  reopened  and  reso¬ 
lution  amended. 

thilXRte  TO  reopen  and  AMEND  RESOLU- 
I  ION — 

Affirmative:  Chairman  Murdock,  Commis¬ 
sioners  Savage  and  Blum  and  Assistant 

(  hief  McCarthy  . .  . .  4 

Negative  .  n 

the  resolution— 

(1044-38-BZ) 

Whereas,  this  application,  under  section  7h  of  the  building 
zone  resolution,  to  permit  in  a  business  use  district  for  a 
temporary  period  of  not  more  than  two  (2)  years,  the  park- 
ing  and  st°raRe  of  more  than  five  (5)  motor  vehicles;  prem¬ 
ises  252-304  Schermerhorn  street  and  51-59  Bond  street 
■southeast  corner  (Block  No.  172,  Lot  Nos.  7,  10,  13  and  18)’ 
of  Brooklyn,  was  granted  by  the  Board  September 
^0,  J959,  on  certain  conditions,  and  the  applicant  requests  an 
amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the.  resolution  adopted  by  the  Board  on  Sep¬ 
tember  26,  1939,  by  adding  thereto: 

that  an  additional  opening  on  Bond  street,  approx¬ 
imately  midway  of  the  depth  of  the  parking  lot,  can  be 
provided,  on  condition  that  it  shall  not  exceed  18  ft., 
used  solely  for  entrance  and  not  for  exit;  that  a  sign, 
advertising  the  parking  use,  can  be  installed  at  this  en¬ 
trance,  in  accordance  with  the  requirements  of  this  reso¬ 
lution ;  that  such  sign  shall  state:  ‘This  shall  be  used  for 
entrance  only’,  and  that  a  sign  reading  ‘No  Exit’  shall 
be  placed  on  inner  side  of  the  opening.” 


SUBJECT— Application  for  consideration-reopening  and 
^.nS-10n  °  r  to  obtain  Permits— re  Application 
h,  qrS10t\  of  1  ?c  actinff  borough  superintendent  of 
’  undcr  .section  7h  of  the  building  zone 
(.solution,  permitting  in  a  business  use  district,  for 
a  temporary  period  of  not  more  than  two  (2)  years 

vehicle?"8  and  St°raee  of  more  than  five  (5)  motor 

PREMISES  AFFECTED— 305-313  21st  street  and  697-705 
Sixth  avenue,  northwest  corner  (Block  No.  892,  Lot 

APPRARX'NCE|-°Ugh  °f  Br00k,yn' 

A!fred  A.  Lama. 

ACTION  ^OF  BOARD— Application  reopened  and  time  ex- 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  . 

Negative  .  .’ .  a 

THE  RESOLUTION—  . 

(422-39-BZ) 

V\  hereas.  this  application,  under  section  7h  of  the  buildimr 
zone  resolution,  to  permit  in  a  business  use  district  for  a 
temporary  period  of  not  more  than  two  (2)  years,  the  park- 

atnd;  ?1°Iaf,e  of  more  than  five  (5)  motor  vehicles;  prem¬ 
ies  305-313  21st  street  and  697-705  Sixth  avenue.  northwSt 
corner  (Block  No.  892,  Lot  No.  1),  Borough  of  Brooklyn 

£  Lg:anteAbny  the  Board  January  3.  1940,  on  certain  con¬ 
ditions,  and  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  by  the  Board  on  Janu¬ 
ary  J,  1940,  only  so  far  as  it  has  reference  to  obtaining  per¬ 
mits  and  completion  of  work,  so  that  as  amended  that  por¬ 
tion  ot  the  resolution  shall  read: 

“that  all  permits  required  shall  be  obtained  and  all 
work  involved  completed  within  three  (3)  months  from 
the  date  of  this  amended  resolution.” 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 
614-40-A. 

APPLICANT— Nathan  Fishman,  for  Wikon  Realty  Cor- 

CTTDTrrTratl0n’  owner  (Fishman  Brothers,  lessees). 

.0  U  B J  EC  I  Appeal  from  a  decision— re  an  order  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 75  Rutgers  Slip,  east  side.  38.3 
ft.  south  of  Cherry  street  (Block  No.  247,  Lot  No 
25),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Nathan  Fishman,  Eugene  A.  Walsh 
and  Samuel  F.  Berkon. 

For  Administration :  Inspector  Meyer,  Fire  Depart¬ 
ment. 

AC  I  ION  OF  BOARD— Laid  over  to  September  17,  1940, 
at  2  P.M.,  for  inspection  by  a  committee  of  the 
Board  and  decision  without  further  argument. 


,22-39-BZ. 

APPLICANT— Lama  and  Proskauer,  for  Bonded  Lien 
corporation,  owner. 


635-40-A. 

APPLICANT — Oscar  Wiseman  (lessee),  for  Wikon  Realty 
__  Corporation,  owner. 

SUBJECT  Appeal  from  a  decision — re  an  order  of  the  fire 
commissioner. 

PREMISES  AFMlCTED — 261  South  street,  north  side 
24./  ft.  east  of  Rutgers  Slip  (Block  No.  247.  Lot 
No.  2),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Abraham  D.  Wiseman  and  Eugene 
A.  Walsh. 

For  Administration:  Inspector  Meyer,  Fire  Depart¬ 
ment. 
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ACTION  OF  BOARD— Laid  over  to  September  17,  1940, 
at  2  P.M.,  for  inspection  by  a  committee  of  the 
Board  and  decision  without  further  argument. 


636-40- A. 

APPLICANT— Samuel  Brenker.  for  Wikon  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Appeal  from  a  decision — re  an  order  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 79  Rutgers  Slip  and  260  South 
street,  northeast  corner  (Block  No.  247,  Lot  No.  1), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  F.  Berkon,  Eugene  A. 

Walsh  and  Samuel  Brenker. 

For  Administration :  Inspector  Meyer.  Fire  Depart- 
ment. 

ACTION  OF  BOARD — Laid  over  to  September  17,  1940, 
at  2  P.M.,  for  inspection  by  a  committee  of  the 
Board  and  decision  without  further  argument. 


Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

Negative  .  ® 

THE  RESOLUTION— 

(780-39- A) 

Whereas,  this  appeal  from  an  order  and  a  decision  of  the 
fire  commissioner,  affecting  premises  3911  Second  avenue, 
east  side,  75.2  ft.  south  of  39th  street  (Block  No.  707,  Lot 
No.  6),  Borough  of  Brooklyn,  was  granted  by  the  Board 
July  5,  1939,  on  certain  conditions,  and  the  applicant  re¬ 
quested  an  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  on  July  5,  1939,  so  that 
as  amended  the  resolution  shall  read: 

“that  the  two  windows  and  door  opening  into  the  base¬ 
ment  from  Second  avenue  shall  be  maintained  and  that 
an  aisle  from  front  to  rear  opposite  the  entrance  door 
shall  be  maintained  with  an  aisle  at  right  angles  midway, 
so  that  in  the  event  of  fire  the  use  of  hose  shall  not  be 
impeded ;  that  the  cork  shall  not.be  stored  within  18  in. 
of  the  underside  of  floor  beams. 


314-34- A. 

APPLICANT— C.  C.  Handy,  for  New  York  Central  Sys¬ 
tem,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  permit— re  Appeal  from  an  order  of  the 
commissioner  of  buildings. 

PREMISES  AFFECTED— South  side  of  Broadway,  90  tt. 
southeast  of  West  225th  street  (Block  No.  2215, 
Lot  No.  675).  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Harry  Wilson. 

ACTION  OF  BOARD— Appeal  reopened  and  permit  ex¬ 
tended.  „ 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  . .  4 

Negative  .  .  .  0 

THE  RESOLUTION— 

(314-34-A) 

Whereas,  this  appeal,  affecting  premises  south  side  of 
Broadway,  90  ft.  southeast  of  West  225th  street  (Block- 
No.  2215.  Lot  No.  675),  Borough  of  Manhattan,  was  granted 
bv  the  Board  December  18,  1934.  for  a  temporary  period 
of  two  years,  on  certain  conditions,  the  period  extended 
January  5,  1937,  and  October  11,  1938,  and  applicant  requests 
a  further  extension  of  the  temporary  period. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adooted  by  the  Board  on  De¬ 
cember  18,  1934,  only  so  far  as  it  has  reference  to.  term  of 
permit,  so  that  as  amended  that  portion  of  resolution  shall 
read : 

*' granted  under  section  7,  subdivision  h.  for  a  term  of 
two  (2)  years  from  October  11,  1940.’’ 


780-39- A. 

APPLICANT — Ernest  L.  Pruden,  for  Joseph  Siligman, 
owner. 

SUBJECT — Application  for  consideration— reopening  and 
amendment— re  Appeal  from  an  order  and  a  decision 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 3911  Second  avenue,  east  side. 
75.2  ft.  south  of  39th  street  (Block  No.  707,  Lot 
No.  6),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Ernest  L.  Pruden. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 


VARIATION  OF  THE  LABOR  LAW. 

396-40-S.  I 

APPLICANT— Charles  B.  Ferris,  for  The  Mutual  Life  In¬ 
surance  Company  of  New  York,  owner. 

SUBJECT— Variation  from  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  acting  borough 
superintendent  of  buildings. 

PREMISES  AFFECTED— 45-47  West  38th  street,  north 
side.  270  ft.  east  of  Sixth  avenue  (Block  No.  840, 
Lot  No.  16),  Borough  of  Manhattan. 

APPEARANCES—  ^  i 

For  Applicant:  Otto  L.  Kelm.  r 

ACTION  OF  BOARD— Application  withdrawn  on  written 
request. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

Negative  .  ® 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 


165-35-SA. 


APPLICANT— Serv-Well  Burner  Corporation,  owner. 
SUBJECT— Application  for  consideration— reopening  and 
amendment  of  resolution — re  additional  name  Rex 

_ re  Serv-Well  Range  Burner,  Models  27B  and 

27T,  previously  approved. 

APPEARANCES— 

For  Applicant :  David  Berke. 

ACTON  OF  BOARD— Application  reopened  and  resolution 

amended.  TT 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Me- 

Carthy  .  q 

Negative  . 

THE  RESOLUTION— 

(165-35-SA) 


Whereas.  Benjamin  Wetstone,  for  Serv-Well  Burner 
Corporation,  owner,  filed  June  20,  1935,  an  application  with 
the  Board  of  Standards  and  Appeals  for  .  approval  of  tin 
appliance  known  as  the  Serv-Well  Range  Oil  Burnei .  Mo  e  s 

27B  and  27T ;  and  , 

Whereas,  this  appliance  was  approved  by  the  tsoaru 
October  29  1935,  and  the  owner  requested  an  amendment  ot 
the  resolution  so  as  to  permit  the  marketing  of  the  appliance 
under  the  name  of  “Rex  Range  Burner,  Models  -7B  and 

27T.” 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby™™/  resolution  adopted  bv  the  Board  on  October 
29,  1 935,  by  adding  thereto: 

this  appliance  may  be  marketed  under  the  name  of 
•Rex  Range  Burner,  Models  27B  and  27T\  on  condition 
that  under  whichever  name  marketed,  this  resolution 
shall  be  complied  with.” 


166-35-SA. 


25513  ” thC  name  °f  ‘Rex  Water  Heater,  Models  255A  and 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 

oieu^aT,d  ,riS0lut'0n  adopted  by  the  Board  on  October 
-A  lAw.  by  adding  thereto: 

“this  apphance  may  be  marketed  under  the  name  of 
Rex  Water  Heater.  Models  255A  and  255B’,  on  con¬ 
dition  that  under  whichever  name  marketed,  this  resolu¬ 
tion  shall  be  complied  with.” 


APPLICANT — Serv-Well  Burner  Corporation,  owner. 

SI  BJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  additional  name  “Rex” 
-re  Serv-Well  Space  Heater.  Models  247T  and  248, 
previously  approved. 

APPEARANCES— 

For  Applicant:  David  Berke. 

ACl  ION  OF  BOARD — Application  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION — 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  . 0 


THE  RESOLUTION— 

(166-35-SA) 

Whereas.  Benjamin  Wetstone,  for  Serv-Well  Burner 
Corporation,  owner,  filed  June  20.  1935,  an  application  with 
the  Board  of  Standards  and  Appeals  for  approval  of  the 
appliance  known  as  the  Serv-Well  Space  Heater  Afodels 
247T  and  248;  and 

Whereas,  this  appliance  was  approved  by  the  Board 
Octobci  29,  1935,  and  the  owner  requested  an  amendment  of 
the  resolution  so  as  to  permit  the  marketing  of  the  appliance 
under  the  name  of  “Rex  Space  Heater,  Models  247T  and 

248. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  resolution  adopted  by  the  Board  on  October 
29,  1935,  bv  adding  thereto: 

“this  appliance  may  be  marketed  under  the  name  of 
Rex  Space  Heater,  Afodels  247T  and  248’,  on  condition 
that  under  whichever  name  marketed,  this  resolution 
shall  be  complied  with.” 


167-35-SA. 

APPLICANi — Serv-Well  Burner  Corporation,  owner. 

SURJECT— Application  for  consideration— reopening  an 
amendment  of  resolution — re  additional  name  “Rex 
—re  Serv-Well  Water  Heater,  Afodels  255A  an 
255B,  previously  approved. 

APPEARANCES— 

For  Applicant:  David  Berke. 

ACTION  OF  BOARD — Application  reopened  and  resolu 
tion  amended. 

rHF  VOTE  TO  REOPEN  AND  AMEND  RESOLU 

I  ION — 


Affirmative .  Chairman  Afurdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Afc- 


Carthy  .  4 

Negative  .  ”  q 


THE  RESOLUTION— 


(167-35-SA) 

Whereas,  Benjamin  Wetstone.  for  Serv-Well  Burner 
Lorporation,  owner,  filed  June  20,  1935,  an  application  with 
i  e  board  of  Standards  and  Appeals  for  approval  of  the 
appliance  known  as  the  Serv-Well  Water  Heater,  Afodels 
-“A  and  255B ;  and 

Whereas,  this  appliance  was  approved  by  the  Board 
October  29,  1935,  and  the  owner  requested  an  amendment  of 
ne  resolution  so  as  to  permit  the  marketing  of  the  appliance 


493-38-SA. 

APPLICANT— Prentiss  Weber  Products  Company,  owner. 
SURJEC1  Application  for  consideration— reopening  and 
amendment  of  resolution— re  additional  models, 

Sai?d,arln^°deI,S  958P>  960P’  963  and  DeLuxe 
Models  9/OP  and  973P — re  Preway  Circulating  and 

,IJS.atlnn-r{yp^Pl1  Burn’n8  Space  Heater,  Afodels 
906P,  90/ P,  300P.  91 8P,  920P,  930P  and  933 P, 
previously  approved. 

APPEARANCES— 

For  Applicant:  Jean  R.  Darche. 

A(.  i  ION  OF  BOARD— Application  reopened  and  referred 
to  engineer  for  test  and  report 
VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock.  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Afc- 

Carthy  .  4 

Negative  .  .  q 


TIE 


AfATERIAL  SUBAfITTED  FOR  APPRO VAI 

707-40-SM. 


APPLICANT — W.  S.  Tyler  Company,  owner. 

SUBJECT — Tyler  One  and  One-Half  Hour  Hollow  Afetal 
Fire  Door,  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  \rOTE  TO  APPROVE— 

Affirmative :  Chairman  Afurdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

Negative  .  q 

THE  RESOLUTION— 


(707-40-SM) 

Whereas,  W.  S.  Tyler  Company,  owner,  filed  June  28, 
1940,  an  application  with  the  Board  of  Standards  and  Ap¬ 
peals  for  approval  of  the  material  known  as  the  Tyler  One 
and  One-Half  Hour  Hollow  Afetal  Fire  Door;  and 
Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report ;  and 

Whereas,  the  report  &f  the  Committee  on  Tests  reads: 


REPORT  OF  COAfAfTTTEE  ON  TESTS. 

September  4  1940 

Re:  Cal.  No.  707-40-SAL 

Subject:  Tyler  One  and  One-Half  Hour  Hollow  Afetal 
Fire  Door,  approval  of. 

The  W.  S.  Tyler  Company,  of  Cleveland,  Ohio,  filed 
June  28,  1940,  an  application  with  the  Board  of  Stand¬ 
ards  and  Appeals  for  approval  of  the  material  known  as 
the  Tyler  One  and  One-Half  Hour  Hollow  Afetal  Fire 
Door  under  the  provisions  of  C26-610.0  (10.1.18),  C26- 
660  (10.8.1),  C26-661.0  (10.8.2),  C26-662. 0  (10.8.3),  and 
C2 6-663.0  (10.8.4),  Administrative  Building  Code. 

The  test  door  (Fig.  1)  was  constructed  at  the  plant 
of  the  applicant  in  Cleveland.  Ohio,  and  was  a  full  sized 
door  assembly  consisting  of  a  flush  type  door  2  ft.  8  in. 
wide,  6  ft.  \l%  in.  high  and  1*4  in.  thick,  hung  in  a 
pressed  steel  frame,  which  was  set  in  the  masonry  wall 
of  the  furnace  door.  The  test  door  was  made  up  of  two 
sheets  of  No.  18  gauge  patent  leveled  cold-rolled  steel 
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sheets,  framed  along  the  side  edges  to  lap  and  integrally 
welded  at  ends  with  arc  welds  at  maximum  intervals  of 
5  in.  o.c.  The  top  and  bottom  of  the  door  were 
closed  with  No.  14  gauge  cold-rolled  steel  channels,  spot 
welded  to  both  face  sheets  3  in.  o.c.  The  panel  was 
stiffened  with  two  intermediate  steel  channels  of  No.  16 
U.  S.  gauge,  spot  welded  on  the  fire  side  face  at  inter¬ 
vals  of  5  in.  o.c.  and  engaging  No.  16  gauge  interlocking 
strips  on  the  unexposed  side,  also  spot  welded  at  inter¬ 
vals  of  5  in.  o.c.  The  stiffener  diaphragm  were  spaced 
10^2  in.  from  each  side  of  the  door.  For  insulation  the 
panel  was  solidly  filled  with  1%  in.  mineral  wool  in¬ 
stalled  in  sheets  and  lap  jointed  at  horizontal  intersec¬ 
tions.  For  ventilation  the  top  and  bottom  closure  chan¬ 
nels  and  the  diaphragm  separators  were  pierced  with 
5/16  in.  holes  4  in.  o.c.  The  door  was  hung  in  a  Rixon 
Spring  Hinge  set  with  the  spring  box  flush  with  the 
saddle  and  a  plain  pivot  at  the  top  of  the  door.  A 
cylindrical  lug  was  built  into  the  hinge  edge  of  the  door 
at  mid-height  to  engage  a  round  hole  in  the  side  of  the 
jamb  so  as  to  afford  lateral  support  for  the  door  at  a 
point  approximately  opposite  the  latch.  Tlie  door  was 
provided  with  a  Corbin  Knob  latch,  set  at  3  ft.  2  in. 
above  the  saddle.  The  clearance  between  the  frame  and 
the  latch  edge  of  the  door  was  1/16  in.  at  and  near  the 
latch  and  3/32  in.  above  and  below ;  at  the  hinge  edge  it 
was  a  scant  3/32  in.;  at  top  from  3/32  in.  to  Mj  in.,  and 
at  bottom  7/32  in. 

The  test  was  conducted  July  18,  1940.  at  the  Protexol 
Testing  Laboratory  at  Kenilworth,  New  Jersey  (Report 
No.  101,  filed  herewith)  under  the  supervision  of  Mr. 
Rollin  C.  Bastress,  director  of  the  laboratory,  and  in  ac¬ 
cordance  with  the  requirements  of  Group  5,  Sub.  Art.  1 
of  Art.  10,  Administrative  Code,  entitled  “Fire  Resist¬ 
ant  Construction”.  A  committee  of  the  Board  consisting 
of  Chairman  Harris  H.  Murdock,  Hugh  P.  Fox  and 
John  F.  Fitzsimons  witnessed  the  test,  which  was  in 


conformity  with  the  standard  time-temperature  curve, 
and  was  maintained  within  the  5  per  cent,  area  tolerance 
'or  the  one  and  one-half  hour  period.  Actual  variation 
was  0.08  per  cent,  under  the  standard  curve.  The 
average  rise  of  temperature  at  the  end  of  three-quarters 
of  an  hour  was  442  degrees  Fahrenheit  on  the  unexposed 
side.  During  the  test  there  was  no  passage  of  smoke 
or  flame  through  or  around  the  door  in  many  significant 
amount.  At  the  end  of  the  hour  and  one-half  the  door 
was  subjected  to  the  standard  hose  stream  test  which 
was  without  effect  on  the  structural  stability  of  the  as¬ 
sembly.  The  door  was  then  freed  from  the  latch  and 
swung  open  for  final  deflection  measurement.  The  latch 
edge  of  the  door  was  concave  on  the  fire  side  to  the 
extent  of  1^4  in.  away  from  a  line  between  top  and  bot¬ 
tom  corners. 

On  the  basis  of  this  test  and  the  requirements  of  C26- 
610  (10.1.18),  Administrative  Building  Code,  the  Com¬ 
mittee  recommends  the  approval  of  the  Tyler  One  and 
One-Half  Hour  Hollow  Metal  Fire  Door  (Fig.  1)  as 
having  the  requirements  for  a  rating  of  one  and  one-half 
hours,  for  use  as  a  protection  in  fire  partitions  (one  and 
one-half  hours),  under  section  C26-661.0  (10.8.2),  as  a  ■ 
protective  opening  in  fireproof  partitions  (three-quarters  1 
hour)  under  section  C26-662.0  (10.8.3),  as  a  protection 
of  openings  in  interior  shafts  (one  hour)  under  section 
C26-663.0  (10.8.4),  Administrative  Building  Code,  and 
as  a  fireproof  door  (one  hour)  under  the  Multiple  Dwell¬ 
ing  Law  and  the  Labor  Law.  when  constructed  and  hung 
strictly  in  accordance  with  the  following  specifications 
(See  Drawing  66 — July  11.  1940): 

Construction — Same  as  test  door.  The  maximum 
center  interval  between  the  stiffener  diaphragms  is  not 
to  exceed  12  in. 

Insulation  and  Ventilation— Same  as  test  door. 

Hardware  and  Reinforcing — Doors  are  hung  on  Rix- 
son  No.  20  self-checking  floor  hinge  with  steel  pivots 
top  and  bottom  and  an  intermediate  Vz  in.  stud  in  the 
door  on  the  hinge  side  with  suitable  reinforcing  plates 
welded  to  top  and  bottom  closure  channels  and  to  hinge 
jamb  of  door.  A  Corbin  Knob  Latch  No.  90  J4  with  steel 
bolt  is  provided  in  the  lock  jamb  of  the  door,  enclosed 
in  No.  18  gauge  steel  housing  with  asbestos  packing. 
Cut-outs  are  provided  for  hinges  and  locks  to  template,  . 
with  reinforcing  plates  3/16  in.  thick  properly  drilled 
and  topped  and  welded  in  place  at  all  hinge  cut-outs, 
and  reinforcing  plates  of  No.  14  U.  S.  gauge  steel  of 
suitable  size  welded  in  place  at  lock  cut-outs.  Doors 
with  hangers  are  provided  with  3/i  in.  thick  reinforcing 
bar,  welded  inside  of  top  closure  channel  the  full  width 
of  the  door,  drilled  and  tapped  to  suit  the  hanger  bolts. 

Door  Frames — Doors  are  hung  in  No.  16  U.  S.  gauge 
or  heavier  steel  combination  buck  and  trim,  complete 
with  hardware  reinforcing  for  hinges  and  lockset  welded 
to  the  jamb  portions.  Hinge  reinforcements  are  not 
less  than  3/16  in.  thick  and  lock  reinforcements  0.104  in. 
thick.  Not  less  than  three  steel  anchors  of  the  same 
gauge  thickness  as  the  frame  are  provided  on  the  hinge 
and  strike  jambs.  Clearance  are  as  follows:  top,  3/32 
in.;  bottom,  7/32  in.;  lock  jamb.  3/32  in.;  hinge  jamb, 
3/32  in. 

It  is  further  recommended  that  all  opening  protective 
assemblies  manufactured  and  labeled  under  this  approval 
shall  comply  with  the  Rules  of  the  Board  for  the  In¬ 
spection  of  Opening  Protective  Assemblies. 

( Sgd.)  HARRIS  H.  MURDOCK, 

Chairman. 


BERNARD  A.  SAVAGE, 

Commissioner. 

LESLIE  V.  HUBER. 

Chief  Engineer. 
Committee  on  Tests. 


and 

Whereas,  this  report  recommended  approval  of  this  mate¬ 
rial. 
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MINUTES 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  the  Tyler  One  and 
One-Half  Hour  Hollow  Metal  Fire  Door,  on  condition  that 
the  material  be  manufactured,  installed  and  labeled  in  ac¬ 
cordance  with  above  report. 


Adjourned,  3:45  P.M. 


Joseph  J.  Doyle,  Chief  Clerk. 


♦CORRECTION. 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  on  March  16,  1937,  as  they  appeared  in 
Bulletin  No.  12,  Yol.  22,  are  herebv  corrected  to  read  as 

follows : 

THE  RESOLUTION— 

(384-36-SA) 

Whereas,  C.  V.  Henry,  for  York  Oil  Burner  Company 
Incorporated,  owner,  filed  December  24,  1936,  an  application’ 
with  the  Board  of  Standards  and  Appeals  for  approval  of  the 
device  known  as  the  York  Bake  Oven  Oil  Burner;  and 
Whereas,  the  device  was  submitted  to  the  engineer  of  the 
Board  and  the  Division  of  Combustibles  of  the  Fire  Depart¬ 
ment  for  test  and  report;  and 
Whereas,  the  report  of  the  engineer  of  the  Board,  sup¬ 
plementary  to  that  of  the  representatives  of  the  Division  of 
Combustibles,  was  substantially  as  follows: 

“This  burner  is  of  the  industrial  gun  type,  designed 
tor  manual  operation,  and  consists  of  the  following : 
A  special  cast  brass  burner  head  in  which  the  oil  ancl 
air  are  atomized  at  low  pressure;  a  York  compressor 
Type  OB  and  a  Brozvn  and  Sharp  fuel  pump  belt  driven 
from  the  same  motor  and  all  mounted  on  a  common  bed¬ 
plate.  The  oil  capacities  of  the  various  size  nozzles 
range  from  to  6  gallons  per  hour.  The  compressor 
supplies  the  primary  air  for  the  atomization  of  the  oil  at 
approximately  2 y2  pounds. 

Ignition — Expanding  gas  pilot  light. 

Controls — Mercoid  switch  and  solenoid  valve  con¬ 


nected  to  the  air  and  oil  line;  a  Mercoid  magnetic  gas 
v^alve,  and  Minneapolis  Honeywell  Protecto-stat  type 

1  he  burner  was  put  into  normal  operation  and  the 
air  supply  shut  off  on  several  tests.  In  each  case  the 
Mercoid  switch  shut  down  the  oil  pumps.  On  several 
other  tests  the  oil  supply  was  shut  off  and  the  Pro¬ 
tecto-stat  operated  and  shut  down  the  whole  burner 
unit.  During  the  period  of  tests  there  were  no  flare 
backs  due  to  faulty  ignition  and  the  flame  was  clean 
and  free  of  soot  and  smoke.  Examination  of  the  com 
bustion  chamber  showed  no  undue  carbon  deposits. 

The  above  burner  was  installed  in  an  ordinary  type 
bake  oven,  and  in  such  installations,  as  this  job  is  not 
automatic,  it  will  be  necessary  that  the  operator  or 
operators  obtain  certificates  of  fitness  to  supervise  the 
operation  of  these  installations.  The  burner  is  designed 
to  burn  from  1  to  5  industrial  grade  fuel  oil. 

As  a  result  of  this  inspection  and  test,  it  is  recom¬ 
mended  that  the  ^  ork  Bake  Oven  Burner  be  approved 
for  commercial  and  industrial  uses  when  installed  in 
accordance  with  the  Oil  Burner  Rules  adopted  by  the 
Board  of  Standards  and  Appeals,  for  fuel  oil  not  heavier 
than  No.  5  U.  S.  Dept,  of  Commerce  standards.’’ 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  device  known  as  the  York  Bake  Oven 
Oil  Burner  for  use  in  commercial  and  industrial  installations 
when  installed  in  accordance  with  above  report  and  the  Oil 
Burner  Rules  of  the  Board  of  Standards  and  Appeals ;  that 
all  installations  shall  hear  a  permanently  fixed  label  reading 
as  follows : 

NOTICE 

APPROVED  BY  THE 
BOARD  OF  STANDARDS  AND  APPEALS 
For  Use  in  New  York  City 
Under  Cal.  No.  384-36-SA. 


Correction  The  words  a  standard  motor  and  pump  set 
and  a  York  air  compressor”  deleted  in  lines  14  and  15  of 
the  resolution  and  the  words  in  italics  substituted  therefor. 


.  Applicants,  under  the  building  zone  resolution,  are  en¬ 
titled  to  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conveni¬ 
ence  in  notifying  property  owners,  they  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
Room  1018,  Municipal  Building,  Manhattan,  at  three  cents' 
each— postage  to  be  added  if  the  forms  are  forwarded  by 
mail. 


ANNUAL  REPORT 


CITY  OF  NEW  YORK 

BOARD  OF  STANDARDS  AND  APPEALS 

HARRIS  H.  MURDOCK,  Chairman 

MUNICIPAL  BUILDING 


Hon.  hiorello  H.  La  Guardia, 

Mayor  of  The  City  of  New  York, 
City  Hall,  New  York  City. 

Dear  Sir: 


September  17,  1940. 


I  have  the  honor  to  submit  to  you  the  Annual  Report  of  the  Board  of  Standards  and  Appeals  for  the 
year  1939.  This  report  is  being  submitted  to  you  in  accordance  with  the  provisions  of  the  Charter,  Section 
and  will  also  be  printed  in  the  Bulletin  of  the  Board. 
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ANNUAL  REPORT 

CASES  FILED  AND  PENDING  1939 


Filed  1939 

A 

BZ 

JANUARY . 

74 

23 

Restored . 

1 

10 

FEBRUARY.... 

75 

24 

Restored . 

3 

7 

MARCH . 

91 

35 

Restored . .  . 

1 

5 

APRIL . 

59 

24 

Restored . 

2 

10 

MAY . 

78 

28 

Restored . . . 

2 

7 

JUNE . 

71 

39 

Restored . 

2 

7 

JULY . 

73 

18 

Restored . 

4 

5 

AUGUST . 

36 

12 

Restored . 

0 

0 

SEPTEMBER. . 

56 

31 

Restored . . . 

2 

7 

OCTOBER . 

66 

29 

Restored . 

2 

15 

NOVEMBER  . . 

59 

26 

Restored . 

3 

7 

DECEMBER.  . 

39 

22 

Restored . 

1 

4 

TOTAI . 

800 

395 

PENDING 

Dec.  31.  1938. . 

78 

192 

GRAND  TOTAL 

878 

587 

DISPOSITION 

1939 

JANUARY . 

87 

32 

FEBRUARY.... 

73 

30 

MARCH . 

70 

24 

APRIL . 

47 

31 

MAY . 

68 

43 

TUNE . 

64 

46 

JULY . 

164 

34 

AUGUST . 

0 

0 

SEPTEMBER.. 

25 

16 

OCTOBER . 

102 

32 

NOVEMBER.. . 

58 

33 

DECEMBER... 

37 

27 

TOTAL . 

795 

348 

PENDING 

Dec.  31,  1939.. 

83 

239 

s 

SA 

SM 

SR 

1 

4 

13 

0 

0 

0 

0 

0 

4 

10 

25 

1 

0 

1 

0 

0 

2 

11 

20 

0 

0 

2 

0 

0 

4 

9 

31 

0 

1 

0 

0 

0 

3 

43 

23 

1 

0 

2 

0 

0 

5 

17 

38 

0 

0 

0 

0 

0 

1 

7 

32 

0 

0 

2 

0 

0 

1 

5 

14 

0 

0 

0 

0 

0 

2 

3 

26 

1 

0 

3 

0 

0 

3 

5 

34 

0 

0 

1 

0 

0 

7 

3 

27 

0 

0 

0 

1 

0 

0 

0 

28 

0 

0 

2 

0 

0 

34 

130 

312 

3 

4 

115 

88 

3 

38 

245 

400 

6 

4 

14 

8 

0 

2 

9 

10 

1 

1 

13 

15 

0 

4 

11 

12 

0 

3 

21 

12 

1 

4 

8 

17 

0 

5 

13 

25 

0 

0 

0 

0 

0 

2 

1 

4 

0 

2 

3 

19 

1 

7 

8 

28 

0 

1 

1 

8 

0 

35 

102 

158 

3 

3 

143 

242 

3 

M’L 

87 

0 

64 

0 

59 

0 

84 

0 

97 

0 

62 

0 

64 

0 

0 

0 

90 

0 

89 

0 

89 

0 

27 

0 


812 


T’L 

GR.T 

202 

11 

213 

203 

.  . 

11 

214 

218 

8 

226 

211 

13 

224 

273 

11 

284 

232 

9 

241 

195 

11 

206 

68 

0 

68 

209 

12 

221 

226 

18 

244 

211 

11 

222 

116 

7 

123 

2486 

2486 

0 


812 


87 

64 

59 

84 

97 

62 

64 

0 

90 

89 

89 

27 


812 


0 


480 


2966 


232 

189 

182 

189 

245 

201 

305 

0 

138 

248 

223 

101 


2253 


713 


480 

2966 

603 

635 

443 

572 

2253 

713 


Code:  A— Appeals  from  Administrative  Decisions.  BZ— Applications  under  Building  Zone  Resolution.  S— A pph^tio ns  for  Variations 

of  Labor  Law.  SA — Applications  for  Approval  of  Appliances.  SM — Applications  for  Approval  of  Materials.  SR  App 
for  Adoption  of  Rules.  M’L — Miscellaneous  Docket. 
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ANNUAL  REPORT 

SUMMARY  " 


DOCKET 

Cases  pending  December  31,  1938 . 

Cases  filed  up  to  December  31,  1939 . 

Restored  to  Calendar 

M iscellaneous  Applications 
Requests  to  reopen  . 

Requests  to  amend  . 

Requests  to  rescind  . 

Requests  for  extension  of  time 

Requests  for  extension  of  permit . 

Requests  for  approval  of  plans 

Administrative  requests 

Requests  for  interpretation  . 


480 

1552 

122 

473 

206 

7 

65 

49 

12 

0 

0 


Total  .. 
Disposed  of 


2966 

2253 


DISPOSITION  OE  CASES 
Withdrawn  . . 

Dismissed  .  .  . 

Denied  . .  . 

Granted  .  . 

Granted  on  condition 
Appliances  approved 

Appliances  dismissed,  disapproved  or  withdrawn 
Materials  approved 

Materials  dismissed,  disapproved  or’  withdrawn" 
Kules  approved  . 

Rules  disapproved,  rescinded  or  withdrawn 

Miscellaneous  Actions 
Requests  to  reopen  granted 
Requests  to  reopen  denied 
Requests  to  amend  granted 
Requests  to  amend  denied 
Requests  to  rescind  granted 
Requests  to  rescind  denied 

Requests  for  extension  of  time  granted . 

Requests  for  extension  of  time  denied . . 

Requests  for  extension  of  permit  granted.  . 

Requests  for  extension  of  permit  denied  .  .  . . 

Plans  approved  .  . 

Plans  disapproved  . 

Administrative  requests  granted 
Administrative  requests  denied  or  withdrawn.  " 

Interpretations  . 

Requests  withdrawn  or  dismissed 


121 

66 

196 

25 

770 

92 

10 

120 

38 

3 

0 


446 

15 

206 

0 

7 

0 

65 

0 

49 

0 

12 

0 

0 

0 

0 

12 


Cases  pending  December  31,  1939 


713  Total 


2253 


MONEYS  RECEIVED 


SUBSCRIPTIONS 

To  Bulletin  . . 

Cash  Sales . 

OCT. 

$102.50 

28.05 

NOV. 

$75.00 

31.35 

DEC. 

$80.00 

29.25 

TOTAL 

$257.50 

88.65 

1st  QUAR.  2nd  QUAR.  3rd  QUAR.  GR  T’L 

$255.00  $287.50  $170.00  $  970.00 

80.45  114.73  61.42  345.25 

Paid  to  Cit v  Treasurer 

$130.55 

$106.35 

$109.25 

$346.15 

$335.45  $402.23  $231.42  $1,315.25 

REVIEW  FROM  1916 


Year 

1916 

1917 

1918 

1919 

1920 

1921 

1922 

1923 

1924 

1925 

1926 

1927 

1928 

1929 

1930 

1931 

1932 

1933 

1934 

1935 

1936 

1937 

1938 

1939 


Cases 
Filed 
502 
2620 
1734 
1005 
793 
1720 
1575 
1562 
1 540 
1350 
1147 
1357 
988 
765 
760 
623 
631 
389 
368 
365 
393 
629 
1230 
1552 


Restored 
&  M’l 

Total 
to  Dis- 

Pending 

Previous 

r  with- 

Dis- 

Actions 

pose  of 

Year 

drawn 

missed 

32 

534 

0 

39 

64 

35 

2655 

136 

291 

154 

160 

1894 

1232 

803 

666 

73 

1078 

70 

105 

47 

114 

907 

90 

84 

100 

176 

1896 

90 

102 

296 

405 

1980 

389 

171 

195 

308 

1870 

435 

149 

189 

415 

1955 

627 

173 

194 

335 

1685 

598 

140 

129 

403 

1 550 

743 

193 

85 

575 

1932 

459  ) 

168 

137 

467 

1455 

669  ^ 

230 

107 

508 

1273 

506 

177 

62 

523 

1283 

392 

175 

38 

645 

1268 

417 

103 

44 

641 

1272 

344 

158 

22 

648 

1037 

261 

54 

34 

584 

952 

212 

47 

51 

718 

1083 

163 

40 

14 

683 

1076 

176 

59 

18 

691 

1320 

179 

43 

14 

720 

1950 

326 

96 

19 

934 

2486 

480 

121 

66 

Disposed  of  as  Follows: 

Cases  Granted  M  1  Total  Pending 
Denied  etc.  Actions  Cases  Dec.  31st 


59 

204 

32 

398 

136 

241 

838 

35 

1559 

1232 

418 

1009 

160 

3056 

70 

271 

594 

41 

1058 

90 

233 

457 

33 

907 

90 

337 

827 

35 

1597 

389 

262 

1025 

281 

1934 

435 

193 

928 

219 

1678 

627 

290 

1003 

324 

1984 

598 

203 

793 

275 

1540 

743 

289 

864 

403 

1834 

459 

261 

679 

477 

1722 

669 

312 

585 

384 

1618 

506 

190 

518 

440 

1387 

392 

215 

379 

451 

1258 

417 

184 

471 

539 

1341 

344 

159 

492 

524 

1355 

261 

144 

312 

542 

1086 

212 

162 

248 

493 

1001 

163 

122 

305 

589 

1070 

176 

103 

330 

563 

1073 

179 

120 

409 

587 

1173 

326 

153 

910 

618 

1796 

480 

244 

1010 

812 

2253 

713 

Total 


25598  10793 


36391 


8994  l  3721 


2745 


5165  15190 


8857 


35678 


9707 


JOSEPH  J.  DOYLE,  Chief  Clerk. 
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HARRIS  H.  MURDOCK.  Chair, nan. 


RULES 


Fire  Drill  Rules,  Adopted  By  the  Board  of  Standards  and  Appeals,  October  5,  1923 

SQUAD  MONITORS 


(593-23-SR) 

DEFINITION  OF  “FIRE  DRILL.” 

The  method  and  practice  of  the  systematic  and  orderly 
vacating  of  a  building  by  its  occupants  in  case  of  emeigenc>, 
panic  or  fire  in  the  least  possible  time— by  the  nearest  safe 
means  of  exit — and  the  use  of  fire  appliances  which  shall  be 
provided  for  the  extinguishing  or  retarding  of  fire  and  the 
safeguarding  of  human  life. 

Rule  1  ' 

In  all  buildings  as  defined  in  Article  1,  Section  10  of  the 
Labor  Law  in  which  fire  drills  are  required  pursuant  to 
Section  279  thereof  and  in  any  other  building  in  which  such 
drills  are  required  by  the  Fire  Commissioner  pursuant  to  the 
power  conferred  in  section  491  of  the  New  York  City  Char¬ 
ter  it  shall  be  the  duty  of  the  owners,  lessees  or  tenants  to 
conduct  fire  drills  monthly  and  at  such  other  times  as  the 
Fire  Commissioner  may  direct. 

For  the  purpose  of  conducting  such  fire  drills  the 
owner  or  tenant  shall  appoint  from  among  their  em¬ 
ployees  such  responsible  and  dependable  persons,  male  oi 
female,  who  shall  efficiently  perform  the  duties  of  the 
various  positions  of  the  fire  drill  organization,  as  specified 
on  the  accompanying  chart. 

It  shall  be  the  duty  of  the  owner  or  tenant  to  enter 
in  the  blank  spaces  provided  for  that  purpose  in  said 
chart  the  names  of  persons  so  selected  and  post  said 
chart  and  copies  of  the  rules  in  a  conspicuous  place. 

FIRE  DRILL  ORGANIZATION. 

Premises  .  .  .  . . 

Name  of  concern . 

Building  No  . .  ...  Story  .  . 

FOREMAN  OR  PERSON  IN  CHARGE 
Regular  Substitute 


WATCHMAN 


MALE  SEARCHER 


Squad  No.  1 

“  “  2 

“  “  3 

«  H  4 

“  “  5 


Rule  2.  Duties  of  Foreman. 

The  Foreman  or  Person  in  Charge  shall  direct,  enforce 
and  have  full  charge  of  the  “Fire  Drill”  in  every  factory 
on  each  floor.  Each  day  before  work  is  begun  he  shall 
see  that  extinguishers,  fire  hose,  fire  buckets,  etc.,  are  in 
readiness  for  use,  exit  doors  are  unlocked,  aisles  are  free 
from  obstruction,  that  stairways,  halls,  etc.,  are.  properly 
lighted,  and  shall  remedy  any  dangerous  condition  found 
to  exist.  Immediately  after  work  is  commenced  he  shall 
check  up  the  Fire  Drill  Organization  list  and  note  if  the 
regularly  assigned  persons  are  present;  if  any  are  found 
to  be  absent,  he  shall  assign  other  employees  (if  prac¬ 
ticable)  to  perform  their  duties. 

He  shall  immediately  notify  new  employees  of  the  ex¬ 
istence  of  the  Fire  Drill  Organization  and  give  them  the 
necessary  instructions  as  to  the  duties  they  are  to  per¬ 
form,  etc. 

He  shall  be  familiar  with  the  operation  and  location  of 
the  interior  alarm  signal  box  on  his  floor. 

He  shall  listen  for  the  test  signal  each  morning  at  the 
appointed  hour  and  in  the  event  of  the  test  signal  not 
being  heard  he  shall  communicate  with  the  superintend¬ 
ent  or  other  person  in  charge  of  the  building  and  advise  1 
him  of  the  fact.  The  (Floor  Captains)  Foreman’s  orders  . 
are  final  as  to  the  carrying  out  of  the  fire  drill  on  his  ^ 
particular  floor. 

Rule  3.  Duties  of  Watchmen. 

The  WATCHMEN  shall  see  that  all  doors  and  win¬ 
dows  are  closed  so  as  to  prevent  the  spread  of  fire.  The 
WATCLIMEN  shall  be  the  only  persons  permitted  to  re¬ 
main  on  the  floor  during  the  progress  of  a  fire  drill  and  ■ 
do  so  at  their  own  risk.  For  ordinary  purposes  only  one 
watchman  and  a  substitute  shall  be  designated.  In  special 
cases,  however,  extra  watchmen  may  be  assigned  by  con¬ 
sent  m  writing  from  Fire  Commissioner. 


FEMALE  SEARCHER 


STREET  ALARM  BOX  RUNNER 


FIRE  ERIGADE 


EXIT  GUARDS 
Exit  . 


<< 


Rule  4.  Duties  of  Searchers. 

The  MALE  AND  FEMALE  SEARCHERS  shall 
search  all  toilets,  dressing  rooms  and  emergency  rooms 
used  and  frequented  by  their  sex  and  all  other  portions  of 
the  floor  and  order  all  persons,  except  those  authorized  to 
remain,  to  leave  the  premises.  They  are  to  take  care  of 
and  assist  all  persons  who  may  faint  or  be  disabled. 

SEARCHERS  shall  leave  the  floor  immediately  after  ’ 
the  last  squad  leaves. 

Rule  5.  Duties  of  Street  Alarm  Box  Runner. 

The  STREET  ALARM  BOX  RUNNER  shall  be 
familiar  with  the  location  of  the  nearest  city  fire  alarm 
box  and  know  how  it  is  operated. 

In  ordinary  practice  fire  drills  the  STREET  -ALARM- 
BOX-RUNNER  shall  report  to  the  Foreman  for  orders, 
and  if  his  services  are  not  required  he  shall  promptly  file 
out  of  the  premises  with  the  other  occupants. 

Only  when  a  fire  actually  occurs  on  his  floor,  or  when 
ordered  to  do  so  by  the  Foreman,  shall  the  STREET- 
ALARM-BOX-RUNNER  proceed  to  the  street  alarm 
box  and  send  in  the  fire  alarm. 
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Rule  6.  Duties  of  Fire  Brigade. 

™e  Are  brigade  shall  have  full  charge  of  the  operation 
of  all  auxiliary  fire  fighting  apparatus  and  shall  endeavor 
to  extinguish,  or  at  least  hold  in  check  until  the  arrival 
.if  the  hie  department,  any  fire  that  may  occur.  When  it 
is  necessary  for  the  fire  brigade  to  respond  to  different 
Hoors  m  the  building  they  shall  not  use  the  stairways  or 
fire  escapes  while  the  occupants  are  escaping  from  the 
premises. 


Rule  7.  Duties  of  Exit  Guards. 

The  EXIT  GUARDS  shall  station  themselves  at  all 
•xit  doors  leading  to  fire  escapes,  stairways  and  other 
•ncans  ot  escape  immediately  upon  the  sounding  of  the 
larm.  I  here  shall  he  two  guards  for  each  exit  if  prac- 
icahle:  one  to  stand  in  the  hallway  holding  back’ the  door 
nd  the  other  directly  inside  on  the  floor.  They  are  to 
Jeep  the  exit  doors  open  and  direct  the  movements  of  the 
•ersons  using  these  exits  and  prevent  congestion. 

EXIT  GUARDS  shall  remain  at  their  stations  until  all 
f  the  occupants  of  the  building  have  passed  their  station, 
hen  close  their  doors  and  pass  out  of  the  building.  Upon 
ignal  for  the  occupants  to  return.  EXIT  GUARDS  shall 
ike  their  designated  stations  and  remain  there  until  all 
ersons  have  returned  to  their  respective  floors. 


’ule  8.  Duties  of  Squad  Monitors. 

The  SQUAD  AfONITORS,  as  soon  as  the  alarm  is 
funded,  shall. see  that  the  employees  under  their  charge 
mcklv  form  into  line,  two  abreast,  and  numbering  not 
iore  than  thirty  to  each  squad.  They  shall  see  that  all 
isles  and  passageways  are  cleared  of  obstructions. 

Note:  Chairs,  stools,  baskets,  etc.,  should  be  pushed 
nder  or  placed  on  top  of  work  benches. 

MONITORS  shall  proceed  at  the  head  of  their  re- 
lective  squads  to  the  exit  assigned,  and  then  march 

;)  thp  'stairs  or  to  ot,ler  exits  as  directed  by 

e  EXIT  GUARDS. 


f  t  n  CS  °f  the,Board  of  Standards  and  Appeals,  the 
Inc  dull  conducted  each  month  shall  include  all  of  the 

ithn  Prem,ses  en&aged  at  work  for  a  factory 
which  an  oSfh?h  conducted  at  least  twice  each  year  in 
simultaneously,6  P  0"  ‘h6  Prem,SeS  shil"  V^tlclpa.e 

Rule  10.  Duties  of  Owner. 

It  shall  be  the  duty  of  the  OWNER  I  FSSFF  nr> 
THE  BPILDING  or’  his  aufhor £d 

the  ‘‘F?re  Drm”epTm  -1Ve^  t0  personall-v  observe  that 
f, ,1  ,  t  -m-  D  ,,s.held  s!multaneously  on  every  floor  of 
the  building  and  the  participation  therein  of  everv  occu- 
ant  of  such  building.  Any  EIRE  DRILL  in  which  all  of 
the  occupants  do  not  participate  shall  not  be  considered 

^eCJ"?P^nfr  W",h  tl,e  LAW’  cxceP'  otherwise  pro- 
vided  in  these  rules.  1 

I  T?isFFernp  representing  the  OWNER, 

DRirSP;  ?R,  TENANT,  who  supervises  the  FIRE 
,  ,  t  le  building  shall  submit  to  an  examination  by 

the  Division  of  Fire  Prevention  as  to  their  experience  and 
geneial  fitness  for  such  duties,  and  shall  be  so  certified  in 
writing  by  the  FIRE  COMMISSIONER. 

Rule  11.  Duties  of  Engineer. 

TRwn^liT  the  dl!ty  of  the  ENGINEER.  SUPERIN- 
1  END  ENT  or  other  PERSON  IN  CHARGE  of  a 

wilding  having  an  interior  fire  alarm  system  to  test  such 
system  daily  immediately  after  the  beginning  of  business, 
and  to  see  that  all  apparatus  operated  by  springs  requir¬ 
ing  winding  are  rewound  after  each  alarm  and  kept  in 
normal  condition  for  operation. 

Whenever  it  is  necessary  to  test  the  fire  alarm  system 
at  any  other  time  of  the  day,  owing  to  repairs  etc  beino- 

made  the  PERSON  IN  CHARGE  OF  BUILDING 
W'U  h.rs,t  notify  all  Foremen  of  the  several  floors  of  the 
intended  test  and  likewise  notify  them  when  the  repairs 
etc.  are  completed.  This  precaution  is  taken  to  prevent 
contusion  and  excitement,  also  misunderstanding  of  the 
alarm  signals. 


i0n  reaching  the  sidewalk  AfONITORS  shall  keep  their 
1  tiads  in  order  and  lead  them  a  reasonable  distance  from 
e  building,  so  as  not  to  cause  congestion  and  inter- 
rence  with  fire  apparatus.  When  the  proper  signal  is 
wen  they  shall  return  to  their  respective  floors  at  head 
their  squads. 

AfONITORS  will  at  all  times  see  that  those  under 
eir  charge  conduct  themselves  in  a  respectable  and 
<derly  manner. 


ule  9  Holding  of  Drills. 

EIRE  DRILLS  shall  be  held  at  least  once  each  month 
d  varied  hours  of  the  day,  and  all  of  the  occupants 
‘all  participate  therein  simultaneously.  Such  drills  shall 
1  nrluct  all  occupants  to  a  place  of  safety. 

\\  here  dual  operation  interior  fire  alarm  systems  are 
'tailed  as  permitted  under  Rule  11  of  the  interior  fire 


E  DiMlaEo  be  the  duty  of  the  PERSON  IN  CHARGE 
up  BUILDING  to  sound  the  interior  alarm  system  at 
lriegular  intervals,  but  not  less  than  once  each  calendar 
month,  for  the  purpose  of  holding  practice  fire  drills. 
He  shall  keep  on  the  premises  a  record  of  such  drills 
showing  the  date  when  held  and  the  required  time  for 
all  occupants  to  reach  the  street  or  a  point  of  safety 
outside  the  building. 

The  PERSON  IN  CHARGE  OF  BUILDING  must 
immediately  acquaint  new  tenants  of  the  existence  of 
the  “Fire  Drill”  Organization  and  its  purport. 


Rule  12.  Registration. 

1  he  name  and  address  of  every  person,  corporation  or 
co-partnership,  that  will,  under  professional  service,  carry 
on  the  trade,  business  or  calling  of  establishing, ’main¬ 
taining  or  supervising  the  “Eire  Drill”  shall  be  registered 
m  the  Fire  Department,  which  Department  shall,  upon 
evidence  of  fitness,  grant  a  certificate  to  that  effect. 


NOTICE 

;  -  _ _ _ _ 


„  MULTIPLE  DWELLING  LAW  ON  SALE, 
-opies  of  the  Afultiple  Dwelling  Law  are  now  on  sale  at 
.Distribution  Division  of  the  Citv  Record  Office.  Room 
■A  Municipal  Building.  Afanhattan.  Price  50c:  bv  mail  54c. 
-opies  of  the  Supplemental  Rules  and  Regulations  of 


the  Housing  Division  of  the  Department  of  Housing  and 
Buildings  on  Fire  Retarding,  Fire  Escapes.  Fire  Stairs  and 
Fire  Towers  are  now  on  sale  at  the  Distribution  Division 
of  the  City  Record  Office.  Room  2213,  Afunicipal  Building, 
Manhattan.  Price  10c:  bv  mail  12c. 
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RULES  FOR  TESTS  OF  FIRE-RESISTIVE,  FLAMEPROOFED  MATERIALS,  SUCH  AS 
TEXTILES,  PAPER,  SIMILAR  MATERIALS  AND  ADHESIVES  USED  FOR  DECORA. 
TIVE  PURPOSES  AND  TREATED  ACOUSTICAL  DRAPERIES,  CARPETS  AND  SIMI 
LAR  MATERIALS  FOR  USE  IN  PLACES  OF  PUBLIC  ASSEMBLY  AND  SPECIAL 
OCCUPANCY  STRUCTURES.  1 

ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  MAY  3.  1940.  EFFECTIVE 
IN  ACCORDANCE  WITH  SECTION  665,  SUBDIVISION  C,  OF  THE  NEW  YORK  CITV 

CHARTER,  MAY  27,  1940. 


[Cal.  No.  294-40-SR] 

AUTHORITY: 

Pursuant  to  the  authority  vested  in  the  Board  of  Standards 
and  Appeals  by  Section  666,  paragraph  2.  of  the  Charter  of 
the  City  of  N  civ  York  and  Section  C26-721.0b  (12.2)  as 
amended  by  Local  Laiv  No.  170,  approved  November  14, 
1969,  and  Section  Cl 9-161 .1  Local  Laiv  No.  112,  approved 
July  18,  1939. 

1.0  SCOPE 

These  requirements  apply  to  flamepvoofed  combustible 
materials  used  for  decorative  or  other  purposes  within  special 
occupancy  structures  as  defined  in  Section  C26-715.0  (12.1.1) 
and  other  places  of  public  assembly  as  provided  in  Section 
09-161.0,  which  was  amended  by  Local  Law  No.  112. 

2.0  GENERAL  REQUIREMENTS: 

It  shall  be  unlawful  for  any  person  to  use  any  decorations, 
drape,  curtain  or  scenery  used  for  artistic  enhancement, 
which  is  made  of  combustible  material,  unless  painted  or  satu¬ 
rated  with  a  non-combustible  material  or  liquid  or  otherwise 
rendered  safe  against  fire  to  the  satisfaction  of  the  Fire 
Commissioner  and  in  accordance  with  the  requirements  of 
these  Rules,  in  any  building  of  a  public  character,  including 
a  hotel,  theatre,  restaurant,  public  hall,  department  store, 
and  a  building  used  or  intended  to  be  used  for  purposes  of 
public  assembly,  amusement  or  instruction,  and  a  building 
where  large  numbers  of  persons  congregate  (See  Section 
C19-161.1)  except  as  exempted  in  Rule  7. 

After  flameproofing,  such  processing  as  ironing,  sewing 
and  normal  handling  shall  have  no  detrimental  effects  on  the 
treatment  of  the  material. 

3.0  APPROVAL  OF  MATERIALS  AND  METHODS 
USED  IN  FLAMEPROOFING  TEXTILES,  ETC. 

3.1  No  materials  or  methods  for  flameproofing  com¬ 
bustible  materials  for  use  under  these  Rules  shall  be  used 
unless  approved  bv  the  Board. 

4.0  FLAMEPROOFING  PROPERTIES. 

The  flameproofed  material,  when  subjected  to  the  test  de¬ 
scribed  in  Rule  5.0,  shall  meet  the  following  requirements  as 
to  fire-retardant  properties. 

.  4.1  FLASHING — No  flashing  shall  occur  at  any 
time  on  the  length  of  the  test  specimen.  A  flashing  due 
to  fuzz  nr  had  edges  mav  be  disregarded. 

4.2  DURATION  OF  FLAME — The  average  contin¬ 
uation  of  flaming  shall  not  exceed  3  seconds. 

4.3  DURATION  OF  GLOW — The  average  continu¬ 
ation  of  glow  at  the  edge  of  the  charred  area  shall  not 
exceed  an  additional  twenty  seconds  after  the  cessation 
of  flaming.  Glow  confined  to  the  charred  area  may  be 
disregarded. 

5.0  TESTS. 

Tests  for  each  specific  installation  of  originally  treated 
combustible  material,  or  any  re-tests  thereof,  shall  be  made 
by  the  Fire  Commissioner,  or  in  a  laboratory  approved  by 
him,  in  accordance  with  the  requirements  of  these  Rules. 

^  5.1— SAMPLING  FOR  TEST  SPECIMENS— 
Samples  of  each  variety  of  material  and  for  every  kind  of 
treatment  shall  be  subject  to  separate  tests.  Samples 
shall  be  of  sufficient  =ize  to  furnish  test  specimens  pro¬ 
vided  for  in  Rule  5.2.  At  least  three  samples  shall  be 
furnished  tor  evenr  500  «nua-e  feet  or  fraction  thereof. 

5.2  TEST  SPECIMENS — Specimens  for  test  shall 
be  2  in.  wide  and  1 2(4  in.  long  and  shall  he  numbered 
on  one  end.  Test  specimens  shall  be  carefully  cut  from 
at  least  three  different  places  in  the  material  to  provide  a 
minimum  of  three  test  specimens  from  each  material  for 
testing. 


5.3  CONDITIONING  OF  TEST  SPECIMENS— 
The  test  samples  or  test  specimens  shall  be  dried  for  24 
hours  in  a  room  of  average  temperature  of  70°  F.,  with 
an  average  humidity  of  40%. 

5.4  TEST  FOR  PERMANENCE  OF  CHEMI4 
CALS — Test  specimens  shall  be  suspended  bv  folding 
and  pinning  one-half  inch  of  the  numbered  end  over  d 
horizontal  8-gauge  wire,  placed  two  inches  above  the, 
center  of  a  7-inch  opening  in  a  3  ft.  wind  tunnel  arranged 
to  deliver  a  wind  velocity  to  the  air,  at  the  tunnel  end. 
of  700  lineal  feet,  plus  or  minus  50  ft.  per  minute,  as 
measured  by  a  suitable  anemometer  on  a  line  with  the 
wire.  In  this  position  the  test  specimens  shall  be  whipped 
for  five  minutes.  Immediately  upon  conclusion  of  this 
test,  the  specimens  shall  be  placed  in  a  closed  dry  con¬ 
tainer  until  required  for  the  flame  test. 

5.5  APPARATUS  FOR  FLAME  TEST— The  apj 
paratus  shall  consist  of  a  ring  stand  20  inches  high  with 
an  adjustable  clamp  housed  in  a  metal  shield  12  inches 
square  and  20  inches  high,  open  in  front  and  at  both 
ends  and  a  Bunsen  or  Tirrill  gas  burner  which  shall 
have  a  tube  of  fji-inoh  inside  diameter. 

5.6  FLAME  TEST — A  whipped  test  specimen  sbal 

be  taken  from  the  closed  container  required  in  Rule  5/ 
and  suspended  vertically  with  one-half  inch  of  the  num¬ 
bered  end  in  a  clip  held  in  a  clamp  on  the  ring  stand 
so  that  the  test  specimen  shall  hang  vertically  within  and 
near  the  center  of  the  metal  shield  required  in  Rule  5.5 
The  lower  end  of  the  test  specimen  shall  be  three-quarters, 
of  an  inch  above  the  top  of  the  gas  burner  on  which  the 
air  supply  is  shut  off  completely  and  adjusted  to  give  a 
luminous  flame  1(4  inches  long.  The  flame  shall  be  ap¬ 
plied  fur  12  seconds,  then  withdrawn.  The  result  of  the: 
test  for  duration  of  flame  and  duration  of  glow  of  the, 
three  test  specimens  shall  each  be  averaged  and  recorded. 
Flashing,  if  anv.  shall  be  noted.  14 

6.0  APPROVAL  AND  CERTIFICATION. 

The  approval  of  materials  that  have  been  flameproofed,  as; 
provided  in  Rule  1.0  and  tested  as  required  in  Rule  5.0  with 
flameproofing  properties  as  given  in  Rule  4.0,  shall  be  limited, 
to  one  year.  An  affidavit  bv  the  person,  firm  or  corporation* 
flameproofing  the  combustible  materials  shall  be  filed  with; 
the  Fire  Commissioner  stating  that  the  flameproofing  com¬ 
pound  and  method  complies  with  the  approval  of  the  Board,, 
with  calendar  number  thereof,  and  including  the  date  of  treat¬ 
ment  and  warranted  period  of  effectiveness  of  the  flame¬ 
proofing. 

6.1  The  Fire  Commissioner  may  require  check  tests  at! 
any  time.  Upon  the  termination  of  the  approval,  as  pro¬ 
vided  for  in  Rule  6.0,  a  retest  of  the  flameproofed  com¬ 
bustible  materials  shall  conform  to  the  following: 

Flameproofed  materials  shall  withstand  a  test  of  at 
leart  400°  F..  as  measured  bv  a  pvrometer.  or  other  ac-' 
ceptable  method,  for  approximately  one-minute’s  dura-- 
tion  by  means  of  an  open  flame.  Under  such  test,  the 
flameproofed  material  shall  not  flash  or  support  com¬ 
bustion  and  shall  not  glow  outside  of  the  char  if  a  char; 
is  set  up  by  the  open  flame.  Material  found  not  to- 
conform  to  these  requirements  shall  be  removed  and' 
renlaced  with  materials  conforming  to  the  requirements5 
of  Rule  4.0  .  j 

7.0  EXEMPTION. 

These  Rules  shall  not  be  construed  to  apply  to  merchandise 
for  sale  or  displayed  for  sale,  to  guest  rooms  in  hotels,  to 
offices,  to  works  of  art  in  museums,  nor  to  churches  or  places 
of  religious  worship. 
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PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  in. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commissioner 
of  buildings  or  fire  commissioner)  and  file  with  this  board 
a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directons. 


nokirtg  in  Factories,  Rules, 
sulating  Fibre  Board  Rules. 
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DOCKET. 

New  Cases  Filed  up  to  September  17,  1940. 

Cal.  No.  Department.  Premises  Affected. 

897-40-A . H.B.M ...  .424-430  East  19th  street,  south 

side,  181.3  ft.  west  of  Avenue 
“A”  (Block  No.  950,  Lot  No. 
43),  Borough  of  Manhattan, 
F.P.  630-40. 


898-40-BZ . H.B.Bx.. .  .777  East  182nd  street,  north 

side,  89.5  ft.  east  of  Prospect 
avenue  (Block  No.  3112,  Lot 
No.  14),  Borough  of  The 
Bronx, 

Decision — re  Certificate  of 
.  Occupancy. 


899-40-A . H.B.B . 188-238  Empire  boulevard,  south 

side,  99  ft.  3  in.  west  of  Rogers 
avenue  (Block  No.  1314,  Lot 
Nos.  21  and  29),  Borough  of 
Brooklyn,  Alt.  4229-40. 


900-40-A . H.B.M ...  .342-346  Amsterdam  avenue,  west 

side,  25.7  ft.  north  of  West 
76th  street,  and  205  West  76th 
street  (Block  No.  1168,  Lot 
Nos.  28,  30,  31  and  32),  Bor¬ 
ough  of  Manhattan, 

Alt.  2620-40. 


901-40-A . H.B.Q . 170-03  to  170-59  Pidgeon  Meadow 

road,  north  side,  between 
Auburndale  lane  and  Fresh 
Meadow  lane  (Block  No. 
5577,  Lot  No.  1),  Flushing, 
Borough  of  Queens, 

N.B.  5470-40  to  N.B.  5484-40, 
inclusive. 


902- 40-SM . Parker  Incinerator  Hopper  Door, 

manufactured  by  Parker  Manu¬ 
facturing  Company,  Material. 

903- 40-SA . ' . Kres-Kno  Ball  Flame  Domestic 


Burner,  Models  BFM-10, 
BFM-13,  BFTDR,  BFF, 
BFToDR,  BFWDR,  BFSE, 
BFER  and  BFDRP, 

Appliance. 


904-40-SA . Kres-Kno  Ball  Flame  Pressing 

Machine  Burner,  Appliance. 


905-40-SA . Kres-Kno  Ball  Flame  Range 

Burner,  Models  BFM-10, 
BFM-13,  BFTDR,  BFF, 


BFToDR,  BFWDR,  BFSE, 
BFER  and  BFDRP, 

Appliance. 


906-40-A . H.B.Q . 160-01  Northern  boulevard,  north 

east  corner  of  160th  street 
(Block  No.  5280,  Lot  No.  6), 
Flushing,  Borough  of  Queens, 
Alt.  1798-40. 


907-40-A -  .H.B.Q . 33-34  84th  street,  west  side,  320 

ft.  south  of  Northern  boule¬ 
vard  (Block  No.  1431,  Lot 
No.  22),  Jackson  Heights, 
Borough  of  Queens, 

Alt.  1749-40. 


908-40-SM . Coyne  and  Delany  Vacuum  Break¬ 

er  No.  50  (for  Flush  Valve), 
manufactured  by  Coyne  and 
Delany  Company,  Material. 


909-40-SM . Atco  Type  “S”  Metal  Covered 

One  Hour  Test  Door,  manu¬ 
factured  by  Atlas  Fireproof 
Door  Company,  Material. 


910-40-A . H.B.Q . 135-60  108th  street,  west  side, 

between  Peconic  street  and 
135th  avenue,  in  bed  of  Pe¬ 
conic  street,  1,100  ft.  north  of 
North  Conduit  avenue  (Block 
No.  11562,  Lot  No.  7,  and 
Block  Nos.  11564  and  11539, 
Lot  No.  1  in  each  block); 
(Aqueduct  Race  Track), 
Aqueduct,  Borough  of  Queens 
(Under  Section  35,  General 
City  Law,  re  Bed  of  Mapped 
Street) . 


911-40-A . F.D . 5312-5316  Fifth  avenue,  north 

side,  50  ft.  2  in.  east  of  54th 
street  (Block  No.  815,  Lot 
Nos.  42,  43  and  44),  Borough  , 
of  Brooklyn, 

4104-L.F.  and  Decision. 


912-40-A . F.D . 1281  Broadway,  north  side,  229 

ft.  3  in.  west  of  Grove  street 
(Block  No.  3293,  Lot  No.  25), 
Borough  of  Brooklyn, 

4291 -L.F.  and  Decision. 


91 3-40- A . F.D . 7408-7410  Fifth  avenue,  west 

side,  67  ft.  1J4  in.  south  of 
74th  street  (Block  No.  5930, 
Lot  No.  40),  Borough  of 
Brooklyn, 

4712-L.F.  and  Decision. 
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914‘4°-A . H.B.M - 2-6  East  61st  street  and  795  Fifth 

avenue,  southeast  corner 
(Block  No.  1375,  Lot  No.  67), 
Borough  of  Manhattan, 

Alt.  831-40  and  Zone  Viol. 

114-40. 


J915-40-BZ - H.B.B . 639-641  Fourth  avenue,  southeast 

corner  of  19th  street  (Block 
No.  637,  Lot  No.  7),  Borough 
of  Brooklyn, 

Drop  Curb  Applic.  1498-40. 

916-40-A . H.B.M. ..  .42-48  East  67th  street,  south  side, 

140  ft.  west  of  Park  avenue 
(Block  No.  1381,  Lot  Nos. 
42)4  to  45,  inclusive),  Bor¬ 
ough  of  Manhattan, 

Elev.  Applic.  328-40. 

H7-40-A-MD .  H.B.Q . Block  front,  north  side  of  77th 

avenue,  from  Queens  boulevard 
to  113th  street  (Block  No. 
2266,  Lot  No.  79),  Forest 
Hills,  Borough  of  Queens, 
Amendment  to  N.B.  5845-39. 


18-40- A . H.B.M.... 530  Park  avenue,  southwest  cor¬ 

ner  of  East  61st  street  (Block 
No.  1375,  Lot  Nos.  37  to  41)4, 
inclusive,  and  parts  of  Lot 
Nos.  32,  32)4,  33  and  36), 
Borough  of  Manhattan, 

N.B.  26-40. 


Restored  to  Calendar. 

752-29-BZ - H.B.B . 8801-8809  Fourth  avenue  and  402- 

412  88th  street,  southeast  cor¬ 
ner  (Block  No.  6065,  Lot  Nos. 
6,  9  and  11),  Borough  of 
Brooklyn, 

D.C.  Applic.  1254-40. 

182-30-BZ - H.B.B . 8918-89 32  Fourth  avenue,  north¬ 

west  corner  of  90th  street 
(Block  No.  6064B,  Lot  No. 
65),  Borough  of  Brooklyn, 
Applic.  312-35. 


49J-38-SA . Preway  Oil  Burning  Circulating 

and  Radiant  Heaters,  Stand¬ 
ard  Models  Nos.  958P,  960P 
and  963P  and  DeLuxe  Models 
Nos.  970P  and  973P, 

Appliance. 

438-39-BZ - H.B.B . 4312  Church  avenue,  south  side, 

60  ft.  west  of  Troy  avenue 
(Block  No.  4897,  Lot  No.  7), 
Borough  of  Brooklyn, 

Misc.  Applic.  1125-39. 

1422-39-BZ. ..  .H.B.Q . 133-40  Van  Wyck  boulevard, 

northwest  corner  of  135th  ave¬ 
nue  (Old  South  road)  ;  (Block 
No.  2841,  part  of  Lot  No.  1), 
Jamaica,  Borough  of  Queens, 
N.B.  5897-39. 


9-40-BZ. ...  H.B.Q . 74-11  to  74-21  Broadway,  north 

side,  116.7  ft.  east  of  Roose¬ 
velt  avenue,  74-12  to  74-20 
Roosevelt  avenue  and  40-02  to 
40-14  75th  street  (Block  No. 
1485,  Lot  Nos.  29  and  33), 
Jackson  Heights,  Borough  of 
Queens,  N.B.  6265-40. 


1-40-A . H.B.Q . 42-02  Vernon  boulevard,  west 

side,  290.37  ft.  north  of  43rd 
avenue  (Block  No.  484,  Lot 
No.  15)  t  Long  Island  City, 
Borough  of  Queens, 

Alt.  1595-40. 


88-40-BZ. ...  H.B.B . 1290-1300  Decatur  street,  south 

side,  100  ft.  west  of  Knicker¬ 
bocker  avenue  (Block  No. 
3436,  Lot  Nos.  24  and  26), 
Borough  of  Brooklyn, 

Applic.  3069-39. 

347-40-BZ. ...  H.B.M ...  .479-495  Lexington  avenue,  east 

side,  from  East  46th  street  to 
East  47th  street,  127-149  East 
46th  street  and  130-136  East 
47th  street  (Block  No.  1301, 
Lot  Nos.  20  to  28,  inclusive, 
and  47  to  53,  inclusive),  Bor¬ 
ough  of  Manhattan, 

N.B.  212-38. 


-40- A . H.B.Q . 58-04  to  58-56  189th  street,  west 

side,  between  World’s  Fair 
boulevard  and  58th  avenue  and 
535  ft.  north  of  World’s  Fair 
boulevard  (Block  No.  5692, 
Lot  No.  1),  Flushing,  Bor¬ 
ough  of  Queens, 

N.B.  5883-40  to  N.B.  5896-40, 

inclusive. 


968-24-BZ. ...  H.B.B . 1922-1932  Kings  highway,  south 

side,  47  ft.  8)4  in.  south  of 
Ocean  avenue  (Block  No. 
6782,  Lot  Nos.  19  to  23,  in¬ 
clusive),  Borough  of  Brook¬ 
lyn,  Alt.  6525-40. 


124-36-BZ. ..  .H.B.M. ..  .63-67  West  35th  street,  north 

side,  100  ft.  east  of  Sixth  ave- 
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nue  (Block  No.  837,  Lot  No. 
6),  Borough  of  Manhattan, 
Drop  Curb  Applic.  156-40. 


527-37-BZ _ H.B.M _ 144-150  East  43rd  street,  south 

side,  100  ft.  west  of  Third 
avenue,  and  670-676  Third 
avenue  (Block  No.  1297,  Lot 
Nos.  41,  43  and  45  and  parts 
of  Lot  Nos.  37,  38,  39  and  40) 
(rear  of  lots).  Borough  of 
Manhattan, 

Decision — re  Certificate  of 
Occupancy. 


224-38-BZ _ H.B.Q . 32-11  to  32-19  Cross  Island  boule¬ 

vard  and  198-05  to  198-11 
33rd  avenue,  northeast  corner 
(Block  No.  6025,  Lot  No.  36), 
Bayside,  Borough  of  Queens, 
N.B.  1519-38 


249-39-BZ. ..  .H.B.Q . 84-11  to  84-21  Astoria  boulevard, 

24-02  to  24-12  85th  street  and 
84-12  to  84-20  24th  avenue 
(Block  No.  1096,  part  of  Lot 
No.  1),  Jackson  Heights, 
Borough  of  Queens, 

N.B.  567-39. 


415-40-BZ. ..  .H.B.Q . 124-17  Queens  boulevard  and 

125-02  82nd  avenue,  northeast 
corner  (B’ock  No.  9654,  Lot 
Nos.  6,  12,  14  and  15),  Kew 
Gardens,  Borough  of  Queens, 
N.B.  2532-40. 


884-39-A . H.B.Q . 81-19  Kneeland  avenue,  north 

side,  27  ft.  west  of  Codwlse 
place  (Block  No.  2472,  Lot 
No.  72),  Elmhurst,  Borough 
•  of  Queens, 

Decision — re  Viol.  1361-38. 


1224-39-SM . Sloan  V-100  Vacuum  Breaker, 

manufactured  by  Sloan  Valve 
Company,  Material. 


CERTIORARI  ORDER  SERVED  ON  THE  BOARD 
OF  STANDARDS  AND  APPEALS. 

On  September  19,  1940,  Jerome  N.  Wanshel,  attorney,  served 
on  Board  petition  and  order  of  certiorari  on  behalf  of  Killarney 
Holding  Corporation,  owner,  in  re  decisions  of  Board  on  July  16, 
1940,  Cal.  Nos.  1535-39-A,  1536-39-A,  1537-39-A  and  1538-39-A. 

affecting  Block  No.  2411,  Lot  No.  1  ;  Block  No.  2413,  Lot  No.  1  ; 
Block  No.  2409,  Lot  No.  1,  and  Block  No.  2418,  Lot  No.  1,  Howard 
Beach,  Borough  of  Queens. 


COURT  DECISION. 

Supreme  Court,  Special  Term,  New  York  County,  Mr.  Justice 
Bernstein,  August  20,  1940. 

In  re  Kesbec,  Incorporated  (Cambell)— Motion  is  denied.  The 
pending  proceeding  before  the  Board  of  Standards  and 


Appeals  of  the  City  of  New  York  is  not  an  appeal  from 
the  refusal  of  the  borough  superintendent  of  the  Depart¬ 
ment  of  Housing  and  Buildings  to  issue  a  certificate  of 
occupancy  of  the  premises  in  question  for  the  parking  of 
more  than  five  motor  vehicles.  It  is  an  application  for  a 
variance  under  section  7  of  the  Building  Zone  Resolution. 
Such  an  application  is  not  directed  to  procuring  a  reversal 
of  the  decision  of  the  superintendent,  but  to.  procuring  a 
dispensation  of  compliance  under  the  discretionary  power 
vested  in  the  Board.  The  stay  of  proceedings  provided  for 
by  chapter  27,  section  668-c  of  the  New  York  City  Charter, 
therefore,  does  not  cover  the  pending  proceeding.  Further¬ 
more,  the  application  here  seeks  to  stay  the  enforcement  of 
the  criminal  law.  This  may  not  be  done  in  a  case  of  this 
kind  (Mills  Novelty  Company  v.  Sunderland,  266  N.Y., 
32,  36). 


RULES 


Last  Publication  in  Bulletin 


Blended  Cements,  Rules  for  Testing 

and  Use  of . Aug. 

Carbon  Dioxide  Liquefier  Rules . July 

Certificates  of  Occupancy,  approved 

form  . Aug. 

Concrete  Flat  Slabs,  Rules . July 

Concrete  Masonry  Units,  Rules  for 
Manufacture,  Testing  and  Use 

of  . •_ . Aug. 

Concrete  Rules  (Hydrated  Lime) . Aug. 

Elevator  Rules  . Mar. 

Exit  Rules  (Revolving  Doors) . June 

Factory  Exit  Rules . Aug. 

Fire  Alarm  Rules  (Interior) . Aug. 

Fire  Drill  Rules  . .......Sept. 

Fire-resistive,  Flameproof  Materials, 

etc.,  Rules  for  Testing  of . Sept. 

Fire  Retarding  Rules  for  Garages, 

etc . Aug. 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for . . . Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  . Aug. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 

Insulating  Fibre  Board  Rules . Sept. 

Oil  Burner  Rules . ......Sept. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . Aug. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules  . Sept. 

Platform  Trucks,  Specifications  for  . Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Prevention  of  Con¬ 
tamination  of  Water  Supply)  ...  Sept. 

Procedure,  Rules  of . Sept. 

Refrigerating  Systems,  Extract  A.C. June 

Smoking  in  Factories,  Rules  for . Sept. 

Sprinkler  Rules  . June 

Standpipe  Fireline  Rules . June 

Structural  Alterations,  Reporting.  .. June 

Tank  Trucks,  Fuel  Oil,  etc. . Nov. 

Tank  Trucks,  Gasoline,  etc. . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code) . Apr. 


6,  1940— Vol.  25,  No.  32 
30,  1940— Vol.  25,  No.  31 

23,  1938— Vol.  23,  No.  84 
13,  1937— Vol.  22,  No.  28 


27,  1940— Vol.  25,  No.  35 
3,  1937— Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 
15,  1937— Vol.  22,  No.  24 
13,  1940— Vol.  25,  No.  33 
13,  1940— Vol.  25,  No.  S3 
17,  1940— Vol.  25,  No.  38 

17,  1940— Vol.  25,  No.  38 

20,  1940— Vol.  25,  No.  34 
13,  1937— Vol.  22,  No.  15 

21,  1919 — Vol.  4,  No.  8 

20,  1940— Vol.  25,  No.  34 
7,  1925 — Vol.  10,  No.  14 
5,  1928— Vol.  13,  No.  23 
24,  1940— Vol.  25,  No.  39 
3,  1940— Vol.  25,  No.  86 

20,  1940— Vol.  25,  No.  34 

10,  1940 — Vol.  25,  No.  37 
24,  1936 — Vol.  21,  No.  47 
3,  1937— Vol.  22,  No.  31 

10,  1940— Vol.  25,  No.  37 

7,  1937— Vol.  22,  No.  36 

11,  1940 — Vol.  25,  No.  24 
24,  1940 — Vol.  25,  No.  39 
29,  1937— Vol.  22,  No.  26 

8,  1937 — Vol.  22,  No.  23 
7,  1932 — Vol.  17,  No.  23 

24,  1936 — Vol.  21,  No.  47 
24,  1936 — Vol.  21,  No.  47 

10,  1923 — Vol.  8,  No.  15 


LIST  OF  APPROVED  APPLIANCES 


Anti-Siphon  Valves  . Mar. 

Fireline  Hose  Valves . Mar. 

Fuel  Oil  Burners  for  Domestic  and 

Commercial  Use  . Sept. 

Fuel  Oil  Pipe  Terminals  . Sept. 

Fuel  Oil  Burners  for  Industrial  Use. Sept. 

Fuel  Oil  Pumps  . Sept. 

Gas  Heaters  . Sept. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Equipment  . Sept. 

Range  Oil  Burners  and  Space 

Heaters  . Sept. 

Vacuum  Breakers  . Sept. 


5,  1935— Vol.  20,  No.  10 

5,  1935— Vol.  20,  No.  10 

3,  1940— Vol.  25,  No.  86 

10,  1940— Vol.  25,  No.  37 

3,  1940— Vol.  25,  No.  36 

3,  1940— Vol.  25,  No.  36 

3,  1940— Vol.  25,  No.  36 

10,  1940— Vol.  25,  No.  37 

3.  1940— Vol.  25,  No.  36 

10,  1940— Vol.  25,  No.  37 


SEPTEMBER  24,  1940,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions  of 
the  building  zone  resolution,  Tuesday  morning,  September 
24,  1940,  at  10  o’clock,  in  Room  1013,  Municipal  Building. 
Manhattan,  on  the  following  matters : 
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cal.  no.  1048-22-BZ. — Application  of  W.  H.  and  J.  F 
Diwenbury,  applicants,  on  behalf  of 
Kinglefr  Holding  Corporation,  owner 
reopened  May  7.  1940.  under  section  21 
of  the  building  zone  resolution,  to  per¬ 
mit  in  a  business  use  district  the  main¬ 
tenance  of  a  gasoline  service  station 
used  in  conjunction  with  a  garage  for 
more  than  five  (5)  motor  vehicles  (said 
garage  was  previously  granted  by  the 
Board);  premises  472-494  Kingston 
avenue,  585-603  East  New  York  ave¬ 
nue,  northwest  corner,  and  546-554  Lef- 

\%rtS  aJve£“e  (Block  No-  1332>  Lot  Nos. 

38  and  39),  Borough  of  Brooklyn. 

al.  no.  402-40-BZ— Application,  April  16,  1940,  under  sec¬ 
tion  21  of  the  budding  zone  resolution, 
of  Lama  and  Proskauer,  applicants,  on 
behalf  of  Clifford  E.  Mills,  owner,  to 
permit  in  a  residence  use  district  and 
"F”  area  district  the  erection  and  .main¬ 
tenance  of  a  building  to  be  used  as  a 
gas  station,  auto  laundry,  lubritorium, 
office  and  boiler  room  in  conjunction 
with  a  gasoline  service  station  on  a  plot 
of  ground  previously  occupied  as  a 
gasoline  service  station;  premises  144- 

39  to  144-47  Farmers  boulevard,  south¬ 
east  corner  of  South  Conduit  avenue 
(Block  No.  4517,  Lot  No.  1  and  part  of 
Lot  No.  3),  Springfield,  Borough  of 
Queens. 

a-  no.  562-32-BZ— Application  of  Lama  and  Proskauer. 

applicants,  on  behalf  of  Silgreen  Hold¬ 
ing  Corporation,  owner,  reopened  No¬ 
vember  15,  1938.  under  section  21  of  the 
building  zone  resolution,  to  permit  in 
a  business  use  district  the  maintenance 
of  a  gasoline  service  station,  previously 
granted  by  the  Board  for  a  temporary 
period;  premises  208-16  Foch  boulevard, 
southwest  corner  of  Springfield  boule¬ 
vard  (Block  No.  3358,  Lot  No.  50). 
St.  Albans,  Borough  of  Queens. 

l.  no.  230-40-BZ — Application,  March  1,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Reginald  S.  Hardy,  applicant,  on  be¬ 
half  of  Winchester  Realty  Corporation, 
owner,  to  permit,  partly  in  a  residence 
use  district  and  partly  in  a  business  use 
district,  the  erection  and  maintenance  of 
a  gasoline  service  station ;  premises 
234-01  to  234-19  Hillside  avenue  and 
82-63  to  82-71  234th  street,  northeast 
corner  (Block  No.  7935,  part  of  Lot 
No.  1),  Creedmore,  Borough  of  Queens. 

-  no.  297-40-BZ— Application.  March  20,  1940,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  Henry  Nordheim,  appli¬ 
cant,  on  behalf  of  The  Mutual  Life  In¬ 
surance  Company,  owner  (Louwer 
Garage  Corporation,  lessee),  to  permit, 
partly  in  a  business  use  district  and 
partly  in  a  residence  use  district,  for  a 
temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles: 
premises  1407-1419  College  avenue,  west 
side,  215  ft.  south  of  East  171st  street 


(Block  No.  2786,  parts  of  Lot  Nos.  2, 
6  and  29),  Borough  of  The  Bronx. 

cal.  no.  574-40-BZ— Application,  May  27,  1940.  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Lama  and  Proskauer,  applicants,  on 
behalf  of  Giuseppe  Proscia,  owner,  to 
permit  in  a  business  use  district,  the 
alteration  and  conversion  of  occupancy 
of  an  existing  building  to  a  garage  for 
more  than  five  (5)  motor  vehicles; 
premises  565-569  Carroll  street,  north 
side,  220  ft.  east  of  Fourth  avenue 
(Block  No.  958,  Lot  No.  70),  Borough 
of  Brooklyn. 

cal.  no.  2-40-BZ— Application,  January  2,  1940,  under  sec- 

tlf)rl-7n  of  the  buildinS  zone  resolution, 
of  Kollsman  Instrument  Company,  Inc  ’ 
applicant  and  lessee,  on  behalf  of  Pal- 
otto  Corporation,  owner,  to  permit  in  a 
business  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years 
the  parking  of  more  than  five  (5)  motor 
vehicles;  premises  south  side  of  45th 
avenue,  180  ft.  east  of  80th  street 
(Block  No.  1533,  Lot  No.  45),  Elm¬ 
hurst,  Borough  of  Queens. 

CAL.  NO.  532-40-BZ— -Application,  May  17,  1940,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Benjamin  M.  Sylvan,  applicant,  on 
behalf  of  Hylda  Kaufman  and  Sadie 
Rosenberg,  owners,  to  permit  in  a  busi¬ 
ness  use  district,  for  a  temporary  period 
of  not  more  than  two  (2)  years,  the 
parking  and  storage  of  more  than  five 
(5)  motor  vehicles;  premises  988 
Forest  avenue,  east  side,  168.65  ft.  south 
of  East  165th  street  and  991-1001 
Tinton  avenue  (Block  No.  2659,  Lot 
No.  20),  Borough  of  The  Bronx. 

cal.  no.  194-40-BZ — Application,  February  21,  1940,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Helen  Lulves,  applicant  and 
owner,  to  permit  in  a  residence  use  dis¬ 
trict,  the  conversion  of  occupancy  of  an 
existing  dwelling  to  business  use  (under¬ 
taking  establishment)  ;  premises  4259 
Bronxwood  avenue,  west  side,  165.80  ft. 
south  of  East  236th  street  (Block  No. 
5001,  Lot  No.  62),  Borough  of  The 
Bronx. 

cal.  no.  302-40-BZ — Application,  March  25,  1940.  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Ferdinand  Savignano,  applicant,  on 
behalf  of  Joseph  Molina,  owner,  to  per¬ 
mit  in  a  business  use  district,  the  ex¬ 
tension  and,  also,  conversion  of  occu¬ 
pancy  of  the  first  story  of  an  existing 
building  to  a  saw  and  planning  mill ; 
premises  1348-1350  (1340  displayed) 
60th  street,  south  side,  340  ft.  east  of 
13th  avenue  (Block  No.  5719,  Lot  No. 
24),  Borough  of  Brooklyn. 

cal  no.  192-29-BZ — Application  of  H.  A.  Mugler,  appli¬ 
cant,  on  behalf  of  Veronica  Kamb'ourian, 
owner,  reopened  January  3.  1939,  under 
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sections  7c  and  21  of  the  building  zone 
resolution,  to  permit  in  a  business  use 
district  the  reconstruction  and  extension 
of  a  gasoline  'service  station  (previously 
granted  by  the  Board)  ;  premises  58-02 
to  58-06  Laurel  Hill  boulevard  and  51- 
01  to  51-05  58th  street,  southeast  corner 
(Block  No.  2342,  Lot  Nos.  8,  9  and  10 
and  parts  of  Lot  Nos.  6  and  7),  Wood- 
side,  Borough  of  Queens. 

cal.  no.  351-40-BZ — Application,  April  5,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  F.  Regan,  applicant,  on  be¬ 
half  of  William  F.  Regan,  owner,  to 
permit  in  a  business  use  district  the 
erection  and  maintenance  of  a  gasoline 
service  station;  premises  1000-1012 
Brooklyn  avenue  and  3522-3524  Snyder 
avenue,  southwest  corner  (Block  No. 
4906,  Lot  Nos.  9  and  10),  Borough  of 
Brooklyn. 

cal.  no.  470-40-BZ — Application,  May  3,  1940,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  William  Cohn, 
owner  (Jacob  Newmark,  lessee),  to 
permit,  partly  in  a  business  use  dis¬ 
trict  and  partly  in  a  residence  use  dis¬ 
trict,  the  extension  of  an  existing  gaso¬ 
line  service  station  and,  also,  the  park¬ 
ing  and  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  4070-4076 
Broadway,  southeast  corner  of  West 
172nd  street  (Block  No.  2141,  Lot  Nos. 
17  to  20,  inclusive),  Borough  of  Man¬ 
hattan. 

HARRIS  H.  MURDOCK,  Chairman. 


SEPTEMBER  24,  1940,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

354-40- A — 24-46  24th  street,  west  side,  175  ft.  north  of 
Hoyt  avenue  (Block  No.  873,  Lot  No.  59), 
Long  Island  City,  Borough  of  Queens. 

502-40-A — 130  Union  avenue,  east  side.  100  ft.  north  of 
Leyden  avenue  (Block  No.  190,  Lot  No. 
32),  Mariners  Harbor,  Borough  of  Rich¬ 
mond. 

618-40-A — 1267  Flushing  avenue,  north  side,  25  ft.  east  of 
Johnson  avenue,  and  636-644  Johnson  ave¬ 
nue  (Block  No.  2996,  Lot  No.  22),  Bor¬ 
ough  of  Brooklyn. 

737-40- A — 794  Columbus  avenue  and  100-102  West  99th 
street,  southwest  corner  (Block  No.  1853, 
Lot  No.  36).  Borough  of  Manhattan. 

750-40-A — 1925  Ocean  parkway,  east  side,  185  ft.  4  in. 

south  of  Avenue  “S”  (Block  No.  7088,  Lot 
No.  87),  Borough  of  Brooklyn. 

783-40-A — 223-233  Marlborough  road  and  1501-1507  Bev¬ 
erly  road,  northeast  corner  (Block  No. 
5119,  Lot  No.  43),  Borough  of  Brooklyn. 


704-40-A — 12-14  Heyson  road  (Sea  Girt  avenue),  northeast 
corner  of  Beach  13th  street  (Block  No. 
118,  Lot  No.  28),  Far  Rockaway,  Bor¬ 
ough  of  Queens. 

784-40-A — 47-02  to  47-08  Fifth  street,  southwest  corner 
of  47th  avenue  (Block  No.  20,  Lot  No.  5), 
Long  Island  City,  Borough  of  Queens. 

794-40-A — 6914-6918  Fifth  avenue,  west  side,  102  ft.  8$i  in. 

south  of  Bay  Ridge  avenue  (Block  No. 
5873.  Lot  Nos.  48  and  49),  Borough  of 
Brooklyn. 

648-40-A — 10-16  Grand  avenue,  west  side,  80  ft.  11  in. 

south  of  Flushing  avenue  (Block  No.  1877, 
part  of  Lot  No.  30),  Borough  of  Brooklyn. 

614-40-A — 75  Rutgers  Slip,  east  side,  38.3  ft.  south  of 
Cherry  street  (Block  No.  247,  Lot  No.  25), 
Borough  of  Manhattan. 

635- 40-A — 261  South  street,  north  side,  24.7  ft.  east  of 

Rutgers  Slip  (Block  No.  247,  Lot  No.  2), 
Borough  of  Manhattan. 

636- 40-A — 79  Rutgers  Slip  and  260  South  street,  northeast 

corner  (Block  No.  247,  Lot  No.  1),  Bor¬ 
ough  of  Manhattan. 


OCTOBER  1,  1940,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  October  1, 
1940,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 

cal.  no.  529-40-BZ — Application,  May  17,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Lama  and  Proskauer,  applicants,  on 
behalf  of  Cliffdodge  Estate,  Inc., 
owner,  to  permit  in  a  business  use  dis¬ 
trict,  the  reconstruction  and  extension 
of  an  accessory  building  on  an  existing 
gasoline  service  station ;  premises  1788- 
1798  Eastern  parkway  and  2131-2135 
Bergen  street,  northeast  corner  (Block 
No.  1449,  Lot  No.  43),  Borough  of 
Brooklyn. 

cal.  no.  1183-39-BZ — Application,  September  26,  1939,  under 
sections  7h  and  21  of  the  building  zone 
resolution,  of  Henry  Nordheim,  appli¬ 
cant,  on  behalf  of  Josephine  Mauriello, 
owner,  to  permit  partly  in  a  business  use 
district  and  partly  in  a  residence  use 
district,  for  a  temporary  period  of  two 
(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  3057  Webster  avenue,  north 
side,  298.78  ft.  east  of  Mosholu  park¬ 
way,  north  (Block  No.  3331,  Lot  No. 
73),  Borough  of  The  Bronx. 

cal.  no.  223-40-BZ — Application,  March  1,  1940,  under  sec¬ 
tions  21  and  7f  of  the  building  zone 
resolution,  of  Samuels  and  Samuels, 
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applicants,  on  behalf  of  Elmo  Realty 
Corporation,  owner,  to  permit  in  a  busi¬ 
ness  use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station" 
premises  2876-2884  Eastern  boulevard 
and  1068-1074  Revere  avenue,  southeast 
corner  (Block  No.  5531,  Lot  Nos.  1 
and  4),  Borough  of  The  Bronx. 


Nos.  6,  12,  14  and  15),  Kew  Gardens, 
Borough  of  Queens. 


cal.  no.  207-33-BZ— Application  of  Samuel  J.  Ziegler,  appli¬ 
cant,  on  behalf  of  City  Bank  Farmers 
Trust  Co.,  trustee  for  George  McDon¬ 
ald  Phillips,  owner,  reopened  and  re¬ 
stored  to  calendar,  May  21,  1940,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  use  district 
the  erection  and  maintenance  of  an  auto¬ 
mobile  showroom,  a  gasoline  service  sta¬ 
tion  and,  also,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  3090-3094  Webster  avenue  and 
401-409  East  203rd  street,  southeast 
corner  (Block  No.  3330,  Lot  Nos.  65 
to  67,  inclusive),  Borough  of  The 
Bronx. 


:al.  no.  88-40-BZ— Application  of  John  J.  Beatty,  appli¬ 
cant,  on  behalf  of  May  E.  Campbell, 
owner,  reopened  September  10,  1940,  re 
amendment  of  resolution — re  applica¬ 
tion,  previously  granted  on  condition, 
under  section  7g  of  the  building  zone 
resolution,  permitting  in  a  residence 
use  district  the  erection  and  maintenance 
of  a  garage  for  more  than  five  (5) 
motor  vehicles  and.  also,  the  inclusion 
in  the  proposed  garage  of  an  existing 
garage  for  more  than  five  (5)  motor 
vehicles;  premises  1290-1300  Decatur 
street,  south  side,  100  ft.  west  of 
Knickerbocker  avenue  (Block  No.  3436, 
Lot  Nos.  24  and  26),  Borough  of 
Brooklyn. 


al.  no.  528-40-BZ— Application,  May  16,  1940,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  Herman  H.  Behn, 
owner,  to  permit,  partly  in  a  business 
use  district  and  partly  in  a  residence 
use  district,  the  alteration  of  a  building 
and  extension  of  gasoline  service  station, 
brake  service  station,  lubritorium  and 
store  use;  premises  114-20  101st  avenue, 
southwest  corner  of  115th  street  (Block 
No.  9432,  Lot  No.  8),  Richmond  Hill, 
Borough  of  Queens. 

al.  no.  41 5-40-BZ— Application  of  Andrew  A.  Marjey,  ap¬ 
plicant,  on  behalf  of  Borough  ~  Hall 
Holding  Corporation,  owner,  reopened 
September  17,  1940,  for  consideration- 
re  amendment  of  resolution — re  Appli¬ 
cation,  previously  granted  on  condition 
under  section  7c  of  the  building  zone 
resolution,  permitting,  partly  in  a  busi¬ 
ness  use  district  and  partly  in  a  resi¬ 
dence  use  district,  the  erection  and 
maintenance  of  a  business  building 

i  (stores  on  first  story  and  offices  on 

second  story)  ;  premises  124-17  Queens 
boulevard  and  125-02  82nd  avenue, 
northeast  corner  (Block  No.  9654,  Lot 


cal.  no.  393-40-BZ— Application,  April  16,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  The  Mortgage  Corporation  of  New 
York,  applicant  and  owner  (Peter 
Weiss  Motor  Sales,  Koppers  Outdoor 
Advertising  Company  and  Julien  L. 
Bartelstone  (doing  business  as  Pilgrim 
Refrigerator  Company),  lessees,  to  per¬ 
mit  in  a  residence  use  district,  the 
maintenance  of  a  building  occupied  as 
a  garage  for  more  than  five  (5)  motor 
vehicles,  a  motor  vehicle  repair  shop 
and  the  manufacture  of  signs;  premises 
45-29  to  45-35  50th  (Fitting)  street, 
east  side,  200  ft.  south  of  Queens  boule¬ 
vard  (Block  No.  2283,  Lot  No.  12), 
Woodside,  Borough  of  Queens. 

Appeal  from  Administrative  Decision. 

394-40- A  45-29  to  45-35  50th  (Fitting)  street,  east  side, 
200  ft.  south  of  Queens  boulevard  (Block 
No.  2283,  Lot  No.  12),  Woodside,  Borough 
of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


OCTOBER  1,  1940,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

597-40- A— 154  Henry  street,  west  side.  19  ft.  3  in.  north  of 
Love  lane  (Block  No.  236,  Lot  No.  137), 
Borough  of  Brooklyn. 

151 7-39- A — 306  New  Lots  avenue,  south  side,  88  ft.  east  of 
Alabama  avenue  (Block  No.  4296,  Lot  No. 
5).  Borough  of  Brooklyn. 

831-40-A — 171  Bay  Ridge  avenue,  north  side,  260  ft.  west 
of  Ridge  boulevard  (Block  No.  5861,  Lot 
No.  69),  Borough  of  Brooklyn. 

Buildtng  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  October 
1.  1940,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matter: 

c  al.  no.  39-34-BZ — Application  of  Dale  Carnegie,  applicant 
and  owner,  reopened  July  9,  1940,  for 
consideration  as  to  extension  of  permit 
— re  Application,  previously  granted  on 
condition,  under  section  21  of  the  build¬ 
ing  zone  resolution,  permitting  in  a 
residence  use  district  the  change  of 
occupancy  of  an  existing  building  to 
business  use  (restaurant)  for  a  tem¬ 
porary  period ;  premises  northwest  cor¬ 
ner  of  Pembroke  avenue  and  West¬ 
moreland  street  (Block  No.  4118,  Lot 
No.  221),  Little  Neck,  Borough  of 
Queens. 

HARRIS  H.  MURDOCK,  Chairman. 
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OCTOBER  8,  1940,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  October 
8,  1940,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 

cal.  no.  335-40-BZ — Application,  April  3,  1940,  under  sec¬ 
tions  21  and  7f  of  the  building  zone 
resolution,  of  Samuels  and  Samuels,  ap¬ 
plicants,  on  behalf  of  Long  Island  Sound 
Realty  Company,  owner,  to  permit, 
partly  in  a  residence  use  district  and 
partly  in  a  business  use  district,  the 
erection  and  maintenance  of  a  gasoline 
service  station ;  premises  246-09  to  246- 
19  Northern  boulevard  and  43:70  to 
43-80  247th  street,  northwest  corner 
(Block  No.  8112,  Lot  No.  25),  Little 
Neck,  Borough  of  Queens. 

cal.  no.  560-40-BZ — Application,  May  24.  1940,  under  sec¬ 
tions  7b,  7c  and  21  of  the  building  zone 
resolution,  of  Henry  Nordheim,  appli¬ 
cant,  on  behalf  of  Marion  Ward,  owner 
(Arthur  C.  Bergen,  lessee),  to  permit, 
partly  in  an  unrestricted  use  district  and 
partly  in  a  business  use  district,  the 
conversion  of  occupancy  of  an  existing 
building  to  a  garage  for  more  than  five 
(5)  motor  vehicles,  automobile  show¬ 
room  and  motor  vehicle  repair  shop ; 
;  premises  430-432  East  188th  street,  south 

side,  100.48  ft.  east  of  Park  avenue,  and 
451-453  Cyrus  place  (Block  No.  3041, 
Lot  No.  37),  Borough  of  The  Bronx. 

cal.  no.  1515-39-BZ — Application,  December  14,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Clinton  C.  Tyrrell,  applicant,  on 
behalf  of  Rockaway  Point  Development 
Corporation,  owner  (Rockaway  Oper¬ 
ating  Company,  Incorporated,  lessee), 
to  permit  in  a  business  use  district  the 
maintenance  of  a  gasoline  service  sta¬ 
tion  and  motor  vehicle  repair  shop ; 
(  premises  105  Rockaway  Breezy  boule¬ 

vard.  north  side,  400  ft.  east  of  Reid 
avenue  (Block  No.  900,  Lot  No.  1), 
Rockaway  Point,  Borough  of  Queens. 

cal.  no.  578-40-BZ — -Application,  May  28,  1940,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  Ozark  Realty 
Corporation,  owner,  to  permit  in  a  busi¬ 
ness  use  district  the  alteration  and  ex¬ 
tension  of  an  existing  gasoline  service 
station;  premises  1716-1726  Utica  ave- 
nue*  southwest  corner  of  Avenue  “I” 
(Block  No.  7775,  Lot  No.  47).  Bor¬ 
ough  of  Brooklyn. 

cal.  no.  591-40-BZ — Application,  June  3,  1940,  under  sec¬ 
tions  7f  and  21  of  the  building  zone 
resolution,  of  Samuels  and  Samuels,  ap¬ 
plicants,  on  behalf  of  Edward  Sperry, 
owner,  to  permit,  partly  in  a  business 
use  district  and  partly  in  a  residence 
use  district,  the  erection  and  mainte- 
,  nance  of  a  gasoline  service  station ; 


premises  168-02  to  168-08  Liberty  ave¬ 
nue  and  103-01  to  103-03  Merrick 
boulevard,  southeast  corner  (Block  No. 
10221,  Lot  No.  7).  Jamaica,  Borough 
of  Queens. 

Appeal  from  Administrative  Decision. 

554-40-A — 2146  Gerrittsen  avenue,  west  side.  280  ft.  north 
of  Avenue  “U”  (Block  No.  7341,  Lot  No. 
4),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


OCTOBER  15,  1940,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions  of 
the  building  zone  resolution,  Tuesday  morning,  October 
15,  1940,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 

cal.  no.  255-40-BZ — Application,  March  7,  1940,  under 
sections  7f  and  21  of  the  building  zone 
resolution,  of  Samuels  and  Samuels,  ap¬ 
plicants,  on  behalf  of  Benlem  Realty 
Corporation,  owner,  to  permit  in  a  busi¬ 
ness  use  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station; 
premises  81-01  to  81-11  Rockaway 
boulevard,  94-01  to  94-07  81st  street, 
northeast  corner,  and  81-02  to  81-10 
Atlantic  avenue,  southeast  corner  of 
81st  street  (Block  No.  9009,  Lot  No, 
1),  Woodhaven,  Borough  of  Queens. 

cal.  no.  855-27-BZ— Application  of  Shell  Oil  Company,  Inc., 
applicant  and  lessee,  on  behalf  of  Anna 
C.  Bingler,  owner,  reopened  for  re¬ 
hearing  under  new  facts  December  S, 
1939,  under  section  21  of  the  building 
zone  resolution,  to  permit  in  a  business 
use  district,  the  maintenance  and  re¬ 
construction  of  a  gasoline  service  sta¬ 
tion  (previously  denied)  ;  premises  216- 
03  Merrick  boulevard,  northeast  corner 
of  Springfield  boulevard  (Block  No. 
3541,  Lot  No.  1),  Springfield.  Borough 
of  Queens. 

cal.  no.  1232-39-BZ — Application,  October  5,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion  and  section  60  of  the  multiple 
dwelling  law,  of  Martyn  N.  Weinstein, 
applicant,  on  behalf  of  Beech  Haven 
Estates,  owner,  to  permit  in  a  residence 
use  district  the  erection  and  maintenance 
of  a  multiple  dwelling  law  having  a 
garage  for  more  than  three  (3)  motor 
vehicles  in  the  cellar  story ;  garage 
space  is  for  the  use  of  tenants  only; 
premises  84-50  169th  street,  west  side, 
165.01  ft.  north  of  Gothic  drive  (Block 
No.  9860,  Lot  No.  40),  Jamaica,  Bor¬ 
ough  of  Queens. 

cal.  no.  1220-39-BZ — Application,  October  5,  1939,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Lama  and  Proskauer,  _  appli¬ 
cants,  on  behalf  of  Ansel  P.  Verity  and 
George  Deylen  (Johnson  and  Scharf- 
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man  lessees),  to  permit  in  a  business 
use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  364-368  Em¬ 
pire  boulevard,  south  side.  210  ft.  2'A 

Vl'i SaST  of  Nostrand  avenue  (Block  No. 
1316,  Lot  No.  16),  Borough  of  Brook¬ 
lyn. 


al.  no.  631-40-BZ— Application.  June  12,  1940,  under  sec- 
tion  7h  of  the  building  zone  resolution, 
of  L  Jacques  Stone,  applicant,  on  behalf 
of  Bowery  Savings  Bank,  owner  (345 
\\  est  34th  Street  Parking  Corporation, 
lessee),  to  permit  in  a  retail  use  district 
the  parking  and  storage  of  more  than 
ir  motor  vehicles;  premises  333- 
345  West  34th  street,  north  side.  270  ft 
east  of  Ninth  avenue  (Block  No.  758, 
Lot  No.  16),  Borough  of  Manhattan. 


al.  no.  1172-39-BZ— Application.  September  22,  1939.  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Catherine  Conigliano  and  Fran¬ 
cisco  Conigliano,  applicants  and  owners, 
to  permit  in  a  business  use  district  the 
parking  and  storage  of  more  than  five 
(5)  motor  vehicles;  premises  1874  Mc¬ 
Donald  avenue,  west  side,  98  ft.  north 
of  Quentin  road  (Block  No.  6632,  Lot 
Nos.  36,  37  and  38).  Borough  of  Brook¬ 
lyn. 


al.  no.  950-39-BZ— Application,  July  13,  1939,  under  sec¬ 
tions  7f  and  21  of  the  building  zone 
resolution,  of  James  Britton  Halley,  ap¬ 
plicant  and  lessee,  on  behalf  of  Olga 
Roman  and  Harriet  Britton,  owners,  to 
permit  in  a  residence  use  district  the 
parking  and  storage  of  more  than  five 
(5)  motor  vehicles  for  a  stated  term  : 

3457-3459  Mickle  avenue  and 
0450-345-  Eastchester  road,  east  side, 
fL  north  of  Boston  road  (Block 
No.  4723,  Lot  Nos.  15,  16.  17,  47  and 
48),  Borough  of  The  Bronx. 


VL.  NO. 


1490-39-BZ— Application,  December  8,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion  of  George  W.  Kibitz,  applicant,  on 
behalf  of  The  Actinograph  Corporation, 
owner,  to  permit  in  a  residence  use  dis¬ 
trict  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
790-808  East  176th  street,  south  side, 
147  ft.  west  of  Marmion  avenue  and 
807  East  175th  street  (Block  No.  2953, 
Lot  No.  29),  Borough  of  The  Bronx. 


'L.  no.  38-40-BZ— Application,  January  11,  1940,  under 
sections  7h  and  21  of  the  building  zone 
resolution,  of  Samuel  G.  Thomson,  Jr., 
applicant  and  owner,  to  permit  on  a 
plot,  partly,  in  a  residence  use  district 
and  partly  in  a  business  use  district,  the 
parking  and  storage  of  more  than  five 
(5)  motor  vehicles  on  that  portion  of  the 
plot  in  the  business  use  district;  prem¬ 
ises  87-68  170th  street,  west  side,  58.95 
ft.  south  of  Hillside  avenue  (Block  No. 
9825.  Lot  No.  21),  Jamaica,  Borough  of 
Queens. 


c  L.  no.  617-40-BZ— Application.  June  10,  1940,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Murray  Klein,  applicant 
on  behalf  of  Emanuel  Levy  and  Philip 
fitko,  owners,  to  permit  the  erection 
and  maintenance  of  a  one-story  business 
building  (store),  partly  in  a  business 
use  district  and  partly  in  a  residence 
use  district;  premises  1623-1629  East 
17th  street,  east  side,  105  ft.  3%  in. 
^7cnh  r°f  Kings  highway  (Block  No. 

Na  77  and  Part  of  Lot  No. 
/0),  Borough  of  Brooklyn. 


cal.  no.  330-22-BZ— Application  of  Paul  Friedman,  appli¬ 
cant.  on  behalf  of  Kings  Highway  Com¬ 
munity  Corporation,  owner  (Community 
Amusement  Corporation,  lessee),  re¬ 
opened  June  4,  1940,  under  sections  7c 
and  21  of  the  building  zone  resolution, 
to  permit  the  extension  and  change  ( f 
use  of  an  existing  building  now  occu¬ 
pied  as.  bowling  alleys,  library,  stores, 
auditorium  and  meeting  room  to  stores, 
motion  picture  theatre  with  marquee 
and  signs,  extending  from  business  use 
district  into  a  residence  use  district  and 
to  permit  the  proposed  rear  extension  to 
occupy  a  portion  of  the  rear  yard  in 
excess  of  that  permitted  by  section 
17(a)  of  the  building  zone  resolution- 
premises  1663-1669  East  17th  street,  east 
side,  57  ft.  2j4  in.  south  of  Kings  high¬ 
way  (Block  No.  6780,  Lot  No  55) 
Borough  of  Brooklyn. 


Appeal  from  Administrative  Decision. 

602-40-A  1663-1669  East  17th  street,  east  side,  57  ft.  V/n. 

i7o^S°TUth  of  Kings  highway  (Block’  No” 
6780,  Lot  No.  55),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


OCTOBER  15,  1940,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

697-39-A  28  Bowery  and  43  Bayard  street,  southwest  cor¬ 
ner  (Block  No.  163,  Lot  No.  33),  Borough 
of  Manhattan. 


696-39-A— 2321  Third  avenue  and  201  East  126th  street 
northeast  comer  (Block  No.  1791,  Lot  No! 
1),  Borough  of  Manhattan. 


OCTOBER  22,  1940,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  mornina  October 
_2.  1940,  at  10  o  clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 


cal.  no.  336-40-BZ— Application.  April  3,  1940,  under  sec¬ 
tions  7f  and  21  of  the  building  zone 
resolution,  of  Samuels  and  Samuels,  ap¬ 
plicants,  on  behalf  of  William  J.  Hamil¬ 
ton,  owner,  to  permit  in  a  business  use 
district  the  erection  and  maintenance  of 
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a  gasoline  service  station ;  premises  40-13 
to  40-19  Junction  boulevard,  east  side, 
50.04  ft.  north  of  40th  road  (Block  No. 
1605.  Lot  No.  64),  Corona,  Borough  of 
Queens. 

cal.  no.  968-24-BZ — Application  of  Arnold  W.  Lederer,  ap¬ 
plicant,  on  behalf  of  Abraham  Chobroff 
and  Sophie  Kohn,  owners  of  premises 
1924-1926  Kings  highway,  Borough  of 
Brooklyn,  reopened  September  17,  1940. 
for  consideration — re  amendment  of 
resolution — re  Application,  previously 
granted  on  condition  under  section  21  of 
the  building  zone  resolution,  permitting 
in  a  residence  use  district  the  erection 
and  maintenance  of  buildings  to  be  used 
for  store  purposes  on  first  story  and 
for  dwelling  use  above;  premises  1922- 
1932  Kings  highway  (Block  No.  6782, 
Lot  Nos.  19  to  23,  inclusive),  Borough 
of  Brooklyn. 

cal.  no.  431-40-BZ — Application,  April  24,  1940,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Arthur  H.  Haaren,  appli¬ 
cant,  on  behalf  of  George  L.  Lawson 
and  Estate  of  William  W.  Lawrence 
(J.  Y.  Brown,  A.  A.  Gulick  and  C.  P. 
Williamson,  trustees),  owners  (Kesbec, 
Incorporated,  lessee),  to  permit  in  a 
business  use  district  the  parking  and 

F  storage  of  more  than  five  (5)  motor 

vehicles  .on  a  plot  occupied  in  part  as  a 
gasoline  service  station;  premises  317- 
325  West  59th  street,  north  side,  186  ft. 
west  of  Columbus  Circle  (Block  No. 
1112,  Lot  Nos.  15,  115,  16  and  17), 
Borough  of  Manhattan. 

cal,  no.  249-39-BZ — Application,  February  28,  1940;  dis- 


miseed  for  lack  of  prosecution  July  18 
1939;  reopened  and  restored  to  Calendai 
September  17,  1940,  under  section  7f  ol 
the  building  zone  resolution,  of  Lame 
and  Proskauer,  applicants,  on  behalf  ol 
Koppers  Company,  owner,  to  permit  ii; 
a  business  use  district,  for  a  stated  tern 
of  years,  the  erection  and  maintenance 
of  a  gasoline  service  station ;  premises 
84-11  to  84-21  Astoria  boulevard  and 
24-02  to  24-12  85th  street,  northwest 
corner,  and  84-12  to  84-20  24th  avenue 
(Block  No.  1096,  part  of  Lot  No.  1) 
Jackson  Heights,  Borough  of  Queens 

cal.  no.  605-40-BZ — Application,  June  6,  1940,  under  sec¬ 
tions  7c  ami  21  of  the  building  zone 
resolution,  of  Max  Siegel,  applicant,  or 
behalf  of  City  of  New  York  and  Brick’s 
Service  Station^,  Incorporated,  owners 
to  permit  in  a  business  use  district  the 
alteration  and  extension  of  an  existing 
gasoline  service  station;  premises  20-4C 
Grand  Street  Extension  and  255-265 
South  Fourth  street,  southeast  cornet 
(Block  No.  2434,  Lot  Nos.  28,  32  and 
33),  Borough  of  Brooklyn. 

cal.  no.  332-40-BZ — Application,  April  2,  1940  under  sec¬ 
tion  21  of  the  building  zone  resolution 
of  Abraham  N.  Horwitz,  applicant,  or 
behalf  of  Harry  Bram,  owner,  to  permit 
in  a  residence  use  district  the  erectior 
and  maintenance  of  a  gasoline  sevice 
station;  premises  2747-2771  Linder 
boulevard,  north  side,  from  Elderts  lane 
to  Forbell  avenue  (Block  No.  4469A. 
part  of  Lot  No.  16),  Borough  ol 
Brooklyn. 

HARRIS  H.  MURDOCK.  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  SEPTEMBER  17,  1940. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Assistant  Chief  McCarthy. 


BUILDING  ZONE  CASES. 

335-40-BZ. 

APPLICANT — Samuels  and  Samuels,  for  Long  Island 
Sound  Realty  Company,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  sections  21  and  7f  of 
the  building  zone  resolution,  to  permit,  partly  in  a 
residence  use  district  and  partly  in  a  business  use 
district,  the  erection  and  maintenance  of  a  gasoline 
service  station. 

PREMISES  AFFECTED— 246-09  to  246-19  Northern 
boulevard  and  43-70  to  43-80  247th  street,  northwest 
corner  (Block  No.  8112,  Lot  No.  25),  Little  Neck, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Archie  H.  Samuels. 

For  Opposition :  Harold  F.  Berg. 


ACTION  OF  BOARD— Laid  over  to  October  8,  1940,  al 
10  A.M.,  on  request  of  applicant. 


528-40-BZ. 

APPLICANT — Lama  and  Proskauer,  for  Herman  O.  Behn 
owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  sections  7c  and  21  ol 
the  building  zone  resolution,  to  permit,  partly  in  a, 
business  use  district  and  partly  in  a  residence  us< 
district,  the  alteration  of  a  building  and  extension  ol 
gasoline  service  station,  brake  service  station,  lubri- 
torium  and  store  use. 

PREMISES  AFFECTED— 114-20  101st  avenue,  southwest 
corner  of  116th  street  (Block  No.  9432,  Lot  No.  8) 
Richmond  Hill,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama,  Herman  O.  Bein' 
and  Fred  A.  Behn. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  October  1,  1940,  at  1C 
A.M.,  for  applicant  to  file  revised  plans. 
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124-36-BZ. 


APPLICANT— J.  Jacques  Stone,  for  Trustees  of  Mortgage 
Series  C-2,  owner  (Meyer  Parking  Corporation, 
lessee). 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  Calendar — re  (decision  of  the  borough 
superintendent  of  buildings),  under  section  7h  of  the 
building  zone  resolution,  to  permit  in  a  restricted 
retail  use  district  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles  (previously  dismissed 
for  lack  of  prosecution). 

i  PREMISES  AbbECTED — 63-67  West  35th  street,  north 
side,  100  ft.  east  of  West  35th  street  (Block  No. 
837,  Lot  No.  6),  Borough  of  Manhattan. 
APPEARANCES— 


For  Applicant:  J.  Jacques  Stone. 

AC  1  ION  OF  BOARD— Application  reopened  and  restored 
to  Calendar,  subject  to  usual  procedure. 


THE  VOTE  TO  REOPEN  AND  RESTORE  TO  CAL¬ 
ENDAR — 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  . ’  o 


415-40-BZ. 

APPLICANT— Andrew  A.  Marjey,  for  Borough  Hall 
Holding  Corporation,  owner. 

SUBJECT  Application  for  consideration — reopening  and 
amendment — re  Application  (decision  of  the  borough 
superintendent  of  buildings),  under  sections  7b  and 
7c  of  the  building  zone  resolution,  permitting,  partly 
in  a  business  use  district  and  partly  in  a  residence 
use  district,  the  erection  and  maintenance  of  a  busi¬ 
ness  building  (stores  on  first  story  and  offices  on 
second  story). 

PREMISES  AbFECTED — 124-17  Queens  boulevard  and 
125-02  82nd  avenue,  northeast  corner  (Block  No. 
9654,  Lot  Nos.  6,  12,  14  and  15),  Kew  Gardens, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Andrew  A.  Marjey  and  John  P. 
McGrath. 

ACTION  Ob  BOARD — Application  reopened  and  set  for 
hearing  October  1,  1940,  at  10  A.M. 

THE  VOTE  TO  REOPEN  AND  SET  FOR  HEAR¬ 
ING— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

Negative  .  ”  n 


20-33-BZ. 

KPPLICAN 1  Eadie,  Nunley,  Gale  and  Rosenholz  for 
Harry  Hugger,  owner. 

’UBJECT— Application  reopened  July  2,  1940— re  consider¬ 
ation  as  to  extension  of  permit— re  Application  (de¬ 
cision  of  the  commissioner  of  buildings),  previously 
granted  on  condition,  under  section  7f  of  the  building 
zone  resolution,  permitting  in  a  business  use  district 
the  erection  and  maintenance  of  a  motor  vehicle 
repair  shop  and,  also,  a  gasoline  service  station  for 
a  temporary  period. 

REMISES  AFbECTED — 2030  Hylan  boulevard,  south¬ 
west  corner  of  Hamden  avenue  (Block  No.  3688, 

PPE  \R  \NCrS^*  ^ran*  Borough  of  Richmond. 

For  Applicant :  None. 

For  Opposition:  None. 

•  CTION  Ob  BOARD — Permit  extended. 


THE  VOTE  TO  EXTEND  PERMIT— 

Affirmative:  Chairman-  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

Negative  .  p 

THE  RESOLUTION— 

(120-33-BZ) 

Whereas,  this  application,  to  permit  in  a  business  use  dis¬ 
trict  the  erection  and  maintenance  of  a  motor  vehicle  repair 
shop  and,  also,  a  gasoline  service  station;  premises  2030 
Hylan  boulevai  d,  southwest  corner  of  Hamden  avenue 
(Block  No.  3688,  Lot  No.  9),  Grant  City,  Borough  of  Rich- 
mond,  was  dismissed  by  the  Board  for  lack  of  prosecution 
December  27,  1933;  and 

Whereas,  this  application  was  reopened  by  vote  of  the 
Board  May  4,  1937;  and 

Whereas,  this  application  was  granted  by  the  Board 
March  1,  1938,  on  certain  conditions,  under  section  7f  of  the 
building  zone  resolution,  for  a  period  of  two  (2)  years,  and 
the  applicant  requested  an  extension  of  the  permit,  which 
permit  has  expired  by  limitation;  and 
Whereas,  this  application  was  reopened  by  vote  of  the 
Board  July  2,  1940,  so  as  to  permit  the  required  publications 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  these  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  from  time  to  time  dur¬ 
ing  the  past  year. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  by  the  Board  on  March 
1,  1938,  only  so  far  as  it  has  reference  to  term  of  permit,  so 
that  as  amended  the  resolution  shall  read : 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  disti  ict  regulations  of  the  building  zone  resolution, 
and  that  the  ^application  be  and  it  hereby  is  c/ranted, 
under  section  /f,  for  a  term  of  tzvo  (2)  years  from  the 
date  of  this  amended  resolution,  to  permit  the  front  por¬ 
tion  of  Lot  No.  9  to  be  used  as  a  gasoline  service  station 
and  for  minor  automobile  repairs,  on  condition  that  the 
arrangement  of  the  premises  shall  be  substantially  as 
indicated^  on  amended  plans  marked  ‘Received  February 
21,  1938’;  that  the  accessory  building  shall  be  con¬ 
structed  and  located  as  indicated ;  that  the  area  for 
minor  repairs  and  greasing  shall  be  restricted  to  the 
area  as  indicated ;  that  no  repairs  shall  be  permitted 
except  such  as  can  be  done  with  hand  tools,  except  that 
a  bench  grinder  and  bench  drill  may  be  motor-driven 
provided  the  motive  power  is  not  more  than  one-half 
horsepower  for  each  machine;  that  the  gasoline  pumps 
shall  not  exceed  one  (1)  pair,  to  be  located  not  nearer 
than  15  ft.  to  either  street  line;  that  the  gasoline  selling 
area  shall  be  graded  subsantially  to  the  grade  of  Hylan 
boulevard  and  shall  be  cement-paved  or  paved  with  Col- 
provia  or  cracked  bluestone,  suitably  bound  and  rolled ; 
that  no  additional  equipment  shall  be  installed  in  the 
gasoline  area  other  than  the  gasoline  pumps ;  that  plant¬ 
ing  as  indicated  shall  be  maintained  along  edges  of  this 
area;  that  the  space  between  the  accessory  building  and 
the  private  dwelling  on  the  lot  shall  not  be  used  as  part 
of  the  gasoline  service  station  or  in  connection  with  car 
repairs  or  any  other  non-conforming  use;  that  signs 
shall  be  retsricted  to  permanent  sign  attached  to  the 
accessory  building,  located  within  the  brick  panel  in  the 
cornice  and  to  signs  painted  on  the  glass  windows  of  the 
office  portion  and  to  the  illuminated  globes  of  the  pumps, 
excluding  all  roof  signs  and  temporary  signs,  but  per¬ 
mitting  the  erection  within  the  building  line  of  one  post 
standard  for  supporting  a  sign  which  may  be  illuminated, 
advertising  only  the  brand  of  gasoline  on  sale,  provided 
such  sign  does  not  extend  beyond  the  building  line  for  a 
distance  more  than  5  ft.” 

18-40-BZ. 

APPLIGANT — Sidney  H.  Kitzler,  for  Margaret  Murgolo, 
owner. 


MINUTES 


SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  residence 
use  district  the  alteration  and  conversion  of  occu¬ 
pancy  of  the  first  story  of  an  existing  building  to  a 
garage  for  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED — 184  Woodbine  street,  south  side, 
225  ft.  east  of  Central  avenue  (Block  No.  3360,  Lot 
No.  15),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Sidney  H.  Kitzler  and  Joseph  Mur- 
goio. 

For  Opposition :  Arthur  G.  Mandeville. 

For  Administration :  Dewey  Rothkrug,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . .  •  . .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

THE  RESOLUTION— 

(18-40-BZ) 

Whereas,  Sidney  H.  Kitzler,  for  Margaret  Murgolo, 
owner,  filed  January  6,  1940,  an  application  under  section  21 
of  the  building  zone  resolution,  to  permit  in  a  residence  use 
district  the  alteration  and  conversion  of  occupancy  of  the 
first  story  of  an  existing  building  to  a  garage  for  more  than 
five  (5)  motor  vehicles;  premises  184  Woodbine  street,  south 
side.  225  ft.  east  of  Central  avenue  (Block  No.  3360,  Lot  No. 
15),  Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  September  17,  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Woodbine  and  Madison  streets 
are  in  residence  and  business  use  districts ;  that  Central  and 
Wilson  avenues  are  in  business  use  districts;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Alt.  Applic.  No.  2'  U-43,  dated  December  18, 
1939,  and  as  amended  May  14.  1940,  reads: 

“1.  Proposed  public  garage  in  a  residential  use  dis¬ 
trict  is  contrary  to  Art.  2,  Sec.  3  of  the  Building  Zone 
resolution. 

Application  denied.” 
and 

Whereas,  the  existing  building  is  three  stories  in  height, 
of  Class  3  construction,  with  a  frontage  of  21  ft.  6  in.  and  a 
depth  of  100  ft.  on  the  first  story  and  55  ft.  above  the  first 
story ;  it  is  proposed  to  alter  and  convert  the  occupancy  of  the 
first  story  of  the  existing  building  to  a  garage  for  more  than 
five  (5)  motor  vehicles,  the  upper  stories  to  be  used  for 
dwellings ;  and 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  the  applicant  had  failed 
to  substantiate  a  basis  for  granting  under  section  21  of  the 
building  zone  resolution. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  on  Alt.  Applic.  No.  2152-40,  Objection  No.  1, 
be  and  it  hereby  is  affirmed  and  that  the  application  be  and 
it  hereby  is  denied. 


295-40-BZ. 

APPLICANT — Mark  J.  Joseph,  for  Drydock  Savings  Bank, 
owner  (Stanwood  Cafeteria,  Incorporated,  lessee). 

SUBJECT — Application  (re  decision  of  the  acting  borough 
superintendent  of  buildings),  under  section  7c  of  the 
building  zone  resolution,  to  permit,  partly  in  a  busi¬ 
ness  use  district  and  partly  in  a  residence  use  dis¬ 
trict,  the  maintenance  of  a  business  use  (restaurant 
and  offices)  on  the  first  story  of  an  existing  multiple 
dwelling. 


PREMISES  AFFECTED — 2060-2078  Broadway  and  169- 
171  West  71st  street,  northeast  corner  (Block  No. 
1143,  Lot  No.  1),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Mark  J.  Joseph  and  Nathan  Ham¬ 
mer. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(295-40-BZ) 

Whereas,  Mark  J.  Joseph,  for  Drydock  Savings  Bank,’ 
owner  (Stanwood  Cafeteria,  Incorporated,  lessee),  filed 
March  21,  1940,  an  application  under  section  7c  of  the  build¬ 
ing  zone  resolution,  to  permit,  partly  in  a  business  use  district 
and  partly  in  a  residence  use  district,  the  maintenance  of  a 
business  use  (restaurant  and  offices)  on  the  first  story  of  an 
existing  multiple  dwelling ;  premises  2060-2078  Broadway 
and  169-171  West  71st  street,  northeast  corner  (Block  No. 
1143,  Lot  No.  1).  Borough  of  Manhattan;  and 
Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
September  17,  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Broadway,  Amsterdam  avenue  and 
West  71st  street  are  in  business  and  residence  use  districts; 
that  West  72nd  street  is  in  a  business  use  district;  and 
Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Alt.  Applic.  No.  612-40,  dated  March  11,  1940. 
reads : 

“4.  No  part  of  a  building  within  a  residence  district 
may  be  used  for  business.  (Sec.  3  Zon.  Res.)” 

and 

Whereas,  the  existing  building  is  twelve  stories  in  height, 
of  fireproof  construction,  with  a  frontage  of  105  ft.  5  in.  on 
Broadway  and  110  ft.  5  in.  on  West  71st  street;  an  irregular 
shaped  portion  of  the  building  at  the  west  is  located  in  a 
residence  use  district  while  the  remainder  of  the  building  is 
located  in  a  business  use  district ;  the  building  is  occupied  for 
business  use  on  the  first  story  and  as  dwellings  above ;  on  the 
north  portion  of  the  first  story  there  is  a  restaurant  and 
offices  for  same;  a  part  of  the  restaurant  and  offices  are  to-' 
cated  in  the  residence  use  district,  which  condition  it  is  pro¬ 
posed  to  maintain ;  and 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a.  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  c,  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution,  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted,  under  section  7c  there¬ 
of,  to  permit  the  extension  of  the  business  use  into  the  resi¬ 
dence  area,  only  so  far  as  it  affects  the  first  story  of  the 
building  and  for  the  area  indicated  on  plans  filed  herewith, 
on  condition  that  the  building  shall  not  be  further  extended 
in  area,  and  that  the  business  occupancy  herein  permitted 
shall  in  all  other  respects  comply  with  all  laws,  rules  and 
regulations  applicable  thereto;  that  this  use  shall  continue 
only  so  long  as  this  portion  of  the  building  is  used  as  at 
present  for  a  public  restaurant  and  the  use  of  the  space 
within  the  residential  portion  shall  be  continued  as  presently 
used ;  that  no  ventilation  ducts  shall  be  constructed  in  the 
residence  use  area,  and  that  all  permits  shall  be  obtained  and 
all  work  completed  within  one  (1)  year  from  the  date  of 
this  action. 


456-40-BZ. 

APPLICANT — William  Shary,  for  City  Bank  Farmers 
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}  rust  Company,  as  trustee  under  the  will  of  Thomas 
Dimond,  owner. 

SUBJECT  Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  sections  7a,  7c.  7e  and 
-1  of  the  building  zone  resolution,  to  permit,  partly 
in  a  business  use  district  and  partly  in  a  residence 
use  district,  the  extension  of  an  existing  garage  for 
tkan  ^ve  (5)  motor  vehicles. 

PREMISES  AFFECTED — 2231-2239  Broadway  and  248 
U  est  80th  street,  southwest  corner  (Block  No.  12?7 

APPEARANCES-— '  B°r°URh  °f  Ma"ha,,an' 

For  Applicant:  William  Shary,  Fred  A.  Wyckoff 
and  G.  S.  Ganong. 

For  Opposition :  EL  B.  Eiger,  Irwin  Stern,  Richard 
B.  Eland,  Louis  K.  Schwarz.  Bertram  Friedel- 
son,  Sol  A.  Herzog,  John  A.  Brough,  Alfred 
Hagedorn,  Charles  Moore  and  B.  W  Felen- 
stein. 

ACTION  Oh  BOARD — Application  denied 
THE  VOTE  TO  GRANT— 

Affirmative :  Assistant  Chief  McCarthy  .  1 

Negative :  Chairman  Murdock  and  Commission¬ 
ers  Savage  and  Blum  .  .3 

THE  RESOLUTION— 

(456-40-BZ) 

Whereas,  William  Shary,  for  City  Bank  Farmers  Trust 
Company  owner,  filed  April  29,  1940,  an  application  under 
^ections  /a,  /c.  /e  and  21  of  the  building  zone  resolution,  to 
permit,  partly  in  a  business  use  district  and  partly  in  a  resi¬ 
lence  use  district,  the  extension  of  an  existing  garage  for 
nore  than  five  (5)  motor  vehicles;  premises  2231-2239 
Iroadway  and  248  West  80th  street,  southwest  corner  (Block 
-“7’  ^0t  ^°‘  Borough  of  Manhattan;  and 
Whereas,  a  public  hearing  was  held  on  this  application  by 
le  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
September  17,  1940,  after  due  notice  by  publication  in  the 
•iulletm  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
one  resolution  show  that  Broadway  and  West  End  avenue 
re  in  residence  use  districts ;  that  West  80th  street  and  West 
9th  street  are  in  residence  and  business  use  districts ;  and 
Whereas,  the  decision  of  the  borough  superintendent  of 
•uildings,  on  Alt.  Applic.  No.  701-40,  dated  March  28,  1940 
nd  as  amended  July  30,  1940,  reads: 

“1.  Extension  of  present  garage  located  part  in  busi¬ 
ness  and  part  in  residence  districts  is  contrary  to  sec¬ 
tions  3  and  4  of  Zone  Res.” 

nd 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
frontage  of  102  ft.  on  Broadway  and  101  ft.  6  in.  on  West 
0th  street ;  the  westerly  portion  of  the  plot  extends  into  the 
?sidence  use  district  for  a  distance  of  1  ft.  6  in.,  while  the 
-mainder  of  the  plot  is  in  a  business  use  district;  upon  the 
asterly  portion  of  the  plot  there  is  a  five-story  building, 
artly  fireproof  and  partly  non-firepoof,  occupied  for  stores, 
tices  and  school,  having  a  frontage  of  102  ft.  on  Broadway 
•  L-2:  6  In-  on  West  80th  street;  it  is  proposed  to  alter 
ns  budding  and  to  extend  the  garage  use  into  the  fireproof 
artion  of  the  second,  third,  fourth  and  fifth  stories,  as  shown 
nled  plans;  and 

:  Whereas,  these  premises  and  surrounding  area  were  in- 
*ged  by  3  committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  there  was  insufficient 
(sis  for  the  use  of  its  discretion  under  the  provisions  of  sec- 
on  /,  subdivisions  a  and  c,  of  the  building  zone  resolution, 

>  extend  the  use  beyond  that  now  legally  permitted,  and 
at  the  applicant  had  failed  to  substantiate  a  basis  for 
anting  under  section  21  of  the  building  zone  resolution,  and 
as’  ,.^Te  ,e-  not  entitled  to  relief  on 'the  grounds  of  prac- 
:al  ,  culty  and  unnecessary  hardship. 

solved,  that  the  decision  of  the  borough  superintendent 
buildings,  on  Alt.  Applic.  No.  701-40,  Objection  No.  1, 
ited  March  28,  1940,  and  as  amended  July  30,  1940,  be  and 


it  her  eby  is  affirmed  and  that  the  application  be  and  it  hereby 
is  denied. 


514-40-BZ. 

APPLICANT  .Salomon  A.  Hauptman,  for  Estate  of  Giu¬ 
seppe  Giambalvo,  owner. 

SUBJECI  Application  (re  decision  of  the  borough  super- 
lntendent  of  buildings),  under  section  21,  7b  and  7c 
of  the  building  zone  resolution,  t0  permit,  partly  in 
a  business  use  district  and  partly  in  a  residence  use 
district,  the  conversion  of  occupancy  of  the  first 
story  of  an  existing  building  from  dwelling  to  busi¬ 
ness  use. 

PREMISES  AFFECTED — 670  Bushwick  avenue  and  92 1  - 
931  Willoughby  avenue,  northwest  corner  (Block 

APPEARANCES— 0t  N°'  31)’  ^0r0Ugh  of  Brooklyn- 
For  Applicant:  S.  A.  Hauptman. 

For  Opposition:  Samuel  Rosenthal,  Joseph  A. 
Mauro,  George  A.  .Mango,  F.  Margolin,  Mrs. 
Vincent  Anello,  Emily  Miller  and  Rebecca  Pis- 
tanowitz. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock.  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

Negative  .  q 

THE  RESOLUTION— 

(514-40-BZ) 

Whereas,  Salomon  A.  Hauptman,  for  Estate  of  Giuseppe 
Giambalvo,  owner,  filed  May  14,  1940,  an  application  under 
sections  7b,  7c  and  21  of  the  building  zone  resolution,  to 
permit,  partly  in  a  business  use  district  and  partly  in  a  resi¬ 
dence  use  district,  the  conversion  of  occupancy  of  the  first 
story,  of  an  existing  building  from  dwelling  to  business  use ; 
premises  670  Bushwick  avenue  and  921-931  Willoughby  ave¬ 
nue,  northwest  corner  (Block  No.  3194.  Lot  No.  31)  Bor¬ 
ough  of  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of^  Standards  and  Appeals,  at  its  regular  meeting, 
September  17,  1940,  after  due  notice  by  publication  in  the 
Bie  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Bushwick  avenue  is  in  business, 
residence  and  unrestricted  use  districts;  that  Willoughby  ave¬ 
nue  is  in. residence  and  business  use  districts;  that  Ditmars 
street  is  in  a  business  use  district;  and 
Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Alteration  Application  No.  1575-40,  Objection 
No.  1.  dated  April  16,  1940,  reads: 

1;  Changing  occupancy  from  Residence  to  Business 
use  in  partly  residential  and  partly  business  zone  is  con¬ 
trary  to  2-1-3-5  of  Bldg.  Code  and  to  Art.  2.  Sec.  3  of 
Zone  Resolution.  Application  denied.” 
and 

Whereas,  the  building  is  three  stories  in  height,  of  lion- 
fireproof  construction,  with  a  frontage  of  42  ft.  4  in.  and  a 
depth  of  65  ft.  9  in. ;  an  irregular  shaped  area  at  the  southerly 
portion  of  the  building  is  located  in  a  residence  use  district, 
while  the  remainder  is  located  in  a  business  use  district ;  it  is 
proposed  to  alter  and  convert  the  occupancy  of  the  first  story 
of  the  existing  building  from  dwelling  to  business  use  (office 
and  laboratory),  with  the  upper  stories  to  be  occupied  for 
dwelling  use;  and 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  c,  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that 
the  application  be  and  it  hereby  is  granted,  under  section  7, 
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subdivision  c,  to  permit  the  extension  of  the  business  use 
into  the  residential  area,  on  condition  that  the  existing  resi¬ 
dential  building  shall  not  be  structurally  enlarged  or  changed 
in  general  appearance ;  that  the  business  use  permitted  shall 
be  limited  to  the  first  or  parlor  floor,  as  indicated  on  plans 
filed  with  this  application,  and  shall  be  restricted  to  the  occu¬ 
pancy  of  offices  for  physicians  or  dentists  or  other  similar 
medical  professional  uses ;  that  any  tenant  occupying  the 
laboratories  shall  be  in  a  similar  professional  class ;  that  no 
signs  shall  be  erected  on  the  building  other  than  the  usual 
name-plate  signs  used  by  doctors ;  that  the  upper  portion  of 
the  building  shall  be  occupied  by  not  more  than  two  families ; 
that  in  all  other  respects  all  laws,  rules  and  regulations  ap¬ 
plicable  to  this  building  and  occupancy  herein  permitted  shall 
be  complied  with,  and  that  all  permits  shall  be  obtained  and 
all  work  shall  be  completed  withjji  one  (1)  year  from  the 
date  of  this  resolution. 


APPEAL  FROM  ADMINISTRATIVE  DECISION. 
556-40-A. 

APPLICANT— Sidney  H.  Kitzler,  for  Margaret  Murgolo, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 184  Woodbine  street,  south  side, 
225  ft.  east  of  Central  avenue  (Block  No.  3360,  Lot 
No.  15),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Sidney  H.  Kitzler  and  Joseph  Mur¬ 
golo. 

For  Administration:  Dewey  Rothkrug,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  dismissed  due  to  action  of 
the  Board  under  Cal.  No.  18-40-BZ. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

Negative  .  0 


Adjourned,  1 :25  P.M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  SEPTEMBER  17,  1940. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Assistant  Chief  McCarthy. 


BUILDING  ZONE  CASES. 

968-24-BZ. 

APPLICANT— Arnold  W.  Lederer,  for  Abraham  Chobroff 
and  Sophie  Kohn,  owners  of  premises  1924-19 26 
Kings  highway,  Borough  of  Brooklyn. 

SUBJECT — Application  for  consideration — reopening  and 
amendment — (re  decision  of  the  borough  superin¬ 
tendent  of  buildings) — re  Application,  previously 
granted  on  condition,  under  section  21  of  the  build¬ 
ing  zone  resolution,  permitting  in  a  residence  use 
district  the  erection  and  maintenance  of  buildings 
to  be  used  for  store  purposes  on  first  story  and  for 
dwelling  use  above. 

PREMISES  AFFECTED — 1922-1932  Kings  highway 

(Block  No.  6782,  Lot  Nos.  19  to  23,  inclusive), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Arnold  W.  Lederer. 


ACTION  OF  BOARD— Application  reopened,  subject  to 
usual  procedure,  and  set  for  hearing  October  22, 
1940,  at  10  A.M. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock.  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

Negative  . .  Q 


527-37-BZ. 

APPLICANT— Louis  E.  Ordwein,  for  The  Bank  for  Sav¬ 
ings  in  the  City  of  New  York,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  commissioner  of  buildings),  under  section  7h 
of  the  building  zone  resolution,  permitting  in  a  busi¬ 
ness  use  district,  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 144-150  East  43rd  street,  south 
side,  100  ft.  west  of  Third  avenue  (Block  No.  1297, 
Lot  Nos.  41,  43  and  45),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  David  Weinberg. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

Negative  .  0 


224-38-BZ. 

APPLICANT — Lama  and  Proskauer,  for  Hanover  Service 
Station,  Incorporated,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
rehearing  under  amended  section  7f  of  the  building 
zone  resolution  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  to  permit,  partly  in  a  busi¬ 
ness  use  district  and  partly  in  a  residence  use  dis¬ 
trict,  the  erection  and  maintenance  of  a  gasoline 
service  station  (previously  denied  under  section  21 
of  the  building  zone  resolution). 

PREMISES  AFFECTED— 32-11  to  32-19  Cross  Island 
boulevard  and  198-05  to  198-11  33rd  avenue,  north¬ 
east  corner  (Block  No.  6025,  Lot  No.  36),  Bayside, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

ACTION  OF  BOARD — Application  reopened,  subject  lo 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

Negative  .  ® 


249-39-BZ. 

APPLICANT — Lama  and  Proskauer,  for  Koppers  Com¬ 
pany,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  Calendar — (re  decision  of  the  borough 
superintendent  of  buildings),  under  section  7f  of  the 
building  zone  resolution,  to  permit  in  a  business  use 
district,  for  a  stated  term  of  years,  the  erection  and 
maintenance  of  a  gasoline  service  station  (previously 
dismissed  for  lack  of  prosecution). 

PREMISES  AFFECTED— 84-11  to  84-21  Astoria  boule¬ 
vard,  24-02  to  24-12  85th  street,  northwest  corne", 
and  84-12  to  84-20  24th  avenue  (Block  No.  1096, 
Lot  No.  1).  Jackson  Heights,  Borough  of  Queens. 
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APPEARANCES— 

_ _ For  Applicant:  Alfred  A.  Lama. 

ACTION  OF  HOARD  Application  reopened  and  restored 
to  Calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Ravage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  , 

Negative  . '  "  '  ’  ’ '  . .  q 


r89-40-BZ. 

APPLICANT  b.  Hale  Atkinson,  for  Estate  of  Francis 
Cousins  (William  H.  Cary,  executor),  Wolfman 
and  Company,  Elizabeth  Stedmond,  Mary  A.  S 
Stedmond,  Charles  Hall,  Chauncey  Levy  and  Dime 

Ba\ings  Bank  of  Brooklyn,  owners  (William  Girard 
iessee). 

SUBJECT— Application  (re  decision  of  the  borough  super- 
mtendent  of  buildings),  under  section  7h  of  the 
building  zone  resolution,  to  permit  in  a  business 
use  district  for  a  temporary  period  of  not  more 
than  two  (2).  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles 

REMISES  AFFECTED-107-115  Fort  Greene  place  east 
side,  1U4  ft.  south  of  Lafayette  avenue,  and  656-660 
Fulton  street,  south  side,  24  ft.  west  of  South  Elliott 
place  (Block  No.  2113,  Lot  Nos.  17  to  21.  inclu¬ 
sive,  and  32  to  34,  inclusive),  Borough  of  Brook- 
lyn. 

PPFARANCES — 

For  APPlicant :  Arthur  Cowen. 

CTION  OF  BOARD — Application  withdrawn  on  written 
request  of  applicant. 

HE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Me- 

Carthy  .  4 

Negative  . . . .’ .  ’  o 


v_,,„  S’  Arthur  Pannaman,  for  Antoinette  Acqua- 
,1’  owner,  requested  an  amendment  of  the  resolution 
Resolved,  that  the  Board  of  Standards  and  Appeals  does 

add5  ZSo‘  reS0ll'ti0n  “'‘"l’"'1  O"  29,  1920.  by 

that  in  the  event  the  owner  desires  to  construct  an  en- 
c losure  for  offices,  toilet  rooms,  etc.,  as  indicated  on 
plans  hied,  marked  ‘Received  July  25,  1940’  and  as 
acted  on  by  the  borough  superintendent  on  Alteration 
Application  No.  2610-40,  such  partitions  and  ceilings 
as  shown  thereon  may  be  constructed  of  2  in.  by  4  in. 
wood  studs,  provided  the  same  are  protected  with  wire 
lath  and  cement  plaster  on  both  sides,  or  the  partitions 
may  be  constructed  of  other  material  deemed  equivalent 
hy  the  borough  superintendent.” 


Pannaman,  for  Antoinette 


•8-20-BZ. 

-PPLICANT — Arthur  M. 

•  Acquavella,  owner. 

^BJECT  Application  for  consideration — reopening  and 
amendment — re  new  decision  of  the  borough  super¬ 
intendent  of  buildings — re  Application,  previously 
granted  on  condition  under  sections  7c  and  7e  of 
the  building  zone  resolution,  permitting  the  exten¬ 
sion  from  an  unrestricted  use  district  into  a  business 
use  district  of  a  proposed  garage  for  more  than 
r,_,  nve  (5)  motor  vehicles. 

v  * NSLS  Abb  ECTED — 947-957  60th  street,  north  side, 

t’,  V?  ’?•  west  of  Fort  Hamilton  parkway 
(Block  No.  5/08,  Lot  Nos.  36  and  38),  Borough 
of  Brooklyn. 

5>PEARANCES— 

"TTnv°r  :  Morton  Pannaman. 

H  ION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

TO  REOPEN  AND  AMEND  RESOLU- 

ION — 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

Negative  . . .  0 

IE  RESOLUTION— 

(368-20-BZ) 

V  Hereas,  this  application  to  permit  the  extension  from 
unrestricted  use  district  into  a  business  use  district  of  a 
j  °r  more  than  five  (5)  motor  vehicles,  premises  947- 
;  Wth  street,  north  side,  70  ft.  V/4  in.  west  of  Fort  Hamil- 
parkway  (Block  No.  5708,  Lot  Nos.  36  and  38).  Bor- 
n  of  Brooklyn.  was  granted  by  the  Board  June  29,  1920, 
■(certain  conditions ;  and 


262-32- BZ. 

APPLICANT— Edward  J.  Walsh,  for  Edward  J.  Walsh 
3nd  Mary  Walsh,  owners. 

SUBJECT  Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
superintendent  of  buildings),  under  section  7f  of  the 
building  zone  resolution,  permitting  in  a  business 
use  district  the  erection  and  maintenance  of  a  gaso- 
nnruron.r.  service  station  for  a  temporary  period. 
PREMISES  AFFECTED — Southwest  corner  of  Wyona 
avenue  and  Willowbrook  road  (Block  No.  2099, 
U.ot^?S‘  29,  30  and  31),  Port  Richmond,  Borough 
of  Richmond. 

APPEARANCES— 

For  Applicant:  Mary  Walsh. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

Negative  .  q 

THE  RESOLUTION— 

(262-32-BZ) 

Whereas,  the  application,  affecting  premises  southwest 
corner  of  Wyona  avenue  and  Willowbrook  road  (Block 
No.  “099,  Lot  Nos.  29,  30  and  31).  Port  Richmond,  Bor- 
oughof  Richmond,  was  granted  by  the  Board  September 
wO,  ^  193^,  for  a  temporary  period  of  two  (2)  years,  the 
period  extended  October  23,  1934,  October  6,  1936,’  and 
September  13,  1938.  and  owner  requested  a  further  exten¬ 
sion. 

Resolved ,  that  the  resolution  adopted  by  the  Board  on 
September  23,  1932,  as  last  amended  September  13,  1938, 
be  and  it  hereby  is  amended,  so  that  as  amended  the  resolu¬ 
tion  shall  read : 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is 
granted  under  section  7,  subdivision  f,  for  a  temporary 
period  of  two  (2)  years  from  the  date  of  this  amended 
resolution,  on  condition  that  all  pumps  shall  be  set  back 
from  the  building  lines  on  all  street  fronts  not  less  than 
10  ft.;  any  accessory  use  conducted  on  the  premises 
shall  be  housed  in  one-story  structures ;  any  advertising 
signs  advertising  the  non-conforming  use  shall  be  con¬ 
fined  to  the  illuminated  globes  of  the  pumps ;  there  shall 
be  but  two  entrances  to  the  gasoline  station  on  Willow- 
brook  road  and  one  on  Wyona  avenue,  the  curb  cuts  in 
front  thereof  shall  be  not  more  than  14  ft.  wide  each; 
all  permits  required  shall  be  obtained  within  three  (3) 
months  and  all  work  completed  within  six  (6)  months 
from  the  date  of  this  action.” 


602-37-BZ. 

APPLICANT — Katharine  Hentschel,  owner. 
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SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  commissioner  of  buildings),  under  section  7 h  of 
the  building  zone  resolution,  permitting  in  a  busi¬ 
ness  use  district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 25-33  Irving  avenue  and  343- 
347  Jefferson  street,  northeast  corner  (Block  No. 
3167,  Lot  Nos.  1  and  3),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Lillian  Hentschel. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(602-37-BZ) 

Whereas,  this  application,  under  section  7h  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  use  district,  for 
a  temporary  period  of  not  more  than  two  (2)  years,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles, 
premises  25-33  Irving  avenue  and  343-347  Jefferson  street, 
northeast  corner  (Block  No.  3167,  Lot  Nos.  1  and  3),  Bor¬ 
ough  of  Brooklyn,  was  granted  by  the  Board  October  25, 
1938,  on  certain  conditions,  and  the  owner  requested  an  ex¬ 
tension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  October  25.  1938,  so 
that  as  amended  the  resolution  shall  read : 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution, 
and  that  the  application  be  and  it  hereby  is  granted, 
under  section  7h,  for  a  term  of  two  (2)  years  from  the 
date  of  this  amended  resolution,  to  permit  the  plot  under 
appeal  to  be  used  for  storage  and  parking  of  more  than 
five  (5)  motor  vehicles,  on  condition  that  only  motor 
vehicles  of  the  pleasure-car  type  shall  be  so  stored  and 
parked;  that  the  lot  shall  be  leveled  to  the  grade  of 
surrounding  streets  and  shall  be  covered  with  steam 
cinders  or  clean  gravel  or  other  suitable  material,  prop¬ 
erly  rolled  and  bound  to  prevent  dusting ;  that  there 
shall  be  erected  on  interior  lines  and  street  lines  a  sub¬ 
stantial  fence  not  less  than  6  ft.  in  height,  except  for 
one  entrance  to  Jefferson  street,  toward  the  center  of  the 
plot,  not  more  than  15  ft.  in  width;  that  during  the 
term  of  this  variance  the  plot  shall  be  used  for  no  other 
use  than  permitted  herein ;  that  no  building  shall  be 
erected  thereon,  except  there  may  be  erected  a  frame 
building,  not  more  than  one  story  in  height,  not  more 
than  150  sq.  ft.  in  area,  as  an  office  and  shelter  for  at¬ 
tendant  ;  that  proper  aisles  shall  be  maintained  at  all 
times  for  ingress  and  egress  of  cars ;  that  such  portable 
fire-  appliances  shall  be  installed  as  the  fire  commissioner 
shall  direct;  that  no  signs  shall  be  erected,  except  a 
sign  near  the  entrance,  not  over  15  sq.  ft.  in  area,  and 
attached  to  the  fence,  advertising  the  storage  and  park¬ 
ing  use.” 


512-38-BZ. 

APPLICANT — Kim  Parking  Stations,  Incorporated  (les¬ 
see),  for  Lucy  A.  Duffy,  owner. 

SUBJECT— Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
borough  superintendent  of  buildings),  under  section 
7h  of  the  building  zone  resolution,  permitting  for  a 
temporary  period  of  not  more  than  two  (2)  years, 
in  a  retail  use  district,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles. 


PREMISES  AFFECTED— 109-111  West  31st  street,  north 
side,  100  ft.  west  of  Sixth  avenue  (Block  No.  807, 
Lot  Nos.  34  and  35),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  M.  Rosenstein. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERM  IT- 
Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(512-38-BZ) 

Whereas,  this  application,  under  section  7h  of  the  build-' 
ing  zone  resolution,  to  permit,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  in  a  retail  use  district,  the  park¬ 
ing  and  storage  of  more  than  five  (5)  motor  vehicles, 
premises  109-111  West  31st  street,  north  side,  100  ft.  west 
of  Sixth  avenue  (Block  No.  807,  Lot  Nos.  34  and  35),  Bor¬ 
ough  of  Manhattan,  was  granted  by  the  Board  July  20,  1938,, 
on  certain  conditions,  and  the  owner  requested  an  extension 
of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  20,  1938,  so 
that  as  amended  the  resolution  shall  read : 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the1 
use  district  regulations  of  the  building  zone  resolution,1 
and  that  the  application  be  and  it  hereby  is  granted, 
under  section  7,  subdivision  h,  for  a  period  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to  per¬ 
mit  the  premises  under  appeal  to  be  occupied  for  park¬ 
ing  and  storage  of  more  than  five  (5)  motor  vehicles, 
on  condition  that  only  motor  vehicles  of  the  pleasure- 
car  type  shall  be  so  parked  and  stored ;  that  any  build¬ 
ings  on  the  premises  shall  be  completely  removed  and 
the  plot  leveled  substantially  to  the  grade  of  West  31st 
street  and  surfaced  with  steam  cinders  or  clean  gravel 
or  other  suitable  clean  material,  properly  rolled,  and 
treated  with  binder  to  prevent  dusting ;  that  there,  shall 
be  erected  on  interior  lot  line,  where  walls  of  adjacent 
buildings  do  not  occur,  a  substantial  woven-wire  fence 
or  wall  not  less  than  6  ft.  in  height;  that  a  substantial 
woven-wire  fence  shall  be  constructed  on  the  street 
line  continuously,  except  for  entrance  towards  the  east¬ 
erly  end,  not  exceeding  15  ft.  in  width;  that  there. maj 
be  a  curb  cut  opposite  such  entrance  of  similar  width 
that  any  existing  curb  cut  shall  be  restored,  except  foi 
the  curb  cut  herein  permitted ;  that  there  shall  be  nc 
signs  erected  on  the  premises,  except  there  may  be  £ 
sign  erected  at  the  entrance  on  the  fence  advertising 
the  parking  and  storage  use ;  that  such  sign  shall  not 
exceed  15  sq.  ft.  in  area;  that  proper  aisles  shall  b( 
maintained  at  all  times  for  easy  exit  and  entrance ;  that 
during  the  term  of  this  variance  the  premises  shall  bt 
used  for  no  other  use  and  that  no  building  shall  bs 
erected  thereon,  except  there  may  be  erected  a  frame 
building,  not  over  one  story  in  height  and  not  over  15( 
sq.  ft.  in  area,  as  an  office  and  shelter  for  attendant 
that  such  portable  fire-fighting  appliances  shall  be  main¬ 
tained  as  the  fire  commissioner  shall  direct ;  that  nc 
certificate  of  occupancy  shall  be  issued  until  the.  re¬ 
quirements  of  this  resolution  have  been  complied  with. 


1421-39-BZ. 

APPLICANT— John  McBride  (lessee),  for  Fordbrac 
Realty  Company,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  a|ic 
extension  of  permit — re  Application  (decision  of  the 
borough  superintendent  of  buildings),  under  sectioi 
7h  of  the  building  zone  resolution,  permitting  in  - 
business  use  district,  for  a  temporary  period  of  not 
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more  than  two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles 
PREMISES  A  ERECTED— 90-02  Northern  boulevard, 
south  side,  between  90th  and  91st  streets  (Block 
No.  1438,  part  of  Lot  No.  1),  Jackson  Heights, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Hyman  Muss. 

AC  I  ION  Oh  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative .  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

Negative  .  q 

THE  RESOLUTION— 

(1421-39-BZ) 

1  .  Whereas,  this  application,  under  section  7h  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  use  district,  for 
a  temporary  period  of  not  more  than  six  (6)  months,'  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles, 
premises  90-02  Northern  boulevard,  south  side  between 
90th  street  and  91st  street  (Block  No.  1438,  part  of  Lot 
No  1),  Jackson  Heights,  Borough  of  Queens,  was  granted 
bv  the  Board  February  6,  1940,  on  certain  conditions,  and 
the  applicant  requested  an  extension  of  the  permit, 
i  Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  antetid  the  resolution  adopted  on  February  6,  1940 
so  that  as  amended  the  resolution  shall  read: 

Resolved ,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution, 
and  that  the  application  be  and  it  hereby  is  qranted, 
under  section  7h  thereof,  for  a  term  of  six  (6)  months 
from  the  date  of  this  amended  resolution,  to  permit  the 
plot  under  appeal  to  be  occupied  for  the  parking  and 
storage  of  motor  vehicles,  on  condition  that  only  cars  of 
the  pleasure-car  type  shall  be  so  stored  or  parked ;  that 
such  uses  shall  not  extend  beyond  the  plot  under  ap- 
Peal :  that  during  the  term  of  this  permit  the  premises 
shall  be  occupied  for  no  other  use  than  that  herein  per¬ 
mitted  ;  that  there  shall  be  no  sale  of  used  cars  and  no 
automobile  repairing  on  the  premises;  that  no  signs 
shall  be  erected,  except  a  sign  at  the  entrance  at  91st 
street  advertising  the  parking  and  storage  use,  provided 
such  sign  does  not  exceed  15  sq.  ft.  in  area  and  does 
not  extend  beyond  the  building  line;  that  no  building 
shall  be  erected,  except  there  may  be  constructed  an 
office  and  shelter  for  the  attendant,  provided  it  does 
not  exceed  one  story  in  height  and  150  sq.  ft.  in  area; 
that  proper  lanes  shall  be  maintained  at  all  times  for 
easy  entrance  and  egress;  that  such  portable  fire-fight- 
mg  appliances  shall  be  installed  as  the  fire  commissioner 
shall  direct.” 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 
696-39- A. 

,  APPLICANT — George  G.  Lake,  for  John  J.  Campbell,  ad- 
joining  property  owner. 

OWNER  OF  PREMISES— Maria  M.  Sasso. 

SUBJECT  Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings — re  Revocation  of  Certificate 
of  Occupancy  No.  18530-32. 

PREMISES  AFFECTED — 2321  Third  avenue  and  201 
East  126th  street,  northeast  corner  (Block  No. 
.  1791,  Lot  No.  1),  Borough  of  Manhattan. 

appearances— 

For  Applicant:  Joseph  Ferber. 

For  Owner:  B.  Paul  Glassman  and  Nicholas  F. 
Walsh. 

ACTION  OF  BOARD— Laid  over  to  October  15,  1940,  at 

2  P.M. 


697-39-A. 

APPLICANT— George  G.  Lake,  for  Michael  Gatto,  ad¬ 
joining  property  owner. 

OWNER  OF  PREMISES— Samuel  Miller  (Phillip  Ed¬ 
wards,  lessee). 

SUBJEC1  Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings — re  Revocation  of  Certificate 
of  Occupancy  No.  19617-34. 

PREMISES  AFT EC I  ED — 28  Bowery  and  43  Bayard 
street,  southwest  corner  (Block  No.  163,  Lot  No. 
33),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Joseph  Ferber. 

For  Owner:  B.  Paul  Glassman  and  Nicholas  F. 
Walsh. 

AC  I  ION  OF  BOARD — Laid  over  to  October  15,  1940  at 

2  P.M. 


1517-39-A. 

APPLICANT — Meyer  Strauss,  for  Estate  of  Martha  W. 
Becker,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 306  New  Lots  avenue,  south 
side,  88  ft.  east  of  Alabama  avenue  (Block  No.  4296. 
Lot  No.  5),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  None. 

For  Administration :  Inspector  Meyer,  Fire  De¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  October  1,  1940,  at 
2  P.M.  No  appearances  for  applicant. 


597-40-A. 

-APPLICANT — B.  Meredith  Langstaff,  counsel  for  Brook¬ 
lyn  Heights  Association  and,  also,  for  Bertha 
Backus  Brown,  adjoining  owner. 

OWNER  OF  PREMISES — Bohack  Realty  Corporation. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings — re  Revocation  of  Certificate 
of  Occupancy  No.  52286. 

PREMISES  AFFECTED — 154  Henry  street,  west  side,  19 
ft.  3  in.  north  of  Love  lane  (Block  No.  236,  Lot 
No.  137),  Borough  of  Brooklyn 
APPEARANCES— 

For  Applicant:  B.  Meredith  Langstaff. 

For  Owner :  Herbert  Perrell. 

ACTION  OF  BOARD — Laid  over  to  October  1,  1940,  at 
2  P.M. 


614-40-A. 

APPLICANT — Nathan  Fishman,  for  Wikon  Realty  Cor¬ 
poration,  owner  (Fishman  Brothers,  lessees). 
SUBJECT — Appeal  from  a  decision  — re  an  order  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 75  Rutgers  Slip,  east  side,  38.3 
ft.  south  of  Cherry  street  (Block  No.  247.  Lot  No. 
25),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration :  Inspector  Meyer,  Fire  De¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  September  24.  1940, 
at  2  P.M.  No  appearances  made  on  behalf  of  ap¬ 
plicant. 


635-40-A. 

APPLICANT — Oscar  Wiseman  (lessee),  for  Wikon  Realty 
Corporation,  owner. 

SUBJECT — Appeal  from  a  decision — re  an  order  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 261  South  street,  north  side, 
24.7  ft.  east  of  Rutgers  Slip  (Block  No.  247,  Lot 
No.  2),  Borough  of  Manhattan. 
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APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Inspector  Meyer,  Fire  De¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  September  24,  1940, 
at  2  P.M.  No  appearances  made  for  applicant. 


636-40-A. 

APPLICANT — Samuel  Brenker,  for  Wikon  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Appeal  from  a  decision — re  an  order  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 79  Rutgers  Slip  and  260  South 
street,  northeast  corner  (Block  No.  247,  Lot  No. 
1),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Inspector  Meyer,  Fire  De¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  September  24,  1940, 
at  2  P.M.  No  appearances  made  for  applicant. 


648-40-A. 

APPLICANT — Martin  Tori  (M.  P.  Santini,  Incorporated) , 
for  Interstate  Storage  Warehouse,  Incorporated, 
owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 10-16  Grand  avenue,  west  side, 
80  ft.  11  in.  south  of  Flushing  avenue  (Block  No. 
1877,  part  af  Lot  No.  31),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  None. 

For  Administration :  Inspector  Aleyer,  Fire  De¬ 
partment. 

ACTION  OF  BOARD — Raid  over  to  September  24,  1940, 
at  2  P.M. 


765-40-A. 

APPLICANT — Edgar  A.  Palmieri,  for  440  East  102nd 
Street  Corporation,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 440-448  East  102nd  street, 
southwest  corner  of  East  River  Drive  (Block  No. 
1695.  Lot  No.  25),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Edgar  A.  Palmieri. 

ACTION  OF  BOARD — -Placed  on  reserve  calendar  pend¬ 
ing  court  action. 


866-40-A. 

APPLICANT — First  National  Oil  Corporation,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner — re  Transportation  of  fuel  oil  in  three-com¬ 
partment  tank  on  tractor  trailor  unit  (oil  not  in 
conformity  with  Fire  Department  specifications 
governing  tank  trucks)  in  New  York  City. 
APPEARANCES— 

For  Applicant :  H.  C.  Pitt. 

For  Administration :  Inspector  Meyer,  Fire  De¬ 
partment. 

ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock.  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


796-40- A. 

APPLICANT — Alexander  Zager,  for  Utopia  Estates,  In¬ 
corporated,  owner. 


SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of-  buildings. 

PREMISES  AFFECTED— 171-50,  171-54  and  171-58 

Gladwin  avenue,  southwest  corner  of  Fresh 
Meadow  lane  (Block  No.  5577,  Lot  No.  1),  Flush¬ 
ing,  Borough  of  Queens. 

APPEARANCES. — 

For  Applicant:  Hyman  Stein. 

For  Administration :  M.  J.  O’Donohuc.  Depart¬ 
ment  of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  . .  0 


THE  RESOLUTION— 

(796-40- A) 

Whereas,  Alexander  Zager,  for  Utopia  Estates,  Incor¬ 
porated,  owner,  filed  July  17,  1940,  an  appeal  from  a  deci¬ 
sion  of  the  borough  superintendent  of  buildings ;  premises 
171-50,  171-54  and  171-58  Gladwin  avenue,  southwest  corner 
of  Fresh  Meadow  lane  (Block  No.  5577,  Lot  No.  1).  Flush¬ 
ing,  Borough  of  Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  New  Building  Application  Nos.  4833,  4834  and 
4835,  dated  July  15,  1940,  reads: 

“1.  The  erection  of  a  frame  building  in  the  fire 
limits  is  contrary  to  the  Building  Code  (Sec.  4.1.1.  and 
4.1.2).” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  front¬ 
ing  17.60  ft.  on  Fresh  Meadow  lane  and  120  ft.  on  Gladwin 
avenue,  located  in  a  business  and  residence  use  D  area  dis¬ 
trict;  it  is  proposed  to  subdivide  the  plot  into  three  separate 
lots  and  to  erect  upon  each  lot  a  one  or  one  and  one-half 
story  frame  one-family  dwelling,  25  ft.  by  38  ft.  8  in.  in 
area,  and,  also,  a  one-car  private  garage,  11  ft.  by  19  ft.  6 
in.  in  area ;  the  dwellings  will  be  brick  veneer  at  the  first 
story  and  have  frame  gables  which  will  be  surfaced  with 
wood  clapboards  or  asbestos  shingles ;  roofs  will  be  surfaced 
with  asphalt  shingles ;  the  garages  will  either  be  of  frame 
construction,  brick  veneered  to  plate  line,  with  frame  gables 
finished,  or  surfaced  with  wood  clapboards  or  asbestos 
shingles ;  the  roofs  will  be  surfaced  with  asphalt  shingles 
or  be  of  Class  3  construction,  as  desired  by  the  purchaser ; 
all  dwellings  will  be  set  back  15  ft.  from  Gladwin  avenue, 
into  which  setback  entrance  space  may  project  for  a  distance 
of  5  ft. ;  the  dwelling  to  be  located  on  the  lot  at  the  inter¬ 
section  of  Fresh  Meadow  lane  and  Gladwin  avenue  will  have 
a  5  ft.  side  yard  on  the  northwesterly  side  and  a  side  yard 
on  the  southeasterly  side  of  approximately  15  ft.;  the  dwell¬ 
ings  to  be  located  40  ft.  and  80  ft.  respectively  northeast  of 
Fresh  Meadow  lane  will  have  side  yards  5  ft.  wide  on  the 
northwesterly  sides  and  side  yards  10  ft.  wide  on  the  south¬ 
easterly  sides ;  garages  will  be  located  not  nearer  than  1  ft. 
to  the  side  and  rear  lot  lines. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  acting  on  New  Building  Application  Nos. 
4833,  4834  and  4835,  dated  July  15,  1940,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted,  as 
to  Objection  No.  1,  on  condition  that  the  building  shall  be 
constructed  as  herein  proposed  and  shall  be  restricted  to  the 
use  of  one  family ;  that  the  garage  shall  be  used  solely  as  an 
accessory  to  the  residence  building  on  the  same  plot. 


797-40-A. 

APPLICANT — Alexander  Zager,  for  Utopia  Estates,  In¬ 
corporated,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 171-31,  171-35,  171-39,  171-43 
and  171-49  Gladwin  avenue,  northwest  corner  of 
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I-resh  Meadow  lane  (Block  No.  5578,  Lot  No.  1), 
Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Hyman  Stein. 

For  Administration:  M.  J.  O’Donohue,  Depart¬ 
ment  of  Housing  and  Buildings. 

AC  1  ION  Oh  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(797-40-A) 

VY  iiereas,  Alexander  Zager,  for  Utopia  Estates,  Incor¬ 
porated,  owner,  filed  July  17,  1940,  on  appeal  from  a  deci¬ 
sion  of  the  borough  superintendent  of  buildings ;  premises 
1/1-31,  171-35,  171-39,  171-43  and  171-49  Gladwin  avenue, 
northwest  corner  of  Fresh  Meadow  lane  (Block  No.  5578, 
Lot  No.  1),  Flushing,  Borough  of  Queens;  and 
\\  iiereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  New  Building  Application  Nos.  4836-4840,  in¬ 
clusive,  dated  July  15,  1940,  reads: 


and 


L  The  erection  of  a  frame  building  in  the  fire 
limits  is  contrary  to  the  Building  Code  (Sec.  4.1.1  and 
4.1.2).” 


Whereas,  the  premises  consist  of  a  plot  of  ground  front¬ 
ing  135.58  ft.  on  h  resh  Meadow  lane  and  250.66  ft.  on  Glad¬ 
win  avenue,  located  in  a  business  and  residence  use  D  area 
district;  it  is  proposed  to  subdivide  the  plot  into  five  sep¬ 
arate  lots  and  to  erect  on  each  lot  a  one  or  one  and  one-half 
story  frame  one-family  dwelling,  28  ft.  by  38  ft.  5  in.  in 
area,  and  a  garage,  11  ft.  by  19  ft.  6  in.  in  area;  the  dwell¬ 
ings  will  be  surfaced  on  the  exterior  of  the  first  story  with 
brick  veneer,  and  have  frame  gables  which  will  be  surfaced 
with  wood  clapboards,  barn  boards  or  asbestos  shingles ; 
roofs  will  be  surfaced  with  asphalt  shingles;  garages  will  be 
of  brick  veneer  to  the  plate  line,  with  frame  gables  surfaced 
with  wood  clapboards  or  asbestos  shingles,  and  have  roofs 
surfaced  with  asphalt  shingles,  or  will  be  of  Class  3  con¬ 
struction  if  desired  by  the  purchaser;  dwellings  will  be  set 
back  15  ft.  from  Gladwin  avenue  and  will  be  provided  with 
5  ft.  side  yards  on  the  northwesterly  side  and  10  ft.  on  the 
southeasterly  side,  except  for  a  dwelling  located  on  the  lot 
at  the  intersection  of  Gladwin  avenue  and  Fresh  Meadow 
lane,  which  will  be  set  back  8  ft.  6  in.  from  Fresh  Meadow 
lane;  garages  will  be  located  not  nearer  than  1  ft.  to  the 
side  lot  lines  and  not  nearer  than  1  ft.  to  the  rear  lot  lines, 
except  for  the  garage  to  be  located  on  the  plot  at  the  inter¬ 
section  of  I-resh  Meadow  lane  and  Gladwin  avenue,  which 
wall  be  set  back  1  ft.  I0fi  in.  from  Fresh  Meadow  lane. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  acting  on  New  Building  Application  Nos.  4836- 
4840,  inclusive,  dated  July  15,  1940,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted, 
as  to  Objection  No.  1,  on  condition  that  the  building  shall 
be  constructed  as  herein  proposed  and  shall  be  restricted  to 
the  use  of  one  fantily ;  that  the  garage  shall  be  used  solely 
as  an  accessory  to  the  residence  building  on  the  same  plot. 


798-40-A. 

APPLICAN  T — Alexander  Zager,  for  Utopia  Estates,  In¬ 
corporated,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 47-48  Fresh  Meadow  lane, 
southwest  corner  of  Effington  avenue  (Block  No. 

Lot  No.  1),  Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Hyman  Stein. 

For  Administration:  M.  J.  O’Donohue.  Depart¬ 
ment  of  Housing  and  Buildings. 


ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  o 


THE  RESOLUTION— 

(798-40-A) 

Whereas,  Alexander  Zager,  for  Utopia  Estates,  Incor¬ 
porated,  owner,  filed  July  17,  1940,  an  appeal  from  a  deci¬ 
sion  of  the  borough  superintendent  of  buildings;  premises 
47-48  Fresh  Meadow  lane,  southwest  corner  of  Effington 
avenue  (Block  No.  5578,  Lot  No.  1),  Flushing,  Borough 
of  Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  New  Building  Application  No.  4689-1940, 
dated  July  17,  1940,  reads: 

“1.  The  erection  of  a  frame  building  in  the  fire 
limits  is  contrary  to  the  Building  Code  (Sec  4.1.1  and 
4.1.2).” 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  front¬ 
ing  135.57  ft.  on  Fresh  Meadow  lane  and  0.69  ft.  on  Effing¬ 
ton  avenue,  located  in  a  business  use  D  area  district ;  it  is 
proposed  to  erect  a  one-story  frame  one-family  dwelling, 
25  ft.  by.  38  ft.  8  in.  in  area,  and  a  one-car  private  garage, 
19  ft.  6  in.  by  11  ft.  in  area;  the  dwelling  will  be  surfaced 
on  the  exterior  with  brick  veneer  at  the  first  story,  and  have 
frame  gables^  which  will  be  surfaced  with  wood  clapboards 
or. asbestos  shingles;  the  roof  will  be  surfaced  with  asphalt 
shingles ;  the  garage  will  be  of  frame  construction  or  brick 
veneered  to  the  plate  line,  with  frame  gables  surfaced  with 
clapboards,  and  the  roof  surfaced  with  asphalt  shingles,  or 
may  be  of  Class  3  construction  if  so  desired  by  the  pur¬ 
chaser;  the  dwelling  will  be  set  back  12  ft.  from  Fresh 
Meadow  lane  and  will  have  a  5  ft.  side  entrance  at  the 
northwest ;  the  garage  will  be  located  1  ft.  from  the  rear 
lot  line,  will  be  set  back  16  ft.  from  Fresh  Meadow  lane, 
and  will  not  be  located  nearer  than  10  ft.  to  the  dwelling. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  acting  on  New  Building  Application  No.  4689- 
1940,  dated  July  17,  1940,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted^  as  to  Objection 
No.  1,  on  condition  that  the  building  shall  be  constructed 
as  herein  proposed  and  shall  be  restricted  to  the  use  of  one 
family ;  that  the  garage  shall  be  used  solely  as  an  accessory 
to  the  residence  building  on  the  same  plot. 


799-40-A. 

APPLICANT — Alexander  Zager,  for  Utopia  Estates,  In¬ 
corporated,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 172-22.  172-26  and  172-30 

Effington  avenue,  south  side,  0.69  ft.,  40.69  ft.  and 
80.69  ft.  west  of  Fresh  Meadow  lane  (Block  No. 
5578,  Lot  No.  1),  Flushing,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Hyman  Stein. 

For  Administration:  M.  J.  O’Donohue,  Depart¬ 
ment  of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(799-40-A) 

Whereas,  Alexander  Zager,  for  Utopia  Estates,  Incor¬ 
porated,  owner,  filed  Julv  17,  1940,  an  appeal  from  a  deci¬ 
sion  of  the  borough  superintendent  of  buildings;  premises 
172-22,  172-26  and  172-30  Effington  avenue,  south  side,  0.69 
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ft.,  40.69  ft.  and  80.69  ft.  west  of  Fresh  Meadow  lane  (Block 
No.  5578,  Lot  No.  1),  Flushing,  Borough  of  Queens;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  New  Building  Application  Nos.  4690,  4691  and 
4692  of  1940,  dated  July  17.  1940,  reads: 

“1.  The  erection  of  a  frame  building  in  the  fire 
limits  is  contrary  to  the  Building  Code.” 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  front¬ 
ing  120  ft.  on  Effington  avenue  with  a  depth  of  100  ft.,  lo¬ 
cated  in  a  business  and  residence  use  D  area  district;  it  is 
proposed  to  subdivide  the  plot  into  three  separate  lots  and 
to  erect  on  each  lot  a  one  or  one  and  one-half  story  frame 
one-family  dwelling,  25  ft.  by  38  ft.  8  in.  in  area,  and  a 
private  garage,  11  ft.  9  in.  by  19  ft.  6  in.  in  area;  the  dwell¬ 
ings  will  be  surfaced  on  the  exterior  on  the  first  story  with 
brick  veneer ;  frame  gables  will  be  surfaced  with  wood 
clapboards ;  roofs  will  be  surfaced  with  asphalt  shingles ; 
garages  will  be  of  frame  construction,  surfaced  on  the  ex¬ 
terior  to  the  plate  line  with  brick  veneer,  with  frame  gables 
surfaced  with  wood  clapboards,  and  roofs  surfaced  with 
asphalt  shingles,  or  will  beb  of  Class  3  construction  if  so  de¬ 
sired  by  the  purchaser;  dwellings  will  be  set  back  15  ft. 
from  the  Effington  avenue  building  line,  into  which  setback 
a  front  entrance  may  project  for  a  distance  of  5  ft.;  side 
yards  will  be  provided  on  the  northeasterly  sides  10  ft.  in 
width  and  on  the  southeasterly  sides  5  ft.  in  width ;  garages 
will  be  located  not  nearer  than  1  ft.  to  side  and  rear  lot 
lines. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  acting  on  New  Building  Application  Nos.  4690, 
4691  and  4692  of  1940,  dated  July  17,  1940,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted, 
as  to  Objection  No.  1,  on  condition  that  the  building  shall 
be  constructed  as  herein  proposed  and  shall  be  restricted  to 
the  use  of  one  family ;  that  the  garage  shall  be  used  solely 
as  an  accessory  to  the  residence  building  on  the  same  plot. 


813-40-A. 

APPLICANT — 185  Sand  Lane  Holding  Corporation, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 185  Sand  lane,  east  side,  32  ft. 
south  of  Cedar  avenue  (Block  No.  3110,  Lot  No. 
56),  South  Beach,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  Paul  Urson. 

For  Administration:  John  J.  O’Keefe,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  . . .  0 


THE  RESOLUTION— 

(813-40-A) 

Whereas,  185  Sand  Lane  Holding  Corporation,  owner, 
filed  July  25.  1940,  an  appeal  from  a  decision  of  the  borough 
superintendent  of  buildings;  premises  185  Sand  lane,  east 
side,  32  ft.  south  of  Cedar  avenue  (Block  No.  3110,  Lot  No. 
56),  South  Beach,  Borough  of  Richmond;  and 
Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  B.N.  Application  No.  514-40,  dated  July  18. 
1940,  reads: 

“1.  It  is  contrary  to  the  Code,  Sec.  C26-752.0  (12. 
21.1)  to  use  a  frame  structure  for  a  motion  picture 
theatre.” 

and 

Whereas,  the  building  is  39  ft.  by  61  ft.  9  in.  in  area; 
one  story  (16  ft.)  in  height;  of  Class  4  construction;  lo¬ 
cated  in  a  business  use  C  area  district;  erected  in  1915.  with 


an  addition  at  the  southwest  corner  32  ft.  in  area,  of  Class 
3  construction,  erected  jn  1940;  the  entire  premises  through¬ 
out  is  used  as  a  meeting  room  for  200  persons,  pursuant  to 
Certificate  of  Occupancy  No.  1863  issued  May  4,  1940;  it 
is  proposed  to  occupy  the  premises  as  a  motion  picture 
theatre  for  210  persons  on  the  first  floor,  with  the  balcony 
floor  to  remain  vacant  except  for  a  projection  booth,  which 
it  is  proposed  to  construct  thereon ;  and 

Whereas,  the  applicant  contends  that  the  building  was 
purchased  in  1938  for  use  as  a  community  center ;  that  in 
1940  an  extension  was  built  to  provide  better  toilet  and 
heating  facilities;  that  the  owning  group,  which  was  com¬ 
prised  of  sixteen  public-spirited  property  owners  of  the  com¬ 
munity,  has  sought  to  bring  motion  picture  entertainment 
into  the  community  and  thus  promote  better  social  and  eco¬ 
nomic  relationship;  that  motion  pictures  will  be  shown  in 
the  community  two  or  three  times  a  week ;  that  there  are 
six  exits,  three  of  which  are  3  ft.  7  in.  wide,  two  are  3  ft. 
wide  and  one  is  5  ft.  3  in.  wide ;  that  four  of  the  exits  lead 
directly  to  a  public  street  and  two  lead  to  a  public  court, 
which  leads  to  a  public  street  and  open  area  in  the  rear  of 
the  building ;  that  all  exits  have  been  equipped  with  panic 
bolts,  and  only  the  street  level  floor  will  be  used  for  public 
purposes ;  that  all  other  requirements  of  the  Building  and 
Fire  Departments  will  be  complied  with. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  acting  on  B.N.  Application  No.  514-40,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted,  as  to  Objection  No.  1,  so  as  to  permit  the  occu¬ 
pancy  as  proposed,  of  the  existing  one-story  building,  as 
indicated  on  plans  filed  with  this  Board  marked  ‘‘Received 
September  13,  1940”,  as  a  community  center  to  be  known  as 
South  Beach  Lyceum,  and  operated  by  the  community  cor¬ 
poration  known  as  185  Sand  Lane  Holding  Corporation. 
on  condition  that  the  first  floor  only  shall  be  used,  as  pro¬ 
posed,  and  shall  have  a  seating  capacity  of  not  over  210 
persons ;  that  no  stage  shows  shall  be  permitted ;  that  the 
projection  booth  in  the  gallery  at  the  front  shall  comply 
with  all  the  regulations  therefor  and  shall  have  a  door  at 
either  end  exiting  toward  the  corner  stairways ;  that  there 
shall  be  installed  at  each  stairway  a  metal  grille  door  which 
shall  normally  be  kept  locked  to  prevent  public  entrance  to 
gallery  but  readily  openable  from  the  inside  for  exit  by  the 
projection  room  operators;  that  the  exits  as  shown  shall  be 
maintained  at  all  times,  equipped  with  approved  panic  bolts ; 
that  there  shall  be  filed  with  the  borough  superintendent 
of  buildings  a  letter  of  authorization  from  the  adjoining 
owner  covering  the  use  of  the  existing  concrete  walk  in  the 
court  at  the  northerly  side  leading  to  the  street ;  that  the 
interior  of  the  building  shall  be  protected  on  the  walls,  col¬ 
umns  and  ceilings  with  wire  lath  and  plaster ;  that  this  vari¬ 
ance  shall  continue  only  so  long  as  this  building  is  main¬ 
tained  as  set  forth  and  required  herein  and  is  continued 
under  the  operation  of  the  community  corporation ;  that  in 
all  other  respects  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto. 


832-40-A. 

APPLICANT — Archibad  D.  Anstey,  for  Mutual  Life  In¬ 
surance  Company  of  New  York,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 172-174  East  116th  street, 
south  side,  213  ft.  4  in.  east  of  Lexington  avenue 
(Block  No.  1643,  part  of  Lot  No.  44),  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  Otto  L.  Kelm. 

For  Administration:  Fred  Dahlem,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
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Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

Negative  . . .  0 

THE  RESOLUTION— 

(832-40-A) 

Whereas,  Archibald  D.  Anstey,  for  Mutual  Life  Insur¬ 
ance  Company  of  New  York,  owner,  filed  July  31,  1940,  an 
appeal  from  a  decision  of  the  borough  superintendent  of 
buildings;  premises  172-174  East  116th  street,  south  side, 
213  ft.  4  in.  east  of  Lexington  avenue  (Block  No.  1643,  part 
of  Lot  No.  44),  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Alteration  Application  No.  1557-40,  dated  July 
8,  1940.  reads: 

“2.  Building  must  be  of  fireproof  construction,  Sec. 
4.2.1  Build.  Code.  Reconsideration  is  denied. 

The  fire  escape  at  the  front  of  the  building  may 
not  be  considered  as  a  lawful  means.  Reconsideration 
is  denied.” 
and 

Whereas,  the  building  is  three  stories  and  cellar  (40 
ft.)  in  height,  31  ft.  8  in.  by  100  ft.  in  area  at  street  level 
and  31  ft.  8  in.  by  70  ft.  at  typical  floor  level;  of  Class  3 
construction;  erected  in  1921;  located  in  a  business  use  dis¬ 
trict,  and  occupied :  cellar,  storage,  no  persons ;  first  story, 
store,  60  persons ;  second  story,  club,  60  persons ;  third 
story,  light  manufacturing.  40  persons ;  it  is  proposed  to  be 
occupied:  cellar,  same ;  first  story,  store;  second  story,  club. 
150  persons;  third  story,  club,  150  persons;  certificate  of 
occupancy  was  issued  on  Alteration  Application  No.  3323  of 
1934  permitting  the  following  use  and  occupancy :  first  story, 
stores,  60  persons ;  second  story,  club.  60  persons ;  third 
story,  light  manufacturing,  40  persons;  and 
Whereas,  the  applicant  contends  that  after  the  issuance 
of  Certificate  of  Occupancy  No.  20423  the  third  story  was 
leased  for  club  quarters ;  that  the  application  now  in  ques- 
ti°n  was  filed  to  remedy  the  situation;  that  the  proposed 
conversion  to  club  occupancy  could  be  made  under  old  sec¬ 
tion  /2  of  the  Building  code;  that  at  present  there  is  a  rear 
fire  balcony ;  that  it  is  proposed  to  insall  connecting  stairs 
and  ladders  similar  to  those  required  by  the  Board  for  the 
adjoining  building  to  the  west,  namely,  168-170  East  116th 
street,  under  Cal.  No.  1427-39-A,  which  is  under  the  same 
ownership;  that  there  is  a  legal  factory  fire  escape  on  the 
front  of  the  building;  that  exits  will  lead  to  the  rear  fire 
escape,  from  fire  escape  to  fire-retarded  stair  hall,  which  is 
equipped  with  self-closing  doors  leading  from  roof  to  first 
story ;  that  in  view  of  these  _  facts  it  is  requested  that  the 
Board  permit  the  use  of  a  limited  occupancy  for  both  the 
second  and  third  stories  of  150  persons  per  story  or  a  total 
of  300  persons  for  both  stories,  and  that  the  present  social 
club  occupancy,  on  both  the  second  and  third  stories  be  per¬ 
mitted  to  continue. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  acting  on  Alteration  Application  No.  1557-40. 
be  and  it  hereby  is  modified,  as  to  Objections  Nos.  2  and  3, 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  building  shall  not  be  increased  in  height  or  area ; 
that  the  existing  stairway  shall  be  maintained  continuously 
from  roof  to  street ;  that  the  door  leading  from  vestibule  to 
street  at  the  foot  of  such  stairway  shall  be  glazed  with  wire 
glass;  that  the  fire  escape  shall  be  arranged  so  as  to  pro¬ 
vide  a  second  means  of  exit;  that  in  the  rear  a  ladder  shall 
be  erected  from  each  story  to  the  first  story  extension,  with 
a  ladder  provided  on  the  first  story  extension  roof,  of  suf¬ 
ficient  length  to  reach  the  yard  of  the  lot  now  vacant 
toward  the  west  across  the  extension  of  adjoining  building 
at  168-1/0  East  116th  street;  that  the  balconies  shall  be 
cross-connected  to  balconies  of  the  adjoining  building  to  the 
west,  so  as  to  permit  escape  through  such  building  to  the 
innet’  ^at  t^ie  0CCUPan-Cy  per  floor  shall  at  no  time  exceed 
UX1  persons;  that  the  ceilings  below  the  offsets  on  each 
story  shall  be  fire-retarded ;  that  this  variance  shall  continue 
only  so  long  as  the  building  is  occupied  as  proposed,  subject 


to  the  conditions  set  forth  herein  and  as  set  forth  in  resolu¬ 
tion  adopted  by  the  Board  as  to  building  at  168-170  East 
116th  street  on  December  19,  1939,  under  Cal.  No.  1427- 
oy-A. 


836-40-A. 


APPLICANT — Frank  G.  Burger,  for  Foggin-Burger  Land 
„T  Company,  Incorporated,  owner. 

SUBJECT  Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 1233  Castleton  avenue,  north 
side,  75.39  ft.  west  of  Taylor  street  (Block  No.  202, 
Lpt  No.  43),  West  New  Brighton,  Borough  of 
Richmond. 

APPEARANCES— 

For  Applicant:  Carl  D.  Isaacs  and  Frank  B. 
Sterner. 


For  Administration:  John  J.  O’Keefe, 
of  Housing  and  Buildings. 
ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 


Department 


Affirmative  .  q 

Negative .  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

THE  RESOLUTION— 

(836-40-A) 


Whereas,  Frank  G.  Burger,  for  Foggin-Burger  Land 
Company,  Incorporated,  owner,  filed  July  31,  1940,  an  appeal 
from. a  decision  of  the  borough  superintendent  of  buildings- 
premises  1233  Castleton  avenue,  north  side,  75.39  ft.  west  of 
Taylor  street  (Block  No.  202,  Lot  No.  43),  West  New 
Brighton,  Borough  of  Richmond ;  and 
Whereas,  Alteration  Plan  No.  355-39  was  approved  for 
alteration  and  extension  of  the  building  May  3,  1940;  and 
Whereas,  on  July  30,  1940,  an  amendment  was  filed 
which  reads : 


“Application  is  hereby  made  to  omit  sprinkler  Sys- 
1940 aS  n°ted  °n  approved  aPPlication.  approved  May  3, 

This  Sprinkler  System  was  required  to  permit  the 
aggregate  area  of  the  enlarged  building  of  Class  III 
(non  F.P.)  construction  to  exceed  the  tabular  limit  of 
7500  sq.  ft.  (Code  Sec.  C26-254.0) ” 

and 

Whereas,  said  amendment  was  disapproved  by  the  bor¬ 
ough  superintendent  of  buildings  on  July  31,  1940;  and 
.  Whereas,  Order  No.  5194-LF,  issued  by  the  fire  commis¬ 
sioner  July  13,  1939,  reads: 

You  are  hereby  ordered  and  required  within  30  days 
from  the  date  of  the  service  of  this  order,  to : 

1.  .  Install  an  approved  wet  automatic  sprinkler  sys¬ 
tem  in  cellar  having  at  least  one  source  of  water  supply 
arranged  and  equipped  as  per  Art.  16,  Ch.  26,  Adm. 
Code.” 
and 

Whereas,  said  order  of  the  fire  commissioner  is  not  the 
subject  of  this  appeal;  and 

Whereas,  the  building  is  60  ft.  by  99  ft.  in  area;  one 
story  and  cellar  (22  ft.)  in  height;  of  Class  3  construction; 
erected  in  1935;  located  in  a  business  use  C  area  district; 
and 

Whereas,  it  is  proposed  to  construct  an  extension  at  the 
rear.  100  ft.  by  51  ft.  in  area,  within  the  residence  use  dis¬ 
trict,  as  granted  by  the  Board  under  Cal.  No.  562-37-BZ ; 
and 

Whereas,  Alteration  Application  No.  355-39,  which  is 
the  subject  of  this  appeal,  was  filed  for  the  purpose  of  con¬ 
structing  the  extension  permitted  by  the  above-mentioned 
zoning  variance ;  and 

Whereas,  the  applicant  contends  that  the  proposed  ad¬ 
dition  will  be  of  brick  construction  and  be  used  for  sales 
purposes  throughout ;  that  the  necessity  for  a  sprinkler  sys¬ 
tem  has  been  eliminated  for  the  reason  that  the  premises 
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after  alteration  will  be  used  entirely  for  sales  purposes  and 
for  the  display  of  merchandise;  that  adequate  aisle  space 
will  be  maintained,  and  that  it  is  respectfully  requested  that 
the  requirement  for  the  installation  of  the  sprinkler  system 

be  omitted ;  and  . 

Whereas,  the  building  exceeds  the  area  permitted  unless 
a  sprinkler  system  is  installed  throughout  the  building  (C26- 
254.0)  ;  and 

Whereas,  an  order  was  issued  July  13,  1939,  by  the  hre 
(Commissioner  calling  for  a  sprinkler  system  in  the  cellar 
((Order  No.  5194-LF). 

Resolved,  that  the  decision  of  the  borough  superintendent 
,of  buildings,  on  Alteration  Application  No.  355-39.  dated 
July  30,  1940,  be  and  it  hereby  is  affirmed  and  that  the  ap- 
peal  be  and  it  hereby  is  denied. 


840-40-A. 

APPLICANT— Sidney  H.  Kitzler,  for  Edward  C  Hal- 
vorsen,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings.  . 

PREMISES  AFFECTED— 5310  Eighth  avenue,  west  side, 

60  ft.  2  in.  south  of  53rd  street  (Block  No.  818, 

Lot  No.  43),  Borough  of  Brooklyn. 
APPEARANCES—  . 

For  Applicant:  Sidney  H.  Kitzler. 

For  Administration:  Dewey  Rothkrug,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE—  „  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  2. 

Negative  .  1 

THE  RESOLUTION— 

(840-40-A) 

Whereas,  Sidney  H.  Kitzler.  for  Edward  C.  Halvorsen, 
.owner,  filed  August  5,  1940,  an  appeal  from  a  decision  of 
the  borough  superintendent  of  buildings ;  premises  5310 
JEighth  avenue,  west  side,  60  ft.  2  in.  south  of  53rd  street 
(Block  No.  818,  Lot  No.  43),  Borough  of  Brooklyn;  and 
Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Application  No.  3453-1940,  dated  July  25, 
1940,  reads: 

“2.  The  stairs  from  1st  to  2nd  floor  should  be  3  ft. 

0  in.  wide,  Sec.  6.4.I.2. 

4.  The  second  floor  should  be  capable  of  supporting 
at  least  100  lbs.  live  load  per  square  foot,  Sec. 

7.3. 2.2.5.” 

and 

Whereas,  the  building  is  three  stories  ( 33  ft. )  in  height, 

20  ft.  by  62  ft.  in  area;  of  Class  3  construction;  erected  in 
1927;  located  in  a  business  use  C  area  district,  and  occu¬ 
pied  :  cellar,  storage,  no  persons ;  first  story,  chapel,  no  per¬ 
sons  ;  second  story,  dwelling,  one  family ;  third  story,  dwell¬ 
ing,  one  family;  it  is  proposed  to  be  occupied:  first  story, 
chapel,  75  persons;  second  story,  embalming  and  reposing 
rooms  and  office ;  third  story,  dwelling,  one  family ;  Certifi¬ 
cate  of  Occupancy  No.  80787  was  issued  January  11,  1937, 
on  Alteration  Application  No.  11966-36,  to  permit  the  use 
of  the  first  story  of  premises  5310-5312  Eighth  avenue  as 
•an  undertaking  establishment  and  two  families ;  and 

Whereas,  thg  applicant  contends  that  it  is  now  proposed 
to  discontinue  the  use  of  the  adjoining  store  at  5312  Eighth 
avenue  and  to  occupy  the  second  story  of  No.  5310  Eighth 
avenue  for  office,  storeroom,  embalming  room  and  combina¬ 
tion  reposing  and  reception  room;  that  as  to  Objection  No. 

2,  section  6.4. 1.2  permits  a  3-foot-wide  stair  providing  the 
floor  area  does  not  exceed  4,000  sq.  ft.  and  the  occupancy 
.does  not  exceed  fifty  persons ;  that  the.  floor  area  is  1.240 
sq.  ft.  gross ;  that  the  present  stairway  is  2  ft.  10  in.  wide ; 
that  as  to  Objection  No.  4,  section  7.32.2.5  requires  100 
•pounds  live  load;  that  this  section  refers  to  large  public 
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spaces  such  as  hotel  lobbies;  that  it  will  accommodate  be¬ 
tween  twenty-five  and  thirty  persons  and  ought  not  be 
classed  under  section  7. 3. 2. 2. 5  but  should  be  classified 
under  section  7.3.2.2.1  in  view  of  the  fact  that  any  person 
may  use  his  own  dwelling  for  the  proposed  use ;  that  actual 
funeral  services  will  be  conducted  on  the  first  floor  at  the 
chapel ;  that  in  view  of  these  facts  it  is  respectfully  re¬ 
quested  that  the  second  floor  be  permitted  to  remain  at 
forty  pounds  live  load  as  it  now  exists. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  acting  on  Application  No.  3453-40,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted,  as  to  Objection  No.  2,  on  condition  that  the  stairs 
from  the  first  to  second  story  shall  not  be  less  than  2  ft.  10 
in.  in  the  clear,  and  granted,  as  to  Objection  No.  4,  on 
condition  that  the  occupancy  of  the  second  story  shall  at 
no  time  exceed  fifty  persons ;  that  the  building  shall  not  be 
increased  in  height  and  area ;  that  all  openings  between 
this  building  and  any  adjoining  building  shall  be  blocked 
up  with  approved  masonry  ;  that  this  variance  shall  be  con¬ 
tinued  only  so  long  as  the  occupancy  is  continued  as  pro¬ 
posed  and  the  arrangement  of  the  second  story  shall  be  as 
indicated  on  plans  marked  “Received  September  17,  1940”; 
that  in  all  other  respects  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable 
thereto. 


852-40-A. 

APPLICANT— Frank  Wolf  (lessee),  for  Lawyers  Trust 
Company,  as  trustee  under  the  will  of  Alexander 
Carmichel,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 232  West  48th  street,  south 
side,  242  ft.  y2  in.  east  of  Eighth  avenue  (Block 
No.  1019,  Lot  No.  154),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Frank  Wolf. 

For  Administration:  Inspector  Meyer,  Fire  De¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock.  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

Negative  .  0 

THE  RESOLUTION— 

(852-40-A) 

Whereas,  Frank  Wolf  (lessee),  for  Lawyers  Trust  Com¬ 
pany,  as  trustee  under  the  will  of  Alexander  Carmichel, 
owner,  filed  August  12,  1940,  an  appeal  from  an  order  and 
a  decision  of  the  fire  commissioner;  premises  232  West  48th 
street,  south  side,  242  ft.  )4  in.  east  of  Eighth  avenue 
(Block  No.  1019,  Lot  No.  154),  Borough  of  Manhattan; 
and 

Whereas,  the  order  of  the  fire  commissioner.  Order  Mo. 
22124-LC,  dated  May  28,  1940,  reads: 

“With  reference  to  your  application  for  a  permit  to 
store  and  use  nitro  cellulose  at  above  location,  I  regret 
to  inform  you  that  this  department  is  without  power  to 
grant  such  a  permit  for  the  reason : 

Building  is  within  50  ft.  of  the  nearest  wall  of  a 
theatre.  Section  C 1 9- 110.0  (bl)  of  the  Administrative 
Code. 

YOU  ARE  THEREFORE  ADVISED  TO: 

1.  Discontinue  the  storage  and  use  of  nitrocellulose 
products  on  the  above  premises.” 

and 

Whereas,  the  said  order  was  repeated  in  a  decision  of  the 
fire  commissioner  dated  July  30,  1940;  and 
Whereas,  the  building  is  three  stories  and  basement  (39 
ft.)  in  height,  16  ft.  9)4  in.  by  56  ft.  in  area;  of  Class  3 
construction ;  located  in  a  retail  use  B  area  district ;  erected 
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in  1891,  and  occupied:  cellar,  storage;  first  story,  musical 
instrument  store;  second  story,  audition  and  rehearsal 
rooms  third  story,  fame,  2  persons;  it  is  proposed  to  be 
occupied  throughout  as  at  present;  and 
\\  hereas,  the  applicant  contends  that  the  lessee  operates 
a  musical  instrument  and  drummers’  supply  store  and  has 
used  the  premises  as  such  for  eleven  years ;  that  as  part  of 
this  business  he  keeps  upon  the  premises  small  quantities 
01  a  material  used  in  the  making  of  drum  covers;  that  this 
'  c?ns'sts  ?i  a  mtro-cellulose  compound,  glued  together  in 
sheets  with  adhesive  tape  and  other  non-inflammable  or 
non-combustible  material ;  that  these  materials  are  kept  in  a 
metal,  fireproof  box  and  at  no  time  does  the  supply  stored 
exceed  la  pounds  of  mtro-cellulose;  that  the  conduct  of  the 
applicant  s  business  is  dependent  upon  the  use  of  this  mate¬ 
rial,  and  it  is  therefore  requested  that  the  order  of  the  fire 
commissioner  be  reversed  and  that  a  permit  be  issued  for 
the  small  amount  involved. 

l  *'"'™**  £at,  tlle  ordcr  of  the  fire  commissioner.  Order 
Ao.  4-LL,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
amount  of  mtro-cellulose  compound  in  sheets  shall  at  no 
time  exceed  fifteen  pounds;  that  such  suppU  shall  be  main¬ 
tained  in  a  metal  container  satisfactory  to  the  fire  commis¬ 
sioner,  and  that  m  all  other  respects  all  laws,  rules  and 
regulations  applicable  thereto  shall  be  complied  with. 


867-40-A. 

|  APPLICANT— -Frank  C.  Keller,  for  Supro  Homes  Incor¬ 
porated,  owmer. 

!  SUBJECT— Appeal  from  decisions  of  the  borough  super¬ 
intendent  of  buildings 

PREMISES  AFFECTED — 46-03  to  46-51  192nd  street, 

nrr^iefSt  corner  of  47th  avenue,  southeast  corner 
of  46th  avenue  and  east  side  of  192nd  street,  40 
ft.,  80  ft.,  120  ft.,  160  ft.,  200  ft.  240  ft  280  ft 
320  ft..  360  ft.,  400  ft.  and  440  ft.  south’  of  46th 
avenue  (Block  No.  5548,  Lot  No.  1),  Flushing, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Frank  C.  Keller. 

bor  Administration:  M.  J.  O’Donohue,  Depart- 

a  pttz-vxt  ™ent  of  HousinS  and  Buildings. 

AC  I  ION  Oh  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Me- 

Carthy  .  ^ 

Negative  .  .  q 

THE  RESOLUTION— 

(867-40-A) 

Whereas,  Frank  C.  Keller,  for  Supro  Homes,  Incor¬ 
porated,  owner,  filed  August  22,  1940,  an  appeal  from  deci- 

superintendent  of  buildings;  premises 
anrl  47?1  46'5  192nd! east  side,  between  46th  avenue 

??48  r  1  avenue  (Hollis  Court  boulevard)  (Block  No. 
Lot  Aa,  Fishing,  Borough  of  Queens;  and 
whereas,  the  decisions  of  the  borough  superintendent  of 
buildings,  on  New  Building  Application  Nos.  5632  to  5637- 

^187*  aaUS-1V^  and  New  Building  Application  Nos.  5181  to 
•>lo/-40,  inclusive,  dated  August  20,  1940,  read: 

..  .1"  The  erection  of  a  frame  building  within  the  fire 
limits  1S  contrary  to  Sec.  4-1-2  of  the  Building  Code. 
Not  further  considered.” 

and 

Whereas,  the  premises  consist  of  a  plot  fronting  on  the 
east  side  of  192nd  street  from  the  south  side  of  46th  avenue 
u  the  nonh  side  of  47th  avenue  to  a  depth  of  100  ft.;  lo- 
i^i-  J1.1  a  business  use  D  area  district ;  it  is  proposed  to 
subdivide  the  plot  into  thirteen  separate  lots  and  to  erect 
on  each  lot  a  two-story  frame  one-family  dwelling  18  ft  in 

garage  30  ft'  Tf’  and’  als°’  a  private 

garage,  II  ft.  by  19  ft.  in  area,  0f  frame  construction;  the 


dwellings  will  be  set  back  20  ft.  from  192nd  street  into 
which  setback  front  entrances  may  project  approximately 

back’10  it Z  5  atJfue  COnier  °f  46th  avenuc  wiU  be  set 
ack  10  ft.  from  the  46th  avenue  building  line;  the  dwelling 

at  the  corner  of  47th  avenue  will  be  set  back  8  ft.  from  the 

tlnn  7f?Ut  b^ldln?,1,ne;  garages  will  be  located  not  nearer 
tnan  1  ft.  to  the  side  and  rear  lot  lines ;  the  buildings  will 
be  brick  veneer  at  first  story,  with  frame  gables  surfaced 
with  wood  siding,  asbestos  shingles,  asbestos  siding,  brick 
\ cneer  or  stucco;  the  roofs  will  be  surfaced  with  approved 
asphalt  shingles ;  garages  will  be  brick  veneer  to  the  plate 
fine,  with  frame  gables  surfaced  with  wood  siding,  asbestos 
siding  asbestos  shingles  or  stucco;  side  entrance  steps  mav 
Project  into  side  yards  a  distance  of  3  ft. ;  and 
Whereas,  the  applicant  contends  that  the  property  has  no 

S  f°r  buS,nCS.ii  use:  »’at  i‘  would  be  a  hardship 

to  hold  this  property  until  such  time  as  this  property  would 
be  sufficiently  developed  to  require  stores;  that  it  is  pro- 

r pa’r d  1  !+°  1<r°nst'fuc.t  the,  £ab{e  end  of  the  garage  facing  the 
i  ear  lot  line  of  incombustible  materials  unless  no  portion 
of  the  garage  ,s  within  3  ft.  of  the  rear  lot  line;  that  a 
modification  of  the  building  code  requirements  is  requested 
to  permit  the  construction  as  proposed,  within  the  fire  limits 
in  view  of  the  fact  that  the  buildings  will  substantially  com¬ 
ply  with  the  requirements  of  an  F  area  district. 

Resolved,  that,  the  decisions  of  the  borough  superintendent 
f  a,Ct^?,on  *Jew  Building  Application  Nos.  5632 

to  5637-40  and  5131  to  5187-40,  inclusive,  Objection  No.  1, 
be  and  they  hereby  are  modified  and  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  building  shall 
located  and  constructed  as  proposed  and  shall  be  restricted 
to  the  occupancy  of  a  single  family  each  and  the  garage 
shall  be  solely  as  accessory  to  residential  building  on  each 


868-40-A. 

APPLICANT  Frank  C.  Keller,  for  Supro  Homes,  In¬ 
corporated,  owner. 

SUBJECT— Appeal  from  decisions  of  the  borough  super¬ 
intendent  of  buildings 

PREMISES  AFFECTED — 45-35,  45-39.  45-43,  45-47.  45- 
51,  45-55,  45-59,  45-63  and  45-67  192nd  street,  north¬ 
east  corner  of  46th  avenue  and  east  side  of  192nd 
street,  40  ft.,  80  ft.,  120  ft.,  160  ft.,  200  ft..  240  ft.. 
280  ft.  and  320  ft.  north  of  46th  avenue  (Block  No.' 

APPEARANCES—0’  135^’  Flushin"’  Borough  of  Queens. 

For  Applicant:  Frank  C.  Keller. 

For  Administration :  M.  J.  O’Donohue,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

Negative  .  q 

THE  RESOLUTION— 

(868-40-A) 

Whereas.  Frank  C.  Keller,  for  Supro  Homes,  Incor¬ 
porated,  owner,  filed  August  22,  1940,  an  appeal  from  deci¬ 
sions  of  the  borough  superintendent  of  buildings ;  premises 
45-35  to  45-67  192nd  street,  east  side,  running  north  from 
46th  avenue  (Block  No.  5534,  Lot  No.  135),  Flushing,  Bor¬ 
ough  of  Queens ;  and 

Whereas,  the  decisions  of  the  borough  superintendent  of 
buildings,,  on  New  Building  Application  Nos.  5638  to  5646- 
40.  inclusive,  dated  August  20,  1940,  read: 

“1.  The  erection  of  a  frame  building  within  the  fire 
limits  is  contrary  to  Sec.  4-1-2  of  Building  Code” 
and 

Whereas,  the  premises  consist  of  a  plot  fronting  100  ft. 
on  46th  avenue  and  360  ft.  on  192nd  street;  located  in  a 
business  use  D  area  district;  it  is  proposed  to  subdivide 
the  plot  into  nine  separate  40  ft.  lots  and  to  erect  on  each 
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lot  a  two-story  frame  one-family  dwelling,  18  ft.  in  height 
and  25  ft.  by  30  ft.  in  area,  and  a  private  garage.  11  ft  by 
19  ft.  in  area,  of  frame  construction;  the  dwellings  will  be 
set  back  from  192nd  street  a  distance  of  20  ft.,  into  which 
setback  front  entrances  may  project  5  ft.;  the  dwelling  at  the 
corner  of  46th  avenue  will  be  set  back  from  the  46th  avenue 
building  line  a  distance  of  10  ft. ;  side  yards  10  ft.  in  width 
will  be  provided  on  the  north  lot  lines,  except  for  the  build¬ 
ing  located  at  the  corner  of  46th  avenue  will  have  a  side 
yard  on  the  north  lot  line  of  5  ft.;  side,  yards  will  be  pro¬ 
vided  on  the  south  lot  lines  of  5  ft.  in  width,  except  for  the 
building  located  at  the  corner  of  46th  avenue,  which  will 
have  a  side  yard  on  the  south  side  of  10  ft. ;  garages  will  be 
located  not  nearer  than  1  ft.  to  side  and  rear  lot  lines ,  the 
dwellings  will  be  surfaced  on  the  exterior  with  brick  veneer 
for  the  first  story,  with  frame  gables  surfaced  with  wood 
siding,  asbestos  siding,  asbestos  shingles,  brick  veneer  or 
stucco;  roofs  will  be  surfaced  with  approved  asphalt 
shingles ;  garages  will  be  surfaced  with  brick  veneer  to  the 
plate  line  with  frame  gables  surfaced  with  wood  siding,  as¬ 
bestos  siding,  brick  veneer  or  stucco;  rear  frame  gables  of 
garages  will  be  surfaced  with  incombustible  materials  un¬ 
less  garages  are  erected  not  nearer  than  3  ft.  to  the  rear  lot 
lines;  side  entrance  steps  may  project  into  side  yards  a  dis¬ 
tance  of  3  ft.;  and  ,  ,  ^  .  ...  ,  , 

Whereas,  the  applicant  contends  that  it  would  be  a  hard¬ 
ship  to  hold  this  property  and  pay  taxes  thereon  until  such 
time  when  this  area  would  be  sufficiently  developed  to  re¬ 
quire  the  erection  of  stores ;  that  the  outlook  at  present  in¬ 
dicates  that  this  property  may  never  have  a  real  business 
vsluc 

Resolved,  that  the  decisions  of  the  borough  superintendent 
of  buildings,  acting  on  New  Building  Application  Nos.  56oc> 
t0  5646-40,  inclusive,  Objection  No.  1,  be  and  thev  hereby 
are  modified  and  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  building  shall  be  located  and  constructed 
as  proposed  and  shall  be  restricted  to  the  occupancy  ot  a 
single  family  each  and  the  garage  shall  be  solelv  as  acces¬ 
sory  to  residential  building  on  each  lot. 


869-40-A. 

APPLICANT — Frank  C.  Keller,  for  Supro  Homes,  Incor¬ 
porated,  owner. 

SUBJECT — Appeal  from  decisions  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 46-28.  46-32,  46-40  and  46-46 
192nd  street,  southwest  corner  of  46th  road  and 
northwest  corner  of  Hollis  Court  boulevard,  west 
side  of  192nd  street,  40  ft.,  80  ft.  and  120  ft.  west 
of  192nd  street  (Block  No.  5533,  Lot  No.  13), 
Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Frank  C.  Keller. 

For  Administration :  M.  J.  O’Donohue,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

Negative  .  0 

THE  RESOLUTION— 

(869-40-A) 

Whereas,  Frank  C.  Keller,  for  Supro  Homes.  Incor¬ 
porated,  owner,  filed  August  22,  1940,  an  appeal  from  deci¬ 
sions  of  the  borough  superintendent  of  buildings;  premises 
46-28  to  46-46  192nd  street,  west  side,  between  47th  avenue 
(Hollis  Court  boulevard)  and  46th  road,  and  189-46  to  189- 
50  46th  road,  south  side,  100  ft.  west  of  192nd  street  (Block 
No.  5533,  part  of  Lot  No.  13),  Flushing,  Borough  of 
Queens ;  and 

Whereas,  the  decisions  of  the  borough  superintendent  ot 
buildings,  on  New  Building  Application  Nos.  5656,  5657  and 
5188  to  5192-40,  inclusive,  dated  August  20,  1940,  read: 


“1.  The  erection  of  a  frame  building  within  the  fire 
limits  is  contrary  to  Sec.  4-1-2  of  the  Building  Code.’' 

Whereas,  the  premises  consist  of  a  plot  fronting  180  ft. 
on  the  south’ side  of  46th  road  and  225.51  ft.  on  192nd  street; 
located  in  a  business  use  D  area  district;  it  is  proposed  to 
subdivide  the  plot  into  seven  separate  lots  and  to  erect  on 
each  lot  a  two-story  frame  one-family  dwelling,  18  ft.  in 
height  and  25  ft.  by  30  ft.  in  area,  and  a  private  garage,  11 
ft.  by  19  ft.  in  area;  dwellings  will  be  set  back  from  the 
building  lines  a  distance  of  20  ft.,  into  which  setback  front 
entrances  may  project  for  a  distance  of  5  ft.,  except  for  the 
dwelling  to  be  located  at  the  corner  of  46th  road,  which  will 
be  set  back  from  the  46th  road  building  line  a  distance  of 
10  ft.,  and  the  dwelling  to  be  located  at  the  corner  of  47th 
avenue  will  be  set  back  from  the  47th  avenueffiuilding  line  a 
distance  of  11  ft.;  dwellings  to  be  located  on  192nd  street 
will  be  provided  with  side  yards  on  the  north  lot  line  of  5 
ft.  in  width,  except  at  the  corner  of  46th  road,  which  will 
be  set  back  from  the  46th  road  building  line  10  ft. ;  these 
dwellings  will  also  have  side  yards  on  the  south  lot  line  of 
10  ft.  in  width,  except  the  dwelling  at  the  corner  of  46th 
road,  which  will  have  a  side  yard  on  the  south  of  5  ft.  in 
width;  the  dwellings  to  be  erected  on  46th  road  will  have 
side  yards  on  the  east  lot  line  of  5  ft.  in  width  and  on  the 
west  lot  line  of  not  less  than  10  ft.  in  width ;  dwellings  will 
be  surfaced  on  the  exterior  of  the  first  story  with  brick 
veneer ;  frame  gables  will  be  surfaced  with  wood  siding, 
asbestos  siding,  asbestos  shingles  or  brick  veneer ;  roofs  will 
be  surfaced  with  approved  asphalt  shingles ;  garages  will  be 
reinforced  on  the  exterior  with  brick  veneer  to  plate  line, 
with  frame  gables  surfaced  with  wood  siding,  asbestos  sid¬ 
ing,  asbestos  shingles,  stucco  or  brick  veneer,  and  roofs 
surfaced  with  asphalt  shingles;  garages  will  be  located  not 
nearer  than  1  ft.  to  side  and  rear  lot  lines ;  rear  frame  gables 
of  garages  will  be  surfaced  on  the  exterior  with  incom¬ 
bustible  materials  unless  garages  are  erected  not  nearer  than 
3  ft.  to  rear  lot  lines;  side  entrance  steps  may  project  into 
side  yards  a  distance  of  3  ft. ;  and 

Whereas,  the  applicant  contends  that  it  would  be  a  hard¬ 
ship  to  hold  this  property  and  pay  taxes  thereon  until  such 
time  when  this  area  would  be  sufficiently  developed  to  re¬ 
quire  the  erection  of  stores ;  that  the  outlook  at  present  in¬ 
dicates  that  this  propertv  may  never  have  a  real  business 
value. 

Resolved,  that  the  decisions  of  the  borough  superintendent 
of  buildings,  acting  on  New  Building  Application  Nos.  5656, 
5657  and  5188  to  5192-40.  inclusive,  Objection  No.  1,  be  and 
they  hereby  are  modified  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  building  shall  be  located  and 
constructed  as  proposed  and  shall  be  restricted  to  the  occu¬ 
pancy  of  a  single  family  each  and  the  garage  shall  be  solely 
as  accessory  to  residential  building  on  each  lot. 


870-40-A. 

APPLICANT — Frank  C.  Keller,  for  Supro  Homes,  Incor¬ 
porated,  owner. 

SUBJECT — Appeal  from  decisions  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 46-04,  46-08,  46-12,  46-16  and 
46-20  192nd  street,  northwest  corner  of  46th  road 
and  southwest  corner  of  46th  avenue,  west  side  of 
192nd  street,  40  ft.,  80  ft.  and  120  ft.  south  of  46th 
avenue  (Block  No.  5532,  part  of  Lot  No.  28), 
Flushing,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Frank  C.  Keller. 

For  Administration :  M.  J.  O’Donohue,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  j* 

Negative  .  u 


1304 


MINUTES 


THE  RESOLUTION— 

(870-40-  A) 

Whereas,  Trank  C.  Keller,  for  Supro  Homes,  Incor¬ 
porated,  owner,  filed  August  22,  1940,  an  appeal  from  deci¬ 
sions  of  the  borough  superintendent  of  buildings;  premises 
46-04  to  46-20  192nd  street,  west  side,  between  46th  avenue 
and  46th  road  (Block  No.  5532,  part  of  Lot  No.  28),  Flush¬ 
ing.  Borough  of  Queens;  and 

Whereas,  the  decisions  of  the  borough  superintendent  of 
buildings,  on  New  Building  Application  Nos.  5649  to  5653- 
40,  inclusive,  dated  August  20,  1940,  read: 

“L  Erection  of  a  frame  building  within  the  fire 
limits  is  contrary  to  Sec.  4-1-2  of  the  Building  Code.” 

and 

Whereas,  the  premises  consist  of  a  plot  fronting  200  ft. 
on  the  west  side  of  192nd  street  to  a  depth  of  100  ft.  there¬ 
from  ;  located  in  a  business  use  D  area  district ;  it  is  pro¬ 
posed  to  subdivide  the  plot  into  five  separate  lots  and  to 
erect  on  each  lot  a  two-story  frame  one-family  dwelling,  18 
ft.  in  height  and  25  ft.  by  30  ft.  in  area,  and  a  private  garage, 
11  ft.  by  19  ft.  in  area;  dwellings  will  be  set  back  from 
192nd  street  building  line  a  distance  of  20  ft.,  into  which 
setback  front  entrances  may  project  5  ft.,  and  will  have  side 
yards  on  the  north  lot  lines  of  10  ft.,  except  the  dwelling  at 
the  corner  of  46th  road,  which  will  have  a  side  yard  on  the 
north  lot  line  of  5  ft. ;  dwellings  will  have  side  yards  along 
the  south  lot  line  5  ft.  in  width,  except  for  the  dwelling  at 
the  corner  of  46th  road,  which  will  have  a  10  ft.  setback 
from  the  46th  road  building  line;  garages  will  be  located 
not  nearer  than  1  ft.  to  side  and  rear  lot  lines ;  dwellings 
will  be  surfaced  on  the  exterior  of  the  first  story  with  brick 
veneer,  and  frame  gables  will  be  surfaced  with  wood  siding, 
asbestos  siding,  asbestos  shingles,  stucco  or  masonry  veneer ; 
roofs  will  be  surfaced  with  asphalt  shingles;  garages  will 
be  brick  veneered  to  the  plate  line,  with  frame  gables  sur¬ 
faced  on  the  exterior  with  wood  siding,  asbestos  siding,  as¬ 
bestos  shingles,  stucco  or  brick  veneer ;  the  rear  frame  gables 
of  garages  will  be  surfaced  with  incombustible  material 
unless  garages  are  erected  not  nearer  than  3  ft.  to  the  rear 
lot  lines;  side  entrance  steps  may  project  into  side  yards  a 
distance  of  2  ft.;  and 

Whereas,  the  applicant  contends  that  it  would  be  a  hard¬ 
ship  for  him  to  hold  this  property  and  pay  taxes  thereon 
until  such  time  when  this  area  would  be  sufficiently  de¬ 
veloped  to  require  the  erection  of  stores;  that  the  outlook 
at  present  indicates  that  this  property  may  never  have  a 
real  business  value. 

Resolved,  that  the  decisions  of  the  borough  superintendent 
of  buildings,  acting  on  New  Building  Application  Nos.  5649 
to  5643-40,  inclusive,  Objection  No.  1,  be  and  they  hereby 
are  modified  and  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  building  shall  be  located  and  constructed 
as  proposed  and  shall  be  restricted  to  the  occupancy  of  a 
single  family  each  and  the  garage  shall  be  solely  as  acces¬ 
sory  to  residential  building  on  each  lot. 


871-40-A. 

APPLICANT — Frank  C.  Keller,  for  Supro  Homes,  Incor¬ 
porated,  owner. 

SUBJECT — Appeal  from  decisions  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 45-66  and  45-70  192nd  street, 
northwest  corner  of  46th  avenue  and  west  side  of 
192nd  street.  40  ft.  north  of  46th  avenue  (Block 
No.  5531,  Lot  No.  50),  Flushing,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Frank  C.  Keller. 

For  Administration :  M.  J.  O’Donohue,  Department 
of  Housing  and  Buildings. 

\C1  ION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(871-40-A) 

Whereas,  Frank  C.  Keller,  for  Supro  Homes,  Incor¬ 
porated,  owner,  filed  August  22,  1940,  an  appeal  from  deci¬ 
sions  of  thejborough  superintendent  of  buildings;  premises 
45-66  to  45-70  192nd  street,  northwest  corner  of  46th  ave¬ 
nue  (Block  No.  5531,  Lot  No.  50),  Flushing,  Borough  of 
Queens ;  and 

W hereas,  the  decisions  of  the  borough  superintendent  of 
buildings,  on  New  Building  Application  Nos.  5648  and  5647- 
40,  dated  August  20,  1940,  read: 

‘‘1.  The  erection  of  a  frame  building  within  the  fire 
limits  is  contrary  to  Sec.  4-1-2  of  the  Building  Code.” 

and 

Whereas,  the  premises  consist  of  a  plot  fronting  100  ft. 
on  46th  avenue  and  80  ft.  on  192nd  avenue;  located  in  a 
business  use  D  area  district ;  it  is  proposed  to  subdivide 
the  plot  into  two  separate  lots  and  to  erect  on  each  lot  a 
two-story  frame  one-family  dwelling,  18  ft.  in  height  and  25 
ft.  by  30  ft.  in  area,  and  a  private  garage,  11  ft.  by  19  ft.  in 
area;  the  corner  dwelling  will  be  set  back  from  192nd  street 
a  distance  of  20  ft.  and  from  46th  avenue  a  distance  of  10 
ft.,  into  which  setbacks  entrance  steps  may  project  a  dis¬ 
tance  of  5  ft. ;  the  dwelling  to  be  located  40  ft.  north  of  46th 
avenue  will  be  set  back  from  192nd  street  20  ft.,  into  which 
front  entrance  steps  may  project  5  ft.,  and  will  have  a  side 
yard  on  the  north  lot  line  of  10  ft.  and  on  the  south  lot  line 
of  5  ft. ;  the  corner  dwelling  will  have  a  side  yard  on  the 
north  lot  line  of  5  ft. ;  garages  will  be  located  not  nearer 
than  1  ft.  to  side  and  rear  lot  lines ;  dwellings  will  be  sur¬ 
faced  on  the  exterior  with  brick  veneer  on  the  first  story ; 
frame  gables  will  be  surfaced  with  asbestos  siding,  asbestos 
shingles,  stucco  or  masonry  veneer ;  roofs  will  be  surfaced 
with  approved  asphalt  shingles ;  garages  will  be  surfaced  on 
the  exterior  with  brick  veneer  to  the  plate  line,  with  frame 
gables  surfaced  with  asbestos  shingles,  asbestos  siding,  stucco 
wood  siding  or  masonry  veneer ;  rear  frame  gables  of  gar¬ 
ages  will  be  surfaced  with  incombustible  materials  unless 
garages  are  constructed  not  nearer  than  3  ft.  to  rear  lot 
lines;  side  entrance  steps  may  project  into  side  yards  a 
distance  of  2  ft. ;  and 

Whereas,  the  applicant  contends  that  it  would  be  a  hard¬ 
ship  to  hold  this  property  and  pay  taxes  thereon  until  such 
time  when  this  area  would  be  sufficiently  developed  to  re¬ 
quire  the  erection  of  stores ;  that  the  outlook  at  present  in¬ 
dicates  that  his  property  may  never  have  a  real  business 
value. 

Resolved,  that  the  decisions  of  the  borough  superintendent 
of  buildings,  acting  on  New  Building  Application  Nos.  5648 
and  5647-40,  Objection  No.  1,  be  and  they  hereby  are 
modified  and  the  appeal  be  and  it  hereby  is  granted  on  con¬ 
dition  that  the  building  shall  be  located  and  constructed  as 
proposed  and  shall  be  restricted  to  the  occupancy  of  a  single 
family  each  and  the  garage  shall  be  solely  as  accessory  to 
the  residential  building  on  each  lot. 


874-40-A. 

APPLICANT — William  M.  Adelman,  for  Cunningham 
Park  Building  Corporation,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 80-03  and  80-07  189th  street, 
southeast  corner  of  Union  Turnpike  and  east  side  of 
189th  street,  40  ft.  south  of  Union  Turnpike  (Block 
No.  7267,  Lot  No.  80),  Flushing,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  William  M.  Adelman. 

For  Administration:  M.  J.  O’Donohue.  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
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THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(874-40- A) 

Whereas,  William  M.  Adelman,  for  Cunningham  Park 
Building  Corporation,  owner,  filed  August  23,  1940,  an  ap¬ 
peal  from  a  decision  of  the  borough  superintendent  of  build¬ 
ings;  premises  80-03  and  80-07  189th  street,  southeast  cor¬ 
ner  of  Union  Turnpike  and  east  side  of  189th  street  (Block- 
No.  7267,  Lot  No.  80),  Flushing,  Borough  of  Queens;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  New  Building  Application  Nos.  5242  and  5243- 
40,  dated  August  16,  1940,  reads: 

“1.  Construction  of  frame  structure  within  fire  limits 
unlawful.  Sect.  4.1.2  Bldg.  Code.” 
and 

Whereas,  the  premises  consist  of  a  plot  fronting  80  ft. 
on  189th  street  and  100  ft.  on  Union  Turnpike;  it  is  pro¬ 
posed  to  subdivide  the  plot  into  two  separate  lots  and  to 
erect  on  the  former  lot  a  one  and  one-half  story  frame  one- 
familv  dwelling,  26  ft.  by  45  ft.  in  area,  and  a  two  and  one- 
half  story  frame  one-family  dwelling,  26.6  ft.  by  33.6  ft.  in 
area  on  the  latter  lot,  and  two  private  garages,  each  11.2 
ft.  by  19.8  ft.  in  area;  the  dwellings  will  be  set  back  23  ft. 
from  189th  street,  into  which  setback  front  entrances,  bay 
windows  or  open  porches  may  project  for  a  distance  not  to 
exceed  8  ft. ;  the  dwellings  will  be  provided  with  side  vards 
on  the  southerly  side  of  not  less  than  4  ft.  on  the  northerly 
side  of  not  less  than  9  ft.,  except  that  the  corner  dwelling 
may  be  set  back  from  Union  Turnpike  a  distance  of  8  ft.; 
the  garages  will  be  located  within  1  ft.  of  the  rear  and  side 
lot  lines ;  the  dwellings  will  be  surfaced  on  the  exterior  of 
the  first  story  with  brick  veneer  and  stucco  or  brick  on  the 
second  story;  the  roofs  will  be  surfaced  with  natural  slate; 
the  garages  will  be  brick  veneer  to  the  plate  line,  with  frame 
gables  surfaced  with  incombustible  material  where  they  ad¬ 
join  the  rear  lot  lines,  and  wood  clapboards  on  the  front: 
chimney  breasts  mav  project  into  the  side  yards  or  into  the 
Union  Turnpike  setback  a  distance  of  not  over  2  ft. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  acting  on  New  Building  Application  Nos.  5242 
and  5243-40,  be  and  it  hereby  is  modified  and  that  the  ap¬ 
peal  be  and  it  hereby  is  granted,  as  to  Objection  No.  1 
thereof,  on  condition  that  each  building  shall  be  constructed 
as  herein  proposed  and  shall  be  restricted  to  single  family 
occupancy  and  that  the  garage  shall  be  occupied  solely  as 
accessory  to  the  residential  building. 


875-40-A. 

APPLICANT — Alexander  Zager,  for  Utopia  Estates,  In¬ 
corporated,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 47-06  and  47-14  Fresh  Meadow 
lane,  northwest  corner  of  Auburndale  lane  (Block 
No.  5579,  Lot  No.  1),  Flushing,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Hyman  Stein. 

For  Administration:  M.  J.  O’Donohue,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTON— 

(875-40-A) 

Whereas,  Alexander  Zager,  for  Utopia  Estates,  Incor¬ 


porated,  owner,  filed  August  26,  1940,  an  appeal  from  a  de¬ 
cision  of  the  borough  superintendent  of  buildings ;  premises 
47-06  and  47-14  Fresh  Meadow  lane,  northwest  corner  of 
Auburndale  lane  (Block  No.  5579,  Lot  No.  1),  Flushing, 
Borough  of  Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  New  Building  Application  No.  4139-40,  dated 
August  12,  1940,  reads : 

“The  erection  of  a  frame  building  in  the  fire  limits 
is  contrary  to  Section  4.1.2  of  the  Building  Code.” 
and 

Whereas,  the  premises  consist  of  a  plot  fronting  146.18 
ft.  on  Fresh  Meadow  lane  and  117.86  ft.  on  Auburndale  lane; 
it  is  proposed  to  subdivide  the  plot  into  two'  separate  lots 
and  to  erect  on  each  lot  a  one  or  one  and  one-half  story 
frame  one-family  dwelling,  25  ft.  by  38  ft.  8  in.  in  area,  and 
also  a  private  garage,  11  ft.  by  19  ft.  6  in.;  dwellings  will 
be  set  back  15  ft.  from  Fresh  Meadow  lane,  into  which 
setback  front  entrances  may  project  a  distance  of  5  ft.;  the 
corner  dwelling  will  be  set  back  6  ft.  from  Auburndale  lane 
and  will  have  a  5  ft.  side  yard  on  the  south  side ;  the  dwell¬ 
ing  to  be  located  at  47-14  Fresh  Meadow  lane  will  have  a 
10  ft.  side  yard  on  the  north  side  and  a  5  ft.  side  yard  on 
the  south  side;  garages  will  be  located  not  nearer  than  1  ft. 
to  the  side  lot  line  and  not  nearer  than  4  ft.  to  the  street 
building  line;  dwellings  will  be  surfaced  on  the  first  story 
with  brick  veneer,  with  frame  gables  surfaced  with  wood, 
stucco,  asbestos  shingles  or  masonry  veneer;  roofs  will  be 
surfaced  with  approved  asbestos  shingles  or  natural  slate; 
garages  will  be  brick  veneer  to  the  plate  line,  with  frame 
gables  surfaced  with  wood  siding,  or  will  be  of  Class  3  con¬ 
struction  ;  and 

Whereas,  the  applicant  contends  that  a  declaration  of 
restrictions  has  been  filed  limiting  the  use  of  this  property 
for  residence ;  that  the  proposed  dwellings  and  garages  will 
be  in  harmony  with  the  balance  of  the  area  now  being  de¬ 
veloped  by  the  owner  for  similar  type  dwellings ;  that  it 
would  be  a  hardship  to  be  compelled  to  build  brick  build¬ 
ings  in  this  area  as  it  would  not  be  possible  to  meet  the 
present  sales  market  for  this  type  of  dwelling  in  this  area. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  acting  on  New  Building  Application  No.  4139- 
40,  be  and  it  hereby  is  modified  and  that  the  appeal  be  and 
it  hereby  is  granted,  as  to  Objection  No.  1,  on  condition 
that  each  building  shall  be  constructed  as  herein  proposed 
and  shall  be  restricted  to  single  family  occupancy,  and  that 
the  garage  shall  be  occupied  solely  as  accessory  to  the  resi¬ 
dential  building. 


897-40-A. 

APPLICANT— Phineas  Zolot,  for  19  Realty  Company, 
owner  (Standard  Coat,  Apron  and  Linen  Supply, 
lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 424-430  East  19th  street,  south 
side,  181.3  ft.  west  of  Avenue  A  (Block  No.  950, 
Lot  No.  43),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Phineas  Zolot. 

For  Administration :  Fred  Dahlem,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE—  _ 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

Negative  .  0 

THE  RESOLUTION— 

(897-40-A) 

Whereas,  Phineas  Zolot,  for  19  Realty  Company,  owner, 
filed  September  9,  1940,  an  appeal  from  a  decision  of  the 
borough  superintendent  of  buildings ;  premises  424-430  East 
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19th  street,  soutli  side,  181.3  ft.  west  of  Avenue  A  (Block 
No.  950,  Lot  No.  43),  Borough  of  Manhattan;  and 
\\  hereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  F.P.  Application  No.  630-40,  dated  August  23. 
..>40,  reads: 

“1.  The  proposed  change  in  use  of  the  2nd  floor, 
from  garage  to  ‘storage  of  linen’;  the  1st  floor  mean¬ 
while  remaining  in  use  as  a  garage,  is  contrary  to  the 
Administrative  Code.  (Chapter  10,  Art.  11,  Sect.  151).” 

and 

Whereas,  the  building  is  two  stories  (28  ft.)  in  height, 
,100  ft.  by  92  It.  in  area;  of  Class  3  construction;  erected 
in  1896;  located  in  an  unrestricted  use  B  area  district; 
occupied :  cellar,  boiler  room,  no  persons ;  first  story,  garage 
tor  more  than  five  (5)  cars.  10  persons;  second  story, 
same;  proposed  to  be  occupied:  cellar,  same;  first  story, 
same;  second  story,  linen  storage,  15  persons;  Certificate 
of  Occupancy  No.  9384  was  issued  March  24,  1925,  per¬ 
mitting  the  use  of  the  building  for  a  garage  for  more  than 
five  (5)  cars;  and 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
change  the  use  of  the  second  story  to  storage  and  shipping 
of  bundles  of  linen  uniforms  and  laundry,  such  as  towels, 
aprons  and  napkins,  which  have  been  laundered  and  bundled 
in  the  adjoining  building;  that  the  second  story  is  of  re¬ 
inforced  concrete  and  steel  construction;  that  the  entire 
second  story  area  will  be  cut  off  from  the  garage  by  masonry 
partitions  and  fireproof,  self-closing  Class  A  doors;  that 
the  proposed  use  and  operation  of  the  building  will  be  sim¬ 
ilar  to  other  buildings  of  this  type  operated  by  its  competi¬ 
tors. 

Resolved,  that  the  decision  of  the  borough  supeirntendent 
of  buddings,  acting  on  F.P.  Applcation  No.  630-40,  Ob¬ 
jection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
certificate  of  occupancy  shall  be  amended  so  as  to  limit  the 
garage  storage  to  first  story  only  and  to  permit  the  occu¬ 
pancy  of  the  second  story  for  the  use  as  proposed,  for  the 
storage  of  bundles  of  linen  uniforms,  towels,  aprons  and 
^similar  material;  that  the  second  story  shall  be  separated 
trom  the  first  story  by  approved  masonry  partitions  and 
that  the  exit  therefrom  to  the  street  shall  be  separated  from 
the  garage  occupancy  and  there  shall  be  no  communicating 
openings  between  the  first  and  second  stories  except  for  an 
^vator  shaft,  legally  enclosed,  and  that  in  all  other  respects 
the  building  and  occupancy  shall  comply  with  all  rules  and 
•'egulations  applicable  thereto. 


M0-40-A. 

APPLICANT  Edgar  J.  Moeller,  for  Mardordic  Realty 
Company.  Incorporated,  owner. 

SUBJECT  Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

.  REMISES  AFFECTED — 342-346  Amsterdam  avenue, 
west  side,  25 .7y2  ft.  north  of  West  76th  street 
and  205  West  76th  street  (Block  No.  1168,  Lot 

Appearances0’  ^  and  ^ ’  BoroURh  of  Manhaftan- 

For  Applicant:  Edgar  J.  Moeller. 

For  Administration:  Fred  Dahlem,  Department  of 
Housing  and  Buildings. 

\C1  ION  Ob  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  . '  ’ ' '  q 


THE  RESOLUTION— 

(900-40- A) 

Whereas,  Edgar  J.  Moeller,  for  Mardordic  Realty  Com- 
'any,  Incorporated,  owner,  filed  September  10,  1940,  an 
ppeal  from  a  decision  of  the  borough  superintendent  of 
,’Ui  dings ;  premises  342-346  Amsterdam  avenue,  west  side, 


25  ft.  iy2  in.  north  of  West  76th  street,  and  205  West  76th 
street  (Block  No.  1168,  Lot  Nos.  28.  30,  31  and  32)  Bor¬ 
ough  of  Manhattan ;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Alteration  Application  No.  2620-40  dated 
August  22,  1940,  reads: 

1.  Building  should  be  fireproof  due  to  public  use 
and  area  as  per  Sec.  4.2.1  B.C.” 

and 

Whereas,  the  building  is  two  stories  (27  ft.)  in  height, 
/6  ft.  7/4  in.  by  115  ft.  in  aera ;  of  Class  3  construction; 
located  in  a  business  use  B  area  district;  erected  in  1893, 
and  occupied :  cellar,  storage,  no  persons ;  first  story,  stores’ 
45  persons ,  second  story,  vacant;  proposed  to  be  occupied; 
cellar,  storage;  first  story,  stores,  45  persons;  second  story, 
bowling  alleys,  100  persons ;  and 

Whereas,  the  applicant  contends  that  the  building  orig¬ 
inally  consisted  of  four  private  stables  and  was  later  con¬ 
verted  to  a  bakery,  store,  office,  machine  shop  and  auto 
lepair  shop;  that  in  1921  the  building  was  converted  to 
bakery  use,  at  which  time  the  entire  second  story  of  the 
two  buildings  on  Amsterdam  avenue  which  were  removed 
and  new  reinforced  concrete  arch,  supported  on  steel  beams, 
gliders  and  columns  substituted;  that  this  construction  was 
also  carried  into  the  rear  portion  of  76th  street  building 
and  designed  for  200  pounds  live  load;  that  the  greater 
portion  of  the  second  story,  upon  which  the  proposed  bowl¬ 
ing  alleys  will  be  located,  is  of  fireproof  construction;  that 
the  balance  is  builj:  of  3  in.  by  12  in.  wood  beams,  covered 
underneath  with  27  gauge  stamped  metal,  with  mineral  wool 
between  the  beams,  and  surfaced  with  pine  floor,  and  pro¬ 
posed  to  be  surfaced  in  addition  to1  the  heavy  bowling  alley 
flooi  construction,  which  in  itself  is  a  fire-tardent,  and 
makes  the  proposed  occupancy  a  very  slight  hazard;  that 
two  stairways  now  exist  from  the  second  story  direct  to 
street,  both  of  steel  construction;  that  the  Amsterdam  ave¬ 
nue  stairway  is  enclosed  in  wood  studs,  covered  on  both 
sides  with  yA  in.  Portland  cement  plaster,  and  the  76th 
street  stairway  is  proposed  to  be  fire-retarded  in  the  same 
manner;  that  the  Amsterdam  avenue  enclosed  stairway  con¬ 
tinues  to  the  roof  by  means  of  a  bulkhead;  that  in  view  of 
these  conditions  a  variation  of  the  provision  of  the  Code 
is  _  requested  to  permit  the  installation  of  bowling  alleys, 
toilet  rooms,  etc.,  as  shown  on  plans  filed  with  Alteration 
Application  No.  2620-40. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  acting  on  Alteration  Application  No.  2620-40, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  legal  stairs 
shall  be  provided,  one  leading  direct  to  Amsterdam  avenue 
and  one  direct  to  West  76th  street,  as  shown,  enclosed  in 
partitions  of  not  less  than  one  hour’s  test;  that  there  shall 
be  maintained  along  the  southerly  side  wall,  parallel  to  the 
bowling  alleys,  a  clear  passageway,  without  railing  on  the 
alley  side,  approximately  3  ft.  in  width,  for  access  from 
the  public  space  to  the  stairway  leading  to  West  76th 
street ;  that  on  such  parts  of  floor  construction  as  are  non- 
fireproof  the  spaces  between  the  beams  shall  be  packed 
with  mineral  wool  to  a  density  of  not  less  than  six  pounds 
per  cubic  foot,  and  the  beams  underneath  shall  be  protected 
with  a  metal  ceiling ;  that  in  all  other  respects,  except  as 
varied  herein,  all  laws,  rules  and  regulations  applicable 
shall  be  complied  with,  and  that  this  variance  shall  con¬ 
tinue  only  so  long  as  .the  second  story  of  the  building  is 
occupied  as  herein  proposed. 


884-39-A. 

APPLICANT — James  A.  Shea,  for  Sarah  Barch,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
rehearing  by  order  of  the  Court — re  Appeal  from  a 
decision  of  the  borough  superintendent  of  build¬ 
ings  (previously  denied  by  Board). 

PREMISES  AFFECTED — 81-19  Kneeland  avenue,  north 
side,  27  ft.  west  of  Codwise  place  (Block  No.  2472, 
Lot  No.  72),  Elmhurst,  Borough  of  Queens. 
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APPEARANCES— 

For  Applicant:  Janies  A.  Shea. 

ACTION  OF  BOARD — Appeal  reopened  and  placed 
Reserve  Calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  . 

Negative  . 


on 


4 

0 


577-22-A. 

APPLICANT — Daniels  and  Kennedy,  Incorporated  (les¬ 
see),  for  Dry  Dock  and  Corlears  Park  Properties. 
Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  an  order 
and  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED— 304-312  Monroe  street  and  13- 
23  Corlears  street,  southwest  corner  (Block  No. 
263,  Lot  No.  16),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Grover  C.  Sniffen. 

For  Administration:  Inspector  Maher,  Fire  De¬ 


partment. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(577-22-A) 


Whereas,  this  appeal  from  an  order  and  a  decision  of  the 
fire  commissioner,  affecting  premises  304-312  Monroe  street 
and  13-23  Corlears  street,  southwest  corner  (Block  No. 
263,  Lot  No.  16),  Borough  of  Manhattan,  was  granted  by 
the  Board  June  20,  1922,  on  certain  conditions;  and 
Whereas,  Daniels  and  Kennedy,  Incorporated,  for  Dry 
Dock  and  Corlears  Park  Properties,  Incorporated,  owner, 
requested  amendment  of  the  resolution  as  to  change  of  con¬ 
ditions  in  the  event  of  change  of  occupancy. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  arnend  the  resolution  adopted  on  June  20,  1922,  by 
adding  thereto : 

“that  in  the  event  the  occupancy  of  this  building  is 
changed  and  the  building  is  occupied  throughout  for  the 
storage  of  rolled  print  paper,  the  standpipe  equipment 
may  be  removed  provided  there  is  installed  on  each 
floor  such  wheel-mounted  portable  extinguishers  of  the 
anti-freeze  type  as  determined  by  the  fire  commissioner ; 
that  there  shall  be  no  storage  within  the  building  of  anv 
motor  vehicles  and  no  storage  of  gasoline  or  oil ;  that 
the  building  shall  remain  unheated,  and  that  this  varia¬ 
tion  shall  continue  only  so  long  as  the  building  is  occu¬ 
pied  as  proposed  and  in  compliance  with  the  terms  of 
this  resolution.” 


330-37-A. 

APPLICANT — De  Maurice  Moses,  for  Catherine  Woods, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  oermit— re  Appeal  from  a  decision 
of  the  commissioner  of  buildings. 

PREMISES  AFFECTED— 171-36  109th  avenue,  south 
side,  80  ft.  west  of  172nd  street  (Block  No.  1276, 
Lot  No.  3),  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  De  Maurice  Moses. 

ACTION  OF  BOARD — Appeal  reopened  and  permit  ex¬ 
tended. 


THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(330-37-A) 

Whereas,  this  appeal  from  a  decision  of  the  commissioner 
of  buildings,  affecting  premises  171-36  109th  avenue,  south 
side,  80  ft.  west  of  172nd  street  (Block  No.  1276,  Lot  No. 
3),  Jamaica,  Borough  of  Queens,  was  granted  by  the  Board 
July  13,  1937,  on  certain  conditions;  and 

Whereas,  De  Maurice  Moses,  for  Catherine  Woods, 
owner,  requested  an  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  13,  1937,  only  ) 
so  far  as  it  has  reference  to  the  term  of  permit,  so  that  as 
amended  the  resolution  shall  read : 

“ Resolved ,  that  the  decision  of  the  commissioner  of 
buildings  be  and  it  hereby  is  modified  and  the  appeal  be 
and  it  hereby  is  granted,  permitting  the  building  under 
appeal  to  be  used  as  a  convalescent  home,  on  condition 
that  there  shall  be  constructed  a  fire  escape  balcony 
with  a  45-degree  fire  escape  stair  to  grade,  giving  access 
thereto  through  the  westerly  windows  of  the  bedrooms, 
and  that  a  similar  stair  shall  be  constructed  from  the 
roof  of  the  open  porch  on  the  east  end  of  the  building  so 
as  to  give  second  means  of  exit  from  the  easterly  bed¬ 
rooms  ;  that  no  patient  shall  be  housed  above  the  second 
story;  that  the  attic  floor  shall  be  used  for  sleeping 
quarters  for  attendants  only ;  that  approved  portable  1 
fire  extinguishers  shall  be  maintained  on  each  floor  as 
the  commissioner  shall  direct ;  that  the  number  of  oc¬ 
cupants  and  the  conduct  of  the  premises  shall  be_  sub¬ 
ject  to  the  approval  of  the  Department  of  Hospitals: 
that  this  variance  shall  continue  for  a  period  of  three 
(3)  years  from  the  date  of  this  amended  resolution; 
that  in  the  event  an  oil  burner  shall  be  installed,  such 
burner  shall  meet  all  the  requirements  of  the  Oil 
Burner  Rules  of  the  Board  of  Standards  and  Appeals 
and  that  the  burner  shall  be  installed  in  a  room  with 
fire-retarded  walls  and  ceiling,  all  openings  leading 
thereto  equipped  with  self-closing,  fireproof  doors,  and 
that  said  room  shall  be  separated  from  the  balance  of 
the  cellar.” 


VARIATION  OF  THE  LABOR  LAW. 

666-40-S.  1 

APPLICANT — F.  W.  Woolnough  Company,  Incorporated 
(lessee),  for  Marie  Veith,  owner. 

SUBJECT — Variation  from  the  requirements  of  the  Labor  ( 
Law  as  cited  in  an  order  of  the  borough  superin-  ^ 
tendent  of  buildings. 

PREMISES  AFFECTED— 275  Miller  avenue,  east  side, 
100  ft.  north  of  Glenmore  avenue  (Block  No.  3977, 
Lot  No.  1),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Ferdinand  Veith. 

For  Administration:  Dewey  Rothkrug.  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD— Application  granted  on  condition.  ! 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  ^ 

THE  RESOLUTION— 

(666-40-S) 

Whereas,  F.  W.  Woolnough  Company,  Incorporated,  for 
Marie  Veith,  owner,  filed  June  19,  1940,  an  application  for 
a  variation  from  the  requirements  of  the  Labor  Law  as 
cited  in  an  order  and  a  decision  of  the  fire  commissioner 
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and  a  decision  of  the  borough  superintendent  of  buildings- 
premises  275  Miller  avenue,  east  side,  100  ft.  north  of  Glen- 
more  avenue  (Block  No.  3977,  Lot  No.  1).  Borough  of 
Brooklyn ;  and 

Whereas,  the  order  of  the  fire  commissioner,  Order  No. 
4451-LF,  dated  April  24,  1940,  reads: 


“3.  Arange  wire  mesh  on  windows  on  1st  story  so 
as  to  be  readily  movable  or  removable  from  both  sides 
in  such  a  manner  as  to  afford  the  free  and  unobstructed 
use  of  such  windows  for  the  purposes  of  egress,  as  per 
Section  272  of  the  Labor  Law.” 


Whereas,  said  order  was  repeated  in  a  decision  of  the 
fire  commissioner  dated  June  3,  1940;  and 
\\  heri-.as,  said  order  and  decision  was  superseded  by 
Exit  Violation  No.  81-40,  issued  by  the  borough  superin¬ 
tendent  of  buildings  July  18,  1940,  which  reads: 

“You  will  please  take  notice  that  there  exists  a  vio¬ 
lation  of  Section  272,  Paragraph  3  of  the  Labor  Law  at 
the  premises  hereinafter  described,  in  that  wire  mesh 
on  windows  of  first  floor  is  not  readily  movable  or  re¬ 
movable  from  both  sides. 

Remedy  •  Y  ou  are  hereby  directed  to  have  wire  mesh 
readily  movable  or  removable  on  windows  of  first 
floor.” 

and 

the  building  is  two  stories  (20  ft.)  in  height, 
40  ft.  by  /0  ft.  in  area  at  first  story  and  38  ft.  bv  68  ft.  at 
second  story;  of  Class  6  construction;  located  in  an  unre¬ 
stricted  use  district;  erected  in  1904,  and  occupied:  cellar, 
boiler  room  and  storage  of  coal,  no  persons ;  first  story, 
stock  room  and  shipping,  3  persons ;  second  story,  factory 
12  persons ;  and 

'.  Whereas,  the  building  is  equipped  with  two  unenclosed 
interior  stairs  of  wood  construction;  there  are  thirty  win¬ 
dows  involved  on  the  first  story;  and 
I  Whereas,  the  applicant  contends  that  at  no  time  are 
there  more  than  three  persons  employed  on  the  first  story  • 
that  there  are  three  readily  accessible  exit  doors;  that  the 
area  of  the  first  story  is  small;  that  the  building  has  been 
equipped  with  the  screens  in  question  since  1905;  that  the 
screens  are  of  light  metal  mesh  1  in.  by  \l/2  in.  attached  with 
small  screws  to  wooden  window  frames ;  that  these  screens 
were  installed  to  prevent  the  breakage  of  glass  and  pilfer- 
mg;  that  the  screens  are  of  light  construction  and  can  be 
mshed  outwards  in  an  emergency ;  that  there  are  sufficient 
;xits  on  the  first  story  without  the  necessity  of  using  th« 
windows. 


Resolved  that  the  Board  of  Standards  and  Appeals  does 
lereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  a  decision  of  the  borough  superintendent  of 
tuildings  dated  July  18,  1940,  and  that  the  application  be 
ind  it  hereby  is  granted  on  condition  that  in  addition  to  the 
-xits  shown  on  plans  filed  herewith  there  shall  be  at  least 
me  window  installed  on  each  of  the  four  sides  of  the  build- 
ng,  located  approximately  equidistant  from  the  exits 
quipped  with  wire  screens,  hinged  and  hooked  so  as  to  be 
eadily  operable  from  the  interior  in  case  of  fire;  that  no 
ldditional  subdividing  partitions  shall  be  installed  other  than 
n  the  existing  vestibule  on  the  Miller  avenue  front;  that 
n  ail  other  respects  this  building  and  occupancy  shall  com- 
'iy  with  all  laws,  rules  and  regulations  applicable  thereto; 
nat  when  the  requirements  of  this  resolution  have  been  ful- 
i  led,  it  shall  be  considered  as  compliance  with  the  order 
■i  the  hre  commissioner.  No.  4451-LF 


appliance  submitted  for  approval. 

63-34-  S  A. 

PLICANT  David  Kaufman,  for  Lonergan  Manufac- 
•  ITR  *unnK  Company,  owner. 

-I  'YT  Application  for  consideration — reopening  and 


amendment  of  resolution — re  approval  of  addi- 
tional  name  “Kalamazoo  Oil  Burning  Heater 
Models  F2,  F3,  C4,  R1  and  R2”  (Lonergan  Oil' 
Burning  Space  Heater,  Models  F-2,  F-3,  C-4.  R-l 
«  .  and  R-2,  previously  approved). 

APPEARANCES— 

For  Applicant:  David  Kaufman. 

CTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended.  ' 

TtFon-TE  T0  RE0PEn  and  amend  RESOLU- 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  . 

Negative  .  .  n 

THE  RESOLUTION—  . 

(263-34-SA) 

Whereas,  Frank  Glanz,  for  Preferred  Utilities  Com¬ 
pany.  Incorporated,  for  Lonergan  Manufacturing  Company 
owner,  filed  September  11,  1934,  an  application  with  the 
oard  of  Standards  and  Appeals  for  approval  of  the  device 
known  as  the  Lonergan  Oil  Burning  Heater,  Models  F-2 
■P -4  and  C-4;  and 

Whereas  these  models  were  approved  by  the  Board 
January  ip,  lyjb,  the  resolution  amended  April  20,  1937  to 
include  approval  of  Models  R-l  and  R-2;  and 

Vhereas,  David  Kaufman,  for  Lonergan  Manufacturing 
Company,  owner,  requested  amendment  of  the  resolution  so 
as  to  permit  marketing  of  this  appliance  under  the  name 
Kalamazoo  Oil  Burning  Space  Heater”,  Models  F-2,  F-3, 
C-4,  R-l  and  R-2. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  January  15,  1935 
as  amended  by  resolution  of  April  20,  1937,  by  adding 

“that  this  appliance  may  also  be  marketed  under  the 
name  of  Ralamazoo  Oil  Burning  Space  Heater’,  Models 
b-3,  C-4,  R-l  and  R-2,  on  condition  that  under 
whichever  name  it  is  marketed,  the  requirements  of 
this  resolution  shall  be  complied  with.” 


MATERIALS  SUBMITTED  FOR  APPROVAL. 

1224-39-SM. 

APPLICANT — Sloan  Valve  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  re  Sloan  V-100-A  Bacuum  Breaker, 
previously  approved. 

APPEARANCES— 

For  Applicant:  J.  B.  Lansing. 

ACTION  OF  BOARD — Application  reopened  and  referred 
to  committee  for  test  and  report. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock.  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  q 


885-40-SM. 

APPLICANT — Atlas  Fireproof  Door  Company,  owner. 

SUBJECT — Atlas  Fireproof  Door  Company  Tin-Clad 
Underwriter  Three-Ply  Class  A  Sliding  Door  for 
Three-Hour  Openings,  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  withdrawn  on  written 
request  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 
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503-40-SM. 

APPLICANT — A.  B.  C.  Kalamein  Door  Company,  owner. 

SUBJECT— A.  B.  C.  One  and  One-Half  Hour  Door,  ap¬ 
proval  of. 

APPEARANCES— 

For  Applicant:  Sidney  Sternberg. 

ACTION  OF  BOARD— Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


NOTE: 

The  resolution  covering  the  approval  under  Cal.  No.  503- 
40-SM  will  be  printed  as  soon  as  the  cut  referred  to  as  Fig. 
1  in  the  resolution  is  obtainable. 


Adjourned,  5:10  P.M. 

Joseph  J.  Doyle,  Chief  Clerk. 


RULES 


SMOKING  IN  FACTORIES 


Adopted  by  the  Board  of  Standards  and  Appeals, 
August  12,  1918. 

RULE  1.  PERMIT. 

(a)  Prohibition.  No  person  shall  smoke,  or  carry  a 

lighted  cigar  or  cigarette  in  any  factory  as  defined  in 
Article  f,  Section  2,  of  the  State  Labor  Law.  nor  in  any 
portion  of  a  factory,  within  the  City  of  New  York,  except 
in  such  protected  portions  or  special  classes  of  occupancies 
as  are  specified  in  Rule  2  of  these  rules,  and  then  only 
after  the  issuance  of  a  permit  by  the  Administrative  official. 

It  shall  be  the  joint  and  several  duty  of  the  owner  and 
of  the  lessee  or  lessees  of  the  building  containing  such  fac¬ 
tory  or  factories  to  cause  to  be  posted  in  each  and  every 
entrance  hall,  stair  hall  or  room  throughout  the  building,  as 
well  as  in  every  elevator-car,  in  English,  and  also  in  such 
other  language  or  languages  as  the  administrative  official 
shall  direct,  a  notice  of  such  prohibition,  and  the  penalty 
for  its  violation. 

(b)  Application.  Application  for  such  permit  shall  be 

made  only  by  the  owner  of  the  building  on  suitable  blank 
forms  to  be  furnished  by  the  administrative  official. 

( c )  Time  Limit.  Such  permit  shall  be  for  a  definite 

period,  not  exceeding  one  year,  and  shall  not  be  renewed 
upon  expiration  until  a  reinspection  of  the  premises  for 
which  it  is  issued  has  been  made  for  the  purpose  of  de- 
tei  mining  whether  existing  conditions  warrant  a  renewal. 

(d)  Conditions.  The  permit  shall  state  the  conditions 

under  which,  the  hours  between  which,  and  the  place  or 
places  in  such  factory  where  smoking  may  be  permitted, 
and  this  permit  shall  be  framed  and  kept  posted  in  a  con¬ 
spicuous  place  in  the  factory. 

(e)  Revocation.  Violation  of  any  of  the  conditions 

specified  in  the  permit,  in  addition  to  incurring  such  pen¬ 
alties  as  are  prescribed  by  law,  shall  be  full  and  sufficient 
cause  for  the  revocation  of  such  permit  by  the  administra¬ 
tive  official,  and  shall  not  again  issue  a  permit  for  the 
«ame  premises  until  at  least  one  year  has  elapsed. 


RULE  2.  PERMISSIBLE  CASES. 

Smoking  may  be  permitted  in : 

(a)  Factories  engaged  in  the  manufacture  of  cigars, 
cigarettes,  or  smoking  tobacco,  when  necessary  for  the 
efficient  conduct  of  the  business,  provided  that: 

(1)  No  smoking  other  than  that  for  sampling, 
testing  and  experimental  purposes  is  carried  on. 

(2)  Such  smoking  is  conducted  in  a  room 
provided  especially  for  that  purpose,  separated 
from  the  rest  of  the  building  by  fireproof  or  fire- 
resisting  partitions,  with  all  openings  therein  pro¬ 
tected  by  self-closing  fire  doors,  and,  further,  unless 
the  building  is  of  fireproof  construction  or  provided 
with  an  approved  automatic  sprinkler  system,  the 
floor  and  ceiling  of  such  room  shall  be  covered 
with  fire  retarding  material. 

(3)  Such  chemical  fire  extinguishers  as  the  ad¬ 
ministrative  official  may  direct  are  installed. 

(4)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re¬ 
ceptacles. 

(b)  Factories  devoted  entirely  to  one  of  the  following 
occupancies : 

Blacksmithing  or  horseshoeing; 

Boiler  making; 

Brick,  terra  cotta  or  artificial  stone  works; 

Forge  shops; 

Foundries ; 

Iron,  steel,  brass  or  copper  works; 

Machine  shops ; 

Smelting ; 

Stone  or  monumental  works ; 

provided  that  in  any  case : 

(1)  The  building  is  not  of  wooden  construc¬ 
tion  ; 

(2)  Such  chemical  fire  extinguishers  as  the 
administrative  official  may  direct  are  installed; 

(3)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re¬ 
ceptacles. 


NOTICE 


MULTIPLE  DWELLING  LAW  ON  SALE 
Copies  of  the  Multiple  Dwelling  Law  are  now  on  sale  at 
the  Distribution  Division  of  the  City  Record  Office,  Room 
2213,  Municipal  Building,  Manhattan.  Price  50c;  by  mail  54c. 
Copies  of  the  Supplemental  Rules  and  Regulations  of 


the  Housing  Division  of  the  Department  of  Housing  and 
Buildings  on  Fire  Retarding,  Fire  Escapes,  Fire  Stairs,  and 
Fire  Towers  are  now  on  sale  at  the  Distribution  Division 
of  the  City  Record  Office,  Room  2213,  Municipal  Build¬ 
ing,  Manhattan.  Price  10c ;  by  mail  12c. 
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RULES  ON  USES  OF  INSULATING  FIRE  BOARD. 

™  effective. 


,  ,  .  [170-39-SR  ] 

Authority : 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  Paragraph  2,  Charter  of 

2^n  a!ld  C26-.189-0  Administrative  Code 

on  jcq  t\  ’  , 46“'°  °J,  the  Administrative  Code  (8.4.10.6) 

- 7'  <7‘  Adnd,l'lstrative  Code  (8.4.10.2)  C-26- 

,U>  sub-b.  Administrative  Code  (87.2.3),  C-26-541  0 
mb  a,  Administrative  Code  (87.2.6.1),  C-26-667.0,  para' 
nnfel  and  ^  Administrative  Code  (10.9.2.4),  JM&.  c 

ri*  uo'i2  n  n” V  AW-  **  2R  ****>»>** 

r  r  i  /Ton  ’y5'‘“6-54  ^  Admu'istratwe  Code  (87.2.6. 
79i’  oC"Tj  6  9  0,  Adni,n'strative  Code  (10.3.1),  mtj  C-26- 
•21.0,  Administrative  Code  (12.2). 

Note  :  W  here  reference  in  parentheses  appears  after  the 
Administrative  Code  Section,  it  refers  to  the  Sec- 

bered°  ^  NeW  BuildinR  Code  as  formerly  num- 

Rule  1.  Classes  of  Fibre  Board. 

(1)  Wood  Fibre 

(2)  Exploded  Wood  Fibre 

(3)  Balsam  and  Wood  Fibre 

.  (4)  Western  Wood  Fibre 

(5)  Cane  hibre  (Bagasse) 

(6)  Pulp  from  waste  papers 

(7)  Straw  Fibre 

(8)  Ground  Wood  Pulp  Fibre 

(9)  Corn  Fibre 

1.1  .SJ?VCTUR?  0F  FIBRE  BOARD.  Fibre  boards 
shall  be  manufactured  from  wood  or  other  vegetable 
fibre  by  a  felting  or  molding  process  and  provided 
with  sizing  to  render  water  resistent,  and  shall  be 
subjected  to  a  sufficient  drying  temperature  so  as  to 
f°3e.teV  des,V°y  rot-producing  fungi.  No  starch 

gredient  shall  be  included  unless  made  toxic  to 
household  vermin. 

1.2  The  structure  of  the  board  may  be  either  single  or 

multiple  ply,  and  if  latter,  the  plies  shall  be  joined 
faret  S,flHSUhe  n,101sture  resisting  cement.  Sur- 

fibres  H  ^  finiShed  smooth  and  free  of  coarse 

1-3  3-  P,aster  bras.e-  vya]l  board,  roof  boards,  sheath- 

caf’  fn tn?’  T-  "lsu,Iatlon.  floor  insulation,  acousti¬ 
cal,  interior  finish,  the  fibre  board  shall  be  homo- 

otheTdefects?  Cracks'  lumpS’  uncvenness  a"d 

_  Table  1 


Building  Plaster 
Board  Base 


Miscel¬ 

laneous 

uses 


-  — uaca 

<  Note  5)  (Note  6)  (Note  7) 


aximum  thermal  conductivity 
«  t.U.  per  hour  per  square  foot 
per  degree  F.  per  inch  thickness 
(note  1)  .  .  0% 

inimuni  transverse  strength 

lengthwise  (note  2)  .  14 

ounds  Crosswise  (note  2) .  12 

■mimum  deflection  at  ultimate 

oad,  inches  .  q  25 

aximum  deflection  at  ultimate 

^oad,  inches  (note  3)  .  85 

mmum  tensile  strength,  pounds 

>er  square  inch  (note  4)  .  j 75 

'iter  absorption  per  cent  .  5 


0.36  0.36 


14 

12 

0.25 

.85 

175 

5 


7 

7 

0.25 

1.25 

100 

10 


Maximum  linear  expansion,  per  cent 

•Nail  holding  strength  lb . 

Bond  strength  per  square” foot”  of 
bonded  surface 


100 


V2 

70 

700 


60 


Note  1 
Note  2 


Note  3 
Note  4 

Note  5 
Note  6, 


Note  7 

Rule 


b-rd  °f  ai7  cIass  hav>ng  a  conductance  greater  than 
spective  'of  thickness  55 

Jo  S  "qU,rementr  is  based  uP°n  specimens  %  inch  thick' 

be iZeTeTVL^r  thick"esses.  the  requirement  sSi 
of  l-inch,  ft  shall  ffdSd^c.  f°r  a  thick— 

Minimum  deflection  at  rupture  shall  be  not  less  thm 

Sknessfsreuptht  re<1ujr?m<:nts  shall  be  applicable  only  on 
micKnesses  up  to  and  including  1-inch. 

'  Fdff  f S  ue  S?Vare  for  building  board, 
minted,  or  ship  lapped  and  grooved.  Each  board  shall  be 

suction°bond  °US  t6XtUre  t0  inSUFe  good  me<*anical  and 

Edges  shall  be  square  unless  ship  lapped  or  offset. 

2.  Uses  and  Methods  of  Applying 
Fibre  Board. 

21  board  Vafd  ma/  be  “f'd  3S  3  »IaSler  base  or  wall 
mnr  d  Jn  "on-fireproof  commercial  structures  not 

fomHvthHn  frStones  m  heiSht  and  in  one  and  two 

befo-it  df  -hngA  not,  exceed>ng  three  stories  in 
height  c-nd  in  Class  3  multiple  dwellings  for  par¬ 
titions  and  ceilings  where  either  no  fire  resistive 

nnt"5  ,S;eqU1Led  or  Where  a  fire  resistive  rating 
not  exceeding  /2  hour  is  permitted  and  installed  in 
accordance  with  the  requirements  of  C-26-458  Ad 
ministrative  Code  (8.4.10.2)  and  C-26-462  0  ’  Ad¬ 
ministrative  Code  (8.4.10.6).  ' 

ntTiV°'ntS  ,on,walls  and  "ceilings  shall  be  broken 
r  1  ?ne  ^tud  fPart.  and  in  no  event  shall  joints 
of  fibre  board  lath  be  in  vertical  line,  excepting  in 
the  corners  of  a  room.  The  joints  shall  be  broken  at 
very  other  board  on  the  walls  and  at  right  angles 

Code'  (sTlXif  “Sf*  H6"462' °’  Administrative 
Lode  (8.4.10.6).  They  shall  be  solidly  nailed  at 

every  bearing  not  more  than  6"  center  to  center  for 

T  n  •  Cent-er  to  center  for  ceilings  and  nailed 
to  all  studding  with  1^"  No.  13  gauge  blued  or  gal- 

hnf  ried  PJai\e/»  boa^d  nails’  with  heads  for  y2" 
board  and  iy  nails  with  Y&"  heads  for  $4"  or  1" 

board,  and  with  proportionately  longer  nails  for 
thicker  fibre  board.  All  corners  shall  be  reinforced 
with  standard  metal  corner  beads.  AH  re-entrant 
angles  shall  be  reinforced  with  standard  metal 
angle  lath  strip.  Reinforcement  shall  be  securely 
stapled  on  the  lath.  At  the  juncture  of  frame  and 

h?h°shTl|ChnStrU?I0XT  61  Stn‘P  0f  exPar*ded  metal 
lath  shall  be  used.  No  board  shall  be  run  through 

from  room  to  room. 

2.1.1  It  shall  be  unlawful  to  wet  fibre  board  before 
(84106)  C26-4620>  Administrative  Code 

2.I.2.I.  ‘‘SCRATCH  OR  FIRST  COAT.” 

, , be  ®yra[cb  c?at  shall  contain  not  more 
than  2/3  by  weight  of  sand  and  1/3  calcined 
gypsum  plaster  with  fibres  or  including  other 
materials  and  fibring  so  that  the  setting  time 
shall  not  be  greater  than  four  hours  nor  less 
than  1  y2  hours  and  with  a  tensile  strength 
of  not  less  than  75  pounds  per  sq.  in.  The 
scratch  coat  shall  be  not  less  than  thick. 

2.1. 2.2  ‘‘BROWN  OR  SECOND  COAT” 

ddie  brown  coat  shall  contain  not  more  than 
v4  by  weight  of  sand  and  the  remaining  *4 
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2.2 


2.3 


shall  not  contain  less  than  3/5  of  calcined 
gypsum  and  not  more  than  2/5  of  other 
materials,  including  fibring.  The  setting  time 
shall  be  not  more  than  five  hours  nor  less  than 
two.  This  brown  coat  shall  have  a  tensile 
strength  of  not  less  than  50  pounds  per  sq.  in. 
and  shall  be  not  less  than  3/16"  in  thickness. 

2. 1.2.3  “FINISH  COAT." 

The  finish  coat  shall  be  applied  after  the  ap¬ 
plication  of  the  second  or  brown  coat  has 
become  dry,  and  shall  be  set  in  not  less  than 
20  minutes  nor  more  than  four  hours  and 
shall  have  a  tensile  strength  of  not  less  than 
200  pounds  per  sq.  in.  and  be  not  less  than 
1/16"  thick. 

2.1 .2.4  “GROUNDS.” 

Suitable  grounds  shall  be  established  with 
each  thickness  of  fibre  board  so  as  to  insure 
a  minimum  thickness  of  Vi"  plaster.  Fibre 
board  shall  extend  from  floor  to  ceiling  with 
grounds  secured  to  the  framing  members 
through  the  fibre  board. 

FIBRE  BOARD  SHEATHING. 

Approved  fibre  board  sheathing  at  least  _  one-half 
of  an  inch  in  thickness  and  four  feet  in  width  may 
be  used  instead  of  wood  sheathing  when  bearing 
on  4  studs  and  fastened  to  each  bearing  with  1J4" 
wire  nails,  6"  or  less  c-c,  with  head,  and  for 
34"  or  1"  board,  the  nails  shall  be  2"  long. 
C-26-538.0,  sub.  b  (87.2.3).  The  use.  of  fibre  board 
as  roof  sheathing  is  not  permitted  except  as  insula¬ 
tion  over  suitable  sheathing  material. 


2.4 


USE  OF  FIBRE  BOARD  WHEN  COVERED  BY 
AN  INCOMBUSTIBLE  WEARING  SURFACE. 
Untreated  combustible  insulation  board  of  a  single 
layer  or  thickness  not  to  exceed  J4"  when  cementec 
or  attached  directly  to  the  surface  of  an  approved 
type  of  fire-resistive  floor  construction  may  be 
used  elsewhere  than  in  stair  enclosure  and  corridors 
when  covered  by  an  incombustible  wearing  surface 
in  accordance  with  these  rules.  C26-667.0,  sub.  4c 


(10.9.2.4). 

2  5  ROOF  AND  FLOOR  INSTALLATION  IF 
CLASS  1  AND  CLASS  2  STRUCTURES.  _ 
Fibre  board  used  as  insulation  may  be  appliec 
directly  to  the  fire-resistive  floor  or  roof  construe 
tion  in  cement,  provided  such  insulation  is  covered 
by  at  least  one  and  one-half  inch  thickness  o: 
Portland  Cement  concrete  or  other  equally  fire- 
resistive  material  of  equal  thickness.  C26-619.0 
sub.  a.  Administrative  Code  (10.3.1).  Insulatioi 
fibre  board  so  applied  shall  be  over  a  screeded  con 
crete  roof  or  floor,  graded  where  necessary,  ant 
cemented  to  the  arch  with  hot  asphalt  or  coal  ta 
pitch.  Fibre  insulation  board  shall  not  be  left  ex 
posed  to  the  elements,  nor  shall  it  be  applied  to  we 
surfaces  of  any  kind. 


2  6  ROOF  INSULATION  OTHER  THAN  II 
CLASS  1  AND  CLASS  2  STRUCTURES. 

The  use  of  fibre  board  as  roof  insulation  is  lawful 
provided  such  fibre  board  is  covered  with  an  ap 
proved  type  of  fire-resistive  roof  covering  applie 
directly  thereto,  C26-680,  sub.  2,  Administrate 
Code  ( 10.12.1 1 .1 ) ,  and  when  installed  in  accordanc1 
with  the  requirements  of  2.2  of  these  rules. 


MINOR  FRAME  STRUCTURE. 

Approved  fibre  board  siding  may  be  used  on  wood 
frame  sheds  erected  where  permitted  and  where 
open  on  at  least  one  side,  provided  such  sheds  are 
fifteen  feet  or  less  in  height  and  do  not  exceed  2500 
square  feet  in  area  and  are  at  least  4  feet  from  any 
lot  line  and  are  covered  on  sides  and  roof  with  ap¬ 
proved  fire-retarding  material.  C26-541.0  (8.7.2.6.1). 


2.7  USE  OF  FIBRE  BOARD  IN  FIRE  WALLS. 
(Formerly  Rule  2.8) 

Fibre  board  may  be  used  as  insulation  in  fire  wall 
C26-632.0  sub.  g  AC  (10.4.1.2)  if  cemented  an: 
attached  directly  to  the  face  of  the  wall  laid  u 
with  no  intervening  air  spaces  and  protected  wit 
not  less  than  2  in.  of  secured  masonry  laid  tigl 
against  the  fibre  board. 


NOTICE 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of.  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the°posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  Board  and  of  the  further  publication  of  th 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  th 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failur1 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear.  | 

Fifth,  That  the  business  of  the  Board  is  to  dispose  of  a: 
cases  promptly;  therefore,  no  appeal  or  application  wi 
be  held  in  abeyance  by  reason  of  failure  of  the  appellai 
or  applicant  to  file  necessary  data,  or  by  any  other  metho 
of  delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  fc 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  dat 
required  bv  law  are  supplied,  as  specified  on  the  blan 
appeal  or  application  forms.  l 


FORMS  FOR  NOTICE  TO  PROPERTY  OWNERS 


Applicants,  under  the  building  zone  resolution,  are  en¬ 
titled  to  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  thev  may  obtain  such 


copies  at  the  office  of  the  Board  of  '-Standards  and  Appeal 

Room  1018,  Municipal  Building,  Manhattan,  at  three  cen 
each— postage  to  be  added  if  the  forms  are  forwarded  t 
mail. 
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BZ,  297-40-BZ,  351-40-BZ,  402-40-BZ,  470-40-BZ  532- 
40-BZ,  1048-22-BZ,  192-29-BZ,  2-40-BZ,  194-40-BZ 
302-40-BZ  and  574-40-BZ. 


linutes  of  Regular  Meeting  September  24,  1940,  at  2 
P.M.,  Affecting  Calendar  Numbers  110-37-BZ,  179-37- 
BZ,  461-38-BZ,  542-38-BZ,  104-39-BZ,  354-40-A,  618- 
40-A,  636-40-A,  784-40-A,  882-40-A,  918-40-A,  648-40-A, 

502- 40-A,  614-40-A,  635-40-A,  704-40-A,  737-40-A,  750- 
40-A,  783-40-A,  794-40-A,  65-39-A,  483-27-A,  78-40-A, 
322-30-SA,  426-38-SA,  34-40-SA,  486-39-SM,  1428-39- 
SM  and  40-40-SM. 

MTection  Affecting  Calendar  Number  315-33-BZ. 

^solutions  Affecting  Calendar  Numbers  448-40-SM  and 

503- 40-SM. 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commissioner 
of  buildings  or  fire  commissioner)  and  file  with  this  board 
a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directons. 
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DOCKET. 

New  Cases  Filed  up  to  September  24,  1940. 

Cal.  No.  Department.  Premises  Affected. 

922-40-BZ _ H.B.M _ 205-223  East  93rd  street,  north 

side,  90  ft.  east  of  Third  ave¬ 
nue,  and  204-222  East  94th 
street  (Block  No.  1539,  Lot 
Nos.  5  and  7),  Borough  of 
Manhattan,  Alt.  2001-40. 


923-40-BZ _ H.B.B . 2865-28 77  Shell  road  (West  6th 

street),  southeast  corner  of 
Circumferential  parkway 
(Block  No.  7250,  Lot  No. 
33),  Borough  of  Brooklyn, 
N.B.  1490-40. 


924-40-A . F.D . 416-418  Knickerbocker  avenue, 

west  side,  50  ft.  south  of  Him- 
rod  street,  and  222  Himrod 
street  (Block  No.  3278,  Lot 
No.  28),  Borough  of  Brook¬ 
lyn,  4243-L.F.  &  Decision. 


925-40-BZ _ H.B.M _ 4349-4351  Broadway  and  706 

West  186th  street,  southwest 
corner  (Block  No.  2180,  Lot 
No.  135),  Borough  of  Man¬ 
hattan,  N.B.  116-40. 


926-40-BZ _ H.B.Bx _ 1698  Boston  road  and  1705 

Southern  boulevard,  southeast 
corner  (Block  No.  2978,  Lot 
No.  191),  Borough  of  The 
'  Bronx,  N.B.  631-40. 


927-40-A . H.B.Q . 58-07  to  58-55  189th  street,  east 

side,  between  World’s  Fair 
boulevard  and  58th  avenue 
(Block  No.  5693,  Lot  No. 
14),  Flushing,  Borough  of 
Queens, 

N.B.  5897-40  to  5908-40,  in¬ 
clusive,  and  N.B.  6408-40. 


928-40-BZ _ H.B.Bx _ 890-914  Brush  avenue,  east  side, 

496.18  ft.  south  of  East  177th 
street  (Block  No.  5541,  Lot 
No.  130),  Borough  of  The 
Bronx,  Alt.  407-40. 


929-40-A . H.B.Q . 73-02  190th  street,  southwest 

corner  of  73rd  avenue,  and  73- 
06  190th  street,  west  side,  600 
ft.  north  of  75th  avenue 
(Block  No.  7177,  Lot  No.  1), 
Flushing,  Borough  of  Queens, 
N.B.  4424-40  &  N.B.  4730-40. 


930-40-A . H.B.Q . 73-03  190th  street,  southeast 

corner  of  73rd  avenue  (Block 
No.  7178,  Lot  No.  1),  Flush¬ 
ing,  Borough  of  Queenss, 

N.B.  4421-40. 


931-40-A . H.B.Q . 73-07  190th  street,  east  side,  604 

ft.  north  of  75th  avenue 
(Block  No.  7178,  Lot  No.  1), 
Flushing,  Borough  of  Queens, 
N.B.  4649-40. 


932-40-A . H.B.Q . 73-11  190th  street,  east  side,  564 

ft.  north  of  75  th  avenue 
(Block  No.  7178,  Lot  No.  1), 
Flushing,  Borough  of  Queens, 
N.B.  6193-40. 


933-40-A . H.B.Q . 58-48,  58-52  and  58-56  217th 

street,  northwest  corner  of 
World’s  Fair  boulevard  and 
west  side  of  217th  street,  36.03 
ft.  and  76.03  ft.  north  of 
World’s  Fair  boulevard  (Block 
No.  7467,  Lot  No.  3),  Bay- 
side,  Borough  of  Queens, 
N.B.  5522-40,  N.B.  5529-40 
and  N.B.  5534-40. 


934-40-A . H.B.Q . 58-47,  58-51  and  58-57  217th 

street,  northeast  corner  of 
World’s  Fair  boulevard  and 
east  side  of  217th  street,  50.41 
ft.  and  90.41  ft.  north  of  ( 
World’s  Fair  boulevard  (Block 
No.  7468,  Lot  No.  1),  Bay- 
side,  Borough  of  Queens, 

N.B.  5521-40,  N.B.  5523-40 
and  N.B.  5528-40. 


935-40-A . H.B.Q . 211-48  Jamaica  avenue,  south 

side,  141.96  ft.  west  of  212th  , 
street  (Block  No.  10836,  Lot 
No.  55),  Queens  Village,  Bor¬ 
ough  of  Queens, 

Alt.  2185-40. 


Restored  to  Calendar. 

322-30-SA . Braden  Fuel  Oil  Burner,  Models 

XLA,  AL,  W,  CL,  XLNT 
and  XLNC,  Appliance. 


110-37-BZ _ H.B.B . 345-349  9th  street,  north  side,  240 

ft.  west  of  Sixth  avenue,  and 
314-332  8th  street  (Block  No. 
1005,  Lot  Nos.  31  to  36,  in¬ 
clusive,  57  to  59,  inclusive, 
and  28  and  29),  Borough  of 
Brooklyn, 

Drop  Curb  Applic.  1583-40. 
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179-37-BZ - H.B.R. 


426-38-SA . 


65-39- A . F.D.. 


.461  Bay  street,  east  side,  434.23 
ft.  north  of  Wave  street 
(Block  No.  488,  Lot  No.  18), 
Stapleton,  Borough  of  Rich¬ 
mond,  B.N.  312-40. 

..Arcoflame  Oil  Burner,  Models 
“D”  and  “DF”  and  Arco¬ 
flame  Heating  Unit  (Boiler- 
Burner  Unit),  Models  64  and 
65,  Appliance. 

.512-522  East  152nd  street,  601- 
605  Brook  avenue,  southwest 
corner,  and  455-459  West¬ 
chester  avenue,  north  side,  82 
ft.  8^2  in.  west  of  Brook  ave¬ 
nue  (Block  No.  2361,  Lot 
Nos.  1  and  5),  Borough  of 
The  Bronx,  Decision. 


Platform  Trucks,  Specifications  for  Nov.  24,  1936 — Vol.  21  No  47 

Plumbing  Rules  (Prevention  of  Con-  ’  ’ 

Pr0cedureatR.?lef  ,Jater  Supply)  Sept-  10>  1940- Vol.  25,  No.  37 

i  locedure.  Rules  of  . Sept.  7,  1937— Vol.  22.  No  36 

Smokfn^at-ln8VSy<ftemS’  £x,tract  A.C.June  11,  1940— Vol.  25,  No.  24 
"d  factories,  Rules  for  Sept.  24.  1940— Vol.  25.  No.  39 

Standpipe  Fireline  Rules  . June  8,  1937— Vol.  22,  No.  23 

T«^wpra RePorting  June  7,  1932— Vol.  17,  No.  23 

Tnnw  ?rUCoS’  J^®1..0*1'  etc .  Nov.  24,  1936— Vol.  21,  No.  47 

wire  RG.asol,,n.e'  CtC, .  N°V-  24>  1936— Vol.  21,  No.  47 

Wne  Glass  Rules  (Amendment  to 

Rule  605  of  Industrial  Code) . Apr.  10,  1923— Vol.  8,  No.  15 

LIST  OF  APPROVED  APPLIANCES 

Anti-Siphon  Valves  .  Mar  k  iqqk  -it  , 

Fireline  Hose  Valves . ..L”"'.'  Mar*  i  tv°  ’  '  £°*  10 

Fuel  Oil  Burners  for  Domestic  and  ’  o1'  20’  **0’  10 

li  g*  g 

8  lOT  Ind"trial  u,e-l<-p:-  iw«-voi:  Ik  K:  t« 

gL  . »■  g»-y«{. «.  n».  =« 

Paint,  Varnish  and  Lacquer  Spray-  '  ’  0  Vo1-  25.  No.  36 

«„i  spacA01-  “•  I9<0-™-  “•  « 

vacuum  Bre*ke™~:z~:zz  IS  iJ;  mSCvSi1:  It:  no.'  5? 


'  78-40-A . F.D . 46-48  Fulton  street,  south  side, 

147.4  ft.  west  of  Hicks  street 
(Block  No.  202,  Lot  No.  12), 
Borough  of  Brooklyn, 

82058-L.C. 

483-27-A . H.B.M - 48  West  86th  street,  south  side, 

125  ft.  east  of  Columbus  ave¬ 
nue  (Block  No.  1199,  Lot  No. 
59),  Borough  of  Manhattan, 
Alt.  1957-40. 


JESIGN  ATKINS ;  H.B. — Department  of  Housing  and  Buildings; 
l.B.B. — Department  of  Housing  and  Buildings,  Brooklyn  ;  H.B.M.— 
lepartment  of  Housing  and  Buildings,  Manhattan  ;  H.B.Q. — De¬ 
partment  of  Housing  and  Buildings,  Queens ;  H.B.R.— Department 
'/  Housing  and  Buildings,  Richmond;  H.B.Bx.— Department  of 
lousing  and  Buildings,  Bronx;  H.D.-  Health  Department,  and 
•D. — Fire  Department. 


OCTOBER  1,  1940,  10  A.  M. 

Building  Zone  Applications. 

*°T?  IS  ,HEEEBY  GIVEN  by  the  Board  of  Stand- 
f*!  a"d.  ApPea,s  of  a  Public  hearing  under  the  provisions 
°*he  bmldmg  zone  resolution,  Tuesday  morning.  October  1, 
0,  at  10  o  clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 


cal.  no.  529-40-BZ— -Application,  May  17,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Lama  and  Proskauer,  applicants,  on 
behalf  of  CHffdodge  Estate,  Inc., 
owner,  to  permit  in  a  business  use  dis¬ 
trict,  the  reconstruction  and  extension 
of  an  accessory  building  on  an  existing 
gasoline  service  station;  premises  1788- 
1798  Eastern  parkway  and  2131-2135 
Bergen  street,  northeast  corner  (Block 
No.  1449,  Lot  No.  43),  Borough  of 
Brooklyn. 


RULES 


dended  Cements,  Rules  for  Testing 

>  and  Use  of . Aug. 

arbon  Dioxide  Liquefier  Rules . July 

ertificates  of  Occupancy,  approved 

form  . Aug. 

oncrete  Flat  Slabs,  Rules . July 

oncrete  Masonry  Units,  Rules  for 
Manufacture,  Testing  and  Use 

. Aug. 

oncrete  Rules  (Hydrated  Lime) . Aug. 

levator  Rules  . Mar. 

xit  Rules  (Revolving  Doors) . June 

jactory  Exit  Rules  . Aug. 

ire  Alarm  Rules  (Interior) . Aug 

ire  Drill  Rules  . .Sept. 

ire-resistive.  Flameproof  Materials, 

etc.,  Rules  for  Testing  of . Sept. 

ire  Retarding  Rules  for  Garages, 


Publication  in  Bulletin 

6,  1940— Vol.  25,  No.  32 
30,  1940— Vol.  25,  No.  31 

23,  1938— Vol.  23,  No.  34 
13,  1937— Vol.  22,  No.  28 


27,  1940— Vol.  25,  No.  35 
3,  1937— Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 
15,  1937— Vol.  22,  No.  24 
13,  1940— Vol.  25,  No.  33 
13.  1940— Vol.  25,  No.  33 
17,  1940— Vol.  25,  No.  38 

17,  1940— Vol.  25,  No.  38 


.  ®‘c-  Aug. 

^reproof  Wood,  Testing  of . Apr. 

rame  Garages,  Ruling  for . Jan. 

usion  Welding  and  Gas  Cutting 

Rules  . Aug. 

is  Shut-Off  Rules . Apr. 

atchway  Protection  . June 

^sulating  Fibre  Board  Rules . Sent. 

■1  Burner  Rules . Sept. 

pening  Protective  Assemblies, 

Rules  for  Inspection  of . Aug. 

lint.  Varnish  and  Lacquer  Spray¬ 
ing  Rules  . Sept. 


20,  1940— Vol.  25,  No.  34 
13,  1937— Vol.  22,  No.  15 

21,  1919— Vol.  4,  No.  3 

20,  1940— Vol.  25,  No.  34 
7,  1925— Vol.  10,  No.  14 
5,  1928— Vol.  13,  No.  23 
24.  1940— Vol.  25,  No.  39 
3,  1940— Vol.  25,  No.  36 

20,  1940— Vol.  25,  No.  34 

10,  1940— Vol.  25.  No.  37 


cal.  no.  1183-39-BZ — Application,  September  26,  1939,  under 
sections  7h  and  21  of  the  building  zone 
resolution,  of  Henry  Nordheim,  appli¬ 
cant,  on  behalf  of  Josephine  Mauriello, 
owner,  to  permit  partly  in  a  business  use 
district  and  partly  in  a  residence  use 
district,  for  a  temporary  period  of  two 
(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  3057  Webster  avenue,  north 
side,  298.78  ft.  east  of  Mosholu  park¬ 
way,  north  (Block  No.  3331,  Lot  No. 
73),  Borough  of  The  Bronx. 

cal.  no.  223-40-BZ— Application,  March  1,  1940,  under  sec¬ 
tions  21  and  /f  of  the  building  zone 
resolution,  of  Samuels  and  Samuels, 
applicants,  on  behalf  of  Elmo  Realty 
Corporation,  owner,  to  permit  in  a  busi¬ 
ness  use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station; 
premises  2876-2884  Eastern  boulevard 
and  1068-1074  Revere  avenue,  southeast 
corner  (Block  No.  5531,  Lot  Nos.  1 
and  4),  Borough  of  The  Bronx. 
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cal.  no.  207-33-BZ — Application  of  Samuel  J.  Ziegler,  appli¬ 
cant,  on  behalf  of  City  Bank  Farmers 
Trust  Co.,  trustee  for  George  McDon¬ 
ald  Phillips,  owner,  reopened  and  re¬ 
stored  to  calendar,  May  21,  1940,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  use  district, 
the  erection  and  maintenance  of  an  auto¬ 
mobile  showroom,  a  gasoline  service  sta¬ 
tion  and,  also,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  3090-3094  Webster  avenue  and 
401-409  East  203rd  street,  southeast 
corner  (Block  No.  3330,  Lot  Nos.  65 
to  67,  inclusive),  Borough  of  The 
Bronx. 

cal.  no.  88-40-BZ — Application  of  John  J.  Beatty,  appli¬ 
cant,  on  behalf  of  May  E.  Campbell, 
owner,  reopened  September  10,  1940,  re 
amendment  of  resolution — re  applica¬ 
tion,  previously  granted  on  condition, 
under  section  7g  of  the  building  zone 
resolution,  permitting  in  a  residence 
use  district  the  erection  and  maintenance 
of  a  garage  for  more  than  five  (5) 
motor  vehicles  and,  also,  the  inclusion 
in  the  proposed  garage  of  an  existing 
garage  for  more  than  five  (5)  motor 
vehicles;  premises  1290-1300  Decatur 
street,  south  side,  100  ft.  west  of 
Knickerbocker  avenue  (Block  No.  3436, 
Lot  Nos.  24  and  26),  Borough  of 
Brooklyn. 

cal.  no.  528-40-BZ — Application,  May  16,  1940,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer.  ap¬ 
plicants,  on  behalf  of  Herman  H.  Behn, 
owner,  to  permit,  partly  in  a  business 
use  district  and  partly  in  a  residence 
use  district,  the  alteration  of  a  building 
and  extension  of  gasoline  service  station, 
brake  service  station,  lubritorium  and 
store  use;  premises  114-20  101st  avenue, 
southwest  corner  of  115th  street  (Block 
No.  9432,  Lot  No.  8),  Richmond  Hill. 
Borough  of  Queens. 

CAL.  NO.  415-40-BZ — Application  of  Andrew  A.  Marjey,  ap¬ 
plicant,  on  behalf  of  Borough  Hall 
Holding  Corporation,  owner,  reopened 
September  17,  1940,  for  consideration — 
re  amendment  of  resolution — re  Appli¬ 
cation,  previously  granted  on  condition 
under  section  7c  of  the  building  zone 
resolution,  permitting,  partly  in  a  busi¬ 
ness  use  district  and  partly  in  a  resi¬ 
dence  use  district,  the  erection  and 
maintenance  of  a  business  building 
(stores  on  first  story  and  offices  on 
second  story)  ;  premises  124-17  Queens 
boulevard  and  125-02  82nd  avenue, 
northeast  corner  (Block  No.  9654,  Lot 
Nos.  6,  12,  14  and  IS),  Kew  Gardens, 
Borough  of  Queens. 

cal.  no.  230-40-BZ— Application,  March  1,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Reginald  S.  Hardy,  applicant,  on  be¬ 
half  of  Winchester  Realty  Corporation, 
owner,  to  permit,  partly  in  a  residence 
use  district  and  partly  in  a  business  use 


district,  the  erection  and  maintenance  of 
a  gasoline  service  station ;  premises 
234-01  to  234-19  Hillside  avenue  and 
82-63  to  82-71  234th  street,  northeast 
corner  (Block  No.  7935,  part  of  Lot 
No.  1),  Creedmore,  Borough  of  Queens. 

c  al.  no.  393-40-BZ — Application,  April  16,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  The  Mortgage  Corporation-  of  New 
York,  applicant  and  owner  (Peter 
Weiss  Motor  Sales,  Koppers  Outdoor 
Advertising  Company  and  Julien  L. 
Bartelstone  (doing  business  as  Pilgrim 
Refrigerator  Company),  lessees,  to  per¬ 
mit  in  a  residence  use  district,  the 
maintenance  of  a  building  occupied  as 
a  garage  for  more  than  five  (5)  motor 
vehicles,  a  motor  vehicle  repair  shop 
and  the  manufacture  of  signs ;  premises 
45-29  to  45-35  50th  (Fitting)  street, 
east  side,  200  ft.  south  of  Queens  boule¬ 
vard  (Block  No.  2283,  Lot  No.  12), 
Woodside,  Borough  of  Queens. 

Appeal  from  Administrative  Decision. 

394-40- A — 45-29  to  45-35  50th  (Fitting)  street,  east  side, 
200  ft.  south  of  Queens  boulevard  (Block 
No.  2283,  Lot  No.  12),  Woodside,  Borough 
of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


OCTOBER  1,  1940,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

597-40- A — 154  Henry  street,  west  side.  19  ft.  3  in.  north  of 
T.ove  lane  (Block  No.  236,  Lot  No.  137), 
Borough  of  Brooklyn. 

1517-39- A — 306  New  Lots  avenue,  south  side,  88  ft.  east  of 
Alabama  avenue  (Block  No.  4296,  Lot  No. 
5).  Borough  of  Brooklyn. 

831 -40- A — 171  Bay  Ridge  avenue,  north  side,  260  ft.  west 
of  Ridge  boulevard  (Block  No.  5861,  Lot 
No.  69),  Borough  of  Brooklyn. 

636-40-A — 79  Rutgers  Slip  and  260  South  street,  northeast 
corner  (Block  No.  247,  Lot  No.  1),  Bor¬ 
ough  of  Manhattan. 

918-40-A — 530  Park  avenue,  southwest  corner  of  East  61st, 
street  (Block  No.  1375,  Lot  Nos.  37  to 
4154,  inclusive,  and  parts  of  Lot  Nos.  32, 
32)4,  33  and  36),  Borough  of  Manhattan. 

808-40- A— 1 33  Middleton  street,  north  side,  200  ft.  east  of 
Marcy  avenue  (Block  No.  2237,  part  of 
Lot  No-  S3),  Borough  of  Brooklyn. 

645-40-A — 114-02  Triton  avenue  (Boardwalk),  north  side, 
from  Beach  114th  street  to  Beach  115th 
street  (Block  No.  659.  Lot  Nos.  30,  32,  34, 
47  and  40),  Rockaway  Beach,  Borough  of 
Queens. 


1316 


CALENDAR 

■  _ 


81/-40-A— 441  West  40th  street,  north  side,  310  ft.  east  of 
Tenth  avenue  (Block  No.  1050,  Lot  No 
13).  Borough  of  Manhattan. 

l  815-40-A  North  side  of  Willow  avenue,  614  ft.  west  of 
Bay  street  (Block  No.  2841,  Lot  No/91), 
Stapleton,  Borough  of  Richmond 

1 

•  S72-40-A— 385  Myrtle  avenue,  north  side,  50  ft.  east  of 
Clermont  avenue  (Block  No.  2046,  Lot  No 
94).  Borough  of  Brooklyn. 


896-40- A  680  Woodward  avenue,  south  side,  50  ft.  east  of 
Gates  avenue  (Block  No.  3468,  Lot  No. 
41),  Ridgewood,  Borough  of  Queens. 

: 

Variation  of  the  Labor  Lazo. 

892-40-S— 242  42nd  street,  south  side,  275  ft.  east  of  Second 
avenue  (Block  No.  722,  Lot  No.  21),  Bor¬ 
ough  of  Brooklyn. 


Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand- 
ids  and  Appeals  of  a  public  hearing  under  the  provisions 
f  the  building  zone  resolution,  7  uesday  afternoon,  October 
,  1940.  at  2  o  clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matter: 

•M..  no.  39-34-BZ — Application  of  Dale  Carnegie,  applicant 
and  owner,  reopened  July  9,  1940,  for 
consideration  as  to  extension  of  permit 
—re  Application,  previously  granted  on 
condition,  under  section  21  of  the  build¬ 
ing  zone  resolution,  permitting  in  a 
residence  use  district  the  change  of 
occupancy  of  an  existing  building  to 
business  use  (restaurant)  for  a  tem¬ 
porary  period  ;  premises  northwest  cor¬ 
ner  of  Pembroke  avenue  and  West¬ 
moreland  street  (Block  No.  4118,  Lot 
No.  221),  Little  Neck,  Borough  of 
Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


OCTOBER  8,  1940,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  bv  the  Board  of  Stand- 
ds  and  Appeals  of  a  public  hearing  under  the  provisions 
livin^^ing  ZOIle  resolution,  Tuesday  morning,  October 
1940,  at  10  o  clock,  in  Room  1013,  Municipal  Building, 
anhattan,  on  the  following  matters : 

i  no.  335-40-BZ— Application,  April  3,  1940,  under  sec¬ 
tions  21  and  7f  of  the  building  zone 
resolution,  of  Samuels  and  Samuels,  ap¬ 
plicants,  on  behalf  of  Long  Island  Sound 
Realty  Company,  owner,  to  permit, 
partly  in  a  residence  use  district  and 
partly  in  a  business  use  district,  the 
erection  and  maintenance  of  a  gasoline 
service  station ;  premises  246-09  to  246- 
19  Northern  boulevard  and  43-70  to 
43-80  247th  street,  northwest  corner 
(Block  No.  8112,  Lot  No.  25).  Little 
Neck,  Borough  of  Queens. 

L.  no.  560-40-BZ — Application,  May  24.  1940,  under  sec¬ 


tions  7b,  7c  and  21  of  the  building  zone 
resolution,  of  Henry  Nordheim.  appli¬ 
cant,  on  behalf  of  Marion  Ward,  owner 
(Arthur  C.  Bergen,  lessee),  to  permit, 
partly  in  an  unrestricted  use  district  and 
partly  in  a  business  use  district,  the 
conversion  of  occupancy  of  an  existing 
building  to  a  garage  for  more  than  five 
(5)  motor  vehicles,  automobile  show¬ 
room  and  motor  vehicle  repair  shop ; 
premises  470-432  East  188th  street,  south 
side,  100.48  ft.  east  of  Park  avenue,  and 
451-453  Cyrus  place  (Block  No.  3041, 
Lot  No.  37),  Borough  of  The  Bronx. 

cap.  xo.  1515-39-BZ — Application,  December  14,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion.  of  Clinton  C.  Tyrrell,  applicant,  on 
behalf  of  Rockaway  Point  Development 
Corporation,  owner  (Rockaway  Oper¬ 
ating  Company.  Incorporated,  lessee), 
to  permit  in  a  business  use  district  the 
maintenance  of  a  gasoline  service  sta¬ 
tion  and  motor  vehicle  repair  shop ; 
premises  105  Rockaway  Breezy  boule¬ 
vard.  north  side.  400  ft.  east  of  Reid 
avenue  (Block  No.  900,  Lot  No.  1), 
Rockaway  Point,  Borough  of  Queens. 

CAL.  NO.  578-40-BZ — Application,  May  28,  1940,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  Ozark  Realty 
Corporation,  owner,  to  permit  in  a  busi¬ 
ness.  use  district  the  alteration  and  ex¬ 
tension  of  an  existing  gasoline  service 
station;  premises  1716-1726  Utica  ave¬ 
nue,  southwest  corner  of  Avenue  “I” 
(Rlock  No.  7775,  Lot  No.  47).  Bor¬ 
ough  of  Brooklyn. 

cal.  no.  591-40-BZ— -  Application,  June  3,  1940,  under  sec¬ 
tions  7f  and  21  of  the  building  zone 
resolution,  of  Samuels  and  Samuels,  ap¬ 
plicants,  on  behalf  of  Edward  Sperry, 
owner,  to  permit,  partly  in  a  business 
use  district  and  partly  in  a  residence 
use  district,  the  erection  and  mainte¬ 
nance  of  a  gasoline  service  station ; 
premises  168-02  to  168-08  Liberty  ave¬ 
nue  and  103-01  to  103-03  Merrick 
boulevard,  southeast  corner  (Block  No. 
10221,  Lot  No.  7).  Jamaica,  Borough 
of  Queens. 

Appeal  from  Administratiz’e  Decision. 

554-40- A — 2146  Gerrittsen  avenue,  west  side.  280  ft.  north 
of  Avenue  “U”  (Block  No.  7341,  Lot  No. 
4),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


OCTOBER  8,  1940,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

618-40- A — 1267  Flushing  avenue,  north  side,  25  ft.  east  of 
Johnson  avenue,  and  636-644  Johnson  ave¬ 
nue  (Rlock  No.  2996,  Lot  No.  22),  Bor¬ 
ough  of  Brooklyn. 

784-40- A  47-02  to  47-08  Fifth  street,  southwest  corner 
of  47th  avenue  (Block  No.  20,  Lot  No.  5), 
Long  Island  City,  Borough  of  Queens. 
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OCTOBER  15,  1940,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  ot  a  public  hearing  under  the  provisions  of 
the  building  zone  resolution,  Tuesday  morning,  October 
15,  1940,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters: 

cal.  no.  255-40-BZ — Application,  March  7,  1940,  under 
sections  7f  and  21  of  the  building  zone 
resolution,  of  Samuels  and  Samuels,  ap¬ 
plicants,  on  behalf  of  Benlem  Realty 
Corporation,  owner,  to  permit  in  a  busi¬ 
ness  use  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station; 
premises  81-01  to  81-11  Rockaway 
boulevard,  94-01  to  94-07  81st  street, 
northeast  corner,  and  81-02  to  81-10 
Atlantic  avenue,  southeast  corner  of 
81st  street  (Block  No.  9009,  Lot  No. 
1),  Woodhaven,  Borough  of  Queens. 

cal.  no.  855-27-BZ — Application  of  Shell  Oil  Company,  Inc., 
applicant  and  lessee,  on  behalf  of  Anna 
C.  Bingler,  owner,  reopened  for  re¬ 
hearing  under  new  facts  December  5, 
1939,  under  section  21  of  the  building 
zone  resolution,  to  permit  in  a  business 
use  district,  the  maintenance  and  ie- 
coiistruction  of  a  gasoline  service  sta¬ 
tion  (previously  denied)  ;  premises  216- 
03  Merrick  boulevard,  northeast  corner 
of  Springfield  boulevard  (Block  No. 
3541,  Lot  No.  1),  Springfield,  Borough 
of  Queens. 

cal.  no.  1232-39-BZ — Application,  October  5,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion  and  section  60  of  the  multiple 
dwelling  law,  of  Martyn  N.  Weinstein, 
applicant,  on  behalf  of  Beech  Haven 
Estates,  owner,  to  permit  in  a  residence 
use  district  the  erection  and  maintenance 
of  a  multiple  dwelling  law  having  a 
garage  for  more  than  three  (3)  motor 
vehicles  in  the  cellar  story ;  garage 
space  is  for  the  use  of  tenants  only ; 
premises  84-50  169th  street,  west  side, 
165.01  ft.  north  of  Gothic  drive  (Block 
No.  9860,  Lot  No.  40),  Jamaica,  Bor¬ 
ough  of  Queens. 

cal.  no.  1220-39-BZ — Application,  October  5,  1939,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Ansel  P.  Verity  and 
George  Deylen  (Johnson  and  Scharf- 
man,  lessees),  to  permit  in  a  business 
use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  364-368  Em¬ 
pire  boulevard,  south  side.  210  ft.  2 y2 
in.  east  of  Nostrand  avenue  (Block  No. 
1316,  Lot  No.  16),  Borough  of  Brook¬ 
lyn. 

cal.  no.  631-40-BZ — Application,  June  12,  1940,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  J.  Jacques  Stone,  applicant,  on  behalf 
of  Bowery  Savings  Bank,  owner  (345 
West  34th  Street  Parking  Corporation, 


lessee),  to  permit  in  a  retail  use  district 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  333- 
345  West  34th  street,  north  side.  270  ft. 
east  of  Ninth  avenue  (Block  No.  758. 
Lot  No.  16),  Borough  of  Manhattan. 

cal.  no.  1172-39-BZ — Application,  September  22,  1939.  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Catherine  Conigliano  and  Fran¬ 
cisco  Conigliano,  applicants  and  owners, 
to  permit  in  a  business  use  district  the 
parking  and  storage  of  more  than  five 
(5)  motor  vehicles;  premises  1874  Mc¬ 
Donald  avenue,  west  side,  98  ft.  north 
of  Quentin  road  (Block  No.  6632,  Lot 
Nos.  36,  37  and  38).  Borough  of  Brook¬ 
lyn. 

cal.  no.  950-39-BZ— Application,  July  13,  1939,  under  sec¬ 
tions  7f  and  21  of  the  building  zone 
resolution,  of  James  Britton  Halley,  ap¬ 
plicant  and  lessee,  on  behalf  of  Olga 
Roman  and  Harriet  Britton,  owners,  to 
permit  in  a  residence  use  district  the 
parking  and  storage  of  more  than  five 
(5)  motor  vehicles  for  a  stated  term; 
premises  3457-3459  Mickle  avenue  and 
3450-3452  Eastchester  road,  east  side, 
311  ft  north  of  Boston  road  (Block 
No.  4723,  Lot  Nos.  15,  16.  17,  47  and 
48),  Borough  of  The  Bronx. 

cal,  no.  1490-39-BZ — Application,  December  8,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  George  W.  Kibitz,  applicant, _  on 
behalf  of  The  Actinograph  Corporation, 
owner,  to  permit  in  a  residence  use  dis¬ 
trict  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
790-808  East  176th  street,  south  side, 
147  ft.  west  of  Marmion  avenue,  and 
807  East  175th  street  (Block  No.  2953, 
Lot  No.  29),  Borough  of  The  Bronx. 


cal.  no.  38-40-BZ — Application,  January  11,  1940,  under 
sections  7h  and  21  of  the  building  zone 
resolution,  of  Samuel  G.  Thomson,  Jr., 
applicant  and  owner,  to  permit  on.  a 
plot,  partly  in  a  residence  use  district 
and  partly  in  a  business  use  district,  the 
parking  and  storage  of  more  than  five 
(5)  motor  vehicles  on  that  portion  of  the 
plot  in  the  business  use  district;  prem¬ 
ises  87-68  170th  street,  west  side,  58.9? 

ft.  south  of  Hillside  avenue  (Block  No. 
9825.  Lot  No.  21),  Jamaica,  Borough  of 
Queens. 


cal.  no.  617-40-BZ — Application.  June  10,  1940,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Murray  Klein,  applicant, 
on  behalf  of  Emanuel  Levy  and  Philip 
Pifko,  owners,  to  permit  the  erection 
and  maintenance  of  a  one-story  business 
building  (store),  partly  in  a  business 
use  district  and  partly  in  a  residence 
use  district;  premises  1623-1629  East 
17th  street,  east  side,  105  ft.  2>Va  in- 
north  of  Kings  highway  (Block  No. 
6780,  Lot  No.  77  and  part  of  Lot  No. 
70),  Borough  of  Brooklyn. 
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fAf-  no.  351-40-BZ — Application.  April  5,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  F.  Regan,  applicant,  on  be¬ 
half  of  William  F.  Regan,  owner,  to 
permit  in  a  business  use  district  the 
erection  and  maintenance  of  a  gasoline 
service  station;  premises  1000-1012 
Brooklyn  avenue  and  3522-3524  Snyder 
avenue,  southwest  corner  (Block  No. 
4906,  Lot  Nos.  9  and  10),  Borough  of 
Brooklyn. 

,cal.  no.  110-37-BZ— Application  of  Arnold  W.  Lederer,  ap¬ 
plicant,  on  behalf  of  Putnam  Theatrical 
Corporation,  owner  (Joseph  Stoy,  les¬ 
see),  reopened  and  restored  to  Calen¬ 
dar  September  24,  1940,  under  sections 
7h,  7f  and  21  of  the  building  zone  reso¬ 
lution,  to  permit  in  a  business  use  dis¬ 
trict  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles  (previously 
dismissed  for  lack  of  prosecution)  ; 
premises  345-349  9th  street,  north  side, 
240  ft.  west  of  Sixth  avenue,  and  314- 
332  8th  street  (Block  No.  1005.  Lot 
Nos.  31  to  36,  inclusive,  57  to  59,  in¬ 
clusive,  28  and  29).  Borough  of  Brook¬ 
lyn. 

jCAL.  no.  179-37-BZ  Application  of  Irving  M.  Fenichel,  ap¬ 
plicant,  on  behalf  of  Louis  M.  Brann, 
owner  (New  Method  Service  Company, 
Incorporated,  lessee),  reopened  and  re¬ 
stored  to  Calendar  September  24,  1940, 
under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  use 
district  the  operation  of  a  clothes- 
cleaning  unit  as  an  accessory  use  to  the 
laundry  business  conducted  therein 
(erection  and  maintenance  of  a  garage 
for  more  than  five  (5)  motor  vehicles 
previously  granted  by  the  Board)  ; 
(previously  withdrawn)  ;  premises  461 
Bay  street,  east  side,  434.23  ft.  north  of 
Wave  street  (Block  No.  488,  Lot  No. 
18),  Stapleton.  Borough  of  Richmond. 

:al.  no.  330-22-BZ — Application  of  Paul  Friedman,  appli¬ 
cant.  on  behalf  of  Kings  Highway  Com¬ 
munity  Corporation,  owner  (Community 
Amusement  Corporation,  lessee),  re¬ 
opened  June  4,  1940,  under  sections  7c 
and  21  of  the  building  zone  resolution, 
to  permit  the  extension  and  change  cf 
use  of  an  existing  building  now  occu¬ 
pied  as  bowling  alleys,  library,  stores, 
auditorium  and  meeting  room  to  stores, 
motion  picture  theatre  with  marquee 
and  signs,  extending  from  business  use 
district  into  a  residence  use  district  and 
to  permit  the  proposed  rear  extension  to 
occupy  a  portion  of  the  rear  yard  in 
excess  of  that  permitted  by  section 
17(a)  of  the  building  zone  resolution: 
premises  1663-1669  East  17th  street,  east 
side,  57  ft.  2^2  in.  south  of  Kings  high¬ 
way  (Block  No.  6780,  Lot  No.  55). 
Borough  of  Brooklyn. 

Appeal  from  Administrative  Decision. 

^)2-40-A — 1663-1669  East  17th  street,  east  side,  57  ft.  IVz 
in.  south  of  Kings  highway  (Block  No. 
6780,  Lot  No.  55),  Borough  of  Brooklyn. 

HARRIS  II.  MURDOCK,  Chairman. 


OCTOBER  15,  1940,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

697-39- A— 28  Bowery  and  41  Bayard  street,  southwest  cor¬ 
ner  (Block  No.  163,  Lot  No.  33),  Borough 
ot  Manhattan. 

696-39- A — 2321  Third  avenue  and  201  East  126th  street, 
northeast  corner  (Block  No.  1791,  Lot  No. 
1),  Borough  of  Manhattan. 

882-40-A — 148  39th  street,  southwest  corner  of  Second  ave¬ 
nue  (Bush  Building  No.  19,  fourth  floor)  ; 
(Block  No.  706,  Lot  No.  1),  Borough  of 

Brooklyn. 


OCTOBER  22,  1940,  10  A.  M. 

Building  Zone  A pplications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  October 
22,  1940,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 

cal.  no.  336-40-BZ— Application,  April  3,  1940,  under  sec¬ 
tions  7f  and  21  of  the  building  zone 
resolution,  of  Samuels  and  Samuels,  ap¬ 
plicants,  on  behalf  of  William  J.  Hamil¬ 
ton,  owner,  to  permit  in  a  business  use 
district  the  erection  and  maintenance  of 
a  gasoline  service  station  ;  premises  40-13 
to  40-19  Junction  boulevard,  east  side, 
50.04  ft.  north  of  40th  road  (Block  No. 
1605,  Lot  No.  64),  Corona,  Borough  of 
Queens. 

cal.  no.  968-24-BZ — Application  of  Arnold  W.  Lederer,  ap¬ 
plicant,  on  behalf  of  Abraham  Chobrofi 
and  Sophie  Kohn,  owners  of  premises 
1924-1926  Kings  highway,  Borough  of 
Brooklyn,  reopened  September  17,  1940. 
for  consideration — re  amendment  of 
resolution — re  Application,  previously 
granted  on  condition  under  section  21  of 
the  building  zone  resolution,  permitting 
in  a  residence  use  district  the  erection 
and  maintenance  of  buildings  to  be  used 
for  store  purposes  on  first  storv  and 
for  dwelling  use  above;  premises  1922- 
1932  Kings  highway  (Block  No.  6782. 
Lot  Nos.  19  to  23,  inclusive),  Borough 
of  Brooklyn. 

cal.  no.  431-40-BZ — Application,  April  24,  1940,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Arthur  H.  Haaren,  appli¬ 
cant,  on  behalf  of  George  L.  Lawson 
and  Estate  of  William  W.  Lawrence 
(J.  Y.  Brown,  A.  A.  Gulick  and  C.  P. 
Williamson,  trustees),  owners  (Kesbec, 
Incorporated,  lessee),  to  permit  in  .1 
business  use  district  the  parking  and 
storage  of  more  than  five  (5)  motor 
vehicles  on  a  plot  occupied  in  part  as  a 
gasoline  service  station;  premises  317- 
325  West  59th  street,  north  side,  186  ft 
west  of  Columbus  Circle  (Block  No. 
1112,  Lot  Nos.  15.  115,  16  and  17). 
Borough  of  Manhattan. 
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i  Ai.  no.  249-39-BZ — Application,  February  28,  1940;  dis- 
miseed  for  lack  of  prosecution  July  18, 
1939;  reopened  and  restored  to  Calendar 
September  17,  1940,  under  section  7f  of 
the  building-  zone  resolution,  of  Lama 
and  Proskauer,  applicants,  on  behalf  of 
Koppers  Company,  owner,  to  permit  in 
a  business  use  district,  for  a  stated  term 
of  years,  the  erection  and  maintenance 
of  a  gasoline  service  station ;  premises 
84-11  to  84-21  Astoria  boulevard  and 
24-02  to  24-12  85th  street,  northwest 
corner,  and  84-12  to  84-20  24th  avenue 
(Block  No.  1096,  part  of  Lot  No.  1), 
Jackson  Heights,  Borough  of  Queens. 

cal.  no.  605-40-BZ — Application,  June  6,  1940,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Max  Siegel,  applicant,  on 
behalf  of  City  of  New  York  and  Brick’s 
Service  Stations,  Incorporated,  owners, 
to  permit  in  a  business  use  district  the 
alteration  and  extension  of  an  existing 
gasoline  service  station ;  premises  20-40 
Grand  Street  Extension  and  255-265 
South  Fourth  street,  southeast  corner 
(Block  No.  2434,  Lot  Nos.  28,  32  and 
33),  Borough  of  Brooklyn. 

cat.,  no.  332-40-BZ — Application,  April  2,  1940.  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Abraham  N.  Horwitz,  applicant,  on 
behalf  of  Harry  Bram,  owner,  to  permit 
in  a  residence  use  district  the  erection 
and  maintenance  of  a  gasoline  sevice 
station ;  premises  2747-2771  Linden 
boulevard,  north  side,  from  Elderts  lane 
to  Forhell  avenue  (Block  No.  4469A. 
part  of  Lot  No.  16),  Borough  of 
Brooklyn. 


cat  no.  402-40-BZ — Application.  April  16.  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  T  ama  and  Proskauer.  applicants,  on 
behalf  of  Clifford  E.  Mills,  owner,  to 
permh  in  a  residence  use  district  and 
“F”  area  district  the  erection  and  main¬ 
tenance  of  a  building  to  be  used  as  a 
gas  station,  auto  laundry,  lubritorium, 
office  and  boiler  room  in  conjunction 
with  a  gasoline  service  station  on  a  plot 
of  ground  previously  occupied  as  a 
gasoline  service  station;  premises  1 44- 
39  to  144-47  Farmers  houlevard.  south¬ 
east  corner  of  South  Conduit  avenue 
(Block  No.  4517  T.nt  No.  1  and  part  of 
lot  No.  3),  Springfield.  Borough  of 
Queens. 

cal.  no.  443-40-BZ — Application,  Anr?1  26.  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Tack  Z  Cohen,  aoulicant,  on  behalf 
of  Depreciation  Fund  Board,  owner,  to 
permit,  nartlv  in  a  business  use  district 
and  partly  in  a  residence  use  district, 
the  conversion  of  occupancy  of  an  exist¬ 
ing  building  to  a  motor  vehicle  repair 
shop;  premises  890-892  Coney  Island 
avenue,  west  side.  118  ft.  9)4  in.  north 
of  18th  avenue  (Block^  No.  5403,  Lot 
No.  26),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK.  Chairman. 


OCTOBER  29,  1940,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions  of 
the  building  zone  resolution,  Tuesday  morning,  October 
29,  1940,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters: 


cal.  no.  562-32-BZ — Application  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Silgreen  Hold¬ 
ing  Corporation,  owner,  reopened  No¬ 
vember  15.  1938.  under  section  21  of  the  I 
building  zone  resolution,  to  permit  in 
a  business  use  district  the  maintenance 
of  a  gasoline  service  station,  previously 
granted  by  the  Board  for  a  temporary 
period:  premises  208-16  Foch  boulevard, 
southwest  corner  of  Springfield  boule¬ 
vard  (Block  No.  3358,  Lot  No.  50). 
St.  Albans.  Borough  of  Queens. 


cai..  no.  470-40-BZ — Application,  May  3,  1940,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  William  Cohn, 
owner  (Jacob  Newmark,  lessee),  to 
permit,  partly  in  a  business  use  dis¬ 
trict  and  partly  in  a  residence  use  dis¬ 
trict,  the  extension  of  an  existing  gaso¬ 
line  service  station  and,  also,  the  park¬ 
ing  and  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  4070-4076 
Broadway,  southeast  corner  of  West 
172nd  street  (Block  No.  2141,  Lot  Nos. 
17  to  20,  inclusive),  Borough  of  Man¬ 
hattan. 

HARRIS  H.  MURDOCK.  Chairman. 


NOVEMBER  19,  1940,  10  A.  M. 

i 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand-  i 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  November 
19,  1940,  at  10  o’clock,  in  Room  1013,  Municipal  Building. 
Manhattan,  on  the  following  matter : 


cal.  no.  297-40-BZ — Application.  March  20,  1940,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  Henrv  Nordheim.  appli¬ 
cant,  on  behalf  of  The  Mutual  Life  In¬ 
surance  Company,  owner  (Louwer 
Garage  Corporation,  lessee),  to  permit, 
partlv  in  a  business  use  district  and 
partlv  in  a  residence  use  district,  for  a 
temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premise1:  1407-1419  College  avenue,  west 
side.  215  ft.  south  of  East  171st  street 
(Block  No.  2786.  parts  of  Lot  Nos.  2, 
6  and  29).  Borough  of  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  SEPTEMBER  24.  1940. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
'mum  and  Assistant  Chief  McCarthy. 

The  minutes  of  the  regular  meeting  of  the  Board  held  on 
uesday  morning,  September  10,  1940,  and  the  minutes  of 
the  regular  meeting  of  the  Board  held  on  Tuesday  after- 
loon  September  10,  1940,  were  approved  as  printed  in  Bul- 
etm  No.  38,  Vol.  25. 


BUILDING  Z0NE  CASES. 

*6 2-32-BZ. 

\PPLICANT— Lama  and  Proskauer,  for  Silgreen  Holding 
Corporation,  owner. 

pUBJECT— Application  reopened  November  15,  1938  (re 
decision  of  the  borough  superintendent  of  buildings), 
under  section  21  of  the  building  zone  resolution,  to 
permit  in  a  business  use  district  the  maintenance  of 
a  gasoline  service  station,  previously  granted  by  the 
Board  for  a  temporary  period. 

REMISES  AFFECTED — 208-16  Foch  boulevard,  south- 
west  corner  of  Springfield  boulevard  (Block  No. 

\PPF  -\R  ANCES^0  St‘  Albans>  Borough  of  Queens. 

For  Applicant:  Alfred  A.  Lama. 

1  For  Opposition :  None. 

\CTION  Oh  BOARD — Laid  over  to  October  29,  1940,  at 
10  A.M.,  for  further  consideration.  Applicant’  to 
submit  revised  plans  by  October  22nd. 


30-40- BZ. 


^PELICAN  T  Reginald  S.  Hardy,  for  Winchester  Realty 
Corporation,  owner. 

UBJECT  Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  section  21  of  the 
building  zone  resolution,  to  permit,  partly  in  a  resi¬ 
dence  use  district  and  partly  in  a  business  use  dis¬ 
trict,  the  erection  and  maintenance  of  a  gasoline 
service  station. 


REMISES  AFFECTED— 234-01  to  234-19  Hillside  ave¬ 
nue  and  82-63  to  82-71  234th  street,  northeast  cor¬ 
ner  (Block  No.  7935,  part  of  Lot  No.  1),  Creed- 
more,  Borough  of  Queens. 

PPEARANCES — 

For  Applicant:  Charles  O’Neill. 

For  Opposition:  L.  J.  Reynolds. 

.CTION  OF  BOARD — Laid  over  to  October  1,  1940,  at 
10  A.M.,  on  request  of  applicant’s  representative. 


17-40-BZ. 

PPLICANT — Henry  Nordheim,  for  The  Mutual  Life  In¬ 
surance  Company,  owner  (Louwer  Garage  Cor¬ 
poration,  lessee). 

UBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  sections  7h  and  21  of 
the  building  zone  resolution,  to  permit,  partly  in  a 
business  use  district  and  partly  in  a  residence  use 
district,  for  a  temporary  period  of  not  more  than 
two  (2)  years,  the  narking  and  storage  of  more  than 
five  (5)  motor  vehicles. 

REMISES  AFFECTED— 1407-1419  College  avenue,  west 
side,  215  ft.  south  of  East  171st  street  (Block  No. 
2786,  parts  of  Lot  Nos.  2,  6  and  29),  Borough  of 
The  Bronx. 

PPEARANCES— 

For  Applicant :  Henry  B.  Albert. 

CTION  OF  BOARD — Laid  over  to  November  19,  1940, 
at  10  A.M.,  on  request  of  applicant’s  representative. 


351-40-BZ. 

APPLICANT— William  F.  Regan,  for  William  F.  Regan 
owner. 

SUBJECJ  Application  (re  decision  of  the  borough  super¬ 
jacent  of  buildings),  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  business  us< 
district  the  erection  and  maintenance  of  a  gasoline 
service  station. 

PREMISES  Ah  F EC  I  ED — 1000-1012  Brooklyn  avenue  and 
3522-3524  Snyder  avenue,  southwest  corner  (Block 
No.  4906,  Lot  Nos.  9  and  10),  Borough  of  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  William  F.  Regan  (applicant), 
Joseph  T.  Kearney,  William  F.  Regan  (owner  ) 
and  Charles  Pope. 

For  Onnosition:  Louis  W.  Kaplan  and  lane  II. 
Mellis. 

ACTION  Oh  BOARD — Laid  over  to  October  15,  1940,  .it 
10  A.M.,  for  further  inspection  bv  a  committee  of 
the  Board.  No  further  argument. 


402-40-BZ. 

APPLICANT— Lama  and  Proskauer,  for  Clifford  E.  Mills, 
owner. 

SLJBJEC 1  Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  residence 
use  and  F  area  district  the  erection  and  maintenance 
of  a  building  to  be  used  as  a  gas  station,  auto  laun¬ 
dry,  lubritorium,  office  and  boiler-room  in  conjunc¬ 
tion  with  a  gasoline  service  station  on  a  plot  of 
ground  previously  occupied  as  a  gasoline  service  sta¬ 
tion. 

PREMISES  AFFECTED — 144-39  to  144-47  Farmers  boule¬ 
vard,  southeast  corner  of  South  Conduit  avenue 
(Block  No.  4517,  Lot  No.  1  and  part  of  Lot  No.  3), 
Springfield,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Opposition:  Harold  Klorfein,  Department  of 
Parks 

ACTION  OF  BOARD — Laid  over  to  October  22,  1940.  at 
10  A.M.,  for  further  consideration.  Applicant  to 
submit  revised  plans. 


470-40-BZ. 

APPLICANT — Lama  and  Proskauer,  for  William  Cohn, 
owner  (Jacob  Newmark.  lessee). 

SUBJECT — Application  (  re  decision  of  the  acting  borough 
superintendent  of  buildings),  under  sections  7c  and 
21  of  the  building  zone  resolution,  to  permit,  partlv 
in  a  business  use  district  and  partly  in  a  residence 
use  district,  the  extension  of  an  existing  gasoline 
service  station  and,  also,  the  narking  and  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 4070-4076  Broadway,  southeast 
corner  of  West  172nd  street  (Block  No.  2141,  Lot 
Nos.  17  to  20,  inclusive),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  \lfred  A.  Lama,  Samuel  R.  Rosen¬ 
berg.  Jacob  Newmark  and  N.  B.  Cosel. 

For  0»'Tv\si*irin :  Sol  A.  Elerzog. 

ACTION  OF  BOARD — Laid  over  to  October  29.  1940,  .it 
10  A.M.,  for  final  decision.  Plans  to  be  submitted 
not  later  than  October  22nd. 


532-40-BZ. 

APPLICANT — Benjamin  M.  Sylvan,  for  Hvlda  Kaufman 
and  Sadie  Rosenberg,  owners. 
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SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  section  7h  of  the 
building  zone  resolution,  to  permit  in  a  business 
use  district,  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 988  Forest  avenue,  east  side. 
168.65  ft.  south  of  East  165th  street,  and  991-1001 
Tinton  avenue  (Block  No.  2659,  Lot  No.  20),  Bor¬ 
ough  of  The  Bronx. 

APPEARANCES— 


For  Applicant:  Samuel  Levy. 

ACTION  OF  BOARD — Application  withdrawn  on  request 
of  applicant. 


THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock.  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  . 

Negative  . 


4 

0 


1048-22-BZ. 

APPLICANT — W.  H.  and  J.  F.  Dusenbury,  for  Kingleff 
Holding  Corporation,  owner. 

SUBJECT — Application  reopened  May  7,  1940  (re  decision 
of  the  borough  superintendent  of  buildings),  under 
section  21  of  the  building  zone  resolution,  to  permit 
in  a  business  use  district  the  maintenance  of  a  gaso¬ 
line  service  station  used  in  conjunction  with  a 
garage  for  more  than  five  (5)  motor  vehicles  (said 
garage  was  previously  granted  by  the  Board). 
PREMISES  AFFECTED— 472-494  Kingston  avenue.  585- 
603  East  New  York  avenue,  northwest  corner,  and 
546-554  Lefferts  avenue  (Block  No.  1332,  Lot  Nos. 
38  and  39),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  J.  F.  Dusenbury,  Joseph  Prince  and 
William  E.  Anderson. 

For  Opposition:  None. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTON— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(1048-22-BZ) 

Whereas,  this  application,  to  permit  in  a  business  use 
district  the  erection  of  a  garage  for  more  than  five  (5) 
motor  vehicles;  premises  585-599  East  New  York  avenue, 
Borough  of  Brooklyn,  was  granted  by  the  Board  October 
24,  1922,  on  certain  conditions  ;  and 

Whereas,  W.  H.  and  J.  F.  Dusenbury,  for  Kingleff 
Holding  Corporation,  owner,  requested  reopening  of  the  ap¬ 
plication  under  section  21  of  the  building  zone  resolution,  to 
permit  in  a  business  use  district  the  maintenance  of  a  gasoline 
service  station  used  in  connection  with  said  garage;  and 
Whereas,  this  application  was  reopened  by  vote  of  the 
Board  May  7,  1940 ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  September  24,  1940.  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Lefferts  avenue  is  in  a  residence 
and  business  use  district ;  that  Kingston  avenue  and  East 
New  York  avenue  are  in  business  use  districts;  and 
Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Alteration  Application  No.  2032-1940,  dated 
May  1,  1940,  reads: 

“1.  Original  application  for  a  garage  on  these  prem¬ 
ises  was  approved  by  the  Board  of  Standards  and  Ap¬ 
peals  conditionally.  Any  change  in  occupancy  or  altera¬ 
tion  must  be  approved  by  the  Board.” 


and 

Whereas,  the  premises  consist  of  an  irregular  shaped 
plot  of  ground  having  a  frontage  of  134  ft.  on  East  New 
York  avenue,  200  ft.  on  Kingston  avenue  and  74  ft.  on  Lef¬ 
ferts  avenue;  upon  this  plot  there  is  a  one-story  garage  for 
more  than  five  (5)  motor  vehicles;  the  Lefferts  avenue 
front  wall  of  the  garage  is  located  10  ft.  back  of  the  street 
line  of  Lefferts  avenue,  and  in  this  space  are  located  two 
gas  pumps ;  it  is  proposed  to  maintain  this  space  as  a  gaso¬ 
line  service  station. 

Resolved,  that  the  Board  of  Standards  and  Appeals  doess 
hereby  amend  the  resolution  of  October  24,  1922,  as  amended 
by  resolution  of  January  31,  1923,  so  that  as  amended  the 
resolution  shall  read: 

“ Resolved ,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution, 
and  that  the  application  be  and  it  hereby  is  granted  on 
condition  that  the  rear  walls  shall  be  unpierced  through¬ 
out  their  entire  length  and  height ;  that  the  building 
shall  be  constructed  of  fireproof  material ;  that  the  front 
elevation  on  East  New  York  avenue  and  Kingston  ave¬ 
nue  shall  be  faced  with  tapestry  brick  and  stone  or  archi¬ 
tectural  terra  cotta  trimmings ;  that  any  windows  on 
these  street  fronts  shall  have  sills  not  less  than  6  ft. 
above  the  sidewalk  level ;  that  the  existing  gasoline 
selling  alcove  on  Lefferts  avenue,  as  indicated  on  plans 
filed  herein  and  as  passed  on  by  the  borough  superin¬ 
tendent  of  buildings  under  Alteration  Application  No. 
2032-40,  may  be  continued  for  a  term  of  ten  (10)  years 
from  the  date  of  this  amended  resolution,  on  condition 
that  it  shall  not  be  extended  in  area  and  that  no  addi¬ 
tional  gasoline  pumps  shall  be  installed  other  than  the 
two  now  existing,  and  no  signs  shall  be  erected  or  main¬ 
tained  on  the  Lefferts  avenue  front,  except  one  brand 
sign,  which  may  extend  bevond  the  building  line  for  a 
distance  of  not  more  than  5  ft.;  that  no  Neon  lighting 
shall  be  maintained  and  that  any  existing  shall  be  re¬ 
moved  :  that  lighting  furnished  shall  be  solely  from  the 
illuminated  globes  of  the  pumps  and  from  ceiling  lights, 
equipped  with  metallic  reflectors,  reflecting  away  from 
adjoining  occupancies;  that  no  portable  gasoline  pumps 
shall  be  used  on  or  from  the  premises ;  that  no  curb 
cuts  shall  be  installed  other  than  those  now  existing, 
each  not  exceeding  30  ft.  in  width ;  that  a  suitable  rail¬ 
ing  or  wall  shall  be  maintained  toward  the  easterly  side 
as  a  protection  along  Kingston  avenue ;  that  the  two 
existing  roof  signs  facing  Lefferts  avenue  shall  be  re¬ 
moved  and  no  roof  signs  shall  be  constructed ;  that  all 
permits  required  shall  be  obtained  and  all  work  com¬ 
plying  with  this  resolution  completed  within  six  (6) 
months  from  the  date  of  this  amended  resolution.” 


192-29-BZ. 

APPLICANT — H.  A.  Mugler,  for  Veronica  Kambourian. 
owner. 

SUBJECT — Application  reopened  January  3,  1940  (re  deci¬ 
sion  of  the  borough  superintendent  of  buildings), 
under  sections  7c  and  21  of  the  building  zone  reso¬ 
lution,  to  permit  in  a  business  use  district  the  re¬ 
construction  and  extension  of  a  gasoline  service  sta¬ 
tion  (previously  granted  by  the  Board). 

PREMISES  AFFECTED— 58-02  to  58-06  Laurel  Hill 
boulevard  and  51-01  to  51-05  58th  street,  southeast 
corner  (Block  No.  2342,  Lot  Nos.  8.  9,  10  and  parts 
of  Lot  Nos.  6  and  7),  Woodside,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  H.  A.  Mugler  and  V.  Kambourian. 
For  Opposition:  Gaetana  Valenza,  Mary  McManus, 
Walter  H.  Merritt  and  C.  C.  Frazer. 

ACTION  OF  BOARD — Resolution  amended. 
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THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  . '  ’  ’ '  q 


THE  RESOLUTION— 

(192-29-BZ) 

.  Whereas,  this  application,  under  section  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  use  district  the 
erection  and  maintenance  of  a  gasoline  service  station 
premises  58-02  to  58-06  Laurel  Hill  boulevard  and  51-01  to 
51-05  58th  street,  southeast  corner  ( Block  No.  2542,  Lot 
Nos.  8,  9.  10  and  parts  of  Lot  Nos.  6  and  7)  ‘  Woodside, 
Borough  of  Queens,  was  granted  hv  the  Board  July  16,  1929, 
on  certain  conditions ;  and 

Whereas,  Veronica  Kambourian,  owner,  requested  a  re¬ 
opening  of  the  application  under  sections  7c  and  21  of  the 
building  zone  resolution,  to  permit  the  reconstruction  and 
extension  of  said  gasoline  service  station ;  and 

Whereas,  this  application  was  reopened  hv  vote  of  the 
Board  January  3,  1940;  and 

Whereas,  a  public  hearing  was  held  on  this  application  hv 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 

'  September  24.  1040,  after  due  notice  hv  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Anneals;  and 

Whereas,  the  use  district  maps  accomnanving  the  building 
zone  resoluton  show  that  Laurel  Hill  boulevard  and  58th 
street  are  in  business  and  residence  use  districts ;  58th  place 
and  52nd  avenue  are  in  residence  and  business  use  districts ; 
and 

!  Whereas,  the  decision  of  the  borough  sunerint^ndent  of 
buildings,  on  New  Building  Application  No,  5976-1939.  dated 
Januarv  16,  1940,  reads: 

“1.  The  erection  of  a  gas  service  station  in  a  busi¬ 
ness  district  is  contrary  to  the  Zone  Law.  ("Art.  TT. 
Sec.  4,  sub.  46).” 

and 

Whereas,  the  premises  consist  of  an  irregular  shaped 
plot  of  ground  having  a  frontage  of  91.9  ft.  on  58th  street 
and  88.1  ft.  on  Laurel  Hill  boulevard :  an  irregular  shaped 
area  at  the  north  portion  of  the  plot,  having  a  frontage  of 
68.1  ft.  on  Laurel  Hill  boulevard  and  11.82  ft.  on  58th  street, 
is  used  as  a  gasoline  service  station  ( the  remainder  of  a  gas 
station  previously  granted  by  the  Board  but  diminished  in 
area  by  the  Laurel  Hill  boulevard  widening  proceedings)  : 
it  is  proposed  to  occupv  the  entire  plot  under  consideration 
as  a  gasoline  service  station ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  hv  a  committee  of  the  Roard. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  16,  1929.  so 
that  as  amended  the  resolution  shall  read : 

'‘Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  zrariation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution, 
and  that  the  application  he  and  it  hereby  is  granted,  to 
permit  the  continuation  of  the  existing  gasoline  station 
on  the  reduced  plot,  and  as  extended  to  include  por¬ 
tions  of  Lot  Nos.  6  and  7,  as  indicated  on  plans  filed 
herein,  on  condition  that  all  existing  buildings  shall  he 
demolished  and  the  plot  shall  be  leveled  substantially  to 
the  grade  of  Laurel  Hill  boulevard ;  that  the  accessorv 
building  shall  be  located  toward  the  center  of  the  plot 
as  indicated ;  that  there  shall  be  constructed  on  the  in¬ 
terior  lot  lines,  southerlv  and  easterly,  continuously  from 
58th  street  to  Laurel  Hill  boulevard,  a  wall  not  less  than 
6  ft.  in  height,  constructed  on  both  sides  of  face  brick 
and  properly  coped ;  that  such  wall  mav  he  reduced  to 
a  height  of  4  ft.  and  for  a  distance  of  not  over  7  ft. 
from  either  street  building  line;  that  such  wall  shall 
not  be  painted;  that  planting  areas  shall  be  maintained 
at  all  times  with  suitable  planting ;  that  all  other  parts 
of  the  premises  shall  be  cement  paved:  that  gasoline 
pumps  erected  shall  be  not  nearer  than  15  ft.  to  either 


street  building  line;  that  entrances  shall  be  restricted  to 
two  not  over  25  ft.  in  width  each  from  Laurel  Hill 
boulevard  and  two  not  over  25  ft.  in  width  each  from 
,  th  stieet;  that  no  portion  of  any  curb  cut  entrance 
shall  be  nearer  than  5  ft.  to  the  interior  lot  lines  as 
projected;  that  at  the  intersection  of  58th  street  and 
Laurel  Hill  boulevard  there  shall  be  constructed  within 
the  building  line  a  block  of  concrete  not  less  than  12  in. 
in  height  and  7  ft.  along  each  building  line  from  the 
intersection;  that  this  block  may  be  triangular  in  shape: 
that  signs  shall  be  restricted  to  permanent  signs  at¬ 
tached  to  the  accessory  building  and  to  the  illuminted 
globes  oi  the  pumps,  excluding  all  roof  and  temporary 
signs,  but  permitting  the  erection  of  a  post  standard 
within  the  building  line  near  the  intersection  for  sup¬ 
porting  a  sign,  which  may  be  illuminated,  advertising 
only  the  brand  of  gasoline  on  sale;  that  no  motor  ve¬ 
hicle  repairing  shall  be  done  and  no  parking  of  cars 
other  than  those  being  serviced;  that  no  portable  gaso- 
hne  tanks  shall  be  used  on  or  from  the  premises  •  that 
before  pJans  are  filed  with  the  borough  superintendent 
ot  buildings,  complete  working  drawings  shall  be  sub¬ 
mitted  in  .  compliance  with  this  resolution  for  further 
consideration  of  the  Board  showing  the  requirements 
herein  set  forth ;  that  such  plans  shall  be  submitted 
within  one  (1)  month  from  the  date  of  this  amended 
1  e solution,  and  after  approval  of  plans  all  permits  re¬ 
quired  and  all  wgrk  necessary  shall  be  completed  within 
one  (1)  year  thereafter.” 


2-40-BZ. 

APPLICANT  Kollsman  Instrument  Company,  Incorpo¬ 
rated  (lessee),  for  Palotto  Corporation,  owner. 
SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  section  7h  of  the 
building  zone  resolution,  to  permit  in  a  business  use 
district,  for  a  temporary  period  of  not  more  than 
two  (2)  years,  the  parking  of  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED — South  side  of  45th  avenue,  180 
ft.  east  of  80th  street  (Block  No.  1533,  Lot  No. 
45),  Elmhurst,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Joel  J.  Wiener. 

For  Opposition:  J.  J.  Flanagan,  F.  Schultz,  John 
Delrock,  M.  Dunsley  and  Charles  Mann. 
ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(2-40-BZ) 

Whereas,  Kollsman  Instrument  Company,  Incorporated 
(lessee),  for  Palotto  Corporation,  owner,  filed  January  2, 
1940,  an  application  under  section  7h  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district,  for  a  tem¬ 
porary  period  of  not  more  than  two  (2)  years,  the  parking 
of  more  than  five  (5)  motor  vehicles;  premises  south  side  of 
45th  avenue,  180  ft.  east  of  80th  street  (Block  No.  1533,  Lot 
No.  45),  Elmhurst,  Borough  of  Queens;  and 
Whereas,  a  public  hearing  was  held  on  this  application  bv 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
September  24,  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  45th  avenue  is  in  a  business 
and  unrestricted  use  district;  80th  street  is  in  unrestricted, 
business  and  residence  use  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Miscellaneous  Application  No.  6167-39,  dated 
June  7,  1940,  reads: 
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“The  parking  of  more  than  5  cars  on  a  lot  located  in 
a  business  district  is  contrary  to  article  2,  section  4  of 
the  Zoning  Law.” 
and 

Whereas,  the  premises  consist  of  a  vacant  plot  of  ground 
with  a  frontage  of  40  ft.  and  a  depth  of  100  ft.,  which  it  is 
proposed  to  use  as  a  parking  space  for  the  applicant’s  em¬ 
ployees  ;  there  will  be  no  service  rendered  or  fees  charged 
and  the  plot  will  be  used  in  connection  with  an  adjoining  lot 
on  47th  avenue,  which  is  located  in  the  unrestricted  use  dis¬ 
trict  ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  h.  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution,  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted,  under  section  7h  there¬ 
of,  for  a  temporary  period  of  two  (2)  years,  to  permit  Lot 
No.  45  under  appeal  to  be  occupied  for  the  transient  parking 
of  more  than  five  (5)  motor  vehicles  in  conjunction  with  the 
lot  in  the  rear  of  tTie  unrestricted  district,  Lot  No.  69,  and 
limited  solely  to  cars  belonging  to  the  officers  and  employees 
of  the  concern  operating  the  factory  on  Lot  No.  36  in  the 
same  block,  on  condition  that  there  shall  be  no  entrance  from 
this  plot  to  45th  avenue,  and  on  further  condition  that  if 
there  are  more  cars  belonging  to  the  officers  and  employees 
of  the  factory  than  can  be  accommodated  on  Lot  Nos.  45  and 
69,  that  the  management  of  the  factory  will  undertake  to 
control  such  excess  parking  so  that  same  will  not  take  place 
on  45th  avenue  nor  on  80th  street  or  north  thereof  ;  that 
along  the  interior  lot  lines  and  the  building  line  of  45th  ave¬ 
nue  there  shall  be  a  substantial  chain-link  fence  constructed 
and  maintained ;  that  all  permits  required  shall  be  obtained 
and  all  work  completed  within  six  (6)  months  from  the  date 
of  this  resolution. 


194-40-BZ. 


APPLICANT — Helen  Lulves,  owner. 

SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  residence 
use  district  the  conversion  of  occupancy  of  an  exist¬ 
ing  dwelling  to  business  use  (undertaking  estab¬ 
lishment)  . 

PREMISES  AFFECTED— 4259  Bronxwood  avenue,  west 
side,  165.80  ft.  south  of  East  236th  street  (Block 
No.  5001,  Lot  No.  62),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Helen  Lulves,  Harry  Lulves  and 
Frank  J.  Ross. 

For  Opposition:  Isidore  Oshlag,  John  B.  Alfieri, 
Paul  A.  Bogan,  Victor  E.  Aceto,  Tillie  Albus 
and  George  Bromrn^ 

ACTION  OF  BOARD— Application  denied. 


0 


THE  VOTE  TO  GRANT— 

Affirmative  . 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

THE  RESOLUTION— 

(194-40-BZ) 

Whereas,  Helen  Lulves,  owner,  filed  February  21.  1940, 
an  application  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  residence  use  district  the  conversion  of 
occupancy  of  an  existing  dwelling  to  business  use  (under¬ 
taking  establishment)  ;  premises  4259  Bronxwood  avenue, 
west  side,  165.80  ft.  south  of  East  236th  street  (Block  No. 

5001,  Lot  No.  62),  Borough  of  The  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
September  24,  1940;  and 


Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Bronxwood  avenue  is  in  a  business 
and  residence  use  district ;  Pitman  avenue  and  Barnes  avenue 
are  in  business  use  districts  ;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Alteration  Application  No.  40-40,  dated  July 
23,  1940,  reads: 

“1.  Business  (Undertaking  Establishment)  prohib¬ 
ited  in  a  Residence  District.  Sec.  3,  Art.  2  of  the  Build¬ 
ing  Zone  Resolution. 

EXAMINATION  NOT  FURTHER  CONSID¬ 
ERED.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  50  ft. 
by  78.72  ft.  in  area,  on  which  is  located  a  two  and  one-half 
story  non-fireproof  building,  19  ft.  by  36.14  ft.  in  area,  occu¬ 
pied  as  a  dwelling ;  it  is  proposed  to  change  the  occupancy 
of  the  first  story  to  a  funeral  parlor  and  undertaking  estab¬ 
lishment  and  as  dwellings  above ;  and 

Whereas,  a  committee  of  the  Board  inspected  the  plot 
and  area  prior  to  the  hearing ;  and 

Whereas,  the  Board  deemed  that  the  applicant  failed  to 
substantiate  a  basis  of  appeal  under  section  21  of  the  build¬ 
ing  zone  resolution. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  on  Alteration  Application  No.  40-40,  Objection 
No.  1,  be  and  it  hereby  is  affirmed  and  that  the  application 
be  and  it  hereby  is  denied. 


302-40-BZ. 

APPLICANT — Ferdinand  Savignano,  for  Joseph  Molina, 
owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  business  use 
district  the  extension  and,  also,  conversion  of  occu¬ 
pancy  of  the  first  story  of  an  existing  building  to  a 
saw  and  planing  mill. 

PREMISES  AFFECTED— 1348-1350  (1340  displayed) 

60th  street,  south  side,  340  ft.  east  of  13th  avenue 
(Block  No.  5719.  Lot  No.  24),  Borough  of  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant :  Louis  Lieberman. 

For  Opposition:  Joseph  Bico,  Concetta  Misiti, 
Catherine  Casioppo,  Antoinette  Trua,  Clara 
Frangipone  and  Nancy  Boncare. 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

Negative  .  u 

THE  RESOLUTION— 

(302-40-BZ) 

Whereas,  Ferdinand  Savignano,  for  Joseph  Molina, 
owner,  filed  March  25,  1940,  an  application  under  section  21 
of  the  building  zone  resolution,  to  permit  in  a  business  use 
district  the  extension  and.  also,  conversion  of  occupancy.  of 
the  first  story  of  an  existing  building  to  a  saw  and  planing 
mill;  premises  1348-1350  (1340  displayed)  60th  street,  south 
side,  340  ft.  east  of  13th  avenue  (Block  No.  5719,  Lot  No. 
24),  Borough  of  Brooklyn;  and  _  , 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
September  24,  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and  . 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  60th  street  is  in  a  business  use 
district;  61st  street  is  in  an  unrestricted  district;  New 
Utrecht  avenue  is  in  a  business  and  unrestricted  use  district ; 
and 
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Whereas,  the  decision  of  the  borough  superintendent  of 
bu’  dmgs,  on  Alteration  Application  No.  5610-39  dated  May 

1,  194U,  reads:  '  ’ 

Large  woodworking  shop,  which  may  be  classed  as  a 
saw  and  planing  mill,  located  in  a  business  use  district 
contrary  to  B.Z.  Resolution,  Art.  II,  Sect.  4- A 

and 

Whereas,  the  premises  consist  of  a  three-story  non-fire- 
proof  building,  20  ft.  by  50  ft.  in  area  at  first  story  occu¬ 
pied  as  a  store  on  the  first  story  and  for  two  families  above  • 
it  is  proposed  to  extend  the  building  on  the  first  story  to 
;;i,c;'he  e"tlfr.e  Pjot  <40  &  by  100  ft.)  and  to  Change  the 

Wh™?*?  Ahe  hrSt  st.ory  t0  a  saw  and  Planing  mill;  and 
W  hereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 

•  '\nI-EiR\AS’  tlie  Board  deemed  that  this  was  a  proper  case 
.W>!C\t°  exeT'se  lts  discretion  to  grant  under  sections  7c 
an(i  -t  of  the  building  zone  resolution. 

hJrfh°lVedh  that  th?  Boai:d  of  Standards  and  Appeals  does 
hereby  wake  a  variation  in  the  application  of  the  use  dis- 
ti  ict  regulations  ot  the  building  zone  resolution,  and  that  the 
application  be  and  it  hereby  is  granted ,  under  sections  7c  and 
-1  thereof,  for  a  term  of  ten  (10)  years,  to  permit  the  premi¬ 
ses  under  appeal  to  be  occupied  for  a  woodworking  estab¬ 
lishment,  arranged  and  equipped  substantially  as  proposed, 
on  condition  that  in  all  other  respects  the  building  and  occu- 
pancy  shall  comply  with  all  laws,  rules  and  regulations  ap¬ 
plicable  thereto  as  well  as  to  the  requirements  of  the  State 
Labor  Law  as  to  the  cyclone  dust  and  sawdust  exhaust  sys- 
tem,  which  shall  be  installed  and  maintained  at  all  times; 
that  the  building  proposed  shall  not  be  erected  nearer  to  the 
street  line  of  60th  street  than  the  front  wall  of  the  firehouse 
on  he  adjoining  plot;  that  the  work  of  the  establishment 
shall  be  conducted  only  between  the  hours  of  8  A.M  and 
6  P  iM.  on  working  days,  exclusive  of  Sundays  and  holidays; 
that  no  sign  shall  be  erected  0n  the  building  other  than  a 
permanent  sign  attached  to  the  front  of  the  building;  that 
no  windows  or  doors  shall  be  constructed  or  maintained  hi 
he  side  or  rear  walls  opening  upon  the  adjoining  premises ; 
that  the  first  story  0f  the  existing  building  shall  not  be  used 
in  connection  with  the  proposed  woodworking  shop,  except  as 
offices  and  showrooms  m  connection  therewith,  and  shall  be 
separated  from  the  balance  of  the  building  bv  fireproof  walls 
and  doors;  that  all  permits  required  shall  be  obtained  and  all 
work  involved  completed  within  one  (1)  year  from  the  date 
ot  this  resolution. 


574-40-BZ. 

APPLICANT— Lama  and  Proskauer,  for  Giuseppe  Proscia 
owner. 

SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  section  21  0f  the 
building  zone  resolution,  to  permit  in  a  business  use 
<  (strict  the  alteration  and  conversion  of  occupancy 
of  an  existing  building  to  a  garage  for  more  than 
„„„  hve  (5)  motor  vehicles. 

PREMISES  AFFECTED — 565-569  Carroll  street,  north 
side ,  ()  it  east  0f  Fourth  avenue  (Block  No.  958 

appearances-'  Borough  of  Brooklyn' 

For  Applicant :  Alfred  A.  Lama  and  Rose  Silecchia. 
Lor  Opposition :  Solomon  Schweitzer,  Abe  Plesh 
ArTInxT  bra"k  ASbapiro  and  Max  Sternbach. 

CTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Ravage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

Negative  . !!.*!.'.*!!!!!’!! .  0 

'  HE  RESOLUTION— 

(574-40-BZ) 

W  hereas,  Lama  and  Proskauer,  for  Giuseppe  Proscia 
“wner,  filed  May  27,  1940,  an  application  under  section  21 


dLtrictb the  *  afteratfo  resc>1  Vtion ’  to  m  a  business  use 

l.trict  the  alteration  and  conversion  of  occupancy  of  an 

exiting  building  to  a  garage  for  more  than  five  (5^  motor 

vehicles,  premises  565-569  Carroll  street,  north  side  220  ft 

N°'  L“‘  ^  ^ 

th,Wif  ERE.ASV\-PUb!ic  bearing  was  held  on  this  application  by 

SwtemlS  24S?^rdJ/nd/PPCa,-s-  at  its  meeting* 

Bu  let  r  1°’  afte/  cduc  notlCe  bv  Publication  in  the 

Wi  kreas  th  B°ar?  f f-  btandards  and  Appeals ;  and 

V  iereas,  the  use  district  maps  accompanying  the  building 

zone  resolution  show  that  Carroll  street  and  Fourth  avenue 
arc  m  business  use  districts ;  and 

V  hereas,  the  decision  of  the  borough  superintendent  of 
reads -lgS’  ^  Appllcation  Na  2326-40,  dated  May  20,  1940, 

Proposed  change  of  occupancy  of  two-story  non-fire- 
proof  Tag°2  sto.rcage  building  to  a  public  garage  for 
more  than  five  (5)  cars  in  a  business  district  is  con- 
traiy  to  BuiMmg  Zone  Resolution,  Art.  II  4-A  (IS) 
and  aU<^  BuddlnS  Code  4.2.1,  Classification  No.  5.” 

bvU100  RftAS<  thC  prf lises,  consist  of  a  plot  of  ground  55  fr. 
by  100  ft.,  on  which  is  located  a  one  and  two-story  brick 
uilding,  occupied  as  stable  and  wagon  storage;  it  is  pro- 
posed  to  alter  the  building  by  removing  interior  partitions 
a  id  the  second  story  and  to  occupy  the  building  as  a  garage 
f°wn°re  tban  bve  ^  motor  vehicles;  and 

hereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board;  and 

\  hereas,  the  application  was  amended  at  this  hearing  to 
include  section  7c;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  t°  exercise  its  discretion  to  grant  under  section  7 
subdivision  c,  of  the  building  zone  resolution. 

herebvZZk  ^  tH-  ,?°ard  °[  Standards  aild  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis- 

rict  regulations  of  the  building  zone  resolution,  and  that  the 

application  be  and  it  hereby  is  granted,  under  section  7c  to 

permit  the  extension  of  the  legal,  existing  five-car  garage 

so  as  to  include  the  entire  building,  on  condition  tliat  the 

bmldmg  sha  1  be  altered  substantially  as  indicated  on  plans 

filed  with  this  application,  and  shall  not  be  increased  in 

height  or  area ;  that  the  existing  curb  cut  may  be  extended 

shah  hp°Vfier  2VS  T  -Wldth;  ?at  the  cedings  throughout 
p  ,x  fire*retarded  in  accordance  with  the  rules  of  the 
Board ;  that  no  exterior  openings  shall  be  constructed  in  the 

Slltll  M  i  ta  th.ettside  or  rea>-  a"d  any  existing  openings 
sha  be  blocked  with  approved  masonry;  that  no  skylights 

?baI  •  be  eiecJed  nearer  than  10  ft.  to  the  rear  side  or  rear 
lot  line;  that  this  garage  shall  be  occupied  solely  for  the 
storage  of  motor  vehicles  and  no  repairing  carried  on  except 
minor  adjustments  with  hand  tools  may  be  permitted;  that 
gasolme  for  sale  shall  be  restricted  to  capacity  of  one  ( 1  ) 

fu  tank  and  on.e  pumP’  which  sha11  be  located  inside 

the  building,  and  gasoline  shall  not  be  sold  to  passers-by  but 
so  elv  for  the  convenience  of  those  storing  their  automobiles 
within  the  building;  that  no  portable  gasoline  pump  shall  be 
used  on  or  from  the  premises ;  that  signs  shall  be  restricte  I 
to  a  permanent  sign  attached  to  facade  of  the  building,  ex- 

u  n"ug  a.  temp0rary  a'ld  roof  si^ns»  and  that  all  permits 
shall  be  obtained  and  all  work  involved  shall  be  completed 
within  one  (1)  year  from  the  date  of  this  resolution. 


Adjourned,  1:15  P.M. 


Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  SEPTEMBER  24,  1940. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Assistant  Chief  McCarthy. 
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BUILDING  ZONE  CASES. 

110-37-BZ. 

APPLICANT — Arnold  W.  Lederer,  for  Putnam  Theatrical 
Corporation,  owner  (Joseph  Stoy,  lessee). 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  Calendar  (re  decision  of  the  borough 
superintendent  of  buildings),  under  sections  7h,  7f 
and  21  of  the  building  zone  resolution,  to  permit  in 
a  business  use  district  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles  (previously 
dismissed  for  lack  of  prosecution). 

PREMISES  AFFECTED— 345-349  9th  street,  north  side. 
240  ft.  west  of  Sixth  avenue,  and  314-332  8th  street 
(Block  No.  1005,  Lot  Nos.  31  to  36,  inclusive,  57 
58,  59,  28  and  29),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Jerome  N.  Wanshel. 

ACTION  OF  BOARD— Application  reopened  and  set  for 
hearing  October  15,  1940,  at  10  A.M. 

THE  VOTE  TO  REOPEN  AND  SET  FOR  HEAR¬ 
ING— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


179-37-BZ. 

APPLICANT — Irving  M.  Fenichel,  for  Louis  M.  Brann, 
owner  (New  Method  Service  Company.  Incor¬ 
porated,  lessee). 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  Calendar  (re  decision  of  the  borough 
superintendent  of  buildings),  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  business  use 
district  the  operation  of  a  clothes-cleaning  unit  as 
an  accessory  to  the  laundry  business  conducted 
therein  (erection  and  maintenance  of  a  garage  for 
more  than  five  (5)  motor  vehicles  previously  granted 
by  the  Board)  ;  (previously  withdrawn). 

PREMISES  AFFECTED— 461  Bay  street,  east  side,  434.23 
ft.  north  of  Wave  street  (Block  No.  488,  Lot  No. 
18),  Stapleton,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Irving  M.  Fenichel. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  October  15,  1940,  at  10  A.M. 

THE  VOTE  TO  REOPEN  AND  SET  FOR  HEAR¬ 
ING— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


461-38-BZ. 

APPLICANT— Herman  Kron,  for  Trustees  of  Columbia 
University,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
rehearing  on  the  basis  of  new  facts — re  Application 
(decision  of  the  borough  superintendent  of  build¬ 
ings),  previously  denied  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  business  use 
district,  for  a  temporary  period  of  not  more  than 
two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles  on  an  existing  gasoline 
service  station. 

PREMISES  AFFECTED — 1910  Broadway,  east  side,  87 
ft.  3  in.  south  of  West  64th  street,  and  60  West 
64th  street  (Block  No.  1116,  Lot  No.  53),  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Herman  Kron,  S.  Martin  Adelman 
and  J.  Greenwald. 


ACTION  OF  BOARD— Request  to  reopen  denied. 

THE  VOTE  TO  REOPEN— 

Affirmative  . .  ■  •  •  0 

Negative:  Chairman  Murdock  and  Commission¬ 
ers  Savage  and  Blum  .  3 

Not  Voting:  Assistant  Chief  McCarthy .  1 

THE  RESOLUTION— 

(461-38-BZ) 


Whereas,  William  F.  Regan,  for  Trustees  of  Columbia 
University,  owner  (Michael  T.  Watts,  lessee),  filed  June  6, 
1938,  an  application  under  the  building  zone  resolution,  to 
permit  in  a  business  use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles  on  an  existing  gasoline 
service  station;  premises  1910  Broadway,  east  side,  87  ft.  3 
in.  south  of  West  64th  street,  and  60  West  64th  street 
(Block  No.  1116,  Lot  No.  53),  Borough  of  Manhattan;  and 

Whereas,  this  application  was  denied  by  the  Board  May 
31,  1939;  and 

Whereas,  Herman  Kron,  for  Trustees  of  Columbia  Uni¬ 
versity,  owner,  requested  rehearing  of  the  application  on 
the  basis  of  new  facts ;  and 

Whereas,  these  premises  were  inspected  by  a  committee 
of  the  Board;  and 

Whereas,  the  Board  deemed  there  was  no  basis  for  re¬ 
opening. 

Resolved,  that  the  request  for  reopening  be  and  it  hereby 
is  denied. 


542-38-BZ. 

APPLICANT — Patrick  Quilty,  acting  chief  engineer,  for 
Department  of  Water  Supply,  Gas  and  Electricity, 
City  of  New  York,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment — re  Application  (decision  of  the  borough 
superintendent  of  buildings),  under  section  21  of  the 
building  zone  resolution,  permitting  in  a  business  use 
district  the  erection  and  maintenance  of  an  exten¬ 
sion  to  an  existing  pumping  station,  extension  to 
be  used  as  a  garage  for  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED — Southwest  corner  of  Underhill 
avenue  and  Fresh  Meadow  road  (Block  No.  5580, 
Lot  No.  140),  Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Samuel  Judenfreund. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION—  ... 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(542-38-BZ) 

W hereas,  Patrick  Quilty,  for  Department  of  Water 
Supply,  Gas  and  Electricity,  City  of  New  York,  owner,  filed 
June  24,  1938,  an  application  under  the  building  zone  reso¬ 
lution,  to  permit  in  a  business  use  district  the  erection  and 
maintenance  of  an  extension  to  an  existing  pumping  sta¬ 
tion,  extension  to  be  used  as  a  garage  for  more  than  five 
(5)  motor  vehicles;  premises  southwest  corner  of  Fresh 
Meadow  road  and  Underhill  avenue  (Block  No.  5580,  Lot 
No.  140),  Flushing,  Borough  of  Queens;  and 

Whereas,  this  application  was  granted  by  the  Board  De¬ 
cember  20,  1938,  on  certain  conditions,  and  the  applicant  re¬ 
quested  an  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  resolution  adopted  by  the  Board  on  December 
20,  1938,  so  that  as  amended  the  resolution  shall  read: 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution 
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and  that  the  application  be  and  it  hereby  is  granted, 
under  section  7c  thereof,  so  as  to  permit  the  construc¬ 
tion  of  the  garage  as  proposed,  on  condition  that  such 
use  shall  continue  only  so  long  as  the  building  is  used 
as  a  garage  in  connection  with  the  water  works  property 
under  the  jurisdiction  of  the  Department  of  Water  Sup¬ 
ply.  Gas  and  Electricity;  that  in  the  event  it  is  desired 
to  construct  the  proposed  garage  building  without  the 
connecting  link,  joining  same  to  the  existing  boiler-room 
or  as  shown  on  New  Building  Application  No.  5882-4o! 
the  original  requirements  of  this  resolution  may  still  be 
deemed  to  comply,  provided  all  permits  are  obtained  and 
all  work  completed  within  one  (1)  vear  from  the  date 
of  this  amended  resolution 


104-39-BZ. 

APPLICANT — Allan  B.  Bates,  for  Loro  Holding  Corpora¬ 
tion,  owner. 

SUBJECT  Application  for  consideration — reopening  and 
amendment  re  Application  (decision  of  the  borough 
superintendent  of  buildings),  under  section  21  of  the 
unlding  zone  resolution,  permitting  in  a  business 
use  district  the  extension  of  an  existing  gasoline 
service  station. 

PREMISES  AFFECTED — 606-612  Grand  Concourse,  east 
“d«»  175  ft-  north  of  East  150th  street  (Block  No. 
“443,  Lot  Nos.  45,  46  and  47),  Borough  of  The 
Bronx. 

APPEARANCES— 

A^T~For  Applicant:  Robert  Olmstead. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

TS£a>t0TE  T0  REOPEN  AND  AMEND  RESOLU¬ 
TION — 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

Negative  .  ’  q 

THE  RESOLUTION— 

(104-39-BZ) 

Whereas,  this  application,  under  sections  7c  and  21  of  the 
building  zone  resolution,  to  permit  in  a  business  use  district 
of  an  existing  gasoline  service  station,  premises 
icn  i  2  Grand  Concourse,  east  side,  175  ft.  north  of  East 
150th  street  (Block  No.  2443,  Lot  Nos.  45,  46  and  47),  Bor¬ 
ough  °f  The  ?ronx’  )v.as  granted  by  the  Board  May  23, 
1939,  on  certain  conditions,  and  the  owner  requested  an 
amendment  of  the  resolution. 

Resolved .  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  23,  1939,  so 
that  as  amended  the  resolution  shall  read : 

Resolved ,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution 
and  that  the  application  be  and  it  hereby  is  granted, 
under  sections  7c  and  21,  to  permit  the  plot  under  ap¬ 
peal  to  be  extended  as  proposed,  and  the  existing  build¬ 
ings  reconstructed  substantially  as  shown  on  plans  filed 
with  this  appeal,  as  amended  by  revised  plans  marked 
Received  May  19,  1939’;  that  the  plot  west  of  the  pro¬ 
posed  accessory  building  shall  be  leveled  substantially 
to  the  grade  of  Grand  Concourse;  that  the  accessory 
building  shall  be  constructed  of  fireproof  materials 
throughout,  except  that  the  roof  beams  and  roof  board¬ 
ing,  door  frames  and  doors  may  be  of  wood,  provided 
all  windows  are  constructed  of  steel  frames  and  sash  ; 
that  there  shall  be  no  excavation  under  the  accessory 
building  except  for  the  greasing  pits ;  that  the  heater 
room  shall  be  separated  from  the  balance  of  the  building 
by  fireproof  construction,  enterable  only  from  the  rear, 
as  shown;  that  the  rear  yard  shall  be  cement  paved; 
that  reinforced  concrete  retaining  walls  shall  be  con¬ 
structed  along  the  railroad  right-of-way  and  shall  meet 


with  the  approval  of  the  New  York  Central  Railroad; 
that  above  the  grade  of  the  gasoline  station,  this  wali 
shall  be  constructed  with  a  concrete  curb  not  less  than 
2  ft.  in  height  with  an  ornamental  wood  fence  above 
to  a  total  height  of  not  less  than  5  ft. ;  that  the  plot 
where  not  covered  by  accessory  buildings  shall  be  cement 
paved;  that  the  pumps  shall  not  be  nearer  than  10  ft. 
to  the  street  building  line;  that  the  curb  cuts  shall  not 
exceed  two,  not  exceeding  30  ft.  in  width  each;  that 
along  the  southerly  lot  line  from  the  street  line  of  the 
Concourse  to  the  wall  of  the  accessory  building  there 
can  be  constructed  a  wall  or  a  facing  of  existing  party 
wall,  agreeing  in  design  with  the  accessory  building,  for 
a  height  not  less  than  8  ft. ;  that  no  signs  shall  be  erected 
other  than  permanent  signs  attached  to  the  facade  of  the 
accessory  building  and  illuminated  globes  of  the  pumps, 
excluding  all  roof  signs  and  temporary  signs,  but  per¬ 
mitting  the  construction  within  the  building  line  of  a 
post  standard  for  supporting  a  sign,  which  may  be  il¬ 
luminated,  advertising  only  the  brand  of  gasoline  on  sale, 
and  permitting  such  sign  to  extend  beyond  the  building 
line  for  a  distance  of  not  more  than  4  ft. ;  that  no  auto¬ 
mobile  repairing  shall  be  carried  on  and  no  parking  or 
storage  of  cars  other  than  those  being  serviced ;  that  the 
revised  plans  marked  ‘Received  May  19,  1939’,  are  here¬ 
by.  approved  as  in  substantial  compliance  with  the  re¬ 
quirements  of  this  resolution,  and  that  such  plans  shall 
be  carried  out  as  to  arrangement  and  material  shown  to 
be  used;  that  such  approval  shall  not  be  deemed  to  dis¬ 
regard  additional  conditions  of  this  resolution  where 
same  are  not  covered  by  these  plans ;  that  mechanical 
ventilation  shall  be  provided  in  connection  with  the 
greasing  pits  from  below  the  main  greasing  room  floor, 
ventilated  to  the  outer  air;  that  the  motor  used  in  con¬ 
nection  with  the  blower  shall  be  of  the  sparkproof.  en¬ 
closed  type.” 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 
354-40-A. 

APPLICANT — Chester  W.  Cambell,  Borough  Superin- 
tendent,  for  Department  of  Housing  and  Buildings, 
Borough  of  Queens. 

OWNER  OF  PREMISES— Paul  and  Juliet  Toth. 
SUBJECT — Revocation  of  Certificate  of  Occupancy  No. 

4923A  and  Permit  No.  N.B.  3110-37. 

PREMISES  AFFECTED — 24-46  24th  street,  west  side, 
175  ft.  north  of  Hoyt  avenue  (Block  No.  873,  Lot 
No.  59),  Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Hugo  E.  Anderson. 

For  Owner:  A.  Wilson. 

For  Administration :  Inspector  O’Donohue,  Depart¬ 
ment  of  Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  for  further  inspection 
by  a  committee  of  the  Board  within  next  few  weeks 
before  determination  bv  the  Board. 


618-40-A. 

APPLICANT — Alfred  T.  Long,  Incorporated,  owner. 

SLTBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 1267  Flushing  avenue,  north 
side,  25  ft.  east  of  Johnson  avenue,  and  636-644 
Johnson  avenue  (Block  No.  2996,  Lot  No.  22), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Peter  S.  Classer. 

ACTION  OF  BOARD — Laid  over  to  October  8,  1940,  at 
2  P.M..  on  request  of  applicant. 


636-40- A. 

APPLICANT — Samuel  Brenker,  for  Wikon  Realty  Cor¬ 
poration,  owner. 
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SUBJECT — Appeal  from  a  decision  — re  an  order  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 79  Rutgers  Slip  and  260  South 
street,  northeast  corner  (Block  No.  247,  Lot  No. 
1).  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Eugene  Walsh,  Murray  Silver  and 
S.  Brenker. 

For  Administration :  Inspector  Meyer,  Fire  De¬ 
partment,  and  Fred  Dahiem,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — -Laid  over  to  October  1,  1940,  at 
2  P.M.,  for  inspection  by  Fire  Department. 


784-40-A. 

APPLICANT — Ampion  Corporation  (lessee),  for  Quimby 
Corporation,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 47-02  to  47-08  Fifth  street, 
southwest  corner  of  47th  avenue  (Block  No.  20. 
Lot  No.  5),  Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Mack  L.  Kane. 

For  Administration:  Thomas  A.  Larkin,  Fire  De¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  October  8,  1940,  at 
2  P.M.,  for  further  consideration  bv  the  Board. 


882-40-A. 

APPLICANT — D.  A.  Collins  Manufacturing  Company,  In¬ 
corporated  (lessee),  for  Bush  Terminal  Corporation, 
owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 148  39th  street,  southwest  cor¬ 
ner  of  Second  avenue  (Bush  Building  No.  19,  fourth 
story),  (Block  No.  706,  Lot  No.  1),  Borough  of 
Brooklyn.  ✓ 1 
APPEARANCES— 

For  Applicant :  Harry  Dimin  and  Sherwood  Lowen- 
stein. 

For  Administration:  Inspector  Meyer,  Fire  De¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  October  15,  1940,  at 
2  P.M.,  for  further  consideration  by  the  Board. 


918-40-A. 

APPLICANT — Aerocrete  Corporation  of  America,  for  530 
Park  Avenue,  Incorporated,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 530  Park  avenue,  southwest 
corner  of  East  61st  street  (Block  No.  1375,  Lot 
Nos.  37  to  41  Y-i,  inclusive,  and  parts  of  Lot  Nos. 
32,  32TA,  33  and  36),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Denning  Miller. 

For  Administration:  Fred  Dahiem,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  October  1,  1940,  at 
2  P.M.,  for  further  inspection  by  a  committee  of 
the  Board. 


648-40- A. 

APPLICANT — Martin  Tori  (M.  P.  Santini,  Incorporated), 
for  Interstate  Storage  Warehouse,  Incorporated, 
owner. 

SUBTFCT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 10-16  Grand  avenue,  west  side, 
80  ft.  11  in.  south  of  Flushing  avenue  (Block  No. 
1877,  part  of  Lot  No.  31),  Borough  of  Brooklyn. 


APPEARANCES— 

For  Applicant:  Frank  Serri  and  Martin  Tori. 

For  Administration:  Thomas  A.  Larkin,  Fire  De¬ 
partment. 

ACTION  OF  BOARD — Appeal  withdrawn  after  argument. 
THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


502-40-A. 

APPLICANT — Ansonia  Fire  Prevention  Company,  for 
Arthur  Drayer  and  Son,  Incorporated,  owner. 
SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 130  Union  avenue,  east  side, 
100  ft.  north  of  Leyden  avenue  (Block  No.  190, 
Lot  No.  32),  Mariners  Harbor,  Borough  of  Rich¬ 
mond. 

APPEARANCES— 

For  Applicant :  George  E.  Green. 

For  Administration :  Inspector  Maher,  Fire  De¬ 
partment. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

THE  RESOLUTION— 

(502-40-A) 

Whereas,  Ansonia  Fire  Prevention  Company,  for  Arffim- 
Drayer  and  Son,  Incorporated,  owner,  filed  May  10,  1940. 
an  appeal  from  an  order  and  a  decision  of  the  fire  commis¬ 
sioner  ;  premises  130  Union  avenue,  east  side,  100  ft.  north 
of  Leyden  avenue  (Block  No.  190,  Lot  No.  32),  Mariners 
Harbor.  Borough  of  Richmond ;  and 

Whereas,  the  order  of  the  fire  commissioner,  Order  No. 
7080-LF,  dated  February  1,  1940,  reads: 

“Install  an  approved  yard  hydrant  system  arranged 
and  equipped  as  per  Art.  17,  Ch.  26,  Adm.  Code.” 

and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
February  24,  1940,  reads : 

“In  reply  to  vour  request  for  reconsideration  on  Order 
7080  LF,  requiring  a  yard  hydrant  system  in  the  above 
premises.  Inspection  shows  a  lumber  yard  and  lumber 
storage  buildings  covering  an  area  in  excess  of  15,000 
so.  feet  and  recmires  a  vard  hydrant  system  under  Art. 
17,  Ch.  26,  Administrative  Code.  Your  request  must 
therefore  be  denied.” 
and 

Whereas,  the  building  is  one  story  (30  ft.)  in  height.  180 
ft.  by  540  ft.  in  area;  of  Class  3  construction:  located  in  an 
unrestricted  use  C  area  district;  erected  in  1920,  and  occu¬ 
pied  as  a  lumber  yard,  25  persons :  and 
Whereas,  the  applicant  contends  that  the  premises  are 
used  throughout  for  the  storage  and  shipping  of  lumber,  coal 
and  building  materials ;  that  the  amount  of  lumber  stored  is 
small  and  piles  are  limited  to  a  height  of  12  ft. ;  that  the  area 
of  the  yard  is  approximately  90.000  so.  ft. ;  that  the  yard  is 
open  on  all  sides,  having  three  street  fronts,  with  the  fourth 
side  a  general  railroad  right-of-way ;  that  there  are  five  citv 
hydrants  located  adiacent  to  the  property  in  question,  as  well 
as  two  fire  alarm  boxes;  that  the  premises  present  no  hazard 
and  are  amply  and  adequately  protected :  that  the  installation 
of  the  yard  hvdrant  svstem  would  not  increase  the  protection 
to  anv  annreciable  extent:  and 

Whereas,  the  premises  and  area  were  inspected  bv  a  com¬ 
mittee  of  the  Board. 

Resolved,  that  the  order  of  the  fire  commissioner,  Order 
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No.  7080-LF.  be  and  it  hereby  is  affirmed  and  that  the  ap¬ 
peal  be  and  it  hereby  is  denied. 


61 4-40- A. 

APPLICANT — Nathan  Fishman,  for  Wikon  Realty  Cor¬ 
poration,  owner  (Fishman  Brothers,  lessees). 
SUBJECT— Appeal  from  a  decision— re  an  order  of  the  tire 
commissioner. 

PREMISES  AFFECTED — 75  Rutgers  Slip,  east  side,  38.3 
ft.  south  of  Cherry  street  (Block  No.  247,  Lot  No. 
25),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Murray  Silver,  S.  Brenker,  Nathan 
Fishman  and  Eugene  Walsh. 

For  Administration:  Inspector  Meyer,  Fire  Depart¬ 
ment,  and  bred  Dahlem,  Department  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Assistant  Chief  McCarthy  .  3 

Negative  .  0 

Not  Voting:  Commissioner  Savage .  1 

THE  RESOLUTION— 

(6 14-40- A) 


Whereas.  Nathan  Fishman,  for  Wikon  Realty  Corpora¬ 
tion,  owner,  filed  June  7,  1940,  an  appeal  from  a  decision- 
re  an  order  of  the  fire  commissioner;  premises  75  Rutgers 
Slip,  east  side.  38.3  ft.  south  of  Cherry  street  (Block  No. 
247.  Lot  No.  25),  Borough  of  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  Order  No. 
20873-LC,  dated  February  7,  1940,  reads: 

“Before  a  permit  may  be  issued  for  the  storage  of 
combustible  fibre,  the  following  must  be  done: 

1.  Install  an  approved  fire  extinguishing  system,  for 
instance,  an  automatic  sprinkler  system.  Sec.  C-19- 
149.0-C-4,  Art.  26,  Administrative  Code.” 

and 

Whereas,  said  order  was  repeated  in  a  decision  of  the  fire 
commissioner  dated  May  27,  1940;  and 
Whereas,  the  building  is  five  stories  (52  ft.)  in  height, 
18.1  ft.  by  63  ft.  in  area;  of  Class  6  construction;  erected  in 
1907 ;  located  in  a  business  use  C  area  district,  and  occupied 
since  1925  as  follows:  first  story,  storage  of  baled  wool  and 
rags,  1  person ;  second  story,  storage  of  loose  wool  and  rags, 
3  persons ;  third  story,  same,  1  person ;  fourth  story,  storage 
of  baled  wool  and  rags,  no  persons ;  fifth  story,  storage  of 
baled  wool  and  rags,  no  persons ;  and 
Whereas,  the  applicant  contends  that  the  business  has 
been  conducted  since  1925  at  the  present  location  without 
any  fires  having  occurred  ;  that  the  area  of  the  building  is 
small ;  that  ceilings  are  metal  covered ;  that  fire  escapes  are 
equipped  with  fireproof  windows;  that  the  building  is  en¬ 
closed  with  12  in.  and  16  in.  brick  walls;  that  the  rear  win¬ 
dows  are  equipped  with  metal  shutters ;  that  only  two  floors 
are  used  for  open  stock ;  that  never  more  than  five  people 
occupy  the  building  at  any  one  time ;  that  the  rags  handled 
are  wool  only ;  that  the  present  permit  is  for  ten  tons ;  that  it 
is  proposed  to  reduce  the  amount  stored  to  five  tons,  of 
which  not  more  than  two  tons  will  be  loose ;  that  there  are 
two  high-pressure  hydrants  located  within  100  ft.  of  the 
premises,  two  low-pressure  hydrants  located  within  100  ft., 
and  a  fire  alarm  box  within  50  ft.  of  the  premises;  that  there 
are  no  tenement  houses  on  the  block  or  within  200  ft.  of  the 
premises;  that  the  building  is  of  mill  type  construction;  that 
it  is  proposed  to  install,  in  addition  to  the  present  number  of 
required  fire  pails,  two  'approved  non-freezing  large  size 
chemical  extinguishers  on  each  floor  where  open  stock  is 
stored  and  one  such  extinguisher  on  each  floor  containing 
baled  material ;  that  the  installation  of  an  automatic  sprink¬ 
ler  system  as  required  bv  the  order  would  be  costly  and  im¬ 
practical  in  view  of  the  low  ceiling  of  the  building;  that 
compliance  with  the  order  would  result  in  hardship  to  the 


owner  as  large  rentals  cannot  be  obtained  in  this  class  of 
business ;  and 

Whereas,  the  premises  and  area  were  inspected  by  a  com¬ 
mittee  of  the  Board. 

Resolved,  that  the  order  of  the  nre  commissioner,  Order 
No.  20873-LC,  be  and  it  hereby  is  modified  and  that  the  ap¬ 
peal  be  and  it  hereby  is  granted  on  co>idition  that  there  shall 
be  installed  throughout  the  building,  except  in  the  cellar 
space,  a  non-automatic  dry  sprinkler  system  complying  with 
the  requirements  of  the  building  code  therefor;  that  all 
hangers  and  fittings  shall  be  of  malleable  iron;  that  there 
shall  be  maintained  in  the  building  a  thermostatic  alarm 
system  connected  with  the  central  district  headquarters ;  that 
this  variation  shall  continue  only  as  long  as  the  building  is 
maintained  substantially  as  set  forth  and  in  compliance  with 
the  requirements  of  this  resolution. 


635-40-A. 

APPLICANT — Oscar  Wiseman  (lessee),  for  Wikon  Realty 
Corporation,  owner. 

SUBJECT — Appeal  from  a  decision — re  an  order  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 261  South  street,  north  side, 
24.7  ft.  east  of  Rutgers  Slip  (Block  No.  247,  Lot 
No.  2),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Eugene  Walsh  and  Abraham  D. 
Wiseman. 

For  Administration:  Inspector  Meyer,  Fire  Depart¬ 
ment,  and  Fred  Dahlem,  Department  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioner 


Blum  and  Assistant  Chief  McCarthy  .  3 

Negative  .  0 

Not  Voting:  Commissioner  Savage  .  1 

THE  RESOLUTION— 

(635-40-A) 


Whereas,  Oscar  Wiseman,  for  Wikon  Realty  Corpora¬ 
tion.  owner,  filed  June  10,  1940,  an  appeal  from  a  decision — 
re  an  order  of  the  fire  commissioner;  premises  261  South 
street,  north  side,  24.7  ft.  east  of  Rutgers  Slip  (Block  No. 
247,  Lot  No.  2).  Borough  of  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  Order  No. 
19787-LC,  dated  November  21,  1939,  reads: 

“Before  a  permit  may  be  issued  for  the  storage  of 
combustible  fibre,  the  following  must  be  done: 

1.  Install  an  approved  fire  extinguishing  system,  for 
instance,  an  automatic  sprinkler  system.  Sec.  C-19- 
149.0-C-4,  Art.  26.  Administrative  Code.” 
and 

Whereas,  said  order  was  repeated  in  a  decision  of  the 
fire  commissioner  dated  May  31,  1940;  and 
Whereas,  the  building  is  five  stories  (52  ft.)  in  height, 
23  ft.  8^4  in.  by  68  ft.  8  in.  in  area ;  of  Class  6  construction ; 
erected  in  1907 ;  located  in  a  business  use  C  area  district,  and 
occupied  since  1920  as  follows:  first  story,  storage  of  baled 
wool  and  rags,  no  persons ;  second  story,  office  and  storage 
of  baled  wool  and  rags,  2  persons ;  third  story,  storage  of 
loose  wool  and  rags,  1  person ;  fourth  story,  stripping  wool 
and  rags,  2  persons ;  fifth  story,  sorting  of  wool  and  rags,  3 
persons ;  and 

Whereas,  the  applicant  contends  that  the  business  has 
been  conducted  at  the  present  location  for  twenty  years ;  that 
during  that  time  no  fire  has  occurred,  except  for  a  fire  which 
occurred  in  an  adjacent  building,  which  has  no  connection 
to  the  premises  in  question ;  that  there  are  never  more  than 
eight  people  employed  in  the  building  at  any  one  time ;  that 
the  building  is  of  mill  type  construction  and  equipped  with 
a  fire  escape  on  the  South  street  side  with  fireproof  windows 
on  the  course  thereto ;  that  the  rear  windows  are  equipped 
with  iron  shutters;  that  the  building  is  located  within  25  ft. 
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of  the  high-pressure  hydrant,  150  ft.  of  a  fire  alarm  box  and 
30  ft.  of  a  low-pressure  hydrant ;  that  additional  fire-fighting 
facilities  can  be  provided  with  fire  boat  protection  in  view 
of  its  location  within  125  ft.  of  the  East  River ;  that  there 
are  no  tenement  houses  on  the  block  nor  within  250  ft.  of 
the  building ;  that  the  wools  regularlv  stored  are  of  slow 
burning  quality;  that  the  floor  area  of  the  building  is  small; 
that  the  building  is  enclosed  with  12  in.  and  16  in.  brick 
walls ;  that  the  windows  on  the  front  of  the  building  are 
fireproof ;  that  not  more  than  two  tons  of  open  stock  are 
stored  on  the  premises ;  that  it  is  proposed  to  install,  in  ad¬ 
dition  to  the  present  required  fire  pails,  two  approved  non- 
freezing  large  size  chemical  extinguishers  on  each  floor 
where  there  is  open  stock,  and  one  such  extinguisher  on  each 
floor  containing  baled  material ;  that  the  installation  of  an 
automatic  sprinkler  system  as  required  by  the  order  would 
be  costly  and  impractical  in  view  of  the  low  type  of  ceiling 
in  the  building ;  that  the  enforcement  of  the  order  would  re¬ 
sult  in  hardship  to  the  owner  as  this  type  of  use  does  not 
yield  large  rentals;  and 

Whereas,  the  premises  and  area  were  inspected  by  a  com¬ 
mittee  of  the  Board. 

Resolved,  that  the  order  of  the  fire  commissioner,  Order 
No.  19787-LC,  be  and  it  hereby  is  modified  and  that  the  ap¬ 
peal  be  and  it  hereby  is  granted  on  condition  that  there  shall 
be  installed  throughout  the  building,  except  in  the  cellar 
space,  a  non-automatic  dry  sprinkler  system  complying  with 
the  requirements  of  the  building  code  therefor ;  that  all 
hangers  and  fittings  shall  be  of  malleable  iron;  that  there 
shall  be  maintained  in  the  building  a  thermostatic  alarm  sys¬ 
tem  connected  with  the  central  district  headquarters ;  that 
this  variation  shall  continue  only  as  long  as  the  building  is 
maintained  substantially  as  set  forth  and  in  compliance  with 
the  requiremenits  of  this  resolution. 


704-40-A. 

APPLICANT — Joseph  H.  Cornell  (Brooklyn  Jewish  Home 
for  Convalescents),  for  Manufacturers  Trust  Com¬ 
pany,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 12-14  Heyson  road  (Sea  Girt 
avenue),  northeast  corner  of  Beach  13th  street 
(Block  No.  118,  Lot  No.  28),  Far  Rockaway,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  A.  Berres  and  J.  H.  Cornell. 

For  Administration  :  Inspector  O’Donohue,  Depart¬ 
ment  of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

THE  RESOLUTION— 

(704-40-A) 

Whereas,  Joseph  H.  Cornell,  for  Manufacturers  Trust 
Company,  owner,  filed  June  27,  1940,  an  appeal  from  a  de¬ 
cision  of  the  borough  superintendent  of  buildings ;  premises 
12-14  Heyson  road  (Sea  Girt  avenue),  northeast  corner  of 
Beach  13th  street  (Block  No.  118,  Lot  No.  28),  Far  Rock¬ 
away,  Borough  of  Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Miscellaneous  Application  No.  4828-40,  dated 
June  17,  1940,  reads: 

“1.  The  change  of  occupancy  from  a  multiple  dwell¬ 
ing  to  a  public  building  (convalescent  home)  is  con¬ 
trary  to  Sec.  4.2.1,  N.Y.  B.  Code. 

2.  If  occupancy  created  is  for  business  purposes  then 
it  is  contrary  to  Sec.  3  Building  Zone  Res.” 

an  l 

Whereas,  the  building  is  three  stories  (38  ft.)  in  height, 


98  ft.  by  101  ft.  in  area;  of  Class  3  construction;  equipped 
with  a  standpipe  system ;  located  in  a  residence  use  D  area 
district;  erected  in  1926,  and  occupied:  cellar,  vacant;  first 
story,  seven  bedrooms,  14  persons;  second  story,  twenty- 
three  bedrooms,  46  persons ;  third  story,  twenty-three  bed¬ 
rooms,  46  persons;  it  is  proposed  to  occupy  the  building: 
cellar,  vacant;  first  story,  seven  bedrooms,  14  persons;  sec¬ 
ond  story,  twenty-three  bedrooms,  46  persons ;  third  story, 
twenty-three  bedrooms,  40  persons ;  and 

Whereas,  the  applicant  contends  that  the  building  will  be 
used  as  a  convalescent  home;  that  no  bed  cases  will  be 
housed  in  the  building;  that  the  persons  residing  in  the  build¬ 
ing  will  be  housed  only  during  a  period  of  recuperation,  and 
no  hospitalization  will  be  carried  on  in  the  building;  that  the 
occupancy  will  be  operated  for  charitable  purposes  only; 
and 

W hereas,  the  premises  and  area  were  inspected  by  a  com¬ 
mittee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  the  use  as  proposed 
should  not  be  permitted  in  this  non-fireproof  multiple  dwell¬ 
ing. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  acting  on  Miscellaneous  Application  No.  4828- 
40,  Objection  No.  1,  be  and  it  hereby  is  affirmed  and  that 
the  appeal  be  and  it  hereby  is  denied. 


737-40-A. 

APPLICANT — Jack  Z.  Cohen,  for  794  Columbus  Avenue 
Corporation,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent  of  buildings. 

PREMISES  AFFECTED — 794  Columbus  avenue  and  100- 
102  West  99th  street,  southwest  corner  (Block  No. 
1853,  Lot  No.  36),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Leo  Keiser. 

For  Administration:  Fred  Dahlem,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock.  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

THE  RESOLUTION— 

(737-40-A) 

Whereas,  Jack  Z.  Cohen,  for  794  Columbus  Avenue  Cor¬ 
poration,  owner,  filed  July  3,  1940,  an  appeal  from  a  decision 
of  the  acting  borough  superintendent  of  buildings ;  premises 
794  Columbus  avenue  and  100-102  West  99th  street,  south¬ 
west  corner  (Block  No.  1853,  Lot  No.  36),  Borough  of 
Manhattan ;  and 

Whereas,  the  decision  of  the  acting  borough  superin¬ 
tendent  of  buildings,  on  Alteration  Application  No.  1206-40, 
dated  June  3,  1940,  reads: 

“1.  Marquee  is  in  violation  of  Section  2.4.1.4.8  of  the 
Building  Code.” 
and 

Whereas,  the  building  is  five  stories  (55  ft.)  in  height,  25 
ft.  11  in.  by  75  ft.  in  area  at  first  story  and  25  ft.  11  in.  by 
67  ft.  in  area  at  typical  floor  level;  of  Class  3  construction: 
located  in  a  business  use  B  area  district;  erected  in  1900, 
and  occupied :  cellar,  ordinary  use ;  first  story,  stores ;  second 
to  fifth  stories,  dwelling,  two  families  each  floor ;  no  change 
in  occupancy  proposed ;  and 

Whereas,  the  applicant  contends  that  the  question  in¬ 
volved  is  an  8  ft.  wide  marquee  proposed  to  be  erected  on 
the  West  99th  street  side  of  the  building;  that  while  these 
premises  are  not  on  a  market  street,  the  first  story  is  used  as 
a  market  and  it  is  necessary  to  have  the  proposed  marquee 
for  the  protection  of  merchandise  being  delivered  in  all  kinds 
of  weather ;  that  merchandise  is  now  delivered  on  the  Colum¬ 
bus  avenue  side  of  the  building,  which  is  a  busy  thorough- 
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fare;  that  the  construction  of  the  proposed  marquee  will 
eliminate  the  unloading  on  Columbus  avenue  and  confine  the 
same  to  West  99th  street;  that  the  premises  are  used  as  an 
old-established  market ;  that  the  marquee  in  question  will  be 
small ;  that  a  modification  of  the  requirements  of  the  Code  is 
requested  to  permit  the  construction  of  the  marquee  as  pro¬ 
posed  ;  and 

\\  hereas,  the  premises  and  area  were  inspected  by  a  com¬ 
mittee  of  the  Board. 

Resolved,  that  the  decision  of  the  borough  superintendent 
d  buildings,  acting  on  Alteration  Application  No.  1206-40, 
Objection  No.  1,  be  and  it  hereby  is  affirmed  and  the  appeai 
>e  and  it  hereby  is  denied. 


'50-40-A. 

\PPLICANT— Boris  W.  Dorfman,  for  Home  Owners’ 
Loan  Corporation,  owner. 

SUBJECT  Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AF  FECT  ED — 1925  Ocean  parkway,  east  side, 
185  ft.  4  in.  south  of  Avenue  S  (Block  No.  7088, 
Lot  No.  87).  Borough  of  Brooklyn 
APPEARANCES — 


For  Applicant :  Bertram  L.  Bassuk. 

For  Administration :  Dewey  Rothkrug,  Department 
of  Housing  and  Buildings. 
tCTION  OF  BOARD — Appeal  denied. 

HE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

HE  RESOLUTION— 

(750-40-A) 


.  W  HEREAS,  Boris  W.  Dorfman,  for  Home  Owners’  Loan 
orporation,  owner,  filed  July  8,  1940,  an  appeal  from  a  de- 
;'s‘°n_of  the  borough  superintendent  0f  buildings;  premises 
925  Ocean  parkway,  east  side,  185  ft.  4  in.  south  of  Avenue 
^(Block  No.  /088,  Lot  No.  87),  Borough  of  Brooklyn; 


Whereas,  the  decision  of  the  borough  superintendent  of 
U1  dings.  on  Alteration  Application  No.  2708-40,  dated  July 
1940,  reads: 


“1.  Home  for  convalescents  considered  hospital; 
therefore,  proposed  change  of  occupancy  to  same  from 
dwelling  not  permitted  in  non-fireproof  building,  2  stories 
in  height.  Secs.  2-1-3-5  &  4.2.1  of  the  Code.  Above 
application  is  hereby  denied.” 
id 

Whereas,  the  building  is  two  stories  (25  ft.)  in  height, 
ft.  4  in.  by  76  ft.  in  area;  of  Class  3  construction:  located 
a  residence  use  D  area  district,  and  proposed  to  be  occu- 
ed .  basement,  storage  and  kitchen;  first  storv,  convalescent 
’w  ’  second  story.  convalescent  home ;  and 
Whereas,  the  applicant  contends  that  it  is  proposed  to 
iminate  the  kitchens  on  the  first  and  second  stories,  pro- 
i  e  an  additional  water-closet  and  pantry  on  each  story, 
stall  a  kitchen  in  the  basement,  install  a  new  dumbwaiter 
ia  t  enclosed  in  3  in.  plaster  blocks  with  fireproof  doors, 
id  to  use  the  home  for  convalescents;  that  the  building  is 
'  >  two  stories  in  height,  of  brick  and  tile  construction, 
ia  hea.ted  bX  a  central  heating  plant ;  that  the  building  has 
••o  stairways,  is  fully  detached,  and  contains  a  large  num- 
r  °*  window* ;  that  the  use  of  the  building  would  be  per- 
itted  by  the  Building  Department  for  furnished  rooms,  but 
a  certificate  of  occupancy  for  a  convalescent  home  is 
quired,  so  that  permission  to  use  the  building  for  this  pur- 
’se  may  be  granted  by  the  Department  of  Hospitals ;  and 
the  premises  and  area  were  inspected  bv  a  com- 
'Jtee  of  the  Board. 

*ba*  the  decision  of  the  borough  superintendent 
buildings,  acting  on  Alteration  Application  No.  2708-40, 


Objection  No.  1,  be  and  it  hereby  is  affirmed  and  the  appeal 
be  and  it  hereby  is  denied. 


783-40-A. 

APPLICANT — Milton  B.  Weissman,  for  Bella  W.  Rosen¬ 
baum  (Mallay  Nursery  School,  lessee),  owner. 
SUBJECI  Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 223-233  Marlborough  road  and 
1501-1507  Beverly  road,  northeast  corner  (Block 
No.  5119,  Lot  No.  43),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Milton  B.  Weissman. 

For  Administration:  Dewey  Rothkrug,  Department 
of  Housing  and  Buildings. 

AC  1  ION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  . .  q 


THE  RESOLUTION— 

(783-40-A) 

Whereas,  Milton  B.  Weissman,  for  Bella  W.  Rosenbaum, 
owner,  filed  July  12,  1940,  an  appeal  from  a  decision  of  the 
borough  superintendent  of  buildings ;  premises  223-233  Marl¬ 
borough  road  and  1501-1507  Beverly  road,  northeast  corner 
(Block  No.  5119,  Lot  No.  43),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Alteration  Application  No.  3359-40,  dated  Julv 
9,  1940,  reads: 

“1.  Changing  occupancy  from  one  family  residence 
to  one  family  and  kindergarten  in  a  frame  building  is 
contrary  to  Sections  2-1-3-5  and  4-2-1  of  Building 
Code.” 
and 

Whereas^  the  building  is  two  stories  and  attic  (29  ft.) 
in  height,  27  ft.  by  55  ft.  in  area;  of  Class  4  construction; 
located  in  a  residence  use  F  area  district ;  erected  in  1920. 
and  occupied  as  a  one-family  dwelling  with  unfinished  attic ; 
it  is  proposed  to  occupy  the  building:  cellar,  ordinary  use: 
first  and  second  stories,  one-family  dwelling,  in  conjunction 
with  a  kindergarten  and  day  nursery  for  thirty  children, 
occupancy  thirty-two  persons ;  attic,  unfinished  and  vacant ; 
and 

Whereas,  the  applicant  contends  that  the  building  has 
been  occupied  as  proposed  for  the  past  four  years ;  that 
classes  are  conducted  between  9:00  A.M.  and  3:00  P.M. 
under  the  competent  supervision  of  teachers ;  that  the  class¬ 
rooms  are  well  ventilated  and  the  buildings  are  equipped 
with  two  separate  exits  leading  to  the  exterior  without  any 
obstruction;  that  the  school  is  recognized  by  the  State  Edu¬ 
cation  Department;  and 

Whereas,  the  premises  and  area  were  inspected  by  a  com¬ 
mittee  of  the  Board. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  acting  on  Alteration  Application  No.  3359-40, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the  build¬ 
ing  shall  not  be  increased  in  height  or  area  and  that  the  lot 
shall  not  be  reduced;  that  the  school  as  proposed  shall  be 
restricted  to  the  use  of  the  first  story  only;  that  the  ceilings 
throughout  the  cellar  shall  be  fire-retarded  in  accordance 
with  the  rules  of  the  Board;  that  the  door  leading  to  the 
cellar  shall  be  made  fireproof  and  self-closing:  that  the  upper 
portion  of  the  building  shall  be  used  solely  as  a  single  family 
residence;  that  the  existing  exits  shall  be  maintained,  and 
granted  only  as  long  as  the  use  is  continued  as  proposed  and 
herein  permitted. 


794-40-A. 

APPLICANT — Jack  Z.  Cohen,  for  Lea  Shiffman,  owner. 
SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 
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PREMISES  AFFECTED— 6914-6918  Fifth  avenue,  west 
side,  102  ft.  8 ^  in.  south  of  Bay  Ridge  avenue 
(Block  No.  5873,  Lot  Nos.  48  and  49),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  None. 

For  Administration :  Thomas  A.  Larkin,  Fire  De¬ 
partment. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

THE  RESOLUTION— 

(794-40- A) 

Whereas,  Jack  Z.  Cohen,  for  Lea  Shiffman,  owner,  filed 
July  16,  1940,  an  appeal  from  an  order  and  a  decision  of  the 
fire  commissioner;  premises  6914-6918  Fifth  avenue,  west 
side,  102  ft.  8^  in.  south  of  Bay  Ridge  avenue  (Block  No. 
5873,  Lot  Nos.  48  and  49),  Borough  of  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  Order  No. 
4631-LF,  dated  April  19,  1940,  reads: 

“You  are  hereby  ordered  and  required,  within  30  days 
from  the  date  of  the  service  of  this  order  to: 

1.  Install  an  approved  wet  automatic  sprinkler  sys¬ 
tem  in  cellar  having  at  least  one  source  of  water  supply, 
arranged  and  equipped  as  per  Art.  16,  Ch.  26,  Adminis¬ 
trative  Code.” 

and 

Whereas,  said  order  was  repeated  in  a  decision  of  the 
fire  commissioner  dated  June  17,  1940;  and 

Whereas,  the  building  is  one  and  three  stories  (32  ft.)  in 
height,  41  ft.  2  in.  by  80  ft.  in  area ;  of  Class  3  construction ; 
erected  in  1909 ;  located  in  a  business  use  C  area  district, 
and  occupied  since  1929  as  follows:  No.  6914  Fifth  avenue — 
cellar,  storage ;  first  story,  stores ;  second  and  third  stories, 
one  family  each  story;  No.  6918  Fifth  avenue— cellar,  stor¬ 
age  ;  first  story,  store ;  second  story,  storage  of  light  toys 
and  baby  carriages ;  third  story,  one  family ;  it  is  proposed 
to  occupy  the  building  as  at  present  and  without  change; 
and 

Whereas,  the  applicant  contends  that  the  owner  has  occu¬ 
pied  these  buildings  for  eleven  years ;  that  the  cellars  have 
metal  ceilings  and  concrete  floors ;  that  egress  can  be  had  by 
means  of  outside  stairs  leading  from  cellar  to  street  from 
each  building ;  that  both  buildings  are  served  by  the  one 
heating  plant  located  in  6918  Fifth  avenue,  which  heating 
plant  is  enclosed  in  a  fireproof  boiler-room ;  that  the  cellars 
are  used  as  stock  rooms  where  merchandise  is  kept  in  its 
original  packages ;  that  proper  aisles  are  maintained  at  all 
times;  that  in  view  of  these  facts,  the  owner  respectfully  re¬ 
quests  a  modification  of  the  order ;  and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board. 

Resolved,  that  the  order  of  the  fire  commissioner,  Order 
No.  4631-LF,  Objection  No.  1,  be  and  it  hereby  is  affirmed 
and  the  appeal  be  and  it  hereby  is  denied. 


65-39-A. 

APPLICANT — Brook  Refrigeration  Company,  Incorpora¬ 
ted,  for  the  D.  and  H.  Holding  Corporation  and 
Astern  Packing  Corporation,  owners  (City  Provi¬ 
sion  Company.  Incorporated,  lessee). 

SUBJECT — Application  for  consideration— reopening  and 
amendment — re  Appeal  from  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 512-522  East  152nd  street,  601- 
605  Brook  avenue,  southwest  corner,  and  455-459 
Westchester  avenue,  north  side,  82  ft.  in.  west 
of  Brook  avenue  (Block  No.  2361,  Lot  Nos.  1  and 
5),  Borough  of  The  Bronx. 


APPEARANCES— 

For  Applicant:  Abraham  Greenberg. 

ACTION  OF  BOARD — Appeal  reopened,  subject  to  usual 
procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


483-27- A. 

APPLICANT— Leon  Levy  and  Lionel  Levy,  for  48  Realty. 
Corporation,  owner. 

SUBJECT— Application  for  consideration— reopening  and: 
rehearing  on  new  proposal — re  Appeal  from  a  de¬ 
cision  of  the  acting  borough  superintendent  of  build¬ 
ings  (previously  denied). 

PREMISES  AFFECTED— 48  West  86th  street,  south 
side,  125  ft.  east  of  Columbus  avenue  (Block  No. 
1199  Lot  No.  59),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  John  Leonard. 

For  Administration:  Fred  Dahlem,  Department  oi 
Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  reopened  and  granted  or 
condition. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  L 

Negative  . 

THE  VOTE  TO  GRANT— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  1 

Negative  .  * 

THE  RESOLUTION— 

(483-27-A) 

Whereas,  this  appeal  from  a  decision  of  the  superin 

tendent  of  buildings,  premises  48  West  86th  street,  soutl 

side,  125  ft.  east  of  Columbus  avenue  (Block  No.  1199,  Lo 
No.  59),  Borough  of  Manhattan,  was  denied  bv  the  Boarc 
September  20,  1927 ;  and 

Whereas,  Leon  Levy  and  Lionel  Levy,  for  48  Realt’ 
Corporation,  owner,  requested  rehearing  of  the  appeal  on  thi 
basis  of  new  facts ;  and 

Whereas,  this  appeal  was  reopened  by  vote  of  the  Board 

and  ...  -ir 

Whereas,  the  building  is  non-fireproof,  five  stones  (o. 
ft.)  in  height,  25  ft.  by  92  ft.  2  in.,  irregular,  in  area;  occu 
pied  for  school  purposes :  first  story,  auditorium  and  offices 
5  persons;  second  story,  classrooms,  30  pupils;  third  story 
classrooms,  30  pupils  ■  fourth  story,  classrooms.  30  pupils 
fifth  story,  caretaker’s  apartment;  and 

Whereas,  after  the  appeal  was  denied  on  September  A 
1927,  the  Building  Department  permitted  the  building  to  b 
used  for  school  purposes  within  the  height  of  40  ft.  unde 
section  72  of  the  Building  Code,  then  in  effect,  and  certificat 
of  occupancy  was  issued  for  this  use,  with  the  fourth  an' 
fifth  stories  to  be  used  for  residence  purposes  and  not  fo 
school  purposes  ;  and  , 

Whereas,  Alteration  Application  No.  1957-40  has  bee 
filed  with  Department  of  Housing  and  Buildings  for  certai 
alterations  to  the  building  and  for  permission  to  occupy  tn. 
building  throughout  for  school  purposes;  and  _ 

Whereas,  the  borough  superintendent  of  buildings  ha 
denied  the  application  as  to  fourth  and  fifth  stories,  and  thi 
appeal  has  been  filed  with  this  Board  for  a  modification 

and  .  »  _ 

Whereas,  the  premises  were  inspected  by  a  committee 

the  Board.  .  . 

Resolved,  that  the  decision  of  the  borough  superintenaer 
of  buildings,  acting  on  Alteration  Application  No.  195/-^ 
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tem  1,  he  and  it  hereby  is  modified  and  the  appeal  be  and 
t  hereby  is  granted  on  condition  that  there  shall  be  installed 
hroughout  the  cellar,  except  in  the  heater  room,  a  sprinkler 
ystem  complying  with  all  the  requirements  of  the  Building 
ode  therefor,  except  that  in  lieu  of  a  siamese  a  single  hose 
utlet  may  be  installed,  and  the  water  for  such  sprinkler  sys- 
em  may  be  supplied  from  the  domestic  supply  0f  the  build- 
lg,  provided  such  supply  is  not  less  than  2  in.  in  diameter ; 
iat  this  sprinkler  system  shall  also  be  continued  to  the  first 
tory  with  not  less  than  two  (2)  sprinkler  heads  installed 
l  the  area  in  the  auditorium  used  for  stage;  that  any  cur- 
uns  or  other  draperies  used  in  connection  with  auditorium 
iall  be  nameproofed  in  accordance  with  the  rules  of  the 
oard  of  Standards  and  Appeals;  that  all  grilles  on  rear  or 
ont  windows  shall  be  removed ;  that  the  rear  stairway 
lal  be  reconstructed  so  that  all  winders  for  its  entire 
?ight  shall  be  eliminated;  that  the  width  of  treads  of  such 
-w,y  constructed  or  altered  stairway  shall  be  not  less  than 
ie  present  width ;  that  the  exit  to  the  rear,  substantially  at 
rade,  shall  be  maintained,  and  the  exit  through  fence  to 
homing  premises  shall  be  maintained,  and  a  letter  of 
ithonzation  from  adjoining  owner,  permitting  such  exiting 
ross  the  premises,  shall  be  filed  with  the  borough  superin- 
ndent;  that  any  children  under  eight  years  of  age  shall 
.t  be  permitted  above  the  third  story ;  that  on  both  stair- 
ays,  in  addition  to  the  required  hand-rail,  another  one 
1  lower  height  shall  be  provided  below  the  fourth  story; 
at  such  fire-fighting  appliances  shall  be  installed  as  the  fire 
|mmissioner  shall  direct  ,-  that  the  fire  alarm  system  shall 

i Hj3 1 1 1 1 ° c 1 1  sa^lsfaction  of  the  fire  commissioner, 

;d  drills  shall  be  held  at  frequent  intervals;  that  the  exist- 
g  exits  shall  not  be  reduced ;  that  all  exit  doors  shall  be 
(ened  outwardly  and  shall  be  left  readily  openable  at  all 
mes  during  school  hours;  that  this  also  shall  apply  to  the 
fisting  stairways  to  roof ;  that  the  exits  shall  be  provided 
,  exit  signs  and  lights ;  that  this  variance  shall  continue 
C  y  s°  Jong  as  the  building  is  occupied  as  herein  permitted, 
i  a  private  school,  and  the  requirements  of  this  resolution 
complied  with,  and  that  in  all  other  respects  the  building 
occupancy  shall  comply  with  all  rules  and  regulations 
nhcable  thereto. 


40- A. 

'•PLICANT— Brooklyn  Waste  Company  (lessee),  for 

'  RTTrr^T'1"3  Jan?vs^y  and  Alice  Dworkin,  owners. 

>  Jh-CT  Application  for  consideration  —  reopening  and 
restoration  to  Calendar  (previously  dismissed  for 
lack  of  prosecution) — re  Appeal  from  an  order  of 
the  fire  commissioner. 

EMESES  AFFECTED — 46-48  Fulton  street  south  side, 
14/ .4  ft.  west  of  Hicks  street  (Block  No.  202,  Lot 
No.  12),  Borough  of  Brooklyn, 
f PEARANCES — 

Eor  Applicant;  Joseph  Frank. 

HTON  OF  BOARD— Appeal,  reopened,  restored  to  Cal- 
endar  and  granted  on  condition. 

pxYi T0  REOpEN  AND  RESTORE  TO  CAL¬ 
ENDAR— 


Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  . 

Negative . 

E  VOTE  TO  GRANT— . 

Affirmative:  Chairman  Murdock,  Commissioner 


Blum  and  Assistant  Chief  McCarthy .  3 

Negative  .  q 

Not  Voting:  Commissioner  Savage..  1 

>E  RESOLUTION— 


No.  202,  Lot  No.  12),  Borough  of 


Hicks  street  (Block 
Brooklyn ;  and 

Whereas,  this  appeal  was  dismissed  for  lack  of  prosecu- 
!on  J11  -  ’  an(l  the  applicant  requested  reopening  of 

the  appeal  and  restoration  to  the  Calendar;  and 
Whereas,  this  appeal  was  reopened  and  restored  to  the 
Calendar  by  vote  of  the  Board;  and 

oI”TS;  t^ie  orc*er  the  fire  commissioner,  Order  No. 
82058-LC,  dated  December  21,  1939,  reads: 


1.  Provide  a  separate  and  distinct  system  of  auto¬ 
matic  sprinklers  throughout  building  having  at  least  one 
source  of  water  supply,  arranged  and  equipped  as  pro¬ 
vided  in  Article  16,  Chapter  26,  Administrative  Code.” 


Whereas,  the  building  is  four  stories  (34  ft.  7  in.)  in 
height  41.5  ft.  by  98.7  ft.  in  area;  of  Class  3  construction; 

m  an  unrestricted  use  A  area  district ;  erected  prior 
to  18/4,  and  occupied  since  1937  as  follows:  cellar,  storage  of 
wool  and  ootton  waste,  no  persons ;  first  story,  storage  of 
cotton  waste,  2  persons ;  second  story,  storage  of  cotton 
waste,  10  persons ;  third  story,  storage  of  cotton  waste,  no 
persons;  fourth  story,  photographer,  8  persons ;  it  is  pro¬ 
posed  to  occupy  the  building  without  change  throughout ; 
and 

Whereas,  the  applicant  contends  that  the  cost  of  com¬ 
plying  with  the  order  would  be  prohibitive ;  that  about  a 
year  ago  the  Fire  Department  directed  the  lessee  to  install 
metal  ceilings  and  upon  such  installation  granted  permit  for 
the  storage _  of  cotton  waste;  that  such  ceilings  were  in¬ 
stalled,  relying  upon  the  representation  of  the  Department 
that  such  improvement  would  be  sufficient  to  entitle  the 
lessee  to  a  permit;  that  the  use  has  remained  the  same 
since  issuance  of  said  permit. 

Resolved,  that  the  order  of  the  fire  commissioner,  Order 
No.  82058-LC,  be  and  it  hereby  is  modified  and  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  there  shall  be 
installed  throughout  the  building  a  non-automatic  sprinkler 
system  complying  with  the  requirements  of  the  Building 
Code  therefor,  except  that  the  hangers  and  fittings  shall  be 
of  malleable  iron ;  that  there  shall  be  maintained  throughout 
the  building  a  thermostatic  alarm  with  general  Central  Office 
connection,  and  that  this  variance  shall  continue  only  so 
long  as  the  building  is  occupied  substantially  as  proposed 
and  complies  in  all  other  respects  with  all  laws,  rules  and 
regulations  applicable  to  the  building  occupancy,  other  than 
as  modified  by  the  Board  under  Cal.  No.  418-18-S. 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 

322-30-SA. 

APPLICANT — Weatherall  Engineers,  Incorporated,  present 
owner  (successors  to  Braden  Engineering,  Incorpo¬ 
rated,  former  owner). 

SUBJECT — Application  for  consideration — reopening  and 
amendment — re  Braden  Fuel  Oil  Burner,  approval 
of  new  model  numbers  XLA,  AL  W,  CL,  XLNT 
and  XLNC. 

APPEARANCES— 

For  Applicant:  J.  A.  Stinmles. 

ACTION  OF  BOARD — Application  reopened  and  referred 
to  engineer  for  test  and  report. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  . .  0 


(78-40- A) 

hereas,  Brooklyn  Waste  Company,  lessee,  for  Do 
fvsky  and  Alice  Dworkin,  owners,  filed  January  i 
’•  3n  ^rom  an  order  of  the  fire  commissione 

uses  46-48  Fulton  street,  south  side,  147.4  ft.  west 


426-38-SA. 

APPLICANT — American  Radiator  and  Standard  Sanitary 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment — re  Arcoflame  Oil  Burner — re  approval 
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of  new  Models  D  and  DF  and  Arcoflame  Heating 
Unit  (Boiler-Burner  Unit),  Models  64  and  65. 

APPEARANCES— 

For  Applicant :  H.  Werker. 

ACTION  OF  BOARD — Application  reopened  and  referred 
to  engineer  for  test  and  report. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  . .  . . .  0 


34-40-SA. 

APPLICANT— Sidney  L.  Strauss,  for  Kennedy  Valve  Man¬ 
ufacturing  Company,  owner. 

SUBJECT — Kennedy  Motorized  U.S.  and  Y.  Fireline  Valve, 
approval  of  motorizing  of. 

APPEARANCES— 

For  Applicant:  Sidney  L.  Strauss. 

For  Administration:  Inspector  Maher,  Fire  Depart¬ 
ment. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  . .  . . .  0 


THE  RESOLUTION— 

(34-40-SA) 

Whereas,  Sidney  L.  Strauss,  for  Kennedy  Valve  Manu¬ 
facturing  Company,  owner,  filed  January  10,  1940,  an  appli¬ 
cation  with  the  Board  of  Standards  and  Appeals  for  approval 
of  the  motorising  of  the  appliance  known  as  the  Kennedy 
O.S.  &  Y.  Fireline  Valve;  and 
Whereas,  this  appliance  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report ;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

September  26,  1940. 

Re:  Cal.  No.  34-1940-SA. 

Subject:  Kennedy  O.S.  and  Y.  Fireline  Valve,  motor¬ 
izing  of. 

Sidney  L.  Strauss,  for  Kennedy  Valve  Manufacturing 
Company,  owner,  filed  January  10,  1940,  an  application 
with  the  Board  of  Standards  and  Appeals  for  approval 
of  the  motorising  of  the  Kennedy  O.S.  &  Y.  Valve  under 
the  provisions  of  C26-1383.0  (16.1.3)  and  C-26-1396.0 
(16.4.7.1).  The  Kennedy  O.S.  &  Y.  Gate  Valve  without 
motorizing  equipment  was  approved  by  the  Fire  Depart¬ 
ment  September  4,  1929  for  use  on  standpipe  systems. 

The  motorized  valve  was  operated  and  tested  at  the 
New  Criminal  Courts  Building  on  July  19,  1940,  in  the 
presence  of  the  committee  of  the  Board  and  representa¬ 
tives  of  the  Fire  Department,  Public  Works,  P.W.A., 
the  architect,  contractors,  etc. 

The  Kennedy  O.S.  &  Y.  motorized  valve  was  in¬ 
stalled  for  test  to  be  operated  from  a  remote  point  by 
electric  motor  as  a  breakdown  valve  in  standpipe  svstem 
on  6  in.  riser  No.  2  in  the  Prison  Building  on  Centre 
Street  at  the  tenth  story,  153  ft.  above  grade.  The 
valve  has  a  cast  iron  body  175  lbs.  W.W.P.  Kennedy 
F.M.  with  a  3600  RPM  (Type  BBI)  Torque  motor 
(2  sq.  ft)  with  housing  attachment  provided  by  Cutler- 
Hammer.  with  controls  arranged  for  remote  operation. 

The  electrical  operation  is  by  three  push-buttons,  to 
open,  to  close  and  to  stop  valve  through  a  relay  control 
panel  to  valve  motor.  A  Fire  Department  pumper  was 
secured  to  a  Siamese  on  Baxter  and  White  Streets  and 
a  hose  line  attached  to  outlet  No.  1  riser  on  twelfth 


story  level.  The  pumper  operator  was  instructed  to 
build  up  and  maintain  a  pressure  of  not  less  than  100 
p.s.i.  at  all  times  at  roof  outlet.  The  pumper  was  started 
and  the  valve  operated  to  open  stop  and  close  at  from 
110  to  130  lbs.  pressure  p.s.i.  for  12  minutes. 

When  the  valve  was  closed  under  motor  operation, 
it  was  opened  by  hand  in  20  seconds.  The  valve  was 
also  opened  by  motor  operation  and  closed  by  hand. 
The  valve  motor  is  fully  enclosed  and  operates  at  3600 
r.p.m.  The  center  shaft  at  80  r.p.m.  and  valve  stem  at 
40  r.p.m.  Hand  pressure  was  applied  by  two  men  while' 
the  valve  was  under  motor  operation  and  it  was  impos-' 
sible  to  stop  or  stall  the  motor.  Each  completed  spur 
or  closed  position  of  the  valve  was  indicated  by1  the  red 
or  green  light  over  the  button. 

On  the  basis  of  the  test  the  Committee  recommends 
that  the  Kennedy  Motorized  O.S.  &  Y.  Valve,  as  ap¬ 
proved  by  the  Fire  Department  without  motorization, 
be  approved  for  use  in  New  York  City  under  C-26-1383,0 
(16.4.7.1  and  16.1.3)  Administrative  Building  Code,  on 
condition  that  the  motorization,  installation  and  opera¬ 
tion  be  in  accordance  with  the  requirements  of  this  re¬ 
port  and  the  following  additional  conditions : 

1.  That  a  suitable  current  supervisory  alarm  panel 
having  an  indicating  relay  for  each  phase  of  the  current 
of  motor  valve  control  be  provided.  This  alarm  is  tc 
be  equipped  with  an  8  in.  alarm  gong  and  a  3  in.  trouble 
bell.  The  cabinet  housing  this  current  supervisory  panel 
is  to  be  located  adjacent  to  the  push  button  controls. 

2.  That  the  valve  control  shall  be  of  the  double  line 
break  type. 

3.  That  all  local  switches  located  in  sight  of  valvf 
motors  shall  be  contained  in  a  metal  cabinet,  securel) 
locked,  the  key  to  be  in  charge  of  the  certified  stand¬ 
pipe  operators. 

4.  The  valve  relay  control  panels  and  operating  boxe: 
to  be  housed  in  a  heavy  metal  box  glazed  with  a  clea: 
plate  glass  and  fitted  with  a  Fire  Department  loci 
painted  Red  with  2  in.  white  letters  to  read:  “Standpipi 
Remote  Control  Valves.”  Each  operation  box  is  to  shov 
the  number  of  each  valve — by  a  green  light  that  valv 
is  open  and  by  a  red  light  that  valve  is  closed.  A  blue  o 
white  print  elevation  showing  all  standpipe  risers  an> 
all  remote  control  valves  and  number  of  each  remot 
control  valve  shall  be  enclosed  in  a  glass  frame  and  b 
posted  at  remote  control  operation  box. 

5.  Each  valve  shall  be  tested  after  installation  by  th 
Fire  Department  at  such  pressures  and  in  such  manne 
as  deemed  necessary  by  the  Fire  Department.  Sue 
working  pressures  are  not  to  be  in  excess  of  the  re 
quired  water  working  pressure  approved  for  the  bod 
of  the  valve.  The  Fire  Department  is  to  be  notified  c 
each  such  installation. 

6.  There  shall  be  permanently  attached  to  each  valv 
installed  a  metal  plate  reading :  “Motorizing  of  thi 
valve  approved  by  the  Board  of  Standards  and  Appeal 
for  use  in  New  York  City  under  Cal.  No.  34-40-SA.” 

(Sgd.)  HARRIS  H.  MURDOCK, 

Chairman. 

BERNARD  A.  SAVAGE, 

Commissioner. 

CHARLES  M.  BLUM, 

Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Test 

and 

Whereas,  this  report  recommended  approval  of  the  moto\ 
ising  of  this  appliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  ao< 
hereby  approve  the  motorising  of  the  appliance  known  < 
the  Kennedy  O.S.  &  Y.  Fireline  Valve,  on  condition  tn. 
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il>  appliance  be  manufactured,  installed,  operated  and  la 
lied,  stamped  or  tagged  in  accordance  with  above ’report. 

-5-39-SMRIALS  SUBMITTED  FOR  APPROVAL. 
ff^ANT-United  States  Gypsum  Company,  owner. 

PPL ARANCES^  SamSOn  WaI,board>  Woval  of. 
I  For  Applicant:  None. 

^TION  Oh  BOARD— Material  approved  in  accordance 
,  with  report  of  Committee  on  Tests 

TL  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  . 

Negative  .  ~ 

HE  RESOLUTION—  . 

|  (486-39-SM) 

£T%i;n'ted  St.^tes.  Gypsum  Company,  owner,  filed 
appl,,ca  i0un  Wlth  the  Board  of  Standards 

.1  Samson  WalErd  and  ^  “  ShMtr“k 

test 

.Vhereas,  the  report  of  the  Committee  on  Tests  reads: 

I  REPORT  Oh  COMMITTEE  ON  TESTS 

Re:  Cal.  No.  486-39-SM.  June  10’  194(1 

j  SHfiect-TSbe?r^k  and  Samson  Wallboard. 

Tir  •  States  Gypsum  Company  of  Chicaer. 

'  the  Board  i°S,  Har<?  1 8 ',19/9-  application  w§h 
the  material  know^sf  “d  ApPea'S  f°r  ■«*"»•  «f 

1.  SHEETROCK 

(a)  Sheetrock  (Square  Edge) 

(b)  Sheetrock  (Recessed  Edge) 

(c)  Wood  Grained  Sheetrock 

(d)  Sheetrock  Panelwood 

(e)  Insulating  Sheetrock 

(f)  Sheetrock  Tile  Board  and  Sheetrock  Joint  Treat- 

2.  SAMSON  WALLBOARD 

(a)  Samson  Wallboard  (Square  Edge) 

(b)  Samson  Wallboard  (Recessed  Edge) 

(c)  Samson  Wood  Grained  Wallboard 
td)  Samson  Panelwood 

(e)  Samson  Insulating  Gypsum  Wallboard 

board  Ffnish0"d  ^  Sam$°n  Tape  and  WalR 

r  i  a  I  hJs  r^cUr  el  na^te  ^ 1 rTv  i  ?/edS  mMe^thf  ^ 

visions  of  the  Administrative  Building  Code  Pr°' 

.  SHEETROCK  and  SAMSON  WAT  T  ro a t? r> 

onM  tter ^ 

TOy  not  be  further  decorated.3  or 

SHEETROCK  and  SAMSON  WALLBO 4Pn  • 

uw  calcined  gypsum  is  conveyed  to  a  mixer 

dischargeclTo  fe^er^Ate  ' '  X  "»*S” 


the  desired  thickness.  The  material  proceeds  as  a  con¬ 
tinuous  board  until  the  plaster  sets  and  hardens  finallv 

i.oard,g,oa„“n,  V!hic,'Yut\  «*  I'ardened3  Sr  2 

b0a[d  t0,  the  ired  length.  The  individual  pieces  of 
chemically  "combined  ffi 

“  idCntified-  buildled- 

This  board  is  available  in  the  following  sizes  • 
Thickness  Width  Leneth 

/8  in.  and  y2  in.  32  in.  and  48  in.  4  ft.,  5  ft.,  6  ft.,  7  ft. 

8  ft.,  9  ’ft.,  10  ft!’ 

i/  -y  7,.  11  ft-,  12  ft., 

/2  u\  36  in-  8  ft,  9  ft,  10  ft. 

#  Edges  are  square,  recessed  or  not  recessed. 

/2  in-  36  in.  and  48  in.  8  ft,  9  ft,  10  ft. 

WMIRHaptw  (Recessed  Fdge)  and  SAMSON 
WALLBOARD  (recessed  edge)  have  a  depression  on 
t  ic  face  of  the  board  along  the  long  folded  edge  to  take 
the  joint  system  tape  and  produce  level  joints  easier. 

WOODGRAINED  SHEETROCK  and  SAMSON 
WOOD  GRAINED  WALLBOARD  have  a  S 
photographic  reproductions  of  matched  walnut,  regular 
walnut,  Douglas  fir  and  knotty  pine. 

PaKS1?  PANELWOOD  and  SAMSON 
PAN  EL  WOOD  are  standard  square  edge  board  to  the 
face  ot  which  has  been  applied  a  genuine  wood  veneer. 

INSULATING  SHEETROCK  and  SAMSON  IN¬ 
SULATING  GYPSUM  WALLBOARD  are  stLaVd 
square  edge  or  recessed  edge  board  with  an  aluminum 
toil  backing. 

n^?T?STR0CK  TILE  BOARD  and  SAMSON  TILE 
BOARD  are  standard  square  edge  board  on  which  tile 
have  been  formed  by  similating  joints  formed  by  de¬ 
pressing  the  board  slightly.  Tile  produced  are  4%  in.  x 
4lA  in.  with  %  in.  space  between. 

SHEETROCK  JOINT  TREATMENT  and  SAM¬ 
SON  TAPE  and  WALLBOARD  FINISHER  are  a 
method  of  construction  by  which  the  wallboard  are 
“laced”  by  reinforcing  them  with  a  tough  perforated 
fibrous  tape  bonded  to  the  board  with  a  joint  cement. 
The  tape  is  2-3/16  in.  wide  with  beveled  edges.  A  per¬ 
forated  metal  tape  or  a  specially  woven  and  processed 
fabric  reinforcing  may  also  be  used. 

Tests  were  made  on  Sheetrock  by  Cornell  University 
in  1939  to  determine  its  compliance  with  Federal  Specifi¬ 
cations  SS-W-51a  for  Gypsum  Wallboard.  Results  are 
as  iollows : 

- Load  Pounds - • 

Knife  Knife 

Edges  Edges 

Across  Parallel  to 
Fiber  of  Fibre  of 
Surfacing  Surfacing 
Spec.  Spec. 

Board  Thickness  quire-  Re-  quire-  Re- 

( Inches)  Bond  ment  suits  ment  suits 

H  in.  Sheetrock  O.K.  No  Break  80  130  34  41 

X  in.  Sheetrock  O.K.  No  Break  105  165  45  63 

On  the  basis  of  the  foregoing  data  the  Committee 
recommends  the  approval  of  SHEETROCK  and  SAM¬ 
SON  G\  PSUM  WALLBOARD  as  manufactured  and 
of  the  specifications  contained  herein  specifically  as  fol¬ 
lows  : 

H  in.  and  y2  in.  SHEETROCK 
and  SAMSON  WALLBOARD. 

Approval  of  this  material  is  recommended  under 
C26-191.0  (2.2.3)  and  C26-241.0  (3.2.3)  and  C-26-242.0 
(3.2.4)  of  the  Administrative  Building  Code,  as  an  in¬ 
terior  wallboard  for  use  on  partitions  and  ceilings  not 
required  to  have  fire  resistance  rating  when  applied  in 
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accordance  with  applicants  standards  and  specifications. 

Additional  recommended  uses  for  in.  and  J4  in. 
Sheetrock  and  Samson,  Gypsum  Wallboard: 

For  use  in  the  construction  of  a  subdividing  partition 
in  Class  I,  fireproof  structures,  one  hundred  fifty  feet 
or  less  in  height,  and  Class  II,  fire-protected  structures, 
to  subdivide  rooms  or  spaces  five  thousand  square  feet 
or  less  in  area,  as  provided  under  C26-667.0  sub.  par.  5 

(10.9.2.5).  iM  ,  ,  .  . 

Sheetrock  and  Samson  Gypsum  Wallboard  Z2  in.  in 
thickness  is  also  recommended  for  approval  as  a  one 
hour  fireproof  partition  when  installed  in  accordance 
with  the  requirements  of  C26-636.0  subdivision  11a  and 
lib  (10.4.3.1)  of  Administrative  Building  Code. 

The  applicant  has  furnished  test  data  of  a  one-hour 
fire  test  conducted  at  the  National  Bureau  of  Standaids 
Tests  TG  3619-44,  FR  1784  (131)  on  ^  in.  Sheetrocx 
applied  in  accordance  with  the  specifications  of  the  appli¬ 
cant,  to  both  sides  of  a  2  in.  x  4  in.  combustible  stud 
partition  with  the  spaces  between  the  studs  and  the 
facings  filled  with  Fibre  Glass  Insulating  Wool  ap¬ 
proved  under  Cal.  12-39-SM.  Results  of  the  test  were 

as  follows  :  _  -.  , 

_ _ _ Filling - Fire  Endurance  Period 

Non- 

Form  Density  Bearing  Bearing 


1  hr. 


y2  in.  Sheetrock  Bats, 

not  nailed  . 6  to  1.2 

in.  Sheetrock  Bats, 

nailed  . 6  to  1.2  1  hr.  1  hr. 

On  the  basis  of  this  test  and  data,  the  Committee 
recommends  the  approval  of  Vz  in.  Sheetrock  and  Sam¬ 
son  Gypsum  Wallboard  applied  to  combustible  stud  and 
the  spaces  between  studs  and  facings  filled  with  Fibre 
Glass  Insulating  Wool  bats  nailed  to  studs,  as  a  one-hour 
partition  under  C26-636.0  (10.4.3.1  par.  11  c.)  except 
that  when  used  in  load  bearing  partitions  the  fibre  glass 
bats  shall  be  nailed.  . 

Approval  is  also  recommended  for  the  use  of  in. 
Sheetrock  and  Samson  Gypsum  Wallboard  as  a  fire- 
retarding  material  under  the  “Fire-Retarding  Rules  and 
Regulations  of  the  Tenement  House  Department.”  Under 
date  of  March  24,  1939,  Departmental  Order  HD-839 
was  issued  by  the  Deputy  Commissioner,  Division  of 
Housing,  Department  of  Housing  and  Buildings,  City 
of  New  York,  permitting  the  use  of  this  material  for 
such  use. 

The  Committee  further  recommends  that  the  sheets  or 
bundles,  whichever  way  these  materials  are  shipped, 
shall  be  stencilled,  labelled  or  marked  reading  as  fol¬ 
lows  :  “Approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  under  Cal.  No. 
486-39-SM.” 

(Sgd.)'  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM, 

Commissioner. 
LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests. 


and 


Whereas,  this  report  recommended  approval  of  this  mate- 

1  '^Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Sheetrock  and  Samson 
Wallboard,  on  condition  that  the  material  be  manufactured, 
used,  and  labeled,  stamped  or  tagged  in  accordance  with 
above  report 


APPEARANCES— 

For  Applicant:  M.  J.  Graef. 

ACTION  OF  BOARD— Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

Negative  . .  0 

THE  RESOLUTION— 

(1 428-39- SM) 

Whereas,  Cornell  Iron  Works,  Inc.,  owner,  filed  Novem¬ 
ber  21,  1939,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  material  known  as  the  i 
Cornell  Rolling  Steel  Door,  Llenroc  Type;  and 
Whereas,  this  material  was  submitted  to  the  committee 
on  tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 


1428-39-SM. 

APPLICANT— Cornell  Iron  Works,  Incorporated,  owner. 
SUBJECT— Cornell  Rolling  Steel  Door,  Llenroc  Ty^e, 
approval  of. 


REPORT  OF  COMMITTEE  ON  TESTS. 

September  17,  1940. 

Re:  Cal.  No.  1428-39-SM. 

Subject:  Cornell  Rolling  Steel  Door,  Llenroc  Type, 
approval  of. 

The  Cornell  iron  Works,  Inc.,  Long  Island  City,  New 
York,  filed  on  November  21,  1939,  an  application  with 
the  Board  of  Standards  and  Appeals  for  approval  of 
the  Cornell  Rolling  Steel  Door,  Llenroc  Type,  under 
the  provisions  of  Sections  C26-610.0  (10.1.18)  and 

C26-660.0  (10.8.1),  Administrative  Building  Code. 

The  test  door  (Fig.  1)  was  constructed  at  the  factory 
of  the  applicant,  Long  Island  City,  New  \ork,  in 
accordance  with  the  following  specifications . 

The  test  assembly  was  designed  for  an  opening  in  a 
fire  wall  9  feet  wide  and  10  feet  high.  The  curtain  was 
formed  of  a  series  of  galvanized  steel  slats,  interlocking 
along  their  adjacent  horizontal  edges  to  which  was  at¬ 
tached  a  bottom  bar,  top  bar,  slide-bolts  (when  required) 
and  handles  (for  manual  operation).  The  bottom  fire 
and  one-half  slats  were  made  of  stainless  steel  (so  as  to 
observe  the  behavior  of  stainless  steel  in  a  fire).  The 
bottom  slat  was  reinforced  to  form  the  bottom  bar.  The 
slats  were  20  gauge  and  approximately  3-(4  inches  widei 
from  center  to  center  of  locks,  hinged  together  by  inter- : 
locks  formed  on  the  horizontal  edges.  The  end  of  each 
slat  was  provided  with  malleable  iron  edge  guards,  so 
as  to  prevent  lateral  movement  of  the  slats  and  also  pro¬ 
vides  a  wearing  surface  on  both  sides  where  contact  with 
the  wall  guides  is  made.  It  also  serves  as  a  flame  stop. 
Each  edge  guard  was  secured  to  the  slats  by  two  3/16  in. 
rivets.  The  curtain  extended  from  the  sill  to  the  center 
of  the  shaft  or  barrel,  and  thence  around  the  shaft  a 
distance  equal  to  one-half  the  circumference  of  the  rings 
011  the  shaft,  the  vertical  edges  extending  into  the  guides 
2- 14  inches  on  either  side.  The  guides  were  3-5/16  in. 
deep  The  bottom  bar  was  made  of  2  in.  by  2  in.  by  A 
in.  stainless  steel  angles  with  the  bottom  half  slat 
mounted  between.  All  three  members  were  bolted  to¬ 
gether  by  3/16  in.  bolts  spaced  12  in.  o.c.,  each  member 
having  slotted  holes  to  permit  expansion  up  to  3/16  in. 
per  foot  with  each  bolt  having  a  galvanized  steel  washer 
on  each  side.  The  horizontal  leg  of  the  angle  was  cu 
away  at  each  end  so  that  the  vertical  leg  entered  the  wai 
guides  a  distance  of  2-9/16  in.  The  top  bar  was  formed 
by  the  top  slat  reinforced  with  a  Y  x  (4  in.  bar  as  1  g 
as  the  width  of  the  curtain,  the  two  members  being  nei 
together  by  3/16  in.  rivets  12  in.  o.c.,  with  outside  riven 
3  in.  from  ends  of  the  bar.  The  top  bar  was  directly  at¬ 
tached  to  the  rings  on  the  barrel  by  V&  in..  round-head 
bolts  24  in.  o.c.,  with  the  outside  bolts  12  in.  from  the 
ends.  The  flame  stop  was  made  of  No.  22  U.  S..  gauge 
galvanized  steel  for  the  full  width  of  the  curtain,  the 
free  end  reinforced  with  a  Y  x  in.  steel  bar  attac  e 
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by  Ya  in.  rivets  spaced  at  24  in.  centers  with  outside 
rivets  3  in.  from  each  end.  The  other  end  had  a  specially 
formed  hinge  which  fitted  into  a  second  hinge  in  a  spe¬ 
cially  formed  No.  20  U.  S.  gauge  steel  strip  attached  to 
the  upper  end  of  the  hood  by  the  same  bolts  attaching 
the  hood  to  the  wall.  The  free  end  was  held  away  from 
the  curtain  during  the  ordinary  operation  of  the  door  by 
a  chain  provided  with  two  fusible  links  which  passed 
through  two  grommets  in  the  hood,  and  through  two 
eyelets  extending  from  the  wall  above  the  opening  and 
attached  to  the  flame  stop  at  two  points.  The  handles 
were  made  of  malleable  iron  and  secured  to  the  bottom 
bar  by  two  4  in.  round  stove  bolts  through  slotted  holes 
The  curtain  was  provided  with  two  supports  designed 
to  sustain  the  weight  of  the  curtain  in  its  closed  posi¬ 
tion  in  the  event  of  the  failure  of  the  counter-balancing 
springs.  The  two  supports  were  mounted  on  the  face  of 
the  curtain,  flush  with  the  vertical  edges  in  such  a  posi¬ 
tion  so  as  to  be  immediately  above  the  outer  member  of 
the  guide  which  forms  the  bell  mouths  of  the  groove. 

When  the  curtain  was  closed,  any  further  downward  mo¬ 
tion  was  prevented  by  the  support  coming  in  contact 
with  the  upper  portion  of  the  groove,  thereby  supplying 
a  positive  stop. 

The  curtain  support  was  in  the  shape  of  an  oversized 
edge  guard  made  of  malleable  iron  and  fastened  to  the 
slat  by  three  4  in.  rivets.  The  counter-balancing  mech¬ 
anism  comprises  the  barrel,  shaft,  rings,  brackets,  helical 
spring  with  auxiliary  attachments.  The  barrel  and  shaft 
was  made  of  steel  and  provided  with  cast  iron  rings  on 
its  outer  surface  and  designed  to  receive  the  top  bar  of 
the  curtain.  The  shaft  was  supported  at  each  end  by 
ball  bearings.  Within  the  barrel  was  installed  a  helical 
steel  spring  of  such  size  and  stiffness  so  as  to  counter¬ 
balance  the  dead  weight  of  the  curtain.  The  over-all 
length  allowed  for  expansion  between  the  brackets,  the 
horizontal  barrel  was  a  4 in  x  4  in.  steel  tube;  the 
inner  shaft  was  1  in.  diameter  cold  rolled  steel.  The 
inner  shaft  was  stationary  during  normal  operation,  be¬ 
ing  locked  in  position  by  an  automatic  gear  mounted  on 
the  automatic  gear  bracket.  The  barrel  revolved  on  the 
inner  shaft  as  the  curtain  was  raised  and  lowered.  The 
cylindrical  flanged  cast-iron  bearings  were  fastened  to 
the  barrel  by  four  5/16  in.  tap  bolts  and  lined  with  brass 
not  less  than  1/16  in.  in  thickness.  The  automatic  re¬ 
lease  mechanism  was  connected  with  a  standard  gal¬ 
vanized  chain  by  two  fusible  links,  which  part  at  1 50°  F. 
thus  allowing  a  goose-neck  weight  to  drop,  permitting 
a  pair  of  weighted  pawls  to  roll  out  of  mesh  with  an 
automatic  gear  pinned  to  the  inner  shaft  of  the  door 
barrel  by  a  No.  6  Taper  pin.  The  shaft  rotates  rapidly, 
due  to  the  tension  of  the  spring,  in  the  direction  of  lower¬ 
ing  the  curtain.  In  order  to  limit  the  unwinding  of  the 
spring,  four  Ya  in.  holes  were  tapped  into  the  web  of  the 
automatic  gear.  A  tap  bolt,  or  set  screw.  Ya  in.  diameter, 
was  screwed  into  one  of  these  holes  for  enough  to  con¬ 
tact  a  bar  stop  YA  x  1  x  3  in.  long,  riveted  on  the 
bracket  with  three  5/16  in.  rivets)  before  a  full  revolu¬ 
tion  was  completed. 

A  swing  stop  of  malleable  iron  4  in.  square  in  the 
arm,  Y  in.  square  was  used  in  the  bored  section,  which 
turned  on  the  bronze  bracket  bushing  and  halted  against 
the  4  in.  x  1  in.  bar  stop.  The  pawl  was  fastened  .to 
the  bracket  with  a  Y  in.  iron  stud  through  a  1  / 32  in. 
brass  tube  bushing;  and  the  goose-neck  weight  with  a 
4  in.  iron-shouldered  stud  through  a  1/32  in.  brass  tube 
bushing.  Both  these  parts  had  a  1/16  in.  sheet  lead 
washer.  The  two  shouldered  studs  were  riveted  on  the 
inner  end.  The  automatic  device  consisted  of  two  parts 
—  the  flanged  casting  with  two  1/32  in.  brass  bushed 
pawls  mounted  on  it  with  5/16  in.  rivets,  and  the  steel 
finger  made  in  one  piece  with  the  cast  bushing  in  the 
end  of  the  barrel.  The  combined  casting  fitted  into  a 
slot  in  the  end  of  the  barrel  to  prevent  shearing  of  the 
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screws  with  which  one  of  the  two  pawls  engages  when 
the  automatic  release  operates.  The  finger  on  the  barrel 
revolves  continuously  as  the  door  is  raised  and  lowered. 
The  two  pawls  were  kept  out  of  contact  with  the  finger 
by  means  of  the  brass  tension  springs  4  in.  outside 
diameter  and  1  in.  long,  fastened  to  the  pawls  with 
in.  coffer  pins  and  to  the  casting  with  Ya  in.  round  head 


screws.  ,  ,  , 

Upon  action  of  the  automatic  release,  the  two  pawls 
on  the  automatic  release  were  thrown  out  radially  and 
the  nearest  pawl  engaged  the  finger  on  the  barrel  im¬ 
pelling  the  barrel  to  rotate  in  the  direction  of  lowering 
the  door.  The  Ya  in.  tap  bolt  contacted  the  stop  on  the 
bracket  and  halted  the  rotation  of  the  inner  shaft,  the 
automatic  starter  casting  and  the  pawls,  which,  were 
drawn  back  by  the  springs  and  the  barrel  continuing  to 
revolve.  Each  bracket  was  made  of  5/16  in.  steel  plate 
formed  to  support  the  shaft,  coil  and  hood  and  to  close 
the  ends  of  the  hood,  and  fastened  to  the  4x3x4m. 
wall  angle  by  three  4  in.  bolts. 

The  automatic  bracket  was  furnished  with  a  cast-iron 
cover  over  the  automatic  release.  The  guides  were  made 
of  three  angles ;  one  angle  4  x  3  x  4  m-  fastened  to  the 
wall  and  extending  above  the  opening  to  suPP°rt  the 
bracket  on  either  side;  one  angle  34  x  34  x  3/16  in.; 
and  one  angle  3x2x3/16  in.  The  guides  were  fastened 
with  Y  in.  bolts,  12  in.  max.  centers,  located,  in  slotted 
holes  with  a  galvanized  washer  on  either  side. 
The  wall  angle  was  fastened  to  the  wall  with  4  in. 
bolts  18  in.  max.  centers  located  in  slotted  holes  with 
galvanized  washers. 

A  centrifugal  governor  designed  to  retard  the  auto¬ 
matic  door  consisted  of  the  outer  casing  of  cast  iron 
3/16  in.  thick  and  the  inner,  disc  on  which  are  mounted 
the  two  brake  shoes.  The  inner  disc  rotates  freely,  on 
a  turned  steel  stud  which  is  journaled  in  a  cast  iron 
bearing  fastened  to  the  bracket  with  three  3/16  in.  rivets. 
The  stud  was  held  to  the  bearing  by  a  No.  9.  taper  pin. 
The  inner  disc  was  of  cast  iron  3/16  in.  thick  bushed 
with  1/16  in.  thick  brass  bushing.  To  the  face  of  .  the 
inner  disc  were  pivoted  two  brake-shoes  of  cast  iron 
pivoted  on  4  in.  round-turned  steel  studs  shouldered 
and  riveted  to  the  inner  disc.  The  brake  shoe  bushings 
were  1/32  in.  thick  of  brass  and  brass  washers  on 
either  side  were  1/32  in.  thick.  The  brake  shoes  were 
made  with  a  round  recess,  into  which  was  poured  lead 
or  babbitt  in  order  to  give  them  additional  weight  at  a 
point  well  removed  from  the  pivot.  The  brake  shoes 
were  not  in  contact  with  the  outer  cover  until  the  door 
had  developed  sufficient  speed  in  closing  to  extend  the 
two  steel  springs  and  thrown  the  face  of  the  shoes  against 
the  inner  surface  of  the  outer  cover.  There  was  cast, 
integral  with  the  inner  disc,  a  3  in.  diameter  pinion  hav¬ 
ing  12  teeth  and  1  in.  face.  The  governor  was  placed 
on  the  outside  of  the  bracket  above  the  gear.  .  ( 

Tests  were  conducted  on  the  door  at  the  Underwriters 
Laboratories,  Inc.,  Chicago,  Ill.,  on  July  8,  1940  (Report 
No.  40C802  filed  herewith)  and  witnessed,  by  a  com¬ 
mittee  of  the  Board  consisting  of  Commissioners  Blum, 
Savage  and  Chief  Engineer  Huber.  The  tests  were  in 
accordance  with  the  requirements  of  Group  5  and  Group 
18,  Sub  art.  1  of  Article  II,  Administrative  Building 
Code  titled  “Fire  Resistive  Materials”  and  were  in  con¬ 
formity  with  the  standard  time-temperature  curve.  The 
automatic  releasing  mechanism  operated  during  the  first 
thiry  seconds  after  the  start  of  the  test.  No  passage  of 
flame  through  the  door  or  smoke  in  significant  amount 
occurred  during  the  three  hours  of  fire  exposure,  al¬ 
though  gas  flames  from  the  furnace  appeared  at  inter¬ 
vals  during  the  last  hour  of  test  along  the  lintel. 

During  the  fire  exposure  there  was  a  uniform  bulge 
at  the  center  of  the  curtain  towards  the  fire,  assuming  a 
maximum  of  3-4  in.  at  about  55  minutes  after  the  start 
of  the  test.  This  bulge  was  slightly  reduced  during  the 
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last  two  hours  of  the  test.  The  curtain  remained  in  the 
guides  during  and  after  the  fire  and  hose  stream  tests. 
The  heat  transmission  from  the  fire  to  the  protected  area 
was  liberal  in  amount  and  intensity  during  the  fire  test, 
as  may  be  expected  of  a  steel  frame  barrier  assembled 
as  described  herein.  A  burlap  strip  32  in.  away  from 
the  unexposed  face  of  the  door  was  glowing  at  13  min¬ 
utes  and  ignited  at  14  minutes.  A  burlap  strip  at  64  in. 
ignited  at  55  minutes.  A  burlap  strip  at  96  in.  was 
charred  at  90  minutes.  The  expansion  of  parts  of  the 
door,  and  the  warping  of  the  curtain,  with  the  deflection 
of  the  barrel  indicate  the  necessity  of  providing  amply 
for  expansion.  Considering  the  amount  of  warping  of  the 
bottom  bar  and  buckling  of  the  lower  slats  which  were 
constructed  of  stainless  steel,  it  is  considered  that  these 
members  did  not  perform  satisfactorily  in  test  and  ap¬ 
proval  of  such  construction  will  be  withheld  until  such 
,  time  as  there  is  satisfactory  fire  test  performance  on  this 
material  as  an  alternate  for  ordinary  steel. 

On  the  basis  of  the  foregoing  data  the  Committee  rec¬ 
ommends  the  approval  of  the  Cornell  Rolling  Steel  Door, 
Type  Llenroc  size  9  ft.  x  10  ft.  when  manufactured  in 
accordance  with  the  specifications  provided  herein  under 
C26-660.0  (10.8.1)  Administrative  Building  Code,  but 
,  the  use  of  these  doors  shall  not  be  permitted  in  required 
,  exits.  Where  combustible  material  is  stored  within  15 
i  feet  of  an  opening  two  such  doors,  one  on  each  side  of 

j  the  opening,  shall  be  provided.  In  view  of  the  unsatis¬ 

factory  behavior  of  stainless  steel  during  the  fire  test, 
its  use  is  not  recommended.  Larger  sizes  of  this  door 
,  may  be  permitted  in  accordance  with  the  permissive  pro¬ 
visions  of  the  Administrative  Building  Code. 

The  Committee  further  recommends  that  all  opening 
protective  assemblies  manufactured  under  this  approval 
shall  comply  with  the  Rules  of  the  Board  for  the  In- 
[  spection  of  Opening  Protective  Assemblies. 


i 


id 


(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM, 
Commissioner. 
LESLIE  V.  HUBER. 

Chief  Engineer. 
Committee  on  Tests. 


Whereas,  this  report  recommended  the  approval  of  this 

Material ; 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
-reby  approve  the  material  known  as  the  Cornell  Rolling 
teel  Door.  Llenroc  Type,  on  condition  that  the  material  be 
anufactured,  used,  and  labelled,  stamped  or  tagged  in  ac- 
irdance  with  above  report. 
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PPLICANT— Elwyn  E.  Seelve,  for  John  T.  McCoy,  for 
National  Fireproofing  Company,  owner. 

UBJECT — Natco  16  inch  by  16  inch  Tile  (For  Ribbed 
F’oor  Construction),  approval  of. 

■PPEARANCES — 

F°’'  Applicant:  Elwyn  E.  Seelye  and  T.  Barbato. 
CTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

HE  VOTE  TO  APPROVE— 


Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


HE  RESOLUTION— 

•  (40-40-SM) 

Whereas,  Elwyn  E.  Seelye,  for  John  T.  McCoy,  for 
ational  hireproofing  Company,  owner,  filed  January  11, 
1,  an  application  with  the  Board  of  Standards  and  Ap¬ 


peals,  tor  approval  of  the  material  known  as  Natco  16  inch 
A  16  inch  file.  (For  Ribbed  Floor  Construction);  and 
Whereas,  this  material  was  submitted  to  the  committee 
on  tests  of  the  Board  for  test  and  report;  and 
Whereas,  the  report  of  the  Committee  on  Test  reads: 


KC-ruKl  Ur  COMMITTEE  ON  TESTS. 

_  ,  September  10,  1940. 

Re:  Calendar  No.  40-40-SM. 

Subject:  Natco  16  inch  by  16  inch  Tile  (For  Ribbed 
Floor  Construction),  approval  of. 

Elwyn  E.  Seelye,  filed  in  behalf  of  John  T.  McCoy, 
Agent,  an  application  with  the  Board  of  Standards  and 
Appeals  for  the  approval  of  a  filler  material  for  use  in 
ribbed  floor  construction  (one  and  two-way  systems)  as 
made  by  the  National  Fireprofing  Company  at  their 
plant,  located  in  Perth  Amboy,  New  Jersey,  under  C2o- 
191.0.  (2.2.3)  and  C26-476.0  (8.5.8)  Administrative 
Building  Code. 

Manufacture 


as  follows : 

Natco  tile  is  made  of  elav  of  an  analysis  as  follows: 

After  Drying  at  110°  C 


Loss  on  Ignition  9.270 

Silica  60.54 

Ferric  Oxide  4.78 

Alumina  (  Alff)3)  by  difference  20.72 

Calcium  Oxide  0.15 

Magnesium  Oxide  0.75 

Titanium  Oxide  (TiO2)  1.27 

Combined  Alkalies  (Naff)  -  Kff))  0.70 


It  js  mined  in  the  open  and  delivered  to  the  plant  where 
it  is  dumped  in  a  granulator  which  cuts  and  mixes  the 
clay.  It  then  passes  through  a  set  of  corrugated  conical 
rolls  and  guiding  rolls  with  further  mixing  into  storage 
bins.  From  the  storage  bins  the  clay  is  fed  into  a  vacuum 
extrusion  machine  where  it  is  tempered  to  the  proper 
consistency  for  forming  through  the  dies.  The  extru¬ 
sion  machine  forces  the  clay  through  the  die  in  a  con¬ 
tinuous  stream,  or  column.  This  column  of  clay  passes 
through  a  reciprocating  cutter,  upon  which  piano  steel 
wires  are  located,  to  cut  the  clay  column  into  the  de¬ 
sired  length.  From  the  cutter  the  sized  units  are  de¬ 
livered  onto  a  steel  conveyor. 

The  units  are  taken  from  this  conveyor  and  placed 
upon  three  deck  dryer  cars,  to  be  placed  into  a  humidity 
dryer  for  the  removal  of  the  mechanical  water.  As  the 
dried  ware  emergies  from  the  dryer  it  is  left  on  the 
dryer  cars  and  transported  to  round  down-draft  bee¬ 
hive  type  kilns,  for  placing  in  the  kiln. 

The  ware  is  placed  in  the  kiln  by  experienced  setters, 
and  set  to  a  height  of  12  ft.  After  the  kiln 
has  been  charged,  the  wickets  are  closed  and  the  kiln 
is  then  ready  for  the  burning  operation. 

The  burning  operation  is  carried  on  in  four  stages ; 
the  water  smoking  period,  the  dehydration  period,  the 
oxidation  period,  and  the  vitrification  period.  After  the 
vitrification  period  has  been  reached  and  the  ware  has 
been  fired  to  the  desired  hardness,  the  firing  is  discon¬ 
tinued  and  the  kilns  are  cooled  slowly. 

To  maintain  uniformity  of  the  burning  process,  pyro¬ 
meters  and  thermo-couples  are  installed  in  each  kiln, 
readings  are  taken  both  on  indicating  and  recording  py¬ 
rometers.  The  firing  is  also  checked  with  pvrometric 
cones  and  draw  trials  are  taken  from  the  kiln  from  time 
to  time.  After  the  kilns  have  cooled,  the  wickets  are 
removed  and  the  ware  is  then  ready  to  be  drawn  from 
the  kiln.  The  drawing  operation  consists  of  loading  the 
cars  onto  small  four  wheel  drawing  trucks,  which  hold 
approximately  one  ton  to  one  and  one-half  tons  each. 
On  these  trucks  the  ware  is  transported  to  either  a  ship¬ 
ping  conveyance  or  placed  into  inventory.  The  clay  prop- 
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erty  is  cross-sectioned  and  drilled  far  ahead  of  consump¬ 
tion.  The  borings  taken  from  the  drilling  are  made  up 
into  test  bars  and  checked  for  plasticity,  drying  and 
burning  shrinkage  and  absorption. 

Tests 

Samples  of  Natco  16  in.  by  16  in.  by  10  in.  tile  were 
tested  in  compression  at  Columbia  University,  Labora¬ 
tory  Test  No.  67290-5  report  filed  herewith  with  results 
as  follows : 


Max.  Load, 


257.500 

263.500 
387,000 


lbs. 


Cells  Vertical 

Ultimate  Strength, 
(p.s.i.) 


Gross  Area 
1695 
1740 
2550 


Net  Area 
5380 
5460 
8080 


Cells  Horizontal 

Max.  Load,  lbs.  Ultimate  Strength, 

(p.s.i.) 


60,000 

64,000 

63,000 


Gross  Area 
359 
412 
380 


Net  Area 
2365 
2620 
2500 


The  modulus  of  elasticity  of  New  Jersey  clay,  fiom 
which  Natco  Structural  Wall  and  Floor  Tile  are  manu¬ 
factured,  averages  2,730,000  per  square  inch  on  the  net 
area.  This  is  the  result  of  50  tests  on  various  types  of 
units  conducted  at  the  U.  S.  Bureau  of  Standards,  as  re¬ 
ported  in  Research  Paper  No.  181,  reprinted  from  Jour¬ 
nal  of  Research,  Volume  4,  June,  1930.  Absorption 
values  obtained  from  Columbia  Test  No.  229600-01  was 
11.2%.  From  the  Bureau  of  Standard’s  Report  referred 
to  above,  the  absorption  was  approximately  10%  (taken 
from  curve  on  page  845,  Fig.  22.) 

The  average  value  for  bond  taken  from  the  same 
report  on  6  cell  tile  for  thirty  specimens  tested  was 
279  p.s.i.  (mix  1  :2  :4)  and  that  the  best  values  were  ob¬ 
tained  when  the  tile  surface  was  wetted  down  rather 
than  fully  saturated,  and  that  dry  curing  gave  higher 
bond  strength  in  shear  than  wet  curing. 

GENERAL  ,  ,  „ 

The  Administrative  Code  as  adopted  and  made  effec¬ 
tive  January  1,  1938,  for  the  first  time  recognized  ribbed 
floor  construction,  Sec.  C26-476.0  (8.5.8).  Prior  thereto, 
this  form  of  construction,  known  as  the  Shuster  System, 
using  12  in.  x  12  in.  filler  units,  was  approved  in  1917, 
by  Superintendent  A.  Ludwig,  which  approval  is  still  in 
force.  Since  this  approval  was  granted,  many  buildings 
have  been  constructed  with  this  type  of  floor  construction 
and  its  integrity  established  by  satisfactory  performance 
during  the  ensuing  time.  To-day  it  is  a  generally  ac¬ 
cepted  floor  construction,  and  when  the .  top  slab,  not 
being  required  for  strength,  is  omitted,  its  economical 
application  to  building  construction  is  best  realized. 

The  basis  of  the  form  of  construction  and  the  con¬ 
tribution  of  a  filler  unit  to  the  structual  resistance  of  a 
floor  slab  is  in  accordance  with  Hooke’s  Law,  which  pro¬ 
vides  that  in  anv  material,  stresses  are  proportional  to 
strains  and  that  "bending  is  resisted  by  the  relative  stiff¬ 
ness  of  the  materials  composing  the  section.  All  mate¬ 
rials  in  a  floor  system  must  deform  equally,  each  mate¬ 
rial  carrying  such  portion  of  the  load  as  detei  mined  bv 
its  modulus  of  elasticity.  Since  all  parts  of  a  floor  sys¬ 
tem  deform  together  under  load,  the  relative  amounts 
of  load  carried  by  the  several  materials  comprising  the 
floor  slab  is  in  accordance  with  their  relative  moduli  of 


elasticity. 

In  order  to  develop  a  relation  of  the  moduli  of  elas¬ 
ticity  using  the  principle  of  Hooke’s  Law  for  the  type 
of  construction  proposed  a  formula  is  developed  as  fol¬ 
lows  : 
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To  apply  this  relation  to  ribbed  floor  construction  so 
that  the  stresses  in  the  concrete  shall  be  within  values 
permitted  in  the  Administrative  Building  Code,  two 

cases  are  considered.  .  ,  ,  ... 

Case  /  —  If  the  modulus  of  elasticity  of  the  filler  unit 
is  less  than  that  of  the  concrete  in  the  rib,  the  stress 
in  the  outer  fibre  of  the  composite  strip  (filler  unit  and 
concrete  rib)  must  be  limited  to  the  permitted  value  in 
the  Administrative  Building  Code,  in  flexure,  for  the 

class  of  concrete  used.  ...  f 

Case  II  —  If  the  modulus  of  elasticity  of  the  concrete 
in  the  rib  is  less  than  that  of  the  filler  unit,  then  the 
stress  in  the  outer  fibre  of  the  concrete  rib  must  be 
limited  to  the  permitted  value  in  the  Administrative 
Building  Code,  for  the  Class  of  concrete  used. 

This  is  as  illustrated  in  Fig.  2. 

The  use  of  the  foregoing  derivations  will  give  stresses 
within  permitted  values  in  the  Administrative  Building 
Code  when  the  rib  and  flange  width  are  4  15 .  — 

wth  a  compression  value  of  pa  (Average  stress  in  co 
bined  joist)  from  equations  I  and  II. 

Recommendations  ,  _  ...  „ 

On  the  basis  of  the  foregoing  data,  the  Committee  o 
Tests  recommends  the  approval  of  Natco  16  x  to  x 
K),  9,  8.  7,  6  cell  block  (Fig  3)  for  useas  »  “Jg 
in  one  and  two  way  systems  under  C26-476.0 
and  C26-191.0  (2.2.3)  provided  that  the  filler  units  are 
manufactured  as  provided  herein  with  care  exercised 
so  as  to  provide  a  surface  (not  too  hard)  to  permit  a 

satisfactory  bond.  .  .  rp 

In  designing  the  resisting  sections,  the  sections  re 

sisting  moment  and  shear  shall  be  taken  as  follows: 

Equivalent  resisting  reinforced  composite  section  t° 
resist  positive  moment  shall  be  the  beam  formed  by  tnc 
concrete  rib  and  the  slab  plus  the  shell  and  top  flange 
of  the  clay  tile  filler  unit.  . 

Equivalent  resisting  reinforced  composite  section 
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In  the  construction  of  all  ribbed  floor  systems  pre¬ 
cautions  shall  be  taken  so  that  the  edges  of  filler  tiles 
shall  be  placed  straight  and  in  plane  so  as  to  provide 
tight,  uniform  joints  where  they  contact.  All  burrs  shall 
he  removed,  and  the  surface  very  lightly  sprayed  with 
water  (not  soaked). 

It  is  further  recommended  that  samples  of  Natco  units 
he  regularly  tested  during  construction  to  ascertain  if 
they  come  within  values  of  absorption,  compression  and 
modulus  of  elasticity  as  provided  herein.  Each  shipment 
of  filler  units  shall  have  the  delivery  slip  labelled  or 
stamped  reading  as  follows:  “Approved  by  the  Board 
of  Standards  and  Appeals  for  use  in  one  and  two-way 
ribbed  floor  systems  in  New  York  City  under  the  con¬ 
ditions  as  specified  under  Cal.  No.  40-40-SM,”  and  that 
all  designs  submitted  to  the  Department  of  Housing  and 
Buildings  be  similarly  stamped. 

BERNARD  A.  SAVAGE, 
Commissioner. 

CHARLES  M.  BLUM, 
Commissioner. 

LESLIE  V.  HUBER, 
Chief  Engineer. 

Committee  on  TesU. 

and 

W  i ikkk.as,  this  report  recommended  the  approval  of  this 
material ; 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Natco  16"  by  16"  Tile 
(For  Ribbed  Floor  Construction),  on  condition  that  the 
material  be  manufactured,  used,  and  labeled  stamped  or 
tagged  in  accordance  with  above  report. 


resist  negative  moment  shall  be  the  beam  formed  by  the 
concrete  rib  and  the  vertical  shell  of  the  tile  plus  50 
per  cent  of  the  bottom  flange  in  one-way  construction 
and  all  of  such  flange  in  two-way  construction. 

The  equivalent  resisting  reinforced  composite  section 
to  resist  shear,  with  or  without  the  top  slab,  shall  be 
the  rectangular  beam  formed  by  the  concrete  rib  and 
vertical  shell  of  the  filler  tile. 


I  he  equivalent  resisting  reinforced  composite  section 
to  resist  either  positive  or  negative  moment,  where  the 
top  slab  is  omitted,  shall  be  the  rectangular  beam  formed 
by  the  concrete  rib  and  the  vertical  shell  plus  50  per 
cent  of  the  horizontal  flanges  of  the  filler  tile  in  one¬ 
way  construction  and  all  of  such  flanges  in  two-way  con¬ 
struction,  provided  that  the  filler  tile  is  entirely  sur¬ 
rounded  by  concrete  ribs  and  the  joints  between  the 
tile  are  staggered. 


Adjourned,  4:45  P.M. 

Joseph  J.  Doyle,  Chief  Clerk. 


CORRECTION 

1  he  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals(  held  on  Tuesday,  September  10,  1940,  as  they 
appeared  in  Bulletin  No.  38,  Vol.  25,  are  hereby  corrected 
to  read  as  follows : 

(315-33-BZ) 

THE  RESOLUTION— 

Whereas,  this  application  affecting  premises  southeast 
corner  of  Astoria  avenue  and  44th  street  (Block  No.  7 17. 
part  of  Lot  No.  29),  Astoria,  Borough  of  Queens,  was 
granted  by  the  Board  March  13,  1934,  on  certain  conditions, 
time  extended  April  23,  1935,  September  24,  1935,  April  28. 
1936  and  February  23,  1937,  and  the  owner  requested  an 
amendment  of  the  resolution. 

Resolved,  that  the  Board  of  tSandards  and  Appeals  does 
hereby  amend  its  resolution  adopted  on  March  13,  1934,  so 
that  as  amended,  the  resolution  shall  read : 

“Resolved,  that  the  Board  of  Standards  and  AppeaL 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution 
and  that  the  application  he  and  it  hereby  is  granted  on 
condition  that  the  accessory  building  shall  be  erected  to¬ 
ward  the  easterly  lot  line  where  indicated  and  that  there 
shall  be  constructed  northerly  along  the  interior  lot  line  a 
wall  of  face  brick  similar  to  that  used  for  the  accessory 
building  not  less  than  8  ft.  in  height :  that  this  wall  may, 
however,  be  constructed  4  ft.  in  height  at  the  street 
line  of  Astoria  avenue  and  graduated  at  the  rate  of 
one  foot  in  four  to  the  8  ft.  height:  that  the  entire 
plot  shall  he  leveled  substantially  to  the  grade  of  Astoria 
avenue ;  that  where  not  covered  by  accessory  buildings, 
this  plot  shall  be  cement-paved  or  covered  with  cracked 
bluestone;  that  the  accessory  buildings  shall  be  in  accord- 
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ance  with  the  design  and  arrangement  indicated  on  plans 
filed  with  this  application,  constructed  of  Colonial  brick 
and  with  a  roof  surfaced  with  heavy  slate;  that  this 
building  shall  not  exceed  one  story  in  height  and  shall  be 
constructed  of  incombustible  materials,  except  that  the 
roof  beams,  roof  boarding,  windows  and  doors  may  be  of 
wood  provided  that  the  ceilings  throughout  are  fire-re¬ 
tarded  in  accordance  with  the  rules  of  the  Board  of 
Standards  and  Appeals;  that  there  shali  be  no  open  ex¬ 
cavation  under  these  buildings  except  the  pits  lor  the 
greasing  racks ;  that  there  shall  be  no  open  flame  per¬ 
mitted  on  the  property ;  that  the  gasoline  pumps  shall  be 
not  nearer  than  10  ft.  to  either  street  building  line  and 
not  nearer  than  10  ft.  to  any  portion  of  an  accessory 
building;  that  there  shall  be  erected  on. the  exterior  lot 
lines  a  concrete  curb  not  less  than  12  in.  in  width  and 
12  in.  in  height  with  not  over  two  openings  therein  to 
Astoria  avenue  and  not  over  two  opening  to  44th  street, 
each  opening  not  to  exceed  25  ft.  in  width;  that  no  pait 
of  these  openings  shall  be  nearer  than  10  ft.  to  the  corner 
formed  by  the  intersection  of  Astoria  avenue  and  44th 
street  nor  5  ft.  from  the  interior  lot  line  to  the  east ; 
that  opposite  these  openings  cuts  in  the  curb  shall  not 
exceed  50  ft.  each ;  that  signs  advertising  nonconforming 
uses  shall  be  restricted  to  the  illuminated  globes  of  the 
gasoline  pumps ;  that  no  portable  gasoline  tanks  shall  be 
used  on  or  from  the  premises;  that  no  automobile  re¬ 
pairing  shall  be  carried  on  in  the  premises  or  no  parking 
or  storage  of  cars  other  than  those  being  serviced ;  that 
plans  shall  be  submitted  to  the  board  and  approved  by 
the  chairman  in  behalf  of  the  board  before  filing  with  the 
commissioner  of  buildings ;  that  in  the  event  the  ownci 
desires  to  install  two  (2)  additional  storage  tanks  with 
a  capacity  of  550  gallons  each,  located  as  indicated  on 
plan  marked  Received  August  12,  1940,  such  additional 
tanks  may  be  installed,  as  filed  with  the  Dept,  of  Hous¬ 
ing  and  Buildings  under  Misc.  Applic.  1915-40,  provided 
in  all  other  respects  the  requirements  of  this  resolution 
shall  be  complied  with  and  that  the  two  pumps  proposed 
on  the  44th  street  side  shall  not  be  nearer  than  la  feet 
to  the  street  building  line.” 


*  Correction  —  The  last  clause  inadvertently  omitted,  in¬ 
serted  in  resolution. 


448-40-SM.  ,  _  .  ,  T  ,  in/1n 

Note:  In  Bulletin  No.  29,  Vol.  25,  issued  July  16,  1940 
notation  was  made  of  publication  in  a  subsequent  issue  of 
the  Bulletin— this  resolution  is  now  published  as  follows : 

THE  RESOLUTION— 

(448-40-SM) 

W iiereas,  the  H.  H.  Robertson  Company,  owner,  filed 
April  25,  1940,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  material  known  as  Robert¬ 
son  Cellular  Beam  Steel  Floor  and  Roof  Construction,  Types 
K,  FK,  RIC  and  UK;  and 

Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

June  25,  1940. 

Cal.  No.  448-40-SM. 

Subject:  Robertson  Cellular  Beam  Steel  Floor  and  Roof 
Construction,  Types  K,  FK,  RK  and  UK,  approval  of. 

The  H.  H.  Robertson  Company,  of  Pittsburgh,  Penn¬ 
sylvania,  filed  an  application  with  the  Board  of  Stand¬ 
ards  and  Appeals  on  April  26,  1940,  for  the  approval  of 
their  form  of  steel  floor  construction,  known  as  Robert¬ 
son  Cellular  Beam  Steel  Floor  and  Roof  Construction, 


Types  K,  FK.  RK  and  UIC  (Fig.  1),  under  the  per¬ 
tinent  provisions  of  the  Administrative  Building  Code. 


STANDARD  EDGE  JOINT  FOB  HEAVIER  GAUGES' 

Units  May  Also  re  Made  Two  r ells  Mr*  fob  far  Handling. 

“K”  Type  Unit 


^rv 


Sr  a  no abo  loot  Joint  nob  Heavier  Gauges 
Units  May  Also  a?  Mate  7wo  Cells  Mae  bob  Easy  Uanoung 

“FK”  Type  Unit 


Stand  A  bo  Edge  Joint  fob  Heavier  Gauges 


“RK”  Type  Unit 


“UK”  Type  Unit 
Figure  1 


The  materials  comprising  its  construction  are  manu- 
factured  by  the  applicant  at  their  plant  at  Ambridge. 
Pennsylvania.  The  strip  steel  is  purchased  in  gaug~- 
as  required  and  of  properties  as  follows: 
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Chemical  Analysis:  .05  per  cent,  to  .10  per  cent, 
carbon,  .35  per  cent,  to  .50  per  cent,  manganese,  .04 
per  cent,  phosphorous  maximum,  .05  per  cent,  sulphur 
maximum.  Copper-bearing  sheets,  copper  .20  per  cent, 
minimum. 

Physical  Properties:  Standard  test  pieces,  2  in.  by 
Vi  in.  Tensile  strength,  pounds  per  sq.  in.,  45,000  to 
60,000.  Yield  point,  minimum  pounds  per  sq.  in.,  50  per 
cent,  of  tensile  strength.  Elongation  under  2  in.,  25 
per  cent. 

Cold  Pending  Test:  Through  180  degrees  flat  upon 
itself,  without  cracking  on  the  outside  and  bent  portion. 

The  strip  material  is  processed  by  the  applicant 
into  the  several  types,  hereinafter  described,  on  specially 
designed  cold  rolls.  The  sheets  are  then  matched  to 
their  mating  sections  and  tack  welded.  They  are  then 
run  through  a  special  resistance  welding  machine,  de¬ 
signed  to  exert  a  pressure  on  both  halves,  and  welded 
so  as  to  permit  the  sections  to  act  as  a  unit,  as  to 
resist  horizontal  shear  at  the  line  of  contact.  The 
unit  is  then  subjected  to  cleaning  inside  and  out  by 
high  pressure  steam  and  air  and  then  oven-dried,  after 
which  it  is  dipped  in  an  asphalt  base  paint.  It  is  then 
baked  at  a  temperature  of  from  275  degrees  to  300  de¬ 
grees  Fahrenheit  until  thoroughly  dry,  after  which  it  is 
ready  for  shipment. 

PHYSICAL  PROPERTIES 

The  physical  properties  of  the  several  units  are  con¬ 
tained  in  the  catalogue  “Robertson  Keystone  Beam 
Steel  Moor”.  The  values  therein  have  been  rechecked 
by  physical  tests  as  listed  below.  The  several  sections 
upon  which  approval  is  requested  are  as  follows: 

Type  K  Unit 

A  load  test  was  performed  at  the  plant  of  the  appli¬ 
cant,  witnessed  by  representatives  of  the  Building  De¬ 


partment,  June  24,  1933,  on  a  14-gauge  Type  K  Unit 
on  a  20  ft.  simple  span,  uniformly  loaded,  secured  at  each 
end  by  filet  welding.  The  results  compared  favorably 
with  the  computed  values  for  corresponding  loads,  as  in¬ 
dicated  by  curves  on  Figure  2. 

Type  FK  Unit 

A  similar  test  was  made  on  Type  FK  Unit,  16-gauge, 
on  a  14  ft.  simple  span,  uniformly  loaded,  secured  at 
each  end  by  filet  welding.  The  results  compared  favor¬ 
ably  with  the  computed  values  for  corresponding  loads, 
as  indicated  by  curves  on  Figure  3. 
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\  similar  test  was  made  on  Type  RK  Unit,  16-gauge, 
on  a  10  ft.  simple  span,  uniformly  loaded,  secured  at  each 
end  by  filet  welding.  The  results  compared  favorably 
with  the  computed  values  for  corresponding  loads,  as  in¬ 
dicated  by  curves  on  Figure  4. 

Type  UK  Unit  . 

A  test  was  made  on  Type  UK  Unit,  18-gauge,  on  a 
7  ft.  2^4  in.  span  c-c  loaded  by  hydraulic  jacks  at  the 
quarter  points  with  units  free  to  move  on  the  supports. 
The  test  was  reported  three  times  for  the  same  span. 
All  tests  were  conducted  under  the  supervision  of  Pro¬ 
fessor  H.  C.  Berry  at  the  University  of  Pennsylvania, 
report  dated  December  27,  1932.  The  results  compared 
favorably  with  the  computed  values  for  corresponding 
loads,  as  indicated  by  curves  on  Figure  4a.  There  was 
no  permanent  deflection  on  any  of  the  panels  after  un¬ 
loading. 

SPECIAL  PHYSICAL  TESTS 

A  special  test  was  conducted  at  Mellon  Institute  of 
Industrial  Research,  File  No.  132,  to  determine  the  value 
of  the  method  of  fastening  the  units  to  the  supporting 
beams,  to  each  other,  and  of  integrating  the  floor  con¬ 
struction  as  a  part  of  the  completed  structure— to  show 
that  it  is  capable  of  resisting  horizontal  loadings,  such 
as  wind  stresses  and  earthquakes.  In  this  test  horizon¬ 
tal  loads  were  applied  to  the  top  surface  of  each  one  of 
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the  types,  FK  16/16,  FK  18/18,  UK  16/16  and  UK 


18/18,  with  results 
Panel  No. 

as  follows : 

1  2 

3 

4 

5 

Type  of 

FK 

FK 

UK 

UK 

FK 

Units  Used 

16/16 

18/18 

16/16 

18/18 

16/16 

Length  of  panel 
parallel  to  cells 

16  ft. 

16  ft. 

8  ft. 

8  ft. 

16  ft. 

Width  of  panel 
perpendicular 
to  cells  .... 

12  ft. 

12  ft. 

12  ft. 

12  ft. 

12  ft. 

Area  of  panel — 
sq.  ft . 

192 

192 

96 

96 

192 

Catalogue  verti¬ 
cal  load  capa¬ 
city  per  lb.  sq. 
ft.  live  load  . . 

80 

65 

70 

55 

80 

Total  Load  . . 

110 

90 

130 

105 

110 

10%  of  total 
vertical  load — 
area  —  Unit 

H  o  r  .  Design 
necessary,  lbs. 
per  sq.  ft.  . . 

11 

9 

13 

10.5 

11 

Fastenings  to  beams — In  all  cases  in.  effective  length 
welds  at  the  bottom  of  alternate 
cells,  except  No.  5  where  every  cell 
was  welded. 

Fastenings  at  side  joints — In  all  cases  y2  in.  effective 
lengths  spaced  3  ft. 

Panel  1. 

This  panel  was  submitted  to  a  total  endwise  load  of 
16,000  pounds,  with  a  corresponding  deflection  of  .265 
m.,  and  failure  occurring  by  the  bottom  of  the  cells 
teai  ing  out  at  the  welds.  Separate  tests  were  taken  in 
the  sidewise  direction  and  at  a  load  of  12,000  pounds, 
the  Keystone  panels  reached  the  elastic  limit,  with  a 
deflection  of  .105  in.,  and  failure  occurring  at  a  load  of 
14,000  pounds,  with  a  corresponding  deflection  of  .140 
in.  Failure  occurred,  as  evidenced  by  distortion  of  all 
cells  with  welds  remaining  intact. 

Panel  2. 

This  panel  was  submitted  to  a  total  endwise  load  of 
13,000  pounds,  with  a  corresponding  deflection  of  .230 
in.,  and  failure  occurring  by  the  bottom  of  the  cells 
teai  ing  out  at  the  welds.  Separate  tests  were  taken 
in  the  sidewise  direction,  with  failure  occurring  at  a 
load  of  10,000  pounds,  with  a  deflection  of  .170  in.,  and 
failure  occurring  by  lateral  bending  with  welds  remain¬ 
ing  intact. 

Panel  3. 

nlnrf  ^ane^  was.  submitted  to  a  total  endwise  load  of 
14,000  pounds,  with  a  corresponding  deflection  of  .225 
in.,  and  failure  occurring  by  the  bottom  of  the  cells 
tearing  out  at  the  welds.  Separate  tests  were  taken  in 
the  sidewise  direction  with  no  failure  occurring  for 
the  reason  that  the  limit  of  the  jack  was  reached  at  a 

25,000  pounds,  with  a  corresponding  deflection 

of  .080  in. 

Panel  4. 

This  Panel  was  submitted  t0  a  total  endwise  load  of 
y»000  pounds,  with  a  coresponding  deflection  of  .200  in., 
and  failure  occurring  by  the  bottom  of  the  cells  tearing 
out  at  the  welds.  Separate  tests  were  taken  in  the 
sidewise  direction  with  failure  occurring  at  16,000 
pounds  with  the  cells  becoming  distorted,  all  welds  re¬ 
maining  intact. 

Panel  5. 

Sidewise  loads  were  applied  to  this  panel  by  a  Watson- 
Stdlman  hydraulic  jack  to  a  total  of  28,000  pounds, 
with  a  corresponding  deflection  of  .190  in.,  and  failure 
occurring  by  all  cells  becoming  distorted  and  all  welds 
remaining  intact.  In  this  panel  in.  effective  length 
welds  were  placed  at  the  ends  of  each  cell  to  obtain  a 
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comparison  with  Panel  1,  and  to  indicate  that  by  in¬ 
creasing  tiie  number  of  welds,  the  performance  of  the 
panel  is  proportionately  increased. 

Observations  were  also  made  to  determine  the  value  ot 
field  welds  as  used  on  Panels  1  to  5,  inclusive.  A  com¬ 
parison  of  test  Panels  1  to  5  shows  that  doubling  the 
number  of  field  welds,  in  attaching  units  to  steel  beams, 
doubles  the  strength  of  panel  against  loads  applied  side- 
wise  and  leads  to  the  conclusion  that  applying  welds  at 
side  joints,  at  approximately  36  in.  centers,  is  adequate 
as  none  of  the  panels  show  faliure  in  such  welds  up  to 
the  point  where  the  panel  failed  otherwise. 

FIRE  TESTS 

hire  tests  on  these  several  type  units  specifically  de¬ 
scribed,  were  conducted  as  follows : 

_  A  test  was  conducted  at  Columbia  University,  F.  W. 
71,  on  the  Type  K  Unit  under  the  supervision  of  Pro¬ 
fessor  Albin  H.  Reyer.  The  floor  tested  formed  the 
roof  of  a  structure  of  which  an  area  of  14  ft.  by  20  ft. 
was  exposed  to  the  fire.  The  structural  supporst  con¬ 
sisted  of  three  I  beams  placed  parallel  to  the  14  ft.  side, 
one  at  the  middle  and  one  each  at  the  ends,  with  a  spac- 
ing  of  10  ft.  4  in.  on  centers,  giving  a  clear  span  of  9 
tt.  10  in.  Each  panel  between  these  I  beams  was  filled 
in  with  seven  standard  Tyne  TC  Units,  16/16  gauge, 
placed  perpendicular  to  the  T  beams  and  resting  directly 
upon  them,  leaving  a  space  of  2  in.  between  them  di- 
i  ectly  over  the  center  beam.  The  units  were  then  tack 
welded  to  the  top  flange  of  the  middle  beam. 

Cinder  fill  was  placed  over  the  beam  sections  to  a 
depth  of  2  in.  The  underside  protection  consisted  of  2 
in.,  gypsum  ceiling  tile  /reinforced  with  No.  24  gauge 
painted  expanded  metal,  l/2  in.  mesh)  which  was  covered 
with  a  thin  finish  coat  of  gypsum  plaster.  The  tile  were 
laid  shin  lan  with  1  in.  overlan  and  further  reinforced 
longitudinally  with  two  No.  8  gauge  galvanized  iron 
wires  which,  at  the  quarter  points,  protruded  above  the 
tile  for  2  in.  and  provided  a  means  of  securing  to  the 
1  in.  channels  which  were  secured  to  the  Keystone  beams 
at  every  third  cell.  The  supporting  steel  was  protected 
with  hollow  gvnsum  soffit  tile  3  in.  thick. 

A  load  of  42,000  oounds  of  pig  iron  was  distributed 
over  an  area  of  14  ft.  by  20  ft.,  equivalent  to  a  load  of 
150  pounds  per  square  foot.  This  construction  was  then 
subjected  to  a  four-hour  fire  test  (wood  firing),  in  ac¬ 
cordance  with  the  accepted  time  temperature  curve  ob¬ 
served  at  that  time,  where  the  temperature  reached 
1738  degrees  Fahrenheit  at  the  end  of  thirty  minutes, 
with  averages  as  follows : 


First  half  hour  .  1480°  F. 

Second  half  honr  .  1727°  F. 

Second  hour  .  1730°  F. 

Third  hour  . 1720°  F. 

Fourth  hour  .  1755°  F. 


I  he  results  of  this  test  were  as  follows : 

The  temperature  of  the  Type  K  Unit  reached  a  max¬ 
imum  of  201  degrees  Fahrenheit  (starting  temperature 
52  degrees  Fahrenheit)  with  a  corresponding  tempera¬ 
ture  of  the  floor  of  a  maximum  of  161  degrees  Fahren¬ 
heit.  At  the  end  of  the  four-hour  period  the  deflections 
varied  between  0.08  to  0.59.  On  the  seven  points  check, 
after  water  application,  the  floor  recovered  so  that  this 
range  was  reduced  to  0.03  in.  to  0.14  in.  The  panel 
was  then  subjected  to  a  100  per  cent,  increase  of  loan. 
Under  a  load  of  300  pounds  per  square  foot,  the  de¬ 
flections  ranged  from  0.03  in.  to  0.52  in.  The  load  was 
then  increased  to  450  pounds  per  square  foot  and  the 
deflections  ranged  from  0.07  in.  to  0.70  in.  The  load 
was  still  further  increased  to  600  pounds  per  square 
foot  with  deflections  ranging  from  0.07  in.  to  0.94  in. 
Practically  one  hour  later  the  load  was  removed  and  the 
panel  recovered  so  that  the  deflections  ranged  from 
0.02  in.  to  0.28  in. 
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The  hose  stream  applied  consisted  of  a  stream  of 
water  from  a  1^  in.  diameter  smooth  bore  nozzle  hav¬ 
ing  a  pressure  of  60  pounds  per  square  inch  and  applied 
for  five  minutes  against  the  underside  of  the  test  floor. 
The  force  of  this  hose  stream  shattered  the  ceiling  tile 
but  the  expanded  steel  mesh  reinforcing  remained  at¬ 
tached  to  the  Type  K  Units.  Throughout  this  test  the 
Type  K  Units  showed  no  evidence  of  distortion,  the 
black  paint  on  lower  half  was  not  discolored  and  there 
was  no  passage  of  smoke,  flame  or  water  through  the 

floor  panels.  .  f 

A  further  test  was  conducted  by  the  committee  of  the 
Board  on  the  Type  K  Unit  at  the  Underwriters’  Labor¬ 
atories,  Incorporated,  Retardant  No.  ~6b9.  Tne  panel 
tested  consisted  of  Type  K  18/18  flooring  units,  span¬ 
ning  13  ft.  2  in.  center  to  center  and  extending  length¬ 
wise  nine  units,  or  17  ft.  10/2  in.  These  units  were  se¬ 
cured  to  the  end  beams  by  means  of  electric  welds  1  in. 
in  diameter  and  at  the  sidelaps  by  means  of  electric 
welds  1  in.  long,  3  ft.  on  centers.  Over  the  flooring 
was  placed  a  2  in.  thickness  of  cinder  fill,  1 :3J4  :3. 

The  underside  of  the  floor  was  provided  with  run¬ 
ner  channels  fastened  to  the  units  by  six  S  hooks  made 
of  7-gauge  wire  to  which  the  channels  were  wired.  At 
right  angles  to  the  runner  channels  Ya  in.  furring  chan¬ 
nels  were  placed  12  in.  on  centers  and  held  against  the 
runner  channels  with  a  double  loop  of  No.  14  gauge 


wire. 


A’ metal  lath  was  secured  to  the  channels  with  No. 
18  gauge  wire,  6  in.  on  centers.  The  ends  of  the  metal 
lath  lapped  approximately  10  in.  and  the  edges  1  to  1/2 
in.  The  expanded  metal  lath  was  of  Ys  m.  diamond- 
mesh  design,  3.1  pounds  per  square  yard.  The  runner 
channels  were  1 F2  in.  wide,  Y>  in.  deep,  and  the  furring 
channels  Ya  in.  wide  and  1/a  in.  deep. 

The  plaster  was  applied  in  two  coats,  both  coats 
consisting  of  a  mix  of  one  part  of.  Vermicuhte  (a  hy¬ 
drated  magnesium-iron-aluminum  silicate,  weighing  ap¬ 
proximately  15  pounds  per  cubic  foot  dry)  to  three 
parts  of  gypsum  plaster  by  weight.  The  first  coat  was 
applied  approximately  %  in.  thick  and  the  total  thick¬ 
ness  of  both  coats  measured  approximately  y&  in.  from 

the  surface  of  the  lath.  #  , 

One  month  after  erection  of  this  test  assembly  it  was 
subjected  to  a  standard  fire  test  as  provided  in  C26- 
579.0  (10.1.5.1)  for  a  period  of  four  hours  and  sub¬ 
jected  to  a  hose  stream  test  as  provided  in  C26-586.0 
(10.1.9)  on  a  sample  complying  with  the  requirements 
of  C26-588.0  (10.1.11.1)  and  loaded  in  accordance  with 
the  requirements  of  C26-5S9.0  (10.1.11.2)  hereinafter 

dCThe  panel  was  loaded  by  placing  bricks  in  stacks  in 
a  manner  so  as  to  preclude  arching,  at  the  rate  of  1/0 
pounds  per  square  foot,  with  deflections  recorded  (big. 

The  test  was  started,  with  gas  used  as  a  fuel,  and 
thermocouples  located  so  as  to  properly  determine  and 
control  the  furnace  temperatures.  An  examination  of 
the  average  furnace  temperature 

comes  within  the  reqpuirements  of  C26-580.0c  (10.1.5.2), 
for  a  period  of  four  hours. 

During  the  test  no  development  of  cracks  was  noted 
on  the  plastered  ceiling  surface  or  the  concrete  floor. 
On  the  unexposed  side,  cracks  occurred,  accompanied 
by  cracking  noises.  There  were  two  cracks  in  the  con- 
Crete  floor  which  opened  gradually  as  the  test  progressed 
to  a  maximum  of  about  Ys  in.  Cotton  pads  were  placed 
over  these  cracks  at  several  locations  but  (lid  not  ignite. 
The  deflections  throughout  the  test,  including  the  hose 
stream  test,  are  as  shown  on  Figure  5. 

The  maximum  temperature  on  the  unexposed  sur¬ 
face  throughout  the  test  did  not  exceed  191  degrees 
Fahrenheit  (initial  temperature  69  degrees  Fahrenheit) 
while  the  temperature  of  the  Type  K  Units  averages 
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796  degrees  Fahrenheit  on  the  bottom  face  with  a  max- 
imum  of  819  degrees  Fahrenheit.  j 

After  the  four-hour  exposure,  the  panel  was  then, 
subjected  to  the  impact,  cooling  and  eroding  action  effect: 
of  a  45-pound  hose  stream,  applied  at  a  distance  of  15' 
ft.,  at  an  angle  of  70  degrees  from  normal  for  six  min¬ 
utes,  fourteen  seconds,  over  two-thirds  the  area  (this 
was  all  the  area  that  could  be  reached  by  the  hose 
stream),  which  resulted  in  a  slight  washing-off  of  the 
plaster  from  the  metal  lath,  the  lath  and  the  Type  K 
Units  appearing  undamaged  except  for  blistering  ot. 
paint. 

After  cooling  for  twenty  hours,  the  loading  was  in¬ 
creased  100  per  cent,  to  a  total  load  of  340  pounds  per 
square  foot  with  deflections  as  indicated  on  Figure  5. 
The  panel  carried  the  additional  load  without  any  signs 
of  distress. 
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The  observations  of  this  test  indicated  that  there  was 
practically  no  distortion  in  th  lath,  furring  or  steel  floor, 
nor  was  there  any  evidence  that  the  welds  were  broken 
at  the  joints  between  the  unit  or  between  the  units  and 
the  1  beam  supports,  and  accordingly  the  requirements 
of  C26-590.0  (10.1.11.3)  were  fully  met. 

FEATURES  CLAIMED  FOR  THE  ROBERTSON 
CELLULAR  BEAM  STEEL  FLOOR 
CONSTRUCTIONS 

The  advantages  of  using  this  type  of  construction  are  : 

Reduction  of  construction  hazards. 

Reduction  of  fire  hazard  because  of  elimination  of 
wood  forms. 

Reduction  of  dead  loads. 

Early  completion  of  operations. 

A  special  feature  of  the  floor  is  that  the  cells  on  six- 
inch  centers  can  be  used  as  wire  raceways  which  permits 
electrical  flexibility  to  floor  areas. 

RECOMMENDATIONS 

On  the  basis  of  the  foregoing  data,  meeting  require¬ 
ments  of  the  fire  tests  under  C26-590.0  (10.1.11.3)  the 
Committee  recommends  that  the  Robertson  Cellular 
Beam  Steel  Floor,  Types  K,  FK,  RK  and  UK  (Fig.  1), 
be  permitted,  when  constructed  with  protection  as  pro¬ 
vided  in  the  description  of  the  Columbia  and  the  Under¬ 
writers’  Laboratories  tests,  described  herein,  as  a  fire¬ 
proof  floor  and  roof,  having  a  fire-resistive  rating  of  three 
hours  under  C26-619.0  (10.3.1),  and  under  C26-239.0 
(3.2.1),  or  in  Class  2  construction,  fire-protected  struc¬ 
tures  under  C26-240.0  (3.2.2.)  (when  a  three-hour  fire- 
resistive  rating  is  required),  and  similarly  Class  3,  non- 
fireproof  structures,  under  C26-241.0  (3.2.3),  and  may 
also  be  permitted  to  be  used  without  protection  to  the 
steel  flooring  as  floors  in  non-fireproof  Class  3  buildings 
where  no  fire-resistive  rating  is  required. 

Approval  is  also  recommended  for  UK  and  FK  Units 
for  use  in  roof  construction  under  C26-241.0  (3.2.3), 
Class  5,.  C26-243.0  (3.2.5),  when  proportioned  for  loads 
as  provided  in  C26-347.0  (7. 3.2.5),  and  protected  with 
approved  roof  surfacing.  Approval  is  further  recom¬ 
mended  permitting  the  use  of  UK  and  FK  Units  with¬ 
out  any  fire  protection  to  the  steel  roofing  on  roofs  of 
Class  1  (fireproof)  and  Class  2  (fire  protected)  struc¬ 
tures  where  protection  is  omitted  from  trusses  as  pro¬ 
vided  under  C26-618.0  (10.2.8). 

GENERAL  PRECAUTIONS 

The  design  of  the  floors  and  roofs,  wherein  these 
units  are  to  be  used,  shall  be  in  accordance  with  stand¬ 
ard  engineering  practice  and  shall  be  capable  of  sup¬ 
porting  all  required  loads  without  exceeding  an  allow¬ 
able  fibre  stress  of  16,000  powuls  per  square  inch.  The 
bearing  on  supporting  steel  shall  be  not  less  than  2  in. 
and  each  unit  shall  bear  on  at  least  two  supports.  Each 
alternate  cell  of  each  unit  is  to  be  secured  to  the  sup- 
porting  steel  by  properly  proportioned  filet  welds  and 
side  joints  shall  be  filet  welded  Y2  in.  at  not  greater  than 
~~  in.  centers.  Such  welds  shall  comply  with  the 
Fusion  Welding  Rules  of  the  Board  of  Standards  and 
Appeals,  and  shall  be  protected  with  sealing  coat  of 
paint.  Where  there  is  any  damage  to  the  painted  sur¬ 
face  after  erection,  such  surfaces  shall  be  painted  with 
a  coat  of  asphalt  base  paint. 

Openings  in  any  floor  or  roof  construction  greater 
than  30  sq.  in.  must  be  reinforced  with  compensating 

AH  erection  work,  including  welding  and  field  cutting 
of  holes,  shall  be  performed  by  the  applicant,  or  under 
is  supervision,  and  shall,  in  everv  way,  approach  the 

here'™8  a<?  SC*  ^ort^  ,n  ^e  *est  reports  contained 

It  is  further  recommended  that  each  set  of  plans  filed 


with  the  Building  Department  shall  be  stamped  or 
marked : 

“Approved  by  the  Board  of  Standards  and  Appeals, 
under  Cal.  No.  448-40-SM,  when  used  in  accordance 
with  the  requirements  thereof.” 

Plans  shall  also  show  the  type  of  unit  used. 


and 


( Sgd.)  HARRIS  H.  MURDOCK, 

Chairman. 

BERNARD  A.  SAVAGE, 
Commissioner. 
CHARLES  M.  BLUM, 

Commissioner. 
LESLIE  V.  HUBER, 

Chief  Engineer. 
Committee  on  Tests. 


Whereas,  this  report  recommended  approval  of  this  mate¬ 
rial. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Robertson  Cellular 
Beam  Steel  Floor  and  Roof  Construction,  Types  K,  FK, 
RK  and  UK.,  oh  condition  that  the  material  be  manufac- 
tured,  installed,  and  labeled,  stamped  or  tagged  in  accordance 
with  above  report. 


503-40- SM. 


Note:  In  Bulletin  No.  39,  Vol.  25,  issued  September  24, 
1940,  notation  was  made  of  publication  in  a  subsequent  issue 
ot  the  Bulletin — this  resolution  is  now  published  as  follows : 


THE  RESOLUTION— 

(503-40-SM) 

REA-iS4  C*  Kalamein  Door  Company,  owner, 

filed  May  10,  1940,  an  application  with  the  Board  of  Stand¬ 
's  and  Appeals  for  approval  of  the  material  known  as 
the  A.  B.  C.  One  and  One-Half  Hour  Kalamein  Door ; 
and 


Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads : 


REPORT  OF  COMMITTEE  ON  TESTS. 


Re:  Cal.  No.  503-40-SM. 

Subject:  A.  B.  C.  One  and 
Door,  approval  of. 


September  13,  1940. 
One-Half  Hour  Kalamein 


The  A.  B.  C.  Kalamein  Door  Company,  1431  Boone 
avenue,  Bronx,  New  York,  filed  on  May  10,  1940,  an 
application  with  the  Board  of  Standards  and  Appeals 
for  the  approval  of  the  material  known  as  the  A.  B.  C. 
One  and  One-Half  Hour  Kalamein  Door  under  the 
provisions  of  Sections  C26-610.0  and  C26-661.0,  Ad¬ 
ministrative  Building  Code. 

Tests  of  a  sample  door  (Fig.  1)  were  performed  at 
the  Protexol  Testing  Laboratory,  Kenilworth,  New 
Jersey,  on  June  5.  1940,  before  a  committee  of  the 
Board  consisting  of  Commissioners  Bernard  A.  Savage 
and  Charles  M.  Blum  and  Chief  Engineer  Leslie  V. 
Huber.  The  test  sample  was  a  full-sized  door  assem¬ 
bly  consisting  of  a  kalamein  metal-covered  single 
paneled  door  2  ft.  11%  in.  wide  and  6  ft.  9%  in.  high 
mounted  in  a  pressed  steel  combined  door  frame  and 
buck,  set  into  the  masonry  wall  of  the  furnace  door. 
The  top  rail  and  stiles  were  5%  in.  and  the  bottom 
rail  10  in.  wide  and  1%  in.  thick.  The  stiles  and  rails 
were  covered  on  the  exposed  face  with  24  gauge  metal 
and  on  the  unexposed  face  with  26  gauge  steel.  The 
stiles  and  rails  had  a  white  pine  core,  the  top  rail  being 
nailed  to  the  stiles  with  one  No.  20  penny  nail  on  each 
end,  bottom  rail  being  nailed  to  the  stiles  with  two  No. 
20  penny  nails  on  each  end.  The  panel  consisted  of  a 
sheet  of  %  in.  thick  asbestos  millboard  covered  on  both 
sides  with  24  gauge  steel,  glued  to  the  asbestos.  Thirty 
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MINUTES 


gauge  metal  channels,  inserted  in  the  groove  sides  ot 
the  stiles  and  returned  in  both  sides  of  the  door  for  1 Yz 
in.,  received  the  panel  which  was  then  nailed  to  the 
stiles  with  nine  ll/z  in.  nails  and  to  the  rails  with  two 
1  y2  in.  nails.  The  door  was  hung  on  two  in.  by 

Pi  bC  Ohe  4>  Omc-Hklf  Hqqu.  Poor. 
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6  in.  Bommer  Spring  Hinges  and  was  fitted  with  a 
Sargent  Mortise  Lock,  the  latch  and  bolt  of  which  had 
a  throw  of  Zz  in.  The  lock  was  located  3  ft.  3  in.  above 
the  bottom  of  the  door.  The  top  clearance  was  3/32 
in.  at  hinge  side  and  3/16  in.  at  lock  side.  Lock  side 
clearances  were  3/32  in.  at  top  and  Mj  in*  at  bottoiyi. 
Hinge  side  clearances  were  Ys  in.  at  top  and  0.0  in-  at 
bottom.  Bottom  clearances  were  3/16  in.  at  hinge  side 
and  l/s  in.  at  lock  side.  The  assembly  was  installed  so 
as  to  permit  the  door  to  swing  to  the  fire. 

The  test  was  conducted  in  accordance  with  the  stand¬ 
ard  time  temperature  curve  and  maintained  within  the 
5  per  cent,  area  tolerance  for  the  one  and  one-half  hour 
period.  The  average  rise  of  temperature  at  the  end  of 
three-quarters  of  an  hour  was  688  degrees  Fahrenheit 


on  the  unexposed  side,  indicating  the  need  for  ventila 
tion  in  the  panel  and  the  top  edge  of  the  door.  During 
the  test  there  was  no  passage  of  smoke  or  flame  through 
or  around  the  door.  At  the  termination  of  the  ninety- 
minute  test  the  furnace  door  was  swung  open  and  th< 
exposed  face  of  the  test  sample  was  subjected  to  ; 
standard  hose  stream  test  which  it  withstood  withou 
any  change  in  structural  condition.  The  door  itself  war 
then  swung  open  and  found  to  have  a  permanent  set  o1 
1  in.  away  from  the  furnace  measured  at  the  lock. 

On  the  basis  of  this  test,  the  Committee  recommend 
the  approval  of  the  A.  B.  C.  One  and  One-Half  Hou 
Kalamein  Door  (Fig.  1)  for  use  as  a  protection  o 
openings  in  fire  partitions  (one  and  one-half  hours  I 
under  Section  C26-661.0  (10.8.2)  as  a  protective  open 
ing  in  fireproof  partitions  (three-quarters  hour)  unde" 
Sec.  C26-662.0  (10.8.3),  Administrative  Building  Coffi 
and  for  use  under  the  Multiple  Dwelling  Law  whic 
provides  for  a  rating  or  one  hour  when  used  in  fireproc 
partitions,  when  constructed  and  hung  strictly  in  ac 
cordance  with  the  specifications  set  forth  herein. 

The  Committee  recommends  further  that  no  glue  be 
tween  the  metal  and  the  asbestos  be  used  and  that  ver 
tilation  be  provided  by  means  of  Ya  in.  diameter  hole 
8  in.  o.c.  on  all  sides  of  panels  and  channel  in  top  ra 
arid  that  three  Ya  in.  diameter  holes  be  provided  on  th 
top  rail  of  the  side  exposed  to  the  fire. 

All  opening  protective  assemblies  manufactured  unde 
this  approval  shall  comply  with  the  rules  of  the  Boar( 
of  Standards  and  Appeals  for  the  Protection  of  Opei 
ing  Protective  Assemblies,  and  that  this  approval  sha 
remain  in  force  until  such  rules  are  adopted. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM, 

Commissioner. 
LESLIE  V.  HUBER, 

Chief  Engineer.  : 

Committee  on  Test 

and 

Whereas,  this  report  recommended  the  approval  of  th 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  do 
hereby  approve  the  material  known  as  the  A.  B.  C.  Oi 
and  One-Half  Hour  Kalamein  Door,  on  condition  that  tl' 
material  be  manufactured,  used,  and  labeled,  stamped  <, 
tagged  in  accordance  with  above  report. 


NOTICE 

WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  Board  and  of  the  further  publication  of  tl 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  tl 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failu 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  Board  is  to  dispose  of  £' 
cases  promptlv ;  therefore,  no  appeal  or  application  w 
be  held  in  abevance  by  reason  of  failure  of  the  appella 
or  applicant  to' file  necessary  data,  or  by  any  other  methc 
of  delay. 

Sixth  That  no  appeal  or  application  will  be  accepted  \i< 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  da 
required  by  law  are  supplied,  as  specified  on  the  blat 
appeal  or  application  forms. 
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PUBLIC  HEARINGS 

L  uesdays,  at  10  a.  m.  and  2  p.  in. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013.  Municipal  Building, 
Borough  or  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  he  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

Mo  appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commissioner 
of  buildings  or  fire  commissioner)  and  file  with  this  board 
a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directons. 

HARRIS  H.  MURDOCK,  Chairman. 
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DOCKET. 

New  Cases  Filed  up  to  October  1,  1940. 

Cal.  No.  Department.  Premises  Affected. 

936-40-A . F.D . 31  West  71st  street,  north  side, 

220  ft.  west  of  Columbus  ave¬ 
nue  and  Central  Park  West 
(Block  No.  1124,  Lot  No.  18), 
Borough  of  Manhattan, 

9232-L.F.  and  Decision. 


937-40-SA . Miller  Oil  Burner,  Type  OG-80, 

Appliance. 


938-40-BZ. . . .  H.B.Bx. . .  .2402-2422  Washington  avenue  and 

480  East  188th  street,  south¬ 
east  corner  (Block  No.  3057, 
Lot  Nos.  11  and  13),  Borough 
of  The  Bronx, 

Decision — re  Certificate  of 
Occupancy. 


939-40-A . H.B.B . 128  Flushing  avenue,  southwest 

corner  of  Clermont  avenue 
(Block  No.  2032,  Lot  No. 
29),  Borough  of  Brooklyn, 
Decision — re  Permit  785-28 
and  Viol.  266-40. 


940-40-BZ • . . . H.B.Q . 73-05  Cooper  avenue,  north  side, 

54  ft.  east  of  73rd  street 
(Block  No.  3691,  Lot  No.  25), 
Glendale,  Borough  of  Queens, 
Misc.  Applic.  4204-40. 


941-40-A-WF.  H.B.Q . 100-11  Astoria  boulevard,  north 

side,  100  ft.  east  of  100th 
street  (Block  No.  1658,  Lot 
No.  9),  East  Elmhurst,  Bor¬ 
ough  of  Queens, 

Misc.  Applic.  456-40. 


942-40-BZ. ..  .H.B.B . 1927-1943  Atlantic  avenue  and  17- 

31  Bancroft  place,  northeast 
corner  (Block  No.  1558,  Lot 
Nos.  1  and  32),  Borough  of 
Brooklyn,  Alt.  4304-40. 


943-40-S . H.B.B . 2721  Stillwell  avenue,  east  side, 

580  ft.  north  of  Neptune  ave¬ 
nue  (Block  No.  7247,  Lot  No. 
191),  Borough  of  Brooklyn, 
Alt.  4854-40. 


944-40-A . F.D . 19  Richards  street,  southeast  cor¬ 

ner  of  Seabring  street  (Block- 
No.  505,  Lot  No.  60),  Bor¬ 
ough  of  Brooklyn, 

5148-L.F.  and  Decision. 


945-40-A . H.B.Q . 112-20  Atlantic  avenue,  southwest 

corner  of  113th  street  (Block 
No.  469,  Lot  Nos.  7  and  10), 
Richmond  Hill,  Borough  of 
Queens,  N.B.  5786-40. 


946-40-BZ _ H.B.B . 744-746  Howard  avenue,  west 

side.  133.6  ft.  south  of  Blake 
avenue  and  east  side  of  Tap- 
scott  street,  141  ft.  south  of 
Blake  avenue  (Block  No.  3550,; 
Lot  No.  41),  Borough  ot 
Brooklyn,  Alt.  3744-40. 


947- 40-A . F.D . 206-212  West  34th  street,  south 

side,  100  ft.  west  of  Seventh, 
avenue  (Block  No.  783,  Lot 
No.  50),  Borough  of  Man¬ 
hattan,  Decision^ 

948- 40-SA . Hev-E-Oil  Burner, 

Appliance. 


949-40-SM . Washington  Brand  Hydrated  Fin-, 

ishing  Lime,  manufactured  by 
The  Standard  Lime  and  Stone 
Company,  Material. 


950-40-BZ ....  H.B.B . 7610  Fourth  avenue,  west  side,  59 

ft.  south  of  76th  street  (Block] 
No.  5950,  Lot  No.  47),  Bor¬ 
ough  of  Brooklyn,  j 

Alt.  4709-40.] 


951-40-BZ _ H.B.Q . 102-31  Queens  boulevard,  south¬ 

east  corner  of  68th  avenue, 
(Block  No.  2137,  Lot  No.  8) 
Forest  Hills,  Borough  of 
Queens  N.B.  3186-40 


952-40-A . H.B.Bx.. .  .West  side  of  University  avenue 

280  ft.  south  of  West  171st 
street  (Block  No.  2533,  Lot 
No.  29),  Borough  of  The 
Bronx,  N.B.  691-40, 


953-40-BZ. . .  .H.B.Q . 134-22  Jamaica  avenue,  souti: 

side,  200.17  ft.  west  of  Van 
Wyck  boulevard,  and  88-06, 
Van  Wyck  boulevard  (Block- 
No.  9342  (236),  Lot  Nos.  25 
9  and  7),  Jamaica,  Borough  cl 
Queens, 

Alt.  2428-40; 

_ 

Restored  to  Calendar. 

939-23-BZ. . .  .H.B.B . 1943-1961  Pacific  street,  north 

side,  120  ft.  east  of  Buffalo; 
avenue  (Block  No.  1339,  Lot' 
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No.  78),  Borough  of  Brook-  OCTOBER  8,  1940,  10  A.  M. 

lyn,  Curb  Cut  Applic.  841-40.  _  .. 

Building  Zone  Applications. 


624-a9-BZ.  . . .  ILB.Q . 17/-12  to  177-22  Union  turnpike, 

south  side,  345.17  ft.  east  of 
Utopia  parkway  (Block  No. 
7227,  part  of  Lot  No.  24), 
Jamaica,  Borough  of  Queens, 
N.B.  3264-39. 


DESIGNATIONS:  H.B. — Department  of  Housing  and  Buildings; 
II.B.B.— Department  of  Housing  and  Buildings,  Brooklyn  ;  H.B.M.— 
Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q. — De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.R, — Department 
of  Housing  and  Buildings,  Richmond ;  H.B.Bx. — Department  of 
Housing  and  Buildings,  Bronx;  H.D. —  Health  Department,  and 
F.D.— Fire  Department. 


CERTIORARI  ORDER  SERVED  ON  THE  BOARD 
OF  STANDARDS  AND  APPEALS. 

On  September  27,  1940,  George  H.  Cohn,  attorney,  served  on 
the  Board  of  Standards  and  Appeals,  petition  and  order  of  cer¬ 
tiorari,  on  behalf  of  Cities  Service  Oil  Company,  objector,  in  re 
decision  of  Board  granting  extension  of  gasoline  station.  Cal.  No. 
407-40-BZ.  on  July  19,  1940,  affecting  premises  1927-1935  Flatbush 
Avenue,  Borough  of  Brooklyn. 


RULES 

Last  Publication  in  Bulletin 

Blended  Cements,  Rules  for  Testing 


and  Use  of . Aug. 

Carbon  Dioxide  Liquefier  Rules . Oct. 

Certificates  of  Occupancy,  approved 

form  . Aug. 

Concrete  Flat  Slabs,  Rules .  July 

Concrete  Masonry  Units,  Rules  for 
Manufacture,  Testing  and  Use 

of  . Aug. 

Concrete  Rules  (Hydrated  Lime)  . Aug. 

Elevator  Rules  . Mar. 

Exit  Rules  (Revolving  Doors) . June 

Factory  Exit  Rules . Aug. 

Fire  Alarm  Rules  (Interior) . Aug. 

Fire  Drill  Rules  . Sept. 

Fire-resistive,  Flameproof  Materials, 

etc.,  Rules  for  Testing  of . Sept. 

Fire  Retarding  Rules  for  Garages, 

etc.  . Aug. 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for . Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  . Aug. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 

Insulating  Fibre  Board  Rules  . Sept. 

Oil  Burner  Rules . Sept. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . Aug. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules  . Sept. 

Platform  Trucks,  Specifications  for  Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Prevention  of  Con¬ 
tamination  of  Water  Supply)  ...  Sept. 

Procedure,  Rules  of . Sept. 

Refrigerating  Systems,  Extract  A.C.Oct. 
Smoking  in  Factories,  Rules  for  .  Oct. 

;  Sprinkler  Rules  . June 

•  Standpipe  Fireline  Rules . June 

Structural  Alterations,  Reporting  ..June 

Tank  Trucks,  Fuel  Oil,  etc. . Nov. 

Tank  Trucks,  Gasoline,  etc. . Nov. 

1  Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code)  Apr. 


6,  1940— Vol.  25,  No.  32 
8,  1940— Vol.  25,  No.  41 

23,  1938— Vol.  23,  No.  34 

13,  1937— Vol.  22,  No.  28 


27,  1940— Vol.  25,  No.  35 
3,  1937— Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 
15,  1937— Vol.  22,  No.  24 
13,  1940— Vol.  25,  No.  33 
13,  1940— Vol.  25,  No.  33 
17,  1940— Vol.  25,  No.  38 

17,  1940— Vol.  25,  No.  38 

20,  1940— Vol.  25,  No.  34 
13,  1937— Vol.  22,  No.  15 

21,  1919— Vol.  4,  No.  3 

20,  1940— Vol.  25,  No.  34 
7,  1925— Vol.  10,  No.  14 
5,  1928— Vol.  13,  No.  23 
24.  1940— Vol.  25,  No.  39 
3,  1940— Vol.  25,  No.  36 

20,  1940— Vol.  25,  No.  34 

10,  1940— Vol.  25,  No.  37 
24,  1936— Vol.  21,  No.  47 
3,  1937— Vol.  22,  No.  31 

10,  1940— Vol.  25,  No.  37 

7,  1937— Vol.  22,  No.  36 

8,  1940— Vol.  25,  No.  41 
8,  1940— Vol.  25,  No.  41 

29,  1937— Vol.  22,  No.  26 
8,  1937— Vol.  22,  No.  23 
7,  1932— Vol.  17,  No.  23 
24,  1936— Vol.  21,  No.  47 
24,  1936— Vol.  21,  No.  47 

10,  1923— Vol.  8,  No.  15 


LIST  OF  APPROVED  APPLIANCES 

Anti-Siphon  Valves  . Mar. 

Fireline  Hose  Valves . Mar. 

Fuel  Oil  Burners  for  Domestic  and 

Commercial  Use  . 

fuel  Oil  Pipe  Terminals  . Sept. 

Fuel  Oil  Burners  for  Industrial  Use.Sept. 

Fuel  Oil  Pumps  . Sept. 

Gas  Heaters  . £ 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Equipment  .  Sept. 

Range  Oil  Burners  and  Space 

Heaters  . Sept. 

Vacuum  Breakers  . Sept. 


Mar. 

5. 

1935— Vol. 

20, 

No. 

10 

Mar. 

1 

5, 

1935— Vol. 

20, 

No. 

10 

Sept. 

3, 

1940— Vol. 

25, 

No. 

36 

Sept. 

10, 

1940— Vol. 

25, 

No. 

37 

•  Sept. 

3, 

1940— Vol. 

25, 

No. 

36 

Sept. 

3, 

1940— Vol. 

25, 

No. 

36 

Sept. 

3. 

1940— Vol. 

25, 

No. 

36 

Sept. 

10, 

1940— Vol. 

25, 

No. 

37 

Sept. 

3. 

1940— Vol. 

25. 

No. 

36 

.  Sept. 

10, 

1940— Vol. 

25, 

No. 

87 

NO  1  ICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  .Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  October 
8,  1940,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 

cal.  no.  335-40-BZ — Application,  April  3,  1940,  under  sec¬ 
tions  21  and  7f  of  the  building  zone 
resolution,  of  Samuels  and  Samuels,  ap¬ 
plicants,  on  behalf  of  Long  Island  Sound 
Realty  Company,  owner,  to  permit, 
partly  in  a  residence  use  district  and 
partly  in  a  business  use  district,  the 
erection  and  maintenance  of  a  gasoline 
service  station  ;  premises  246-09  to  246- 
19  Northern  boulevard  and  43-70  to 
43-80  247th  street,  northwest  corner 
(Block  No.  8112,  Lot  No.  25),  Little 
Neck,  Borough  of  Queens. 

cal.  no.  560-40- BZ — Application,  May  24.  1940,  under  sec¬ 
tions  7b,  7c  and  21  of  the  building  zone 
resolution,  of  Henry  Nordheim.  appli¬ 
cant,  on  behalf  of  Marion  Ward,  owner 
(Arthur  C.  Bergen,  lessee),  to  permit, 
partly  in  an  unrestricted  use  district  and 
partly  in  a  business  use  district,  the 
conversion  of  occupancy  of  an  existing 
building  to  a  garage  for  more  than  five 
(5)  motor  vehicles,  automobile  show¬ 
room  and  motor  vehicle  repair  shop  ; 
premises  430-432  East  188th  street,  south 
side,  100.48  ft.  east  of  Park  avenue,  and 
451-453  Cyrus  place  (Block  No.  3041, 
Lot  No.  37),  Borough  of  The  Bronx. 

cal.  no.  1515-39-BZ — Application,  December  14,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Clinton  C.  Tyrrell,  applicant,  on 
behalf  of  Rockaway  Point  Development 
Corporation,  owner  (Rockaway  Oper¬ 
ating  Company,  Incorporated,  lessee), 
to  permit  in  a  business  use  district  the 
maintenance  of  a  gasoline  service  sta¬ 
tion  and  motor  vehicle  repair  shop ; 
premises  105  Rockaway  Breezy  boule¬ 
vard.  north  side,  400  ft.  east  of  Reid 
avenue  (Block  No.  900,  Lot  No.  1), 
Rockaway  Point,  Borough  of  Queens. 


cal.  no.  578-40-BZ — Application,  May  28,  1940,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  Ozark  Realty 
Corporation,  owner,  to  permit  in  a  busi¬ 
ness  use  district  the  alteration  and  ex¬ 
tension  of  an  existing  gasoline  service 
station;  premises  1716-1726  Utica  ave¬ 
nue!  southwest  corner  of  Avenue  “I” 
(Block  No.  7775,  Lot  No.  47).  Bor¬ 
ough  of  Brooklyn. 


cal.  no.  591  -40-BZ— Application,  June  3,  1940,  under  sec¬ 
tions  7f  and  21  of  the  building  zone 
resolution,  of  Samuels  and  Samuels,  ap¬ 
plicants,  on  behalf  of  Edward  Sperry, 
owner,  to  permit,  partly  in  a  business 
use  district  and  partly  in  a  residence 
use  district,  the  erection  and  mainte¬ 
nance  of  a  gasoline  service  station ; 
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premises  168-02  to  168-08  Liberty  ave¬ 
nue  and  103-01  to  103-03  Merrick 
boulevard,  southeast  corner  (Block  No. 
10221,  Lot  No.  7).  Jamaica,  Borough 
of  Queens. 

Appeals  from  Administrative  Decisions. 

554_40-A— 2146  Gerrittsen  avenue,  west  side.  280  ft.  north 
of  Avenue  “U”  (Block  No.  7341,  Lot  No. 
4),  Borough  of  Brooklyn. 

914-40-A— 2-6  East  61st  street  and  795  Fifth  avenue,  south¬ 
east  corner  (Block  No.  1375,  Lot  No.  67), 
Borough  of  Manhattan. 

916-40-A — 42-48  East  67th  street,  south  side,  140  ft.  west 
of  Park  avenue  (Block  No.  1381,  Lot  Nos. 
42 to  45,  inclusive),  Borough  of  Man¬ 
hattan. 

HARRIS  H.  MURDOCK,  Chairman. 


OCTOBER  8,  1940,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

618-40-A — 1267  Flushing  avenue,  north  side,  25  ft.  east  of 
Johnson  avenue,  and  636-644  Johnson  ave¬ 
nue  (Block  No.  2996,  Lot  No.  22),  Bor¬ 
ough  of  Brooklyn. 

784-40-A — 47-02  to  47-08  Fifth  street,  southwest  corner 
of  47th  avenue  (Block  No.  20,  Lot  No.  5), 
Long  Island  City,  Borough  of  Queens. 

394_40-A — 45-29  to  45-35  50th  (Fitting)  street,  east  side, 
200  ft.  south  of  Queens  boulevard  (Block 
No.  2283,  Lot  No.  12),  YVoodside,  Borough 
of  Queens. 

636-40-A — 79  Rutgers  Slip  and  260  South  street,  northeast 
corner  (Block  No.  247,  Lot  No.  1),  Bor¬ 
ough  of  Manhattan. 

808-40-A — 133  Middleton  street,  north  side,  200  ft.  east  of 
Marcy  avenue  (Block  No.  2237,  part  of 
Lot  No.  53),  Borough  of  Brooklyn. 

645-40- A — 114-02  Triton  avenue  (Boardwalk),  north  side, 
from  Beach  114th  street  to  Beach  115th 
street  (Block  No.  659.  Lot  Nos.  30,  32,  34, 
47  and  40),  Rockaway  Beach,  Borough  of 
Queens. 

890-40- A — 3600-3620  Jerome  avenue,  east  side.  35.08  ft. 

north  of  East  213th  street  (Block  No.  3329, 
Lot  No.  85),  Borough  of  The  Bronx. 

899-40-A — 188-238  Empire  boulevard,  south  side,  99  ft.  3 
in.  west  of  Rogers  avenue  (Block  No.  1314, 
Lot  Nos.  21  and  29),  Borough  of  Brooklyn. 

878-40-A-WF — 108-29  Queens  boulevard  and  109-01  to  109- 
07  71st  road,  northwest  corner  (Block  No. 
2224,  Lot  No.  1),  Forest  Hills,  Borough  of 
Queens. 

901-40-A — 170-03  to  170-59  Pidgeon  Meadow  road,  nortli 
side,  between  Auburndale  lane  and  Fresh 


Meadow  lane  (Block  No.  5577,  Lot  No.  1). 
Flushing,  Borough  of  Queens. 

906- 40-A — 160-01  Northern  boulevard,  northeast  corner  of 

160th  street  (Block  No.  5280,  Lot  No.  6), 
Flushing,  Borough  of  Queens. 

907- 40-A— 33-34  84th  street,  west  side,  320  ft.  south  of 

Northern  boulevard  (Block  No.  1431,  Lot 
No.  22),  Jackson  Heights,  Borough  of 
Queens. 

920- 40-A— 42-02  Vernon  boulevard,  west  side,  290.37  ft. 

north  of  43rd  avenue  (Block  No.  484,  Lot 
No.  15).  Long  Island  City,  Borough  of 
Queens. 

92 1- 40- A— 58-04  to  58-56  189th  street,  west  side,  between 

World’s  Fair  boulevard  and  58th  avenue 
and  535  ft.  north  of  World’s  Fair  boulevard 
(Block  No.  5692,  Lot  No.  1),  Flushing, 
Borough  of  Queens. 

927-40-A— 58-07  to  58-55  189th  street,  east  side,  between 
World’s  Fair  boulevard  and  58th  avenue 
(Block  No.  5693,  Lot  No.  14),  Flushing, 
Borough  of  Queens. 

929- 40-A — 73-02  190th  street,  southwest  corner  of  73rd  ave¬ 

nue,  and  73-06  190th  street,  west  side, __  600 
ft.  north  of  75th  avenue  (Block  No.  7177, 
Lot  No.  1),  Flushing,  Borough  of  Queens. 

930- 40- A— 73-03  190th  street,  southeast  corner  of  73rd  ave¬ 

nue  (Block  No.  7178,  Lot  No.  1),  Flushing, 
Borough  of  Queens. 

931- 40-A— 73-07  190th  street,  east  side,  604  ft.  north  of  75th 

avenue  (Block  No.  7178,  Lot  No.  1),  Flush¬ 
ing,  Borough  of  Queens. 

932- 40- A— 73-11  190th  street,  east  side,  564  ft.  north  of  75th 

avenue  (Block  No.  7178,  Lot  No.  1).  Flush¬ 
ing,  Borough  of  Queens. 

933- 40-A— 58-48,  58-52  and  58-56  217th  street,  northwest 

corner  of  World’s  Fair  boulevard  and  west 
side  of  217th  street,  36.03  ft.  and  76.03  ft. 
north  of  World’s  Fair  boulevard  (Block 
No.  7467,  Lot  No.  3),  Bayside,  Borough  of 
Queens. 

934- 40-A — 58-47,  58-51  and  58-57  217th  street,  northeast 

corner  of  World’s  Fair  boulevard  and  east 
side  of  217th  street,  50.41  ft.  and  90.41  ft. 
north  of  World’s  Fair  boulevard  (Block 
No.  7468,  Lot  No.  1),  Bayside,  Borough  of 
Queens. 

935- 40-A — 211-48  Jamaica  avenue,  south  side,  141.96  ft. 

west  of  212th  street  (Block  No.  10836,  Lot 
No.  55),  Queens  Village,  Borough  of 
Queens. 

Variation  of  the  Labor  Law. 

943-40-S — 2725  Stillwell  avenue,  east  side,  580  ft.  north  of 
Neptune  avenue  (Block  No.  7247,  Lot  No. 
191),  Borough  of  Brooklyn. 
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OCTOBER  15,  1940,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions  of 
the  building  zone  resolution,  Tuesday  morning,  October 
15,  1940,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters: 

cal.  no.  255-40-BZ — Application,  March  7,  1940,  under 
sections  7f  and  21  of  the  building  zone 
resolution,  of  Samuels  and  Samuels,  ap¬ 
plicants,  on  behalf  of  Benlem  Realty 
Corporation,  owner,  to  permit  in  a  busi¬ 
ness  use  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station ; 
premises  81-01  to  81-11  Rockaway 
boulevard.  94-01  to  94-07  81st  street, 
northeast  corner,  and  81-02  to  81-10 
Atlantic  avenue,  southeast  corner  of 
81st  street  (Block  No.  9009,  Lot  No. 
1),  YVoodhaven,  Borough  of  Queens. 

cal.  no.  855-27-BZ — Application  of  Shell  Oil  Company,  lnc„ 
applicant  and  lessee,  on  behalf  of  Anna 
C.  Bingler,  owner,  reopened  for  re¬ 
hearing  under  new  facts  December  5, 
1939,  under  section  21  of  the  building 
zone  resolution,  to  permit  in  a  business 
use  district,  the  maintenance  and  ie- 
construction  of  a  gasoline  service  sta¬ 
tion  (previously  denied)  ;  premises  216- 
03  Merrick  boulevard,  northeast  corner 
of  Springfield  boulevard  (Block  No. 
3541,  Lot  No.  1),  Springfield,  B  orough 
of  Queens. 

cal.  no.  1232-39-BZ — Application,  October  5,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion  and  section  60  of  the  multiple 
dwelling  law,  of  Martyn  N.  Weinstein, 
applicant,  on  behalf  of  Beech  Haven 
Estates,  owner,  to  permit  in  a  residence 
use  district  the  erection  and  maintenance 
of  a  multiple  dwelling  law  having  a 
garage  for  more  than  three  (3)  motor 
vehicles  in  the  cellar  story ;  garage 
space  is  for  the  use  of  tenants  only; 
premises  84-50  169th  street,  west  side, 
165.01  ft.  north  of  Gothic  drive  (Block 
No.  9860,  Lot  No.  40),  Jamaica,  Bor¬ 
ough  of  Queens. 

:al.  no.  1220-39-BZ— Application,  October  5,  1939,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Ansel  P.  Verity  and 
George  Deylen  (Johnson  and  Scharf- 
man,  lessees),  to  permit  in  a  business 
use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  364-368  Em¬ 
pire  boulevard,  south  side.  210  ft. 
in.  east  of  Nostrand  avenue  (Block  No. 
1316,  Lot  No.  16),  Borough  of  Brook¬ 
lyn. 

al.  no.  631-40-BZ — Application,  June  12,  1940,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  J.  Jacques  Stone,  applicant,  on  behalf 
of  Bowery  Savings  Bank,  owner  (345 


West  34th  Street  Parking  Corporation, 
lessee),  to  permit  in  a  retail  use  district 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  333- 
345  West  34th  street,  north  side.  270  ft. 
east  of  Ninth  avenue  (Block  No.  758, 
Lot  No.  16),  Borough  of  Manhattan. 

cal.  no.  1172-39-BZ — Application,  September  22,  1939.  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Catherine  Conigliano  and  Fran¬ 
cisco  Conigliano,  applicants  and  owners, 
to  permit  in  a  business  use  district  the 
parking  and  storage  of  more  than  five 
(5)  motor  vehicles;  premises  1874  Mc¬ 
Donald  avenue,  west  side,  98  ft.  north 
of  Quentin  road  (Block  No.  6632,  Lot 
Nos.  36,  37  and  38).  Borough  of  Brook¬ 
lyn. 

cal.  no.  950-39-BZ — Application,  July  13,  1939,  under  sec¬ 
tions  7f  and  21  of  the  building  zone 
resolution,  of  James  Britton  Halley,  ap¬ 
plicant  and  lessee,  on  behalf  of  Olga 
Roman  and  Harriet  Britton,  owners,  to 
permit  in  a  residence  use  district  the 
parking  and  storage  of  more  than  five 
(5)  motor  vehicles  for  a  stated  term; 
premises  3457-3459  Mickle  avenue  and 
3450-3452  Eastchester  road,  east  side, 
311  ft.  north  of  Boston  road  (Block 
No.  4723,  Lot  Nos.  15,  16.  17,  47  and 
48),  Borough  of  The  Bronx. 

cal.  no.  1490-39-BZ — Application,  December  8,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  George  W.  Kibitz,  applicant,  on 
behalf  of  The  Actinograph  Corporation, 
owner,  to  permit  in  a  residence  use  dis¬ 
trict  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
790-808  East  176th  street,  south  side, 
147  ft.  west  of  Marmion  avenue,  and 
807  East  175th  street  (Block  No.  2953, 
Lot  No.  29),  Borough  of  The  Bronx. 

cal.  no.  3S-40-BZ — Application,  January  11,  1940,  under 
sections  7h  and  21  of  the  building  zone 
resolution,  of  Samuel  G.  Thomson,  Jr., 
applicant  and  owner,  to  permit  on  a 
plot,  partly  in  a  residence  use  district 
and  partly  in  a  business  use  district,  the 
parking  and  storage  of  more  than  five 
(5)  motor  vehicles  on  that  portion  of  the 
plot  in  the  business  use  district ;  prem¬ 
ises  87-68  170th  street,  west  side,  58.95 
ft.  south  of  Hillside  avenue  (Block  No. 
9825.  Lot  No.  21),  Jamaica,  Borough  of 
Queens. 

:al.  no.  617-40-BZ — Application,  June  10,  1940,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Murray  Klein,  applicant, 
on  behalf  of  Emanuel  Levy  and  Philip 
Pifko,  owners,  to  permit  the  erection 
and  maintenance  of  a  one-story  business 
building  (store),  partly  in  a  business 
use  district  and  partly  in  a  residence 
use  district;  premises  1623-1629  East 
17th  street,  east  side,  105  ft.  2>Y\  in. 
north  of  Kings  highway  (Block  No. 
6780,  Lot  No.  77  and  part  of  Lot  No. 
70),  Borough  of  Brooklyn. 
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cal.  no.  351-40-BZ— Application,  April  5,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  F.  Regan,  applicant,  on  be¬ 
half  of  William  F.  Regan,  owner,  to 
permit  in  a  business  use  district  the 
erection  and  maintenance  of  a  gasoline 
service  station;  premises  1000-1012 
Brooklyn  avenue  and  3522-3524  Snyder 
avenue,  southwest  corner  (Block  No. 
4906,  Lot  Nos.  9  and  10),  Borough  of 
Brooklyn. 

cal.  no.  110-37-BZ — Application  of  Arnold  W.  Lederer,  ap¬ 
plicant,  on  behalf  of  Putnam  Theatrical 
Corporation,  owner  (Joseph  Stoy,  les¬ 
see),  reopened  and  restored  to  Calen¬ 
dar  September  24,  1940,  under  sections 
7h,  7f  and  21  of  the  building  zone  reso¬ 
lution,  to  permit  in  a  business  use  dis¬ 
trict  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles  (previously 
dismissed  for  lack  of  prosecution)  ; 
premises  345-349  9th  street,  north  side, 
240  ft.  west  of  Sixth  avenue,  and  314- 
332  8th  street  (Block  No.  1005,  Lot 
Nos.  31  to  36,  inclusive,  57  to  59,  in¬ 
clusive,  28  and  29).  Borough  of  Brook¬ 
lyn. 

cal.  no.  179-37-BZ — Application  of  Irving  M.  Fenichel.  ap¬ 
plicant,  on  behalf  of  Louis  M.  Brann, 
owner  (New  Method  Service  Company, 
Incorporated,  lessee),  reopened  and  re¬ 
stored  to  Calendar  September  24,  1940, 
under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  use 
district  the  operation  of  a  clothes- 
cleaning  unit  as  an  accessory  use  to  the 
laundry  business  conducted  therein 
(erection  and  maintenance  of  a  garage 
for  more  than  five  (5)  motor  vehicles 
previously  granted  by  the  Board)  ; 
(previously  withdrawn)  ;  premises  461 
Bay  street,  east  side,  434.23  ft.  north  of 
Wave  street  (Block  No.  488,  Lot  No. 
18),  Stapleton.  Borough  of  Richmond. 


to  67,  inclusive),  Borough  of  The 
Bronx. 

cal.  no.  330-22-BZ— Application  of  Paul  Friedman,  appli¬ 
cant,  on  behalf  of  Kings  Highway  Com¬ 
munity  Corporation,  owner  (Community 
Amusement  Corporation,  lessee),  re¬ 
opened  June  4,  1940,  under  sections  7c 
and  21  of  the  building  zone  resolution, 
to  permit  the  extension  and  change  cf 
use  of  an  existing  building  now  occu¬ 
pied  as  bowling  alleys,  library,  stores, 
auditorium  and  meeting  room  to  stores, 
motion  picture  theatre  with  marquee 
and  signs,  extending  from  business  use 
district  into  a  residence  use  district  and 
to  permit  the  proposed  rear  extension  to 
occupy  a  portion  of  the  rear  yard. in 
excess  of  that  permitted  by  section 
17(a)  of  the  building  zone  resolution; 
premises  1663-1669  East  17th  street,  east 
side,  57  ft.  2J4  in.  south  of  Kings  high¬ 
way  (Block  No.  6780,  Lot  No.  55), 
Borough  of  Brooklyn. 

Appeal  from  Administrative  Decision. 

602-40- A— 1663-1669  East  17th  street,  east  side,  57  ft.  2]/2 
in.  south  of  Kings  highway  (Block  No. 
6780,  Lot  No.  55),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


OCTOBER  15,  1940,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

697-39-A— 28  Bowery  and  43  Bayard  street,  southwest  cor¬ 
ner  (Block  No.  163,  Lot  No.  33),  Borough 
of  Manhattan. 


696-39-A— 2321 


Third  avenue  and  201  East  126th  street, 
northeast  corner  (Block  No.  1791,  Lot  No. 
1),  Borough  of  Manhattan. 


cal.  no.  529-40-BZ — Application,  May  17,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Lama  and  Proskauer,  applicants,  on 
behalf  of  Cliffdodge  Estate,  Inc., 
owner,  to  permit  in  a  business  use  dis¬ 
trict,  the  reconstruction  and  extension 
of  an  accessory  building  on  an  existing 
gasoline  service  station ;  premises  1788- 
1798  Eastern  parkway  and  2131-2135 
Bergen  street,  northeast  corner  (Block 
No.  1449,  Lot  No.  43),  Borough  of 
Brooklyn. 


88?-40-A — 148  39th  street,  southwest  corner  of  Second  ave¬ 
nue  (Bush  Building  No.  19,  fourth  floor); 
(Block  No.  706,  Lot  No.  1),  Borough  of 
Brooklyn. 

887-40-A _ 47-99  West  34th  street  and  1302-1330  Broadway, 

northeast  corner  (Block  No.  836,  Lot  No. 
1),  Borough  of  Manhattan. 


151 7-39- A— 306  New  Lots  avenue, 
Alabama  avenue 
5),  Borough  of 


south  side,  88  ft.  east  of 
(Block  No.  4296,  Lot  No. 
Brooklyn. 


cal.  no.  207-33-BZ — Application  of  Samuel  J.  Ziegler,  appli¬ 
cant,  on  behalf  of  City  Bank  Farmers 
Trust  Co.,  trustee  for  George  McDon¬ 
ald  Phillips,  owner,  reopened  and  re¬ 
stored  to  calendar,  May  21,  1940,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  use  district, 
the  erection  and  maintenance  of  an  auto¬ 
mobile  showroom,  a  gasoline  service  sta¬ 
tion  and,  also,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  3090-3094  Webster  avenue  and 
401-409  East  203rd  street,  southeast 
(Block  No.  3330,  Lot  Nos.  65 


896-40- A— 680  Woodward  avenue,  south  side,  50  ft.  east  of 
Gates  avenue  (Block  No.  3468,  Lot  No. 
41),  Ridgewood,  Borough  of  Queens. 


OCTOBER  22,  1940,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  LIEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  October 
22,  1940,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters: 
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cal.  no.  336-40-BZ— Application,  April  3,  1940,  under  sec¬ 
tions  7 f  and  21  of  the  building  zone 
resolution,  of  Samuels  and  Samuels,  ap¬ 
plicants,  on  behalf  of  William  J.  Hamil¬ 
ton,  owner,  to  permit  in  a  business  use 
district  the  erection  and  maintenance  of 
a  gasoline  service  station  ;  premises  40-13 
to  40-19  Junction  boulevard,  east  side, 
o0.0_4  ft.  north  of  40th  road  (Block  No. 
Io05.  Lot  No.  64),  Corona,  Borough  of 
Queens. 


CAL.  NO.  332-40-BZ— Application,  April  2,  1940  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Abraham  N.  Horwitz,  applicant,  on 
behalf  of  Harry  Bram,  owner,  to  permit 
in  a  residence  use  district  the  erection 
and  maintenance  of  a  gasoline  sevice 
station;  premises  2747-2771  Linden 
boulevard,  north  side,  from  Elderts  lane 
to  Forbell  avenue  (Block  No.  4469A, 
part  of  Lot  No.  16),  Borough  of 
Brooklyn. 


cal.  no.  968-24-BZ— Application  of  Arnold  W.  Lederer,  ap¬ 
plicant,  on  behalf  of  Abraham  Chobroff 
and  Sophie  Kohn,  owners  of  premises 
1924-1926  Kings  highway,  Borough  of 
Brooklyn,  reopened  September  17,  1940. 
for  consideration — re  amendment  of 
resolution — re  Application,  previously 
granted  on  condition  under  section  21  of 
the  building  zone  resolution,  permitting 
in  a  residence  use  district  the  erection 
and  maintenance  of  buildings  to  be  used 
for  store  purposes  on  first  story  and 
for  dwelling  use  above;  premises  1922- 
1932  Kings  highway  (Block  No.  6782. 
Lot  Nos.  19  to  23,  inclusive),  Borough 
of  Brooklyn. 

cal.  no.  431-40-BZ  Application,  April  24,  1940,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Arthur  H.  Haaren,  appli¬ 
cant,  on  behalf  of  George  L.  Lawson 
and  Estate  of  William  W.  Lawrence 
(J.  Y.  Brown,  A.  A.  Gulick  and  C.  P. 
Williamson,  trustees),  owners  (ICesbec, 
Incorporated,  lessee),  to  permit  in  a 
business  use  district  the  parking  and 
storage  of  more  than  five  (5)  motor 
vehicles. on  a  plot  occupied  in  part  as  a 
gasoline  service  station;  premises  317- 
325  West  59th  street,  north  side,  186  ft. 
west  of  Columbus  Circle  (Block  No. 
1112,  Lot  Nos.  15,  115,  16  and  17), 
Borough  of  Manhattan. 

cal.  no.  249-39-BZ — Application,  February  28,  1940;  dis- 
miseed  for  lack  of  prosecution  July  18, 
1939;  reopened  and  restored  to  Calendar 
September  17,  1940,  under  section  7f  of 
the  building  zone  resolution,  of  Lama 
and  Proskauer,  applicants,  on  behalf  of 
Koppers  Company,  owner,  to  permit  in 
a  business  use  district,  for  a  stated  term 
of  years,  the  erection  and  maintenance 
of  a  gasoline  service  station ;  premises 
84-1 1  to  84-21  Astoria  boulevard  and 
24-02  to  24-12  85th  street,  northwest 
corner,  and  84-12  to  84-20  24th  avenue 
(Block  No.  1096,  part  of  Lot  No.  1), 
Jackson  Heights,  Borough  of  Queens. 

al.  no.  605-40-BZ — Application,  June  6,  1940,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Max  Siegel,  applicant,  on 
behalf  of  City  of  New  York  and  Brick’s 
Service  Stations,  Incorporated,  owners, 
to  permit  in  a  business  use  district  the 
alteration  and  extension  of  an  existing 
gasoline  service  station ;  premises  20-40 
Grand  Street  Extension  and  255-265 
South  Fourth  street,  southeast  corner 
(Block  No.  2434,  Lot  Nos.  28,  32  and 
33),  Borough  of  Brooklyn. 


cal.  no.  402-40-BZ — Application,  April  16,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Lama  and  Proskauer,  applicants,  on 
behalf  of  Clifford  E.  Mills.  owner,  to 
permit  in  a  residence  use  district  and 
“F’  area  district  the  erection  and  main¬ 
tenance  of  a  building  to  be  used  as  a 
gas  station,  auto  laundry,  lubritorium, 
office  and  boiler  room  in  conjunction 
with  a  gasoline  service  station  on  a  plot 
of  ground  previously  occupied  as  a 
gasoline  service  station ;  premises  144- 
39  to  144-47  Farmers  boulevard,  south¬ 
east  corner  of  South  Conduit  avenue 
(Block  No.  4517,  Lot  No.  1  and  part  of 
Lot  No.  3),  Springfield,  Borough  of 
Queens. 

cal.  no.  443-40-BZ— Application,  April  26,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Jack  Z.  Cohen,  applicant,  on  behalf 
of  Depreciation  Fund  Board,  owner,  to 
permit,  partly  in  a  business  use  district 
and  partly  in  a  residence  use  district, 
the  conversion  of  occupancy  of  an  exist¬ 
ing  building  to  a  motor  vehicle  repair 
shop ;  premises  890-892  Coney  Island 
avenue,  west  side,  118  ft.  93/g  in.  north 
of  18th  avenue  (Block  No.  5403,  Lot 
No.  26),  Borough  of  Brooklyn. 

cal.  no.  633-40-BZ — Application,  June  12,  1940,  under  sec¬ 
tions  7f,  7 i  and  21  of  the  building  zone 
resolution,  of  A.  Paul  Loshen,  appli¬ 
cant,  on  behalf  of  Minnie  Weinstein, 
owner,  to  permit  in  a  business  use  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station  and  motor  ve¬ 
hicle  repair  shop;  premises  195-05  Lin¬ 
den  boulevard,  northeast  corner  of  195th 
street  (Block  No.  11067,  Lot  Nos.  40 
and  42),  St.  Albans,  Borough  of 
Queens. 

cal.  no.  88-36-BZ — Application  of  Arthur  H.  Haaren,  ap¬ 
plicant,  on  behalf  of  ICesbec,  Incor¬ 
porated,  owner,  reopened  May  28,  1940, 
under  sections  7c  and  21  of  the  building 
zone  resolution,  to  permit  in  a  business 
use  district  the  extension  of  an  existing 
gasoline  service  station  to  include  the 
parking  and  storage  of  more  than  five 
(5)  motor  vehicles;  premises  3170-3178 
Broadway  and  28-34  Tiemann  place, 
southeast  corner  (Block  No.  1981,  Lot 
No.  65),  Borough  of  Manhattan. 

cal.  no.  928-40-BZ— Application.  September  23,  1940,  under 
section  7a  of  the  building  zone  resolu¬ 
tion,  of  The  Finkel  Umbrella  Frame 
Company,  Incorporated,  applicant  and 
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owner,  to  permit  in  a  residence  use  dis¬ 
trict,  on  a  plot  partly  in  a  residence  use 
district  and  partly  in  a  business  use 
district,  the  extension  of  an  existing 
factory  building;  premises  890-914  Brush 
avenue,  east  side,  496.18  ft.  south  of 
East  177th  street  (Block  No.  5541,  Lot 
No.  130).  Borough  of  The  Bronx. 

cal.  no.  748-40-BZ — Application,  July  8,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Anthony  J.  Daidone,  Assistant  to  Di¬ 
rector,  Bureau  of  Architecture,  Depart¬ 
ment  of  Public  Works,  applicant,  on  be¬ 
half  of  City  of  New  York,  owner,  to 
permit  in  a  residence  use  district  the 
erection  and  maintenance  of  an  admin¬ 
istration  building  for  use  in  connection 
with  a  sewage  disposal  plant ;  premises 
southwest  end  of  Hart  Island,  opposite 
Schofield  street,  City  Island.  Borough 
of  The  Bronx. 

cal.  no.  749-40-BZ — Application,  July  8,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Anthony  J.  Daidone,  Assistant  to 
Director,  Bureau  of  Architecture,.  De¬ 
partment  of  Public  Works,  applicant, 
on  behalf  of  City  of  New  York,  owner, 
to  permit  in  a  residence  use  district  the 
erection  and  maintenance  of  a  pumping 
station  to  be  used  in  connection  with  a 
sewage  disposal  plant ;  premises  south¬ 
east  part  of  Hart  Island,  opposite  Scho¬ 
field  street,  City  Island,  Borough  of  The 
Bronx. 

cal.  no.  375-40-BZ — Application,  April  11,  1940,  under  sec¬ 
tions  7a,  7c  and  21  of  the  building  zone 
resolution,  of  Thomas  O’Rourke  Gal¬ 
lagher.  applicant,  on  behalf  of  Walter 
A.  Beaudel,  owner  (Beaudel  Brothers, 
lessees),  to  permit  in  a  residence  use 
district  the  alteration  and  reconstruction 
of  an  existing  gasoline  service  station ; 
premises  144-12  Springfield  boulevard, 
northwest  corner  of  North  Conduit 
boulevard,  and  186-08  144th  avenue, 
southwest  corner  of  Springfield  boule¬ 
vard  (Block  No.  3816,  Lot  No.  76  and 
part  of  Lot  No.  63),  Springfield  Gar¬ 
dens,  Borough  of  Queens. 

cal.  no.  489-38-BZ — Application  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Sam  Schwartz 
and  Joseph  Schwartz,  owners,  reopened 
October  3.  1939,  under  section  21  of.  the 
building  zone  resolution,  to  permit  in  a 
residence  use  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  (previously  denied  by  the  Board)  ; 
premises  219-01  North  Conduit  boule¬ 
vard  (avenue)  and  144-01  to  144-09 
Springfield  boulevard,  northeast  corner 
( Block  No.  3820,  Lot  No.  4),  Spring- 
field  Gardens,  Borough  of  Queens. 

HARRIS  H.  MURDOCK.  Chairman. 


OCTOBER  22,  1940,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

597-40-A— 154  Henry  street,  west  side.  19  ft.  3  in.  north  of 
Love  lane  (Block  No.  236,  Lot  No.  137), 
Borough  of  Brooklyn. 


910-40-A— 135-60  108th  street,  west  side,  between  Peconic 
street  and  135th  avenue  and  in  bed  of 
Peconic  street,  1,100  ft.  north  of  North 
Conduit  avenue  (Block  No.  11562,  Lot  No. 
7,  and  Block  Nos.  11564  and  11539,  Lot 
Nos.  1  in  each  block),  Aqueduct,  Borough 
of  Queens  (Aqueduct  Race  Track)  ; 
(under  section  35,  General  City  Law,  re 
Bed  of  Mapped  Street). 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  bv  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  October 
22,  1940,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 

cal.  no.  919-40-BZ — Application,  September  17,  1940,  under 
section  7j  of  the  building  zone  resolu¬ 
tion,  of  George  A.  Boehm,  applicant, 
on  behalf  of  Victor  Moore  and  Broad- 
way-75th  Street  Corporation,  owners,  to 
permit  in  a  business  use  district  the 
erection  of  a  business  building  to  be 
occupied  in  part  as  a  bus  station ;  prem¬ 
ises  74-11  to  74-21  Broadway,  north 
side,  116.7  ft.  east  of  Roosevelt  avenue. 
74-12  to  74-20  Roosevelt  avenue  and 
40-02  to  40-14  75th  street  (Block  No. 
1485,  Lot  Nos.  29  and  33).  Jackson 
Heights,  Borough  of  Queens. 

cal.  no.  953-40-BZ— Application,  October  1.  1940,  under 
sections  7 a  and  7c  of  the  building  zone- 
resolution,  of  Electus  D.  Litchfield,  ap¬ 
plicant,  on  behalf  of  Fairchild  Aviation 
Corporation,  owner,  to  permit  the  erec-. 
tion  of  an  extension  to  a  factory  build-’ 
ing  in  a  business  use  district  on  a  plot 
located  partly  in  an  unrestricted  use 
district  and  partly  in  a  business  use  dis¬ 
trict ;  premises  134-22  Jamaica  avenue, 
south  side,  200.17  ft.  west  of  Van  Wyck 
boulevard,  and  88-06  Van  Wyck  boule¬ 
vard  (Block  No.  9342,  (236),  Lot  Nos., 
25,  9  and  7),  Jamaica.  Borough  of. 
Queens.  A  i 

HARRIS  H.  MURDOCK,  Chairman. 


OCTOBER  29,  1940,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  StanT 
ards  and  Appeals  of  a  public  hearing  under  the  provisions  of 
the  building  zone  resolution,  Tuesday  morning,  October  29 
1940,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  Man 
hattan,  on  the  following  matters :  a  i| 

cal.  no.  562-32-BZ — Application  of  Lama  and  Proskauer 
applicants,  on  behalf  of  Silgreen  Hold 
ing  Corporation,  owner,  reopened  No 
vember  15,  1938.  under  section  21  of  th< 
building  zone  resolution,  to  permit  it 
a  business  use  district  the  maintenanci 
of  a  gasoline  service  station,  previoush 
granted  by  the  Board  for  a  temporar 
period;  premises  208-16  Foch  boulevard 
southwest  corner  of  Springfield  boule 
vard  (Block  No.  3358,  Lot  No.  50) 
St.  Albans,  Borough  of  Queens. 
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cau  no.  470-40-BZ— Application,  May  3,  1940,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  William  Cohn, 
owner  (Jacob  Newmark,  lessee),  to 
permit,  partly  in  a  business  use  dis¬ 
trict  and  partly  in  a  residence  use  dis¬ 
trict,  the  extension  of  an  existing  gaso¬ 
line  service  station  and,  also,  the  park¬ 
ing  and  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  4070-4076 
Broadway,  southeast  corner  of  West 
172nd  street  (Block  No.  2141,  Lot  Nos. 
17  to  20,  inclusive),  Borough  of  Man¬ 
hattan. 

cal.  no.  223-40-BZ— Application,  March  1,  1940,  under  sec¬ 
tions  21  and  7f  of  the  building  zone 
resolution,  of  Samuels  and  Samuels, 
applicants,  on  behalf  of  Elmo  Realty 
Corporation,  owner,  to  permit  in  a  busi¬ 
ness  use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station; 
premises  2876-2884  Eastern  boulevard 
and  1068-1074  Revere  avenue,  southeast 
corner  (Block  No.  5531,  Lot  Nos.  1 
and  4),  Borough  of  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


NOVEMBER  13,  1940,  2  P.  M. 

Appeal  from  Administrative  Decision. 

831-40-A — 171  Bay  Ridge  avenue,  north  side,  260  ft.  west 


of  Ridge  boulevard  (Block  No.  5861,  Lot 
No.  69),  Borough  of  Brooklyn. 


NOVEMBER  19,  1940,  10  A.  M. 

Building  Zone  Application. 


^UIILE  IS  HEREBY  GIVEN  by  the  Board  of  Stand- 
1  aud-  Appeals  of  a  public  hearing  under  the  provisions 

in  ,o}aU\Sn  Z°,nf  r,eso!ution’  Tuesday  morning,  November 
19,  1940,  at  10  o  clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matter : 


cal.  no.  297-40-BZ— Application.  March  20,  1940,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  Henry  Nordheim,  appli¬ 
cant,  on  behalf  of  The  Mutual  Life  In¬ 
surance  Company,  owner  (Louwer 
Gaiage  Corporation,  lessee),  to  permit, 
partly  jn  a  business  use  district  and 
partly  in  a  residence  use  district,  for  a 
temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more,  than  five  (5)  motor  vehicles: 
premises  1407-1419  College  avenue,  west 
side,  215  ft.  south  of  East  171st  street 
(Block  No.  2786,  parts  of  Lot  Nos.  2. 
6  and  29),  Borough  of  The  B  ronx. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  OCTOBER  1,  1940. 

Present.  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Assistant  Chief  McCarthy. 

The  minutes  of  the  regular  meeting  of  the  Board  held  on 
Tuesday  morning.  September  17,  1940,  and  the  minutes  of 
uie  regular  meeting  of  the  Board  held  on  Tuesday  afternoon, 
September  17,  1940,  were  approved  as  printed  in  Bulletin  No. 


BUILDING  ZONE  CASES. 

207-3 3- BZ. 

APPLICANT  Samuel  J.  Ziegler,  for  City  Bank  Farmers 
Trust  Company,  trustee  for  Georgie  McDonald 
Phillips,  owner. 

SUBJECT— Application  reopened  and  restored  to  Calendar 
May  21,  1940  (re  decision  of  the  borough  superin¬ 
tendent  of  buildings),  under  section  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  use  dis¬ 
trict  the  erection  and  maintenance  of  an  automobile 
showroom,  a  gasoline  service  station  and,  also,  the 
parking  and  storage  of  more  than  five  (5)  motor 
vehicles  (previously  dismissed  for  lack  of  prosecu¬ 
tion). 

PREMISES  AFFECTED — 3090-3°94  Webster  avenue  and 
401-409  East  20v3rd  street,  southeast  corner  (Block 
No.  3330,  Lot  Nos.  65,  66  and  67),  Borough  of  The 

Bronx. 


APPEARANCES— 

For  Applicant ;  Samuel  J.  Ziegler,  Nathan  Ziegler, 
Herman  J.  Maurer  and  Henry  Nordheim. 

A^,T  For  Opposition:  Earl  I.  Gallant. 

ACTION  OF  BOARD— Laid  over  to  October  15,  1940,  at 

10  A.M.,  for  applicant  to  obtain  further  informa¬ 
tion. 


223-40-BZ. 

APPLICANT— Samuels  and  Samuels,  for  Elmo  Realtv 
Corporation,  owner. 

SUBJECT  Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  business  use 
district  the  erection  and  maintenance  of  a  gasoline 
service  station. 

PREMISES  AFFECTED — 2876-2884  Eastern  boulevard 

,  -Tt  Revere  avenue,  southeast  corner 
(Block  No.  5531,  Lot  Nos.  1  and  4),  Borough  of 
The  Bronx. 

APPEARANCES— 

For  Applicant:  Archie  H.  Samuels. 

For  Opposition:  W.  Pyne,  Florence  A.  O’Connor 
and  Joseph  O’Connor. 

ACTION  OF  BOARD — Laid  over  to  October  29.  1940,  at 
10  A.M.,  on  request  of  objectors’  representative. 


529-40-BZ. 

APPLICANT  Lama  and  Proskauer,  for  Cliffdodge  Estate, 
Incorporated,  owner. 
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SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  business  use 
district  the  reconstruction  and  extension  of  an  ac¬ 
cessory  building  on  an  existing  gasoline  service  sta¬ 
tion. 

PREMISES  AFFECTED — 1788-1798  Eastern  parkway  and 
2131-2135  Bergen  street,  northeast  corner  (Block 
No.  1449,  Lot  No.  43),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  A.  John  Eder. 
For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  October  15.  1940,  at 
10  A.M.,  so  that  applicant  can  submit  revised  plans. 


415-40-BZ. 

APPLICANT— Andrew  A.  Marjey.  for  Borough  Hail 
Holding  Corporation,  owner. 

SUBJECT — Application  reopened  September  17,  1940,  for 
consideration — re  amendment  of  resolution — re  Ap¬ 
plication  (decision  of  the  borough  superintendent  of 
buildings),  previously  granted  on  condition  under 
section  7c  of  the  building  zone  resolution,  permit¬ 
ting,  partly  in  a  business  use  district  and  partly  in 
a  residence  use  district,  the  erection  and  main¬ 
tenance  of  a  business  building  (stores  on  first  story 
and  offices  on  second  story). 

PREMISES  AFFECTED — 124-17  Queens  boulevard  and 
125-02  82nd  avenue,  northeast  corner  (Block  No. 
9654,  Lot  Nos.  6,  12,  14  and  15).  Kew  Gardens, 
Borough  of  Queens. 

APPEARANCES— 

For  Applcant :  Andrew  A.  Marjey  and  John  P. 
McGrath. 

For  Opposition :  None. 

ACTION  OF  BOARD — Placed  on  Reserve  Calendar. 


230-40-BZ. 

APPLICANT — Reginald  S.  Hardy,  for  Winchester  Realty 
Corporation,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  section  21  of  the  build¬ 
ing  zone  resolution,  to  permit,  partly  in  a  residence 
use  district  and  partly  in  a  business  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  sta¬ 
tion. 

PREMISES  AFFECTED— 234-01  to  234-19  Hillside  ave¬ 
nue  and  82-63  to  82-71  234th  street,  northeast  corner 
(Block  No.  7935,  part  of  Lot  No.  1),  Creedmore. 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  R.  S.  Hardy. 

ACTION  OF  BOARD — Application  withdrawn  without 
argument. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


624-39-BZ. 

APPLICANT — Lama  and  Proskauer,  for  Charlotte  Smith, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
reconsideration  under  section  7f  of  the  building  zone 
resolution,  as  amended — re  Application  (decision  of 
the  borough  superintendent  of  buildings),  previously 
denied  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  use  district  the  erection 
and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— 177-12  to  177-22  Union  Turn¬ 
pike,  south  side,  345.17  ft.  east  of  Utopia  parkway 


(Block  No.  7227,  part  of  Lot  No.  24),  Jamaica, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


1183-39-BZ. 

APPLICANT — Henry  Nordheim,  for  Josephine  Mauriello, 
owner. 

SUBJECT — Application  (re  decision  of  the  acting  borough 
superintendent  of  buildings),  under  sections  7h  and 
21  of  the  building  zone  resolution,  to  permit,  partly 
in  a  business  use  district  and  partly  in  a  residence 
use  district,  for  a  temporary  period  of  two  (2) 
years,  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED — 3057  Webster  avenue,  north 
side,  298.78  ft.  east  of  Mosholu  Parkway  North 
(Block  No.  3331,  Lot  No.  73),  Borough  of  The 
Bronx. 

APPEARANCES— 

For  Applicant:  Henry  Nordheim. 

For  Opposition:  Earl  I.  Gallant. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE  TO  GRANT—  _ 

Affirmative :  Commissioners  Savage  and  Blum 


and  Assistant  Chief  McCarthy  .  3 

Negative:  Chairman  Murdock  .  1 

THE  RESOLUTION— 

(1183-39-BZ) 


Whereas,  Henry  Nordheim,  for  Josephine  Mauriello, 
owner,  filed  September  26,  1939,  an  application  under  sec¬ 
tions  7h  and  21  of  the  building  zone  resolution,  to  permit, 
partly  in  a  business  use  district  and  partly  in  a  residence  use 
district,  for  a  temporary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles;  premises  3057  Webster  avenue,  north  side,  298.78 
ft.  east  of  Mosholu  Parkway  North  (Block  No.  3331,  Lot 
No.  73),  Borough  of  The  Bronx;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  October  1,  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Webster  avenue  is  in  business 
and  unrestricted  use  districts ;  that  Mosholu  Parkway  North 
is  in  unrestricted,  business  and  residence  use  districts ;  and 
Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  dated  September  25,  1939,  re  request  for  certificate 
of  occupancy,  reads : 

“Please  be  advised  that  your  application  for  a  certifi¬ 
cate  of  occupancy  for  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles  at  above  mentioned  prem¬ 
ises  is  denied  as  the  premises  are  located  partly  in  a 
Residence  District  and  partly  in  a  Business  District  as 
established  by  the  Amended  Building  Zone  Resolution 
and  such  occupancy  is  contrary  to  Section  4.  Articles  2 
and  3  of  said  Resolution.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  10.75  ft.  on  Webster  avenue,  a  distance  along 
the  rear  lot  line  of  85.65  ft.  and  a  depth  of  120  ft.,  on  which 
is  located  a  two-story  frame  dwelling,  a  one-car  metal  garage 
and  a  shed ;  it  is  proposed  to  occupy  the  remainder  of  the 
plot  as  a  parking  and  storage  space  for  more  than  five  (5) 
motor  vehicles ;  and 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board  prior  to  hearing ;  and 
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Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  f,  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  nxake  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution,  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted,  under  section  7f,  for  a 
period  of  two  (2)  years,  on  condition  that  the  premises  shall 
be  maintained  as  now  existing;  that  the  curb  cut  shall  not  be 
widened ;  that  the  parking  and  storage  of  motor  vehicles 
shall  be  limited  to  cars  of  the  pleasure-car  type ;  that  there 
shall  be  no  signs  erected  on  the  premises,  except  that  there 
may  be  a  sign  attached  to  fence  advertising  the  parking  and 
storage  use;  that  such  sign  shall  not  extend  beyond  the 
building  line  and  shall  not  exceed  15  sq.  ft.  in  area;  that 
such  parking  and  storage  shall  be  restricted  to  the  area 
within  the  business  use  district,  and  that  all  permits  shall  be 
obtained  and  all  work  shall  be  completed  within  six  (6) 
months  from  the  date  of  this  resolution. 


88-40-BZ. 

APPLICANT — John  J.  Beatty,  for  Joseph  J.  Cambell 
lessee),  for  May  E.  Cambell,  owner. 

SUBJECT — Application  reopened  September  10,  1940 — re 
amendment  of  resolution — re  Application  (decision 
of  the  borough  superintendent  of  buildings),  pre¬ 
viously  granted  on  condition  under  section  7g  of  the 
building  zone  resolution,  permitting  in  a  business  use 
district  the  erection  and  maintenance  of  a  garage  for 
more  than  five  (5)  motor  vehicles  and,  also,  the 
inclusion  in  the  proposed  garage  of  an  existing 
garage  for  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 1290-1300  Decatur  street,  south 
side,  100  ft.  west  of  Knickerbocker  avenue  (Block 
No.  3436,  Lot  Nos.  24  and  26),  Borough  of  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  John  J.  Beatty. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(88-40-BZ) 

Whereas,  this  application,  under  sections  7a  and  7g  of  the 
building  zone  resolution,  to  permit  in  a  residence  use  district 
the  erection  and  maintenance  of  a  garage  for  more  than  five 
(5)  motor  vehicles  and,  also,  the  inclusion  in  the  proposed 
garage  of  an  existing  garage  for  five  (5)  motor  vehicles, 
premises  1290-1300  Decatur  street,  south  side,  100  ft.  west  of 
Knickerbocker  avenue  (Block  No.  3436,  Lot  Nos.  24  and 
26),  Borough  of  Brooklyn,  was  granted  by  the  Board  May 
14,  1940,  on  certain  conditions;  and 

Whereas,  John  J.  Beatty,  for  Joseph  J.  Cambell  (lessee), 
for  May  E.  Cambell,  owner,  requested  amendment  of  the 
resolution;  and 

Whereas,  this  application  was  reopened  by  the  Board 
September  10,  1940,  so  as  to  permit  the  necessary  publica¬ 
tions  in  the  Bulletin  of  the  Board. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  by  the  Board  on  Mav 
14,  1940,  so  that  as  amended  the  resolution  shall  read : 

“ Resolved ,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution, 
and  that  the  application  be  and  it  hereby  is  granted. 
under  section  7g  thereof,  to  permit  the  reconstruction 
and  rearrangement  of  the  existing  legal  garage  buildings, 
as  indicated  on  plans  filed  herewith,  on  condition  that  the 
building  to  be  used  as  an  addition  to  the  existing  one- 
story  brick  garage  at  the  rear  shall  be  constructed  of 
fireproof  material,  except  that  the  roof  may  be  of  wood 


beams  and  wood  boarding,  provided  the  ceilings 
throughout  the  proposed  extension  and  the  existing 
garage  are  re-retarded  in  accordance  with  the  rules 
of  the  Board  and  that  the  roof  is  surfaced  with  weather 
surfacing  of  approved  type;  that  there  shall  be  no 
windows  or  other  openings  to  adjoining  interior  lots; 
that  there  shall  be  no  signs  erected  on  the  roof  or 
any  portion  of  the  building,  except  a  sign  which  may 
be  erected  over  the  entrance,  if  desired,  on  Decatur 
street  not  over  5  sq.  ft.  in  area;  that  one  gasoline 
tank  not  exceeding  550  gallons  may  be  erected  within 
the  building  line  and  a  gasoline  pump  for  supplying 
solely  the  cars  housed  within  the  existing  and  pro¬ 
posed  garage  and  not  for  sale  to  passing  motorists ;  that 
no  sign  shall  be  erected  on  the  exterior  of  the  building 
advertising  the  existence  of  the  gasoline  service  station 
or  the  sale  of  gasoline ;  that  said  gasoline  tank  and  pump 
shall  be  located  as  at  present,  outside  the  existing  garage, 
but  may  be  within  the  proposed  garage,  provided  it  is 
not  nearer  than  40  ft.  to  Decatur  street ;  that  during  the 
term  of  this  permit  the  premises  shall  be  used  for  no 
other  uses  than  as  herein  permitted,  for  the  storage  of 
motor  vehicles;  that  no  automobile  repariing  shall  be 
carried  on  and  no  sale  of  gasoline  other  than  to  the 
owners  of  cars  stored  in  the  garage;  that  no  portable 
gasoline  pumps  shall  be  used  on  the  premises ;  that  the 
boiler  room  below  grade  shall  be  saparated  from  the 
balance  of  the  building  by  fireproof  construction  and 
enterable  only  from  the  exterior  of  the  building. 

Resolved  further,  that  in  the  event  the  owner  de¬ 
sires  to  reduce  the  size  of  proposed  garage  so  that  same 
will  have  a  frontage  of  50  ft.  instead  of  65  ft.,  the  terms 
of  this  resolution  zoill  still  hold .  permitting  the  erection 
of  a  building  of  the  reduced  size  as  proposed,  provided 
in  all  other  respects  the  requirements  of  the  resolution  of 
May  14,  1940,  are  complied  with,  provided  that  there 
shall  be  maintained  at  all  times  a  substantial  steel  fence 
on  the  building  line  between  the  present  two-story  resi¬ 
dence  building  and  the  proposed  garage,  with  an  open¬ 
ing  not  in  excess  of  10  ft.  therein  for  access  to  the  pres¬ 
ent  rear  garage,  and  that  all  permits  shall  be  obtained 
and  all  ivork  shall  be  completed  within  one  (1)  year  from 
the  date  of  this  amended  resolution.” 


393-40-BZ. 

APPLICANT — The  Mortgage  Corporation  of  New  York, 
owner  (Peter  Weiss  Motor  Sales,  Koppers  Outdoor 
Advertising  Company  and  Julien  L.  Bartelstone 
(doing  business  as  Pilgrim  Refrigerator  Company), 
lessees). 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  residence  use 
district  the  maintenance  of  a  building  occupied  as  a 
garage  for  more  than  five  (5)  motor  vehicles,  a 
motor  vehicle  repair  shop  and  for  the  manufacture 
of  signs. 

PREMISES  AFFECTED— 45-29  to  45-35  50th  street  (Fit¬ 
ting  street) ,  east  side.  200  ft.  south  of  Queens  boule¬ 
vard  (Block  No.  2283,  Lot  No.  12),  Woodside, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Richard  W.  Hague,  Jr.,  John  T. 
Hannan,  Peter  Weiss,  M.  M.  Rice,  L.  F.  Sied- 
man,  D.  Duffy  Lane,  William  H.  Ryalls, 
Raphael  Glucroft  and  S.  H.  Herbert. 

For  Opposition :  M.  Martin,  John  Sinclair,  Louis  De 
Leonard.  Terence  McCabe  and  V.  Montgomery. 


ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 

Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 
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THE  RESOLUTION— 

(393-40-BZ) 

Whereas,  The  Mortgage  Corporation  of  New  York, 
owner,  filed  April  16,  1940,  an  application  under  section  21  of 
the  building  zone  resolution,  to  permit  in  a  residence  use  dis¬ 
trict  the  maintenacne  of  a  building  occupied  as  a  garage  for 
more  than  five  (5)  motor  vehicles,  a  motor  vehicle  repair 
shop  and  for  the  manufacture  of  signs;  premises  45-29  to 
45-35  50th  street,  east  side,  200  ft.  south  of  Queens  boule¬ 
vard  (Block  No.  2283,  Lot  No.  12),  Woodside,  Borough  of 
Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  October  1,  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  50th  street  is  in  residence  and  busi¬ 
ness  use  districts ;  that  Queens  boulevard  is  in  a  business  use 
district ;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Miscellaneous  Application  No.  1095-40,  dated 
June  19,  1940,  reads: 

“Re:  Amendment  of  June  18th,  1940. 

Your  request  to  use  the  existing  building  at  the  above 
location  as  a  garage  for  more  than  five  motor  vehicles,  a 
motor  vehicle  repair  shop  and  the  manufacture  of  signs, 
is  denied  as  premises  are  located  in  a  Residence  Dis¬ 
trict,  and  the  proposed  uses  are  contrary  to  Art.  2,  Sect. 
3  of  Zone  Law. 

Not  further  considered.” 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  with  a 
frontage  of  200  ft.  and  an  average  depth  of  41  ft.;  there 
is  located  on  the  plot  a  one-story  non-fireproof  building, 
divided  into  three  sections,  occupied  as  a  garage  in  section 
No.  1,  a  repair  shop  in  section  No.  2,  and  for  the  manufac¬ 
ture  of  signs  in  section  No.  3;  it  is  proposed  to  maintain  this 
condition ;  and 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  bv  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  the  applicant  failed  to 
substantiate  a  basis  of  appeal  under  section  21  of  the  building 
zone  resolution,  and  was,  therefore,  not  entitled  to  relief  on 
the  grounds  of  practical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  on  Miscellaneous  Application  No.  1095-40,  be 
and  it  hereby  is  affirmed  and  that  the  application  be  and  it 
hereby  is  denied. 


528-40-BZ. 

APPLICANT — Lama  and  Proskauer.  for  Herman  O.  Behn, 
owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  sections  7 c  and  21  of 
the  building  zone  resolution,  to  permit,  partly  in  a 
business  use  district  and  partly  in  a  residence  use 
district,  the  alteration  of  a  buidling  and  extension 
of  a  gasoline  service  station,  brake  service  station, 
lubritorium  and  store  use. 

PREMISES  AFFECTED — 114-20  101st  avenue,  southwest 
corner  of  116th  street  (Block  No.  9432,  Lot  No.  8), 
Richmond  Hill,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

Negative  .  0 

THE  RESOLUTION— 

(528-40-BZ) 

Whereas,  Lama  and  Proskauer,  for  Herman  O.  Behn, 


owner,  filed  May  16,  1940.  an  application  under  sections  7c 
and  21  of  the  building  zone  resolution,  to  permit,  partly  in  a 
business  use  district  and  partly  in  a  residence  use  district, 
the  alteration  of  a  building  and  extension  of  a  gasoline  service 
station,  brake  service  station,  lubritorium  and  store  use; 
premises  114-20  101st  avenue,  southwest  corner  of  115th 
street  (Block  No.  9432,  Lot  No.  8),  Richmond  Hill,  Bor¬ 
ough  of  Queens;  and  .... 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  October  1,  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  101st  avenue  is  in  a  business  use 
district;  that  115th  and  114th  streets  are  in  residence  and 
business  use  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Alteration  Application  No.  723-40,  dated  May 
8,  1940,  reads : 

“2.  The  extension  of  the  gasoline  station,  brake 
service,  lubritorium  and  store  partially  within  business 
and  partially  in  residence  districts  are  contrary  to  Art. 
2,  Sec.  3  and  4  Building  Zone  Res. 

Application  denied.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  42  ft.  on  101st  avenue  and  107  ft.  on.  115th 
street ;  the  southerly  portion  of  the  plot  extends  for  a  distance 
of  approximately  7  ft.  into  the  residence  use  district,  while 
the  remainder  of  the  plot  is  in  a  business  use  district ;  upon 
the  plot  there  is  a  group  of  non-fireproof  buildings,  occupied 
as  stores,  office,  brake  service  station  and  garages ;  there  is 
a  550-gallon  storage  tank  and  pump  located  in  one  of  the 
garage  structures ;  it  is  proposed  to  remove  and  to  relocate 
the  street  walls  of  the  101st  avenue  front  of  the  buildings,  to 
relocate  the  tank  and  pump,  and  to  use  the  resulting  space, 
23  ft.  by  42  ft.  in  area,  as  a  gasoline  service  station  and, 
alsb,  to  alter  and  convert  the  occupancy  of  the  other  buildings 
on  the  site  to  a  brake  service  station,  lubritoruim  and  three- 
car  garage ;  and 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board  prior  to  the  hearing , 
and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case  in 
which  to  exercise  its  discretion  to  grant  under  section  7,  sub¬ 
division  c,  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution,  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted,  under  section  7c  there¬ 
of,  to  permit  the  reconstruction  of  the  legally  existing  gaso¬ 
line  service  station,  so  as  to  provide  a  gasoline  selling  area 
towards  101st  avenue,  and  to  re-arrange  the  existing  building 
substantially  as  indicated  on  plans  marked  “Received  Sep¬ 
tember  25,  1940”,  on  condition  that  the  walls  on  the  street 
front  shall  be  faced  with  face  brick  and  maintained  un¬ 
painted;  that  the  gasoline  selling  area  shall  be  cement-paved; 
that  the  existing  gasoline  pumps  shall  be  removed  and  new 
pumps  shall  be  installed  not  nearer  than  15  ft.  to  the  street 
building  line  of  115th  street;  that  curb  cuts  shall  be  restricted 
to  one  curb  cut,  not  over  32  ft.  in  width,  on  101st  avenue, 
no  portion  of  which  curb  cut  to  be  nearer  than  5  ft.  to  side 
lot  lines  as  projected;  that  curb  cuts  on  115th  street  shall. be 
restricted  to  one  not  over  25  ft.  in  width  to  gasoline  selling 
area,  no  part  of  which  shall  be  nearer  than  5  ft.  to  building 
line  as  projected,  and  one  not  over  22  ft.  in  width  for  access 
to  proposed  laundry ;  that  all  other  parts  of  the  curb  shall  be 
restored  and  the  sidewalk  paving  restored  or  reconstructed: 
that  the  existing  boiler-room  below  grade  shall  be  separated 
from  other  parts  of  the  building  by  fireproof  construction. and 
enterable  only  from  the  exterior ;  that  other  than  the  boiler- 
room  there  shall  be  no  open  excavation  below  grade  except 
the  pit  for  brake-testing;  that  the  existing  cellar,  shown 
under  a  portion  of  the  building,  shall  be  completely  filled  to 
grade ;  that  the  boiler-room  shall  be  used  for  no  other  pur- 
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poses  than  heating  -  that  gasoline  tank  storage  shall  be  lim¬ 
ited  to  three  (3)  550-gallon  tanks;  that  these  premises  shall 
SLn  0r  n°  other  purposes  than  has  been  previously 
legally  permitted  and  as  permitted  herein,  including  brake 

a'ld  .minor.  rf,P^lrS  that.  can  done  bv  hand  tools 
jha  fSe  rcstricted  to  permanent  signs  at¬ 
tached  to  the  facade  of  the  accessory  building  and  to  the  illu¬ 
minated  globes  of  the  pumps,  excluding  all  roof  signs  and 
temporary  signs,  but  permitting  the  erection  within  the  build- 
ing  line  of  a  post  standard  for  supporting  a  sign,  which  may 
be  illuminated,  advertising  solely  the  brand  of  gasoline  sold 
and  permitting  such  sign  to  extend  beyond  the  building  line 
near  the  intersection  of  101st  avenue  and  115th  street  not 
more  than  4  it. ;  that  there  shall  be  no  openings  between  the 
building  and  adjacent  properties;  that  there  may  be,  how- 
ever,  openings  in  the  rear  of  lubritorium  space,  provided  same 
are  filled  with  approved  fire-resisting  glass  blocks  comply¬ 
ing  with  the  requirements  of  the  Building  Code  and  with  no 
fd'°rn  openable ;  that  no  new  skylight  shall  be  installed 
"ea  -  than  10  f-t-  to,the  s,de  °r  rear  lot  lines;  that!  there 
sha  1  be  no  openings  between  the  store  and  lubritorium  and 
brake-testing  space  except  for  two  doors,  which  shall  be  fire¬ 
proof  and  self-closing,  and  except  that  other  openings  may 
be  maintained  provided  same  are  filled  with  approved  fire- 
1  resistln£  glass  blocks  as  herein  permitted  for  rear  wall  •  that 
no  portable  gasoline  pump  shall  be  used  on  or  from  the  prem¬ 
ises;  that  there  shall  be  no  parking  0r  storage  of  cars  other 
:  than  those  being  serviced ;  that  there  shall  be  erected  at  the 
intersection  of  101st  avenue  and  115th  street  a  block  of  con- 
crete  not  less  than  1  ft.  in  height  and  not  less  than  5  ft  along 
i  eJther  building  line;  that  said  block  may  be  triangular  in 
shape;  that  complete  working  drawings  shall  be  submitted, 
prior  to  the  filing  with  the  borough  superintendent  of  build¬ 
ings,  for  approval  by  the  chairman  in  behalf  of  the  Board  in 
compliance  with  the  terms  of  this  resolution,  such  plans  to 
be  filed  withm  one  (1)  month  after  approval  of  this  action, 
and  that  all  work  shall  be  completed  within  one  (1)  year 
from  the  date  of  such  approval  of  plans. 


APPEAL  FROM  ADMINISTRATIVE  DECISION. 

394-40-A. 

APPLICANT— The  Mortgage  Corporation  of  New  York, 
owner  (Peter  Weiss  Motor  Sales,  Koppers  Outdoor 
Advertising  Company  and  Pilgrim  Refrigerating 
Company,  lessees) . 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 45-29  to  45-35  50th  (Fitting) 
street,  east  side,  200  ft.  south  of  Queens  boulevard 
(Block  No.  2283,  Lot  No.  12),  Woodside,  Borough 
of  Queens. 

APPEARANCES— 

,  _  For  Applicant:  R.  W.  Hague. 

-ACTION  OF  BOARD — Laid  over  to  October  8,  1940,  at 
2  P.M.,  for  further  consideration  by  the  Board. 


Adjourned,  1  :20  P.M. 

Joseph  J.  Doyle,  Chief  Clerk. 


SUBJECT-  Application  for  consideration — reopening  and 
rehearing  on  new  proposal  (re  decision  of  the  bor¬ 
ough  superintendent  of  buildings),  under  sections 
7f  and  21  of  the  building  zone  resolution,  to  permit 
in  a  residence  use  district  the  parking  of  more  than 
five  (5)  motor  vehicles  (previously  denied — re  ercc- 
tion  of  garage  for  more  than  five  (5)  motor  ve¬ 
hicles), 

I  REMISES  AI- FECTED — 1943-1961  Pacific  street,  north 
side,  120  ft.  east  of  Buffalo  avenue  (Block  No.  1339, 
Lot  No.  78),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Arnold  W.  Lederer. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

Negative  .  q 


845-39-BZ. 


APPLICANT  Bryan  Brady,  for  Jack  Nelson,  lessee,  for 
Harris  Goody  Realty  Company,  Incorporated, 
owner. 


SUBJECT  Application  for  consideration — reopening  and 
amendment — re  Application  (decision  of  the  borough 
superintendent  of  buddings),  under  section  21  of  the 
building  zone  resolution,  permitting  in  a  business  use 
district  the  erection  of  an  accessory  building  on  an 
existing  gasoline  service  station. 

PREMISES  AFFECTED — 253-263  Empire  boulevard  and 
369-379  Rogers  avenue,  northeast  corner  (Block 
No.  1308,  Lot  No.  1),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Request  to  reopen  dismissed  for 
lack  of  prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

Negative  . ’ .  ’  Q 


THE  RESOLUTION— 

(845-39-BZ) 

Whereas,  this  application,  under  section  21  of  the  building 
zone  resolution,  to  permit  in  a  business  use  district  the  erec¬ 
tion  of  an  accessory  building  on  an  existing  gasoline  service 
station,  premises  253-263  Empire  boulevard  and  369-379 
Rogers  avenue,  northeast  corner  (Block  No.  1308,  Lot  No. 
1),  Borough  of  Brooklyn,  was  granted  by  the  Board  January 
30,  1940,  on  certain  conditions,  and  the  owner  requested  an 
amendment  of  the  resolution ;  and 

Whereas,  at  the  hearing  there  were  no  appearances  made 
on  behalf  of  the  applicant. 

Resolved,  that  the  request  to  reopen  be  and  it  hereby  is 
dismissed  for  lack  of  prosecution. 


REGULAR  MEETING. 


TUESDAY  AFTERNOON,  OCTOBER 

Present :  Chairman  Murdock,  Commissioners 
Dlum  and  Assistant  Chief  McCarthy. 


1,  1940. 
Savage  and 


539-23-BZ. 


BUILDING  ZONE  CASES. 


APPLIC^,NTrArnold  W-  Lederer-  for  Mary  R.  Lamb  and 
Ellen  Lamb,  owners  (Dependable  Auto  Sales  Com¬ 
pany.  lessee). 


39-34-BZ. 

APPLICANT — Dale  Carnegie,  owner. 

SUBJECT — Application  reopened  July  9,  1940,  for  con¬ 
sideration  as  to  extension  of  permit — re  Application 
(decision  of  the  commissioner  of  buildings),  pre¬ 
viously  granted  on  condition  under  section  21  of  the 
building  zone  resolution,  permitting  in  a  residence 
use  district  the  change  of  occupancy  of  an  existing 
building  to  business  use  (restaurant)  for  a  tem¬ 
porary  period. 

PREMISES  AFFECTED — Northwest  corner  of  Pembroke 
avenue  and  Westmoreland  street  (Block  No.  4118, 
Lot  No.  221),  Little  Neck,  Borough  of  Queens. 
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APPEARANCES—  ^  ^ 

For  Applicant:  Bryce  Rea  and  Thomas  F.  Dwyer. 
For  Opposition :  William  R.  Murphy.  Mabel  H. 
Easter,  Martha  Berg,  Thomas  Keenan,  Ida  M. 
Easter,  Gertrude  B.  Murphy,  Charles  Scholz. 
John  D.  White,  Everett  H.  Frost,  Franklin  W. 
Vail,  Jr.,  Richard  T.  Tack,  Herbert  Krieger, 
Walter  A.  Kaiser  and  F.  H.  Wadsworth. 
ACTION  OF  BOARD— Motion  to  extend  permit  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . .  •  •  •  ^ 

Negative:  Chairman  Murdock  and  Commission¬ 
ers  Savage  and  Blum  .  3 

Not  Voting :  Assistant  Chief  McCarthy  .  1 

THE  RESOLUTION— 

(39-34-BZ) 

Whereas,  this  application  to  permit  in  a  residence  use  dis¬ 
trict.  under  section  21  of  the  building  zone  resolution,  the 
change  of  occupancy  of  an  existing  building  to  business  use 
(restaurant),  premises  northwest  corner  of  Pembroke  avenue 
and  Westmoreland  street  (Block  No.  4118,  Lot  No.  221), 
Little  Neck,  Borough  of  Queens,  was  granted  by  the  Board 
June  26,  1934,  after  inspection,  under  limited  conditions  de¬ 
signed  to  protect  the  neighboring  owners ;  and 

Whereas,  the  term  of  the  permit  was  extended  in  two-year 
periods  to  June  28,  1940,  after  which  the  application  was  re¬ 
opened  July  9,  1940,  and  set  for  hearing  October  1.  1940,  with 
notification  to  property  owners ;  and 

Whereas,  the  terms  of  this  resolution  have  not  been  com¬ 
plied  with  and  there  has  been  undue  annoyance  to  the  neigh¬ 
boring  owners,  particularly  since  the  occupancy  purporting 
to  be  a  civic  club ;  and 

Whereas,  in  the  opinion  of  the  Board  there  is  no  continu¬ 
ance  of  unnecessary  hardship  to  justify  granting  an  extension 
of  the  variance  under  section  21  of  the  building  zone  resolu¬ 
tion.  .  ... 

Resolved,  that  the  motion  to  extend  the  permit  be  and  it 

hereby  is  denied. 

44-38-BZ. 

APPLICANT — Arthur  W.  Renander.  for  Gertrude  C-  Van- 
dewater,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  permit — re  Application  (decision  of  the 
commissioner  of  buildings),  previously  granted  on 
condition  under  section  7h  of  the  building  zone  reso¬ 
lution,  permitting  in  a  business  use  district,  for  a 
temporary  period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED— 89-22  to  89-26  165th  street, 
west  side.  200.15  ft.  south  of  89th  (Shelton)  avenue 
(Block  No.  866,  Lot  No.  48),  Jamaica,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Arthur  W.  Renander. 

ACTION  OF  BOARD— Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

Negative  .  ® 

THE  RESOLUTION— 

(44-38-BZ) 

Whereas,  this  application,  under  section  7h  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district,  for  a 
temporary  period  of  not  more  than  two  (2)  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5)  motor  vehicles,  prem¬ 
ises  89-22  to  89-26  165th  street,  west  side,  200.15  ft.  south  of 
89th  (Shelton)  avenue  (Block  No.  866,  Lot  No.  48), 
Jamaica,  Borough  of  Queens,  was  granted  by  the  Board  No¬ 
vember  9,  1938,  on  certain  conditions,  and  the  applicant  re¬ 
quested  an  extension  of  the  permit. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  by  the  Board  on  No¬ 
vember  9,  1938,  so  that  as  amended  the  resolution  shall  read: 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  ol  the  use 
district  regulations  of  the  building  zone  resolution,  and 
that  the  application  be  and  it  hereby  is  granted,  under 
section  7,  subdivision  h,  for  a  period  of  two  (2)  years 
from  the  date  of  this  amended  resolution,  permitting  the 
plot  under  appeal  to  be  used  for  transient  parking  of 
more  than  five  (5)  motor  vehicles,  on  condition  that 
only  motor  vehicles  of  the  pleasure-car  type  shall  be  so 
parked;  that  during  the  term  of  this  variance  the  plot 
shall  be  used  for  no  other  use;  that  the  plot  shall  be 
leveled  substantially  to  the  grade  of  164th  and  165th 
streets  and  shall  be  surfaced  with  steam  cinders  or  other 
suitable  material,  properly  rolled  and  bound  to  prevent 
dusting  and  to  provide  surface  drainage;  that  all  exist¬ 
ing  buildings  shall  be  removed  from  the  plot  and  no 
building  erected,  except  there  may  be  erected  a  building 
not  over  one  story  in  height,  not  over  150  sq.  ft-  in  aiea 
as  an  office  and  shelter  for  attendant ;  that  there  shall 
be  erected  on  interior  lot  lines  and  on  street  building 
lines  a  substantial  woven-wire  fence  not  less  than  6 ft. 
in  height;  that  there  shall  be  not  less  than  two  (2) 
openings  for  exit  and  entrance,  one  to  each  street,  not 
exceeding  20  ft.  each  in  width,  with  curb  cuts  opposite 
of  similar  width ;  that  no  sign  shall  be  erected  on  the 
premises,  except  there  may  be  a  sign  attached  to  the 
fence  at  each  opening,  not  over  15  sq.  ft.  in  area,  and 
advertising  only  the  transient  parking  use  and  the  rates 
charged;  that  this  lot  may  be  used  in  conjunction  with 
adjoining  lot  to  the  north  and  under  the  same  manage¬ 
ment  and  control,  a  zoning  variance  for  which  was 
granted  by  this  Board  under  Cal.  No.  107-37-BZ,  in 
which  case  the  wire  fence  required  thereunder,  to  sep¬ 
arate  lots  52  and  48,  may  be  omitted ;  that  proper  aisles 
shall  be  maintained  at  all  times  to  permit  the  easy  in¬ 
gress  and  exit  of  cars;  that  such  proper  fire-fighting 
appliances  shall  be  maintained  as  the  fire  commissioner 
shall  direct/’ 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 
1517-39-A. 

APPLICANT— Meyer  Strauss,  for  Estate  of  Martha  W. 

Becker,  owner.  .  . 

SUBJECT— Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 306  New  Lots  avenue,  south 
side,  88  ft.  east  of  Alabama  avenue  (Block  No. 
4296,  Lot  No.  5),  Borough  of  Brooklyn. 

APPEARANCES—  j _  .  _ 

For  Applicant:  Meyer  Strauss  and  Fannie  Strauss. 
ACTION  OF  BOARD— Laid  over  to  October  15,  1940,  at 
2  P.M.,  for  inspection  by  a  committee  of  the  Board 
and  pending  report  of  Division  of  Combustibles. 


597-40-A. 

APPLICANT— B.  Meredith  Langstaff,  counsel  for  Brook¬ 
lyn  Heights  Association  and,  also,  for  Bertha 
Backus  Brown,  adjoining  owner. 

OWNER  OF  PREMISES— Bohack  Realty  Corporation. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings — re  Revocation  of  Certificate 
of  Occupancy  No.  52286. 

PREMISES  AFFECTED— 154  Henry  street,  west  side.  19 
ft.  3  in.  north  of  Love  lane  (Block  No.  236,  Let 
No  137),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  B.  Meredith  Langstaff. 

For  Owner:  Lowell  M.  Birrell.  Herbert  A.  Bir- 
rell,  Morris  Klein,  William  E.  Rae  and  Henry 
C.  Bohack. 
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For  Administration:  Dewey  Rothkrug,  Department 
of  Housing  and  Buildings. 

ACTION  Ok  BOARD— -Laid  over  to  October  22,  1940,  at 
2  P.M.,  for  decision  by  the  Board  without  further 
argument. 


636-40-A. 

APPLICANT— Samuel  Brenker,  for  Wikon  Realty  Cor¬ 
poration,  owner. 

SUBJECT— Appeal  from  a  decision— re  an  order  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 79  Rutgers  Slip  and  260  South 
street,  northeast  corner  (Block  No.  247,  Lot  No.  1) 
Borough  of  Brooklyn 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  to  October  8,  1940,  at 
2  P.M..  pending  report  of  Division  of  Combustibles. 


645-40- A. 

APPLICANT  Gabriel  Nathan,  for  Home  Life  Insurance 
Company,  owner  (Walden-Davison  Company,  In¬ 
corporated,  lessee). 

nn  !  i  o  ^rom  an  or<^er  the  fire  commissioner. 

PREMISES  AFFECTED — 114-02  Triton  avenue  (Board¬ 
walk),  north  side,  from  Beach  114th  street  to  Beach 
11 5th  street  Block  No.  659,  Lot  Nos.  30,  32  34,  47 

APPE  AR1'\NCESR°CkaWaV  BeaCh’  Borough  of  Queens- 

'  ,  „,T  For  Applicant :  Gabriel  Nathan. 

ACTION  OF  BOARD — Laid  over  to  October  8,  1940,  at 
2  P.M..  on  request  of  applicant. 


808-40-A. 

APPLICANT— Charles  Wagner  Manufacturing  Company, 
Incorporated  (lessee),  for  A.  Ludwig  and  Com- 
;  pany,  Incorporated,  owner. 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the  fire 

commissioner. 

PREMISES  AFFECTED — 133  Middleton  street,  north 
side,  200  ft.  east  of  Marcy  avenue  (Block  No  2237, 

appearance^0— N°' 53)’  Borough  of  Brook,yn- 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  to  October  8,  1940  at 
2  P.M.  Applicant  to  be  notified. 


831-40- A. 

APPLICANT — Mary  E.  Wezel,  owner. 

SUBJECT  Appeal  from  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED — 171  Bay  Ridge  avenue,  north 
side  260  ft.  west  of  Ridge  boulevard  (Block  No. 

appearances-^0'  69)’  Boroug:'1  of  Brooklyn' 

Ar'-TT^°^pplicant:  Mafy  E-  Wezel  and  Otto  Wezel. 

ACTION  OF  BOARD— Laid  over  to  November  13,  1940, 
at  2  P.M.,  pending  compliance  with  certain  items  of 
the  Fire  Department  order. 


396-40- A. 

APPLICANT— William  Engel,  for  680  Woodward  Avenue 
Corporation,  owner. 

^  JECT  Appeal  from  a  decision  of  the  borough  super- 
mtendent  of  buildings. 

IISES  Ah  FECI  ED — 680  Woodward  avenue,  south 
side,  50  ft.  east  of  Gates  avenue  (Block  No.  3468. 

APPEARANCES41^’  RidRewood’  Borouf?h  of  Queens. 

For  Applicant:  None. 


ACTION  OF  BOARD — Laid  over  to  October  15,  1940,  at 
2  P.M.,  for  inspection  by  a  committee  of  the  Board. 


815-40-A. 


APPLICANT  New  York  and  Richmond  Gas  Company, 
owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — North  side  of  Willow  avenue, 
614  ft.  west  of  Bay  street  (Block  No.  2841,  Lot  No. 
H.1'’  Stapleton.  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  D.  Kyle,  Jr.,  John  Kohout  and  R. 
Van  Vliet. 

For  Administration:  John  J.  O’Keefe,  Department 
.  °f  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

Negative  .  .  q 

THE  RESOLUTION— 

(815-40-A) 


Whereas  Nw  York  and  Richmond  Gas  Company, 
owner,  filed  July  24,  1940,  an  appeal  from  a  decision  of  the 
superintendent  of  buildings;  premises  north  side  of 
\\  lllow  avenue,  614  ft.  west  of  Bay  street  (Block  No.  2841, 
uj  °‘  Stapleton,  Borough  of  Richmond;  and 
Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  F.P.  Application  No.  25-40,  dated  July  1  1940 
reads : 


“In  reference  to  premises,  Northwest  corner  Willow 
Avenue  and  Bay  Street,  please  be  advised  that  the  Fire 
Depaitment  has  forwarded  the  following  letter  to  us 
under  date  of  May  22,  1940: 

Papers  submitted  by  you  in  relation  to  the  proposed 
erection  and  storage  of  a  238,000  gallon  oil  storage  tank 
at  the  above  premises  have  been  duly  considered. 

Proposed  site  cannot  be  deemed  acceptable  and  the  re¬ 
quirements  for  fire  extinguishing  purposes  cannot  be  set 
th  due  to  the  fact  that  the  Board  of  Standards  and 
Appeals  in  the  matter  of  Calendar  No.  286-22-A,  im¬ 
posed  a  condition  that  the  capacity  of  the  plant  at  these 
premises  be  not  increased.” 


V  hereas,  the  premises  consist  of  a  block  fronting  on  the 
southwesterly  side  of  Bay  street  and  Willow  avenue,  be¬ 
tween  the  south  line  of  Bay  street  and  the  Staten  Island 
Rapid  Transit  right-of-way,  now  occupied  for  the  manu¬ 
facture  and  distribution  of  illuminating  gas;  and 
Whereas,  it  is  proposed  to  construct  a  steel  tank  38  ft  in 
diameter  and  28  ft.  in  height  for  the  storage  of  238,000  gal¬ 
lons  of  gas  enrichment  oil ;  and 
Whereas,  the  applicant  contends  that  the  proposed  tank- 
will  be  protected  by  a  dyke;  that  the  present  foamite  and 
steam  systems  will  be  extended  so  as  to  form  protection  to 
this  tank ;  that  such  other  fire-extinguishing  equipment  as 
the  Board  may  direct  wijl  be  installed ;  that  pursuant  to  the 
requirements  of  the  Public  Service  Commission,  in  each  case 
the  company  provided  for  the  storage  of  not  less  than  two 
months’  supply  of  oil  for  use  in  the  manufacture  of  gas ;  that 
the  gas  manufactured  at  this  plant  is  known  as  earbeuretted 
water  gas,  which  uses  large  quantities  of  gas,  oil  and  coke 
in  the  process ;  that  this  oil  consists  of  gas  oil  having  a 
flashpoint  of  155  degrees  Fahrenheit  and  gas  enrichment  oil 
having  a  flashpoint  of  275  degrees  Fahrenheit ;  that  in  order 
to  provide  an  uninterrupted  supply  of  gas  conforming  with 
the  Public  Service  Commission  requirements,  it  is  necessary 
to  provide  the  proposed  additional  oil  storage;  that  the  pro¬ 
posed  gas  enrichment  oil  is  received  in  large  loads  of  100,000 
gallons,  which  would  be  less  than  fourteen  days’  supply  dur¬ 
ing  peak  months ;  that  it  is  therefore  necessary  to  provide 
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an  additional  tank  of  238,000  gallons  capacity  in  order  to 
have  a  sufficient  supply  of  gas  enrichment  oil  at  all  times ; 
that  the  present  tank  shown  on  plans  now  used^for  the  stor¬ 
age  of  gas  enrichment  oil  has  a  capacity  of  55,000  gallons, 
will  be  taken  out  of  service  for  overhauling  and  repair;  that 
there  is  no  available  site  at  applicant’s  plant  other  than  that 
proposed ;  that  in  view  of  the  Public  Service  Commission 
requirements,  such  oil  storage  must  be  located  more  than 
100  ft.  from  its  gas  holders ;  that  the  applicant  requests  the 
Board  to  grant  a  modification  to  permit  the  installation  of 
the  tank  as  proposed,  subject  to  such  reasonable  conditions 
as  the  Board  may  deem  necessary. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  on  F.P.  Application  No.  25-40,  be  and  it  here¬ 
by  is  modified  and  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  tank  shall  be  constructed,  arranged  and 
equipped  as  shown  on  plans  filed  with  this  appeal  and  at  all 
times  used  for  the  purpose  proposed;  that  the  connection 
of  the  present  foamite  system  and  the  fire-fighting  equip¬ 
ment  shall  be  arranged  and  maintained  to  the  satisfaction  of 
the  fire  commissioner. 


817-40- A. 

APPLICANT — Susan  R.  Hunt,  for  Henry  Brien  and  Ed¬ 
ward  LeClerc,  owners  (Walter  J.  Taylor,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 441  West  40th  street,  north 
side.  310  ft.  east  of  Tenth  avenue  (Block  No.  1050, 
Lot  No.  13),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Susan  R.  Hunt. 

For  Administration:  Fred  Dahlem,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted. 


THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  . 

Negative  . .  ...... 


4 

0 


THE  RESOLUTION— 

(817-40-A) 

Whereas,  Susan  R.  Hunt,  for  Henry  Brien  and  Edward 
LeClerc,  owners  (Walter  J.  Taylor,  lessee),  filed  July  26, 
1940,  an  appeal  from  a  decision  of  the  borough  superintendent 
of  buildings;  premises  441  West  40th  street,  310  ft.  east  of 
Tenth  avenue  (Block  No.  1050,  Lot  No.  13),  Borough  of 
Manhattan ;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  an  application  for  a  certificate  of  occupancy, 
dated  July  17,  1940,  reads: 

“With  reference  to  your  application  dated  June  22nd, 
1940,  for  a  certificate  of  occupancy  and  your  letter  of 
July  8th,  1940,  requesting  the  issuance  of  said  certifi¬ 
cate,  we  wish  to  advise  you  that  inspection  was  made 
of  the  above  premises  and  our  inspector  reports  the  use 
of  lot  for  a  parking  and  storage  space  for  more  than 
five  motor  vehicles  is  contrary  to  Article  5,  Section  21  A, 
amended  building  zone  resolution  by  reason  of  premises 
being  situated  in  the  same  portion  of  a  street  between 
two  intersecting  streets  where  there  exists  an  entrance 
and  exit  to  a  Public  Library  and  within  200  feet  of 
same.  No  drop  curb  provided  or  permit  for  same  ob¬ 
tained.” 

and 

Whereas,  the  premises  consist  of  a  building  25  ft.  by  98  ft. 
in  area,  located  in  an  unrestricted  use  B  area  district,  which 
it  is  proposed  to  use  for  the  storage  of  more  than  five  (5) 
motor  vehicles ;  and 

Whereas,  the  applicant  contends  that  on  June  1,  1940,  the 
adjoining  building  at  443  West  40th  street  was  demolished 
leaving  a  party  wall  of  the  building  on  the  premises  in  ques¬ 
tion  in  a  weakened  condition  so  that  it  had  to  be  braced ; 
that  the  owner  was  informed  bv  the  building  inspector  that 


a  violation  would  be  placed  on  the  building ;  that  unsafe  no¬ 
tice  dated  June  17,  1940,  was  subsequently  served  ;  that  the 
applicant  informed  the  chief  inspector  of  the  Building  De¬ 
partment  that  the  building  would  be  demolished  if  permit 
could  be  secured  to  park  motor  vehicles ;  that  in  accordance 
with  the  instructions  received  from  the  inspector  application 
was  filed  on  June  22,  1940,  and  said  application  was  not  acted 
on  at  once;  that  subsequently  on  June  28,  1940,  the  building 
zone  resolution  was  amended  to  prohibit  the  parking  and 
storage  within  200  ft.  of  a  library ;  that  the  application  was 
filed  for  the  use  and  the  building  demolished  prior  to  such 
amendment  of  the  building  zone  resolution ;  that  it  is  pro¬ 
posed  to  occupy  this  space  in  conjunction  with  the  parking  | 
space  located  on  41st  street  to  the  rear;  that  a  lease  has  been 
prepared  covering  the  proposed  occupancy ;  and 

Whereas,  in  the  opinion  of  the  Board,  the  application  for  : 
a  certificate  of  occupancy,  if  acted  upon  promptly  after  filing 
on  June  22,  1940,  would  have  been  regularly  issued  prior  to 
the  effective  date  of  the  amendment  to  the  zoning  resolution, 
namely,  June  28.  1940. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  dated  July  17,  1940,  acting  on  application  for 
certificate  of  occupancy,  be  and  it  hereby  is  reversed  and  1 
that  the  appeal  be  and  it  hereby  is  granted. 


872-40-A.  < 

APPLICANT — Cafiero  and  Lacerenza,  for  Anna  Giordano, 
owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings.  ' 

PREMISES  AFFECTED— 385  Myrtle  avenue,  north  side, 

50  ft.  east  of  Clermont  avenue  (Block  No.  2046,  1 
Lot  No.  94),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  William  A.  Lacerenza  and  Alfredo 
Giordano.  i 

For  Administration:  Dewey  Rothkrug,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

Negative  . . .  0 

THE  RESOLUTION—  1 

(872-40-A) 

Whereas,  Cafiero  and  Lacerenza.  for  Anna  Giordano, 
owner,  filed  August  22,  1940,  an  appeal  from  a  decision  cf 
the  borough  superintendent  of  buildings ;  premises  38o  Myrtle 
avenue,  north  side,  50  ft.  east  of  Clermont  avenue  (Block 
No.  2046,  Lot  No.  94),  Borough  of  Brooklyn;  and 
Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Alteration  Application  No.  3457-40,  dated 
August  19,  1940,  reads: 

“3.  Request  to  revoke  Certificate  of  Occupancy 
91019/39  denied.  Authority  to  revoke  Certificate  of 
Occupancy  is  vested  solely  with  the  Board  of  Standards 
and  Appeals.” 

Whereas,  the  building  is  four  stories  (48  ft.)  in  height, 
25  ft.  by  55  ft.  in  area ;  of  Class  3  construction ;  located  in  a 
business  use  B  area  district;  erected  prior  to  1901,  and  oc¬ 
cupied  :  cellar,  storage ;  first  story,  store ;  second  story,  one  • 
family ;  third  story,  one  family ;  it  is  proposed  to  occupy  the 
building:  cellar,  storage;  first  story,  store;  second  story, 
dwelling,  one  family;  third  story,  same;  fourth  story,  same; 

and  ,  ,  • 

Whereas,  the  applicant  contends  that  the  purpose  oi  tnis 
appeal  is  for  the  revocation  of  Certificate  of  Occupan.cy  No. 
91019-39  and  Alteration  Permit  No.  12813-38  upon  which  it 
was  issued ;  to  re-establish  the  status  of  premises  to  its  orig¬ 
inal  classification  of  “Old  Law  Tenement” ;  that  the  premises 
consist  of  a  lot  25  ft.  front,  25  ft.  6  in.  rear.  98  ft.  8j4  m. 
and  103  ft.  9l/2  in.  deep;  that  upon  the  lot  there  exists  a 
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four-story  non-fireproof  building,  erected  prior  to  1901,  and 
occupied:  first  story,  store;  second  story,  one  family;  third 
story,  one  family;  fourth  story,  vacant;  that  a  certificate  of 
occupancy  calling  for  a  two-family  and  store  occupancy  was 
procured  by  the  mortgagee,  who  repossessed  the  premises 
and  was  intended  as  a  temporary  expedient  and  not  as  a 
permanent  occupancy;  that  all  the  old  plumbing  fixtures 
remain  in  place,  except  those  on  fourth  story,  which  were 
disconnected  and  laid  on  the  floor ;  that  the  only  other  work- 
done  was  flooring  over  stairwell  opening  at  ceiling  of  third 
story,  cutting  off  access  to  the  fourth  story,  which  proves 
that  the  occupancy  called  for  in  the  certificate  of  occupancy 
was  intended  to  be  temporary ;  that  the  work  proposed  under 
Alteration  Application  No.  3457-40  consists  of  installing  a 
new  fire  escape  at  the  rear  constructed  in  accordance  with 
section  145,  Multiple  Dwelling  Law,  installing  three  new 
complete  bathrooms,  one  on  each  of  the  second,  third  and 
fourth  stories,  resetting  disconnected  kitchen  fixtures  on  the 
fourth  story,  removing  obstruction  over  stairwell  at  third 
story  ceiling,  rearranging  some  partitions,  and  do  all  the 
necessary  fire-retarding  as  required  by  law  to  reoccupy  the 
building  as  heretofore;  that  in  view  of  these  facts,  it  is  re¬ 
quested  that  Certificate  of  Occupancy  No.  91019-39  be  re¬ 
voked  so  that  Plan  No.  3457-40  may  be  acted  upon  favor¬ 
ably. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  on  Alteration  Application  No.  3457-40,  Objec¬ 
tion  No.  3,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  certificate 
of  occupancy  be  revoked  in  order  to  carry  out  the  intention 
of  the  owner  under  such  alteration  application,  to  restore  the 
building  formerly  a  tenement  to  a  tenement  in  full  compliance 
with  the  requirements  therefor  as  set  forth  in  article  7  of  the 
Multiple  Dwelling  Law. 


918-40- A. 

APPLICANT — Aerocrete  Corporation  of  America,  for  530 
Park  Avenue,  Incorporated,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 530  Park  avenue,  southwest 
corner  of  East  61st  street  (Block  No.  1375,  Lot  Nos. 
37  to  41  x/2,  inclusive,  and  parts  of  Lot  Nos.  32,  32x/?., 
33  and  36),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Denning  Miller. 

For  Administration:  Fred  Dahlem,  Department  of 
Housing  and  Buildings. 

AC  I  ION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


|  THE  RESOLUTION— 

(91 8-40- A) 

Whereas,  Aerocrete  Corporation  of  America,  for  530 
Park  Avenue,  Incorporated,  owner,  filed  September  17,  1940, 
an  appeal  from  a  decision  of  the  borough  superintendent  of 
buildings ;  premises  530  Park  avenue  southwest  corner  of 
1  East  61st  street  (Block  No.  1375,  Lot  Nos.  37  to  41  x/2,  in¬ 
clusive,  and  parts  of  Lot  Nos.  32,  32x/2,  33  and  36),  Bor¬ 
ough  of  Manhattan;  and 

Whereas,  an  amendment  was  filed  to  New  Building  Ap¬ 
plication  No.  26-40  on  September  5,  1940,  dated  September 
.  5,  1940,  which  reads: 

“We  propose  to  use  Gritcrete  Flat  Slab  Construction 
in  the  principal  rooms  of  the  above  project.  This  con¬ 
struction  was  recently  tested  under  the  supervision  of 
Columbia  University  before  representatives  of  the  Board 
of  Standards  and  Appeals  of  New  York  City.  A  de¬ 
scription  of  the  construction,  together  with  the  test  loads 


and  results,  is  contained  in  Columbia  University  Report 
No.  2492  of  October  9,  1939. 

Pending  the  issuance  of  a  general  approval  of  this 
type  of  construction  by  the  Board  of  Standards  and  Ap¬ 
peals.  we  request  approval  of  the  construction  for  this 
project  only. 

We  attach  hereto  blue  print  of  the  typical  floor  show¬ 
ing  the  construction  together  with  the  spans  and  loads 
which  will  govern  this  project.” 
and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  dated  September  16,  1940,  reads: 

“40.  Obtain  approval  of  the  Board  of  Standards  and 
Appeals.” 
and 

Whereas,  the  building  will  be  nineteen  stories  (178  ft.) 
in  height,  98  ft.  10  in.  by  135  ft.  in  area;  of  Class  1  construc¬ 
tion  ;  equipped  with  a  standpipe  system ;  located  in  a  resi¬ 
dence  use  B  area  district,  and  occupied  throughout  as  a  mul¬ 
tiple  dwelling ;  and 

Whereas,  it  is  proposed  to  use  Gritcrete  Span  Construc¬ 
tion  in  this  building  with  panels  of  dimensions  as  shown  on 
Application  Drawings  326-1  dated  August  26,  1940,  marked 
“Received  September  18,  1940,  Board  of  Standards  and  Ap¬ 
peals”  ;  and 

Whereas,  the  applicant  has  filed  computations  and  sus¬ 
tained  analysis  of  the  panels  which  it  is  proposed  to  use; 
and 

Whereas,  the  applicant  contends  that  an  application  is 
now  pending  under  Cal.  No.  962-39-SM  for  the  approval  of 
Aerocrete  Long  Span  Construction,  and  that  permission  is 
requested  to  use  this  form  of  construction  in  this  specific 
instance  based  upon  report  and  tests  made  at  Columbia 
University  under  Report  No.  2492. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  on  New  Building  Application  No.  26-40,  Ob¬ 
jection  No.  40,  be  and  it  hereby  is  modified  and  that  the  ap¬ 
peal  be  and  it  hereby  is  granted  on  condition  that  the  con¬ 
struction  shall  comply  with  the  requirements  as  set  forth  in 
a  similar  application  for  a  building  at  735  Park  avenue  under 
Cal.  No.  44-40-A,  appearing  in  the  Bulletin  Vol.  25,  No.  5, 
resolution  of  January  23,  1940,  and  on  the  further  condition 
that  the  trusses  shall  be  precambered  not  less  than  x/2  in. 
as  required  in  the  resolution  and  the  report  of  the  committee 
under  Cal.  No.  44-40-A,  and  not  sprung,  as  apparently  was 
done  in  connection  with  that  particular  building  at  735  Park 
avenue. 


286-22-A. 

APPLICANT — New  York  and  Richmond  Gas  Company, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment — re  Appeal  from  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — North  side  of  Willow  avenue, 
465.24  ft.  west  of  Bay  street  [Block  No.  2841,  Lot 
No.  91  (247)].  Stapleton,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  D.  Kyle,  Jr.,  John  Kohout  and  R 
Van  Vliet.  * 

For  Administration:  John  J.  O’Keefe,  Depar'ment 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(286-22-A) 

Whereas,  this  appeal  from  a  decision  of  the  fire  commis¬ 
sioner,  premises  north  side  of  Willow  avenue,  465.24  ft.  west 
of  Bay  street  [Block  No.  2841,  Lot  No  91  (247)1,  Staple 
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ton,  Borough  of  Richmond,  was  granted  by  the  Board  May 
2,  1922,  on  certain  conditions,  and  the  owner  requested 
amendment  of  the  resolution  as  to  capacity  of  the  plant. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  by  the  Board  on  May 
2,  1922,  so  that  as  amended  the  resolution  shall  read: 

“ Resolved ,  that  the  decision  of  the  fire  commissioner 
be  and  it  hereby  is  modified  and  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  tank  is  enclosed 
with  and  surrounded  by  a  reinforced  concrete  dike  wall ; 
that  a  fire  foam  protective  system  be  installed  and  such 
other  fire-extinguishing  appliances  as  are  required  by  the 
rules  of  the  Board  of  Standards  and  Appeals ;  that  the 
capacity  of  the  plant  be  not  increased  except  as  permitted 
under  resolution  adopted  by  the  Board  on  October  1, 
1940,  under  Cal.  No.  815-40-H,  and  that  the  use  of  the 
oil  be  confined  to  gas  manufacturing  process.” 


43-40-A. 

APPLICANT — Louis  Allen  Abramson,  for  Society  of  the 
Hillside  Hospital,  owner. 

SUBJECT— Application  for  consideration — reopening  and 
amendment — re  Appeal  from  a  decision  of  the  bor¬ 
ough  superintendent  of  buildings. 

PREMISES  AFFECTED— Blocks  bounded  by  263rd  street, 
Long  Island  Motor  parkway,  Hewlett  avenue  and 
76th  avenue  (Block  No.  26A.  27 A  and  34A  to  42A, 
inclusive),  Bellerose,  Borough  of  Queens  (Hillside 
Hospital) . 

APPEARANCES— 

For  Applicant :  Lloyd  W.  Weed. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock.  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(43-40-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent  of  buildings,  premises  blocks  bounded  by  263rd 
street,  Long  Island  Motor  parkway,  Hewlett  avenue  and' 
76th  avenue  (Block  Nos.  26A,  27A  and  34A  to  42A,  inclu¬ 
sive),  Bellerose,  Borough  of  Queens,  was  granted  by  the 
Board  January  30,  1940.  on  certain  conditions,  and  the 
applicant  requested  an  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  by  the  Board  on  Jan¬ 
uary  30,  1940,  by  adding  thereto  : 

“that  the  terms  of  this  resolution  may  be  deemed  to 
apply  in  the  event  that  the  back-up  tile  used  is  load- 
bearing  cinder  block  in  place  of  hollow  clay  tile  formerly 
proposed.” 


VARIATION  OF  THE  LABOR  LAW. 

892-40- S. 

APPLICANT— Michael  Mario,  for  Frank  Costello,  owner. 
SUBJECT — Variation  from  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  borough  superin¬ 
tendent  of  buildings. 

PREMISES  AFFECTED— 242  42nd  street,  south  side,  275 
ft.  east  of  Second  avenue  (Block  No.  722,  Lot  No. 
21),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Arnold  W.  Lederer  and  Michael 
Mario. 

For  Administration:  Dewey  Rothkrug,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

( 892-40- S) 

Whereas,  Michael  Mario,  for  Frank  Costello,  owner,  filed 
September  5,  1940.  an  application  for  a  variation  from  the 
requirements  of  the  Labor  Law  as  cited  in  a  decision  of  the 
borough  superintendent  of  buildings ;  premises  236  42nd 
street,  south  side,  275  ft.  east  of  Second  avenue  (Block  No.. 
722,  Lot  No.  21),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Alteration  Application  No.  4040-40,  dated 
August  27,  1940,  reads: 

“1.  Enlarging  factory  building — two  fireproof  exits 
required  as  per  270  of  Labor  Law.” 

and 

Whereas,  the  building  is  two  stories  (21  ft.  5  in.)  in 
height,  24  ft.  1  in.  by  100  ft.  in  area  at  first  story,  24  ft.  1 
in.  by  55  ft.  2  in.  in  area  at  second  story ;  of  Class  3  con¬ 
struction  ;  located  in  an  unrestricted  use  B  area  district ; 
erected  in  1905.  and  occupied  since  1938  as  follows:  first 
story,  manufacturing  coil  springs,  12  persons;  second  story, 
office  and  storage,  2  persons ;  the  building  is  equipped  with 
two  interior  stairs  2  ft.  6  in.  wide,  both  enclosed  in  fireproof 
partitions  and  equipped  with  fireproof  self-closing  doors,  one 
of  which  leads  direct  to  street,  with  no  access  to  roof ;  and 

Whereas,  the  applicant  contends  that  the  original  building 
was  erected  in  1900 ;  that  in  1929  a  one-story  extension  was 
erected  at  the  rear ;  that  it  is  proposed  to  erect  a  storage 
room  at  the  rear  of  the  second  story;  that  no  manufacturing 
will  be  done  on  the  second  story ;  that  the  bmdling  has  ade¬ 
quate  exits ;  that  the  requirements  of  section  270  of  the  Labor 
Law  for  two  fireproof  enclosed  stairs  is  incongruous  and  un¬ 
necessary  and  that  the  Building  Department’s  interpretation 
of  section  270  has  been  improperly  applied. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  borough  superintendent  of 
buildings,  acting  on  Alteration  Application  No.  4040-40,  Ob¬ 
jection  No.  1,  and  the  application  be  and  it  hereby  is  granted 
on  condition  that  the  building  shall  not  be  further  extended 
in  height  or  area  other  than  as  shown  on  plans  filed  with 
this  application;  that  the  exit  shall  be  continued  as  shown; 
that  the  work  of  a  factory  shall  be  restricted  to  the  first  story 
only,  the  second  story  to  be  used  solely  for  office  and  storage 
in  connection  with  the  first  story  factory  occupancy;  that 
such  portable  fire-fighting  appliances  shall  be  installed  as  the 
fire  commissioner  shall  direct,  and  that  this  variance  shall 
continue  only  so  long  as  the  building  is  occupied  as  herein 
set  forth  and,  other  than  as  varied  herein,  shall  complv  wtih 
all  laws,  rules  and  regulations  applicable  thereto. 


APPLIANCE  SUBMITTED  FOR  APPROVAL. 

426-38-SA. 

APPLICANT — American  Radiator  and  Standard  Sanitary 
Corporation,  owner. 

SUBJECT — Application  reopened  September  24,  1940— re 
amendment  of  resolution  to  include  approval  of 
Arcoflame  Oil  Burner,  Models  D  and  DF,  and  Arco- 
flame  Heating  Units  (Boiler-Burner  Unit),  Models 
64  and  65. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Resolution  amended  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

Negative  .  ® 
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THE  RESOLUTION— 

(426-38-SA) 

Whereas,  R.  E.  Daly,  for  American  Radiator  Company, 
owner,  filed  May  31,  1938,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  device  known  as 

the  Areoflame  Oil  Burner;  and 

Whereas,  this  appliance  was  approved  by  vote  of  the 
Board  July  12,  1938;  and 

Whereas,  the  Board  subsequently  amended  the  resolution 
to  include  approval  of  Models  B,  C  and  L;  jmd 

Whereas,  the  applicant  requested  a  further  amendment 
of  the  resolution  to  include  approval  of  Models  D,  DF,  64 
and  65;  and 

Whereas,  this  application  was  reopened  September  24, 
1940,  and  the  additional  models  referred  to  the  Committee  on 
Tests  for  test  and  report,  which  report  reads  as  follows : 

REPORT  OF  COMMITTEE  ON  TESTS. 

September  30,  1940. 

Re:  Cal.  No.  426-38-SA. 

Subject;  Amendment  to  resolution  to  include  approval  of 
Models  D,  DF,  64  and  65. 

The  Board  of  Standards  and  Appeals  approved  the 
Areoflame  Oil  Burner  for  domestic,  commercial  and  in¬ 
dustrial  installations  with  No.  3  oil  July  12,  1938.  The 
resolution  was  amended  to  include  Mipdels  B  and  C  Julv 
18,  1939,  and  further  amended  to  include  Model  L  on 
April  30,  1940.  Request  has  now  been  made  to  include 
Areoflame  Oil  Burner,  Models  D  and  DF,  and  Arco- 
flame  Heating  Units  (Boiler-Burner  Unit),  Models  64 
and  65. 

The  Models  D  and  DF  Areoflame  Burner  operates 
on  the  same  principles  as  used  on  the  previous  Model  C 
Burner.  It  is  a  gun-type,  pressure  atomizing  burner 
with  electric  ignition,  covering  the  range  from  one  to 
two  and  one-half  gallons  of  oil  per  hour.  It  is  ap¬ 
proved  by  the  Underwriters’  for  oils  not  heavier  than 
No.  3. 

Pump  and  motor  are  mounted  on  a  cast-iron  blower 
housing.  The  5l/t  in.  blower  wheel  is  mounted  directly 
on.  the  motor  shaft  and  carries  the  coupling  which 
drives  the  pump.  The  motor  operates  at  1,750  revolu¬ 
tions  per  minute.  The  air  supplied  to  the  burner  can  be 
adjusted  by  an  air  damper  at  the  intake  side  of  the 
blower  and  further  adjustment  is  possible  bv  the  use  of 
a  cup  in  the  turbulator.  The  air  is  blown  into  a  steel 
air  tube  which  terminates  into  a  turbulator  with  twisting 
vanes.  The  center  core  of  this  turbulator  is  filled  out 
by  an  adjustable  metal  cup  which  forces  the  air  to  flow 
through  the  vanes  and  obtain  a  definite  direction  of 
spin.  This  cup  can  be  adjusted  to  suit  the  various  firing 
rates. 

The  transformer  is  mounted  at  the  side  beneath  the 
motor  and  is  of  the  10,000  volt,  mid-way  ground  type. 
It  is  connected  to  the  electrodes  by  means  of  bus  bars, 
which  in  turn  are  supported  on  the  oil  pipe  by  means  of 
suitable  insulators.  Bus  bars,  oil  pipe,  electrodes  and 
adjustable  cup  form  a  removable  inner  assembly  of  the 
burner. 

.The  burner  Model  DF  has  no  base  but  is  equipped 
with  a  flange  suitable  for  mounting  it  directly  to  the 
base  of  a  boiler. 

The  burner  Model  D  is  identical  to  DF  as  described 
above  except  that  it  has  a  cast  iron  base,  the  same  as 
Model  C,  for  floor  mounting. 

Model  64  is  similar  to  Model  D  but  installed  in  a 
boiler  unit  and  No.  65  similar  to  DF  and  installed  in  a 
boiler  unit. 

It  is  recommended  that  the  resolution  of  the  Board  of 
April  30,  1940,  be  amended  to  include  Models  D,  DF,  64 
and  65  for  use  with  fuel  oil  not  heavier  than  No.  3,  U.  S. 


Department  of  Commerce  Standards,  under  the  condi¬ 
tions  set  forth  in  the  resolution. 


(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 


CHARLES  M.  BLUM, 

Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests, 
and 

Whereas,  this  report  recommended  amendment  of  the 
resolution  to  include  approval  of  Models  D,  DF,  64  and  65. 

Resolved,  that  the  resolution  adopted  by  the  Board  on 
July  12,  1938,  as  last  amended  April  30,  1940,  be  amended, 
so  that  as  amended  it  shall  read : 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  approve  the  device  known  as  the  Areoflame 
Oil  Burner,  Models  B,  C,  L,  D,  DF,  64  and  65,  for  do¬ 
mestic,  commercial  and  industrial  installation,  when  in¬ 
stalled  in  accordance  with  the  Oil  Burner  Rules  adopted 
by  the  Board  of  Standards  and  Appeals,  and  when  used 
with  fuel  oil  not  heavier  than  No.  3,  U.  S.  Department 
of  Commerce  Standards,  on  condition  that  there  shall  be 
permanently  attached  to  each  burner  installed  a  label 
reading : 

Approved  by  the 

BOARD  OF  STANDARDS  AND  APPEALS 
For  Use  in  New  York  City 
UNDER  CAL.  No.  426-38-SA.” 


MATERIAL  SUBMITTED  FOR  APPROVAL. 
490-40-SM. 

APPLICANT — A.  A.  Allen,  for  The  Peelle  Company, 
owner. 

SUBJECT — Peelle  Flush  Counterbalanced  Door,  approval 

of. 

APPEARANCES— 

For  Applicant:  A.  W.  Croker. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(490-40-SM) 

Whereas,  The  Peelle  Company,  owner,  filed  May  8,  1940, 
an  application  with  the  Board  of  Standards  and  Appeals  for 
approval  of  the  material  known  as  the  Peelle  Counterbalanced 
Elevator  Door ;  and 

Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

September  30,  1940. 

Re:  Cal.  No.  490-40-SM. 

Subject:  Peelle  Counterbalanced  Elevator  Door,  ap¬ 
proval  of. 

The  Peelle  Company,  47  Stewart  Avenue,  Brooklyn, 
New  York,  filed  on  May  8,  1940,  an  application  with 
the  Board  of  Standards  and  Appeals  for  approval  of  the 
Peelle  Counterbalanced  Elevator  Door  under  the  re¬ 
quirements  of  Section  C26-610.0  (10.1.18),  Sec.  C26- 
663.0-b  (10.8.4.2),  Administrative  Building  Code. 

The  test  door.  Figure  1,  was  constructed  and  inspected 
by  the  Underwriters’  Laboratories,  Incorporated,  at  the 
plant  of  the  applicant  in  Brooklyn,  New  York,  and  was 
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designed  for  the  protection  of  an  opening  6  ft.  in  width 
and  8  ft.  in  height.  The  doors  are  manually  operated 
from  the  shaft  side  by  a  handle  in  combination  with  a 
latch  which  holds  it  in  the  closed  position.  The  door 
panels  were  constructed  of  two-ply,  cross  laminated 
white  pine  25/32  in.  thick,  nailed  together  with  steel 
clinched  nails  and  covered  with  26  gauge  galvanized 
steel  sheets  with  a  maximum  spacing  of  24  in.  be¬ 
tween  the  interlocking  seams.  The  sheets  were 
overlapped  around  the  edge  of  the  door  with  the  loft 
side  sheets  overlapping  the  shaft  side  in  order  to  vent 
the  gases  into  the  shaft  during  the  fire.  The  gal¬ 
vanized  sheet  coverings  were  provided  with  holes  354  in. 
x  234  in.  located  under  the  interlocking  seam  covers  and 
distributed  over  the  surface  of  the  panel  to  provide  uni¬ 
form  venting.  Where  the  door  is  to  be  used  on  a  push 
button  controlled  elevator  the  door  panel  may  also  be 
provided  with  a  5  in.  x  9  in.  wire  glass  vision  panel 
bound  in  steel  or  malleable  iron  frame.  The  frames 
were  made  of  2  in.  x  2  in.  x  %  in.  steel  angles  formed 
to  fit  the  wood-metal  covered  panels  by  means  of  miter¬ 
ing  and  bolting  the  same  to  the  panels  by  means  of  5/16 
in.  flathead  machine  screws,  18  in.  o.c.  and.  secured  by 
combination  nuts  and  washers.  To  the  sides  of  the 
frames,  angle  iron  shoe  bars  and  malleable  iron  guide 
shoes  were  attached  by  means  of  slotted  holes  not  more 
than  12  in.  o.c.  To  the  bottom  half  of  the  lower  panel 
was  riveted  a  234  in.  x  2  in.  angle  (rivets  12  in  o.c. 
maximum)  across  which  was  welded  a  hi.  flat. 
Across  the  upper  half  of  the  bottom  panel  was  bolted  an 
angle  iron  hanger  bar  which  extended  a  distance  of  7  in. 
beyond  each  side  of  the  panel  and  suspended  the  door 
as'it  rested  on  the  rail  stop  flush  with  the  floor  (the  door 
being  open).  It  also  served  as  an  attachment  for  the 
counterbalancing  rod  and  chain  to  which  the  upper  half 
of  the  door  was  attached.  A  slot  in  the  center  of  this 
hanger  bar  acted  as  a  keeper  for  the  center  latch  mounted 
on  the  upper  door.  Across  the  lower  half  of  the  upper 
panel  was  attached  a  3  in.  x  234  in.  x  34  in.  angle  to 
act  as  an  astragal  closure  across  the  center  of  the  door 
when  in  a  closed  position.  At  the  center  of  the  panel 
on  the  elevator  side  was  mounted  a  center  latch.  After 
the  wood-metal  covered  panel  was  bolted  in  the  angle 
iron  frame,  the  loft  side  of  the  panel  was  covered  with 
1/16  in.  asbestos  sheets  and  a  1/16  in.  steel  sheet  was 
riveted  on  top  of  the  angle  iron  frame  bv  means  of  Ya 
in.  rivets,  not  exceeding  12  in.  o.c.  and  through  slotted 
holes  in  the  shoe  bar  angle.  The  supporting  guide. rails 
were  made  of  continuous  steel  angles  .3  in.  x  2  in.  x 
3/16  in.  running  from  center  of  opening  to  center  of 
opening  and  attached  to  the  iron  opening  frame  with  34 
in.  machine  screws,  not  more  than  18  in.  o.c.,  through 
1  in.  slots  in  the  main  guide  rail.  The  guide  rails  for 
the  guide  shoes  were  continuous  steel  angles  1  in.  x  134 
in.  x  7/32  in,  riveted  to  the  main  rail  through  slotted 
holes  not  exceeding  12  in.  o.c.  At  the  sill  an  attached 
malleable  adjustable  casting  acted  as  a  floor  stop  and 
near  the  lintel  a  malleable  iron  bracket  was  securely 
riveted  to  the  main  rail  to  which  was  attached  a  6)4.  in. 
ball  bearing  sheave,  one  on  each  side  of  the  opening. 
The  door  was  held  in  position  and  operated  on  a  length 
of  No.  6  cable  chain,  one  on  each  side  of  the  door  at¬ 
tached  to  a  malleable  iron  chain  hanger  on  the  bottom 
corner  of  the  upper  half  of  the  door.  These  chains,  in 
operation,  ride  over  the  ball  bearing  sheaves  mounted  on 
the  main  rails  and  attached  to  a  34  in.  square  steel  rod, 
which  is  slotted  to  receive  the  chain  at  the  top  and  is 
threaded  with  a  4  in.  running  thread  at  the  bottom, 
where  it  permits  proper  adjustments  of  the  height  of  the 
door.  All  doors  are  evenly  counterbalanced  and  pro¬ 
vision  is  made  on  the  top  of  the  top  panel  to  allow  for 
the  application  of  flat  iron  weights  of  varying  thick¬ 
nesses,  to  properly  counterbalance  the  door.  Attach¬ 
ments  were  galvanized  and  slotted  holes  allowed  for  ex¬ 
pansion. 


Tests  of  the  above  described  door  were  conducted  at 
the  Underwriters’  Laboratories,  Incorporated,  in  Chi¬ 
cago,  Illinois,  in  accordance  with  the  requirements  of 
Sec.  C26-610.0  (10.1.18),  Administrative  Building  Code, 
titled  “Fire  Tests  of  Opening  Protective  Assemblies”,  in 
the  presence  of  Commissioners  Bernard  A.  Savage  and 
Charles  M.  Blum  and  Chief  Engineer  Leslie  V.  Huber 
on  May  24,  1940.  The  fire  test  was  in  conformity  with 
the  standard  time  temperature  curve  and  was  main¬ 
tained  within  the  5  per  cent,  area  tolerance  for  the  one 
and  one-half  hour  period.  The  average  rise  in  tempera¬ 
ture  at  the  end  of  three-quarters  of  an  hour  was  1.14 
degrees  Fahrenheit  on  the  unexposed  side.  At  the  end 
of  seventeen  minutes  flickers  of  flame  appeared  at  the 
top  of  the  upper  panel,  increased  slightly  at  twenty-five 
minutes  and  disappeared  at  thirty-five  minutes.  This 
flame  was  due  to  the  furnace  control  which  had  a  ten¬ 
dency  to  fluctuate  due  to  the  accelerating  effects  of  large 
volumes  of  wood  gas  from  the  vents  on  the  fire  side  of 
the  sample.  There  was  no  apparent  flame  passage  along 
the  other  edges  of  the  door  assembly.  The  lower  edge 
of  the  door  bulged  slightly  toward  the  fire  during  the 
first  five  minutes  of  the  test,  increasing  gradually  as  the  1 
test  progressed,  assuming  a  maximum  of  about  134  in. 
during  the  fire  test.  The  upper  edge  of  the  door  section 
bulged  about  2  in.  toward  the  fire  during  the  fire  test. 
The  door  withstood  the  hose  stream  test  without  any 
change  in  structural  stability. 

On  the  basis  of  this  test  meeting  the  requirements  of 
C26-610.0  (10.1.18),  Administrative  Building  Code,  the 
Committee  recommends  the  approval  of  the  Peelle  Coun¬ 
terbalanced  Elevator  Door  as  having  met  the  require¬ 
ments  for  a  rating  of  one  and  one-half  hours  for  use.as 
a  protection  of  openings  in  elevator  shafts  under  Section 
C26-663.0  (b)  (10.8.4.2)  when  constructed  in  accord¬ 
ance  with  the  sizes  and  specifications  set  forth  herein 
with  the  following  changes: 

To  reduce  the  bulging  of  the  upper  and  lower  edges 
of  the  door  toward  the  fire;  the  top  edge  is  to  be  con¬ 
structed  as  shown  in  Figure  2  instead  of  the  construc¬ 
tion  as  tested. 

The  applied  metal  covering  on  the  corridor  side  of  the 
door  is  to  be  attached  along  the  top  and  bottom  of  the 
door  as  shown  in  Figure  2  instead  of  the  arrangement' 
as  tested. 

All  counterweights  are  to  be  applied  flat  along  the 
top  of  the  door,  secured  in  position  bv  bolts  through 
slotted  holes,  provided  with  heavily  galvanized  washers. 

Larger  sizes  of  this  opening  protective  assembly  may 
be  permitted  in  accordance  with  the  permissive  provi¬ 
sions  of  C26-610.0  (10.1.18),  Administrative  Building 
Code. 

It  is  further  recommended  that  all  opening  protective 
assemblies  manufactured,  inspected  and  labeled  under 
this  approval  shall  comply  with  the  Rules  of  the  Board 
for  the  Inspection  of  Opening  Protective  Assemblies. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 

CHARLES  M.  BLUM, 

Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests. 

and  , 

Whereas,  this  report  recommended  the  approval  of  tub 

material. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  the  Peelle  Counter¬ 
balanced  Elevator  Door,  on  condition  that  the  material  be 
manufactured,  installed,  labeled,  stamped  or  tagged  in  ac¬ 
cordance  with  the  above  report. 


Adjourned,  4:25  P.M. 


Joseph  J.  Doyle,  Chief  Clerk. 
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MINUTES 


♦CORRECTION. 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  on  July  16,  1940,  as  they  appeared  in  Bul¬ 
letin  No.  30,  Vol.  25,  are  hereby  corrected  to  read  as  fol¬ 
lows  : 

THE  RESOLUTION— 

(756-40- A) 

Whereas,  A.  Harry  Boris,  for  Brooklyn  and  Queens 
Holding  Corporation,  owner,  filed  July  9,  1940,  an  appeal 
from  a  decision  of  the  borough  superintendent  of  buildings  ■ 
premises  58-57  186th  street,  east  side,  560  ft.  south  of  58tli 
avenue  (Block  No.  5690,  Lot  No.  36),  Flushing,  Borough 
of  Queens ;  and 

W  hereas,  the  decision  of  the  borough  superintendent  cf 
buddings,  on  New  Building  Application  No.  4512-40,  dated 
July  1,  1940,  reads: 

“The  erection  of  a  frame  building  in  the  Fire  Limits 
is  contrary  to  the  Building  Code  (Sec.  4.1.2).” 

and 

Whereas,  the  premises  consist  of  a  plot  fronting  15  ft.  on 
186th  street,  45  ft.  on  North  Hempstead  turnpike  and  100  ft. 
along  the  north  lot  line,  and  located  in  a  business  use  D  area 
district;  it  is  proposed  to  erect  a  two-story  frame  one-family 
dwelling  and  garage,  41  ft.  by  22  ft.  in  area ;  the  building 
will  be  set  back  not  less  than  10  ft.  from  the  building  lines 
of  North  Hempstead  turnpike  and  World’s  Fair  boulevard, 
into  which  setback  front  entrance  and  steps  will  project 


for  approximately  7  ft.;  the  building  will  be  set  back  39  ft. 
from  the  86th  street  building  line  and  will  have  a  5  ft  wide 
yard  on  the  north  lot  line  and  a  20  ft.  yard  on  the  east  lot 
line,  the  building  will  be  surfaced  on  the  exterior  of  the 
first  story  with  brick  veneer  and  the  roof  will  be  surfaced 
with  approved  asphalt  shingles ;  and 
Whereas,  the  applicant  contends  that  similar  buildings 
have  been  constructed  by  these  and  other  owners  in  the  im¬ 
mediate  vicinity  and  that  the  construction  of  brick  buildings 
would  he  inadvisable  in  this  market. 

/) r s.°Jved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  on  New  Building  Application  No.  4512-40  be 
and  it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  building  shall  be  constructed 
as  pioposed,  restricted  to  single  family  occupancy;  that  the 
garage  erected  on  the  plot  shall  be  used  solely  as  an  acces¬ 
sory  thereto ;  that  chimney  breasts  may  extend  not  over  2  ft. 
into  the  side  yard;  that  in  all  other  respects  the  construction 
shall  comply  with  the  requqirements  of  the  Building  Code 
f<»r  a  similar  building  when  erected  outside  the  fire  limits- 
that  the  gable  of  the  garage  facing  the  lot  line  shall  be  pro¬ 
tected  with  incombustible  materials. 


Con  ection  The  words  “that  the  requirements  of  the 
E  area  district  shall  be  complied  with,  except”  are  deleted 
in  lines  37  and  38  of  the  resolution. 


SMOKING  IN  FACTORIES 


Adopted  by  the  Board  of  Standards  and  Appeals, 
August  12,  1918. 

RULE  1.  PERMIT. 

(a)  Prohibition.  No  person  shall  smoke,  or  carry  a 
lighted  cigar  or  cigarette  in  any  factory  as  defined  in 
Article  I,  Section  2,  of  the  State  Labor  Law,  nor  in  any 
portion  of  a  factory,  within  the  City  of  New  York,  except 
in  such  protected  portions  or  special  classes  of  occupancies 
as  are  specified  in  Rule  2  of  these  rules,  and  then  only 
after  the  issuance  of  a  permit  by  the  Administrative  official. 

It  shall  be  the  joint  and  several  duty  of  the  owner  and 
of  the  lessee  or  lessees  of  the  building  containing  such  fac¬ 
tory  or  factories  to  cause  to  be  posted  in  each  and  every 
entrance  hall,  stair  hall  or  room  throughout  the  building,  as 
well  as  in  every  elevator-car,  in  English,  and  also  in  such 
other  language  or  languages  as  the  administrative  official 
shall  direct,  a  notice  of  such  prohibition,  and  the  penalty 
for  its  violation. 

(b)  Application.  Application  for  such  permit  shall  be 
made  only  by  the  owner  of  the  building  on  suitable  blank 
forms  to  be  furnished  by  the  administrative  official. 

(c)  Time  Limit.  Such  permit  shall  be  for  a  definite 
period,  not  exceeding  one  year,  and  shall  not  be  renewed 
upon  expiration  until  a  reinspection  of  the  premises  for 
which  it  is  issued  has  been  made  for  the  purpose  of  de- 
tei  mining  whether  existing  conditions  warrant  a  renewal. 

(d)  Conditions.  The  permit  shall  state  the  conditions 

under  which,  the  hours  between  which,  and  the  place  or 
places  in  such  factory  where  smoking  may  be  permitted, 
and  this  permit  shall  be  framed  and  kept  posted  in  a  con¬ 
spicuous  place  in  the  factory. 

(e)  Revocation.  Violation  of  any  of  the  conditions 
specified  in  the  permit,  in  addition  to  incurring  such  pen¬ 
alties  as  are  prescribed  by  law,  shall  be  full  and  sufficient 
eause  for.  the  revocation  of  such  permit  bv  the  administra¬ 
tive  official,  and  shall  not  again  issue  a  permit  for  the 
same  premises  until  at  least  one  year  has  elapsed. 


RULE  2.  PERMISSIBLE  CASES. 

Smoking  may  be  permitted  in : 

(a)  Factories  engaged  in  the  manufacture  of  cigars 
cigarettes,  or  smoking  tobacco,  when  necessary  for”  the 
efficient  conduct  of  the  business,  provided  that : 

(1)  No  smoking  other  than  that  for  sampling 
testing  and  experimental  purposes  is  carried  on.”’ 

(2)  Such  smoking  is  conducted  in  a  room 
provided  especially  for  that  purpose,  separated 
fiom  the  rest  of  the  building  by  fireproof  or  fire- 
i  esisting  partitions,  with  all  openings  therein  pro- 
tected  by  self-closing  fire  doors,  and,  further,  unless 
the  building  is  of  fireproof  construction  or  provided 
with  an  approved  automatic  sprinkler  system,  the 
floor  and  ceiling  of  such  room  shall  be  covered 
with  fire  retarding  material. 

(3)  Such  chemical  fire  extinguishers  as  the  ad¬ 
ministrative  official  may  direct  are  installed. 

(4)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re¬ 
ceptacles. 

(b)  Factories  devoted  entirely  to  one  of  the  following 
occupancies : 

Blacksmithing  or  horseshoeing; 

Boiler  making; 

Brick,  terra  cotta  or  artificial  stone  works; 

Forge  shops; 

Foundries ; 

Iron,  steel,  brass  or  copper  works; 

Machine  shops ; 

Smelting ; 

Stone  or  monumental  works ; 
provided  that  in  any  case: 

(1)  The  building  is  not  of  wooden  construc¬ 
tion  ; 

(2)  .  Such  chemical  fire  extinguishers  as  the 
administrative  official  may  direct  are  installed; 

(3)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re¬ 
ceptacles. 
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EXTRACTS  FROM  CHAPTER  19,  ARTICLE  18  OF  THE  ADMINISTRATIVE  CODE  OF  THE 
CITY  OF  NEW  YORK,  RELATING  TO  REFRIGERATING  SYSTEMS 

ARTICLE  1  civic,  political,  educational,  religious  or  recreational  pur- 

,  _  .  poses,  or  in  which  persons  are  harbored  to  receive  medical, 

General  Provisions.  charitable  or  other  care  or  treatment,  or  in  which  persons 

_  .  .  .  are  held  or  detained  by  reason  of  public  or  civic  duty,  or 

§09-2.0.  Definitions.  _  for  'correctional  purposes,  including  among  others,  court 

Unless  otherwise  expressly  stated,  whenever  used  in  this  houses,  schools,  colleges,  libraries,  museums,  exhibition 

chapter  the  following  terms  shall  respectively  be  deemed  buildings,  lecture  halls,  churches,  assembly  halls,  lodge 

to  mean:  .  .  rooms,  club  houses  with  more  than  five  sleeping  rooms, 

34.  Refrigerating  system,  a  combination  of  apparatus  in  dance  hadSj  theatres,  bath  houses,  hospitals,  asylums,  armo- 

which  a  refrigerant  is  circulated  for  the  purpose  oi  ex-  rieS)  fire  houses>  poi;ce  stations,  jails  and  passenger  depots, 

tracting  heat.  (b)  Residence  Buildings.  Residence  buildings  are 

(a)  The  parts  of  the  system  are  the  compressor,  gen-  structures  or  parts  0f  structures  in  which  sleeping  accom- 

erator.  condensor,  absorber,  receiver,  shell  type  or  tube  type  mocjatjons  are  provided,  except  such  as  may  for  other 

apparatus,  pipes,  vessels,  or  other  parts,  containing  refrig-  reasons  be  ciassed  as  public  buildings,  including  multiple 

3  “S  ttSfarSw 

cooled  byftfpWgeS  isncir?uhfed  ,0  the  substance  or 

SPa(d)  Refdgerant  is  the  chemical  agent  other  than  brine  markets,  restaurants,  warehouses,  freight  depots,  car  barns, 

used  to  m-oduce  refrigeration.  stables,  garages,  motor  vehicle  repair  shops,  factories, 

(e)  Irritant  refrigerant,  any  refrigerant  which  when  laboratories,  smoke  houses,  grain  elevators,  coal  pockets, 

breathed  attacks  the  throat  or  lungs.  .  central  station  power  plants  and  electric  sub-stations. 

(f)  Hydrocarbon  refrigerants,  any  refrigerant  of  the  ARTICLE  3. 

hydrocarbon  class.  ......  _  ,  .  _  * 

(g)  Flammable  refrigerant,  any  refrigerant  which  will  Bonds  and  Fees. 

burn  or  explode  when  mixed  with  certain  proportions  of  gd9_24  0  Fees  for  Permits. 

“hi)  Refrigerating  machinery  room,  a  room  in  which  Applicants  for  permits  under  the  provisions  of  this  chap- 
is  located  a  refrigerating  system  containing  refrigerant,  but  ter  shall  pay  annual  fees  as  follows: 
not  including  expansion  coils  when  located  in  cold  storage  35.  Refrigerating  systems: 

rooms  or  expansion  coils  when  located  in  refrigerator  boxes.  Class  A  systems  . $20.00 

Ci)  Factor  of  safety,  the  multiple  three  and  one-third  Class  B  systems  . 10.00 

( 3-1/3),  the  product  of  which  and  the  test  pressure,  con-  Class  C  systems  containing  over  six  pounds 

stitutes  the  probable  rupture  pressure.  .  of  refrigerant  .  5.00 

(j)  Pressure  imposing  element,  that  apparatus  which  Class  C  systems  containing  six  pounds  or 

draws  the  refrigerant  from  the  low  pressure  or  low  tern-  less  of  refrigerant  .  1-00 

perature  side  of  the  system  and  discharges  it  into  the  high  r 

pressure  or  high  temperature  side  of  the  system.  AKllCL.ll.  lo. 

(k)  Pressure  limiting  device,  a  pressure  or  temperature  Refrigerating  Systems 

responsive  mechanism  for  automatically  stopping  the  oper¬ 
ation  of  the  pressure  imposing  element.  Cl 9-  96.0.  Permits. . 

(l)  Brine,  any  liquid  which  having  been  cooled  by  the  C26-214.0.  Supervision, 

refrigerating  system  is  used  for  the  transmission  of  heat.  C19-  97.0.  Classification. 

(m)  Pressure  relief  device,  a  pressure  relief  valve,  a  C19-  98.0.  Permissible  locations.  . 

rupture  member,  fusible  plug  or  other  approved  device  for  C19-  99.0.  Refrigerating  machinery  rooms  and  ventilation, 

relieving  the  pressure.  C19-100.0.  Open  flames  and  electrical  equipment. 

(n)  ^Pressure  relief  valve,  a  valve  held  shut  by  a  spring  C19-101.0.  Testing, 

or  other  means  to  automatically  relieve  pressure  in  excess  09-102.0.  Piping. 

of  its  setting.  09-103.0.  Safety  devices. 

(o)  Rupture  member,  a  device  that  will  automatically  09-104.0.  Size  of  safety  devices.  _ 

rupture  at  a  pre-determined  pressure.  09-105.0.  Location  and  discharge  of  safety  devices. 

(p)  Liquid  receiver,  a  vessel  permanently  connected  to  09-106.0.  Operating  precautions, 

a  system  by  inlet  and  outlet  pipes  for  storage  of  a  liquid  09-107.0.  Equipment  diagrams. 

refrigerant.  .  ,  ,  .  §C1 9-96.0.  Permits. 

(q)  Container,  a  cylinder  for  the  shipment  of  refrig-  °  „ 

erant  constructed  to  conform  to  the  regulations  of  the  Inter-  (a)  Except  as  hereinafter  provided  in  this  article  it  snail 
state  Commerce  Commission.  be  unlawful  to  maintain  or  operate  a  refrigerating  system 

(r)  Mixer,  a  vessel  or  device  in  a  system  for  mixing  without  a  permit.  _  . 

the  ammonia  or  other  soluble  vapor  with  water.  (b)  A  permit  will  not  be  required  for  a  Class  C  system 

(s)  Stop  valve  a  cut-off  valve  for  use  during  normal  when  maintained  or  operated  in  the  residence  portion  of  a 

operation.  ’  dwelling  containing  not  more  than  two  families,  or  in  the 

(t)  Service  valve,  a  key-operated  shut-off  valve  used  residence  portions  of  either  a  tenement  house  or  a  business 

only  during  shipment,  installation  or  repairs.  building. 

(u)  Fusible  plug,  a  device  having  a  predetermined-  (c)  It  shall  be  unlawful  to  maintain  or  operate  any  re¬ 
temperature  fusible  member  for  the  relief  of  pressure.  frigerating  system  employing  a  refrigerant  other  than  those 

(v)  Public  buildings,  commercial  buildings  and  resi-  specified  in  this  article  without  a  permit  issued  upon  such 

dence  buildings  are  buildings  as  so  defined  by  Article  4,  conditions,  consistent  with  the  provisions  of  this  article, 

C26-235.0  of  "the  Administrative  Code  of  the  City  of  New  as  are  deemed  by  the  fire  commissioner  necessary  in  the 

York.  interest  of  public  safety.  _  # 

(a)  Public  Buildings.  Public  buildings  are  structures  NOTE: — The  Fire  Chief  and  Commissioner  prescribed 

or  parts  of  structures  in  which  persons  congregate  for  under  date  of  April  4,  1934,  the  following: 
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1.  That  the  refrigerants  dichlorodifluoromethane,  known 

as  “Freon”  ('‘Kinetic  No.  12”  also  “F-12”)  CCBF2  also 
dichlorotetralluoroethane  (“F-114”)  C*C12F*  and  mono- 

fluorotrichloroniethane  (“F-ll”)  CFCU  are  non-flammable 
and  non-irritant,  unless  otherwise  hereinafter  provided,  and 
shall  be  regulated  in  accordance  with  the  provisions  of 
Article  18  of  Chapter  19  of  the  Administrative  Code,  as 
such,  except,  when  used  in  a  room  or  rooms  in  which  there 
is  an  open  flame  or  apparatus  to  produce  an  open  flame, 
when  the  provisions  of  said  article  covering  irritant  re¬ 
frigerants  shall  apply. 

2.  That  refrigerating  systems  employing  F-ll;  F-12  or 
F-114  are  restricted  to  parts  of  a  building  so  specified  in 
Section  C19-98.0  (b)  for  refrigerants  other  than  non¬ 
irritant  and  non-flammable. 

3.  That  refrigerating  systems  employing  F-ll;  F-12  or 
F-114  used  for  air  conditioning  are  restricted  to  the  indi¬ 
rect  method  except  that  the  direct  method  may  be  used  in 
parts  of  a  building  so  specified  in  Section  C19-98.0  (b) 
for  refrigerants  other  than  non-irritant  and  non-flammable. 

4.  That  refrigerating  systems  employing  F-ll;  F-12  or 
F-114  shall  not  be  installed  or  maintained  in  or  on  the 
stairways,  halls,  lobbies,  entrances,  exits  or  auditorimus  of 
any  building. 

5.  That  refrigerating  systems  employing  F-ll;  F-12  or 
F-114,  shall  not  be  installed  or  maintained  in  a  hospital,  un¬ 
less  the  entire  system  is  confined  in  a  fireproof  machinery 
room,  used  for  no  other  purpose,  and  in  which  no  open 
flame  shall  be  employed,  except  that  the  Class  “C”  system 
containing  not  more  than  10  pounds  of  refrigerant  may  be 
used  in  a  diet  kitchen  which  shall  be  cut  off  from  the  rest 
of  the  building  by  a  tight  fitting  self-closing  door  or  doors 
and  provided  with  a  window  or  windows  to  the  outside 
air.  All  open  flames,  and/or  apparatus  for  producing  an 
open  flame,  in  diet  kitchens  where  these  refrigerants  are 
used  shall  be  vented  to  the  outside  air  as  hereinafter  re¬ 
quired  in  Paragraph  8. 

6.  That  refrigerating  systems  employing  F-ll;  F-12  or 
F-114  may  be  installed  or  maintained  in  a  hospital  private 
room,  having  tight  partitions  and  tight  fitting  self-closing 
door  or  doors  and  where  not  more  than  two  persons  are 
helpless  and/or  given  medical  treatment,  provided  there  is 
no  open  flame  and/or  apparatus  for  producing  an  open 
flame  in  such  room  and  when  the  system  contains  not  more 
than  10  pounds  of  refrigerant. 

,  7.  That  a  refrigerating  system  employing  F-ll;  F-12  or 

F-114  shall  not  be  installed  or  maintained  in  a  theatre 
and/or  motion  picture  theatre  unless  the  entire  system  is 
confined  in  a  fireproof  machinery  room,  used  for  no  other 
purpose,  and  in  which  no  open  flame  and/or  apparatus  to 
produce  such  open  flame  shall  be  employed. 

8.  That  a  refrigerating  system  employing  F-ll;  F-12  or 
F-114  when  used  in  a  room  or  rooms  in  which  there  is  an 
open  flame  or  apparatus  to  produce  such  open  flame,  such 
open  flame  and/or  apparatus  shall  be  provided  with  a  hood 
and  independent  mechanical  ventilation  so  arranged  as  to 
convey  all  the  products  of  combustion  to  the  outside  of  the 
building.  This  provision  shall  apply  only  to  diet  kitchens 
of  hospitals  and  to  Class  “C”  systems  in  schools,  churches, 
■dance  halls,  court  rooms,  police  stations,  jails,  asylums, 
subways,  passenger  depots,  rooms  opening  into  passenger 
depots  and/or  subways  and  such  other  places  as  are  deemed 
by  the  Fire  Commissioner  necessary  in  the  interest  of  pub¬ 
lic  safety. 

■  9.  That  each  refrigerating  machinery  room  in  any 
(building  in  which  F-ll;  F-12  or  F-114  are  used,  shall  be 

maintained  vapor-tight  and  provided  with  tight  fitting,  self¬ 
closing  doors,  in  acordance  with  Section  C19-99.0  (a). 

■  10.  That  each  refrigerating  machinery  room  in  which 
F-ll;  F-12  or  F-114  is  used,  shall  be  adequately  ventilated 
directly  to  the  outside  air  in  accordance  with  Section 
Cl 9-99.0  (b),  1,  2.  3  and  4. 

11.  Tests  pressures  and  setting  of  safety  valves  for  sys¬ 
tems  employing  F-ll;  F-12  or  F-114,  shall  be  included  in 
Section  C 1 9- 101.0  as  follows: 


igerant 

Column  No.  1 

Column  No.  2 

Column  No.  3 

F-ll 

25 

15 

15 

F-12 

180 

120 

135 

F-114 

60 

30 

30 

12.  That  the  size  of  pressure  relief  valves  for  systems 
in  which  F-ll,  F-12  or  F-114  is  employed,  shall  be  as 
follows : 


Capacity  of  System 
Up  to  30  tons 
30  to  60  “ 

60  to  100  “ 
lOOto  175  “ 

175  to  250  “ 

250  to  450  “ 

450  to  900  “ 


Number  Required 
One  Vi  inch 

OneM  “ 

One  1  “ 

One  \  lA  inches 
One  1 “ 
One  2 
Two  2 


13.  That  the  storage  of  F-ll,  F-12  or  F-114  shall  con¬ 
form  with  Section  C19-106.0  (c)-5  for  other  refrigerants. 

14.  That  all  other  sections  or  parts  of  Article  18  of  the 
Administrative  Code  not  so  mentioned,  shall  be  complied 
with. 

15.  That  refrigerating  systems  employing  F-ll,  F-12  or 
F-114,  installed  prior  to  May  19,  1932,  shall  be  inspected, 
and  if  found  to  comply  with  the  rules,  or  if  in  the  opinion 
of  the  Fire  Commissioner,  the  installations  are  of  a  non- 
hazardous  character,  a  permit  may  be  issued.  Installations 
which  have  been  made  in  hospitals,  theatres,  asylums  and 
places  of  public  assembly  shall  be  .made  to  comply  strictly 
with  these  rules. 

(d)  A  permit,  where  required,  shall  be  applied  for 
forty-eight  hours  after  installation  is  completed,  contain¬ 
ing  the  name  of  the  person  for  whom  the  system  is  in¬ 
stalled  and  the  place  of  location  of  the  system. 

(e)  Only  the  refrigerant  .specified  in  the  permit  shall 
be  used  in  the  system. 

(f)  Refrigerating  systems  to  which  these  provisions 
cannot  be  applied,  mav  be  maintained  and  operated  subject 
to  such  conditions  as  are  deemed  necessary  by  the  fire 
commissioner. 

§C26-214.0.  Refrigeration  System  Operators; 

Certificate  of  Qualification. 


(a)  It  shall  be  unlawful  to  maintain  or  operate  in  any 
building  any  refrigerating  system  containing  more  than 
fifty  (50)  pounds  of  refrigerant  except  under  the  per¬ 
sonal  supervision,  direction  or  control  of  either  a  duly 
licensed  engineer  or  a  person  who  has  obtained  a  certificate 
of  qualification  from  the  superintendent  to  operate  such  a 
system.  Where  the  system  contains  two  hundred  (200) 
pounds  or  less  of  refrigerant  and  is  fully  automatic,  only 
one  qualified  operator  will  be  required. 

(b)  It  shall  be  unlawful  to  maintain  or  operate  in  a 
public  building  or  exhibition  hall  any  Class  C  system  per¬ 
mitted  for  exhibition  or  demonstration  purposes  except 
under  the  personal  supervision,  direction  or  control  of 
either  a  duly  licensed  engineer  or  a  person  who  has  ob¬ 
tained  a  certificate  of  qualification  from  the  superintendent 
to  operate  such  a  system. 

(c)  Upon  receipt  of  such  certificate  the  applicant  there¬ 
for  shall  pay  an  annual  license  fee  as  follows :  For  the  in¬ 
itial  fee  $5,  and  for  renewal  thereof  the  sum  of  $1  pro¬ 
vided  application  for  such  renewal  be  made  for  within 
thirty  days  prior  to  the  expiration  of  such  certificate.  Any 
such  certificate  may  be  revoked  or  suspended  for  cause  at 
anv  time  by  the  superintendent. 

§09-97.0.  Classifications. 


(a)  The  total  amount  of  refrigerant  common  to  a  system 
operating  through  one  or  more  evaporators,  shall  be  con¬ 
sidered  the  capacity  of  the  system  and  determine  its  class. 

(b)  A  Class  A  system  is  a  system  containing  one  thou¬ 
sand  (1,000)  pounds  or  over  of  refrigerant,  or  capable  of 
thirty  (30)  tons  capacity  or  over. 

(c)  A  Class  B  system  is  a  system  capable  of  less  than 
thirty  (30)  tons  capacity,  or  containing  less  than  one  thou¬ 
sand  (1.000)  pounds  of  refrigerant  and  more  the  amounts 
provided  for  in  a  Class  C  system. 

(d)  A  Class  C  system  is  a  system  containing  not  more 
than  twenty  (20)  pounds  of  refrigerant. 
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§09-98.0.  Permissible  Locations. 

(a)  It  shall  be  unlawful  to  install  any  Class  A  or  Class 
B  systems  in  any  public  building  as  defined  by  subdivision  a 
of  section  C26-235.0  of  the  code,  until  plans  have  been  filed 
with  and  approved  by  the  fire  commissioner,  and  no  re¬ 
frigerant  shall  be  placed  in  the  system  until  a  permit  has 
been  obtained  from  the  fire  commissioner. 

(b)  The  direct  method  of  refrigeration  shall  not  be 
used  in  any  building,  whether  or  not  a  permit  is  required 
for  installation  therein,  outside  of  the  refrigerating  ma¬ 
chinery  room  except  in  buildings  used  exclusively  for  ice 
making  or  for  refrigerating  purposes,  or  when  such  method 
is  not  carried  above  the  first  floor  in  business  buildings,  or 
in  the  business  sections  of  business  buildings  provided  the 
entire  system  is  confined  to  one  floor  in  the  space  occupied 
by  a  single  tenant,  or  in  the  business  section  of  a  residence 
building  when  not  carried  above  the  first  floor,  or  in  a  resi¬ 
dence  building  occupied  by  not  more  than  two  families,  or 
in  any  building  provided  a  non-irritant  and  non-flammable 
refrigerant  is  used.  The  provisions  of  this  subdivision  shall 
not  apply  to  a  building  in  which  installation  was  made  prior 
to  December  13,  1927. 

(c)  It  shall  be  unlawful  to  use  brine  in  any  brine  cir¬ 
culating  system  that  will  generate  flammable  vapor  at  a 
temperature  below  100  degrees  Fahrenheit  when  tested  in 
a  Tagliabue  open  cup  tester,  and  no  refrigerant  shall  be 
used  as  a  brine. 

(d)  It  shall  be  unlawful  to  install  or 'maintain  a  Class  A 
system  using  ammonia  in  any  building  above  the  first  floor 
level  unless  such  building  is  used  exclusively  for  ice 
making  or  refrigerating  purposes.  The  provisions  of  this 
subdivision  shall  not  apply  to  a  building  in  which  installa¬ 
tion  was  made  prior  to  December  13,  1927. 

(e)  Systems  on  demonstration  in  exhibition  halls  shall 
be  limited  to  the  unit  type  containing  not  more  than  ten 
(10)  pounds  of  refrigerant. 

(f)  It  shall  be  unlawful  to  install  or  maintain  a  re¬ 
frigerating  system  employing  an  irritant  or  inflammable 
refrigerant  in  or  on : 

1.  The  stairways,  halls,  lobbies,  entrances,  exits  or 
auditoriums  of  any  building; 

2.  Dance  halls,  court  rooms,  police  stations,  jails,  sub¬ 
ways,  theatres,  or  motion  picture  theatres.; 

3.  Waiting  or  public  rooms  in  a  railroad  passenger 
depot  or  rooms  opening  directly  therein; 

4.  Rooms  opening  directly  into  a  subway,  or  theatre, 
or  motion  picture  theatre,  or  where  persons  are  detained 
or  confined; 

5.  A  school  unless  the  refrigerating  system  is  used  ex¬ 
clusively  for  instructions  or  research  purposes ; 

6.  A  hospital  or  asylum  in  which  persons  are  confined 
or  given  medical  treatment  or  helpless.  Unless  otherwise  re¬ 
quired  by  this  section,  such  refrigerating  system  shall  be  cut 
off  from  the  building  by  unpierced  fireproof  construction. 

The  foregoing  provisions  do  not  apply  to  hermetically 
sealed  unit  systems  containing  not  more  than  six  (6) 
pounds  of  refrigerant  when  located  in  dance  halls,  police 
stations,  diet  kitchens  of  hospitals,  or  laboratories,  and 
when  located  in  rooms  shut  off  from  the  rest  of  the  building 
by  tight  partitions  and  tight-fitting,  solid,  self-closing  doors 
and  located  in  a  room  having  a  window  to  the  outside  air. 

(g)  An  intermittent  absorption  type  of  refrigerating 
machine  shall  not  be  permitted  in  a  Class  A  system.  Such 
a  type  of  machine  shall  be  permitted  in  a  Class  B  system 
only  when  a  heating  medium  of  low  pressure  stearp  is  used 
in  its  operation. 

(h)  The  use  of  methyl  and  ethyl  chloride,  sulphur  diox¬ 
ide.  or  a  hydro-carbon  refrigerant  will  not  be  permitted 
in  Class  A  systems. 

(i)  A  Class  B  system  using  ethyl  chloride  or  a  hydro¬ 
carbon  refrigerant  shall  not  be  installed  or  maintained  in 
the  Borough  of  Manhattan  or  in  other  built-up  sections  of 
the  city.  Elsewhere,  it  shall  be  installed  or  maintained  only 
in  a  fireproof  building  of  not  more  than  one  story  in  height, 


and  shall  be  located  on  the  ground  floor,  which  shall  be  of 
unpierced  fireproof  construction.  The  refrigerating  ma¬ 
chinery  room  shall  be  cut  off  from  the  rest  of  the  building 
by  unpierced  fireproof  walls  of  not  less  than  eight  inches 
(8")  of  brick  or  six  inches  (6")  of  reinforced  concrete. 
Direct  exit  therefrom  leading  to  the  open  air  and  not  to 
any  other  part  of  the  building  shall  be  maintained  and  shall 
be  provided  with  vapor-tight,  self-closing,  fireproof  doors. 

§09-99.0.  Refrigerating  Machinery  Rooms  and 
Ventilation. 

a.  Refrigerating  machinery  rooms. 

1.  All  refrigerating  machinery  rooms  in  which  an 

irritant  refrigerant  is  used  shall  be  maintained  vapor-tight 
except  that  all  doors  which  open  to  other  parts  of  the 
building  shall  only  be  required  to  be  self-closing  and  close 
fitting,  and  shall  be  kept  closed  at  all  times,  except  during 
entrance  or  exit.  All  other  openings  that  may  permit  the 
passage  of  vapor  to  other  parts  of  the  building  shall  be 
vapor-tight  and  kept  closed.  No  opening  from  elevator 
shafts  shall  be  permitted  in  the  refrigerating  machinery 
room.  This  provision,  however,  shall  not  apply  to  dumb¬ 
waiter  shafts  the  door  openings  of  which  are  protected 
with  self-closing  fire  doors  or  to  a  system  containing  less 
than  six  (6)  pounds  of  refrigerant.  Closets  solely  con¬ 
tained  within  and  opening  only  into  the  refrigerating  ma¬ 
chinery  room  shall  be  considered  as  part  of  the  room  in 
which  it  opens.  . 

2.  In  Class  A  and  Class  B  systems  in  which  an  irri¬ 

tant  refrigerant  is  used,  the  doors  of  the  refrigerating 
machinery  rooms  shall  open  outwardly.  , 

b.  Ventilation. 

1.  Each  Class  A,  B  and  C  refrigerating  machinery 
room  of  any  system  shall  be  independently  provided  with 
means  for  adequate  ventilation  to  the  outer  air.  The  ven¬ 
tilation  shall  consist  of  a  window  or  windows  opening 
directly  to  the  open  air,  or  mechanical  means  capable  of 
exhausting  the  foul  air  from  the  room. 

2.  When  a  window  or  windows  are  used,  if  placed  in 
opposite  walls  so  as  to  provide  a  through  air  circulation  to 
the  outer  air,  a  total  area  of  inlet  and  outlet,  respectively,  ‘ 
of  not  less  than  that  specified  in  Column  D  of  the  table  in  , 
subdivision  4  shall  be  provided.  When  a  window  or  win¬ 
dows  are  placed  in  one  wall  a  total  area  shall  be  provided 
not  less  than  that  specified  in  Column  E  of  such  table. 

3.  When  mechanical  means  are  used  they  shall  consist 
of  a  power-driven  exhaust  fan  of  the  enclosed  case  blower 
type  which  shall  be  capable  of  removing  from  the  refrig-  , 
erating  machinery  room  the  amount  of  air  specified  in  Col¬ 
umn  B  of  the  table  in  subdivision  4.  The  inlet  to  the  fan 
shall  be  located  near  the  refrigerating  equipment.  The  out¬ 
let  from  the  fan  shall  terminate  not  less  than  six  (6)  feet 
above  the  sidewalk  and  in  no  case  under  a  stairway  or  fire 
escape.  Where  air  ducts  are  used  on  either  the  inlet  or  t 
discharge  side  of  the  fan  they  shall  each  have  an  area  not 
less  than  that  specified  in  Column  C  of  such  table.  Sharp  . 
bends  in  the  run  of  the  ducts  shall  be  avoided.  The  con¬ 
trol  for  such  mechanical  means  of  ventilation  shall  be 
easily  accessible  and  located  outside  of  the  refrigerating 
machinery  room. 


4. 


Pounds  of 
Refriger¬ 
ant  in 
System. 

Mechan¬ 
ical  Cu. 

Ft.  per 
Minute 
Discharge. 

Window  Area 
Meehan-  in  Sq.  Ft. 
ical  Sq.  for  each 

Ft.  Duct  Opposite 
Area.  Side. 

Window  Area 
in  Sq.  Ft.  for 
One  Side 
Only. 

A 

B 

c 

D 

E 

Up  to  ...  20 

150 

1/4 

1 

6 

50 

250 

1/3 

1  1/2 

12 

100 

400 

1/2 

2 

16 

150 

550 

2/3 

2  1/2 

19 

200 

680 

2/3 

3 

25 

250 

800 

1 

3  1/2 

29 

300 

900 

1 

4 

32 

400 

1,100 

1  1/4 

4  1/2 

38 

500 

1,275 

1  1/4 

5 

42 
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600 

1,450 

1  1/2 

6 

45 

700 

1,630 

1  1/2 

6  1/2 

48 

800 

1,800 

2 

7 

51 

900 

1,950 

2 

7  1/2 

55 

1,000 

2,050 

2 

8 

59 

1,250 

2,350 

2  1/4 

9 

68 

1,500 

2,800 

2  1/2 

11 

78 

1,750 

3,150 

3 

12  1/2 

87 

2,000 

3,500 

3  1/2 

14 

95 

2,500 

4,150 

4 

16 

113 

3,000 

4,500 

4  1/2 

18 

130 

4,000 

6,000 

6 

24 

167 

5,000 

7,500 

7  1/2 

30 

204 

6,000 

9,000 

9 

36 

241 

7,000 

10,500 

10  1/2 

42 

278 

8,000 

12,000 

12 

48 

315 

9,000 

13,000 

13 

52 

342 

10,000 

14,000 

14 

56 

360 

12,000 

17,000 

17 

68 

425 

14,000 

19,000 

19 

75 

470 

16,000 

22,000 

22 

86 

540 

18,000 

24,000 

24 

92 

580 

20,000 

26,500 

26 

100 

630 

25,000 

33,000 

33 

121 

760 

30,000 

39,000 

39 

142 

870 

35,000 

44,000 

44 

155 

940 

40,000 

51,000 

51 

176 

1,060 

45,000 

56,000 

56 

190 

1,120 

Note — Door  openings  leading  directly  to  the  open  air 
shall  be  considered  equivalent  to  windows  for  the  require¬ 
ments  specified  in  columns  “D”  and  “E”  of  this  table. 

5.  Where  a  non-irritant  or  non-flammable  refrigerant 
is  employed,  the  requirements  as  given  in  the  table  in  sub¬ 
division  4  may  be  reduced  by  one-half.  When  air  or  water 

i  >s  employed  as  the  refrigerant  no  ventilation  shall  be  re¬ 
quired. 

6.  In  lieu  of  mechanical  means  of  ventilation  in  re¬ 
frigerating  machinery  rooms  where  a  Class  A  system 

,  or  a  Class  B  system  using  ammonia  is  installed,  a 
water  deluge  may  be  provided  which  shall  consist  of  a 
sprinkler  system  having  open  heads  of  not  less  than  one- 
quarter  inch  (V\")  orifice  spaced  not  more  than  eight 
feet  apart  in  any  direction,  and  such  system  shall  be 
located  above  all  the  refrigerating  apparatus  and  piping 
in  the  refrigerating  machinery  room.  Not  more  than  one 
head  shall  be  installed  on  a  54-inch  pipe;  five  heads  on  a 
1-inch  pipe;  six  heads  on  a  1^4-inch  pipe.  The  deluge  sys¬ 
tem  shall  be  permanently  connected  with  the  main  house 
supply  or  other  assured  source  from  which  a  constant 
water  pressure  of  not  less  than  twenty  pounds  per  square 
inch  can  be  maintained  on  the  inlet  side  of  the  main  con¬ 
trol  valve  or  valves  at  all  times.  The  control  valve  or 
valves  for  such  water  deluge  system  shall  be  manually 
operated  and  easily  accessible,  and  shall  be  labeled  and 
located  outside  of  the  refrigerating  machinery  room. 

§09-100.0.  Open  Flames  and  Electrical  Equip¬ 
ment. 

a.  Open  flames. 

No  fire-flame  or  arc  light  will  be  permitted  in  a  Class  A 

:  or  ?  refrigerating  machinery  room  in  which  a  flammable 
refrigerant  is  used. 

b.  Electrical  equipment. 

1.  All  Class  A  and  B  refrigerating  systems  containing 
more  than  fifty  (50)  pounds  of  refrigerant  shall  have  an 

■  emergency  switch  controlling  all  of  the  electrically-oper¬ 
ated  refrigerating  machinery  or  the  remote  control  of 
such  a  switch  located  outside  of  the  refrigerating  machin¬ 
ery  room  where  it  can  be  quickly  reached  and  operated  in 
case  of  necessity. 

2.  Where  the  operating  mechanism  in  any  system  is 
dependent  upon  electrical  control,  such  control  in  a  pressure 
limiting  device  shall  be  on  a  closed  circuit.  Nothing  herein 
contained  shall  require  a  hand  reset  on  an  automatic  type 
of  refrigerating  machine. 


§09-101.0.  Testing. 

Every  part  of  any  refrigerating  system,  except  pres¬ 
sure  gauges  and  control  mechanism  shall  be  tested  to  at 
least  the  following  pressures :  Class  A  and  B  systems  con¬ 
taining  over  fifty  (50)  pounds  of  refrigerant  shall  be  tested 
after  installation  and  proved  tight  before  being  operated. 
A  dated  declaration  of  such  test,  signed  by  the  tester,  shall 


Col.  l 

Col.  2 

Col.  3 

Low  Pressure  Side 

High 

A 

Refrigerant 

Pressure 

With 

Without 

Side. 

Safety 

Safety 

Valves. 

Valves. 

Carbon  dioxide  . 

1,500 

750 

1,000 

Ethane  . 

1,050 

520 

760 

Ammonia  . 

300 

150 

225 

Propane  . 

250 

115 

175 

Methyl  chloride  . 

155 

80 

120 

Sulphur  dioxide  . 

135 

100 

100 

Iso-butane  . 

90 

45 

70 

Butane  . 

75 

35 

50 

Ethyl  chloride  . 

30 

15 

25 

Dichloromethane  . 

12 

12 

12 

Dichloroethylene  . 

12 

12 

12 

Trichloroethylene  . 

12 

12 

12 

§09-102.0.  Piping. 

a.  Piping. 

1.  All  piping,  liquid  receivers  or  vessels  containing  the 
refrigerant,  shall  be  supported  on  or  by  strong  and  durable 
materials.  This  provision  shall  not  apply  to  Class  C  in¬ 
stallations. 

2.  The  arrangement  of  stop  valves,  relief  devices,  and 
other  similar  devices,  when  used  shall  be  as  shown  on  the 
diagram  for  Class  A  and  B  systems  in  section  Cl  9-107.0 
of  the  code. 

3.  Every  system  which  may  be  charged  after  installa¬ 
tion  shall  have  the  charging  connection  located  on  its  low 
pressure  side. 

b.  Gauge  glasses. 

Liquid  level  gauge  glasses,  except  those  of  the  bull’s 
eye  type,  shall  have  automatic  closing  shut-off  valves  and 
such  glasses  shall  be  adequately  protected  against  injury 
by  slotted  metal  casings. 

§09-103.0.  Safety  Devices. 

a.  Construction  and  setting. 

1.  ,  Pressure  relief  valves,  pressure  limiting  devices  and 
rupture  members  shall  be  set  to  prevent  the  pressure  from 
exceeding  the  test  pressure.  The  pressure  at  which  the  de¬ 
vice  is  set  to  function  shall  be  indicated  thereon.  (See 
section  C19-101.0  of  the  code,  columns  1  and  2  of  table.) 

2.  Fusible  plugs  shall  relieve  the  pressure  at  a  tempera¬ 
ture  not  exceeding  280  degrees  Fahrenheit. 

b.  Use  of  stop  valves. 

1.  It  shall  be  unlawful  to  locate  a  stop  valve  between  a 
pressure  relief  device  or  pressure  limiting  device  and  the 
part  of  the  system  protected  thereby,  unless  two  pressure 
relief  devices  of  required  size  are  used,  and  so  arranged 
that  only  one  pressure  relief  deyice  can  be  cut  off  for 
repair  purposes  at  any  one  time. 

2.  A  Class  B  system  in  which  no  stop  valves  are  used 
and  in  which  the  pressure  will  equalize  throughout  the 
system  when  the  pressure  imposing  element  is  not  in  opera¬ 
tion  may  be  protected  by  only  one  pressure  relief  device 
located  on  the  high  pressure  side. 

c.  Ammonia  mixer. 

1.  The  low  pressure  side  of  a  Class  A  ammonia  sys¬ 
tem  shall  be  provided  with  a  hand-operated  valve  for  dis¬ 
charging  the  ammonia  into  water  through  a  mixer  to  the 
sewer  in  case  of  emergency. 

2.  The  ammonia  mixer  shall  be  constructed  of  steel  and 
shall  be  capable  of  withstanding  a  pressure  of  at  least  fifty 
(50)  pounds  per  square  inch. 

3.  It  shall  be  unlawful  to  locate  a  valve  in  the  ammonia 
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emergency  discharge  line,  except  for  the  manually-oper¬ 
ated  valve  discharging  into  the  water  and  ammonia  mixer, 
but  there  may  be  one  stop  valve  located  inside  the  building 
for  repair  purposes  only.  This  valve  shall  be  sealed  open 
and  labeled  “Keep  Open.” 

4.  The  manually  operated  pressure  relief  valve  shall  be 
located  in  a  locked  box  which  can  be  opened  by  members  of 
the  Fire  Department  by  means  of  a  hire  Department  key. 
The  door  of  the  box  shall  be  on  the  public  thoroughfare 
side  of  the  building  in  an  easily  accessible  location  and  not 
less  than  eighteen  (18)  inches  or  more  than  five  (5)  feet 
above  the  sidewalk  level.  The  box  shall  be  permanently 
labeled  with  letters  of  not  less  than  one  (1)  inch  reading 
“For  Fire  Department  Use  Only.”  The  relief  valve  shall  be 
labeled  “Ammonia.”  A  sign  shall  be  posted  within  the  box 
reading  “Do  Not  Open  Valve  Until  Water  Is  Flowing. 

5.  A  single  standard  three  (3)  inch  fire  department 
connection  shall  be  provided  through  which  the  necessary 
water  may  be  supplied  to  the  mixer.  The  fire  department 
connection  shall  be  located  near  the  box  and  not  less  than 
eighteen  (18)  inches  or  more  than  twenty-four  (24)  inches 
above  the  sidewalk  level  and  shall  be  permanently  labeled 
having  letters  not  less  than  one  (1)  inch  high  reading  “To 
Ammonia  Mixer.”  A  check  valve  so  set  as  to  prevent  gases 
from  reaching  the  fire  department  connection  shall  be  in¬ 
stalled  in  the  water  line  between  the  fire  department  con¬ 
nection  and  the  water  and  ammonia  mixer. 

6.  The  fire  department  shall  have  sole  use  of  the  mixer 
and  supply  the  necessary  water. 

7.  In  systems  using  over  twenty-seven  thousand 
(27,000)  pounds  of  ammonia  there  shall  be  provided  one 
additional  water  and  ammonia  mixer  for  each  twenty-seven 
thousand  (27,000)  pounds  of  ammonia  or  fraction  thereof 
so  'used  in  excess. 

8.  The  ammonia  mixer  and  its  connection  for  a  Class 
A  system  shall  conform  to  the  diagram  in  section  C19-107.0 
of  the  code. 

§09-104.0.  Size  of  Safety  Devices. 

(a)  The  size  of  pressure  relief  valves  shall  be  as  follows: 


CO2  and 

Other 

Capacity 

Ethane.  No. 

Refrigerants, 

of  System. 

Req..  Size. 

No.  Ren..  Size. 

Up 

to 

30 

tons . 

i—y2" 

1- 

30 

to 

60 

tons . 

.  i—y2" 

1- 

-H" 

60 

to 

100 

tons . 

i—y2" 

1- 

-l" 

100 

to 

175 

tons : . 

i—y2" 

1- 

-iw 

175 

to 

250 

tons . 

.  1  -H" 

1- 

-1/2 

250 

to 

450 

tons . 

l-i" 

1- 

-2" 

450 

to 

900 

tons . 

2- 

-2" 

(b)  Where  rupture  members  are  permitted  and  used,  the 

equivalent  area  of  the  relief  valve  specified  must  be  pro¬ 
vided.  !  *' 

(c)  Fusible  plugs  may  be  used  on  all  Class  C  systems 
and  on  all  Class  B  systems  of  the  hermetically  sealed  com¬ 
pression  type  containing  not  more  than  fifty  (50)  pounds 
of  refrigerant.  The  free  discharge  opening  shall  be  one- 
sixteenth  (1/16)  inch  in  diameter. 

§09-105.0.  Location  and  Discharge  of  Safety 
Devices. 

a.  Location. 

A  pressure  limiting  device  shall  be  provided  on  the 
high  pressure  side  of  each  water-cooled  refrigerating  sys¬ 
tem  containing  more  than  six  (6)  pounds  of  refrigerant. 
A  pressure  relief  valve  shall  be  provided  on  the  high  pres¬ 
sure  side  of  each  water-cooled  refrigerating  system  con¬ 
taining  twenty  (20)  pounds  or  more  of  refrigerant,  but  it 
shall  not  be  necessary  to  discharge  the  refrigerant  to  the 
outside  air  or  water  tank  from  any  such  refrigerating  sys¬ 
tem  containing  fifty  (50)  pounds  or  less  of  refrigerant,  any 
other  provision  of  part  1,  of  this  title,  to  the  contrary  not¬ 
withstanding. 

b.  Location  and  discharge  of  safety  devices. 

1.  Each  compressor  or  generator  of  a  Class  A  or  B 
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system  containing  more  than  100  pounds  of  refrigerant 
shall  he  protected  by  a  pressure  relief  valve  connected  into 
the  high  pressure  side  between  the  main  stop  valve  and  the 
compressor  or  generator  to  relieve  excessive  pressure  as 
hereinafter  provided. 

2.  A  rupture  member  may  be  substituted  for  the  relief 
valve  in  CO2  systems  or  systems  operating  below  atmos¬ 
pheric  pressure. 

3.  Shell  type  apparatus  such  as  liquid  receivers,  con¬ 
densers,  evaporators,  liquid  separators  and  absorbers  of 
Class  A  and  Class  B  systems  containing  more  than  fifty 
(50)  pounds  of  refrigerant,  and  Class  B  systems  containing 
fifty  (50)  pounds  or  less  of  refrigerant  which  can  be  shut 
oft  by  stop  valves,  shall  each  be  equipped  with  a  pressure 
relief  valve,  discharging  as  hereinafter  provided. 

4.  Class  C  systems  and  Class  B  systems  containing 
fifty  (50)  pounds  or  less  of  refrigerant  so  constructed  that, 
when  subjected  to  abnormal  outside  temperature  such 
as  that  generated  in  a  fire,  they  may  burst  due  to  the  ex¬ 
pansion  of  the  refrigerant,  shall  be  protected  by  a  pressure 
relief  device. 

5.  A  pressure  relief  valve  shall  be  required  on  the  low 
pressure  side  of  a  Class  B  system  into  which  the  relief 
valve  or  valves  on  the  high  pressure  side  discharge,  as  so 
shown  on  equipment  diagram  of  section  C19-107.0  of  the 

code. 

c.  Discharge  of  pressure  relief  valve. 

.  1  •  Where  ammonia  is  used  in  Class  A  systems,  the 
discharge  from  relief  valves  must  be  conducted  to  the  out¬ 
side  atmosphere  or  into  that  part  of  the  low  pressure 
side  protected  by  the  mixer  as  specified  in  subdivision  C,  of 
section  Cl 9- 103.0  of  the  code.  If  it  is  discharged  to  the 
outside  atmosphere  it  must  be  piped  above  the  roof  or  not 
less  than  12  feet  above  the  grade.  The  discharge  pipe 
shall  be  not  less  than  the  size  of  the  relief  valve  outlet.  The 
discharge  from  more  than  one  relief  valve  may  be  run 
into  a  common  header,  the  area  of  which  shall  be  equal 
to  the  area  of  the  pjpes  connected  thereto.  The  outlet 
orifice  shall  be  turned  downward. 

2.  Where  more  than  fifty  (50)  pounds  of  ammonia 
is  used  in  a  Class  B  system,  the  discharge  from  relief  valves 
shall  be  piped  to  the  outside  atmosphere  as  specified  for 
Class  A  systems,  or  to  the  low  pressure  side  as  shown  in 
diagrams  in  section  C19-107.0  of  the  code,  or  into  a  tank  of 
water  which  shall  be  used  for  no  purpose  except  ammonia 
discharge.  At  least  one  gallon  of  fresh  water  shall  be  pro¬ 
vided  for  every  pound  of  ammonia  contained  in  the  system. 
The  water  used  shall  be  prevented  from  freezing  without 
the  use  of  salt  or  chemicals.  The  tank  shall  be  substantially 
constructed  of  not  less  than  one-eighth  (Vs)  of  No.  11  U.  S. 
gauge  iron.  No  horizontal  dimensions  of  the  tank  shall  be 
greater  than  one-half  (y2)  the  height.  The  tank  shall  have 
a  hinged  cover  or,  if  of  the  enclosed  type,  shall  have  a 
vent  hole  at  the  top.  All  pipe  connections  shall  be  through 
the  top  of  the  tank  only.  The  discharge  pipe  from  the 
pressure  relief  valves  shall  discharge  the  ammonia  in  the 
center  of  the  tank  near  the  bottom.  The  tank  shall  be  as 
securely  supported  as  any  other  portion  of  the  system. 
There  shall  be  no  opening  in  the  tank  below  the  water  level. 

3.  Where  more  than  fifty  (50)  pounds  of  any  re¬ 
frigerant  other  than  ammonia  is  used,  the  discharge  from 
relief  valves  shall  be  to  the  atmosphere  as  specified  for 
Class  A  ammonia  systems.  Carbondioxide  may  be  dis¬ 
charged  into  the  room  if  the  same  contains  at  least  10 
cubic  feet  of  capacity  per  pound  of  refrigerant  used. 

4.  Arrangements  of  pressure  relief  devices  for  Class  A 
and  B  systems  shall  conform  to  the  diagrams  in  section 
C19-107.0  of  the  code. 

$09-106.0.  Operating  Precautions. 

a.  Masks  and  helmets. 

T  In  a  Class  A  system  which  operates  above  atmos¬ 
pheric  pressure,  there  shall  be  provided  at  least  two  helmet-; 
ar  masks. 

1°  a  Class  B  system  in  which  more  than  fifty  (50) 
pounds  of  ammonia,  sulphur  dioxide  or  other  irritant  re¬ 


frigerant  is  used,  there  shall  be  provided  at  least  one  hel¬ 
met  or  mask. 

helmets  or  masks  that  have  been  approved  by 
the  United  States  Bureau  of  Mines  as  suitable  for  the 
refrigerant  employed  shall  be  used,  and  they  shall  be  kept 
in  operative  condition  in  an  easily  accessible  case  or  cab¬ 
inet  located  immediately  outside  the  refrigerating  machin¬ 
ery  room. 

b.  Signs. 

1.  On  Class  A  and  Class  B  systems  containing  more 
than  hlty  (50)  pounds  of  refrigerant  there  shall  be  painted 
on  and  affixed  in  a  permanent  manner  to  the  main  steam 
control,  main  electrical  and  remote  control  switches,  re¬ 
ceivers,  containers  and  shell  type  coolers,  signs  having  letters 
not  less  than  one  and  one-half  inches  (1)4")  high,  desig¬ 
nating  the  part  and  refrigerant  contained  therein. 

2.  The  seller  of  every  Class  A  or  B  system  shall  fur¬ 
nish  the  purchaser  with  a  sign  bearing  his  name  at  least 
SJ4"  by  11"  in  size,  which  gives  the  rated  refrigeration 
capacity  and  the  quantity  and  kind  of  refrigerant  required 
for  the  satisfactory  operation  of  the  system.  The  pur¬ 
chaser  shall  conspicuously  and  permanently  display  this  sign 
in  the  machinery  room.  I  he  quantity  and  name  of  the 
proper  refrigerant  content  and  the  rated  refrigeration 
capacity  shall  be  stamped  on  all  Class  C  systems  near  to 
or  on  the  name  plate. 

3.  The  following  information  shall  be  posted  in  Class 
A  and  B  machinery  rooms  where  over  fifty  (50)  pounds  of 
refrigerant  is  used:  (a)  The  names  and  addresses  of  the 
engineers  or  operators  in  charge;  (b)  Location  of  nearest 
lire  alarm  box;  (c)  The  name,  address  and  telephone  number 
of  physician  to  be  called  in  case  of  emergency;  (d)  Instruc¬ 
tions  for  safely  shutting  down  the  plant  in  case  of  emer¬ 
gency. 

c.  Storage  of  refrigerant. 

\'i  ^e^r^Serant  not  contained  in  the  refrigerating  system 
shall  be  stored  only  in  non-inflammable  or  non-irritant 
containers  conforming  to  the  regulations  prescribed  by  the 
Interstate  Commerce  Commission  for  the  transportation  of 
such  refrigerant. 

2.  Only  two  containers  holding  not  more  than  a  total 
ot  three  hundred  (300)  pounds  of  inflammable  or  irritant 
trigerant  shall  be  stored  in  a  refrigerating  machinery 
room  of  a  Class  A  system. 

3.  Only  one  container  holding  not  more  than  one  hun¬ 
dred  and  fifty  (150)  pounds  of  inflammable  or  irritant  re- 
frigerant  shall  be  stored  in  a  refrigerating  machinery  room 
of  a  Class  B  system. 

4.  In  a  Class  C  system  no  refrigerant  other  than  that 
used  in  the  system  shall  be  stored  in  the  refrigerating 
machinery  room. 

5.  If  a  greater  amount  of  inflammable  or  irritant  re- 
irigerant  than  that  permitted  in  a  refrigerating  machinery 
room  is  desired,  it  shall  be  stored  in  a  fireproof  building 
or  enclosure  used  for  no  other  purpose. 

6.  When  _  the  refrigerant  is  withdrawn  from  a  system 
it  shall  be  discharged  only  into  a  suitable  absorbent  or  con¬ 
tainers  conforming  to  the  regulations  of  the  Interstate 
Commerce  Commission  for  the  transportation  of  such  re¬ 
frigerant.  It  shall  be  unlawful  to  permit  any  refrigerant 
to  escape  into  the  refrigerating  machinery  room. 

7.  Containers  shall  be  connected  to  the  system  only 
during  period  of  charging  or  withdrawing  the  refrigerant. 
§09-107.0.  Equipment  Diagrams. 

(See  arrangement  of  pressure  relief  devices  for  Class  A 
and  Class  B  equipment.) 

ARTICLE  27. 

r  fine 

§09-152.0.  Violations. 

Any  person  who  shall  wilfully  violate  or  neglect  or  refuse 
to  comply  with  any  provisions  of  part  1,  of  this  title,  except 
the  provisions  of  article  twenty-six,  in  addition  to  any  other 
penalties  prescribed  by  law,  shall,  upon  conviction,  be  pun¬ 
ished  by  a  fine  of  not  more  than  $500,  or  by  imprisonment 
not  exceeding  six  months,  or  by  both. 
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RUI  ES  FOR  LIQUEFIERS  USED  TO  CONVERT  SOLID  CARBON  DIOXIDE  TO  A  LIQUID 
AND/OR  A  GAS,  IN  ACCORDANCE  WITH  THE  PROVISIONS  OF  SECTION 

r.  lft-94.0  OF  THE  ADMINISTRATIVE  CODE. 


ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  JUNE  26,  1936. 

EFFECTIVE,  JULY  27,  1936. 


(262-35-SR) 

Authority : 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666  of  the  New .  York  City 
Charter,  for  the  carrying  into  effect  the  provisions  of  sec¬ 
tion  C  i 9-94.0  of  the  Administrative  Code. 

Rule  1.  Certificate  of  Aproval. 

A  Certificate  of  Approval  shall  be  obtained  by  the  manu¬ 
facturer  from  the  Fire  Chief  and  Commissioner  for  each 
type  of  liquefier  or  converter  to  be  used  for  the  conversion 
of  solid  carbon  dioxide  to  liquid  carbon  dioxide  as  in  full 
compliance  with  these  Rules.  A  Certificate  of  Approva 
shall  also  be  obtained  from  the  Fire  Chief  and  Commis¬ 
sioner  for  each  system  used  to  convert  solid  carbon  dioxide 
to  liquid  carbon-  dioxide  for  filling  portable  cylinders  or 
other  containers  as  in  full  compliance  with  these  Rules. 

Rule  2.  Certificate  of  Fitness. 

A  Certificate  of  Fitness  shall  be  obtained  from  the  Fire 
Chief  and  Commissioner  for  each  operator  of  a  liquefier 
system  used  to  convert  solid  carbon  dioxide  to  liquid  car¬ 
bon  dioxide  for  filling  portable  cylinders  or  other  con¬ 
tainers. 

Rule  3.  Inspection  Test  Report. 

A  disinterested  inspection  service,  approved  by  the  Fire 
Chief  and  Commissioner,  shall  inspect  all  material  and 
workmanship  of  all  liquefiers  at  the  place  of  manufactuie 
and  shall  verify  compliance  with  these  Rules,  witness  all 
tests  and  shall'  furnish  the  Fire  Chief  and  Commissioner 
with  a  test  report  as  follows: 

A.  Test  reports  for  liquefiers,  otLer  than  redesigned  portable 
cylinders,  shall  show  all  information  called  for  in  para¬ 
graph  23,  I.  C.  C.  Specification  3A,  except  as  follows: 

1.  “Marks  stamped  into  shoulder  of  cylinder.”  This 
shall  be  as  per  Rule  “11  Marking”  hereinafter  speci¬ 
fied.  Actual  markings  shall  be  shown  on  test  report. 

2.  “Record  of  hydrostatic  tests.”  This  shall  be  as 
per  Rule  “9  Testing”  hereinafter  specified. 

3.  Statement  shall  be  furnished  that  liquefier  covered 
in  said  test  report  comply  with  these  Rules,  and 
Certificate  of  Approval  Number  for  the  type  of 
liquefier  covered  in  said  test  report. 

B.  Test  report  for  converted  portable  cylinders  for  liquefier 
use  shall  show  for  each  converted  cylinder  the  follow¬ 
ing  : 

1.  Liquefier  Serial  Number. 

2.  Original  number  of  cylinder  used  for  conversion. 

3.  Original  ownership  initials  of  cylinders  used  for 
conversion. 

4.  Original  I.  C.  C.  marking  of  cylinder  used  for  con¬ 
version. 

5.  Original  manufacturing  test  date  of  cylinder  used 
for  conversion,  and  name  of  original  manufacturer. 

6.  Test  pressure  applied  to  cylinder  before  conversion. 

7.  Total  expansion  obtained  on  cylinder  before  con¬ 
version. 

8.  Permanent  expansion  obtained  on  cylinder  before 
conversion. 

9.  Per  cent  expansion  obtained  on  cylinder  before  con¬ 
version. 


10.  Elastic  expansion  obtained  on  cylinder  before  con-  . 
version. 

11.  Outside  diameter  and  length  of  cylinder  before 
conversion. 

12.  A  statement  that  the  above  cylinders  before,  con¬ 
version  into  liquefiers  were  tested  in  a  water  jacket 
in  accordance  with  these  Rules  and  I.C.C.  Regu-  i 
lations  and  the  results  appear  above. 

13.  A  statement  that  the  top  thickness,  opening  for 
cover  plate  and  distance  across  the  corner  where 
the  side  wall  meets  the  bottom  and  at  45°  to  the 
side  wall,  was  measured  and  the  dimensions  were 
found,  to  conform  with  Rule  6,  F.  G.  H.  and  I. 

14.  A  statement  that  after  assembly  each  liquefier  was 
given  an  open  hydrostatic  test  to  3,000  lbs.  and 
this  pressure  was  held  for  at  least  two  minutes 
without  showing  a  pressure  recession  of  more  than 
75  lbs. 

15.  The  liquefier  was  marked  as  follows:  (See  Rule 
“11  Marking”  for  requirements.) 

16.  A  statement  that  these  liquefiers  conform  to  these 

Rules,  and  that  the  type  of  liquefier  has  been  ap¬ 
proved  under  New  York  City  Fire  Department 
Certificate  of  Approval  Number  . 

Rule  4.  Construction  Other  Than  Screw  Thread 
Type. 

New  liquefiers  designed  for  the  purpose  of  converting- 
solid  CO"  to  liquid  CO2  shall  be  constructed  of  seamless 
drawn  steel  in  accordance  with  Specifications  of  I.  C-  C. 
governing  cylinders  for  CO2.  Closure  devices  other  than 
screw  thread  type  shall  conform  with  the  following: 

A.  The  minimum  wall  thickness  for  a  test  pressure  of 
3,000  lbs.  per  sq.  in.  shall  be  in  accordance  with  the 
following  formula : 

t  =  OD  x  P  x  .43 


S 

Where  OD  =  Outside  diameter  of  container 
t  =  W all  thickness. 

P  =  3,000  lbs.  PSI. 

S  =  Minimum  yield  point  of  hard  steel  (not 
to  be  figured  in  excess  of  50,000  lbs.). 

B.  The  “Top”  is  defined  as  that  portion  of  the  liquefier 
in  which  the  closure  device  is  installed  and  where  the 
ice  is  introduced. 

C.  The  minimum  thickness  of  the  top  before  machining 
shall  be  at  least  3)4  times  the  wall  thickness. 

D.  The  minimum  thickness  of  the  top  after  machining 
shall  be  at  least  3  times  the  wall  thickness. 

E.  The  minimum  distance  from  edge  of  the  hole  cut  or 
shaped  for  the  closure  device  to  the  outside  of  wall 
shall  be  4)4  times  the  wall  thickness. 

F.  The  maximum  width  of  the  machined  seat  shall  not  he 
more  than  1)4  times  the  wall  thickness. 

G.  The  outside  radius  connecting  the  top  of  the  liquefier 
to  its  side  wall  shall  not  be  more  than  1)4  times  the 
wall  thickness. 

H.  The  inside  radius  connecting  the  side  wall  to  the  top 
before  machining,  shall  not  be  less  than  2)4  times  the 
wall  thickness. 

In  lieu  of  the  requirements  as  set  forth  in  C  to  H 
inclusive  above : 

The  top  portion  of  the  liquefier  including  closure  plate 
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shall  be  designed  with  a  factor  of  safety  of  not  less 
than  two  at  a  test  pressure  of  3000  lbs.  per  sq.  inch. 
'1  he  design  shall  be  proven  by  a  test  to  destruction  for 
each  type  of  liquefier  before  a  certificate  of  approval 
shall  have  been  issued. 

I.  A  large  fillet  shall  be  provided  in  the  corner  of  the 
machined  seat  where  it  meets  the  inside  radius. 

Rule  5.  Construction  Screw  Thread  Type. 


K.  No  cylinders  designed  and  used  for  a  portable  con¬ 
tainer  shall  have  the  thickness  of  the  side  wall  reduced 
by  any  cutting  of  threads  in  the  process  of  conversion 
into  a  liquefier,  except  as  specified  in  Rule  “5-B  Con¬ 
struction  Screw  Thread  Type.” 

I'.  If  the  closure  is  formed  by  using  a  portion  of  the 
oi  mer  bottom  as  a  seat,  this  shall  only  be  permissible 
if  the  dimensions  of  the  liquefier  conform  to  those 
shown  in  the  Tables  II,  III  and  IV. 


New  Liquefiers  designed  for  the  purpose  of  converting 
solid  CO'  to  liquid  CO'  shall  be  constructed  of  seamless 
drawn  steel  in  accordance  with  specifications  of  I.  C.  C. 
I  governing  cylinders  tor  CO'.  Closure  device  of  the  screw 
thread  type  shall  conform  with  the  following: 

,  -A*  1  he  minimum  wall  thickness  for  a  test  pressure  of 
3,000  lbs.  per  sq.  in.  shall  be  in  accordance  with  the 
following  formula: 

t  =  OD  x  P  x  .43 
I  I  - — - _ _ 

s 

Where  OD  =  Outside  diameter  of  container. 
t  =  Wall  thickness. 

P  =  3,000  lbs.  PSI. 

S  =  Minimum  yield  point  of  hard  steel  (not 
to  be  figured  in  excess  of  50,000  lbs.) 

B.  The  thread  of  the  device  shall  be  designed  with  a  factor 
of  safety  of  not  less  than  4  at  a  test  pressure  of  3,000 
lbs.  per  sq.  in.  and  the  wall  thickness  after  cutting 
thread  shall  not  be  less  than  that  specified  in  Rule  5-A 
above. 


Rule  6.  Conversion  of  Portable  Cylinders  for 
Liquefier  Use. 


'  Seamless  portable  cylinders  made  to  I.  C.  C.  Specifica¬ 
tion  3  or  3  A  for  oxygen  or  carbon  dioxide  and  originally 
i designed  and  used  for  the  transportation  of  compressed  or 
•.liquefied  gases  shall  be  acceptable  for  alteration  or  conver- 
'sion  into  carbon  dioxide  liquefiers  only  under  the  follow¬ 
ing  conditions ; 

'A.  Cylinders  which  have  been  in  a  fire  shall  not  be  used 
for  conversion  into  liquefiers  until  they  have  been 
properly  heat  treated  and  retested  as  specified  in  para¬ 
graph  423,  of  the  I.  C.  C.  Regulations. 

B.  Cylinders  which  show  surface  dents,  or  which  fail  to 
give  a  clear  ring  on  being  struck  with  a  hammer,  shall 
not  be  used  for  conversion  into  liquefiers. 

C.  Before  conversion  into  liquefiers,  each  cylinder  shall  be 
submitted  to  a  hydrostatic  test  of  3,000  lbs.  pressure 
in  a  water  jacket  under  the  conditions  specified  in 
paragraph  424  of  the  I.  C.  C.  Regulations  and  the 
total  and  permanent  expansion  shall  be  recorded.  A 
cylinder  shall  be  condemned  when  it  leaks  or  when  the 
permanent  expansion  exceeds  10  per  cent  of  the  total 

'  expansion. 

D-  If  in  the  hydrostatic  test  in  the  water  jacket  the  net 
elastic  expansion  (total  expansion  less  permanent  ex¬ 
pansion)  at  3,000  lbs.  exceeds  the  allowable  limit  given 
in  the  following  table  for  the  type  of  cylinder  involved, 
such  cylinder  shall  not  be  used  for  conversion  into  a 
liquefier.  If  the  cubic  capacity  of  a  cylinder  to  be  tested 
varies  from  the  standard  capacity  given  in  the  table 
for  that  type,  then  the  allowable  limit  of  elastic  expan¬ 
sion  will  be  varied  in  the  same  proportion. 


Type 

220  ft.  oxygen 
•200  ft.  oxygen 
50  lbs.  CO¬ 


TABLE  I. 

Cubic 
Capacity 
2,660  cu.  in. 
2,660  cu.  in. 
2,360  cu.  in. 


Elastic  Expansion 
Alloivable  Limit 
170  c.c. 

170  c.c. 

150  c.c. 


Type 

TABLE  II. 

Minimum 

Bottom  Thickness 

220  ft. 

oxygen  . . 

200  ft. 

oxygen.  .  . 

50  lbs. 

CO2  .... 

TABLE  III. 

Type 

Maximum 

Opening  Permitted 

220  ft. 

oxygen .  . 

■ .  6%  in.  x  7'/s  in. 

200  ft.  oxygen .  6'/&  in.  x  7%  in. 

50  lfs.  CO2 .  5)4  in.  x  6)4  in. 


TABLE  IV. 


G. 


H. 


I. 


Type 

220  ft.  oxygen. 
200  ft.  oxygen 
50  lbs.  CO2.... 


Minimum  Thickness  across 
corner  at  Point  where  the 
outside  of  the  side  wall 
meets  the  inside  radius  of 
bottom  and  at  45°  to  side 
zvall. 

34  in. 

5A  in. 

34  in. 


1  he  maximum  width  of  the  machined  seat  for  the 
gasket  of  liquefier  shall  be  5/16  in.,  and  the  inside 
radius  connecting  this  seat  to  the  side  wall  of  the 
cylinder  shall  not  be  less  than  J/8  in. 

The  minimum  thickness  of  closure  plate  shall  be  5 
times  the  wall  thickness  of  the  cylinder.  The  closure 
plate  shall  be  of  a  good  grade  of  billet  steel.  Castings 
not  permitted. 

Before  conversion  into  a  liquefier,  the  cylinder  shall 
meet  a  new  hydrostatic  test  at  the  pressure  at  which 
such  cylinder  was  originally  tested,  provided  however, 
that  no  cylinder  shall  be  converted  unless  for  its  origi¬ 
nal  use  it  was  tested  to  3,000  lbs.  pressure.  Such  new 
test  shall  be  in  a  water  jacket  before  conversion  into  a 
liquefier. 


Rule  7.  Spuds. 


Spuds  for  chain  connections  or  for  reinforcing  valve  or 
pipe  connections  of  not  over  34  i”.  pipe  size  shall  be  welded 
before  heat  treatment  at  place  of  manufacture  of  the 
liquefier. 


Rule  8.  Safety  Devices. 

Each  liquefier  shall  be  provided  with  two  safety  devices 
of  frangible  disc  type  attached  to  the  liquefier  at  a  point 
not  lower  than  6  inches  from  the  top.  The  cross  section 
area  of  the  discharge  channel,  or  channels  (of  the  safety 
device,  or  devices)  shall  be  at  least  .006  sq.  in.  for  each  25 
lbs.  of  liquefier  water  capacity  and  .00024  sq.  in.  additional 
for  each  additional  pound  of  water  capacity.  Safety  de¬ 
vices  having  two  or  more  outlets  shall  be  so  constructed 
that  these  outlets  will  have  a  combined  total  area  of  not 
less  than  one  and  one-half  times  that  prescribed  for  the 
safety  discharge  channel.  The  frangible  disc  of  the  safety 
devices  shall  be  designed  to  release  at  a  pressure  of  not 
more  than  2,000  lbs.  per  sq.  in. 
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Rule  9.  Testing. 

Each  liquefier  after  assembly  shall  be  tested  hydrostati- 
call;  by  an  approved  independent  test  1° 

less  than  two  minutes  to  a  pressure  of  3.00C I  lbs.  per  sq 
without  showing  a  pressure  recession  of  more  tton7S»s. 
oer  sq.  in.  The  inspection  service  shall  file  a  satistactory 
record  on  test  report  stating  that  the  liquefier  passed 
above  reqquired  test. 


Rule  10.  Quinquennial  Test. 

Liquefiers  used  for  any  purpose  shall  be  retested  at  least 

every  five  years  to  a  pressure  of  3,000  lbs.  per  sq.  in.  i 
the  same  manner  and  under  the  same  requirements  s 
the  time  and  place  of  manufacture  and  the  date  of  retest 
shall  be  stamped  thereon. 


Rule  11.  Marking. 

Each  liquefier  shall  bear  marking  as  follows : 


A. 

B. 

C. 

D. 

E. 

F. 

G. 


Name  of  owner. 

Serial  number. 

Name  or  trade  mark  of  manufacturer. 

Date  of  manufacture. 

Test  pressure. 

Inspection  service  mark. 

Maximum  filling  charge  based  on  filling  to  not  more 
than  68  per  cent  o  fthe  water  content  by  weight. 


Rule  12.  Filling. 

Each  liquefier  shall  be  placed  and  used  in  a  vertical  posi¬ 
tion  with  filling  effected  while  liquefier  is  properly  secured. 


Rule  13.  Maximum  Charge. 

I  iquefiers  shall  not  be  filled  with  solid  carbon  dioxide  in 
excess  of  150  lbs.  not  in  excess  of  68  per  cent  by  weight 
of  the  water  capacity  of  the  liquefier. 


Rule  14.  Use  of  CO2  Systems  and  Liquefiers. 


A. 


B. 


C. 


D. 


When  carbon  dioxide  gas  is  conducted  through  pr  s- 
sure  reducing  valve  between  liquefier  and  point  of  use, 
the  use  of  a  heater  will  be  permitted,  but  said  heater 
shall  be  so  arranged  that  heat  may  be  applied  indi¬ 
rectly.  This  heater  shall  consist  of  a  coil  immersed  in 
water.  The  source  of  heat  shall  then  be  applied  to  the 
water  but  not  directly  to  the  coil. 


Rule  15.  Test  of  Piping. 


Each  liquefier  or  battery  of  liquefiers  to  be  used  for 
the  filling  of  portable  cylinders  or  other  containers  with 
liquid  carbon  dioxide  and  all  the  piping  connected  thereto,: 
shall  be  hydrostatically  tested  in  the  presence  of  the  rep¬ 
resentatives  of  the  Fire  Chief  and  Commissioner  before 
the  solid  carbon  dioxide  is  first  put  into  the  system.  A 
hydrostatic  pressure  of  2400  lbs.  per  sq.  in.  shall  be  main-.i 
tained  for  fifteen  minutes,  released  for  five  minutes,  and! 
again  applied  for  a  period  of  fifteen  minutes  without  any 
visible  leak  or  reduction  of  pressure.  This  test  shall  be 
repeated  at  least  every  five  years. 


Rule  16.  Approval  Systems  for  Filling  Portabh 
Cylinders. 

Each  liquefier  or  battery  of  liquefiers  used  for  filling) 
portable  cylinders  or  other  containers,  shall  be  permanentl) 
labeled  or  marked  showing  the  Fire  Department  Certihcafil 
of  Approval  Number  together  with  date  of  last  test. 


Rule  17.  Acceleration. 

Defrosting,  or  acceleration  of  liquefication,  shall  be  b; 
use  of  water  only,  the  water  shall  be  of  a  temperature  no 
above  85°  Fahrenheit. 


Rule  18.  CO2  Portable  Cylinders. 

A.  Portable  cylinders  or  other  containers  to  be  filled  wit’J 


Carbon  dioxide  liquefier  converting  systems  for  filling 
portable  cylinders  shall  not  be  used  in  any  building 
occupied  in  whole  or  in  part  as  a  residence  or  as  a 
multiple  dwelling,  or  as  place  of  public  assembly,  _  or 
in  a  building  not  used  exclusively  for  manufacturing 

purposes.  .  ,  , 

Except  in  buildings  used  exclusively  for  the  manuiac- 
ture  of  carbon  dioxide  or  other  compressed  gases,  not 
more  than  8  liquefiers  of  a  maximum  combined  ca¬ 
pacity  of  1,200  lbs.  of  carbon  dioxide  shall  be  headed 
in  a  battery  and  not  more  than  one  such  battery  shall 
be  permitted  in  a  building. 

Liquefiers  may  be  manifolded  only  by  the  use  of  extra 
heavy  steel  or  wrought  iron  pipe,  or  extra  heavy  seam¬ 
less  copper  or  brass  tubing,  of  not  larger  than  in. 
I.  P.  S.  Fittings  shall  be  high  pressure  forged  steel  or 
extra  heavv  bronze  hydraulic  type. 

Each  manifold  shall  be  protected  by  a  frangible  disc 
safety  device  of  the  same  size  and  type  as  those  pre¬ 
scribed  for  the  liquefier,  and  designed  to  release  at  a 
pressure  of  not  more  than  2,000  lbs.  per  sq.  in.  In 
addition,  the  liquid  manifold  shall  be  protected  by  a 
spring  safety  valve  so  set  as  to  relieve  the  pressure 
at  not  more  than  1,600  lbs.  per  sq.  in. 


B. 


C. 


liquid  carbon  dioxide  shall  be  constructed  and  marke 
in  accordance  with  the  Specifications  of  the  Interstat 
Commerce  Commission  for  carbon  dioxide  cylinder' 
and  shall  have  been  tested  within  intervals  of  ncl 
more  than  five  years  as  evidenced  by  official  marking 
Cylinders  not  so  constructed  and  marked  shall  not  t 
filled  with  carbon  dioxide.  . 

The  maximum  filling  of  liquid  carbon  dioxide,  wit 
one  pound  allowable  variation  in  each  cylinder, .  sha 
not  be  over  20  lbs.  for  standard  cylinders  5 in.  i| 
diameter  by  51  in.  long,  nor  over  50  lbs.  for  standsuj 
cylinders  8}4  in.  in  diameter  by  51  in.  long  and  large 
No  cylinder  shall  be  filled,  with  carbon  dioxide  to  mon 
than  68  per  cent  of  the  water  capacity,  by  weight,  <  j 

the  cylinder.  .  .  i 

The  amount  of  liquid  carbon  dioxide  charged  ml 
portable  cylinders  or  other  containers  shall  be  dete 
mined  by  weight  by  use  of  a  dial  scale  having  a  mo  | 
able  indicator,  and  this  weight  shall  also  be  check* 
after  disconnecting  from  the  charging  line. 


Rule  19.  Existing  Installations. 

Liquefiers  or  converters  to  which  these  rules  and  reg  i, 
lations  cannot  be  applied,  may  be  maintained  and  opeiate 
if  approved  by  the  Board  of  Standards  and  Appeals,  und. 
such  conditions  as  are  deemed  necessary  in  the  interest 
public  safety.  ; 


NOTICE 


MULTIPLE  DWELLING  LAW  ON  SALE. 
Copies  of  the  Multiple  Dwelling  Law  are  now  on  sale  at 
the  Distribution  Division  of  the  City  Record  Office,  Room 
2213,  Municipal  Building,  Manhattan.  Price  50c;  by  mail  54c. 
Copies  of  the  Supplemental  Rules  and  Regulations  of 


the  Housing  Division  of  the  Department  of  Housing  a 
Buildings  on  Fire  Retarding,  Fire  Escapes,  Fire  Stairs,  a 
Fire  Towers  are  now  on  sale  at  the  Distribution  Dmsi 
of  the  City  Record  Office,  Room  2213.  Municipal  Buildir 
Manhattan.  Price  10c;  bv  mail  12c. 
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orrecticn  Affecting  Calendar  Number  1329-39-SM. 
ules  for  the  Testing  and  Use  of  Blended  Cements. 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  rn. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers.  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commissioner 
of  buildings  or  fire  commissioner)  and  file  with  this  board 
a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directons. 
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DOCKET. 

New  Cases  Filed  up  to  October  8,  1940. 


Cal.  No.  Department.  Premises  Affected. 

954-40-BZ _ H.B.M _ 4862  Broadway,  south  side,  175 

ft.  west  of  West  204th  street 
(Block  No.  2234,  Lot  No.  10), 
Borough  of  Manhattan, 

Alt.  1919-40. 


955-40-A . F.D . 10-26  41st  avenue,  south  side,  250 

ft.  west  of  East  12th  street 
(Block  No.  465,  Lot  No.  35, 
and  Block  No.  466,  Lot  No. 
35),  Long  Island  City,  Bor¬ 
ough  of  Queens, 

5164-L.F.  and  Decision. 


956-40-A . H.B.B . 448-456  Kent  avenue,  northwest 

corner'  of  South  10th  street 
(Block  No.  2143,  Lot  No.  1), 
Borough  of  Brooklyn, 

Applic.  2114-40. 


957-40-A . F.D . 32  Laight  street,  north  side,  120 

ft.  west  of  Varick  street 
(Block  No.  220,  Lot  No.  42), 
Borough  of  Manhattan, 

9283-L.F.  and  Decision. 


958-40-A . H.B.Q . 120-79  Francis  Lewis  boulevard, 

120-27  to  120-39  222nd  street, 
northwest  corner  and  west  side 
of  222nd  street,  257  ft.  north 
of  120th  avenue  (Block  No. 
3454,  Lot  No.  2),  St.  Albans, 
Borough  of  Queens, 

N.B.  5028-40,  N.B.  6303-40, 
N.B.  6304-40  and 
N.B.  6315-40. 


959-40-A . H.B.Q . 120-16  to  120-28  222nd  street, 

east  side,  130  ft.  south  of  120th 
avenue  (Block  No.  3453,  Lot 
No.  18),  St.  Albans,  Borough 
of  Queens, 

N.B.  6306-40,  N.B.  6307-40, 
N.B.  6312-40  and 
N.B.  6513-40. 


960-40-A . H.B.Q . 120-70  Francis  Lewis  boulevard, 

120-46  to  120-54  222nd  street, 
east  side,  from  121st  avenue 
to  Francis  Lewis  boulevard 
(Block  No.  3453,  Lot  No. 
85),  St.  Albans,  Borough  of 
Queens, 

N.B.  6308-40,  N.B.  6309-40 
and  N.B.  6310-40. 


961 -40- A . H.B.Q . 120-40  to  120-48  223rd  street, 

northwest  corner  of  Francis 
Lewis  boulevard  and  west  side 
of  223rd  street,  79.95  ft.  and 
120  ft.  north  of  Francis  Lewis 
boulevard  and  360  ft.  south  of 
120th  avenue  (Block  No.  3454, 
Lot  No.  2),  St.  Albans,  Bor¬ 
ough  of  Queens, 

N.B.  6219-40,  N.B.  6220-40, 
N.B.  6224-40  and  ; 

N.B.  6311-40. 


962-40-A . H.B.Q . 120-47  to  120-55  223rd  street, 

northeast  corner  of  Francis 
Lewis  boulevard  (Block  No. 
3454,  Lot  No.  50),  St.  Albans, 
Borough  of  Queens, 

N.B.  6573-40,  N.B.  6574-40 
and  N.B.  6575-40. 


963-40-A . H.B.Q . 221-20,  221-24,  222-02  to  222-14 

121st  avenue,  south  side,  from- 
1,488.53  ft.  to  1,688.53  ft.  east 
of  Springfield  boulevard,  and 

120- 78  to  120-86,  121-02  and 

121- 06  Francis  Lewis  boule¬ 
vard,  south  side,  1,728  ft. 
west  of  Springfield  boulevard- 
(Block  No.  3450,  Lot  No.  35), 
St.  Albans,  Borough  of 
Queens, 

N.B.  5034-40  to  N.B.  5039-40, 
inclusive,  and  N.B.  6578-40- 
to  N.B.  6582-40,  inclusive. 


964-40-SM . Jamestown  Three-Hour  Hollow 

Metal  Fire  Door,  manufac¬ 
tured  by  Jamestown  Metal 
Corporation,  Material. 


965-40-SM . Granitex  and  Ski  Brands  Finish¬ 

ing  Plasters,  manufactured  by 
Vermarco  Lime  Company, 

Material) 


966-40-A . F.D . 3  Vestry  street,  south  side,  20  ft. 

west  of  Varick  street  (Block 
No.  220,  Lot  No.  21),  Bor¬ 
ough  of  Manhattan, 

23361-L.C. 


967-40-BZ _ H.B.M _ 61-79  Vanderbilt  avenue,  east 

side,  between  East  45th  street 
and  East  46th  street,  61-87 
East  45th  street  and  60-86 
East  46th  street  (Block  No. 
1300,  Lot  No.  1),  Borough  of 
Manhattan, 
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Decision— re  Certificate  of 
Occupancy. 

■  968-40-BZ. . . .  H.B.Q . 168-33  Jamaica  avenue,  north 

side,  111.50  ft.  west  of  169th 
street  (Block  No.  9799,  Lot 
Nos.  7  and  42),  Jamaica,  Bor¬ 
ough  of  Queens, 

Misc.  Applic.  7482-40. 

'969-40-A . H.B.B . 366  Kingston  avenue,  west  side, 

100  ft.  6  in.  (95  ft.  6  in.) 
north  of  Crown  street  (Block 
No.  1292,  Lot  No.  44),  Bor¬ 
ough  of  Brooklyn, 

Alt.  2718-40. 


970-40-A . F.D . 215  Ryerson  street,  east  side,  425 

ft.  north  of  DeKalb  avenue 
(Block  No.  1920,  Lot  No.  16), 
Borough  of  Brooklyn, 

84906-L.C. 


971-40-A . H.B.Q . 27-09  154th  street,  east  side,  80 

ft.  south  of  27th  avenue  (Block 
No.  4850,  Lot  Nos.  5  and  6), 
Flushing,  Borough  of  Queens, 
N.B.  6507-40. 


. - 

172- 40-SM . The  Otis  Bi-Parting  Vertical 

Sliding  Elevator  Hoistway 
Door,  manufactured  by  Otis 
Elevator  Company,  Material. 

173- 40-SM . Milcor  Steel  Roof  Deck,  manu¬ 

factured  by  Milcor  Steel  Com- 
>  pany,  Material. 


74-40-A . H.B.M - 3-7  West  22nd  street,  north  side, 

120  ft.  west  of  Fifth  avenue 
(Block  No.  824,  Lot  No.  32), 
Borough  of  Manhattan, 

Alt.  3608-39. 


75-40-A . H.B.Bx. ...98  East  Burnside  avenue,  south 

side,  from  Walton  avenue  to 
Morris  avenue  (Block  No. 
2829,  Lot  Nos.  45  to  53,  in¬ 
clusive),  Borough  of  The 
Bronx,  Alt.  449-40. 


'6-40-BZ. ...  H.B.Bx.. .  .3408  White  Plains  road  and  700 

East  Gunhill  road,  southeast 
corner  (Block  No.  4629,  Lot 
Nos.  38  and  53),  Borough  of 
The  Bronx, 

Decision — re  Certificate  of 
Occupancy. 

7-40-BZ.... H.B.B . 3047  Avenue  U  and  2080-2090 


Coyle  street,  northwest  corner 
(Block  No.  7339,  Lot  No.  4), 
Borough  of  Brooklyn, 

N.B.  1989-40. 


9/8-40-BZ ....  H.B.Q . 89-22  to  90-08  63rd  drive,  east 

side,  100  ft.  south  of  Alderton 
street  (Block  No.  3117,  Lot 
Nos.  24  and  26),  Rego  Park, 
Borough  of  Queens, 

N.B.  5968-40. 


979-40- A . F.D . 365  Broadway,  northwest  corner 

of  Franklin  street  (Block  No. 
175,  Lot  No.  33),  Borough  of 
Manhattan, 

9357-L.F.  and  Decision. 


980-40-A . H.B.B . 5027  Third  avenue  and  301-311 

51  st  street,  northeast  corner 
(Block  No.  790,  Lot  No.  1), 
Borough  of  Brooklyn, 

Alt. ’4081-40. 


981-40-A . H.B.M....69  St.  Mark’s  place,  north  side, 

175  ft.  west  of  First  avenue 
(Block  No.  450,  Lot  No.  40), 
Borough  of  Manhattan, 

Revocation  of  Permit— re 
Alt.  1392-40. 


Restored  to  Calendar. 

362-34-BZ ....  H.B.Bx. ...  1230-1234  Jerome  avenue,  east 

side,  165  ft.  6  in.  north  of  East 
167th  street  (Block  No.  2489, 
Lot  No.  8),  Borough  of  The 
Bronx, 

Decision — re  Certificate  of 
Occupancy. 


97-37-BZ. ...  H.B.B . 1404-1428  East  New  York  avenue, 

southwest  corner  of  Amboy 
street  (Block  No.  3495,  Lot 
Nos.  12  and  16),  Borough  of 
Brooklyn,  B.N.  1224-40. 


729-38-BZ. ..  .H.B.Bx. ..  .3150-3158  Boston  Post  road, 

southeast  corner  of  Laconia 
avenue  (Block  No.  4614,  Lot 
No.  9),  Borough  of  The 
Bronx,  N.B.  608-40. 


223-16-BZ _ H.B.B . 172-186  Empire  boulevard,  south 

side,  190  ft.  east  of  Bedford 
avenue  (Block  No.  1314,  Lot 
No.  15),  Borough  of  Brook¬ 
lyn,  Alt.  4310-40. 
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DESIGNATIONS:  H.B.— Department  of  Housing  and  Buildings: 
H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn  ;  H.B.M. — 
Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q. — De¬ 
partment  of  Housing  and  Buildings,  Queens ;  H.B.R.— Department 
of  Housing  and  Buildings,  Richmond ;  H.B.Bx. — Department  of 
Housing  and  Buildings,  Bronx ;  II. D. — Health  Department,  and 
F.D. — Fire  Department. 


tenance  of  a  gasoline  service  station; 
premises  81-01  to  81-11  Rockaway 
boulevard,  94-01  to  94-07  81st  street, 
northeast  corner,  and  81-02  to  81-10 
Atlantic  avenue,  southeast  corner  of 
81st  street  (Block  No.  9009,  Lot  No. 
1),  Woodhaven,  Borough  of  Queens. 


RULES 


Last 

Blended  Cements,  Rules  for  Testing 

and  Use  of . Oct. 

Carbon  Dioxide  Liquefier  Rules  Oct. 

Certificates  of  Occupancy,  approved 

form  . Aug. 

Concrete  Flat  Slabs,  Rules . July 

Concrete  Masonry  Units,  Rules  for 
Manufacture,  Testing  and  Use 
of  . ; . Aug. 

Concrete  Rules  (Hydrated  Lime) . Aug. 

Elevator  Rules  . Mar. 

Exit  Rules  (Revolving  Doors)  . June 

Factory  Exit  Rules . . . Aug. 

Fire  Alarm  Rules  (Interior) . Aug. 

Fire  Drill  Rules  . .Sept. 

Fire-resistive,  Flameproof  Materials, 

etc..  Rules  for  Testing  of . Sept. 

Fire  Retarding  Rules  for  Garages, 

etc . Aug. 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for . . . Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  . Aug. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 

Insulating  Fibre  Board  Rules . Sept. 

Oil  Burner  Rules . •_ . Sept. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . Aug. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules  . Sept. 

Platform  Trucks,  Specifications  for  . Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Prevention  of  Con¬ 
tamination  of  Water  Supply) ....Sept. 

Procedure,  Rules  of . Sept. 

Refrigerating  Systems,  Extract  A.C.  Oct. 

Smoking  in  Factories,  Rules  for  Oct. 

Sprinkler  Rules  . June 

Standpipe  Fireline  Rules . June 

Structural  Alterations,  Reporting  ...June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code)  Apr. 


Publication  in  Bulletin 

15,  1940— Vol.  25,  No.  42 

8,  1940— Vol.  25,  No.  41 

23,  1938— Vol.  23,  No.  34 

13,  1937— Vol.  22,  No.  28 


27,  1940— Vol.  25,  No.  35 
3,  1937— Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 
15,  1937— Vol.  22,  No.  24 
13,  1940— Vol.  25,  No.  33 
13,  1940— Vol.  25,  No.  33 
17,  1940— Vol.  25,  No.  38 

17,  1940— Vol.  25,  No.  38 

20,  1940— Vol.  25,  No.  34 
13,  1937— Vol.  22,  No.  15 

21,  1919— Vol.  4,  No.  3 

20,  1940 — Vol.  25,  No.  34 
7,  1925 — Vol.  10,  No.  14 
5,  1928— Vol.  13,  No.  23 
24.  1940— Vol.  25,  No.  39 
3,  1940 — Vol.  25,  No.  36 

20,  1940 — Vol.  25,  No.  34 

10,  1940 — Vol.  25,  No.  37 
24,  1936 — Vol.  21,  No.  47 
3,  1937— Vol.  22,  No.  31 

10,  1940 — Vol.  25,  No.  37 

7,  1937 — Vol.  22,  No.  36 

8,  1940 — Vol.  25,  No.  41 
8,  1940 — Vol.  25,  No.  41 

29,  1937 — Vol.  22,  No.  26 
8,  1937— Vol.  22,  No.  23 
7,  1932 — Vol.  17,  No.  23 
24,  1936 — Vol.  21,  No.  47 
24,  1936 — Vol.  21,  No.  47 

10,  1923— Vol.  8,  No.  15 


LIST  OF  APPROVED  APPLIANCES 

Anti-Siphon  Valves  . Mar.  5,  1935 — Vol.  20,  No.  10 

Fireline  Hose  Valves . . . Mar.  5,  1935 — Vol.  20,  No.  10 

Fuel  Oil  Burners  for  Domestic  and 

Commercial  Use  . Sept.  3,  1940 — Vol.  25,  No.  36 

Fuel  Oil  Pipe  Terminals  . Sept.  10,  1940 — Vol.  25,  No.  37 

Fuel  Oil  Burners  for  Industrial  Use. Sept.  3,  1940 — Vol.  25,  No.  36 

Fuel  Oil  Pumps  . Sept.  3,  1940 — Vol.  25,  No.  36 

Gas  Heaters  . Sept.  3,  1940 — Vol.  25,  No.  36 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Equipment  . Sept.  10,  1940 — Vol.  25,  No.  37 

Range  Oil  Burners  and  Space 

Heaters  . Sept.  3,  1940 — Vol.  25,  No.  36 

Vacuum  Breakers  . Sept.  10,  1940  Vol.  25,  No.  37 


OCTOBER  15,  1940,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions  of 
the  building  zone  resolution,  Tuesday  morning,  October 
15,  1940,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters: 

cal.  no.  255-40-BZ — Application,  March  7,  1940,  under 
sections  7f  and  21  of  the  building  zone 
resolution,  of  Samuels  and  Samuels,  ap¬ 
plicants,  on  behalf  of  Benlem  Realty 
Corporation,  owner,  to  permit  in  a  busi¬ 
ness  use  district  the  erection  and  main- 


cal.  no.  855-27-BZ— Application  of  Shell  Oil  Company,  Inc., 
applicant  and  lessee,  on  behalf  of  Anna 
C.  Bingler,  owner,  reopened  for  re¬ 
hearing  under  new  facts  December  5, 
1939,  under  section  21  of  the  building 
zone  resolution,  to  permit  in  a  business 
use  district,  the  maintenance  and  ie- 
construction  of  a  gasoline  service  sta¬ 
tion  (previously  denied)  ;  premises  216- 
03  Merrick  boulevard,  northeast  corner 
of  Springfield  boulevard  (Block  No. 
3541,  Lot  No.  1),  Springfield,  Borough 
of  Queens. 

cal.  no.  1232-39-BZ — Application,  October  5,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion  and  section  60  of  the  multiple 
dwelling  law,  of  Martyn  N.  Weinstein, 
applicant,  on  behalf  of  Beech  Haven 
Estates,  owner,  to  permit  in  a  residence 
use  district  the  erection  and  maintenance 
of  a  multiple  dwelling  law  having  a 
garage  for  more  than  three  (3)  motor 
vehicles  in  the  cellar  story ;  garage 
space  is  for  the  use  of  tenants  only; 
premises  84-50  169th  street,  west  side, 
165.01  ft.  north  of  Gothic  drive  (Block 
No.  9860,  Lot  No.  40),  Jamaica,  Bor¬ 
ough  of  Queens. 


cal.  no.  1220-39-BZ— Application,  October  5,  1939,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Ansel  P.  Verity  and 
George  Deylen  (Johnson  and  Scharf- 
man,  lessees),  to  permit  in  a  business 
use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  364-368  Em¬ 
pire  boulevard,  south  side.  210  ft.  2)4 
in.  east  of  Nostrand  avenue  (Block  No. 
1316,  Lot  No.  16),  Borough  of  Brook¬ 
lyn. 

cal.  no.  631-40-BZ — Application,  June  12,  1940,  under  sec¬ 
tion  7h  of  the  building  zone  resolution 
of  J.  Jacques  Stone,  applicant,  on  behali 
of  Bowery  Savings  Bank,  owner  (345 
West  34th  Street  Parking  Corporation 
lessee) ,  to  permit  in  a  retail  use  district 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  333- 
345  West  34th  street,  north  side.  270  ft 
east  of  Ninth  avenue  (Block  No.  758 
Lot  No.  16),  Borough  of  Manhattan. 

cal.  no.  1172-39-BZ — Application,  September  22,  1939.  undei 
section  7h  of  the  building  zone  resolu 
tion,  of  Catherine  Conigliano  and  Fran 
cisco  Conigliano,  applicants  and  owners 
to  permit  in  a  business  use  district  th< 
parking  and  storage  of  more  than  fiv< 
(5)  motor  vehicles;  premises  1874  Me 
Donald  avenue,  west  side,  98  ft.  nortl 
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of  Quentin  road  (Block  No.  6632,  Lot 
Nos.  36,  37  and  38),  Borough  of  Brook¬ 
lyn. 


CAL.  NO.  950-39-BZ— Application,  July  13,  1939,  under  sec¬ 
tions  7f  and  21  of  the  building  zone 
resolution,  of  James  Britton  Halley,  ap¬ 
plicant  and  lessee,  on  behalf  of  ’  Olga 
Roman  and  Harriet  Britton,  owners,  to 
permit  in  a  residence  use  district  the 
parking  and  storage  of  more  than  five 
(5)  motor  vehicles  for  a  stated  term; 
premises  3457-3459  Mickle  avenue  and 
3450-3452  Eastchester  road,  east  side, 
311  ft.  north  of  Boston  road  (Block 
No.  4723,  Lot  Nos.  15,  16.  17,  47  and 
48),  Borough  of  The  Bronx. 


cal.  no.  1490-39-BZ— Application,  December  8,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  George  W.  Kibitz,  applicant,  on 
behalf  of  The  Actinograph  Corporation, 
ovvner,  to  permit  in  a  residence  use  dis- 
ti  ict  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
/  90-808  East  176th  street,  south  side, 
147  ft.  west  of  Marmion  avenue  and 
807  East  175th  street  (Block  No.  2953, 
Lot  No.  29),  Borough  of  The  Bronx. 


■CAL.  NO.  38-40-BZ— Application,  January  11,  1940,  under 
sections  7h  and  21  of  the  building  zone 
resolution,  of  Samuel  G.  Thomson,  Jr., 
applicant  and  owner,  to  permit  on  a 
plot,  partly  in  a  residence  use  district 
and  partly  in  a  business  use  district,  the 
parking  and  storage  of  more  than  five 
(5)  motor  vehicles  on  that  portion  of  the 
plot  in  the  business  use  district;  prem¬ 
ises  87-68  170th  street,  west  side,  58.95 
ft.  south  of  Hillside  avenue  (Block  No. 
9825.  Lot  No.  21),  Jamaica,  Borough  of 
Queens. 


see),  reopened  and  restored  to  Calen¬ 
dar  September  24,  1940,  under  sections 
7h,  7f  and  21  of  the  building  zone  reso¬ 
lution,  to  permit  in  a  business  use  dis¬ 
trict  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles  (previously 
dismissed  for  lack  of  prosecution)  ; 
premises  345-349  9th  street,  north  side, 
240  ft.  west  of  Sixth  avenue,  and  314- 
332  8th  street  (Block  No.  1005,  Lot 
Nos.  31  to  36,  inclusive,  57  to  59,  in¬ 
clusive,  28  and  29).  Borough  of  Brook¬ 
lyn. 


cal.  no.  179-37-BZ— Application  of  Irving  M.  Fenichel.  ap¬ 
plicant,  on  behalf  of  Louis  M.  Brann, 
owner  (New  Method  Service  Company, 
Incorporated,  lessee),  reopened  and  re¬ 
stored  to  Calendar  September  24,  1940, 
under  section  21  0f  the  building  zone 
resolution,  to  permit  in  a  business  use 
district  the  operation  of  a  clothes- 
cleaning  unit  as  an  accessory  use  to  the 
laundry  business  conducted  therein 
(erection  and  maintenance  of  a  garage 
for  more  than  five  (5)  motor  vehicles 
previously  granted  by  the  Board)  ; 
(previously  withdrawn)  ;  premises  461 
Bay  street,  east  side,  434.23  ft.  north  of 
Wave  street  (Block  No.  488,  Lot  No. 
18),  Stapleton.  Borough  of  Richmond. 

cal.  no.  529-40-BZ— Application,  May  17,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Lama  and  Proskauer,  applicants,  on 
behalf  of  Cliffdodge  Estate,  Inc., 
owner,  to  permit  in  a  business  use  dis¬ 
trict,  the  reconstruction  and  extension 
of  an  accessory  building  on  an  existing 
gasoline  service  station;  premises  1788- 
1798  Eastern  parkway  and  2131-2135 
Bergen  street,  northeast  corner  (Block 
No.  1449,  Lot  No.  43),  Borough  of 
Brooklyn. 


al.  no.  61 7-40-BZ— Application.  June  10,  1940,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Murray  Klein,  applicant, 
on  behalf  of  Emanuel  Levy  and  Philip 
Pifko,  owners,  to  permit  the  erection 
and  maintenance  of  a  one-story  business 
building  (store),  partly  in  a  business 
use  district  and  partly  in  a  residence 
use  district;  premises  1623-1629  East 
17th  street,  east  side,  105  ft.  3 %  in. 
north  of  Kings  highway  (Block  No. 
6780,  Lot  No.  77  and  part  of  Lot  No. 
70),  Borough  of  Brooklyn. 

al.  no.  351 -40-BZ— Application,  April  5,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  F.  Regan,  applicant,  on  be¬ 
half  of  William  F.  Regan,  owner,  to 
permit  in  a  business  use  district  the 
erection  and  maintenance  of  a  gasoline 
service  station;  premises  1000-1012 
Brooklyn  avenue  and  3522-3524  Snyder 
avenue,  southwest  corner  (Block  No. 
4906,  Lot  Nos.  9  and  10),  Borough  of 
Brooklyn. 

VL*  no.  110-37-BZ— Application  of  Arnold  W.  Lederer,  ap¬ 
plicant,  on  behalf  of  Putnam  Theatrical 
Corporation,  owner  (Joseph  Stoy,  les- 


cal,  no.  207-33-BZ — Application  of  Samuel  J.  Ziegler,  appli¬ 
cant,  on  behalf  of  City  Bank  Farmers 
Trust  Co.,  trustee  for  George  McDon¬ 
ald  Phillips,  owner,  reopened  and  re¬ 
stored  to  calendar,  May  21,  1940,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  use  district, 
the  erection  and  maintenance  of  an  auto¬ 
mobile  showroom,  a  gasoline  service  sta¬ 
tion  and,  also,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  3090-3094  Webster  avenue  and 
401-409  East  203rd  street,  southeast 
corner  (Block  No.  3330,  Lot  Nos.  65 
to  67,  inclusive),  Borough  of  The 
Bronx. 

cal.  no.  330-22-BZ — Application  of  Paul  Friedman,  appli- 
cant;  on  behalf  of  Kings  Highway  Com¬ 
munity  Corporation,  owner  (Community 
Amusement  Corporation,  lessee),  re¬ 
opened  June  4,  1940,  under  sections  7c 
and  21  of  the  building  zone  resolution, 
to  permit  the  extension  and  change  cf 
use  of  an  existing  building  now  occu¬ 
pied  as  bowling  alleys,  library,  stores, 
auditorium  and  meeting  room  to  stores. 

_  motion  picture  theatre  with  marquee 

and  signs,  extending  from  business  use 
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district  into  a  residence  use  district  and 
to  permit  the  proposed  rear  extension  to 
occupy  a  portion  of  the  rear  yard  in 
excess  of  that  permitted  by  section 
17(a)  of  the  building  zo'fle  resolution; 
premises  1663-1669  East  17th  street,  east 
side,  57  ft.  2l/2  in.  south  of  Kings  high¬ 
way  (Block  No.  6780,  Lot  No.  55), 
Borough  of  Brooklyn. 

Appeal  from  Administrative  Decision. 

602-40-A — 1663-1669  East  17th  street,  east  side,  57  ft.  2J4 
in.  south  of  Kings  highway  (Block  No. 
6780,  Lot  No.  55),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


OCTOBER  15,  1940,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

697-39-A — 28  Bowery  and  43  Bayard  street,  southwest  cor¬ 
ner  (Block  No.  163,  Lot  No.  33),  Borough 
of  Manhattan. 

696-39-A — 2321  Third  avenue  and  201  East  J 26th  street, 
northeast  corner  (Block  No.  1791,  Lot  No. 
1),  Borough  of  Manhattan. 

882-40-A — 148  39th  street,  southwest  corner  of  Second  ave¬ 
nue  (Bush  Building  No.  19,  fourth  floor)  ; 
(Block  No.  706,  Lot  No.  1),  Borough  of 
Brooklyn. 

887-40-A— 47-99  West  34th  street  and  1302-1330  Broadway, 
northeast  corner  (Block  No.  836,  Lot  No. 
1),  Borough  of  Manhattan. 

1517-39-A — 306  New  Lots  avenue,  south  side,  88  ft.  east  of 
Alabama  avenue  (Block  No.  4296,  Lot  No. 
5),  Borough  of  Brooklyn. 

896-40- A — 680  Woodward  avenue,  south  side,  50  ft.  east  of 
Gates  avenue  (Block  No.  3468,  Lot  No. 
41),  Ridgewood,  Borough  of  Queens. 

394-40-A — 45-29  to  45-35  50th  (Fitting)  street,  east  side, 
200  ft.  south  of  Queens  boulevard  (Block 
No.  2283,  Lot  No.  12),  Woodside,  Borough 
of  Queens. 

935-40-A — 211-48  Jamaica  avenue,  south  side,  141.96  ft. 

west  of  212th  street  (Block  No.  10836,  Lot 
No.  55),  Queens  Village,  Borough  of 
Queens. 

947-40-A — 206-212  West  34th  street,  south  side,  100  ft.  west 
of  Seventh  avenue  (Block  No.  783,  Lot  No. 
50),  Borough  of  Manhattan. 

987-40-A — 215-221  West  82nd  street,  northeast  corner  of 
Broadway  (Block  No.  1230,  Lot  No.  14), 
Borough  of  Manhattan. 

971 -40- A — 27-09  154th  street,  east  side,  80  ft.  south  of  27th 
avenue  (Block  No.  4850,  Lot  Nos.  5  and  6), 
Flushing,  Borough  of  Queens. 

980-40-A — 5027  Third  avenue  and  301-311  51st  street,  north¬ 


east  corner  (Block  No.  790,  Lot  No.  1), 
Borough  of  Brooklyn. 

Variation  of  the  Labor  Law. 

811-40-S — 175  Shepherd  avenue,  east  side,  120  ft.  south  of 
Fulton  street  (Block  No.  3958,  Lot  No. 
134).  Borough  of  Brooklyn. 


OCTOBER  22,  1940,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  October 
22.  1940,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters: 

cal.  no.  336-40-BZ— Application,  April  3,  1940,  under  sec¬ 
tions  7f  and  21  of  the  building  zone 
resolution,  of  Samuels  and  Samuels,  ap¬ 
plicants,  on  behalf  of  William  J.  Hamil¬ 
ton,  owner,  to  permit  in  a  business  use 
district  the  erection  and  maintenance  of 
a  gasoline  service  station  ;  premises  40-13 
to  40-19  Junction  boulevard,  east  side, 
50.04  ft.  north  of  40th  road  (Block  No. 
1605,  Lot  No.  64),  Corona,  Borough  of 
Queens. 

cal.  no.  968-24-BZ — Application  of  Arnold  W.  Lederer,  ap¬ 
plicant,  on  behalf  of  Abraham  Chobroff 
and  Sophie  Kohn,  owners  of  premises 
1924-1926  Kings  highway,  Borough  of 
Brooklyn,  reopened  September  17,  1940. 
for  consideration — re  amendment  of 
resolution — re  Application,  previously 
granted  on  condition  under  section  21  of 
the  building  zone  resolution,  permitting 
in  a  residence  use  district  the  erection 
and  maintenance  of  buildings  to  be  used 
for  store  purposes  on  first  story  and 
for  dwelling  use  above;  premises  1922- 
1932  Kings  highway  (Block  No.  6782, 
Lot  Nos.  19  to  23,  inclusive),  Borough 
of  Brooklyn. 

cal.  NO.  431-40-BZ — Application,  April  24,  1940,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Arthur  H.  Haaren,  appli¬ 
cant,  on  behalf  of  George  L.  Lawson 
and  Estate  of  William  W.  Lawrence 
(J.  Y.  Brown,  A.  A.  Gulick  and  C.  P- 
Williamson,  trustees),  owners  (Kesbec, 
Incorporated,  lessee),  to  permit  in  a 
business  use  district  the  parking  and 
storage  of  more  than  five  (5)  motor 
vehicles  .on  a  plot  occupied  in  part  as  a 
gasoline  service  station;  premises  317- 
325  West  59th  street,  north  side,  186  ft. 
west  of  Columbus  Circle  (Block  No. 
1112,  Lot  Nos.  15,  115,  16  and  17), 
Borough  of  Manhattan. 

cal.  no.  249-39-BZ — Application,  February  28,  1940;  dis- 
miseed  for  lack  of  prosecution  July  1°. 
1939;  reopened  and  restored  to  Calendar 
September  17,  1940,  under  section  7f  of 
the  building  zone  resolution,  of  Lama 
and  Proskauer,  applicants,  on  behalf  of 
Koppers  Company,  owner,  to  permit  m 
a  business  use  district,  for  a  stated  term 
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of  years,  the  erection  and  maintenance 
of  a  gasoline  service  station ;  premises 
84-11  to  84-21  Astoria  boulevard  and 
24-02  to  24-12  85th  street,  northwest 
corner,  and  84-12  to  84-20  24th  avenue 
(Block  No.  1096,  part  of  Lot  No.  1), 
Jackson  Heights,  Borough  of  Queens. 

cal.  no.  605-40-BZ — Application,  June  6,  1940,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Max  Siegel,  applicant,  on 
behalf  of  City  of  New  York  and  Brick’s 
Service  Stations,  Incorporated,  owners, 
to  permit  in  a  business  use  district  the 
alteration  and  extension  of  an  existing 
gasoline  service  station ;  premises  20-40 
Grand  Street  Extension  and  255-265 
South  Fourth  street,  southeast  corner 
(Block  No.  2434,  Lot  Nos.  28,  32  and 
33),  Borough  of  Brooklyn. 

cal.  no.  332-40-BZ — Application,  April  2,  1940.  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Abraham  N.  Horwitz,  applicant,  on 
behalf  of  Harry  Bram,  owner,  to  permit 
in  a  residence  use  district  the  erection 
and  maintenance  of  a  gasoline  sevice 
station;  premises  2747-2771  Linden 
boulevard,  north  side,  from  Elderts  lane 
to  Forbell  avenue  (Block  No.  4469A. 
part  of  Lot  No.  16),  Borough  of 
Brooklyn. 


cal.  no.  402-40-BZ — Application,  April  16,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Lama  and  Proskauer,  applicants,  on 
behalf  of  Clifford  E.  Mills.  owner,  to 
permit  in  a  residence  use  district  and 
“F”  area  district  the  erection  and  main¬ 
tenance  of  a  building  to  be  used  as  a 
gas  station,  auto  laundry,  lubritorium, 
office  and  boiler  room  in  conjunction 
with  a  gasoline  service  station  on  a  plot 
of  ground  previously  occupied  as  a 
gasoline  service  station ;  premises  144- 
39  to  144-47  Farmers  boulevard,  south¬ 
east  corner  of  South  Conduit  avenue 
(Block  No.  4517,  Lot  No.  1  and  part  of 
Lot  No.  3),  Springfield,  Borough  of 
Queens. 

cal.  no.  443-40-BZ — Application,  April  26,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Jack  Z.  Cohen,  applicant,  on  behalf 
of  Depreciation  Fund  Board,  owner,  to 
permit,  partly  in  a  business  use  district 
and  partly  in  a  residence  use  district, 
the  conversion  of  occupancy  of  an  exist¬ 
ing  building  to  a  motor  vehicle  repair 
shop ;  premises  890-892  Coney  Island 
avenue,  west  side,  118  ft.  94f$  in.  north 
of  18th  avenue  (Block  No.  5403,  Lot 
No.  26),  Borough  of  Brooklyn. 

cal.  no.  633-40-BZ — Application,  June  12,  1940,  under  sec¬ 
tions  7f,  7i  and  21  of  the  building  zone 
resolution,  of  A.  Paul  Loshen,  appli¬ 
cant,  on  behalf  of  Minnie  Weinstein, 
owner,  to  permit  in  a  business  use  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station  and  motor  ve¬ 
hicle  repair  shop;  premises  195-05  Lin¬ 
den  boulevard,  northeast  corner  of  195th 


street  (Block  No.  11067,  Lot  Nos.  40 
and  42),  St.  Albans,  Borough  of 
Queens. 

cal.  no.  88-36-BZ — Application  of  Arthur  H.  Haaren,  ap¬ 
plicant,  on  behalf  of  Kesbec,  Incor¬ 
porated,  owner,  reopened  May  28,  1940, 
under  sections  7c  and  21  of  the  building 
zone  resolution,  to  permit  in  a  business 
use  district  the  extension  of  an  existing 
gasoline  service  station  to  include  the 
parking  and  storage  of  more  than  five 
(5)  motor  vehicles;  premises  3170-3178 
Broadway  and  28-34  Tiemann  place, 
southeast  corner  (Block  No.  1981,  Lot 
No.  65),  Borough  of  Manhattan. 

cal.  no.  928-40-BZ- — Application.  September  23,  1940,  under 
section  7a  of  the  building  zone  resolu¬ 
tion,  of  The  Finkel  Umbrella  Frame 
Company,  Incorporated,  applicant  and 
owner,  to  permit  in  a  residence  use  dis¬ 
trict,  on  a  plot  partly  in  a  residence  use 
district  and  partly  in  a  business  use 
district,  the  extension  of  an  existing 
factory  building;  premises  890-914  Brush 
avenue,  east  side,  496.18  ft.  south  of 
East  177th  street  (Block  No.  5541,  Lot 
No.  130),  Borough  of  The  Bronx. 

cal.  no.  748-40-BZ — Application,  July  8,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Anthony  J.  Daidone,  Assistant  to  Di¬ 
rector,  Bureau  of  Architecture,  Depart¬ 
ment  of  Public  Works,  applicant,  on  be¬ 
half  of  City  of  New  York,  owner,  to 
permit  in  a  residence  use  district  the 
erection  and  maintenance  of  an  admin¬ 
istration  building  for  use  in  connection 
with  a  sewage  disposal  plant ;  premises 
southwest  end  of  Hart  Island,  opposite 
Schofield  street,  City  Island.  Borough 
o!  1  he  Bronx. 

cal.  no.  749-40-BZ — Application,  July  8,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Anthony  J.  Daidone,  Assistant  to 
Director,  Bureau  of  Architecture,  De¬ 
partment  of  Public  Works,  applicant, 
on  behalf  of  City  of  New  York,  owner, 
to  permit  in  a  residence  use  district  the 
erection  and  maintenance  of  a  pumping 
station  to  be  used  in  connection  with  a 
sewage  disposal  plant;  premises  south¬ 
east  part  of  Hart  Island,  opposite  Scho¬ 
field  street,  City  Island,  Borough  of  The 
Bronx. 

cal.  no.  375-40-BZ — Application,  April  11,  1940,  under  sec¬ 
tions  7a,  7c  and  21  of  the  building  zone 
resolution,  of  Thomas  O’Rourke  Gal¬ 
lagher.  applicant,  on  behalf  of  Walter 
A.  Beaudel,  owner  (Beaudel  Brothers, 
lessees),  to  permit  in  a  residence  use 
district  the  alteration  and  reconstruction 
of  an  existing  gasoline  service  station ; 
premises  144-12  Springfield  boulevard, 
northwest  corner  of  North  Conduit 
boulevard,  and  186-08  144th  avenue, 
southwest  corner  of  Springfield  boule¬ 
vard  (Block  No.  3816,  Lot  No.  76  and 
part  of  Lot  No.  63),  Springfield  Gar¬ 
dens,  Borough  of  Queens. 
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cal.  no.  489-38-BZ— Application  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Sam  Schwartz 
and  Joseph  Schwartz,  owners,  reopened 
October  3.  1939,  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a 
residence  use  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  (previously  denied  by  the  Board)  ; 
premises  219-01  North  Conduit  boule¬ 
vard  (avenue)  and  144-01  to  144-09 
Springfield  boulevard,  northeast  corner 
(Block  No.  3820,  Lot  No.  4),  Spring- 
field  Gardens,  Borough  of  Queens. 

Appeal  from  Administrative  Decision. 

554-40- A — 2146  Gerrittsen  avenue,  west  side.  280  ft.  north 
of  Avenue  “U”  (Block  No.  7341,  Lot  No. 
4),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK.  Chairman. 


OCTOBER  22,  1940,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

597-40-A — 154  Henry  street,  west  side.  19  ft.  3  in.  north  of 
Love  lane  (Block  No.  236,  Lot  No.  137). 
Borough  of  Brooklyn. 

910-40-A — 135-60  108th  street,  west  side,  between  Peconic 
street  and  135th  avenue  and  in  bed  of 
Peconic  street,  1,100  ft.  north  of  North 
Conduit  avenue  (Block  No.  11562,  Lot  No. 
7.  and  Block  Nos.  11564  and  11539,  Lot 
Nos.  1  in  each  block),  Aqueduct,  Borough 
of  Queens  (Aqueduct  Race  Track)  ; 
(under  section  35,  General  City  Law,  re 
Bed  of  Mapped  Street). 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  October 
22,  1940,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 

cal.  no.  919-40-BZ — Application,  September  17,  1940,  under 
section  7j  of  the  building  zone  resolu¬ 
tion,  of  George  A.  Boehm,  applicant, 
on  behalf  of  Victor  Moore  and  Broad- 
way-75th  Street  Corporation,  owners,  to 
permit  in  a  business  use  district  the 
erection  of  a  business  building  to  be 
occupied  in  part  as  a  bus  station ;  prem¬ 
ises  74-11  to  74-21  Broadway,  north 
side,  116.7  ft.  east  of  Roosevelt  avenue, 
74-12  to  74-20  Roosevelt  avenue  and 
40-02  to  40-14  75th  street  (Block  No. 
1485,  Lot  Nos.  29  and  33).  Jackson 
Heights,  Borough  of  Queens. 

cal.  no.  953-40-BZ — Application,  October  1.  1940,  under 
sections  7a  and  7c  of  the  building  zone 
resolution,  of  Electus  D.  Litchfield,  ap¬ 
plicant,  on  behalf  of  Fairchild  Aviation 
Corporation,  owner,  to  permit  the  erec¬ 
tion  of  an  extension  to  a  factory  build¬ 
ing  in  a  business  use  district  on  a  plot 
located  partly  in  an  unrestricted  use 
district  and  partly  in  a  business  use  dis¬ 
trict;  premises  134-22  Jamaica  avenue, 
south  side,  200.17  ft.  west  of  Van  Wyck 


boulevard,  and  88-06  Van  Wyck  boule¬ 
vard  (Block  No.  9342,  (236),  Lot  Nos. 
25,  9  and  7),  Jamaica.  Borough  of 
Queens. 

HARRIS  LI.  MURDOCK,  Chairman. 


OCTOBER  29,  1940,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions  of 
the  building  zone  resolution,  Tuesday  morning,  October  29, 
1940,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  Man¬ 
hattan,  on  the  following  matters : 

cal.  no.  562-32-BZ — Application  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Silgreen  Hold¬ 
ing  Corporation,  owner,  reopened  No¬ 
vember  15,  1938.  under  section  21  of  the 
building  zone  resolution,  to  permit  in 
a  business  use  district  the  maintenance 
of  a  gasoline  service  station,  previously 
granted  by  the  Board  for  a  temporary 
period;  premises  208-16  Foch  boulevard, 
southwest  corner  of  Springfield  boule¬ 
vard  (Block  No.  3358.  Lot  No.  50), 
St.  Albans,  Borough  of  Queens. 

cal.  no.  470-40-BZ — Application,  May  3,  1940,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  William  Cohn, 
owner  (Jacob  Newmark,  lessee),  to 
permit,  partly  in  a  business  use  dis¬ 
trict  and  partly  in  a  residence  use  dis¬ 
trict,  the  extension  of  an  existing  gaso¬ 
line  service  station  and,  also,  the  park¬ 
ing  and  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  4070-4076 
Broadway,  southeast  corner  of  West 
172nd  street  (Block  No.  2141,  Lot  Nos. 
17  to  20,  inclusive),  Borough  of  Man¬ 
hattan. 

cal.  no.  223-40-BZ — Application,  March  1,  1940,  under  sec¬ 
tions  21  and  7f  of  the  building  zone 
resolution,  of  Samuels  and  Samuels, 
applicants,  on  behalf  of  Elmo  Realty 
Corporation,  owner,  to  permit  in  a  busi- 
.  ness  use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station; 
premises  2876-2884  Eastern  boulevard 
and  1068-1074  Revere  avenue,  southeast 
corner  (Block  No.  5531,  Lot  Nos.  1 
and  4),  Borough  of  The  Bronx. 

cal.  no.  578-40-BZ — Application,  May  28,  1940,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  Ozark  Realty 
Corporation,  owner,  to  permit  in  a  busi¬ 
ness  use  district  the  alteration  and  ex¬ 
tension  of  an  existing  gasoline  service 
station;  premises  1716-1726  Utica  ave- 
nue^  southwest  corner  of  Avenue  “I 
(Block  No.  7775,  Lot  No.  47).  Bor¬ 
ough  of  Brooklyn. 

cal.  no.  1289-39-BZ — Application,  October  17,  1939,  under 
sections  21  and  7h  of  the  building  zone 
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resolution,  of  Charles  Gomes,  applicant 
and  lessee,  on  behalf  of  Port  of  New 
York  Authority,  owner,  to  permit  in  a 
retail  use  district  the  use  of  premises 
for  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  423- 
425  West  35th  street,  northeast  corner 
of  Dyer  avenue  (Block  No.  733,  Lot 
Nos.  21  and  22),  Borough  of  Manhat¬ 
tan. 

(AL.  no.  124-36-BZ — Application  of  J.  Jacques  Stone,  annli- 
cant,  on  behalf  of  Trustees  of  Mortgage 
Series  C-2,  owner  (Meyer  Parking 
Corporation,  lessee),  reopened  and  re¬ 
stored  to  Calendar  September  17,  1940, 
under  section  7h  of  the  building  zone 
resolution,  to  permit  in  a  restricted  re¬ 
tail  use  district  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles 
(previously  dismissed  for  lack  of  prose¬ 
cution)  ;  premises  63-67  West  35th 
street,  north  side,  100  ft.  east  of  Sixth 
avenue  (Block  No.  837,  Lot  No.  6), 
Borough  of  Manhattan. 

cal.  NO.  329-37-BZ— Application  of  William  Shary,  appli¬ 
cant,  on  behalf  of  P.  &  A.  D.  Rubin,  In¬ 
corporated,  owner,  reopened  July  2, 
1940,  under  sections  7b.  7c  and  21  of  the 
building  zone  resolution,  to  permit  in  a 
residence  use  district  the  erection  of  an 
extension  to  be  used  for  business  pur¬ 
poses  (store)  to  an  existing  building 
used  for  a  multiple  dwelling  with  stores, 
located  partly  in  a  business  use  district 
and  partly  in  a  residence  use  district, 
and  previously  granted  by  the  Board; 
premises  888  Grand  Concourse  and  172- 
180  East  161st  street,  southeast  corner 
(Block  No.  2459,  Lot  No.  34),  Bor¬ 
ough  of  The  Bronx. 


cal.  no.  347-40-BZ — Application  of  Thomas  W.  Lamb,  In¬ 
corporated,  applicant,  on  behalf  of 
Bowery  Savings  Bank,  owner,  reopened 
September  10.  1940,  under  sections  7h 
and  21  of  the  building  zone  resolution, 
to  permit  in  a  business  use  district  the 
maintenance,  on  a  portion  of  the  prem¬ 
ises,  for  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  479-495  Lexington  avenue, 
east  side,  from  East  46th  street  to  East 
47th  street,  127-149  East  46th  street  and 
130-136  East  47th  street  (Block  No. 
1301,  Lot  Nos.  20  to  28,  inclusive,  and 
47  to  53,  inclusive),  Borough  of  Man¬ 
hattan. 

CAL-  no.  991-40-BZ — Application,  October  11,  1940,  under 
section  7a  of  the  building  zone  resolu¬ 
tion,  of  Herbert  S.  Thomson,  applicant, 
on  .behalf  of  Unexcelled  Manufacturing 
Company,  owner,  to  permit  in  a  resi¬ 
dence  use  district  the  erection  of  three 
(3)  business  buildings  to  be  used  in  con¬ 
junction  with  an  existing  plant  for  the 
manufacture  of  pyrotechnics ;  premises 
1208  Richmond  avenue,  west  side,  400 
ft.  south  of  Lisk  avenue  (Buildings  A, 
B  and  C)  ;  (Block  No.  1660,  Lot  No. 
1),  Graniteville,  Borough  of  Richmond. 


cal.  no.  672-40-BZ — Application,  June  20,  1940.  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Joseph  B.  Lynch,  appli¬ 
cant,  on  behalf  of  Mary  DuBritz  and 
Rose  DuBritz.  owners  (Colonial  Beacon 
Oil  Company,  lessee),  to  permit  in  a 
business  use  district  the  removal  of 
existing  building  and  replacement  with 
new  buildings  and  relocation  of  pumps 
on  an  existing  gasoline  service  station; 
premises  413-419  Empire  boulevard  and 
458-464  New  York  avenue,  northwest 
corner  (Block  No.  1309,  Lot  No.  120), 
Borough  of  Brooklyn. 

cal.  xo.  544-40-BZ— Application,  May  20,  1940,  under  sec¬ 
tions  21  and  7c  of  the  building  zone 
resolution,  of  Morris  Perlstein,  appli¬ 
cant,  on  behalf  of  Coney  Island  Soda 
Water  Corporation,  owner,  to  permit, 
partly  in  a  residence  use  district  and 
partly  in  a  business  use  district,  the 
erection  of  an  extension  to  an  existing 
building  used  for  factory,  storage,  office 
and  dwelling  (the  proposed  extension 
to  be  used  for  storage)  ;  premises 
2226-2228  Neptune  avenue  and  2813 
West  23rd  street,  southeast  corner,  and 
east  side  of  West  23rd  street,  95  ft. 
south  of  Neptune  avenue  (Block  No. 
7016,  Lot  Nos.  1  and  83),  Borough  of 
Brooklyn. 

cal,  no.  471-40-BZ  Application,  May  6,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Philip  Birnbaum,  applicant,  on  be¬ 
half  of  Crescent  Holding  Corporation, 
owner,  to  permit,  partly  in  a  residence 
use  district  and  partly  in  a  retail  use 
district,  the  maintenance  of  a  garage 
for  more  than  five  (5)  motor  vehicles 
accessory  to  and  within  a  multiple 
dwelling;  premises  Block  front,  north 
side  of  77th  avenue,  from  Queens  boule¬ 
vard  to  113th  street  (Block  No.  2266, 
Lot  No.  79),  Forest  Hills,  Borough  of 
Queens. 


Appeals  from  Administrative  Decisions. 

cal.  no.  917-40-A-MD — Application,  September  16,  1940, 
under  section  60  of  the  Multiple 
Dwelling  Law,  of  Philip  Birnbaum,  ">p- 
plicant,  on  behalf  of  Crescent  Holding 
Corporation,  owner,  to  permit,  partly 
in  a  residence  use  district  and  partly  in 
a  retail  use  district,  the  maintenance  of 
a  garage  for  more  than  five  (5)  motor 
vehicles  accessory  to  and  within  a  mul¬ 
tiple  dwelling;  premises  Block  front, 
north  side  of  77th  avenue,  from  Queens 
boulevard  to  113th  street  (Block  No. 
2266,  Lot  No.  79),  Forest  Hills,  Bor¬ 
ough  of  Queens. 


623-40-A — 2226-2228  Neptune  avenue  and  2813  West  23rd 
street,  southeast  corner  and  east  side  of 
West  23rd  street.  95  ft.  south  of  Neptune 
avenue  (Block  No.  7016,  Lot  Nos.  1  and 
83),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 
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OCTOBER  29,  1940,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

636-40-A — 79  Rutgers  Slip  and  260  South  street,  northeast 
corner  (Block  No.  247,  Lot  No.  1),  Bor¬ 
ough  of  Manhattan. 

808-40-A — 133  Middleton  street,  north  side,  200  ft.  east  of 
Marcy  avenue  (Block  No.  2237,  part  of 
Lot  No.  S3),  Borough  of  Brooklyn. 


NOVEMBER  6,  1940,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Wednesday  morning,  No¬ 
vember  6,  1940,  at  10  o’clock,  in  Room  1013,  Municipal 
Building,  Manhattan,  on  the  following  matters: 

cal.  no.  372-29-BZ — Application  of  John  F.  Meehan,  ap¬ 
plicant,  on  behalf  of  Dollar  Savings 
Bank  of  the  City  of  New  York,  owner, 
reopened  April  9,  1940,  under  section 
21  of  the  building  zone  resolution,  to 
permit  the  further  extension  into  a 
residence  use  district  of  a  business 
building  (stores)  previously  granted  by 
the  Board ;  premises  2330  Grand  Con¬ 
course,  east  side,  150  ft.  south  of  Field 
place,  and  2329  Ryer  avenue  (Block 
No.  3159,  Lot  No.  12),  Borough  of  The 
Bronx, 

cal.  no.  398-40-BZ — Application,  April  16.  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Anthony  M.  DeRose,  applicant,  on 
behalf  of  Nuarb  Realty  Company, 
owner,  to  permit  in  an  “F”  area,  resi¬ 
dence  use  district  the  maintenance  of  a 
dwelling  without  the  required  setback 
and  with  side  yards  less  than  the  re¬ 
quired  widths ;  premises  940  Metcalf 
avenue,  east  side,  176  ft.  4  in.  south  of 
Eastern  boulevard  (Block  No.  3659, 
Lot  No.  20),  Borough  of  The  Bronx. 

cal,  no.  399-40-BZ — Application,  April  16,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Anthony  M.  DeRose,  applicant,  on 
behalf  of  Marie  Braun,  owner,  to  permit 
in  an  “F”  area,  residence  use  district  the 
erection  of  a  dwelling  set  back  from 
the  building  line  less  than  the  required 
15  ft.,  to  be  provided  with  side  yards 
less  than  the  required  width  and  to  oc¬ 
cupy  a  greater  area  of  the  lot  than  per¬ 
mitted  ;  premises  942  Metcalf  avenue, 
east  side,  151  ft.  4  in.  south  of  Eastern 
boulevard  (Block  No.  3659,  Lot  No. 
21),  Borough  of  The  Bronx. 

cal.  no.  400-40-BZ — Application,  April  16,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Anthony  M.  DeRose,  applicant,  on 
behalf  of  Marie  Braun,  owner,  to  permit 
in  an  “F”  area,  residence  use  district 
the  maintenance  of  a  dwelling  exceeding 
the  area  of  coverage  permitted  to  be  set 
back  from  the  building  line  less  than 


the  required  15  ft.  and  to  be  provided 
with  a  side  yard  of  less  than  the  re¬ 
quired  width ;  premises  944  Metcalf 
avenue,  east  side,  124.42  ft.  south  of 
Eastern  boulevard  (Block  No.  3659, 
Lot  No.  22),  Borough  of  The  Bronx. 

cal.  no.  401-40-BZ — Application,  April  16,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Anthony  M.  DeRose,  applicant,  on 
behalf  of  Marie  Braun,  owner,  to  per-, 
mit  in  an  “F”  area,  residence  use  dis¬ 
trict  the  erection  of  a  dwelling  to  be 
set  back  from  the  building  line  less  than 
the  required  15  ft.  and  to  be  provided'' 
with  side  yards  1  in.  less  than  the  width 
required ;  premises  946  Metcalf  avenue, 
east  side.  94.42  ft.  south  of  Eastern 
boulevard  (Block  No.  3659,  Lot  No. 
23),  Borough  of  The  Bronx. 


cal.  no.  494-40-BZ— Application,  May  8,  1940.  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  John  F.  Meehan,  appli¬ 
cant,  on  behalf  of  Johanna  C.  Funke, 
owner,  to  permit,  partly  in  a  business 
use  district  and  partly  in  an  unrestricted 
use  district,  the  erection  and  mainte¬ 
nance  of  a  gasoline  service  station ; 
premises  2084  Bronx  street  and  1038 
East  180th  street,  southeast  corner 
(Block  No.  3141,  Lot  No.  30),  Borough 
of  The  Bronx. 

cal.  no.  925-40-BZ — Application,  September  18,  1940,  under 
section  21  of  the  building  zone  resolu¬ 
tion.  of  I.  L.  Crausman,  applicant,  on 
behalf  of  Gelson  Realty  Corporation, 
owner,  to  permit  in  a  business  use  dis¬ 
trict  the  erection  of  a  business  building 
(stores)  with  show  windows  and  en¬ 
trances  extending  more  than  25  ft.  along 
a  street  abutting  a  residence  use  dis¬ 
trict;  premises  4349-4351  Broadway  and 
706  West  186th  street,  southwest  corner 
(Block  No.  2180,  part  of  Lot  No.  135) , 
Borough  of  Manhattan. 


cal.  no.  860-40-BZ — Application,  August  16,  1940,  under 
sections  21  and  7f  of  the  building  zone 
resolution,  of  Edgar  J.  Moeller,  appli-' 
cant,  on  behalf  of  Fairtown  Construc¬ 
tion  Corporation,  owner,  to  permit  in  a 
business  use,  “D”  and  “E”  area  district 
the  erection  of  a  business  building 
covering  a  greater  area  of  that  portion 
of  the  plot  within  the  “E”  area  district, 
than  permitted,  to  permit  the  omission 
of  the  required  setback  within  the  “E 
area  district  and  to  use  a  portion  of  the. 
building  as  a  garage  for  more  than  five 
(5)  motor  vehicles;  premises  77-40  to 
77-68  Vleigh  place,  northwest  corner  of 
78th  avenue  (Block  No.  6608,  Lot  No. 
2),  Flushing,  Borough  of  Queens. 


Appeal  from  Administrative  Decision. 

982-40-A — 77-40  to  77-68  Vleigh  place,  northwest  corner  of 
78th  avenue  (Block  No.  6608,  Lot  No.  2), 
Flushing,  Borough  of  Queens  (under  sec- 
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tion  35.  General  City  Law— re  Bed  cf 
Mapped  Street). 

HARRIS  H.  MURDOCK,  Chairman. 
— 

NOVEMBER  6,  1940,  2  P.  M. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Wednesday  afternoon,  No¬ 
vember  6,  1940,  at  2  o’clock,  in  Room  1013,  Municipal 
Building,  Manhattan,  on  the  following  matter: 

al.  no.  1530-39-BZ— Application,  December  21,  1939.  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Morris  Perlstein,  applicant,  on 
behalf  of  Providence  Marino,  owner 
(Harold  Holzhauser,  lessee),  to  permit 
in  a  retail  use  district  the  conversion  of 
occupancy  of  a  frame  building  contain¬ 
ing  a  cow  stable  and  hay  loft  to  riding 
academy  and  stable  for  more  than  five 
(5)  horses  and  hay  loft;  premises  89-38 
70th  drive,  southeast  corner  of  Sybilla 
street  (Block  No.  3899,  Lot  No.  32), 
Forest  Hills.  Borough  of  Queens. 

Appeal  from  Administrative  Decision. 

670-40-A — 89-38  70th  drive,  southeast  corner  of  Sybilla 
street  (Block  No.  3899,  Lot  No.  32),  For¬ 
est  Hills,  Borough  of  Queens  (under  sec¬ 
tion  35,  General  City  Law— re  Bed  of 
Mapped  Street). 

HARRIS  H.  MURDOCK,  Chairman. 
_ 

NOVEMBER  13,  1940,  2  P.  M. 

Appeal  from  Administrative  Decision. 

831-40-A — 171  Bay  Ridge  avenue,  north  side,  260  ft.  west 


of  Ridge  boulevard  (Block  No.  5861,  Lot 
No.  69),  Borough  of  Brooklyn. 


NOVEMBER  19,  1940,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  budding  zone  resolution,  Tuesday  morning,  November 
19,  1940,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters: 

CAL.  NO.  297-40-BZ— Application.  March  20,  1940,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  Henry  Nordheim,  appli¬ 
cant,  on  behalf  of  The  Mutual  Life  In¬ 
surance  Company,  owner  (Louwer 
Garage  Corporation,  lessee),  to  permit, 
partly  in  a  business  use  district  and 
partly  in  a  residence  use  district,  for  a 
temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles: 
premises  1407-1419  College  avenue,  west 
side.  215  ft.  south  of  East  171st  street 
(Block  No.  2786,  parts  of  Lot  Nos.  2, 
6  and  29),  Borough  of  The  Bronx. 

cal.  no.  362-34-BZ — Application  of  Abraham  N.  Horwitz. 

applicant,  on  behalf  of  1230  Jerome 
Avenue  Corporation,  owner,  reopened 
October  8,  1940,  for  consideration  as  to- 
extension  of  permit — re  Application, 
previously  granted  on  condition  under 
section  21  of  the  building  zone  resolu¬ 
tion,  permitting  in  a  business  use  dis¬ 
trict  the  change  of  occupancy  of  an 
existing  building  to  a  garage  for  more 
than  five  (5)  motor  vehicles  for  a  tem¬ 
porary  period;  premises  1230-1234 
Jerome  avenue,  east  side,  165  ft.  6  in. 
north  of  East  167th  street  (Block  No. 
2489,  Lot  No.  8),  Borough  of  The 
Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  OCTOBER  8,  1940. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Ium  and  Assistant  Chief  McCarthy. 

The  minutes  of  the  regular  meeting  of  the  Board  held  on 
uesday  morning,  September  24,  1940,  and  the  regular  meet- 
‘g  of  the  Board  held  on  Tuesday  afternoon,  Septemeber  24. 
'40«  were  approved  as  printed  in  Bulletin  No.  40,  Volume  25. 


BUILDING  ZONE  CASES. 

'8-40-BZ. 

•  PPLICANT — Lama  and  Proskauer,  for  Ozark  Realty 
Corporation,  owner. 

OBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  sections  7c  and  21  cf 
the  building  zone  resolution,  to  permit  in  a  business 


use  district  the  alteration  and  extension  of  an  exist¬ 
ing  gasoline  service  station. 

PREMISES  AFFECTED — 1716-1726  Utica  avenue,  south¬ 
west  corner  of  Avenue  I  (Block  No.  7775,  Lot  No. 
47),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant.:  Alfred  A.  Lama  and  Louis  I.  Sieven. 
For  Opposition:  Herman  Levine,  Dr.  Rosner,  Harry 
Dorshkin  and  C.  Maresca. 

ACTION  OF  BOARD — Laid  over  to  October  29.  1940,  at 
10  A.M.,  for  applicant  to  file  additional  plans. 


223-16-BZ. 

APPLICANT — Lama  and  I  skauer,  for  Malbone  Garage, 
Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  (re  decision  of  the  borough  superin¬ 
tendent  of  buildings)  under  section  21  of  the  build- 
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ing  zone  resolution,  to  permit  in  a  business  use  dis¬ 
trict  the  change  of  ocupancy  of  garage  for  more 
than  five  (5)  motor  vehicles  (previously  granted 
by  the  Board)  to  garage  for  more  than  five  (5) 
motor  vehicles,  gasoline  service  station,  lubritorium 
and  office. 

PREMISES  AFFECTED— 172-186  Empire  boulevard, 
south  side,  190  ft.  east  of  Bedford  avenue  (Block 
No.  1314,  Lot  No.  15),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

ACTION  OF  BOARD— Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

Negative  .  ^ 


SUBJECT — Application  (re  decision  of  the  borough  super 
intendent  of  buildings),  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  business  use 
district  the  maintenance  of  a  gasoline  service  station 
and  motor  vehicle  repair  shop. 

PREMISES  AFFECTED — 105  Rockaway  Breezy  boule¬ 
vard,  north  side,  400  ft.  east  of  Reid  avenue  (Block 
No.  900,  Lot  No.  1),  Rockaway  Point,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  withdrawn  on  written 
request. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


97-37-BZ. 

APPLICANT— Theodore  R.  Feinberg.  for  Eleanor  C. 

Stoffel,  Cornelius  Cameron  and  Lillian  Covert, 
owners  (Harry  Lander,  lessee). 

SUBJECT— Application  for  consideration— reopening  and 
rehearing  on  new  facts  (re  decision  of  the  borough 
superintendent  of  buildings),  under  section  7h  of  the 
building  zone  resolution,  to  permit  in  a  business  use 
district  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles  (previously  granted  on  condition 
by  Board;  Court  referred  matter  back  to  Board. 
Reopened  by  Board  and  resolution  of  December  14, 
1937,  granting  application  rescinded). 

PREMISES  AFFECTED— 1404-1428  East  New  York  ave¬ 
nue,  southwest -corner  of  Amboy  street  (Block  No. 
3495,  Lot  Nos.  12  and  16),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Theodore  R-  Feinberg. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

Negative  .  u 


729-38-BZ. 

APPLICANT— Lama  and  Proskauer,  for  Talbo  Gasoline 
Company,  Incorporated,  owner. 

SUBJECT— Application  for  consideration— roepemng  and 
reconsideration  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  section  7c  of  the 
building  zone  resolution,  to  permit  in  a  business  use 
district  the  extension  of  an  existing  gasoline  service 
station  (previously  denied). 

PREMISES  AFFECTED— 3150-3158  Boston  Post  road, 
southeast  corner  of  Laconia  avenue  (Block  No. 
4614,  Lot  No.  9),  Borough  of  The  Bronx. 


APPEARANCES—  ,  t  T  .  .  _ 

For  Applicant :  Alfred  A.  Lama  and  Morris  Bogart. 
ACTION  OF  BOARD— Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

Negative  . .  j 


1515-39-BZ. 

APPLICANT— Clinton  C.  Tyrrell,  for  Rockaway  Point  De¬ 
velopment  Corporation,  owner  (Rockaway  Oper¬ 
ating  Company,  Incorporated,  lessee. 


335-40-BZ.  I  ' 

APPLICANT — Samuels  and  Samuels,  for  Long  Island 
Sound  Realty  Company,  owner.  i 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  sections  21  and  7f  of 
the  building  zone  resolution,  to  permit,  partly  in  a 
residence  use  district  and  partly  in  a  business  use 
district,  the  erection  and  maintenance  of  a  gasoline 
service  station. 

PREMISES  AFFECTED— 246-09  to  246-19  Northern 
boulevard  and  43-70  to  43-80  247th  street,  north¬ 
west  corner  (Block  No.  8112,  Lot  No.  25),  Little 
Neck,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Ernest  W.  Bruner. 

For  Opposition:  George  J.  Poynton. 

ACTION  OF  'BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

THE  RESOLUTION— 

(335-40-BZ) 

Whereas,  Samuels  and  Samuels,  for  Long  Island  Sound 
Realty  Company,  owner,  filed  April  3,  1940,  an  application 
under  sections  21  and  7f  of  the  building  zone  resolution,  to. 
permit,  partly  in  a  residence  use  district  and  partly  in  a  busi¬ 
ness  use  district,  the  erection  and  maintenance  of  a  gasoline 
service  station;  premises  246-09  to  246-19  Northern  boule¬ 
vard  and  43-70  to  43-80  247th  street,  northwest  corner 
(Block  No.  8112,  Lot  No.  25),  Little  Neck,  Borough  oi 
Queens ;  and  _  ■ 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  October  8,  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Northern  boulevard  is  in  a  business 
use  district;  247th  street  and  245th  street  are  in  residence 
and  business  use  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent  oi 
buildings,  on  New  Building  Application  No.  818-40,  datec 
February  20,  1940,  reads: 

“1.  The  erection  of  a  gasoline  service  station  and  ac¬ 
cessory  building  on  a  plot  located  partly  in  a  residence 
and  partly  in  a  business  district  is  contrary  to  the  Zon. 
Resolution.  (Art.  2,  Sec.  3  and  4  B.Z.R.).  Applicatioi 
denied.” 

and 

Whereas,  the  premises  consist  of  an  irregular  plot  o 
ground  having  a  frontage  of  129  ft.  cm  Northern  boulevard 
119  ft.  on  247th  street  and  a  distance  of  157  ft.  along  tn> 
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vest  lot  line ;  an  irregular  shaped  area  at  the  northerly  por- 
ion  of  the  plot  is  located  in  a  residence  use  district  and  the 
cmainder  is  located  in  a  business  use  district ;  it  is  proposed 
o  erect  upon  the  plot  a  one-story  structure,  52  ft.  by  27  ft., 
rregular  in  area,  to  be  used  as  office,  lubritorium  and  auto 
aundry  and,  also,  to  install  the  necessary  tanks  and  pumps 
or  a  gasoline  service  station ;  and 

Whereas,  these  premises  and  the  surrounding  area  were 
nspectcd  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  the  applicant  failed  to 
ubstantiate  his  basis  of  appeal  under  section  21  of  the  build- 
ng  zone  resolution,  and  that  there  was  no  justification  for 
he  exercise  of  the  Board’s  discretion  to  grant  under  section 
f  of  the  building  zone  resolution. 

Resolved ,  that  the  decision  of  the  borough  superintendent 
>f  buildings,  on  New  Building  Application  No.  818-40,  Ob- 
ection  No.  1,  be  and  it  hereby  is  affirmed  and  that  the  ap¬ 
plication  be  and  it  hereby  is  denied. 


60-40-BZ. 

APPLICANT — Henry  Nordheim,  for  Marion  Ward,  owner 
(Arthur  C.  Bergen,  lessee). 

tUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  sections  7b.  7c  and 
21  of  the  building  zone  resolution,  to  permit,  partly 
in  an  unrestricted  use  district  and  partly  in  a  busi¬ 
ness  use  district,  the  conversion  of  occupancy  of  an 
existing  building  to  a  garage  for  more  than  five  (5) 
motor  vehicles,  automobile  showroom  and  motor  ve¬ 
hicle  renair  shop. 

REMISES  AFFECTED — 430-432  East  188th  street,  south 
side,  100.48  ft.  east  of  Park  avenue,  and  451-453 
Cyrus  place  (Block  No.  3041,  Lot  No.  37),  Bor¬ 
ough  of  The  Bronx. 

PPEARANCES — 

For  Applicant:  Henry  Nordheim  and  Arthur  C. 
Bergen. 

For  Opposition :  G.  Hebe  Urbanski. 

.CTION  OF  BOARD — Application  granted  on  condition. 
HE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


HE  RESOLUTION— 

(560-40-BZ) 

Whereas.  Henry  Nordheim.  for  Marion  Ward,  owner, 
ed  May  24.  1940,  an  application  under  sections  7b,  7c  and 
of  the  building  zone  resolution,  to  permit,  partly  in  an  un- 
■stricted  use  district  and  partly  in  a  business  use  district, 
ie  conversion  of  occupancy  of  an  existing  building  to  a 
'rage  for  more  than  five  (5)  motor  vehicles,  automobile 
lowroom  and  motor  vehicle  repair  shop ;  premises  430-432 
ast  188th  street,  south  side,  100.48  ft.  east  of  Park  avenue, 
id  451-453  Cyrus  place  (Block  No.  3041,  Lot  No.  37).  Bor- 
igh  of  The  Bronx ;  and 

.Whereas,  a  public  hearing  was  held  on  this  application 
"  the  Board  of  Standards  and  Appeals,  at  its  regular  meet- 
■g,  October  8,  1940,  after  due  notice  by  publication  in  the 
ur  111  ^ie  ®oar<^  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build- 
g  zone  resolution  show  that  188th  street  and  Cyrus  place 
t  in  business  and  unrestricted  use  districts ;  Third  avenue 
in  an  unrestricted  district ;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
Hidings,  on  Alteration  Application  No.  126-28,  dated  May 
t,  1940,  reads: 

‘‘Please  be  advised  that  your  application  for  a  Cer¬ 
tificate  of  Occupancy  for  the  use  of  above  premises  as 
a  non-storage  garage  for  more  than  five  (5)  cars,  auto¬ 
mobile  showroom  and  motor  vehicle  repair  shop,  is 
hereby  denied,  as  the  premises  is  located  in  a  business 
district,  where  use  for  the  storage  of  more  than  five 


(5)  motor  vehicles,  and  a  motor  vehicle  repair  shop  is 
contrary  to  section  4  of  the  Building  Zone  Resolution. 

Violation  No.  1263-40  is  pending.” 
and 

.  Whereas,  the  premises  consist  of  a  plot  of  ground  36.53 
tt.  by  98.28  ft.  in  area,  on  which  is  located  a  one-story  non- 
fireproof  building,  occupied  as  an  electric-plating  factory; 
it  is  proposed  to  convert  the  occupancy  to  an  auto  showroom’ 
motor  vehicle  repair  shop  and  garage  for  more  than  five  (5)’ 
motor  vehicles ;  and 

.  Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 
.  Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7 
subdivision  c,  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted,  under  section  7c  there¬ 
of,  to  permit  the  extension  of  the  proposed  use  into  the  busi¬ 
ness  area,  as  indicated  on  plans  filed  herewith,  on  condition 
that  the  motor  vehicle  repairing  shall  be  restricted  to  the 
portion  as  indicated  and  shall  be  of  a  type  requiring  the  use 
of  hand  tools  only;  that  no  repairing  shall  be  done  other 
than  on  cars  owned  or  taken  in  trade  by  this  agency ;  that 
the  storage  in  the  basement  and  cellar  shall  be  solely  of  cars 
owned  or  taken  in  trade  by  this  agency;  that  this  variation 
shall  continue  only  so  long  as  the  premises  are  not  increased 
in  height  or  area  and  are  occupied  as  herein  permitted ;  that 
all  permits  required  shall  be  obtained  and  all  work  involved 
completed  within  six  (6)  months  from  the  date  of  this  action. 


591-40-BZ. 

APPLICANT  Samuels  and  Samuels  for  Edward  Sperry 
owner. 

SUBJECT  Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  sections  7f  and  21  of 
the  building  zone  resolution,  to  permit  in  a  business 
use  district  and  partly  in  a  residence  use  district  the 
erection  and  maintenance  of  a  gasoline  service  sta¬ 
tion. 

PREMISES  AFFECTED— 168-02  to  168-08  Liberty  avenue 
and  103-01  to  103-03  Merrick  boulevard,  southeast 
corner  (Block  No.  10221,  Lot  No.  7),  Jamaica, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Archie  H.  Samuels. 

For  Opposition:  Nora  L.  Heller  and  P.  Tripardi. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE  TO  GRANT— 

Affirmative:  Commissioners  Savage  and  Blum 

and  Assistant  Chief  McCarthy  .  3 

Negative:  Chairman  Murdock  . "  i 

THE  VOTE  TO  RECONSIDER  TO  IMPOSE  CONDI¬ 
TIONS— 

Affirmative:  Chairman  Murdock.  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

Negative  . 0 

THE  VOTE  TO  GRANT  ON  CONDITION— . 

Affirmative :  Commissioners  Savage  and  Blum 


and  Assistant  Chief  McCarthy  .  3 

Negative:  Chairman  Murdock .  j 

THE  RESOLUTION— 

(591-40-BZ) 


Whereas,  Samuels  and  Samuels,  for  Edward  Sperry, 
owner,  filed  June  3,  1940,  an  application  under  sections  ?f 
and  21  of  the  building  zone  resolution,  to  permit  in  a  business 
use  district  and  partly  in  a  residence  use  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station ;  premises 
168-02  to  168-08  Liberty  avenue  and  103-01  to  103-03  Merrick 
boulevard,  southeast  corner  (Block  No.  10221.  Lot  No.  7), 
Jamaica,  Borough  of  Queens;  and 
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Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  October  8,  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Merrick  boulevard  is  in  an  unre¬ 
stricted  district ;  Liberty  avenue  is  in  a  business  and  unre¬ 
stricted  use  district;  168th  place  (100  ft.  south  of  Liberty 
avenue)  is  in  a  residence  use  district ;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  New  Building  Application  No.  2467,  dated  June 
3,  1940,  reads: 

“1.  The  erection  of  a  building  for  the  occupancy  of 
a  gasoline  service  station  and  accessory  building  in  a 
plot  zoned  for  business  and  residence  is  contrary  to  the 
Zone  Law  (Art.  II,  Sec.  3  and  4,  B.Z.R.).” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  181  it. 
by  104  ft.  in  area,  on  which  there  is  located  two  two-story 
frame  dwellings,  which  are  to  be  demolished,  and  the  plot 
occupied  for  a  gasoline  service  station ;  and 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  f,  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution  and  that  the 
application  be  and  it  hereby  is  granted,  under  setcion  7f 
thereof,  for  a  term  of  five  (5)  years  from  the  date  of  this 
resolution,  to  permit  the  premises  to  be  occupied  as  a  gaso¬ 
line  service  station,  on  condition  that  all  buildings  and  uses 
on  the  plot  shall  be  demolished  and  removed ;  that  the  plot 
shall  be  leveled  substantially  to  the  grade  of  Liberty  avenue ; 
that  there  shall  be  erected  on  the  interior  lot  lines  continu¬ 
ously  a  brick  wall  not  less  than  7  ft.  in  height,  faced  with 
face  brick  on  both  sides ;  that  such  wall  may  be  reduced  to  a 
height  of  4  ft.  within  a  distance  of  7  ft.  from  the  street  build¬ 
ing  lines;  that  the  accessory  building  shall  be  located  toward 
the  rear  corner  of  the  plot  and  shall  be  designed  and  con¬ 
structed  substantially  as  indicated  on  plans  filed  herewith ; 
that  the  accessory  building  shall  be  constructed  of  incom¬ 
bustible  materials,  except  that  the  roof  beams  and  roof 
boarding,  window  frames  and  sash,  door  frames  and  doors 
may  be  of  wood ;  that  the  roof  shall  be  surfaced  with  ap¬ 
proved  slate  shingles ;  that  no  openings  shall  be  constructed 
in  lot  line  walls  opening  upon  adjoining  premises;  that  no 
closure  doors  shall  be  installed  in  the  section  used  for  greas¬ 
ing  and  laundry,  unless  the  greasing  racks  are  of  the  hy¬ 
draulic  type  or  unless  any  pits  installed  are  ventilated  from 
the  pit  through  and  above  the  roof  with  a  fan  of  the  spark- 
proof  type;  that  planting  areas  shall  be  installed  and  main¬ 
tained  substantially  as  indicated ;  that  such  planting  areas 
shall  be  protected  with  concrete  curbs  not  less  than  6  in.  in 
height  and  6  in.  in  width ;  that  any  pumps  erected  shall  be 
not  nearer  than  15  ft.  to  the  street  building  line;  that  the 
pumps  shall  be  of  the  type  approved  by  the  Park  Depart¬ 
ment;  that  the  entire  plot  where  not  occupied  by  accessory 
building,  walls,  planting  areas  and  pumps  shall  be  cement- 
paved  or  surfaced  with  Colprovia  or  other  similar  impervious 
material ;  that  no  bluestone  areas  shall  be  permitted ;  that 
signs  shall  be  restricted  to  permanent  signs  attached  to  the 
accessory  building,  excluding  all  temporary  and  roof  signs, 
but  permitting  the  erection  within  the  building  lines  of  two 
post  standards,  one  toward  the  north  and  one  toward  the 
south,  each  supporting  a  sign,  which  may  be  illuminated,  ad¬ 
vertising  solely  the  brand  of  gasoline  on  sale ;  that  entrances 
to  the  property  shall  be  restricted  to  four,  with  curb  cust 
opposite,  each  not  exceeding  30  ft.  in  width,  and  no  part  of 
any  curb  cut  nearer  the  side  lot  lines  as  produced  than  5  ft. ; 
that  no  automobile  repairing  shall  be  done  on  the  premises ; 
that  there  shall  be  no  parking  of  cars  other  than  those  being 
serviced ;  that  no  portable  gasoline  tanks  shall  be  used  on  or 
from  the  premises ;  that  complete  working  plans  shall  be  sub¬ 


mitted  prior  to  filing  with  the  borough  superintendent  oi 
buildings ;  that  all  permits  required  shall  be  obtained  and  all 
work  involved  completed  within  one  (1)  year  from  the  date 
of  this  resolution. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS1 
554-40-A. 

APPLICANT — Lama  and  Proskauer,  for  Margaret  DiGioia 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 2146  Gerritsen  avenue,  wes 
side,  280  ft.  north  of  Avenue  U  (Block  No.  7341 
Lot  No.  4),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  Abram  Schlef 
stein. 

For  Opposition:  Paul  Friedman. 

ACTION  OF  BOARD — Laid  over  to  October  22,  1940,  a 
10  A.M.,  for  Board  to  be  furnished  with  copy  o 
deed. 

914-40- A. 

APPLICANT — Getty  Realty  Corporation,  owner. 
SUBJECT — Appeal  from  an  order  and  a  decision  of  th< 
borough  superintendent  of  buildings. 

PREMISES  AFFECTED— 2-6  East  61st  street  and  79!' 
Fifth  avenue,  southeast  corner  (Block  No.  1375,  Lo 
No.  67),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  George  F.  Galland. 

For  Administration:  Fred  Dahlem,  Department  o 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  . 

Negative  . 


916-40-A. 

APPLICANT — Westinghouse  Electric  Elevator  Company 
for  Millard  Realty  Corporation,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  borough  super 
intendent  of  buildings. 

PREMISES  AFFECTED— 42-48  East  67th  street,  soul' 
side,  140  ft.  west  of  Park  avenue  (Block  No.  1381 
Lot  Nos.  42)4  to  45,  inclusive),  Borough  of  Man 
hattan. 

APPEARANCES— 

For  Applicant:  Charles  Wieser,  Jr.,  and 
Shroder. 

For  Administration:  Fred  Dahlem,  Department  c 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition.  ■ 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  ( 

Negative  . 

THE  RESOLUTION— 

(916-40-A) 

Whereas,  Westinghouse  Electric  Elevator  Company,  fc 
Millard  Realty  Corporation,  owner,  filed  September  16,  194i 
an  appeal  from  a  decision  of  the  borough  superintendent  c 
buildings ;  premises  42-48  East  67th  street,  south  side,  14 
ft.  west  of  Park  avenue  (Block  No.  1381,  Lot  Nos.  42)4  t 
45,  inclusive),  Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  borough  superintendent  c 
buildings,  on  Application  No.  328-40,  dated  September  1 
1940,  reads : 
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1.  The  side  emergency  exits  in  cars  No.  1  and  No  7 
must  comply  with  Sect.  C  of  13.3.3.3.7.” 

and 

Whereas,  the  building  will  be  twelve  stories  and  pent¬ 
house  (111  ft.)  in  height.  80  ft.  by  80  ft.  5  in.  in  area;  of 
Class  1  construction ;  located  in  a  residence  use  B  area  dis¬ 
trict;  equipped  with  a  standpipe  system,  and  occupied  through¬ 
out  as  a  Class  A  multiple  dwelling;  and 
Whereas,  the  applicant  contends  that  the  elevators  arc 
arranged  so  that  the  passenger  car  opens  on  to  one  corridor 
and  the  service  car  on  to  another  so  as  to  separate  the  two 
classes  of  traffic ,  that  a  wall  between  the  elevators  would 
serve  no  useful  purpose ;  that  it  in  fact  would  block  a  means 
of  egress  from  the  top  of  one  car  to  the  top  of  the  adjacent 
car  which  might  be  useful ;  that  this  particular  arrangement 
of  elevators  was  not  considered  when  the  Code  was  written 
to  require  side  emergency  exits ;  that  who  wrote  the  Code 
had  in  mind  the  conventional  arrangement  of  cars,  side  by 
side,  with  openings  to  the  same  corridor;  that  if  a  wall  is 
omitted,  the  hoistway  entrance  for  all  cars  will  be  equipped 
with  emergency  key  device  and  exit  doors,  as  required  by 
Code  for  cars  in  separate  hatches;  that  the  possibility  of 
passing  from  the  top  of  one  car  to  the  top  of  another  will 
)e  an  additional  means  of  egress. 

Resolved,  that  the  decision  of  the  borough  superintendent 
)f  buildings,  on  Application  No.  328-40,  Objection  No.  1,  be 
.and  it  hcieby  is  modified  and  the  appeal  be  and  it  hereby  is 
fronted  on  condition  that  in  all  other  respects  the  elevators 
n  the  building  shall  meet  the  requirements  of  the  Building 
-ode  for  installation  in  a  single  shaft. 


\djourned,  12:05  P.M. 

Joseph  J.  Doyle.  Chief  Clerk. 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  OCTOBER  8,  1940. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
flum  and  Assistant  Chief  McCarthy. 


BUILDING  ZONE  CASES. 


;91-23-BZ. 

APPLICANT — Alfred  A.  Lama,  for  Radella,  Incorporated, 
owner. 


iLBJECT  Application  for  consideration — reopening  and 
amendment — re  Application  (decision  of  the  super¬ 
intendent  of  buildings),  to  permit  in  a  business  use 
district  the  conversion  of  occupancy  of  an  existing 
building  to  a  garage  for  more  than  five  (5)  motor 
vehicles  (previously  granted). 

REMISES  AhFECTED — 188-238  Empire  boulevard, 
south  side,  99  ft.  3  in.  west  of  Rogers  avenue  (Block 
No.  1314,  Lot  Nos.  21  and  29),  Borough  of  Brook¬ 
lyn. 

vPPEARANCES— 


For  Applicant:  Alfred  A.  Lama  and  James  Scileppi. 
For  Administration:  Dewey  Rothkrug,  Department 
of  Housing  and  Buildings. 

iCTION  OF  BOARD — Application  reopened  and  resolution 
amended. 

?!a)tOTE  T0  Reopen  AND  AMEND  RESOLU- 

l  ION — 

Affirmative:  Chairman  Murdock.  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  . ’  |  ’  o 


'HE  RESOLUTION— 

(891-23-BZ) 

Whereas,  this  application  from  a  decision  of  the  borough 
uperintendent  of  buildings,  to  permit  in  a  business  use  dis- 
nct  the  conversion  of  occupancy  of  an  existing  building  to 


a  garage  for  more  than  five  (5)  motor  vehicles,  was  granted 
by  the  Board  October  23.  1923.  on  certain  conditions;  and 
Whereas,  Alfred  A.  Lama,  for  Radella,  Incorporated, 
owner,  requested  reopening  of  the  application  and  amend¬ 
ment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  October  23,  1923,  so 
that  as  amended  the  resolution  shall  read : 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution 
and  that  the  application  be  and  it  hereby  is  qranted  on 
conditioti  that  the  floor  area  be  subdivided,  approxi¬ 
mately,  into  three  equal  parts  by  fireproof  partitions  ex¬ 
tending  to  the  roof ;  that  any  openings  be  protected  with 
automatic  fireproof  doors;  that  the  premises  be  fire- 
protected  in  accordance  with  the  rules  and  regulations  of 
the  Board  of  Standards  and  Appeals  as  to  standpipe  in¬ 
stallation. 

Resolved  further,  that  in  the  event  the  owner  desires 
to  eliminate  the  garage  use  as  herein  permitted  for  a 
portion  of  the  building  with  a  street  frontage  of  approx¬ 
imately  300  ft.,  as  indicated  on  plans  filed  with  Altera¬ 
tion  Application  No.  4229-40,  such  reversion  to  a  con¬ 
forming  use  may  be  permitted  with  the  balance  of  the 
building  continuing  for  garage  use,  on  condition  that  a 
complete  fire  wall  separation  shall  be  constructed  be¬ 
tween  the  portion  occupied  for  the  garage  and  the  por¬ 
tion  proposed  to  be  occupied  for  a  roller  skating  rink  and 
sports  aretia;  that  no  opening  shall  exist  in  such  wall 
connecting  one  portion  of  the  building  to  the  other;  that 
the  building  may  have  a  roof  of  non-fireproof  construc¬ 
tion,  provided  the  building  in  all  other  respects  is  of  fire¬ 
proof  construction;  that  an  amended  certificate  of  occu¬ 
pancy  upon  completion  shall  be  issued  for  this  amended 
use;  that  the  portion  used  for  the  roller  skating  rink  and 
sports  arena  shall  comply  with  all  requirements  of  all 
laws,,  rules  and  regulations  applicable  thereto,  and  any 
existing  subdividing  wall  in  such  portion  nuty  be  re¬ 
moved;  that  the  garage  portion  shall  comply  with  the 
requirements  of  the  resolution  in  so  far  as  same  apply; 
that  all  permits  shall  be  obtained  and  all  work  completed 
within  one  (1)  year  from  the  date  of  this  amended  reso¬ 
lution. 


362-34-BZ. 

APPLICANT — Abraham  N.  Horwitz,  for  1230  Jerome  Ave¬ 
nue  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
commissioner  of  buildings),  under  section  21  of  the 
building  zone  resolution,  permitting  in  a  business 
use  district  the  change  of  occupancy  of  an  existing 
building  to  a  garage  for  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED — 1230-1234  Jerome  avenue,  east 
side,  165  ft.  6  in.  north  of  East  167th  street  (Block 
No.  2489,  Lot  No.  8),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Abraham  L.  Horwitz. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  November  19,  1940,  at  10  A.M. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


514-24-BZ. 

APPLICANT — Wiliam  Shary,  for  Denman  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment — re  Application  (decision  of  the  superin¬ 
tendent  of  buildings),  under  sections  7a  and  7c  of 
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the  building  zone  resolution,  permitting  in  a  business 
use  district  the  alteration,  extension  and  maintenance 
of  a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED — 303-315  West  96th  street,  north 
side,  100  ft.  west  of  West  End  avenue  (Block  No. 
1887,  Lot  No.  10),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  William  Shary. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(514-24-BZ) 

Whereas,  J.  C.  Holman,  for  Denman  Realty  Company, 
owner,  filed  April  10,  1924,  an  application  under  the  building 
zone  resolution,  to  permit  in  a  business  district  the  alteration, 
extension  and  maintenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles;  premises  303-315  West 
96th  street,  north  side,  100  ft.  west  of  West  End  avenue 
(Block  No.  1887,  Lot  No.  10),  Borough  of  Manhattan;  and 

Whereas,  this  application  was  granted  by  the  Board  June 
10,  1924,  on  certain  conditions,  resolution  amended  April  5, 
1938,  and  October  11,  1938,  and  the  owner  requests  a  further 
amendment  of  the  resolution. 

Resolved ,  that  the  resolution  adopted  by  the  Board  on 
June  10,  1924,  as  amended  April  5,  1938,  and  October  11, 
1938,  be  and  it  hereby  is  further  amended,  so  that  as  amended 
it  shall  read  : 

“ Resolved ,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution, 
and  that  the  application  be  and  it  hereby  is  granted  on 
condition  that  the  extension  shall  not  exceed  in  height 
that  of  the  existing  one-story  garage ;  that  the  rear 
and  side  walls  of  the  proposed  extension  shall  be  un¬ 
pierced  throughout  their  entire  height  and  length ;  that 
the  front  elevations  shall  be  finished  as  to  material 
and  design  in  accordance  with  the  present  structure ; 
that  there  shall  be  no  skylight  installed  within  30  ft.  of 
the  rear  wall,  and  any  skylight  installed  shall  be  glazed 
with  plain  glass,  protected  above  and  below  with  wire 
guards ;  that  in  the  event  the  owner  desires  to  construct 
two  new  doorways  at  the  building  line  and  a  new  curb 
cut  28  ft.  in  width,  as  indicated  on  plans  marked  ‘Re¬ 
ceived  March  11,  1938,’  such  openings  may  be  con¬ 
structed  and  additional  gasoline  pumps  and  tanks  may 
be  installed  within  the  building,  provided  that  no  port¬ 
able  gasoline  tanks  shall  be  used  on  or  from  the  prem¬ 
ises  and  also  that  in  the  event  the  owner  desires  to  re¬ 
arrange  the  first  floor,  thereby  enlarging  the  gasoline 
selling  area  by  removal  of  the  chauffeurs’  room  to  a 
point  now  occupied  as  a  one-car  garage,  such  alteration 
may  be  permitted  and  a  new  curb  cut  not  over  11  ft.  in 
width,  may  be  installed,  provided  the  former  drop  curb 
toward  the  easterly  building  line  as  extended  is  restored. 

Resolved  further,  that  in  the  event  the  owner  desires 
to  construct  an  additional  opening,  approximately  11  ft. 
in  width,  as  indicated  on  plans  marked  ‘Received  Sep¬ 
tember  24,  1940,’  such  additional  opening  may  be  per¬ 
mitted  and  an  additional  gasoline  pump  installed,  pro- 
. .  vided  in  all  other  respects  the  requirements  of  the  reso¬ 
lution  as  amended  April  5,  1938,  and  October  11.  1938, 
are  complied  with.” 


92-36-BZ. 

APPLICANT — Consolidated  Biological  Products,  Incor¬ 
porated,  owner. 

SUBJECT — Application  for  consideration — reopening  and 


amendment — re  Application  (decision  of  the  acting 
borough  superintendent  of  buildings),  under  sections 
7h  and  21  of  the  building  zone  resolution,  permitting 
in  a  business  use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  parking  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 109-131  West  50th  street,  north 
side,  and  110-130  West  51st  street,  south  side,  105 
ft.  west  of  Sixth  avenue  (Block  No.  1003,  Lot  No. 
17),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Theodore  Altman,  Philip  Freshman 
and  David  Brown. 

ACTION  OF  BOARD — Application  reopened  and  resolu-' 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU-i 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  C 


THE  RESOLUTION— 

(92-36-BZ) 

Whereas,  this  application  to  permit  in  a  busniess  use  dis¬ 
trict,  for  a  temporary  period  of  not  more  than  two.  (2) 
years,  the  parking  of  more  than  five  (5)  motor  vehicles 
premises  109-131  West  50th  street,  north  side,  and  110-131 
West  51st  street,  south  side,  105  ft.  west  of  Sixth  avenue 
(Block  No.  1003,  Lot  No.  17),  Borough  of  Manhattan,  was 
granted  by  the  Board  July  14,  1936,  on  certain  conditions 
resolution  amended  February  20,  1940,  and  the  owner  re¬ 
quested  a  further  amendment  of  the  resolution.  j 

Resolved,  that  the  Board  of  Standards  and  Appeals  does, 
hereby  amend  the  resolution  adopted  June  14,  1936.  as 
amended  by  resolution  of  February  20,  1940,  so  that  a: 
amended  the  resolution  shall  read : 

“Resolved,  that  the  Board  of  Standards  and  Appeals; 
does  hereby  make  a  variation  in  the  application  of  th< 
use  district  regulations  of  the  building  zone  resolution 
and  that  the  application  be  and  it  hereby  is  granted 
under  section  7h  thereof,  for  a  term  of  two  (2)  year: 
from  the  date  of  this  resolution,  to  permit  the  premise: 
to  be  occupied  for  the  transient  parking  of  more  thai 
five  (5)  motor  vehicles,  on  condition  that  the  entire  plo 
to  be  so  used,  known  as  Lot  40  as  reapportioned,  and  a: 
indicated  on  revised  plans  filed  at  the  hearing  of  Febru 
ary  20,  1940,  shall  be  arranged  substantially  as  showi 
thereon,  and  shall  be  leveled  to  the  grade  of  West  51s 
street,  and  surfaced  with  steam  cinders,  clean  gravel  o: 
other  similar  material,  properly  rolled  and  bound ;  tha 
entrances  to  this  plot  shall  be  restricted  to  one  to  Wes 
51st  street  toward  the  easterly  end,  not  exceeding  40  ft 
in  width,  and  one  to  West  50th  street,  not  exceeding  3( 
ft.  in  width  with  curb  cuts  opposite  of  similar  width 
that  any  other  curb  cuts  along  West  50th  and  West  51s 
streets  now  existing  shall  be  restored;  that  there  shal 
be  erected  along  the  street  building  lines  of  West  51s 
street  a  substantial  woven  wire  fence  not  less  than  6  ft 
in  height,  except  for  the  entrance  permitted ;  that  alonf 
the  interior  lot  lines  where  walls  of  existing  building 
do  not  occur,  there  shall  be  erected  a  similar  wovei 
wire  fence ;  that  during  the  term  of  this  permit  the  plo 
shall  be  occupied  for  no  other  use  than  that  herein  per 
mitted  and  no  buildings  shall  be  erected  thereon  excep 
that  there  may  be  erected  a  building  as  an  office  am 
shelter  for  the  attendant,  provided  such  building  doe 
not  exceed  150  sq.  ft.  in  area  and  one  story  in  height 
that  no  signs  shall  be  erected  on  the  premises,  excep 
that  there  may  be  erected  at  each  entrance  a  sign  adver 
tising  the  parking  use,  such  sign  not  to  exceed  15  sq.  ft 
in  area,  and  not  to  extend  beyond  the  building  line ;  tha 
any  lighting  installed  shall  be  on  pipe  standards  wit- 
metal  reflectors,  so  arranged  as  to  reflect  toward  th 
center  of  the  parking  lot;  that  proper  aisles  shall  b 
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maintained  at  all  times  for  easy  entrance  and  egress ; 
that  such  portable  fire-fighting  appliances  shall  be  in¬ 
stalled  as  the  fire  commissioner  shall  direct.’’ 


170-37-BZ. 

APPLICANT — Herniine  Corlis,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time — re  Application  (decision  of  the 
commissioner  of  buildings),  under  section  21  of  the 
building  zone  resolution,  permitting  in  a  business 
use  district  the  erection  and  maintenance  of  a  gaso¬ 
line  service  station. 

PREMISES  AFFECTED— 79-05  Little  Neck  road,  south¬ 
east  corner  of  Union  Turnpike  (Block  No.  12.  Lot 
Nos.  4,  5  and  6),  Floral  Park,  Borough  of  Queens 
APPEARANCES— 

For  Applicant :  Albert  Kaufman  and  H.  Corlis. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock.  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(170-37-BZ) 

Whereas,  this  application,  under  section  21  of  the  building 
zone  resolution,  to  permit  in  a  business  use  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station,  premises 
79-05  Little  Neck  road,  southeast  corner  of  Union  Turnpike 
(Block  No.  12,  Lot  Nos.  4,  5  and  6),  Floral  Park,  Borough 
of  Queens,  was  granted  by  the  Board  Arpil  12,  1938,  on  cer¬ 
tain  conditions,  resolution  amended  October  11,  1938,  and 
October  3,  1939;  and 

Whereas,  Albert  Kaufman,  for  Hermine  Corlis.  owner, 
requested  an  extension  of  time  in  which  to  obtain  permits 
and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  12,  1938,  as 
amended  October  11,  1938,  and  October  3,  1939,  only  so  far 
as  it  refers  to  obtaining  permits  and  the  completion  of  the 
work,  so  that  as  amended  this  portion  of  the  resolution  shall 
,  read : 

“that  all  permits  required  shall  be  obtained  and  all  work 
completed  within  one  (1)  year  from  the  date  of  this 
amended  resolution.” 

_ _ 

456-37-BZ. 

APPLICANT — Fannie  Gise.  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
commissioner  of  buildings),  under  section  7h  of  the 
building  zone  resolution,  permitting  in  a  business 
use  district,  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 4866  Broadway,  east  side,  125 
ft.  south  of  West  204th  street  (Block  No.  2234,  Lot 
Nos.  14  and  15),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  J.  J.  Giese. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(456-37-BZ) 

Whereas.  Wallace  F.  McLendon,  for  Fannie  Gise,  owner, 
filed  September  23,  1937,  an  application  under  section  7h  of 


the  building  zone  resolution,  to  permit  in  a  business  use  dis¬ 
trict,  for  a  temporary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles;  premises  4866  Broadway,  east  side,  125  ft.  south  of 
West  204th  street  (Block  No.  2234,  Lot  Nos.  14  and  15), 
Borough  of  Manhattan ;  and 

Whereas,  this  application  was  granted  by  the  Board  Octo¬ 
ber  25,  1938,  on  certain  conditions,  and  the  owner  requested 
an  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  of  October  25,  1938,  only  so  far 
as  it  has  reference  to  the  term  of  the  permit,  so  that  as 
amended  this  portion  of  the  resolution  shall  read  : 

“ granted ,  under  section  7h  thereof,  for  a  temporary  term 
of  two  (2)  years  from  the  date  of  this  amended  resolu¬ 
tion 


537-37-BZ. 

APPLICANT — Isidore  Beerman,  for  Schulte  Realty  Com¬ 
pany,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (re  decision  of 
the  commissioner  of  buildings),  under  sections  7h 
and  21  of  the  building  zone  resolution,  permitting 
in  a  business  use  district,  for  a  temporary  period  of 
not  more  than  two  (2) -years,  the  parking  and  stor¬ 
age  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 72-01  to  72-17  Roosevelt  ave¬ 
nue,  north  side.  100  ft.  west  of  73rd  street,  and  72- 
16  to  72-30  Broadway  (Block  No.  1283,  Lot  Nos. 
72,  80,  90,  93,  97,  99  and  part  of  Lot  No.  84),  Jack- 
son  Heights,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Isidore  Beerman,  D.  Wallett, 
James  J.  Cotter  and  Meyer  P.  Albert. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(537-37-BZ) 

Whereas,  this  application,  under  section  7h  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  use  district,  for  a 
temporary  period  of  two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles,  premises  72-01  to  72-17 
Roosevelt  avenue,  north  side,  100  ft.  west  of  73rd  street,  and 
72-16  to  72-30  Broadway  (Block  No.  1283,  Lot  Nos.  72,  80, 
90,  93,  97  and  99  and  part  of  Lot  No.  84).  Jackson  Heights, 
Borough  of  Queens,  was  granted  by  the  Board  October  18, 
1938,  on  certain  conditions,  and  the  applicant  requested  an 
extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  October  18,  1938,  so 
that  as  amended  the  resolution  shall  read : 

“ Resolved ,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution 
and  that  the  application  be  and  it  hereby  is  granted, 
wider  section  7h,  to  permit  the  premises  to  be  used  for 
the  parking  and  storage  of  more  than  five  (5)  motor  ve¬ 
hicles  for  a  term  of  two  (2)  years  frotn  the  date  of  this 
amended  resolution,  on  condition  that  only  motor  vehicles 
of  the  pleasure-car  type  shall  be  so  stored  or  parked ; 
that  the  premises  shall  be  graded  substantially  to  the 
grade  of  Roosevelt  avenue ;  that  there  shall  be  erected 
on  the  interior  lot  lines  and  street  building  lines  con¬ 
tinuously  a  substantial  woven  wire  fence  not  less  than 
six  (6)  ft.  in  height ;  that  there  shall  be  not  over  two 
openings  to  the  plot  on  Roosevelt  avenue,  each  not  ex¬ 
ceeding  twenty  (20)  ft.  in  width  and  one  entrance  on 
Broadwray  of  similar  width ;  that  during  the  term  of 
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this  variance  the  plot  shall  be  used  for  no  other  purpose 
and  all  other  existing  buildings  and  existing  uses  shall 
be  removed  therefrom,  excepting  there  may  be  erected  a 
building  not  over  one  story  in  height,  which  may  be  of 
frame  construction  and  not  over  150  sq.  ft.  in  area,  used 
as  an  office  and  shelter  for  the  attendant;  that  the 
premises  shall  be  surfaced  with  steam  cinders  or  clean 
gravel  or  other  suitable  material  properly  rolled  and 
treated  with  a  binder  to  prevent  dusting ;  that  such 
lights  as  may  be  erected  for  general  illumination  shall 
be  on  post  standards  with  metallic  reflectors  so  ar¬ 
ranged  as  to  reflect  toward  the  center  of  the  premises ; 
that  no  advertising  signs  shall  be  erected,  except  that 
there  may  be  a  sign,  not  over  15  sq.  ft.  in  area,  attached 
to  the  fence  at  each  entrance,  advertising  only  the  park¬ 
ing  and  storage  use  and  the  rates  charged ;  that  at  all 
times  there  shall  be  maintained  adequate  passageways 
for  easy  entrance  and  exit ;  that  such  portable  fire-fight¬ 
ing  appliances  shall  be  installed  as  the  fire  commissioner 
may  direct.” 


1389-39-BZ. 

APPLICANT — John  F.  Meehan,  for  Dollar  Savings  Bank 
of  the  City  of  New  York,  owner  (Request  for  ap¬ 
proval  of  plans  made  by  Allan  Bradley  Bates,  archi¬ 
tect)  . 

SUBJECT  —  Application  for  consideration  —  reopening, 
amendment  of  resolution  and  approval  of  plans — re 
Application  (decision  of  the  borough  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  permitting  in  a  business  use  district  the 
erection  and  maintenance  of  a  gasoline  service  sta¬ 
tion. 

PREMISES  AFFECTED — 2750  Bailey  avenue  and  260 
West  Kingsbridge  road,  southeast  corner  (Block 
No.  3239,  Lot  Nos.  56  and  57),  Borough  of  The 
Bronx. 

APPEARANCES— 

For  Applicant:  A.  John  Eder  and  Allen  B.  Bates. 

ACTION  OF  BOARD — Application  reopened,  resolution 
amended  and  plans  approved. 

THE  VOTE  TO  REOPEN,  AMEND  RESOLUTION 
AND  APPROVE  PLANS— 

Affirmative:  Commissioners  Savage  and  Blum 


and  Assistant  Chief  McCarthy  .  3 

Negative:  Chairman  Murdock  .  1 

THE  RESOLUTION— 

(1389-39-BZ) 


Whereas,  John  F.  Meehan,  for  Dollar  Savings  Bank  of 
the  City  of  New  York,  owner,  filed  November  13,  1939,  an 
application  under  section  21  of  the  building  zone  resolution, 
to  permit  in  a  business  use  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station ;  premises  2750  Bailey 
avenue,  southeast  corner  of  Kingsbridge  road  (Block  No. 
3239,  Lot  Nos.  56  and  57),  Borough  of  The  Bronx;  and 
Whereas,  this  application  was  granted  by  the  Board  Feb¬ 
ruary  20,  1940,  on  certain  conditions,  and  request  was  made 
for  amendment  of  the  resolution  and  approval  of  plans. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  February  20,  1940,  so 
that  as  amended  the  resolution  shall  read : 

“ Resolved ,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution, 
and  that  the  application  be  and  it  hereby  is  granted. 
under  section  21  thereof,  to  permit  the  plot  to  be  occu¬ 
pied  as  a  gasoline  service  station,  on  condition  that  the 
plot  shall  be  leveled  to  the  grade  of  the  adjoining 
streets;  that  the  gasoline  station  shall  be  arranged  sub¬ 
stantially  as  shown  on  plans  marked  ‘Received  October 
7,  1940’ ;  that  the  accessory  building  shall  be  toward  the 
easterly  side  of  the  plot,  as  shown,  and  shall  not  exceed 
one  story  in  height  and  shall  be  constructed  of  incom¬ 
bustible  materials,  except  that  the  roof  beams  and  roof 


boarding,  window  frames  and  sash,  door  frames  and 
doors  may  be  of  wood,  provided  the  ceiling  is  fire-re¬ 
tarded  throughout  in  accordance  with  the  rules  of  the 
Board  of  Standards  and  Appeals  and  that  the  roof  is 
surfaced  with  approved  non-inflammable  material;  that 
no  pumps  shall  be  erected  nearer  than  15  ft.  to  either 
street  building  line ;  that  curb  cut  entrances  to  the  prem¬ 
ises  shall  consist  of  not  over  one  (1)  from  West  Kings¬ 
bridge  road,  not  over  30  ft.  in  width,  and  two  (2)  from 
Bailey  avenue,  not  over  35  ft.  in  width  each ;  that  there 
shall  be  erected  on  the  interior  lot  lines  a  masonry  wall, 
not  less  than  6  ft.  in  height,  continuouly  from  West 
Kingsbridge  road  to  Bailey  avenue,  except  that  it  may 
be  4  ft.  in  height  within  10  ft.  of  each  street;  that  such 
wall  shall  be  faced  with  face  brick  on  each  side  and  shall 
be  kept  unpainted ;  that  the  entire  plot  where  not  covered 
by  accessory  buildings,  walls  and  planting  areas  shall  be 
paved  either  with  cement,  Colprovia  or  other  similar 
impervious  material,  properly  rolled ;  that  planting  areas 
shall  be  maintained  as  indicated  on  plans  filed  marked 
‘Received  October  7,  1940’ ;  that  protection  curbs  not 
less  than  6  in.  in  width  and  6  in.  in  height  shall  be  lo-! 
cated  and  maintainel  as  shown ;  that  signs  shall  be  re¬ 
stricted  to  permanent  signs  attached  to  the  accessory 
building  and  to  the  illuminated  globes  of  the  pumps,  ex¬ 
cluding  all  temporary  signs  and  roof  signs,  but  permit¬ 
ting  the  erection  within  the  building  line  near  the  inter¬ 
section  of  West  Kingsbridge  road  and  Bailey  avenue 
of  a  post  standard  for  supporting  a  sign,  which  may  be 
illuminated,  advertising  solely  the  brand  of  gasoline  on 
sale,  permitting  such  sign  to  extend  beyond  the  building 
line  for  a  distance  of  not  more  than  4  ft. ;  that  during 
the  term  of  this  permit  the  premises  shall  be  used  for 
no  other  use  than  that  herein  permitted ;  that  there  shall 
be  no  parking  of  cars  other  than  those  being  serviced;! 
that  no  repairing  of  automobiles  shall  be  done  on  the, 
premises ;  that  no  portable  gasoline  tanks  shall  be  used 
on  or  from  the  premises ;  that  working  drawings  marked 
‘Received  October  7,  1940,’  are  hereby  approved  as  be¬ 
ing  in  substantial  compliance  with  this  resolution;  that, 
all  permits  required  shall  be  obtained  and  all  work  in¬ 
volved  completed  within  one  (1)  year  from  the  date  of 
this  amended  resolution.” 


485-40-BZ. 

APPLICANT — Emanuel  M.  Glick,  for  Methill  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment — re  Application  (decision  of  the  borough 
superintendent  of  buildings),  under  section  7b  of  the 
building  zone  resolution,  permitting,  partly  in  a 
business  use  district  and  partly  in  a  residence  use 
district,  the  erection  and  maintenance  of  a  business 
building  (store). 

PREMISES  AFFECTED — West  side  of  Castle  Hill  ave-' 
nue,  100  ft.  6  in.  north  of  Westchester  avenue 
(Block  No.  3835,  Lot  No.  1),  Borough  of  The! 
Bronx. 

APPEARANCES— 

For  Applicant:  Emanuel  M.  Glick. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(485-40-BZ) 

Whereas,  Emanuel  M.  Glick,  for  Methill  Realty  Corpora¬ 
tion,  owner,  filed  May  7,  1940,  an  application  under  section 
7b  of  the  building  zone  resolution,  to  permit,  partly  in  a 
business  use  district  and  partly  in  a  residence  use  district, 


i 
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the  erection  and  maintenance  of  a  business  building  (store)  • 

premises  west  side  of  Castle  Hill  avenue,  100  ft  0  in.  north 
of  Westchester  avenue  (Block  No.  3835,  Lot  No.  1),  Bor¬ 
ough  of  The  Bronx;  and 

Whereas,  this  application  was  granted  by  the  Board  July 
16,  1940,  on  certain  conditions,  and  the  applicant  requested 
an  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  July  16.  1940,  so  that 
as  amended  the  resolution  shall  read : 

Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution 
and  that  the  ^application  be  and  it  hereby  is  granted, 
under  section  7,  subdivision  b,  to  permit  the  extension  of 
the  business  use  into  the  residence  district,  as  indicated 
on  plans  filed  with  this  application,  on  condition  that  that 
portion  of  the  building  so  extended  into  the  residence 
district  shall  comply  with  the  area  requirements  of  the 
zoning  resolution  therefor;  that  no  windows  shall  be 
erected  in  the  rear  wall  of  the  building  unless  same  are 
made  fireproof  and  fixed  and  glazed  with  wire  glass, 
except  that  windows  may  open  on  a  legal  court  or  yard. 

Resolved  further,  that  in  the  event  the  owner  desires 
to.  extend  the  area  of  this  building  into  the  business  use 
district,  nothing  in  this  resolution  shall  be  deemed  to  pre¬ 
vent  such  extension,  provided  the  requirements  of  this 
resolution  are  otherwise  complied  with  in  all  other  re¬ 
spects. ” 

_ 

APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 
394-40-A. 

APPLICANT — The  Mortgage  Corporation  of  New  York, 
owner  (Peter  Weiss  Motor  Sales,  Koppers  Outdoor 
Advertising  Company  and  Pilgrim  Refrigerating 
Company,  lessees). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 45-29  to  45-35  50th  (Fitting) 
street,  east  side,  200  ft.  south  of  Queens  boulevard 
(Block  No.  2283,  Lot  No.  12),  Woodside,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  R.  W.  Hogan,  Jr. 

ACTION  Oh  BOARD — Laid  over  to  October  15.  1940,  at 
2  P.M.,  pending  filing  of  memorandum  by  appli¬ 
cant. 


636-40-A. 

APPLICANT — Samuel  Brenker,  for  Wikon  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Appeal  from  a  decision — re  an  order  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 79  Rutgers  Slip  and  260  South 
street,  northeast  corner  (Block  No.  247,  Lot  No.  1), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Eugene  A.  Walsh. 

ACTION  OF  BOARD — Laid  over  to  October  29,  1940,  at 
2  P.M.,  pending  report  of  Fire  Department. 


808-40-A. 

APPLICANT — Charles  Wagner  Manufacturing  Company, 
Incorporated  (lessee),  for  A.  Ludwig  and  Company, 
Incorporated,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AhFECTED — 133  Middleton  street,  north  side, 
200  ft.  east  of  Marcy  avenue  (Block  No.  2237,  part 
of  Lot  No.  53),  Borough  of  Brooklyn. 


APPEARANCES— 

For  Applicant:  Edgar  H.  Schulz. 

ACTION  OF  BOARD — Laid  over  to  October  29,  1940,  at 
2  P.M.,  pending  report  of  Fire  Department. 


935-40-A. 

APPLICANT — Richard  Dehler,  owner. 

SUBJECT  Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 211-48  Jamaica  avenue,  south 
side,  141.96  ft.  west  of  212th  street  (Block  No. 
10836,  Lot  No.  55),  Queens  Village,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Richard  Dehler. 

For  Administration :  M.  O’Donohue,  Department  of 
Housing  and  Buildings. 

ACTION  Oh  BOARD — Laid  over  to  October  15,  1940,  at 
2  P.M..  for  inspection  by  a  committee  of  the  Board. 


11 04-39- A. 

APPLICANT — Eastern  Terra  Cotta  Realty  Corporation, 
owner. 

SUBJECT  Appeal  from  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED — 42-16  Vernon  boulevard,  west 
side,  275  ft.  north  of  Harris  avenue  (Block  No. 
484,  Lot  No.  15),  Long  Island  City,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Richard  P.  Prowell. 

ACTION  OF  BOARD — Appeal  withdrawn  without  argu¬ 
ment  because  of  change  of  occupancy 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  o 


618-40- A. 

APPLICANT — Alfred  T.  Long,  Incorporated,  owner. 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 1267  Flushing  avenue,  north 
side,  25  ft.  east  of  Johnson  avenue,  and  636-644  John¬ 
son  avenue  (Block  No.  2996.  Lot  No.  22),  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Alfred  T.  Long. 

ACTION  OF  BOARD — Appeal  withdrawn,  to  comply  with 
order  of  the  fire  commissioner. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  Q 


848-40-A. 

APPLICANT — Randazzo  and  Samenfeld,  for  John  F. 
Dolan,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 1657-1659  New  York  avenue 
(1653  displayed),  east  side,  107  ft.  6  in.  north  of 
Avenue  H  (Block  No.  7561,  Lot  No.  11),  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appeal  withdrawn  on  written  re¬ 
quest  of  applicant. 
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THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock.  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  . 

Negative  . 


899-40- A. 

APPLICANT — Lama  and  Proskauer,  for  Radella,  Incor¬ 
porated,  owner  (Durante  and  Swanson,  Incor¬ 
porated,  lessee). 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 188-238  Empire  boulevard, 
south  side,  99  ft.  3  in.  west  of  Rogers  avenue  (Block 
No.  1314,  Lot  Nos.  21  and  29),  Borough  of  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  James  L.  Sci- 
leppi. 

For  Administration :  Dewey  Rothkrug,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  withdrawn  in  view  of  re¬ 
opening  and  amendment  of  Cal.  No.  891-23-BZ. 
THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

Negative  .  0 


907-40-A. 

APPLICANT— M.  Martin  Elkind,  for  Anna  Smith,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 33-34  84th  street,  west  side,  320 
ft.  south  of  Northern  boulevard  (Block  No.  1431, 
Lot  No.  22),  Jackson  Heights,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  M.  Martin  Elkind. 

For  Administration:  M.  O’Donohue,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  withdrawn  without  argu¬ 
ment. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

Negative  .  0 


920-40-A. 

APPLICANT— Lama  and  Proskauer,  for  Eastern  Terra 
Cotta  Company,  owner  (Conti- Williams  Corpora¬ 
tion,  lessee). 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 42-02  Vernon  boulevard,  west 
side,  290.37  ft.  north  of  43rd  avenue  (Block  No. 
484,  Lot  No.  15),  Long  Island  City,  Borough  cf 
Queens. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  Edward  Mc¬ 
Mahon. 

For  Administration :  M.  O’Donohue.  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  withdrawn,  to  comply. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

Negative  .  0 


645-40-A. 

APPLICANT— Gabriel  Nathan,  for  Home  Life  Insurance 
Company,  owner  ( Walden-Davison  Company,  In¬ 
corporated,  lessee).  .  . 

SUBJECT— Appeal  from  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED— 114-02  Triton  avenue  (Board¬ 
walk),  north  side,  from  Beach  114th  street  to  Beach 
115th  street  (Block  No.  659,  Lot  Nos.  30,  32,  34, 
40  and  47),  Rockaway  Beach.  Borough  of  Queens. 

APPEARANCES—  „  „r 

For  Applicant:  Gabriel  Nathan,  R.  W.  Walden  and 
J.  T.  Rogers.  . 

For  Administration :  Thomas  A.  Larkin,  Fire  De¬ 
partment,  and  M.  O’Donohue,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

Negative  .  ® 

THE  RESOLUTION— 

(645-40-A) 

Whereas,  Gabriel  Nathan,  for  Home  Life  Insurance  Com¬ 
pany,  owner,  filed  June  13,  1940,  an  appeal  from  an  order  of 
the  fire  commissioner  and  an  order  of  the  borough  superin¬ 
tendent  of  buildings;  premises  114-02  Triton  avenue  (Board¬ 
walk),  north  side,  between  Beach  114th  street  and  Beach 
115th  street  (Block  No.  659,  Lot  Nos.  30,  32,  34,  40  and 
47),  Rockaway  Beach,  Borough  of  Queens;  and 

Whereas,  the  order  of  the  fire  commissioner,  Order  No. 
4852-LF,  dated  May  16,  1940,  reads : 

“1.  Install  an  approved  standpipe  system  in  accord¬ 
ance  with  Article  17,  Chapter  26.  Administrative  Code.” 

and 

Whereas,  the  order  of  the  borough  superintendent  of 
buildings,  Violation  No.  2079-40,  dated  July  22,  1940,  reads: 

“You  will  please  take  notice  that  there  exists  a  viola¬ 
tion  of  section  16.1  of  the  building  code  and  C26-1381.0 
of  the  Administrative  Code,  the  premises  hereinafter 

described  in  that  . 

Failing  to  equip  building  with  a  complete  standpipe 

system.  ......  ... 

You  are  hereby  directed  to  equip  building  with  com¬ 
plete  standpipe  system  as  per  above  section.” 

Whereas,  the  building  is  three  stories  (36  ft.)  in  height, 
200  ft.  by  182.6  ft.,  irregular,  in  area;  of  Class  1  construc¬ 
tion  ;  located  in  a  residence  use  C  area  district ;  erected  about 
1912;  occupied  as  a  store  and  bath  house  throughout,  467  per¬ 
sons  per  floor,  including  roof;  and 

Whereas,  the  applicant  contends  that  the  building  is  fire¬ 
proof  ;  that  the  standpipe  has  been  ordered  due  to  the  area 
of  the  building ;  that  the  structure  is  open  on  four  sides  and 
is  only  36  ft.  in  height ;  that  a  certificate  of  occupancy  has 
been  issued;  that  watchman’s  service  is  maintained  twenty- 
four  hours  a  day ;  that  the  following  hose  outlets  are  pro¬ 
vided  :  first  story,  five  ft  in.  outlets ;  second  story,  five  H  in. 
outlets;  third  story,  eight  outlets  on  a  1  Vz  in.  feed  line; 
boiler-room,  2  in.  hose  connection;  pool,  1^4  in.  hose  con¬ 
nection;  yard,  a  2  in.  hose  connection;  all  supplied  from  a 
15,000-gallon  tank  and  two  10,000-gallon  tanks;  that  fire 
extinguishers  are  provided  throughout  the  premises;  that 
four  hydrants  are  located  immediately  in  front  of  the  prem¬ 
ises,  one  of  which  connects  to  a  20  in.  main  at  the  board¬ 
walk;  that  in  view  of  the  fireproof  construction,  the  low 
height  and  the  existing  means  for  extinguishing  fire,  it  is 
felt  that  a  standpipe  is  not  necessary  and  would  result  in  a 
severe  hardship  to  the  owner  as  the  premises  produce  an  in¬ 
come  only  about  ten  weeks  of  the  year. 

Resolved,  that  the  order  of  the  fire  commissioner,  Order 
No.  4852-LF.  and  the  order  of  the  borough  superintendent 
of  buildings,  Violation  No.  2079-40,  directing  that  the  build- 
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inR  he  equipped  with  a  complete  standpipe  system,  he  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  building  shall  not  be  increased 
in  height  or  area ;  that  the  equipment  as  set  forth  shall  be 
maintained ;  that  sufficient  hose  shall  be  supplied  to  the  satis¬ 
faction  of  the  fire  commissioner  to  cover  all  portions  of  the 
building ;  that  a  supervised  watchman  service  shall  be  main¬ 
tained  for  the  twelve  months  of  the  year  and  twenty-four 
hours  of  each  day ;  that  portable  watchman’s  station  equip¬ 
ment  shall  be  installed  covering  all  parts  of  the  building; 
that,  in  addition,  such  fire  extinguishers  shall  be  provided  as 
the  fire  commissioner  shall  direct ;  granted  only  as  long  as  the 
building  is  kept  and  maintained  as  proposed. 


784-40-A. 

APPLICANT— Ampion  Corporation  (lessee),  for  Quimby 
Corporation,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 47-02  to  47-08  Fifth  street, 
southwest  corner  of  47th  avenue  (Block  No.  20, 

APPEARANCES^  ^s^an<^  City,  Borough  of  Queens. 

For  Applicant:  Mack  L.  Kane. 

For  Administration:  Thomas  A.  Larkin,  Fire  De¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  q 


THE  RESOLUTION— 

(784-40-A) 

Whereas,  Ampion  Corporation  (lessee),  for  Quimby  Cor¬ 
poration,  owner,  filed  July  15,  1940,  an  appeal  from  an  order 
and  a  decision  of  the  fire  commissioner ;  premises  47-02  to 
47-08  Fifth  street,  southwest  corner  of  47th  avenue  (Block- 
No.  20,  Lot  No.  5).  Long  Island  City,  Borough  of  Queens; 
and 

Whereas,  the  order  of  the  fire  commissioner,  Order  No. 
4823-LF,  dated  May  14,  1940,  reads  : 

“You  are  hereby  ordered  and  required,  within  30  days 
from  the  date  of  the  service  of  this  order,  to :  Arrange 
the  sprinkler  system  to  conform  to  the  requirements  of 
Art.  16,  Ch.  26  Ad.  Code  and  comply  with  the  follow¬ 
ing: 

A.  Arrange  for  a  test  of  all  sprinkler  Siamese  and 
connections  up  to  the  lower  check  valves.  In  no  case 
shall  the  minimum  test  pressure  be  less  than  100  lbs. 

Such  test  to  be  arranged  for  and  conducted  by  the 
owner  and  at  the  owner’s  risk  in  the  presence  of  a  rep¬ 
resentative  of  this  department.  The  Division  of  Fire 
Prevention  must  be  notified  in  writing  at  least  48  hrs. 
before  the  test.  Note:  Siamese  caps,  clappers  and  the 
Siamese  risers  are  often  found  defective.  It  may,  there¬ 
fore,  be  necessary  to  expose  for  inspection  these  risers 
at  the  point  where  they  pass  through  the  sidewalk. 

Article  16,  Ch.  26,  and  C19-161.0  Administrative  Code 
of  the  City  of  New  York. 

B.  Replace  missing  sprinkler  heads  on  all  floors. 

C.  Provide  a  y  automatic  ball  drip  for  sprinkler 
line,  inside  of  building  at  lower  level,  between  check 
valve  and  outside  Siamese  connection  or  provide  a  Y\" 
gate  valve  with  outlet  plug.  C19-161.0  Adm.  Code. 

D.  Have  person  in  charge  of  sprinkler  system  secure 
Certificate  of  Fitness  from  this  Dept.  09-161.0  Adm. 
Code. 

Note:  Application  for  certificates  may  be  obtained  at 
Room  1100,  Municipal  Bldg.,  Chambers  and  Centre 
Streets,  N.Y.C.  any  weekday  excepting  Saturdays  be¬ 
tween  the  hours  of  9  A.M.  and  5  P.M.” 


Whereas,  said  order  was  repeated  in  a  decision  of  the 
fire  commissioner  dated  June  26,  1940;  and 

Whereas,  the  building  is  two  stories  (28  ft.)  in  height, 
100  ft.  6  in.  bv  99  ft.  7  in.  in  area;  of  Class  3  construction; 
equipped  with  a  sprinkler  system ;  located  in  an  unrestricted 
use  A  area  district ;  erected  prior  to  1898,  and  occupied : 
cellar,  storage  and  boiler-room,  no  persons ;  first  story, 
manufacturing  0f  cleansing  products,  powders,  soaps,  deodor¬ 
ants  and  disinfectants,  6  persons ;  second  story,  office,  stock 
room  and  assembling  soap  dispensers  and  parts,  7  persons ; 
and 

Whereas,  the  applicant  contends  that  the  sprinkler  sys¬ 
tem  was  originally  installed  by  a  manufacturer  of  paints, 
lacquers  and  varnishes  and  that  it  is  now  in  a  state  of  com¬ 
plete  disrepair ;  that  the  present  business  conducted  on  the 
premises  does  not  require  the  storage  of  any  explosives, 
highly  inflammable  or  highly  combustible  materials ;  that 
there  is  no  requirement  in  the  Administrative  Code  for  the 
installation  of  a  sprinker  system  in  this  type  of  building; 
that  the  ordinary  precautions  required  in  this  type  of  busi¬ 
ness,  namely,  fire  buckets  and  fire  extinguishers,  are  more 
than  ample  to  safeguard  the  premises. 

Resolved ,  that  the  order  of  the  fire  commissioner,  Order 
No.  4823-LF,  be  and  it  hereby  is  modified  and  that  the  ap¬ 
peal  be  and  it  hereby  is  granted  on  condition  that  the  sprin¬ 
kler  system  shall  be  placed  in  proper  working  order,  satis¬ 
factory  to  the  fire  commissioner,  within  one  (1)  year  from 
the  date  of  this  action  unless  the  fire  commissioner  decides 
that  the  occupancy  is  such  as  to  require  immediate  com¬ 
pliance  ;  that  until  such  time  as  the  sprinkler  system  is  put 
in  good  working  order  as  herein  provided,  the  sign  on  the 
street  Siamese  shall  be  removed  or  changed  to  read  “Not  in 
working  order”. 


878-40-A-WF. 

APPLICANT — Austin  W.  Magee,  for  Cord  Meyer  De¬ 
velopment  Company,  owner  (For-Hills  Corporation, 
lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 108-29  Queens  boulevard  and 
109-01  to  109-07  71st  road,  northwest  corner  (Block 
No.  2224,  Lot  No.  1),  Forest  Hills,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Austin  W.  Magee. 

For  Administration:  M.  O’Donohue,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock.  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(878-40-A-WF) 

Whereas,  Austin  W.  Magee,  for  Cord  Meyer  Develop¬ 
ment  Company,  owner,  filed  August  27,  1940,  an  appeal  from 
a  decision  of  the  borough  superintendent  of  buildings  for 
permission  to  occupy  the  premises  as  a  cabaret  within  the 
World’s  Fair  area;  premises  108-29  Queens  boulevard  and 
109-01  to  109-07  71st  road,  northwest  corner  (Block  No. 
2224,  Lot  No.  1),  Forest  Hills,  Borough  of  Queens;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Alteration  Application  No.  1820-40.  dated 
August  23,  1940,  reads: 

“1.  The  establishment  of  a  cabaret  within  the  World’s 
Fair  area  is  contrary  to  Section  8  of  the  World’s  Fair 
Resolution.” 

and 

Whereas,  the  building  is  one  story  (30  ft.)  in  height, 
191.45  ft.  by  100  ft.,  irregular,  in  area;  of  Class  3  construc¬ 
tion;  erected  in  1939;  located  in  a  retail  use  D  area  district, 
and  occupied:  cellar,  storage;  first  story,  restaurant  and 
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kitchen,  200  persons ;  it  is  proposed  to  be  occupied :  cellar, 
storage ;  first  story,  restaurant,  kitchen  and  cabaret,  200  per¬ 
sons  ;  Certificate  of  Occupancy  No.  Q-9498  was  issued  Janu¬ 
ary  15,  1940,  permitting  the  use  of  the  first  story  as  stores ; 
and 

Whereas,  the  applicant  contends  that  the  owner  has  leased 
stores  Nos.  11  and  12  in  the  building  in  question,  with  a 
frontage  of  23  ft.  on  Queens  boulevard  and  57  ft.  6  in.  on 
71st  road,  with  a  depth  of  75  ft.,  irregular  in  area,  for  a 
restaurant  and  cabaret;  that  he  employs  a  three-piece  or¬ 
chestra  for  supper  music  and  dancing  with  no  floor  show  ; 
in  view  of  the  fact  that  the  World’s  Fair  Resolution  will 
expire  October  27,  1940,  permission  is  requested  to  operate 
the  premises  as  a  cabaret  waiting  for  such  expiration. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  on  Alteration  Application  No.  1820-40,  Objec¬ 
tion  1,  be  and  it  hereby  is  modified  and  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  in  all  other  respects  the 
building  and  occupancy  shall  comply  with  all  laws,  rules  and 
regulations  applicable  thereto. 


890-40-A. 

APPLICANT — Sidney  L.  Strauss,  for  James  Plunket, 
owner  (B.  A.  Nicholson,  lessee). 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 3600-3620  Jerome  avenue,  east 
side,  35.08  ft.  north  of  East  213th  street  (Block  No. 
3329,  Lot  No.  85),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Sidney  L.  Strauss. 

For  Administration:  Inspector  Maher,  Fire  De¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(890-40-A) 

Whereas,  Sidney  L.  Strauss,  for  James  Plunket.  owner, 
filed  August  22,  1940,  an  appeal  from  an  order  and  a  deci¬ 
sion  of  the  fire  commissioner;  premises  3600-3620  Jerome 
avenue,  east  side,  35.08  ft.  north  of  East  213th  street  (Block 
No.  3329,  Lot  No.  85),  Borough  of  The  Bronx;  and 
Whereas,  the  order  of  the  fire  commissioner,  Order  No. 
5586-LF,  dated  September  19,  1939.  reads: 

“1.  Arrange  for  a  flow  and  pressure  test  of  the  stand¬ 
pipe  to  prove  the  lines,  line  valves,  check  valves  and 
Siamese  connections  are  free  from  obstruction  and  in 
proper  operating  condition.  Such  test  to  be  made  in 
the  presence  of  an  inspector  from  this  department.” 
and 

Whereas,  said  order  was  repeated  in  a  decision  of  the 
fire  commissioner  dated  July  1,  1940;  and 
Whereas,  the  building  is  two  stories  (28  ft.)  in  height, 
125  ft.  by  193.49  ft.  in  area;  of  Class  3  construction;  equip¬ 
ped  with  a  standpipe  and  sprinkler  system ;  erected  in  1927 ; 
located  in  a  business  use  C  area  district,  and  occupied :  first 
story,  stores  and  garage ;  second  story,  sale  of  used  cars  and 
garage ;  Certificate  of  Occupancy  No.  447  was  issued  March 
18,  1927,  on  New  Building  Application  No.  3047-25,  permit¬ 
ting  the  use  of  the  first  story  for  stores  and  garage ;  and 
Whereas,  the  applicant  contends  that  a  flow  test  was  re¬ 
cently  conducted  and  disclosed  that  the  standpipe  gravity 
tank  and  its  electrical  equipment  were  defective;  that  the 
building  is  only  two  stories  in  height ;  that  sufficient  pressure 
is  maintained  at  the  water  main  of  the  street  in  front  of  the 
premises  to  supply  the  second  story ;  the  building  is  equipped 
throughout  with  an  automatic  sprinkler  system ;  that  permis¬ 
sion  is  respectfully  requested  to  remove  the  existing  stand¬ 
pipe  gravity  tank,  to  cap  the  existing  risers  above  the  roof, 


and  to  make  all  necessary  repairs  to  the  standpipe  system  as 
it  exists  so  that  it  can  be  used  as  a  dry  system  with  Siamese 
connection  at  street  front  for  Fire  Department  use. 

Resolved,  that  the  order  of  the  fire  commissioner,  Order 
No.  5586-LF,  Objection  No.  1,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  system  shall  be  as  approved  bv  the  fire  commissioner 
as  a  dry  standpipe  system  after  the  removal  of  the  gravity 
tank,  and  that  the  sprinkler  system  shall  be  maintained  in 
accordance  with  the  requirements  therefor  and  as  required 
in  the  resolution  of  the  Board  under  Calendar  No.  41-26- 
BZ  and  to  the  satisfaction  of  the  fire  commissioner. 


90 1-40- A. 

APPLICANT — Alexander  Zager,  for  Utopia  Estates,  In¬ 
corporated,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 170-03.  170-07.  170-11,  170-15, 
170-19,  170-23,  170-27,  170-31,  170-35,  170-39,  170- 
43,  170-47,  170-51,  170-55  and  170-59  Pidgeon 
Meadow  road,  north  side,  between  Auburndale  lane 
and  Fresh  Meadow  lane  (Block  No.  5577,  Lot  No. 

1)  Flushing,  Borough  of  Queens. 

APPEARANCES—  , 

For  Applicant:  Hyman  Stein. 

For  Administration:  M.  O’Donohue,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(901-40-A) 

Whereas,  Alexander  Zager,  for  Utopia  Estates,  Incor¬ 
porated,  owner,  filed  September  10,  1940,  an  appeal  from  a 
decision  of  the  borough  superintendent  of  buildings  ;  prem¬ 
ises  170-03  to  170-59  Pidgeon  Meadow  road,  north  side,  be¬ 
tween  Auburndale  lane  and  Fresh  Meadow  lane  (Block  No. 
5577,  Lot  No.  1).  Flushing,  Borough  of  Queens;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  New  Building  Application  Nos.  5470  to  5484- 
40,  inclusive,  dated  August  27,  1940,  reads : 

“The  erection  of  a  frame  building  within  the  fire 
limits  is  contrary  to  Section  4.1.2,  Building  Code.” 
and 

Whereas,  the  premises  consist  of  a  plot  fronting  113  ft.  on 
Auburndale  lane  and  612.62  ft.  on  Pidgeon  Meadow  road; 
located  in  a  residence  use  B  area  district;  it  is.  proposed  to 
subdivide  the  plot  into  fifteen  separate  lots  and  to  erect  on 
each  lot  a  one  or  one  and  one-half  story  frame  one-family 
dwelling,  18  ft.  in  height,  25  ft.  by  38  ft.  8  in.  irr  area,  and 
a  private  garage,  11  ft.  by  19  ft.  6  in.  in  area;  the  dwellings 
will  be  set  back  from  Pidgeon  Meadow  road  for  a  distance 
of  15  ft.,  into  which  setback  front  entrance  steps  may  project 
for  a  distance  of  approximately  5  ft. ;  side  yards  will  be  pro¬ 
vided  on  the  easterly  lot  lines  10  ft.  in  width,  except  for  the 
most  easterly  building,  which  will  have  a  side  yard  approx¬ 
imately  12  ft.  in  width  at  the  setback  line ;  side  yards  5  ft.  in 
width  will  be  provided  on  the  west  lot  lines,  except  for  the 
most  westerly  building  located  at  the  intersection  of  Auburn¬ 
dale  lane,  which  will  be  set  back  from  Auburndale  lane  ap¬ 
proximately  6  ft.  6  in. ;  garages  will  be  loctaed  not  nearer 
than  1  ft.  to  rear  and  side  lot  lines ;  the  dwellings  will  be 
brick  veneer  at  the  first  story,  with  frame  gables,  and  sur¬ 
faced  with  stucco,  wood  clapboards  or  asbestos  shingles ; 
roofs  will  be  surfaced  with  asphalt  shingles ;  garages  will  be 
brick  veneer  to  the  plate  line,  with  front  frame  gables,  and 
surfaced  with  stucco,  wood  clapboards  or  asbestos  shingles, 
and  have  rear  frame  gables  surfaced  on  the  exterior  with  in¬ 
combustible  materials  or  be  brick-filled ;  roofs  will  be  sur- 
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faced  with  asphalt  shingles  or,  in  lieu  thereof,  garages  will 

be  Class  3  construction;  and 

Whereas,  the  applicant  contends  that  the  owner  is  de¬ 
veloping  the  entire  area  with  dwellings  of  similar  type  con- 
struction ,  that  a  declaration  of  restriction  has  been  filed  re¬ 
stricting  the  property  in  question  to  residential  use ;  that  the 
construction  of  brick  dwellings  in  this  area  will  not  be  justi¬ 
fied  by  the  possible  sales  market;  that  the  proposed  dwell¬ 
ings  will  be  in  harmony  with  the  existing  development  of  the 
area. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  on  New  Building  Application  Nos.  5470  to  5484- 
40.  inclusive,  be  and  it  hereby  is  modified  and  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  the  building  shall 
be  constructed  as  proposed  and  that  in  all  other  respects 
shall  meet  the  requirements  of  the  Building  Code  for  single¬ 
family  dwelling  erected  outside  the  fire  limits ;  that  ~the 
garage  shall  be  solely  for  use  as  an  accessory  to  the  single¬ 
family  residential  occupancy. 


906-40-A. 

APPLICANT  M.  M.  Elkind,  for  Rex  Diners,  Incor¬ 
porated,  owner. 

SLBJECT  Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 160-01  Northern  boulevard, 
northeast  corner  of  160th  street  (Block  No.  5280, 
Lot  No.  6),  Flushing,  Borough  of  Queens 
APPEARANCES— 

For  Applicant:  M.  Martin  Elkind. 

For  Administration :  M.  O’Donohue.  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  . .  0 


THE  RESOLUTION— 

(906-40-A) 

Whereas,  M.  AI.  Elkind,  for  Rex  Diners,  Incorporated 
owner,  filed  September  11,  1940,  an  appeal  from  a  decision 
ot  the  borough  superintendent  of  buildings;  premises  160-01 
Northern  boulevard,  northeast  corner  of  160th  street  (Block 
No-  x.80,  Lot  No.  6),  Flushing,  Borough  of  Queens;  and 
,  Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Alteration  Application  No.  1798-40  dated 
August  23,  1940,  reads: 

“1.  The  extension  of  a  frame  building  in  Class  5  con¬ 
struction  is  contrary  to  Sec.  4.1.5  (c)  of  the  Building 
Code. 

2.  Minimum  thickness  of  metal  framework  is  less 
than  required  by  section  8.6.2.6  of  the  Building  Code  ” 

and 

^HEfRfAS>  the  buiIdin&  is  one  story  (12  ft.)  in  height,  56 
it.  by  44  ft.  in  area;  of  Class  4  construction;  located  in  a 
business  use  C  area  district;  erected  in  1926,  and  occupied 
as  a  dining  car  (dining  room  on  the  first  story  and  storage 
in  the  cellar)  ;  and 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
replace  the  existing  diner  which  is  attached  to  the  frame 
structure  and  use  it  as  a  dining  room  and  kitchen ;  that  the 
new  diner  will  be  4  ft.  longer  and  2  ft.  wider  than  the  exist¬ 
ing  diner ,  that  the  new  diner  is  of  modern  construction  and 
would  be  approved  as  a  new  building ;  that  due  to  the  fact 
hat  the  new  structure  is  prefabricated,  it  would  be  an  undue 
nardslup  to  require  the  exact  dimensions  of  the  old  diner  to 
>e  adhered  to;  that  the  new  diner  will  be  structurally  supe¬ 
rior,  more  fire  safe  and  a  more  desirable  building  than  the 
existing  structure;  that  the  building  will  have  metal  studs 
with  16  gauge  porcelain  on  both  sides  as  compared  with  the 
existing  wood  studding  and  thin  metal  covering  on  the  exist¬ 
ing  building. 


Resolved,  that  the  decision  of  the  borough  superintendent 
ot  buildings,  on  Alteration  Application  No.  1798-40,  Objec¬ 
tion  Nos.  1  and  2,  be  and  it  hereby  is  modified  and  the  ap¬ 
peal  be  and  it  hereby  is  granted  on  condition  that  in  all  other 
respects  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto,  and  that  such 
occupancy  shall  continue  only  so  long  as  the  building  is  main¬ 
tained  substantially  as  proposed. 


921 -40- A. 

APPLICANT— Alexander  Zager,  for  Guaranteed  Homes 
Incorporated,  owner. 

SUBJECT  Appeal  from  decisions  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 58-04  to  58-56  189th  street 
west  side,  between  World’s  Fair  boulevard  and  58th 

r^einU?  a"d  M5  ft-  north  of  World’s  Fair  boulevard 
(Block  No.  5692,  Lot  No.  1),  Flushing  Borough  cf 
Queens. 

APPEARANCES— 

For  Applicant:  Hyman  Stein. 

For  Administration:  M.  O’Donohue,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc- 

Carthy  .  4 

Negative  .  .  q 

THE  RESOLUTION— 

(921-40-A) 

Whereas,  Alexander  Zager,  for  Guaranteed  Homes,  In¬ 
corporated  owner,  filed  September  17,  1940.  an  appeal  from 
•  eC1Sr?nnS,°f  tbe  borough  superintendent  of  buildings;  prem¬ 
ie?  58-04  to  58-56  189th  street,  northwest  corner  of  World’s 
Fair  boulevard  (Block  No.  5692,  Lot  No.  1),  Flushing,  Bor¬ 
ough  of  Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  New  Building  Application  Nos.  5883  to  5895- 
40,  inclusive,  dated  September  9,  1940,  reads: 

1.  The  erection  of  a  frame  dwelling  in  the  fire 
limits  is  contrary  to  Sec.  4.1.2  of  the  Building  Code  ” 
and 


u  Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  New  Building  Application  No.  5896-40,  dated 
September  12,  1940,  reads: 

“1.  The  erection  of  a  frame  building  in  the  fire 
limits  is  contrary  to  Sec.  4.1.2  of  the  Building  Code.” 

and 

Whereas,  the  premises  consist  of  a  plot  fronting  100  ft 
on  the  north  side  of  World’s  Fair  boulevard  and  575  ft.  on 
the  west  side  of  189th  street;  located  in  an  unrestricted  use 
D  area  district;  it  is  proposed  to  subdivide  the  plot  into 
fourteen  separate  lots  and  to  erect  on  each  lot  a  one  or  one 
and  one-half  story  frame  one-family  dwelling,  18  ft.  in 
height,  25  ft.  by  40  ft.  in  area,  and  a  private  garage,  11  ft.  by 
19  ft.  in  area;  the  dwellings  will  be  surfaced  on  the  exterior 
at  the  first  story  with  masonry  veneer,  with  frame  gables 
surfaced  with  wood  siding,  asbestos  siding,  asbestos  shingles 
stucco  or  masonry  veneer ;  roofs  will  be  surfaced  with'  ap¬ 
proved  asphalt  shingles;  garages  will  be  veneered  with 
masonry  to  the  plate  line,  with  front  frame  gables  surfaced 
on  the  exterior  with  wood  siding,  asbestos  siding,  asbestos 
shingles,  stucco  or  masonry  veneer,  and  have  rear  frame 
gables  surfaced  on  the  exterior  with  incombustible  materials 
or  be  brick-filled;  garage  roofs  will  be  surfaced  with  ap¬ 
proved  asphalt  shingles  or,  in  lieu  thereof,  garages  will  be 
of  Class  3  construction ;  dwellings  will  be  set  back  from  the 
189th  street  building  line  a  distance  of  20  ft.,  into  which  set¬ 
back  front  entrances  and  bay  windows  will  project  approx¬ 
imately  5  ft.,  and  will  have  10  ft.  wide  side  yards  on  the  south 
lot  lines  and  side  yards  on  the  north  lot  lines  of  not  less  than 
5  ft.  wide,  except  for  the  dwelling  to  be  located  at  the  cor- 
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ner  of  World’s  Fair  boulevard,  which  will  be  set  back  from 
the  World’s  Fair  boulevard  building  line  a  distance  of  15  ft.; 
side  entrance  steps  will  project  3  ft.  into  side  yards;  garages 
will  be  located  not  nearer  than  1  ft.  to  side  and  rear  lot 
lines ;  and 

Whereas,  the  applicant  contends  that  the  owner  has  con¬ 
structed  a  large  number  of  houses  of  similar  construction  in 
this  area;  that  the  construction  of  brick  building's  in  this 
area  is  not  warranted  in  this  sales  market ;  that  a  declaration 
of  restriction  has  been  filed  restricting  the  use  of  these  lots  to 
residence  use ;  that  the  proposed  dwellings  will  be  in  har¬ 
mony  with  the  balance  of  the  development. 

Resolved .  that  the  decisions  of  the  borough  superintendent 
of  building's,  on  New  Building  Application  Nos.  5883  to 
5895-40,  inclusive,  and  New  Building  Application  No.  5896- 
40,  Objection  No.  1,  be  and  it  hereby  is  modified  and  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
building  shall  be  erected  as  herein  proposed  and  shall  be  lim¬ 
ited  in  occupancv  to  single-family  dwelling  and  to  the  garage 
as  accessory  thereto,  and  that  in  all  other  respects  the  build¬ 
ing  shall  comply  with  all  laws,  rules  and  regulations  applic¬ 
able  to  residential  buildings  erected  outside  the  fire  limits. 


927-40-A. 

APPLICANT— Alexander  Zager,  for  Guaranteed  Homes. 
Incorporated,  owner. 

SUBJECT— Appeal  from  decisions  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 58-07  to_  58-55  189th  street, 
east  side,  between  World’s  Fair  boulevard  and  58th 
avenue  (Block  No.  5693.  Lot  No.  14),  Flushing, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant;  Hyman  Stein. 

For  Administration :  M.  O’Donohue,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  . 

Negative  .  0 

THE  RESOLUTION— 

(927-40-A) 

Whereas,  Alexander  Zager,  for  Guaranteed  Homes,  In¬ 
corporated,  owner,  filed  September  23,  1940,  an  appeal  from 
decisions  of  the  borough  superintendent  of  buildings;  prem¬ 
ises  58-07  to  58-55  189th  street,  east  side,  between  World’s 
Fair  boulevard  and  58th  avenue  (Block  No.  5693,  Lot  Nc. 
14),  Flushing,  Borough  of  Queens;  and 
Whereas,  the  decisions  of  the  borough  superintendent  of 
buildings,  on  New  Building  Application  Nos.  5897  to  5908- 
40,  inclusive,  dated  September  9,  1940,  reads: 

“1.  The  erection  of  a  frame  building  within  the  fire 
limits  is  contrary  to  Sec.  4.1.2  Building  Code.’ 
and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  New  Building  Application  No.  6408-40,  dated 
September  20,  1940,  reads : 

“1.  The  erection  of  a  frame  dwelling  in  the  fire 
limits  is  contrary  to  Sec.  4.1.2  of  the  Building  Code, 
and 

Whereas,  the  premises  consist  of  a  plot  fronting  100  ft. 
on  the  north  side  of  World’s  Fair  boulevard  and  564.08  ft. 
on  the  east  side  of  189th  street;  located  in  an  unrestricted  use 
D  area  district;  it  is  proposed  to  subdivide  the  plot  into 
thirteen  separate  lots  and  to  erect  on  each  lot  a  one  or  one 
and  one-half  story  frame  one-family  dwelling.  18  ft.  in 
height,  25  ft.  by  40  ft.  in  area,  and  a  private  garage,  11  ft. 
by  19  ft.  in  area;  the  dwellings  will  be  surfaced  on  the  ex¬ 
terior  at  the  first  story  with  masonry  veneer,  with  frame 
gables  surfaced  with  wood  siding,  asbestos  siding,  asbestos 


shingles,  stucco  or  masonry  veneer;  roofs  will  be  surfaced 
with  approved  asphalt  shingles ;  garages  will  be  veneered 
with  masonry  to  the  plate  line,  with  front  frame  gables  sur¬ 
faced  on  the  exterior  with  wood  siding,  asbestos  siding,  as¬ 
bestos  shingles,  stucco  or  masonry  veneer,  and  have  rear 
frame  gables  surfaced  on  the  exterior  with  incombustible 
materials  or  be  brick-filled ;  garage  ropfs  will  be  surfaced 
with  approved  asphalt  shingles  or,  in  lieu  thereof,  garages 
will  be  of  Class  3  construction ;  dwellings  will  be  set  back 
from  the  189th  street  building  line  a  distance  of  20  ft.,  into 
which  setback  front  entrances  and  bay  windows  will  project 
approximately  5  ft.,  and  will  have  10  ft.  wide  side  yards  on 
the  south  lot  lines  and  side  yards  on  the  north  lot  lines  of 
not  less  than  5  ft.  in  width,  except  for  the  dwelling  to  be 
located  35.92  ft.  south  of  58th  avenue,  which  will  be  not 
nearer  than  5  ft.  to  the  north  lot  line ;  the  dwelling  to  be  lo¬ 
cated  at  the  corner  of  World’s  Fair  boulevard  will  be  set 
back  from  the  World’s  Fair  boulevard  building  line  a  dis¬ 
tance  of  15  ft.;  side  entrance  steps  will  project  3  ft.  into  side 
yards ;  garages  will  be  located  not  nearer  than  1  ft.  to  side 
and  rear  lot  lines ;  and 

Whereas,  the  applicant  contends  that  the  owner  has  con¬ 
structed  a  large  number  of  houses  of  similar  construction  in 
this  area ;  that  the  construction  of  brick  buildings  in  this 
area  is  not  warranted  in  this  sales  market ;  that  a  declaration 
of  restriction  has  been  filed  restricting  the  use  of  these  lots 
to  residence  use;  that  the  proposed  dwellings  will  be  in  har¬ 
mony  with  the  balance  of  the  development. 

Resolved,  that  the  decisions  of  the  borough  superintendent 
of  buildings,  on  New  Building  Application  Nos.  5897  to 
5908-40,  inclusive,  and  New  Building  Application  No.  6408- 
40,  Objection  No.  1.  be  and  it  hereby  is  modified  and  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the  build¬ 
ing  shall  be  erected  as  herein  proposed  and  shall  be  limited 
in  occupancy  to  single-family  dwelling  and  to  the  garage  as 
accessory  thereto,  and  that  in  all  other  respects  the  building 
shall  comply  with  all  laws,  rules  and  regulations  applicable 
to  residential  buildings  erected  outside  the  fire  limits. 


929-40- A. 

APPLICANT — George  M.  Gross,  for  Gross-Morton  Park 
Corporation,  owner. 

SUBJECT — Appeal  from  decisions  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 73-02  190th  street,  southwest 
corner  of  73rd  avenue,  and  73-06  190th  street,  west 
side,  600  ft.  north  of  75th  avenue  (Block  No.  7177, 
Lot  No.  1),  Flushing,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Hugo  Beer. 

For  Administration:  M.  O’Donohue,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  ^ 

Negative  .  0 

THE  RESOLUTION— 

(929-40- A) 

Whereas,  George  M.  Gross,  for  Gross-Morton  Park  Cor¬ 
poration,  owner,  filed  September  24,  1940,  an  appeal  from 
decisions  of  the  borough  superintendent  of  buildings;  prem¬ 
ises  73-02  190th  street,  southwest  corner  of  73rd  avenue, 
and  73-06  190th  street,  west  side,  600  ft.  north  of  75th  ave¬ 
nue  (Block  No.  7177,  Lot  No.  1),  Flushing,  Borough  of 
Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  New  Building  Application  No.  4424-40,  dated 
September  23,  1940,  reads : 

‘T.  The  erection  of  a  frame  dwelling  in  the  fire 
limits  is  contrary  to  Sec.  4.1.2  of  the  Building  Code.” 

and 
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Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  New  Building  Application  No.  4730-40,  dated 
September  23,  1940,  reads: 

"1.  The  erection  of  a  frame  building  within  the  fire 
limits  is  contrary  to  Sec.  4.1.2  Building  Code.” 

and 

Whereas,  the  premises  consist  of  a  plot  fronting  100.18 
ft.  on  the  south  side  of  73rd  avenue  and  80.44  ft.  on  the  west 
side  of  190th  street;  located  in  a  business  and  residence  use 
D  area  district ;  it  is  proposed  to  subdivide  the  plot  into  two 
separate  lots  and  to  erect  on  each  lot  a  two-story,  frame, 
one-family  dwelling  and  garage.  25  ft.  in  height  and  28  ft.  4 
in.  by  33  ft.  in  area;  the  dwellings  will  be  surfaced  on  the 
exterior  at  the  first  story  with  masonry  veneer  and  at  the 
second  story  with  wood  siding,  asbestos  siding,  asbestos 
shingles,  stucco  or  masonry  veneer;  roofs  will  be  surfaced 
with  natural  slate;  the  buildings  will  be  set  back  from  the 
190th  street  building  line  not  less  than  20  ft.,  into  which 
setback  front  entrances  and  bay  windows  may  project  for  ap¬ 
proximately  5  ft.,  and  will  have  5  ft.  wide  side  yards  on  the 
south  lot  lines  and  side  yards  on  the  north  lot  lines  of  not 
less  than  5  ft.  in  width,  except  for  the  dwelling  to  be  located 
at  the  corner  of  73rd  avenue,  which  will  be  set  back  from 
the  73rd  avenue  building  line  for  a  distance  of  approximately 
4  ft.;  and 

Whereas,  the  applicant  contends  that  the  owner  has  con¬ 
structed  a  large  number  of  houses  of  similar  construction  in 
this  area;  that  the  construction  of  brick  buildings  in  this 
area  is  not  warranted  in  this  sales  market;  that  to  leave  the 
business  property  unbuilt  upon  would  constitute  an  eyesore; 
that  the  proposed  dwellings  will  be  in  harmony  with  the 
balance  of  the  development. 

Rcsohcd,  that  the  decisions  of  the  borough  superintendent 
of  buildings,  on  New  Building  Application  No.  4424-40  and 
New  Building  Application  No.  4730-40,  Objection  No.  1.  be 
and  they  hereby  are  modified  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  building  shall  be  erected  as 
herein  proposed  and  shall  be  limited  in  occupancy  to  single- 
family  dwelling  and  to  the  garage  as  accessory  thereto,  and 
that  in  all  other  respects  the  building  shall  comply  with  all 
laws,  rules  and  regulations  applicable  to  residential  buildings 
erected  outside  the  fire  limits. 


T  The  erection  of  a  frame  dwelling  and  an  acces¬ 
sory  frame  garage  on  a  plot  located  in  the  lire  limits  is 
contrary  to  Sec.  4.1.2  of  the  Building  Code.” 
and 

Whereas,  the  premises  consist  of  a  plot  fronting  100.18 
ft.  on  the  south  side  of  73rd  avenue  and  40.04  ft.  on  the  west 
side  of  190th  street;  located  in  a  business  use  D  area  dis¬ 
trict  ;  it  is  proposed  to  erect  upon  the  plot  a  two-story  frame 
one-family  dwelling,  25  ft.  in  height  and  25  ft.  by  32  ft.  in 
area ;  the  dwelling  will  be  surfaced  on  the  exterior  at  the 
first  story  with  masonry  veneer  and  at  the  second  story  with 
wood  siding,  asbestos  siding,  asbestos  shingles,  stucco  or 
masonry  veneer ;  the  roof  will  be  surfaced  with  natural  slate  • 
the  dwelling  will  be  set  back  from  the  190th  street  building 
line  27  ft.,  into  which  setback  front  entrance  and  bay  win¬ 
dows  may  project  approximately  5  ft.,  and  will  have  a  6  ft 
wide  side  yard  on  the  south  lot  line  and  also  will  be  set  back 
from  the  73rd  avenue  building  line  a  distance  of  approx¬ 
imately  10  ft.,  into  which  a  chimney  breast  will  project  ap¬ 
proximately  2  ft. ;  the  garage  will  be  veneered  with  masonry 
to  the  plate  line,  with  front  frame  gables  and  be  surfaced  on 
the  exterior  with  wood  siding,  asbestos  siding,  asbestos 
shingles,  stucco  or  masonry  veneer  and  will  have  rear  frame 
gables  surfaced  on  the  exterior  with  incombustible  materials 
or  be  brick-filled ;  the  roof  will  be  surfaced  with  natural 
slate;  the  garage  will  be  located  not  nearer  than  1  ft.  to  side 
and  rear  lot  lines ;  and 

Whereas,  the  applicant  contends  that  the  owner  has  con¬ 
structed  a  large  number  of  houses  of  similar  construction  in 
this  area;  that  the  construction  of  brick  buildings  in  this 
area  is  not  warranted  in  this  sales  market;  that  to  leave  the 
business  property  unbuilt  upon  would  constitute  an  eyesore; 
that  the  proposed  dwelling  will  be  in  harmony  with  the  bal¬ 
ance  of  the  development. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  on  New  Building  Application  No.  4421-40,  Ob¬ 
jection  No.  1,  be  and  it  hereby  is  modified  and  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  the  building  shall 
be  erected  as  herein  proposed  and  shall  be  limited  in  occu¬ 
pancy  to  single-family  dwelling  and  to  the  garage  as  acces¬ 
sory  thereto,  and  that  in  all  other  respects  the  building  shall 
comply  with  all  laws,  rules  and  regulations  applicable  to  resi¬ 
dential  buildings  erected  outside  the  fire  limits. 


930-40- A. 

APPLICANT — George  M.  Gross,  for  Gross-Morton  Park 
Corporation,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 73-03  190th  street,  southeast 
corner  of  73rd  avenue  (Block  No.  7178,  Lot  No.  1), 
Flushing.  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Hugo  Beer. 

For  Administration :  M.  O’Donohue,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(930-40- A) 

Whereas,  George  M.  Gross,  for  Gross-Morton  Park  Cor¬ 
poration,  owner,  filed  September  24,  1940,  an  appeal  from  a 
decision  of  the  borough  superintendent  of  buildings ;  premises 
73-03  190th  street,  southeast  corner  of  73rd  avenue  (Block 
No.  7178,  Lot  No.  1),  Flushing,  Borough  of  Queens;  and 
Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  New  Building  Application  No.  4421-40,  dated 
September  23,  1940,  reads: 


931-40-A. 


APPLICANT— George  M.  Gross,  for  Gross-Morton  Park- 
Corporation,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 73-07  190th  street,  east  side, 
40.04  ft.  south  of  73rd  avenue  (Block  No  7178,  Lot 
No.  1),  Flushing,  Borough  of  Queens 
APPEARANCES— 


For  Applicant:  Hugo  Beer. 

For  Administration:  M.  O’Donohue,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  . . .  4 

Negative  .  0 


THE  RESOLUTION— 

(931-40-A) 

Whereas,  George  M.  Gross,  for  Gross-Morton  Park  Cor¬ 
poration.  owner,  filed  September  24,  1940,  an  appeal  from  a 
decision  of  the  borough  superintendent  of  buildings ;  prem¬ 
ises  73-07  190th  street,  east  side,  40.04  ft.  south  of  73rd  ave¬ 
nue  (Block  No.  7178,  Lot  No.  1),  Flushing,  Borough  of 
Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  New  Building  Application  No.  4649-40,  dated 
September  24,  1940,  reads: 
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“1.  The  erection  of  a  frame  building  within  the  fire 
limits  is  contrary  to  Sec.  4.1.1.  and  4.1.2  of  Building 
Code.” 

and 

Whereas,  the  premises  consist  of  a  plot  fronting  40  ft. 
on  the  east  side  of  190th  street;  located  in  a  business  use  D 
area  district;  it  is  proposed  to  erect  on  the  plot  a  two-story, 
frame,  one-family  dwelling  and  garage,  25  ft.  in  height  and 
28  ft.  4  in.  by  33  ft.  in  area,  to  be  surfaced  on  the  exterior 
at  the  first  story  with  masonry  veneer  and  at  the  second 
story  with  wood  siding,  asbestos  siding,  asbestos  shingles, 
stucco  or  masonry  veneer ;  roofs  will  be  surfaced  with  nat¬ 
ural  slate;  the  dwelling  will  be  set  back  from  the  190th  street 
building  line  not  less  than  20  ft.,  into  which  setback  front 
entrances  and  bay  windows  may  project  approximately  5  ft., 
and  also  will  have  a  side  yard  on  the  south  lot  line  of  5  ft. 
in  width,  into  which  a  chimney  breast  may  project  2  ft.,  and 
one  on  the  north  lot  line  of  not  less  than  6  ft.  in  width ;  and 

Whereas,  applicant  contends  that  the  owner  has  con¬ 
structed  a  large  number  of  houses  of  similar  construction  in 
this  area ;  that  the  construction  of  brick  buildings  in  this 
area  is  not  warranted  in  this  sales  market ;  that  to  leave  the 
business  property  unbuilt  upon  would  constitute  an  eyesore ; 
that  the  proposed  dwelling  will  be  in  harmony  with  the  bal¬ 
ance  of  the  development. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  on  New  Building  Application  No.  4649-40,  Ob¬ 
jection  No.  1,  be  and  it  hereby  is  modified  and  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  the  building  shall 
be  erected  as  herein  proposed  and  shall  be  limited  in  occu¬ 
pancy  to  single-family  dwelling  and  to  the  garage  as  acces¬ 
sory  thereto,  and  that  in  all  other  respects,  the  building  shall 
comply  with  all  laws,  rules  and  regulations  applicable  to 
residential  buildings  erected  outside  the  fire  limits. 


932-40-A. 

APPLICANT — George  M.  Gross,  for  Gross-Morton  Park 
Corporation,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 73-11  190th  street,  east  side, 
80.04  ft.  south  of  73rd  avenue  (Block  No.  7178,  Lot 
No.  1),  Flushing,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Hugo  Beer. 

For  Administration:  M.  O’Donohue,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(932-40-A) 

Whereas,  George  M.  Gross,  for  Gross-Morton  Park  Cor¬ 
poration,  owner,  filed  September  24,  1940,  an  appeal  from  a 
decision  of  the  borough  superintendent  of  buildings ;  prem¬ 
ises  73-11  190th  street,  east  side,  80.04  ft.  south  of  73rd  ave¬ 
nue  (Block  No.  7178,  Lot  No.  1),  Flushing,  Borough  of 
Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  New  Building  Application  No.  6193-40,  dated 
September  16,  1940,  reads : 

“1.  The  erection  of  a  frame  building  within  the  fire 
limits  is  contrary  to  Sec.  4.1.2  Building  Code.” 
and 

Whereas,  the  premises  consist  of  a  plot  fronting  40  ft. 
on  the  east  side  of  190th  street;  located  in  a  business  and 
residence  use  D  area  district ;  it  is  proposed  to  erect  on  the 
plot  a  two-story,  frame,  one-family  dwelling  and  garage,  25 
ft.  in  height  and  28  ft.  4  in.  by  33  ft.  in  area,  to  be  surfaced 
on  the  exterior  at  the  first  story  with  masonry  veneer  and  at 
the  second  story  with  wood  siding,  asbestos  siding,  asbestos 


shingles,  stucco  or  masonry  veneer;  roofs  will  be  surfaced 
with  natural  slate;  the  dwelling  will  be  set  back  from  the 
190th  street  building  line  not  less  than  20  ft.,  into  which 
setback  front  entrances  and  bay  windows  may  project  for 
approximately  5  ft.,  and  also  will  have  a  side  yard  on  the 
south  lot  line  of  5  ft.  in  width  and  one  on  the  north  lot  line 
of  not  less  than  6  ft.  in  width ;  and 

Whereas,  the  applicant  contends  that  the  owner  has  con¬ 
structed  a  large  number  of  houses  of  similar  construction  in 
this  area ;  that  the  construction  of  brick  buildings  in  this 
area  is  not  warranted  in  this  sales  market;  that  to  leave  the 
business  property  unbuilt  upon  would  constitute  an  eyesore; 
that  the  proposed  dwellings  will  be  in  harmony  with  the 
balance  of  the  development. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  on  New  Building  Application  No.  6193-40,  Ob¬ 
jection  No.  1,  be  and  it  hereby  is  modified  and  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  building 
shall  be  erected  as  herein  proposed  and  shall  be  limited  in 
occupancy  to  single-family  dwelling  and  to  the  garage  as 
accessory  thereto,  and  that  in  all  other  respects  the  building 
shall  comply  with  all  laws,  rules  and  regulations  applicable 
to  residential  buildings  erected  outside  the  fire  limits. 


933-40-A. 

APPLICANT — George  M.  Gross,  for  Gross-Morton  Park 
Corporation,  owner. 

SUBJECT — Appeal  from  decisions  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 58-48  to  58-56  217th  street, 
northwest  corner  of  World’s  Fair  boulevard  and 
west  side  of  217th  street,  36.03  ft.  and  76.03  ft.  north, 
of  World’s  Fair  boulevard  (Block  No.  7467,  Lot 
No.  3),  Bayside,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Hugo  Beer. 

For  Administration:  M.  O’Donohue,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(933-40-A) 

Whereas,  George  M.  Gross,  for  Gross-Morton  Park  Cor¬ 
poration,  owner,  filed  September  24.  1940,  an  appeal  from 
decisions  of  the  borough  superintendent  of  buildings ;  prem¬ 
ises  58-48  to  58-56  217th  street,  northwest  corner  of  World’s 
Fair  boulevard  (Block  No.  7467,  Lot  No.  3),  Bayside,  Bor¬ 
ough  of  Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  New  Building  Application  No.  5522-40,  dated 
September  23,  1940.  reads : 

“1.  The  erection  of  a  frame  dwelling  and  a  frame 
accessory  garage  on  a  lot  located  in  the  fire  limits,  is 
contrary  to  Sec.  4.1.2  of  the  Building  Code.” 

and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  New  Building  Application  No.  5534-40,  dated 
September  23,  1940,  reads: 

“1.  The  erection  of  a  frame  dwelling  partly  inside 
and  partly  outside  the  fire  limits  is  contrary  to  Sec. 
4.1.2  of  the  Building  Code.” 

and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  New  Building  Application  No.  5529-40,  dated 
September  23.  1940,  reads : 

“1.  The  erection  of  a  frame  dwelling  in  fire  limits  is 
contrary  to  Sec.  4.1.2  of  the  Building  Code.” 
and 

Whereas,  the  premises  consist  of  a  plot  fronting  100.22 
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ft.  on  the  north  side  of  World’s  Fair  boulevard  and  116  03 
ft.  on  the  west  side  of  217th  street;  located  in  a  business  and 
residence  use  D  area  district ;  it  is  proposed  to  subdivide 
the  plot  into  three  separate  lots  and  to  erect  on  the  corner 
lot  a  two-story,  frame,  one-familv  dwelling  and  garage  ?5 
ft.  in  height  and  28  ft.  4  in.  by  31  ft.  in  area,  to  be  surfaced 
on  the  exterior  at  the  first  storv  with  masonry  veneer  and 
at  the  second  story  with  wood  siding,  asbestos  siding,  as¬ 
bestos  shingles,  stucco  or  masonry  veneer ;  the  roof  will  be 
surfaced  with  natural  slate;  it  is  also  proposed  to  erect  on 
the  lots,  36.03  ft.  and  76.03  ft.  north  of  World’s  Fair  boule¬ 
vard,  a  two-story,  frame,  one-familv  dwelling  and  a  one- 
story,  frame,  one-family  dwelling,  27  ft.  by  42  ft.  in  area 
respectively  of  similar  construction,  and  two  private  garages’ 
wine h  will  be  surfaced  on  the  exterior  with  masonry  veneer 
to  the  plate  line,  with  frame  gables  surfaced  with  wood  sid¬ 
ing.  asbestos  siding,  asbestos  shingles,  stucco  or  masonry 
veneer,  and  have  rear  frame  gables  surfaced  on  the  exterior 
with  incombustible  materials  or  be  brick-filled;  roofs  will  be 
surfaced  with  natural  slate;  garages  will  be  located  not 
nearer  than  1  ft.  to  the  side  and  rear  lot  lines ;  the  dwellings 
wiH  be  set  back  from  the  217th  street  building  line  not  less 
than  20  ft.,  into  which  setback  front  entrance  steps  and  bay 
windows  may  project  for  approximately  5  ft.;  side  yards 
will  be  provided  on  the  north  lot  lines  of  9  ft.  in  width,  ex¬ 
cept  for  the  corner  building  where  such  side  yard  will  be  6 
ft.  in  width;  side  yards  will  be  provided  on”  the  south  lot 
lines  of  not  less  than  4  ft.  in  width,  except'  for  the  corner 
building  which  wiH  be  set  back  from  the  World’s  Fair  boule¬ 
vard  building  line  a  distance  of  3  ft. ;  chimney  breasts  and 
side  entrance  steps  may  project  into  side  yards  3  ft.  *  and 

Whereas,  applicant  contends  that  the  owner  has  con¬ 
structed  a  large  number  of  houses  of  similar  construction  in 
this  area ,  that  the  construction  of  brick  buildings  in  this 
area  is  not  warranted  in  this  sales  market ;  that  to  leave  the 
business  property  unbuilt  upon  would  constitute  an  eyesore  • 
that  the  proposed  dwellings  will  be  in  harmony  with  the 
balance  of  the  development. 

Resolved,  that  the  decisions  of  the  borough  superintendent 
ng?’  New  Building  Application  Nos.  5522-40, 
5534-40  and  5529-40,  Objection  No.  1.  be  and  they  hereby 
art  modified  and  the  appeal  be  and  it  hereby  is  granted  on 
c  ndition  that  the  building  shall  be  erected  as  herein  pro¬ 
posed  and  shall  be  limited  in  occupancy  to  single-family 
awelling  and  to  the  garage  as  accessory  thereto,  and  that  in 
all  other  respects  the  building  shall  comply  with  all  laws, 
rules  and  regulations  applicable  to  residential  buildings 
erected  outside  the  fire  limits. 


934-40- A. 

APPLICANT— George  M.  Gross,  for  Gross-Morton  Park 
Corporation,  owner. 

SUBJECT— Appeal  from  decisions  of  the  borough  super- 
intendent  of  buildings 

PREMISES  AFFECTED — 58-47  to  58-57  217th  street, 
northeast  corner  of  World’s  Fair  boulevard  and 
east  side  of  217th  street,  50.41  ft.  and  90.41  ft.  north 
of  World’s  Fair  boulevard  (Block  No.  7468,  Lot 

■  APPEARANCE|!-ySide’  B°r0“gh  °f  Quee"S' 

For  Applicant:  Hugo  Beer. 

For  Administration  :  M.  O’Donohue.  Department  of 
a/-- Housing  and  Buildings. 

ON  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Aic- 

Carthy  .  4 

Negative  . .  0 

THE  RESOLUTION— 

(934-40- A) 

Whereas,  George  M.  Gross,  for  Gross-Morton  Park  Cor- 
•uration,  owner,  filed  September  24.  1940.  an  appeal  from 


decisions  of  the  borough  superintendent  of  buildings;  prem¬ 
ises  58-47  to  58-57  217th  street,  northeast  corner  of  World's 
hair  boulevard  and  east  side  of  217th  street,  50.41  ft.  and 
90.41  ft.  north  of  World’s  Fair  boulevard  (Block  No.  7468, 
Lot  No.  1),  Bayside,  Borough  of  Queens;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  New  Building  Application  No.  5528-40  dated 
September  24,  1940,  reads: 

“1.  The  erection  of  a  frame  dwelling  partly  inside 
and  partly  outside  the  fire  limits,  contrary  to  Section 
4.1.2  of  the  Building  Code.” 
and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  New  Building  Application  No.  5521-40,  dated 
September  23,  1940,  reads: 

“1.  The  construction  of  a  frame  dwelling  and  a  frame 
accessory  garage  on  a  lot  located  in  the  fire  limits  is 
contrary  to  Section  4.1.2  of  the  Building  Code.” 
and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  New  Building  Application  No.  5523-40,  dated 
September  24,  1940,  reads: 

“1.  The  erection  of  a  frame  dwelling  in  the  fire 
limits,  is  contrary  to  Sec.  4.1.2  of  the  Building  Code.” 

and 

Whereas,  the  premises  consist  of  a  plot  fronting  100.20 
ft.  on  the  north  side  of  World’s  Fair  boulevard  and  130.41 
ft.  on  the  east  side  of  217th  street;  located  in  a  business  and 
residence  use  D  area  district ;  it  is  proposed  to  subdivide  the 
plot  into  three  separate  lots  and  to  erect  on  the  corner  lot 
a  two-story,  frame,  one-family  dwelling  and  a  private 
garage;  to  erect  on  the  lot  50.41  ft.  north  of  the  corner  a 
two-story,  frame,  one-family  dwelling  and  garage,  25  ft.  in 
height  and  28  ft.  4  in.  by  30  ft.  in  area,  and  to  erect  on  the 
lot  90.41  ft.  north  of  the  corner  a  one-story,  frame,  one- 
family  dwelling,  27  ft.  by  42  ft.  in  area,  and  a  private  garage; 
the  dwellings  will  be  surfaced  on  the  exterior  at  the  first 
story  with  masonry  veneer  and  above  the  first  story  with 
wood  siding,  asbestos  siding,  asbestos  shingles,  stucco  or 
masonry  veneer;  roofs  will  be  surfaced  with  natural  slate; 
the  buildings  will  be  set  back  from  the  217th  street  building 
line  not  less  than  22  ft.,  into  which  setback  front  entrances 
and  bay  windows  may  project  for  approximately  5  ft.,  and 
also  will  have  side  yards  on  the  south  lot  lines  of  4  ft.  in 
width  and  on  the  north  lot  lines  of  not  less  than  7  ft.  in 
width,  into  which  yards  chimney  breasts  may  project  for  2 
ft.,  except  for  the  dwelling  to  be  located  at  the  corner  of 
World’s  Fair  boulevard,  which  will  be  set  back  from  the 
World’s  Fair  boulevard  building  line  a  distance  of  approx¬ 
imately  12  ft. ;  and 

W hereas,  the  applicant  contends  that  the  owner  has  con¬ 
structed  a  large  number  of  houses  of  similar  construction  in 
this  area;  that  the  construction  of  brick  buildings  in  this 
area  is  not  warranted  in  this  sales  market;  that  to  leave  the 
business  property  unbuilt  upon  would  constitute  an  eyesore; 
that  the  proposed  dwellings  will  be  in  harmony  with  the 
balance  of  the  development. 

Resolved,  that  the  decisions  of  the  borough  superintendent 
of  buildings,  on  New  Building  Application  Nos.  5528-40, 
5521-40  and  5523-40,  Objection  No.  1,  be  and  they  hereby 
are  modified  and  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  building  shall  be  erected  as  herein  pro¬ 
posed  and  shall  be  limited  in  occupancy  to  single-family 
dwelling  and  to  the  garage  as  accessory  thereto,  and  that  in 
all  other  respects  the  building  shall  comply  with  all  laws, 
rules  and  regulations  applicable  to  residential  buildings 
erected  outside  the  fire  limits. 


958-40- A. 

APPLICANT — Frank  C.  Keller,  for  Par  Homes,  Incor¬ 
porated,  owner. 

SUBJECT — Appeal  from  decisions  of  the  borough  super¬ 
intendent  of  buildings. 
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PREMISES  AFFECTED— 120-27  to  120-39  222nd  street, 
120-79  Francis  Lewis  boulevard,  northwest  corner, 
and  west  side  of  222nd  street,  257  ft.  north  of  120th 
avenue  (Block  No.  3454,  Lot  No.  2),  St.  Albans, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Frank  C.  Keller  and  Stewart  Willey. 
For  Administration :  M.  O’Donohue,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 


THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

Negative  .  0 

THE  RESOLUTION— 

(958-40- A) 

Whereas,  Frank  C.  Keller,  for  Par  Homes,  Incorporated, 
owner,  filed  October  2,  1940,  an  appeal  from  decisions  of  the 
borough  superintendent  of  buildings;  premises  120-27  to 
120-39  222nd  street,  120-79  Fransis  Lewis  boulevard,  north¬ 
west  corner,  and  west  side  of  222nd  street,  257  ft.  north  of 
120th  avenue  (Block  No.  3454,  Lot  No.  2),  St.  Albans, 
Borough  of  Queens ;  and 

Whereas,  the  decisions  of  the  borough  superintendent  of 
buildings,  on  New  Building  Application  Nos.  5028,  6303, 
6304,  6315  and  6316  of  1940,  read: 

“The  erection  of  a  frame  building  within  the  fire 
limits  is  contrary  to  Sect.  4.1.2  of  the  Building  Code.” 


and 

Whereas,  the  premises  consist  of  a  plot  fronting  131.32 
ft.  on  Francis  Lewis  boulevard  and  157.91  ft.  on  222nd 
street;  located  in  a  business  and  residence  use  D  area  dis¬ 
trict;  it  is  proposed  to  subdivide  the  plot  into  five  separate 
lots  and  to  erect  on  each  lot  a  one  and  one-half  or  two- 
story,  frame,  one-family  dwelling  not  to  exceed  25  ft.  6  m. 
by  46  ft.  in  area  and  28  ft.  in  height  and  also  to  provide  a 
garage  1 1  ft.  by  20  ft.  in  area ;  dwellings  will  be  set  back 
from  the  222nd  street  building  line  approximately  17  ft., 
except  for  the  corner  building  which  will  be  set  back  from 
Francis  Lewis  boulevard  a  distance  of  15  ft.;  side  y^ards 
will  be  provided  on  the  north  sides  of  not  less  than  10  ft.  in 
width,  except  for  the  corner  building  which  shall  be  not 
nearer  than  5  ft.  to  the  northerly  lot  line ;  side  yards  will  be 
provided  on  the  south  sides  not  less  than  4  ft.  in  width; 
garages  will  be  located  not  nearer  than  1  ft.  to  side  and 
rear  lot  lines;  chimney  breasts  may  project  into  the  side 
yards  approximately  2  ft.;  front  entrance  steps  may  project 
into  setbacks  a  distance  of  5  ft.;  dwellings  will  be  surfaced 
on  the  exterior  with  brick  veneer  at  the  first  story  and  will 
be  surfaced  above  the  first  story  with  wood  siding,  asbestos 
siding,  asbestos  shingles,  stucco  or  masonry  veneer ;  roofs 
will  be  surfaced  with  asphalt  shingles;  garages  will  be  of 
Class  3  construction ;  and 

Whereas,  the  applicant  contends  that  the  property  has  no 
present  value  for  business  purposes  and  that  its  present  out¬ 
look  is  that  it  will  never  be  required  for  business  purposes ; 
that  the  dwellings  will  be  designed  substantially  in  conform¬ 
ance  with  F  area  requirements. 

Resolved,  that  the  decisions  of  the  borough  superintendent 
of  buildings,  on  New  Building  Application  Nos.  5028,  6303, 
6304,  6315  and  6316-40,  be  and  they  hereby  are  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
the  building  shall  be  erected  as  proposed  and  shall  be  limited 
to  occupancy  of  a  single  family  with  a  garage  as  accessory 
thereto;  that  in  all  other  respects  the  building  shall  comply 
with  all  laws,  rules  and  regulations  applicable  to  a  residen¬ 
tial  building  erected  outside  the  fire  limits. 


SUBJECT — Appeal  from  decisions  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 120-16  to  120-28  222nd  street, 
east  side,  130  ft.  south  of  120th  avenue  (Block  No. 
3453,  Lot  No.  18),  St.  Albans,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Frank  C.  Keller  and  Stewart  Willey. 
For  Administration:  M.  O’Donohue,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 


THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  . 

Negative  . 

THE  RESOLUTION— 


4 

0 


(959-40- A) 

Whereas,  Frank  C.  Keller,  for  Par  Homes,  Incorporated, 
owner,  filed  October  2,  1940,  an  appeal  from  decisions  of  the 
borough  superintendent  of  buildings;  premises  120-16  to  120- 
28  222nd  street,  east  side,  130  ft.  south  of  120th  avenue 
(Block  No.  3453,  Lot  No.  18),  St.  Albans,  Borough  of 
Queens ;  and 

Whereas,  the  decisions  of  the  borough  superintendent  of 
buildings,  on  New  Building  Application  Nos.  6306,  6307, 
6312  and  6313  of  1940,  dated  September  18,  1940,  read: 


“The  erection  of  a  frame  building  within  the  Fire 
limits  is  contrary  to  Section  4.1.2  Building  Code.” 

and 

Whereas,  the  premises  consist  of  a  plot  fronting  131.31 
ft.  on  Francis  Lewis  boulevard  and  213.85  ft.  on  222nd 
street;  located  in  a  business  and  residence  use  D  area  dis¬ 
trict;  it  is  proposed  to  subdivide  the  plot  into  four  separate 
lots  and  to  erect  on  each  lot  a  one  or  two-story,  one-family 
dwelling  not  to  exceed  25  ft.  6  in.  by  46  ft.  in  area  and  28 
ft.  in  height,  and  also  a  private  garage  11  ft.  bv  20  ft.  in 
area;  dwellings  will  be  set  back  from  the  222nd  street  build¬ 
ing  line  a  distance  of  17  ft.;  the  corner  dwelling  will  be  set 
back  from  the  Francis  Lewis  boulevard  building  line  a  dis¬ 
tance  of  8  ft. ;  side  yards  will  be  provided  on  the  north 
sides  of  not  less  than  10  ft.,  except  for  the  corner  building 
which  will  have  a  side  yard  on  the  north  lot  line  4  ft.  in 
width ;  side  yards  will  be  provided  on  the  south  sides  of  not 
less  than  4  ft.  in  width;  garages  will  be  located  not  nearer 
than  1  ft.  to  side  and  rear  lot  lines ;  the  garage  to  be  located 
on  the  corner  lot  will  be  not  nearer  than  5  ft.  to  the  dwelling, 
except  that  chimney  breast  may  project  into  said  5  ft.  space 
approximately  2  ft.  and  the  garage  on  the  corner  lot  will 
not  be  set  back  from  Francis  Lewis  boulevard;  dwellings 
will  be  surfaced  on  the  exterior  with  brick  veneer  at  the 
first  story  and  will  be  surfaced  above  the  first  story  with 
wood  siding,  asbestos  siding,  asbestos  shingles,  stucco  or 
masonry  veneer ;  roofs  will  be  surfaced  with  asphalt  shingles ; 
garages  will  be  of  Class  3  construction ;  and 

Whereas,  the  applicant  contends  that  the  property  has  no 
present  value  for  business  purposes  and  that  its  present  out¬ 
look  is  that  it  will  never  be  required  for  business  purposes: 
that  the  dwellings  will  be  designed  substantially  in  conform¬ 
ance  with  F  area  requirements. 

Resolved,  that  the  decisions  of  the  borough  superintendent 
of  buildings,  on  New  Building  Application  Nos.  6306.  630/, 
6312  and  6313-40,  be  and  they  hereby  are  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  the 
building  shall  be  erected  as  proposed  and  shall  be  limited  to 
occupancy  of  a  single  family  with  a  garage  as  accessory 
thereto;  that  in  all  other  respects  the  building  shall  comply 
with  all  laws,  rules  and  regulations  applicable  to  a  residen¬ 
tial  building  erected  outside  the  fire  limits. 


959-40-A. 

APPLICANT— Frank  C.  Keller,  for  Par  Homes,  Incor¬ 
porated.  owner. 


960-40- A. 

APPLICANT— Frank  C.  Keller,  for  Par  Homes,  Incor¬ 
porated.  owner. 
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SUBJECT — Appeal  from  decisions  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AhFECTED — 120-/0  Francis  Lewis  boulevard 
and  120-46  to  120-54  222nd  street,  east  side,  from 
121st  avenue  to  Francis  Lewis  boulevard  (Bloch 
No.  3453,  Lot  No.  85),  St.  Albans,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Frank  C.  Keller  and  Stewart  Willey. 
For  Administration:  M.  O’Donohue,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  . .  0 


THE  RESOLUTION— 

(960-40- A) 

Whereas,  Frank  C.  Keller,  for  Par  Homes,  Incorporated, 
owner,  filed  October  2,  1940,  an  appeal  from  decisions  of  the 
borough  superintendent  of  buildings;  premises  120-70  Fran¬ 
cis  Lewis  boulevard  and  120-46  to  120-54  222nd  street,  from 
121st  avenue  to  Francis  Lewis  boulevard  (Block  No.  3453, 
Lot  No.  85),  St.  Albans,  Borough  of  Queens;  and 
V  iiereas,  tlie  decisions  of  the  borough  superintendent  of 
buildings,  on  New  Building  Application' Nos.  6308,  6309  an  1 
5310  of  1940,  dated  September  18,  1940,  read: 

.  “The  erection  of  a  frame  building  within  the  fire 
limits  is  contrary  to  Section  4.1.2  Building  Code.” 

ind 

.  Whereas,  the  premises  consist  of  a  plot  fronting  100  ft. 
>n  121st  street,  84.84  ft.  on  222nd  street  and  131.31  ft.  on 
b  rands  Lewis  boulevard ;  located  in  a  business  use  D  area 
district;  it  is  proposed  to  subdivide  the  plot  into  three  sep¬ 
arate  lots  and  to  erect  on  each  lot  a  one-story,  one-family 
rame  dwelling  25  ft.  6  in.  by  46  ft.  in  area  and"  to  provide  a 
garage  11  ft.  by  20  ft.  in  area;  dwellings  will  be  set  back 
rom  the  222nd  street  building  line  not  less  than  12  ft.  and 
rom  the  121st  avenue  building  line  not  less  than  8  ft.;  the 
lwelling  to  be  located  at  the  corner  of  Francis  Lewis  boule¬ 
vard  will  be  set  back  a  distance  of  11  ft.  to  the  main  build- 
ng  permitting  an  open  porch  to  encroach  on  said  setback 
ipproxirnately  5  ft. ;  side  yards  will  be  provided  on  the 
’°uth  sides  of  not  less  than  4  ft.  and  on  the  north  sides  of 
lot  less  than  6  ft.,  except  that  the  building  at  the  corner  of 
■rands  Lewis  boulevard  will  be  located  not  nearer  than  11 
t.  to  Francis  Lewis  boulevard,  except  for  the  open  porch ; 
rarages  will  be  not  nearer  than  1  ft.  to  side  and  rear  lot 
mes;  dwellings  will  be  surfaced  on  the  exterior  with  brick 
eneer  at  the  first  story  and  will  be  surfaced  above  the  first 
tory  with  wood  siding,  asbestos  siding,  asbestos  shingles, 
tucco  or  masonry  veneer  :  roofs  will  be  surfaced  with  as- 
'  s^,n^es  •  garages  will  be  of  Class  3  construction ;  and 
Whereas,  the  applicant  contends  that  the  property  has  no 
resent  value  for  business  purposes  and  that  its  present  out- 
<»ok  is  that  it  will  never  be  required  for  business  purposes; 
hat  the  dwellings  will  be  designed  substantially  in  conform- 
nce  with  F  area  requirements. 

Resolved,  that  the  decisions  of  the  borough  superintendent 
i  buildings,  on  New  Building  Application  Nos.  6308,  6309 
nd  6310-40,  be  and  they  herebv  are  modified  and  that  the 
npeal  he  and  it  hereby  is  granted  on  condition  that  the  build- 
ig  shall  be  erected  as  proposed  and  shall  be  limited  to  occu- 
ancV  °f  a  single  family  with  a  garage  as  accessory  thereto; 
hat  in  all  other  respects  the  building  shall  comply  with  all 
*ws,  rules  and  regulations  applicable  to  a  residential  building 
rected  outside  the  fire  limits. 


51  -40-  A. 

APPLICANT— Frank  C.  Keller,  for  Par  Homes,  Incor¬ 
porated.  owner. 


SUBJ  ECT — Appeal  front  decisions  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 120-40  to  120-52  223rd  street, 
northwest  corner  of  Francis  Lewis  boulevard  and 
west  side  of  223rd  street,  79.95  ft.  and  120  ft.  north 
of  Francis  Lewis  boulevard  and  260  ft.  south  of 
120th  avenue  (Block  No.  3454,  Lot  No.  2),  St. 
Albans,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Frank  C.  Keller  and  Stewart  Willey. 
For  Administration:  M.  O’Donohue,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(961-40-A) 

Whereas,  Frank  C.  Keller,  for  Par  Homes,  Incorporated, 
owner,  filed  October  2,  1940,  an  appeal  from  decisions  of  the 
borough  superintendent  of  buildings;  premises  120-40  to  120- 
52  223rd  street,  northwest  corner  of  Francis  Lewis  boule¬ 
vard  and  west  side  of  223rd  street,  79.95  ft.  and  120  ft.  north 
of  Francis  Lewis  boulevard  and  260  ft.  south  of  120th  ave- 
n'  e  (  Block  No.  3454,  Lot  No.  2),  St.  Albans,  Borough  of 
Queens ;  and 

Whereas,  the  decisions  of  the  borough  superintendent  of 
buildings,  on  New  Building  Application  Nos.  6219,  6220, 
6224  and  6311  of  1940,  dated  September  18,  1940,  read: 

“The  erection  of  a  frame  building  within  the  fire 
limits  is  contrary  to  Section  4.1.2  of  Building  Code.” 

and 

Whereas,  the  premises  consist  of  a  plot  fronting  123  ft.  on 
Francis  Lewis  boulevard.  6.02  ft.  on  121st  avenue  and  200 
ft.  on  223rd  street;  located  in  a  business'use  D  area  district; 
it  is  proposed  to  subdivide  the  plot  into  four  separate  lots 
and  to  erect  on  each  lot  a  one-story,  frame,  one-family 
dwelling  not  to  exceed  25  ft.  6  in.  by  46  ft.  in  area  and  a 
private  garage  11  ft.  by  20  ft.  in  area;  dwellings  will  be  set 
back  from  the  223rd  street  building  line  a  distance  of  17  ft. 
and  from  Francis  Lewis  boulevard  approximately  5  ft.; 
side  yards  will  be  provided  on  the  north  sides  of  not  less 
than  10  ft.  in  width,  except  that  a  building  located  at  the 
corner  of  Francis  Lewis  boulevard  will  have  a  side  yard  on 
the  north  side  of  approximately  6  ft. ;  side  yards  will  be  pro¬ 
vided  on  the  south  sides  4  ft.  in  width,  except  that  the  build¬ 
ing  to  be  located  at  the  corner  of  Francis  Lewis  boulevard 
will  be  set  back  approximately  5  ft.  from  the  Francis  Lewis 
boulevard  building  line;  the  garages  will  be  located  not 
nearer  than  1  ft.  to  side  and  rear  lot  lines ;  the  garage  to  be 
located  on  the  lot  at  the  corner  of  Francis  Lewis  boulevard 
will  be  set  back  from  Francis  Lewis  boulevard  a  distance  cf 
19.  ft. ;  the  dwellings  will  he  surfaced  on  the  exterior  with 
brick  veneer  at  the  first  story  and  will  be  surfaced  above 
the  first  story  with  wood  siding,  asbestos  siding,  asbestos 
shingles,  stucco  or  masonry  veneer ;  roofs  will  be  surfaced 
with  asphalt  shingles ;  garages  will  be  of  Class  3  construc¬ 
tion  ;  and 

Whereas,  the  applicant  contends  that  the  property  has  no 
present  value  for  business  purposes  and  that  its  present  out¬ 
look  is  that  it  will  never  be  required  for  business  purposes: 
that  the  dwellings  will  be  designed  substantially  in  conform¬ 
ance  with  F  area  requirements. 

Resolved,  that  the  decisions  of  the  borough  superintendent 
of  buildings,  on  New  Building  Application  Nos.  6219,  6220, 
6224  and  6311-40,  be  and  they  hereby  are  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  *he 
building  shall  he  erected  as  proposed  and  shall  be  limited  to 
occupancy  of  a  single  family  with  a  garage  as  accessory 
thereto :  that  in  all  other  resnects  the  building  shall  comply 
with  all  laws,  rules  and  regulations  applicable  to  a  residen¬ 
tial  building  elected  outside  the  fire  limits. 
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962-40-A. 

APPLICANT — Frank  C.  Keller,  for  Par  Homes,  Incor¬ 
porated,  owner. 

SUBJECT — Appeal  from  decisions  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 120-47  to  120-55  223rd  street, 
northeast  corner  of  Francis  Lewis  boulevard  (Block 
No.  3454,  Lot  No.  50),  St.  Albans,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Frank  C.  Keller  and  Stewart  Willey. 
For  Administration:  M.  O’Donohue,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

Negative  .  0 

THE  RESOLUTION— 

(962-40-A) 

Whereas,.  Frank  C.  Keller,  for  Par  Homes,  Incorporated, 
owner,  filed  October  2,  1940,  an  appeal  from  decisions  of  the 
borough  superintendent  of  buildings;  premises  120-47  to  120- 
55  223rd  street,  northeast  corner  of  Francis  Lewis  boule¬ 
vard  (Block  No.  3454,  Lot  No.  50),  St.  Albans,  Borough 
of  Queens ;  and 

W hereas,  the  decisions  of  the  borough  superintendent  of 
buildings,  on  New7  Building  Application  Nos.  6573,  6574  and 
6575  of  1940,  read: 

“The  erection  of  a  frame  building  within  the  fire 
limits  is  contrary  to  Section  4.1.2  Building  Code.” 

and 

Whereas,  the  premises  consist  of  a  plot  fronting  100  ft. 
on  Francis  Lewis  boulevard  and  120  ft.  on  223rd  street: 
located  in  a  business  and  residence  use  D  area  district;  it 
is  proposed  to  subdivide  the  plot  into  three  separate  lots  and 
to  erect  on  each  lot  a  one-story,  frame,  one-family  dwelling 
25  ft.  6  in.  by  46  ft.  in  area  and  22  ft.  in  height  and  a  pri¬ 
vate  garage  10  ft.  by  20  ft.  in  area;  dwellings  will  be  set 
back  from  the  223rd  street  building  line  a  distance  of  17  ft. 
and  the  corner  dwellings  will  be  set  back  from  Francis 
Lewis  boulevard  a  distance  of  8  ft. ;  side  yards,  will  be  pro¬ 
vided  on  the  north  sides  of  not  less  than  10  ft.  in  width,  ex¬ 
cept  that  the  corner  dwelling  will  have  a  side  yard  of  6  ft.; 
side  yards  will  be  provided  on  the  south  sides  of  not  less 
than  4  ft.  in  width ;  garages  will  beHocated  not  nearer  than 
1  ft.  to  side  and  rear  lot  lines;  the  buildings  will  be  sur¬ 
faced  on  the  exterior  with  brick  veneer  at  the  first  storv  and 
will  be  surfaced  above  the  first  storv  with  wood  siding,  as¬ 
bestos  siding,  asbestos  shingles,  stucco  or  masonry  veneer ; 
roofs  will  be  surfaced  with  asphalt  shingles ;  garages  will  be 
of  Class  3  construction ;  and 

Whereas,  the  applicant  contends  that  the  property  has  no 
present  value  for  business  purposes  and  that  its  present  out¬ 
look  is  that  it  will  never  be  required  for  business  purposes ; 
that  the  dwellings  will  be  designed  substantially  in  conform¬ 
ance  with  F  area  requirements. 

Resolved,  that  the  decisions  of  the  borough  superintendent 
of  buildings,  on  New  Building  Application  Nos.  6573,  6574 
and  6575-40,  be  and  they  hereby  are  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
building  shall  be  erected  as  proposed  and  shall  be  limited  to 
occupancy  of  a  single  family  with  a  garage  as  accessory 
thereto;  that  in  all  other  respects  the  building  shall  comply 
with  all  laws,  rules  and  regulations  applicable  to  a  residen¬ 
tial  building  erected  outside  the  fire  limits. 


963-40-A. 

APPLICANT — Frank  C.  Keller,  for  Par  Homes,  Incor¬ 
porated.  owner. 

SUBJECT — Appeal  from  decisions  of  the  borough  super¬ 
intendent  of  buildings. 


PREMISES  AFFECTED— 221-20,  221-24.  222-02  to  222- 
14  121st  avenue,  south  side,  from  1,488.53  ft.  to 
1,688.53  ft.  east  of  Springfield  boulevard,  120-78  to 
120-86,  121-02  and  121-06  Francis  Lewis  boulevard, 
south  ’side,  1,728  ft.  west  of  Springfield  boulevard 
(Block  No.  3450,  Lot  No.  35),  St.  Albans,  Bor¬ 
ough  of  Oueens. 

APPEARANCES— 

For  Applicant:  Frank  C.  Keller  and  Stewart  Willey. 
For  Administration :  M.  O’Donohue,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

Negative  .  0 

THE  RESOLUTION— 

(963-40-A) 

Whereas,  Frank  C.  Keller,  for  Par  Homes,  Incorporated, 
owner,  filed  October  2,  1940,  an  appeal  from  decisions  of  the 
borough  superintendent  of  buildings;  premises  221-20.  221- 
24,  222-02  to  222-14  121st  avenue,  south  side,  from  1,488.53 
ft.’  to  1,688.53  ft.  east  of  Springfield  boulevard,  120-78  to 
120-86,  121-02  and  121-06  Francis  Lewis  boulevard,  south 
side,  1,728  ft.  west  of  Springfield  boulevard  (Block  No.  3450, 
Lot  No.  35),  St.  Albans,  Borough  of  Queens;  and 

Whereas,  the  decisions  of  the  borough  superintendent  oj 
buildings  on  New  Building  Application  Nos.  50o4,  5035, 
5036,  5037,  5038  and  5039-1940,  dated  September  26,  1940, 
and  Application  Nos.  6578  to  6582-1940,  inclusive,  dated 
October  1,  1940,  read: 

“The  erection  of  a  frame  building  within  the  fire 
limits  is  contrary  to  Section  4.1.2  Building  Code.  ’ 

and 

Whereas,  the  premises  consist  of  a  plot  fronting  263.65 
ft.  on  121st  avenue  and  239.58  ft.  on  Francis  Lewis  boule¬ 
vard;  located  in  a  business  use  D  area  district;  it  is  pro¬ 
posed  to  subdivide  the  plot  into  eleven  separate  lots  and  to 
erect  on  each  lot  a  one-story,  one-family  frame  dwelling  24 
ft.  by  39  ft.  4  in.  in  area  and  a  private  garage  11  ft.  by  20 
ft.  in  area ;  dwellings  will  be  set  back  from  the  street  build¬ 
ing  lines  approximately  17  ft.,  except  for  the  dwelling  lo¬ 
cated  at  the  intersection  of  121st  avenue  and  Francis  Lewis 
boulevard  which  will  be  set  back  from  the  121st  avenue 
building  line  a  distance  of  25  ft.;  side  yards  will  be  provided 
on  the  west  sides  of  not  less  than  4  ft.  in  width  and  on  tne 
east  sides  of  not  less  than  12  ft.  for  the  buildings  located  on 
121st  avenue  and  side  yards  of  not  less  than  23  ft.  for  the 
buildings  located  at  the  intersection  of  121st  avenue  and 
Francis  Lewis  boulevard,  except  that  the  building.  No.  120- 
78  Francis  Lewis  boulevard,  will  have  a  side  yard  on  the 
east  side  of  19  ft.;  chimney  breasts  may  project  into  side 
yards  a  distance  of  2  ft. ;  garages  will  be  located  not  nearer 
than  1  ft.  to  side  and  rear  lot  lines ;  dwellings  will  be  sur¬ 
faced  on  the  exterior  with  brick  veneer  at  the  first  story,  and 
above  the  first  story  with  wood  siding,  asbestos  siding,  as¬ 
bestos  shingles,  stucco  or  masonry  veneer ;  roofs  will  be 
surfaced  with  asphalt  shingles;  garages  will  be  of  Class  3 
construction;  and 

Whereas,  the  applicant  contends  that  the  property  has  no 
present  value  for  business  purposes  and  that  its  present  out¬ 
look  is  that  it  will  never  be  required  for  business  purposes; 
that  the  dwellings  will  be  designed  substantially  in  conform¬ 
ance  with  F  area  requirements. 

Resolved,  that  the  decisions  of  the  borough  superintendent 
of  buildings,  on  New  Building  Application  Nos.  5034  to 
5039-40,  inclusive,  and  6578  to  6582-40,  inclusive, .  be  and 
they  hereby  are  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  building  shall  be  erected  as 
proposed  and  shall  be  limited  in  occupancy  to  a  single 
family  with  a  garage  as  accessory  thereto;  that  the  build¬ 
ings  may  be  surfaced  above  the  first  story  with  asbestos, 
wood  siding  or  masonry  veneer,  provided  that  if  wood  siding 
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iis  used  for  the  first  story  surfacing,  such  siding  shall  be  used 
only  on  every  alternate  house;  that  in  all  other  respects  the 
building  shall  comply  with  all  laws,  rules  and  regulations 
applicable  to  a  residential  building  erected  outside  tbe  fire 

limits. 

— 

290-40- A. 

APPLICANT — Clara  Hall  Brooks  (lessee),  for  Mrs.  F. 
McWilliams,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment — re  Appeal  from  a  decision  of  the  bor¬ 
ough  superintendent  of  buildings. 

PREMISES  AFFECTED — 36  Haven  Esplanade,  northwest 
corner  of  Silver  Lake  road  (Block  No.  126,  Lot 
No.  1),  Silver  Lake,  Borough  of  Richmond. 
APPEARANCES — 

For  Applicant:  Clara  Hall  Brooks  and  Annie  A. 
McWilliams. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU- 

;  TION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(290-40- A) 

i  Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent  of  buildings,  premises  36  Haven  Esplanade, 
northwest  corner  of  Silver  Lake  road  (Block  No.  126,  Lot 
No.  1),  Silver  Lake,  Borough  of  Richmond,  was  granted  by 
the  Board  March  26,  1940,  on  certain  conditions ;  and 
Whereas,  Clara  Hall  Brooks  (lessee),  for  Mrs.  F.  Mc¬ 
Williams,  owner,  requested  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  j}f  March  26,  1940,  so  that  as 
amended  the  resolution  shall  read : 

“Resolved,  that  the  decision  of  the  borough  superin¬ 
tendent  of  buildings,  acting  on  B.N.  Application  No.  100- 
40,  be  and  it  hereby  is  modified  and  that  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  the  plot  shall 
not  be  reduced  in  area ;  that  the  building  shall  not  be 
increased  in  height  or  area;  that  no  additional  buildings 
shall  be  constructed  on  the  plot;  that  the  cellar  ceiling 
throughout  shall  be  maintained  in  good  plastered  con¬ 
dition  ;  that  the  opening  between  the  cellar  and  the 
garage  shall  be  blocked  up  with  approved  masonry;  that 
the  wood  partition  adjoining  the  heater  shall  either  be 
entirely  removed  or  covered  on  the  side  towards  the 
heater  with  asbestos  or  metal  on  furred  strips ;  that  the 
heater  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto;  that  the  door  to  cellar  on  the  first 
story  shall  be  made  self-closing ;  that  the  window  on  the 
dining  room  alcove  shall  be  made  readily  openable  and 
steps  shall  be  provided  from  the  sill  to  the  adjoining 
yard ;  that  the  proposed  kindergarten  school  shall  be 
maintained  on  the  first  story  only,  with  not  more  than 
thirty  (30)  children  in  attendance;  that  the  second  story 
and  attic  shall  be  used  solely  as  a  dwelling  for  one  fam¬ 
ily:  that  there  shall  be  an  attendant  in  charge  of  the 
building  at  all  times  during  the  school  session.” 


VARIATION  OF  THE  LABOR  LAW. 

943-40- S. 

APPLICANT — Bernhardt  T.  Berman,  for  Carmela  Rus- 
__  pantino,  owner. 

SUBJECT — Variation  from  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  borough  superin¬ 
tendent  of  buildings. 


PREMISES  AFFECTED— 2725  Stillwell  avenue,  east  side, 
580  ft.  north  of  Neptune  avenue  (Block  No.  7247, 
Lot  No.  191),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Bernhardt  T.  Berman. 

For  Administration:  Dewey  Rothkrug,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock  and  Commis¬ 


sioners  Savage  and  Blum  .  3 

Negative:  Assistant  Chief  McCarthy  .  1 

THE  RESOLUTION— 

(943-40-S) 


Whereas,  Bernhardt  T.  Berman,  for  Carmela  Ruspan- 
tino,  owner,  filed  September  27,  1940,  an  application  for  a 
variation  from  the  requirements  of  the  Labor  Law  as  cited 
in  a  decision  of  the  borough  superintendent  of  buildings ; 
premises  2725  Stillwell  avenue,  east  side,  580  ft.  north  of 
Neptune  avenue  (Block  No.  7247,  Lot  No.  191),  Borough 
of  Brooklyn ;  and 

W  iiereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Alteration  Application  No.  4854-40,  dated  Sep¬ 
tember  24,  1940,  reads : 

“3.  Provide  two  fireproof  stairs  from  second  floor  in 
compliance  with  Sec.  270  of  the  Labor  Law.” 

and 

Whereas,  the  building  is  two  stories  (27  ft.  9  in.)  in 
height,  15  ft.  WY2  in.  by  109  ft.  8  in.  in  area  on  the  first 
story  and  20  ft.  by  100  ft.  in  area  above ;  of  Class  3  and  4 
construction;  erected  in  1927;  located  in  an  unrestricted  use 
district ;  occupied :  cellar,  ordinary  use ;  first  story,  nickel 
plating  shop,  3  persons ;  second  story,  dwelling,  one  family ; 
it  is  proposed  to  occupy  the  building:  cellar,  same;  first 
story,  same,  10  persons;  second  story,  nickel  plating  shop 
at  front,  10  persons,  and  dwelling,  one  family,  at  rear;  the 
building  will  be  equipped  with  one  interior  stairs,  3  ft.  10  in. 
wide,  of  fireproof  construction,  and  equipped  with  one  hour 
fire  doors,  located  at  the  front  of  building;  and 

Whereas,  the'  applicant  contends  that  the  first  story  is  oc¬ 
cupied  as  a  factory  by  the  owner  of  the  premises,  who  re¬ 
sides  on  the  second  story ;  that  the  second  story  factory  will 
be  occupied  in  conjunction  with  the  first  story;  that  the 
occupancy  of  the  second  story  will  not  exceed  ten  persons ; 
that  the  net  area  of  the  second  story  is  741  sq.  ft. ;  that  the 
proposed  stairways  will  be  adequate;  that  due  to  the  small 
area  it  is  impracticable  to  erect  the  second  stairway;  that 
in  lieu  of  the  required  second  means  of  egress,  it  is  proposed 
to  provide  a  sliding  drop  ladder  at  the  rear  to  the  side  court 
where  exit  can  be  had  direct  to  the  street  through  a  fire¬ 
proof  passageway. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  borough  superintendent  of 
buildings,  on  Alteration  Application  No.  4854-40,  Objection 
No.  3,  and  that  the  application  be  and  it  hereby  is  granted 
on  condition  that  the  exits  shall  be  provided  substantially  as 
indicated  on  plans  filed  with  the  borough  superintendent  of 
buildings  on  Alteration  Application  No.  4854-40;  that  a 
sliding  drop  ladder  shall  be  maintained  as  a  second  means  of 
exit,  as  shown;  that  the  roof  between  the  existing  second 
story  rear  and  the  proposed  second  story  front  shall  be  fire¬ 
proof  ;  that  all  lot  line  windows  shall  be  fireproof  and  self¬ 
closing;  that  all  windows  opening  on  the  fire  passage 
through  to  Stillwell  avenue  shall  be  fireproof  and  self-clos¬ 
ing,  except  the  window  where  drop  ladder  is  to  be  con¬ 
structed  which  shall  be  fireproof  and  fixed:  that  objections 
of  the  Building  Department.  Nos.  2,  4,  5,  6,  7  and  8,  dated 
September  24,  1 940,  shall  be  complied  with,  and  granted  only 
so  long  as  the  building  is  maintained  as  proposed  and  as 
herein  permitted  and  in  all  other  respects  meets  the  require- 
ments  of  all  laws,  rules  and  regulations  relating  to  the  con¬ 
struction  of  this  building  and  its  occupancy. 
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MATERIALS  SUBMITTED  FOR  APPROVAL. 


547-38-SM. 


APPLICANT — David  E.  Kennedy,  owner. 
SUBJECT — Kentile,  approval  of. 


APPEARANCES— 


For  Applicant :  Charles  T.  Mee. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 


THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  . 

Negative  . 


4 

0 


THE  RESOLUTION— 

(547-38-SM) 


Whereas,  David  E.  Kennedy,  Incorporated,  owner,  filed 
June  27,  1938,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  material  known  as  Kentile ; 
and 

Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 


REPORT  OF  COMMITTEE  ON  TESTS. 

October  5,  1940. 

Re:  Cal.  No.  547-38-SM. 

Subject:  Kentile,  approval  of. 

David  E.  Kennedy,  Incorporated,  of  Brooklyn,  New 
York,  filed  June  27,  1938,  a  request  for  the  approval  of 
their  asphalt  tile  known  as  Kentile  under  the  provisions 
of  C26-178.0  (2. 1.2.5)  and  C26-667.0,  sub.  4  (10.9.2.4.). 

Kentile  is  made  in  thicknesses  of  %  in.,  3/16  in.  and 
)4  in.  and  in  sizes  varying  from  3  in.  x  3  in.  to  18  in. 
x  24  in.  of  varying  designs  and  colors  and  for  general 
purposes  over  wood  and  concrete  floors. 

Basically,  Kentile  is  composed  of  asbestos,  asphalt, 
color  pigments,  fillers  and  resins.  Each  color  has  a 
definite  formula  and  materials  are  accordingly  propor¬ 
tioned  by  weight  in  batches  of  400  pounds.  Mixing  is 
accomplished  in  a  Banbury  machine  for  a  predetermined 
period  and  heated  by  steam,  the  temperature  of  which  is 
controlled  bv  an  automatic  recording  thermometer. 
From  the  Banbury  machine,  the  batch  having  been  mixed 
so  as  to  obtain  uniformity,  it  is  delivered  to  a  milling 
machine  whose  rollers  are  kept  at  a  uniform  tempera¬ 
ture  by  a  pyrometer.  After  milling  a  rough  sheet  in. 
thick  is  obtained  which  is  put  through  a  sheeter  which 
reduces  the  thickness  to  .005  in.  greater  than  the  desired 
thickness.  A  calendar  roll  reduces  the  sheet  to  the  re¬ 
quired  thickness  and  renders  the  surface  smooth.  The 
temperatures  in  the  sheeter  and  calendar  rolls  are  con¬ 
trolled  by  pyrometers.  The  processed  sheet  is  then  put 
through  a  die  press  and  cut  to  the  required  size.  Period¬ 
ically,  tiles  are  taken  from  this  die  press  and  checked  for 
thickness,  size,  color  and  for  compliance  with  Federal 
Specification  SS-T-306.  These  same  materials  are 
moulded  into  Flex-O-Base  for  coves  and  Kentile 
Straight  Base. 

Tests  on  these  materials  for  compliance  with  Federal 
Specification  SS-T-306  were  made  at  the  Howard  Test¬ 
ing  Laboratory.  Newark,  New  Jersey,  Laboratory  No. 
104,591,  with  results  as  follows: 

IDENTIFICATION 


Quarry  Morocco  Egyptian 


Color 

Red  Brown  Porphry 

Required 

Size 

12x12  12 

x  12  12 

x  12 

12  x  12 

Thickness 

.1895 

.1852 

.1912 

.005 

INDENTATION 

77-F  1  min. 

.0115 

.0120 

.0110 

.009— .020 

77-F  10  min. 

.0156 

.0169 

.0158 

* 

115-F  30  secs. 

.0190 

.0195 

.0228 

.038  max. 

Impact  test 

sound 

sound 

sound 

O.K. 

FLEXTURE 
With  grain 
Across  grain 

14.12 

13.25 

13.5 

11.0 

12.25 

13.00 

6.5  lbs.  min. 
6.5  lbs.  min. 

DEFLECTION 
With  grain 
Across  grain 
Curling 

0.87 

1.00 

none 

1.12 

.94 

none 

0.75 

0.62 

none 

0.40"  min. 
0.40"  min. 
0.05"  max. 

Flammability 

Requirement 

Yz  sec. 

0  sec. 

0  sec. 

30  secs. 

REMARKS 
*77-F  10  min. 

.0168 

.0174 

.0162 

Tests  for  staining  were  made  by  the  R.  W.  Hunt  I 
Company,  Chicago,  Illinois,  Report  No.  H19928-30  with 
results  as  follows : 


KENTILE  FLOORING— MOROCCO  BROWN  (104) 
(called  A) — Time  of  Contact 

Tincture  of  Iodine  Stain — Satisfactorily  removed  with 
soap  and  water,  five  minutes ;  spot  still  noted,  twenty- 
spot  remains  very  slightly  visible,  one  week. 

Suspension  of  Hydrated  Ferric  Oxide — Satisfactorily 
removed  with  soap  and  water,  five  minutes ;  satisfac¬ 
torily  removed  with  soap  and  water,  twenty-four  hours; 
spot  remains  very  slightly  visible,  one  week. 

KENTILE  FLOORING— MOROCCO  BROWN  (104) 
(called  B) — Time  of  Contact 

Tincture  of  Iodine  Stain — Satisfactorily  removed  with  ■ 
soap  and  water,  five  minutes ;  spot  still  noted,  twenty- 
four  hours ;  spot  quite  visible,  one  week. 

Suspension  of  Hydrated  Ferric  Oxide — Satisfactorily 
removed  with  soap  and  water,  five  minutes ;  satisfac-  , 
torily  removed  with  soap  and  water,  twenty-four  hours; 
spot  remains  very  slightly  visible,  one  week. 

KENTILE  FLOORING— QUARRY  RED  (No.  106) 
Time  of  Contact 

Tincture  of  Iodine  Stain — Satisfactorily  removed  with 
soap  and  water,  five  minutes ;  spot  still  noted,  twenty- 
four  hours ;  spot  quite  visible,  one  week. 

Suspension  of  Hydrated  Ferric  Oxide — Satisfactorily 
removed  with  soap  and  water,  five  minutes ;  satisfac¬ 
torily  removed  with  soap  and  water,  twenty-four  hours; 
spot  remains  barely  visible,  one  week. 

A  test  was  made  at  Columbia  University,  Report  No. 
2167,  to  determine  the  incombustibility  of  Flextile,  now 
known  as  Kentile,  but  the  results  of  such  test  indicated 
that  the  tile  burned  with  small  flames  which  precludes 
its  acceptance  as  an  incombustible  material  under  C26- 
88.0  (1.80),  Administrative  Building  Code. 

GENERAL 

In  cementing  to  concrete  floors  an  approved  asphalt 
emulsion  shall  be  used  which  is  made  level  bv  the  use 
of  a  notched  trowel.  Below  grade  of  street  an  asphalt 
primer  shall  be  used  to  increase  the  penetration  of  the 
asphalt  into  the  concrete  sub-floor.  Such  primer  shall 
comply  with  Federal  Specification  SS-A-701.  Where 
an  alkali  condition  is  found  on  concrete  floors  ,it  shall 
be  corrected  by  neutralizing  with  a  10  per  cent,  solution 
of  acetic  acid. 

When  used  over  wood  sub-floors,  a  30-pound  asphalt 
saturated  felt  shall  be  used,  which  shall  be  secured  to 
the  sub-floor  by  linoleum  cement  so  as  to  relieve  the 
effects  of  expansion,  contraction  and  movement.  The 
tile  shall  be  secured  to  the  felt  with  asphalt  emulsion. 

RECOMMENDATION 

On  the  basis  of  the  foregoing  data,  the  Committee 
recommends  the  approval  of  Kentile  under  C26-178.0 
(2.1.2.5)  and  C26-667.0,  Sub.  4  (10.9.2.4)  and  under  the 
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rules  and  regulations  of  the  Tenement  House  Depart¬ 
ment  as  revised  June,  1937,  and  the  Supplementary  Rules 
and  Regulations  of  the  Tenement  House  Department 
effective  January  1,  1936,  for  such  uses  as  are  speci¬ 
fically  permitted  therein  and  when  installed  in  accord¬ 
ance  with  the  requirements  of  such  rules  and  as  pro¬ 
vided  herein. 

This  material  is  shipped  in  wire-bound  wooden  boxes 
marked  with  name  of  the  tile  and  type  of  floor  over 
which  it  is  to  be  used,  thickness,  size  and  color.  In  ad¬ 
dition  to  this  marking  the  Committee  recommends  each 
such  box  to  be  tagged,  labeled  or  stamped,  reading  as 
follows:  “Approved  for  use  in  New  York  City  by  the 
Board  of  Standards  and  Appeals  under  Cal.  No.  547- 
38-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM, 

Commissioner. 


and 


LESLIE  V.  HUBER, 

Chief  Engineer. 
Committee  on  Tests. 


Whereas,  this  report  recommended  the  approval  of  this 

material. 

Resolved .  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Kentile,  on  condition 
that  the  material  be  manufactured,  installed,  labeled,  stamped 
or  tagged  in  accordance  with  the  above  report. 


257-39-SM. 

APPLICANT — United  States  Gypsum  Company,  owner. 

SUBJECT — U.S..  Gypsum  Company  “Red  Top”  Metal  Lath 
and  Lathing  Accessories,  approval  of 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock.  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(257-39-SM) 

Whereas,  LTnited  States  Gypsum  Company  of  New  York, 
owner,  filed  March  1,  1939,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  material  known 
as  U.S.  Gypsum  “Red  Top”  (also  known  as  Samson)  Metal 
Lath  and  Lathing  Accessories ;  and 
Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report ;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 


REPORT  OF  COMMITTEE  ON  TESTS. 

October  3,  1940. 

Re:  Cal.  No.  257-39-SM. 

Subject:  LT.S.  Gypsum  “Red  Top”  (also  known  as 
.  amson)  Metal  Lath  and  Lathing  Accessories,  approval 

of. 

United  States  Gypsum  Company  of  New  York  filed 
March  1,  1939,  an  application  with  the  Board  of  Stand¬ 
ards  and  Appeals  for  approval  of  materials  (hereinafter 
referred  to)  under  the  provisions  of  Sections  C26-191.0 
(2.2.3),  C26-459.0  (8.4.10.3),  C26-460.0  (8.4.10.4),  and 
C26-461.0  (8.4.10.5),  Administrative  Building  Code. 

These  materials  are  manufactured  at  applicant’s  plant 
in  \\  arren,  Ohio.  Diamond  mesh  lath  products  (which 
include  Junior  and  Mahoning  Mesh)  are  produced  on  a 
rotary  type  lath  machine  in  which  steel  strips  of  such 
Rauge  as  necessitated  by  the  required  weight  of  the  fin¬ 
ished  material,  8  in.  wide  x  113J^  in.  long  cut  from  an 


original  steel  sheet  32J6  in.  wide  x  113 in.  long,  are 
fed  into  a  pair  of  rotary  cutters,  which  cut  small  slits 
longitudinally  through  the  strip.  The  slitted  strips, 
leaving  the  rotary  cutters,  are  next  engaged  by  chains 
which  expand  the  slitted  strip  at  an  angle  of  approx¬ 
imately  45  degrees  from  horizontal.  This  expanding 
process  expands  the  original  blank  to  either  24  in.  or 
27  in.  and  at  the  same  time  pulls  in  the  original  length 
to  approximately  101  in. 

The  result  of  this  expansion  process  is  a  full  lath 
sheet  of  uniform  diamond  shaped  openings.  A  series  of 
leveling  rolls  press  out  anv  buckles  or  curls  that  mav 
have  occurred  in  the  expanding  process  and  each  sheet  is 
then  dropped  onto  an  automatic  shearing  table  which 
square  trims  each  end  and  assures  a  uniform  99  in. 
length.  After  assembly  into  bundles,  weight  identifica¬ 
tion  tags  are  attached  and  the  individual  bundles  trans¬ 
ported  to  the  paint  room  where  they  are  dipped  into  a 
solution  of  black  asphaltum  paint.  The  bundles  are 
then  dried  and  type  identification  tags  attached,  after 
which  they  are  put  in  storage,  ready  for  shipment.  The 
same  general  methods  are  pursued  in  manufacturing  the 
other  types  of  lath  hereinafter  referred  to,  with  varia¬ 
tions  for  the  particular  type. 

The  United  States  Gypsum  Company  has  filed  with 
its  application  “A  Summary  of  the  Standards  and 
Process  of  Manufacturing”  of  its  products  which  sum¬ 
mary  is  made  a  part  of  this  report  and  incorporaetd  here¬ 
in  by  reference. 

Samples  of  metal  lath  were  selected  from  stock  in  the 
Long  Island  City  warehouse  of  the  companv.  measured, 
weighed  and  gauged  by  John  F.  Fitzsimons,  Engineer  of 
the  Board,  and  the  results  are  set  forth  herein : 

Regular  Actual 
Weight  Weight  Gauge 
Material  p.s.y. 

2.2  lb.  Junior  Diamond  Mesh — 


Painted  . 

— 

2.10 

28 

2.5  lb.  Junior  Diamond  Mesh — 

Painted  . 

_ 

2.40 

25 

Galvnized  . 

_ 

2.35 

25 

2.2  lb.  Mahoning — Painted 

— 

2.14 

26 

2.5  lb.  Mahoning — Galvanized 

_ 

2.40 

26 

2.75  lb.  %  in.  Z  Rib — Painted 

_ 

2.74 

28 

2.75  lb.  4  mesh  Z  Rib — Painted 

_ 

2.76 

28 

Cornerite — A  Diamond  Mesh 

Angle — Painted  . 

•  _ 

2.00 

26 

Strinlath — A  Diamond  Mesh 

Metal  Lath  . 

— 

2.00 

26 

Approval  of  the  foregoing  materials  is  requested  under 
Section  C26-458.0  (8.4.10.2)  for  use  wherever  com¬ 
bustible  lath  may  be  used : 

Regular  Actual 
Weight  Weight  Gauge 
Material  p.s.y.  p.s.y. 

3.0  lb.  Tunior  Diamond  Mesh — 

2.5  lb.  Junior  Diamond  Mesh — 

Painted — 5/16"  wide  mesh 

3.4  lb.  Junior  Diamond  Mesh — 

Painted  . 

3.4  lb.  Junior  Diamond  (cop- 

ner-bearing)  . 

3.0  1b.  Mahoning  Mesh — 

Painted — VA'  wide  mesh  . . 

3.4  1b.  Mahoning  Mesh — 

Painted  . 

3.0  lb.  y  in.  Z  Rib — Painted 

3.4  lb.  y  in.  Z  Rib — Painted 
3.0  lb.  y  in.  Z  Rib — Painted 

3.4  lb.  Vi.  in.  Z  Rib — Painted 
4.0  1b.  y  in.  Z  Rib — Painted 
3.0  lb.  4  mesh  Z  Rib — Painted 

3.4  1b.  4  mesh  Z  Rib — Painted 

3.4  lb.  Junior  Diamond  Mesh — 

Galvanized  . 


3.0 

3.0 

22 

3.0 

3.375 

23 

3.0 

3.40 

22 

3.0 

2.975 

24 

3.0 

3.50 

24 

3.0 

3.09 

28 

3.0 

3.50 

28 

3.0 

3.00 

24 

3.0 

3.375 

24 

3.0 

4.0 

23 

3.0 

3.075 

22 

3.0 

3.45 

22 

3.0 

3.75 

22 
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3.4  lb.  Mahoning  Mesh — 


Galvanized  . 

3.0 

3.3 

23 

3.4  lb.  ys  in.  Z  Rib— Gal¬ 
vanized  . 

3.0 

3.36 

28 

3.4  lb.  3/g  in.  Z  Rib— Gal¬ 
vanized  . 

3.0 

3.625 

23 

Metal  Arches  (Pat.  1782147) 

— Galvanized  . 

4.5 

26 

No.  1A — Expanded  Corner 
Bead — Galvanized  . 

4.0 

26 

No.  4A — Standard  Corner 

Bead — Galvanized  . 

8.0 

26 

No.  4 A — Flexible  Corner  Bead 
— Galvanized  . 

6.17 

24 

No.  5  A — Bullnose  Corner 

Bead — Galvanized  . 

6.50 

26 

No.  6A — Plain  Base  Ground — 
— Galvanized  . 

6.50 

26 

No.  7 A — Curved  Point  Base 
Screed — Galvanized  . 

6.30 

26 

No.  8A — Picture  Mould — Gal¬ 
vanized  . 

6.48 

26 

No.  12A — Wide  Flange  Bead — 
Galvanized  . 

6.10 

26 

Approval  of  the  above  listed  materials  is  requested 
under  Sections  C26-459.0  (8.4.10.3)  and  C26-460.0 

(8.4.10.4). 

The  following  hangers  and  purlins  were  submitted  for 
approval  under  Section  C26-461.0  (8.4.10.5)  : 

1  in.  x  3/16  in.  hot-rolled  flats,  painted,  used  for 
hangers. 

1)4  in.  x  1)4  in.  x  %  in.  hot-rolled  angles,  painted, 
used  for  purlins. 

1)4  in.  x  54  in.  hot-rolled  channels,  painted,  used  for 
purlins — 1.03  lb.  per  ft. 

The  following  accessories  were  also  submitted  for  ap¬ 
proval  under  the  provisions  of  Section  C26-191.0 


(2.2.3)  : 

Galvanized  soft  annealed-tie-wire .  18  gauge 

Clips  No.  100,  to  secure  purlins,  painted  ..  18  gauge 
Clips  No.  400,  for  use  with  metal  studs, 

painted  . .  19  gauge 

Clips  No.  500,  for  use  with  metal  studs, 

painted  .  19  gauge 

These  clips  are  modified  forms  of  those  approved 


under  Cal.  No.  485-39-SM  for  resilient  construction 
with  Rocklath  and  are  intended  to  be  used  with  metal 
lath  products  of  the  United  States  Gypsum  Company. 
A  full  description  of  the  clips  and  methods  of  attach¬ 
ment  is  found  in  catalogue  “Red  Top  Metal  Lath  Re¬ 
silient  System”  filed  herein. 

RECOMMENDATION 

On  the  basis  of  the  foregoing  data,  the  Committee 
recommends  the  approval  of  U.S.  Gypsum  “Red  Top” 
(also  known  as  Samson)  Lath  and  Accessories,  as  fol¬ 
lows  : 

Lath  weighing  less  than  3.0  lbs.  per  sq.  yd.  be  ap¬ 
proved  for  use  as  a  substitute  for  combustible  lath  under 
C26-458.0  (8.4.10.2).  Such  lath,  however,  shall  weigh 
not  less  than  2.5  lbs.  per  sq.  yd. 

Lath  weighing  3.0  lbs.  per  sq.  yd.  or  over  be  ap¬ 
proved  for  use  as  metal  lath  (incombustible)  under  C26- 
459.0  (8.4.10.3)  and  C26-460.0  (8.4.10.4)  when  installed 
in  accordance  with  the  requirements  thereof. 

Hangers  and  purlins,  for  use  with  suspended  ceilings, 
of  the  specifications  provided  herein  be  approved  under 
C26-461.0  (8.4.10.5)  when  installed  in  accordance  with 
the  requirements  thereof. 

All  accessories  listed  herein  be  approved,  when  in¬ 
stalled  with  the  requirements  of  the  Administrative 
Building  Code,  under  C26-191.0  (2.2.3). 

It  is  further  recommended  that  the  use  of  these  mate¬ 
rials  be  limited  to  the  specific  uses  permitted  for  each 
type  of  lath  and  that  it  be  applied  as  provided  for  in  the 


pertinent  provisions  of  the  Administrative  Building  Code. 
In  cases  where  no  specific  requirements  exist,  the  mate¬ 
rial  may  be  installed  in  accordance  with  the  manufac¬ 
turer’s  specification. 

It  is  further  recommended  that  all  material  herein 
shall  be  manufactured  and  applied  as  provided  for  here¬ 
in,  except  that  lath  weight  shall  be  permitted  a  tolerance 
of  5  per  cent. 

Each  bundle  or  container  shall  be  labeled  or  stamped 
reading  as  follows :  “Approved  by  the  Board  of  Stand¬ 
ards  and  Appeals  for  use  in  New  York  City  under  Cal. 
No.  257-39-SM.”  Where  the  lath  weight  is  less  than 
3.0  lbs.  per  sq.  yd.  such  lath  shall  bear  additional  word¬ 
ing  reading  as  follows :  “This  metal  lath  may  only  be 
used  where  combustible  lath  is  permitted.”  It  is  not 
intended,  however,  that  the  prohibitions  of  C26-458.0 
a,  b  (8.4.10.2)  a,  b,  apply  to  lath  weighing  less  than 
3.0  lbs.  per  sq.  yd.  as  herein  recommended  for  approval. 
The  installation  of  such  lath,  however,  shall  comply  with 
all  the  requirements  of  the  Code  for  metal  lath  as  pro¬ 
vided  in  C26-459.0  (8.4.10.3). 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 

CHARLES  M.  BLUM, 

Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests, 
and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  U.S.  Gypsum  “Red 
Top”  (also  known  as  Samson)  Metal  Lath  and  Lathing  Ac¬ 
cessories,  on  condition  that  the  material  be  manufactured,  in¬ 
stalled,  labeled,  stamped  or  tagged  in  accordance  with  the 
above  report. 


Adjourned,  4:45  P.M. 

Joseph  J.  Doyle,  Chief  Clerk. 


*CORRECTION. 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  on  November  18,  1939,  as  they  appeared  in 
Bulletin  No.  46,  No.  24,  are  hereby  corrected  to  read  as 
follows : 

THE  RESOLUTION— 

(1329-39-SM) 

Whereas,  The  Uvalde  Rock  Asphalt  Company,  owner, 
filed  October  27,  1939,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  material  known 
as  Azrock  Carpet  Tile,  Types  W  and  C;  and 
Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

November  4,  1939. 

Re:  Cal.  N.o.  1329-39-SM. 

Subject:  Azrock  Carpet  Tiles,  Types  W  and  C,  ap¬ 
proval  of. 

The  Uvalde  Rock  Asphalt  Company,  of  San  Antonio, 
Texas,  filed  on  October  27,  1939,  a  request  for  the 
approval  of  their  asphalt  tile  known  as  “Azrock  Carpet 
Tile”,  under  the  provisions  of  C-26-178.0  (2.1.2.5)  and 
C-26-667.0,  Sub,  4  (10.9.2.4). 

Azrock  Carpet  Tile.  Type  C  (for  concrete  floors) 
and  Type  W  (for  wood  floors)  is  made  in  sizes  Y%  . 
3/16"  and  54"  in  thickness  and  vary  in  designs  and 
colors.  The  difference  in  Type  C  used  on  concrete 
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floors  and  Type  W  for  use  over  wood  floors  is  in  the 
fillers,  the  latter  having  fillers  of  higher  tensile  strength 
and  slightly  longer,  both  fillers,  however,  being  of 
cotton  and  asbestos. 

In  the  manufacture  of  these  tiles,  Limestone  Rock 
Asphalt  and  Gilsonite  are  the  basic  materials.  To 
these  materials  are  added  filler  as  before  mentioned 
with  pigments  to  procure  desired  colors.  The  tiles  are 
formed  by  first  mixing  thoroughly  in  a  Banbury 
.Mixer,  after  which  they  pass  through  a  series  of  rolls 
which  produce  the  desired  thickness,  after  which  it  is 
cut  to  the  required  shape. 

bor  cementing  to  concrete  floors,  an  approved  as¬ 
phalt  emulsion  is  used  which  becomes  tacky  in  from 
twenty  to  forty  minutes  and  this  is  made  level  bv  use 
of  a  notched  trowel.  Below  grade  of  street,  an  as¬ 
phalt  primer  is  used  so  as  to  increase  the  penetration 
of  the  asphalt  into  the  concrete  sub-floor.  Such  primer 
shall  comply  with  Federal  Specification  SS-A-701. 
\\  here  an  alkali  condition  exists  on  the  concrete  floors, 
it  is  corrected  by  neutralizing  with  a  10%  solution  of 
acetic  acid. 

When  used  over  wood  sub-floors,  a  thirty-pound 
asphalt  saturated  felt  is  secured  to  the  sub-floor  by  a 
linoleum  cement,  which  relieves  the  tile  of  irregular 
movements  caused  by  expanding  and  contracting  wood 
sub-floors.  ^An  emulsion  as  described  above  for  con¬ 
crete  floors  is  then  applied. 

Tests  on  this  material  were  performed  by  Columbia 
University,  Report  Xo.  2450.  On  a  concrete  slab 
thirty-six  samples  of  9"  x  9"  x  3/16"  tile  were  laid 
and  tests  conducted  on  same  to  observe  its  behavior 
when  exposed  to  fire,  resistance  to  alkali  and  to  its 
resistance  to  staining  and  penetration  to  anueous 
solutions.  Results  of  fire  tests  conducted  for  a  period 
of  forty  minutes,  indicated  the  tile  to  be  softened  over 
an  area  of  16  inches  in  diameter,  with  charring  over 
a»  area  x  14"’  with  flaming  over  an  area  of 

9"  x  6",  ceasing  twelve  minutes  after  test  started  and 
with  no  flaming  thereafter. 

The  Alkali  test  indicated  a  slight  softening  of  the 
tile,  which  later  hardened  after  drying.  When  a  solu¬ 
tion  of  saturated  alkaline  blue  was  applied  to  the 
surface,  it  resulted  in  a  slight  stain  on  the  surface 
with  no  penetration. 

Existing  installations  of  “Azrock  Carpet  Tile”  in 
use  over  a  period  of  nine  years  show  no  warping, 
shrinkage,  staining  or  disintegration. 


On  the  basis  of  the  foregoing  data,  the  Committee 
recommends  the  approval  of  the  Azrock  Carpet  Tile, 
Type  W  and  C,  under  C-26-178.0  (2.1.2.5)  and  C-26- 
667.0,  Sub.  4  (10.9.2.4)  and  under  the  rules  and  regu¬ 
lations  of  the  Tenement  House  Department  as  revised 
June,  1937,  and  the  Supplementary  Rules  and  Regula¬ 
tions  of  the  Tenement  House  Department  effective  Janu¬ 
ary  1,  1936,  for  such  uses  as  are  specifically  permitted 
therein  and  when  installed  in  accordance  with  the  re¬ 
quirements  of  such  rules  and  as  provided  herein. 

1  his  material  is  shipped  in  wire-bound  wooden  boxes 
marked  with  name  of  the  tile  and  type  of  floor  over 
which  it  is  to  be  used,  thickness,  size  and  color.  In 
addition  to  this  marking  the  Committee  recommends 
each  such  box  to  be  tapped,  labeled  or  stamped,  read¬ 
ing  as  follows:  “Approved  for  use  in  New  York  City 
by  the  Board  of  Standards  and  Appeals  under  Cal.  No. 
1329-39-SM.” 


and 


(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM, 

Commissioner. 
LESLIE  V.  HUBER, 

Chief  Engineer. 
Committee  on  Tests. 


Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Azrock  Carpet  Tile, 
Types  W  and  C,  on  condition  that  the  material  be  manu¬ 
factured,  used  and  labeled,  stamped  or  tagged  in  accord¬ 
ance  with  above  report. 


-^.Correction — The  word  “sustaining”  changed  to  “stain¬ 
ing  in  line  5o  of  resolution  and  the  words  “as  a  substitute 
material  to  linoleum  and  rubber  floor  covering  as  provided 
in  Article  4,  when  installed  in  accordance  with  the  require¬ 
ments  ^herein ;  and  as  provided  for  herein”  deleted  in  lines 
/5  to  aS,  inclusive,  and  the  words  “ and  the  Supplementary 
Rules  and  Regulations  of  the  Tenement  House  Department 
effective  January  1,  1936,  for  such  uses  as  are  specifically 
permitted  therein  and  when  installed  in  accordance  with  the 
requirements  of  such  rules  and  as  provided  herein’’,  inserted 
therefor. 


NOTICE 

WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
'd  to  all  lawyers,  architects  and  engineers  representing 
viters  or  lessees  in  proceedings  before  the  Board — 

first,  1  hat  ii  they  do  not  appear  in  person  or  by  rep- 
‘sentative  at  the  hearing  of  their  case,  dismissal  for  lack 
prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
-S' nig  is  provided  in  the  publication  in  this  Bulletin  of 
ie.  ca'cndars  of  the  Board,  each  case  being  set  down  by 
aiendar  Number  and  the  premises  under  the  date  of  the 

taring. 

Third,  I  hat  no  plea  of  ignorance  of  the  date  of  the 
aring  can  be  entertained  in  view  of  this  publication  and 
u'e  posting  of  tbe  calendars  on  the  bulletin  board  in  the 


offices  of  the  Board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  will 
be  held  in  abeyance  by  reason  of  failure  of  the  appellant 
or  applicant  to  file  necessary  data,  or  by  any  other  method 
of  delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  bv  law  are  supplied,  as  specified  on  the  blank 
anpeal  or  application  forms. 
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RULES 


RULES  FOR  THE  TESTING  AND  USE  OF  BLENDED  CEMENTS. 

ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS,  AUGUST  2,  1940.  EFFEC¬ 
TIVE  IN  ACCORDANCE  WITH  SECTION  665,  SUBDIVISION  C,  OF  THE  NEW  \ORKj 

CITY  CHARTER,  AUGUST  26,  1940. 


(584-39-SR) 

Authority : 

Pursuant  to  the  Authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  paragraph  2,  Charter  of 
the  City  of  New  York,  and  C26-189.0,  Administrative  Build¬ 
ing  Code  (2.2.1. 1),  and  C26-312.0,  paragraph  c,  subdivision 
2,  Administrative  Building  Code  (7. 1.1. 7. 3)  reading : 
“Nothing  herein  contained  shall  be  construed  to  prohibit 
the  use  of  cements  of  other  types  which  arc  approved  by 
the  board  and  are  used  in  accordance  xvith  rules  of  the  board 
governing  their  use.” 


outlined  in  A.S.T.M.  specifications  C77-36,.  and  when 
so  tested  it  shall  show  no  signs  of  distortion,  crack¬ 
ing,  checking  or  disintegration  when  subjected  to  the 
steam  test,  nor  shall  the  expansion  of  the  pat  be 
greater  than  5mm,  when  molded  in  Le  Chatelier 
tongs  and  stored  in  a  standard  moist  closet  for  24 
hours. 

6.2  In  addition  to  these  requirements,  the  expansion 
of  three  1"  x  1"  x  10"  bars  of  neat  cement  of  norma 
consistency  when  subjected  to  the  Autoclave  test 
A.S.T.M.  tentative  method,  shall  not  have  an  expam 
sion  in  excess  of  0.75%. 


1.0  Scope. 

1.1  The  intent  of  these  rules  is  to  provide  a  basis 
for  the  use  of  blended  cements  other  than  Portland 
Cement.  Subject  to  the  restrictions  in  the  approval 
of  the  Board  as  to  each  brand,  such  blended  cements 
may  be  used  as  substitutes  for  Portland  Cement  on 
an  equivalent  weight  basis  where  Portland  Cement 
is  permitted. 

2.0  Blended  Cements. 

2.1  Blended  cements  shall  include  an  intimately  in¬ 
terground  mixture  of  approved  Portland  Cement 
with  natural  or  artificial  products  composed  of  silica 
and  alumina,  which  shall  be  mixed  with  Portland 
Cement  in  limited  proportions,  (except  as  may  be 
otherwise  provided  for  in  the  Administrative  Code) 
and  which  will  react  in  the  presence  of  water  to 
form  a  hydraulic  cement. 

2.2  Admixtures  to  Portland  Cement  shall  have  a 
previous  record  of  satisfactory  experience. 

2.3  These  rules  shall  not  be  applicable  to  harmless 
materials  used  as  coloring,  waterproofing,  plaster- 
cizing,  and  freezing  preventatives  when  used  as  ad¬ 
mixtures  to  Portland  Cement  in  quantities  not  in 
excess  of  1%. 

3.0  Manufacture  and  quality  of  Blended  Cements. 

3.1  A  flow  sheet  in  duplicate  showing  the  process 
of  manufacture  and  blending  shall  be  filed  with  the 
Board  as  part  of  any  application  for  approval  which 
shall  include  the  origin  and  the  amount  of  materials 
used  and  proof  as  to  quality  and  uniformity. 


4.0  Available  supply  of  raw  materials. 

4.1  Evidence  shall  be  filed  with  the  Board  showing 
the  potential  supply  of  raw  material  available  to  the 
manufacture. 

5.0  Fineness. 

5.1  The  specific  surface  shall  be  not  less  than  1800 
sq.  cm.  per  gram,  as  determined  by  methods  of  test 
described  in  A.S.T.M.  specifications  C115-38T. 

5.2  The  residue  shall  not  exceed  15%  by  weight  on 
a  No.  325  standard  sieve. 


6.0  Soundness. 

6.1  A  pat  of  neat  cement  of  normal  consistency  shall 
be  subjected  to  tests  for  soundness  by  the  methods 
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7.0  Time  of  set. 

7.1  Time  of  setting  shall  be  determined  by  test  de 
scribed  in  A.S.T.M.  Specification  C77- 36,  and  th< 
mortar  so  tested  shall  not  develop  initial  set  in  les: 
than  one  hour  and  final  set  in  more  than  10  hours 
as  tested  with  Vicat  or  Gillmore  needle. 

8.0  Compressive  strength  for  normal  blended  cements 

8.1  The  average  compressive  strength  of  five  2-incl 
mortar  cubes  composed  of  one  part  of  blendei 
cement  and  2.75  parts  graded  Ottawa  sand  by  weigh 
shall  be  not  less  than  the  following: 


Age  at  Test 

Storage  of  Cubes 

♦Compressive,  , 
Strength 

7  days 

1  day  in  moist  air,  6 

2200  lbs.  sq.  in. 

28  davs 

days  in  water 

1  day  in  moist  air,  27 

3500  lbs.  sq.  in. 

days  in  water 

- - - 

♦When  tested  in  accordance  with  Fed.  Spec.  SS-C 
158. 


8.2  Tensile  Strength. 

i 

The  average  tensile  strength  in  lbs.  sq.  in.  of  nc 
less  than  5  mortar  briquets  composed  of.  one  pat 
cement  and  3  parts  of  Ottawa  sand,  by  weight,  sha 
be  equal  to  or  greater  than  the  following: 


Age  at  Test 

- - - =1 

Tensile 

Strength, 

Storage  of  Briquets  Lbs.  Sq.  In.  j 

3  days 

1  day  in  moist  air, 

2  days 

175 

in  water 

7  davs 

1  day  in  moist  air, 

6  days 

275 

in  water 

t 

28  days 

1  day  in  moist  air, 

27  days 

350 

. 

in  water 

j 

i 

The  average  tensile  strength  of  the  mortar  at  i 
and  28  days'  shall  be  higher  than  that  at  3  and 
days,  respectively. 


9.0  Blended  cements  having  other  properties. 

9  1  When  approval  of  the  board  is  requested  f< 
the  use  of  Blended  Cements  having  high  ear- 
strength,  sulfate  resistance  or  low  heat  of  hydratio 
application  shall  be  made  to  the  board  for  addition 
tests  to  develop  these  properties. 
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HOURS  OF  CONSULTATION 
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Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  he  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  b‘e  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  reciuired  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  bis  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commissioner 
of  buildings  or  fire  commissioner)  and  file  with  this  board 
a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directons. 
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HARRIS  H.  MURDOCK.  Chairman. 


CALENDAR 


DOCKET. 

New  Cases  Filed  up  to  October  15,  1940. 

Cal  No.  Department.  Premises  Affected. 

982-40-A . H.B.Q . 77-40  to  77-68  Vleigh  place, 

northwest  corner  of  78th  ave¬ 
nue  (Block  No.  6608,  Lot  No. 
2),  Flushing,  Borough  of 
Queens,  N.B.  5283-40. 


983_40-BZ _ H.B.B . 413-417  Flatbush  Avenue  Exten¬ 

sion,  east  side,  136  ft.  1 in. 
south  of  DeKaib  avenue  (Block 
No.  2093,  Lot  No.  85),  Bor¬ 
ough  of  Brooklyn, 

B.N.  1328-40. 


984- 40-A . H.B.M. ..  .135-143  West  18th  street,  north 

side,  350  ft.  8  in.  west  of  Sixth 
avenue  (Block  No.  794,  Lot 
No.  17),  Borough  of  Man¬ 
hattan,  Misc.  Applic.  658-40. 

985- 40-SM . Gold  Bond  Acoustical  Products, 

(Econocoustic,  Acoustex, 
Travacoustic,  Acoustimetal 
and  Perforated  Asbestos 
Panels),  manufactured  by  Na¬ 
tional  Gypsum  Company, 

Material. 


986-40-BZ. ..  .H.B.B . 2201-2207  Surf  avenue  and  2962- 

2970  West  22nd  street,  north¬ 
west  corner  (Block  No.  7057, 
Lot  No.  35),  Borough  of 
Brooklyn,  B.N.  1210-40. 


987-40-A . H.B.M _ 215-221  West  82nd  street,  north¬ 

east  corner  of  Broadway 
(Block  No.  1230,  Lot  No.  14), 
Borough  of  Manhattan, 

Decision. 


988-40-BZ _ H.B.Bx _ 3743-3751  Boston  road,  northwest 

corner  of  Edson  avenue  (Block 
No.  4893,  Lot  Nos.  1  and  4), 
Borough  of  The  Bronx, 

N.B.  662-40. 


989_40-SM . Silicair  Duct  Sheeting,  manufac¬ 

tured  by  Western  Silicair 
Products,  Incorporated, 

Material. 


99Q-40-BZ _ H.B.B . 6518-6524  Fort  Hamilton  park¬ 

way,  913-929  66th  street,  north¬ 
west  corner,  and  912-922  65th 
street  (Block  No.  5750  Lot 

Nos.  13  and  26),  Borough  of 
Brooklyn,  Alt.  4796-40. 


991-40-BZ _ H.B.R . 1208  Richmond  avenue,  west  side 

400  ft.  south  of  Lisk  avenu 
(Buildings  A,  B  and  C) 
(Block  No.  1660,  Lot  No.  1) 
Graniteville,  Borough  of  Rich 
mond, 

N.B.  377-40,  N.B.  405-40  an 
N.B.  406-4i 


992-40-A . F.D . 522  East  133rd  street,  south  side 

300  ft.  west  of  St.  Ann’s  ave 
nue  (Block  No.  2260,  Lot  Nc 
7),  Borough  of  The  Bronx, 
23484-L.C 


993_40-SM . Formica  1/16  Inch  (Flameproc 

Decorative  Sheets),  manufai 
tured  by  Formica  Insulatio 
Company,  Materia 


994-40-A . H.B.B . 34-40  Varick  street,  east  side,  It 

ft.  8l/2  in.  south  of  Bridg; 
water  street  (Block  No.  266-, 
Lot  Nos.  12,  13,  14,  15  ar 
22),  Borough  of  Brooklyn,  ; 
Alt.  2221-40  to  Alt.  2227-4 
inclusiv 


995-40- SM . Water-Tite  Building!  Block,  mant 

factured  by  Joseph  J.  Hau 
ner,  Materk 


996-40-A . H.B.B . 627-637  86th  street,  north  ski 

214  ft.  7  in.  east  of  Fort  Hai 
ilton  avenue  (Block  No.  603 
Lot  Nos.  96,  99,  100  and  101 
Borough  of  Brooklyn, 

B.N.  1172-4 


997_40-SM . Hardwood  Products  Corporate 

Fire-Resistive  Wood  Dooi 
manufactured  by  Hardwoc 
Products  Corporation,  » 

Materi; 

998-40-BZ _ H.B.B . 1325-1333  56th  street,  north  sic; 

21  ft.  Y\  in.  east  of  Nc 
Utrecht  avenue  (Block  N 
5684,  Lot  No.  69),  Borouj 
of  Brooklyn,  B.N.  121 1-- 


999-40-A . H.B.B . 400  Fifth  avenue,  west  side,  1 

ft.  6  in.  north  of  7th  strc 
(Block  No.  993,  Lot  No  41 
Borough  of  Brooklyn, 
Decision— re  Alt.  4633-40  a 
Certificate  of  Occupan 
No.  81226-3 
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1 000-40- BZ - H.B.Bx 2337  Grand  Concourse  and  104 

Field  place,  southwest  corner 
(Block  No.  3164,  Lot  No.  19), 
Borough  of  The  Bronx, 

Alt.  199-40. 


Restored  to  Calendar. 

390-27-BZ. . . .  H.B.Q . 73-42  Cooper  avenue,  south  side, 

22.22  ft.  west  of  74th  street 
(Block  No.  3811,  Lot  No.  8), 
Glendale,  Borough  of  Queens, 
N.B.  10096-39. 


271-39-BZ. ..  .H.B.Q . 96-23  to  96-29  Queens  boulevard, 

northeast  corner  of  63rd  road 
(Block  No.  2088,  Lot  No. 
22),  Elmhurst,  Borough  of 
Queens,  N.B.  9029-38 


DESIGNATIONS:  H.B.— Department  of  Housing  and  Buildings; 
H.B.B.— Department  of  Housing  and  Buildings,  Brooklyn  ;  H.B.M.— 
Department  of  Housing  and  Buildings,  Manhattan  ;  H.B.Q. _ De¬ 

partment  of  Housing  and  Buildings.  Queens;  H.B.R.— Department 
,of  Housing  and  Buildings,  Richmond;  H.B.Bx.— Department  of 
Housing  and  Buildings,  Bronx;  H.D.- Health  Department,  and 
F-D. — Fire  Department. 


RULES 


R,  ,  .  „  .  •  ,  _  Last  Publication  in  Bulletin 

Blended  Cements,  Rules  for  Testing 

and  Use  of . Oct. 

parboil  Dioxide  Liquefier  Rules . Oct. 

Certificates  of  Occupancy,  approved 

_  form  . Aug. 

concrete  Flat  Slabs,  Rules . July 

Concrete  Masonry  Units,  Rules  for 
Manufacture,  Testing  and  Use 

,  °t  . Aug. 

^oncrete  Rules  (Hydrated  Lime)  Aug. 

Slevator  Rules  . Mar. 

2xit  Rules  (Revolving  Doors) .  June 

Factory  Exit  Rules .  Aug. 

fire  Alarm  Rules  (Interior) . Aug. 

Mre  Drill  Rules  . „Sept. 

?  ire-resistive.  Flameproof  Materials, 

etc..  Rules  for  Testing  of . Oct. 

:ire  Retarding  Rules  for  Garages, 

_.  etc . Aug. 

nreproof  Wood,  Testing  of . Apr. 

*Vame  Garages,  Ruling  for . Jan. 

•Vision  Welding  and  Gas  Cutting 

Rules  . Aug. 

las  Shut-Off  Rules . Apr. 

latchway  Protection  . June 

nsulating  Fibre  Board  Rules  ..Sept. 

Jil  Burner  Rules . Sept. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . Oct. 

amt,  Varnish  and  Lacquer  Spray¬ 


ing  Rules 


•  Sept. 


Platform  Trucks,  Specifications  for  Nov. 

lumbing  Rules  . Aug. 

lumbing  Rules  (Prevention  of  Con- 
tamination  of  Water  Supply)  .  Sept. 

rocedure.  Rules  of . Sept. 

Refrigerating  Systems,  Extract  A.C.Oct. 
’moking  in  Factories,  Rules  for  Oct. 
£nn.kl.er  Ku’es  june 

standpipe  Fireline  Rules . June 

I  Alterations.  Reporting  June 
Tank  Trucks,  Fuel  Oil,  etc.  Nov. 

ank  Trucks,  Gasoline,  etc.  Nov. 

're  Glass  Rules  (Amendment  to 
Rule  505  of  Industrial  Code)  Apr. 


15, 

1940— Vo). 

25. 

No. 

42 

8, 

1940— Vol. 

25, 

No. 

41 

28, 

1938— Vol. 

23, 

No. 

84 

13, 

1937— Vol. 

22, 

No. 

28 

27, 

1940— Vol. 

25, 

No. 

35 

3, 

1937— Vol. 

22. 

No. 

31 

3, 

1936— Vol. 

21, 

No. 

9 

15, 

1937— Vol. 

22, 

No. 

24 

13. 

1940— Vol. 

25, 

No. 

33 

13. 

1940— Vol. 

25, 

No. 

33 

17, 

1940— Vol. 

25, 

No. 

3S 

22, 

1940— Vol. 

25, 

No. 

43 

20, 

1940— Vol. 

25, 

No. 

34 

13, 

1937— Vol. 

22, 

No. 

15 

21, 

1919— Vol. 

4, 

No. 

3 

20, 

1940— Vol. 

25, 

No. 

34 

7, 

1925— Vol. 

10, 

No. 

14 

5, 

1928— Vol. 

13, 

No. 

23 

24. 

1940— Vol. 

25, 

No. 

39 

3. 

1940— Vol. 

25, 

No. 

36 

22. 

1940— Vol. 

25, 

No. 

43 

10. 

1940— Vol. 

25. 

No. 

87 

24, 

1936— Vol. 

21. 

No. 

47 

3, 

1937— Vol. 

22. 

No. 

31 

10, 

1940— Vol. 

25, 

No. 

37 

7, 

1937— Vol. 

22. 

No. 

36 

8, 

1940— Vol. 

25, 

No. 

41 

8, 

1940— Vol. 

25, 

No. 

41 

29. 

1937— Vol. 

22, 

No. 

26 

8. 

1937— Vol. 

22. 

No. 

23 

7, 

1932— Vol. 

17, 

No. 

23 

24, 

1936— Vol. 

21, 

No. 

47 

24. 

1936— Vol. 

21, 

No. 

47 

10. 

1923— Vol. 

8, 

No. 

15 

LIST  OF  APPROVED  APPLIANCES 


Fuel  Oil  Burners  for  Domestic  and 


Gas  Heaters  . 

Paint,  Varnish  and  Lacquer  Spray. 


Range  Oil 
Heaters 


Burners  and  Space 


Mar. 

6. 

1935— Vol. 

20, 

No. 

10 

Mar. 

1 

5. 

1935— Vol. 

20, 

No. 

10 

Sept. 

3, 

1940— Vol. 

25, 

No. 

36 

Sept. 

10. 

1940— Vol. 

25, 

No. 

37 

.Sept. 

3, 

1940— Vol. 

25, 

No. 

36 

Sept. 

3. 

1940— Vol. 

25, 

No. 

36 

Sept. 

3. 

1940— Vol. 

25, 

No. 

36 

Sept. 

10, 

1940— Vol. 

25, 

No. 

37 

Sept. 

3, 

1940— Vol. 

25, 

No. 

36 

Sept. 

10. 

1940— Vol. 

25, 

No. 

37 

OCTOBER  22,  1940,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing'  under  the  provisions 
of  the  building  zone  resolution,  7  uesday  morning ,  October 
1940,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 


cal.  no.  336-40-BZ— Application,  April  3,  1940,  under  sec¬ 
tions  7 f  and  21  of  the  building  zone 
resolution,  of  Samuels  and  Samuels,  ap¬ 
plicants,  on  behalf  of  William  J.  Hamil¬ 
ton,  owner,  to  permit  in  a  business  use 
district  the  erection  and  maintenance  of 
a  gasoline  service  station  ;  premises  40-13 
to  40-19  Junction  boulevard,  east  side. 
M).0_4  ft.  north  of  40th  road  (Block  No. 
1605,  Lot  No.  64).  Corona,  Borough  of 
Queens. 

cal.  no.  968-24-BZ— Application  of  Arnold  W.  Lederer,  ap¬ 
plicant,  on  behalf  of  Abraham  Chobroff 
and  Sophie  Kohn,  owners  of  premises 
1924-1 926  Kings  highway,  Borough  of 
Brooklyn,  reopened  September  17,  1940. 
for  consideration — re  amendment  of 
resolution — re  Application,  previously 
granted  on  condition  under  section  21  of 
the  building  zone  resolution,  permitting 
in  a  residence  use  district  the  erection 
and  maintenance  of  buildings  to  be  used 
for  store  purposes  on  first  storv  and 
for  dwelling  use  above;  premises  1922- 
1932  Kings  highway  (Block  No.  6782, 
Lot  Nos.  19  to  23,  inclusive),  Borough 
of  Brooklyn. 


CAI..  NO.  431  -40-BZ— Application,  April  24,  1940,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Arthur  H.  Haaren,  appli¬ 
cant,  on  behalf  of  George  L.  Igiwson 
and  Estate  of  William  W.  Lawrence 
(J.  Y.  Brown,  A.  A.  Gulick  and  C.  P. 
Williamson,  trustees),  owners  (Kesbec, 
Incorporated,  lessee),  to  permit  in  a 
business  use  district  the  parking  and 
storage  of  more  than  five  (5)  motor 
vehicles _f>n  a  plot  occupied  in  part  as  a 
gasoline  service  station;  premises  317- 
325  West  59th  street,  north  side,  186  ft. 
west  of  Columbus  Circle  (Block  No. 
1112,  Lot  Nos.  15,  115,  16  and  17). 
Borough  of  Manhattan. 


cal.  no.  249-39-BZ— Application,  February  28.  1940;  dis- 
miseed  for  lack  of  prosecution  July  18. 
1939;  reopened  and  restored  to  Calendar 
September  17,  1940,  under  section  7 f  of 
the  building  zone  resolution,  of  Lama 
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and  Proskauer,  applicants,  on  behalf  of 
Koppers  Company,  owner,  to  permit  In 
a  business  use  district,  for  a  stated  term 
of  years,  the  erection  and  maintenance 
of  a  gasoline  service  station ;  premises 
84-11  to  84-21  Astoria  boulevard  and 
24-02  to  24-12  85th  street,  northwest 
corner,  and  84-12  to  84-20  24th  avenue 
(Block  No.  1096,  part  of  Lot  No.  1), 
Jackson  Heights,  Borough  of  Queens. 

cal  no.  605-40-BZ— Application,  June  6,  1940.  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Max  Siegel,  applicant,  on 
behalf  of  City  of  New  York  and  Brick’s 
Service  Stations,  Incorporated,  owners, 
to  permit  in  a  business  use  district  the 
alteration  and  extension  of  an  existing 
gasoline  service  station;  premises  20-40 
Grand  Street  Extension  and  255-265 
South  Fourth  street,  southeast  corner 
(Block  No.  2434,  Lot  Nos.  28,  32  and 
33),  Borough  of  Brooklyn. 

cal.  no.  332-40-BZ— Application,  April  2,  1940.  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Abraham  N.  Horwitz,  applicant,  on 
behalf  of  Harry  Bram,  owner,  to  permit 
in  a  residence  use  district  the  erection 
and  maintenance  of  a  gasoline  sevice 
station;  premises  2747-2771  Linden 
boulevard,  north  side,  from  Elderts  lane 
to  Forbell  avenue  (Block  No.  4469A. 
part  of  Lot  No.  16),  Borough  of 
Brooklyn. 


<al  no  402-40-BZ— Application,  April  16,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Lama  and  Proskauer,  applicants,  on 
behalf  of  Clifford  E.  Mills,  owner,  to 
permit  in  a  residence  use  district  and 
“F”  area  district  the  erection  and  main¬ 
tenance  of  a  building  to  be  used  as  a 
gas  station,  auto  laundry,  lubritorium, 
office  and  boiler  room  in.  conjunction 
with  a  gasoline  service  station,  on  a  plot 
of  ground  previously  occupied  as  a 
gasoline  service  station;  premises  144- 
39  t0  144-47  Farmers  boulevard,  south¬ 
east  corner  of  South  Conduit  avenue 
(Block  No.  4517,  Lot  No.  1  and  part  of 
Lot  No.  3),  Springfield,  Borough  of 
Queens. 


CAL.  NO. 


443-40-BZ— Application,  April  26,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Jack  Z.  Cohen,  applicant,  on  behalf 
of  Depreciation  Fund  Board,  owner,  to 
permit,  partly  in  a  business  use  district 
and  partly  in  a  residence  use  district, 
the  conversion  of  occupancy  of  an  exist¬ 
ing  building  to  a  motor  vehicle  repair 
shop ;  premises  890-892  Coney  Island 
avenue,  west  side,  118  ft.  9)4  in-  n°rtn 
of  18th  avenue  (Block  No.  5403,  Lot 
No.  26),  Borough  of  Brooklyn. 


CAL  NO  633-40-BZ— Application,  June  12,  1940,  under  sec¬ 
tions  7f,  7i  and  21  of  the  building  zone 
resolution,  of  A.  Paul  Loshen,  appli¬ 
cant,  on  behalf,  of  Minnie  Weinstein, 
owner,  to  permit  in  a  business  use  dis¬ 
trict  the  erection  and  maintenance  of  a 


gasoline  service  station  and  motor  ve¬ 
hicle  repair  shop;  premises  195-05  Lin¬ 
den  boulevard,  northeast  corner  of  195th 
street  (Block  No.  11067,  Lot  Nos.  40 
and  42),  St.  Albans,  Borough  of 
Queens. 

cal.  no.  88-36-BZ— Application  of  Arthur  H.  Haaren,  ap¬ 
plicant,  on  behalf  of  Kesbec,  Incor¬ 
porated,  owner,  reopened  May  28,  1940, 
under  sections  7c  and  21  of  the  building 
zone  resolution,  to  permit  in  a  business 
use  district  the  extension  of  an  existing 
gasoline  service  station  to  include  the 
parking  and  storage  of  more  than  five 
(5)  motor  vehicles;  premises  3170-3178 
Broadway  and  28-34  Tiemann  place, 
southeast  corner  (Block  No.  1981,  Lot 
No.  65),  Borough  of  Manhattan. 


cal.  no.  928-40-BZ — Application.  September  23,  1940,  under 
section  7a  of  the  building  zone  resolu¬ 
tion,  of  The  Finkel  Umbrella  Frame 
Company,  Incorporated,  applicant  and 
owner,  to  permit  in  a  residence  use  dis¬ 
trict,  on  a  plot  partly  in  a  residence  use 
district  and  partly  in  a  business  use 
district,  the  extension  of  an  existing 
factory  building;  premises  890-914  Brush 
avenue,  east  side,  496.18  ft.  south  of 
East  177th  street  (Block  No.  5541,  Lot, 
No.  130).  Borough  of  The  Bronx. 

cal.  no.  748-40-BZ— Application,  July  8,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Anthony  J.  Daidone,  Assistant  to  Di¬ 
rector,  Bureau  of  Architecture,  Depart¬ 
ment  of  Public  Works,  applicant,  on  be¬ 
half  of  City  of  New  York,  owner,  to 
permit  in  a  residence  use  district  the 
erection  and  maintenance  of  an  admin¬ 
istration  building  for  use  in  connection 
with  a  sewage  disposal  plant;  premises 
southwest  end  of  Hart  Island,  opposite 
Schofield  street,  City  Island.  Borough 
of  The  Bronx. 

cal.  no.  749-40-BZ — Application,  July  8,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Anthony  J.  Daidone,  Assistant  to 
Director,  Bureau  of  Architecture,  De¬ 
partment  of  Public  Works,  applicant, 
on  behalf  of  City  of  New  York,  owner, 
to  permit  in  a  residence  use  district  the 
erection  and  maintenance  of  a  pumping 
station  to  be  used  in  connection  with  a 
sewage  disposal  plant;  premises  south¬ 
east  part  of  Hart  Island,  opposite  Scho¬ 
field  street,  City  Island,  Borough  of  The 
Bronx. 


cal.  no.  375-40-BZ — Application,  April  11,  1940,  under  sec¬ 
tions  7a,  7c  and  21  of  the  building  zone 
resolution,  of  Thomas  O’Rourke  Gal¬ 
lagher,  applicant,  on  behalf  of  Walter 
A.  Beaudel,  owner  (Beaudel  Brothers, 
lessees),  to  permit  in  a  residence  use 
district  the  alteration  and  reconstruction 
of  an  existing  gasoline  service  station; 
premises  144-12  Springfield  boulevard, 
northwest  corner  of  North  Conduit 
boulevard,  and  186-08  144th  avenue, 
southwest  corner  of  Springfield  boule- 
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vard  (Block  No.  3816.  Lot  No.  76  and 
part  of  Lot  No.  63),  Springfield  Gar¬ 
dens,  Borough  of  Queens. 

cal.  no.  489-38-BZ — Application  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Sam  Schwartz 
and  Joseph  Schwartz,  owners,  reopened 
October  3,  1939,  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a 
residence  use  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  (previously  denied  by  the  Board)  ; 
premises  219-01  North  Conduit  boule¬ 
vard  (avenue)  and  144-01  to  144-09 
Springfield  boulevard,  northeast  corner 
(Block  No.  3820,  Lot  No.  4),  Spring- 
field  Gardens,  Borough  of  Queens. 

Appeal  from  Administrative  Decision. 

554-40-A — 2146  Gerrittsen  avenue,  west  side  280  ft  north 
of  Avenue  “U”  (Block  No.  7341,  Lot  No. 
4),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 

— 

OCTOBER  22,  1940,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

597-40-A — 154  Henry  street,  west  side.  19  ft.  3  in.  north  of 
Love  lane  (Block  No.  236,  Lot  No.  137), 
Borough  of  Brooklyn. 

910-40-A — 135-60  108th  street,  west  side,  between  Peconic 
street  and  135th  avenue  and  in  bed  of 
Peconic  street,  1,100  ft.  north  of  North 
Conduit  avenue  (Block  No.  11562.  Lot  No. 
7,  and  Block  Nos.  11564  and  11539,  Lot 
Nos.  1  in  each  block).  Aqueduct,  Borough 
of  Queens  (Aqueduct  Race  Track!; 
(under  section  35,  General  City  Law,  re 
Bed  of  Mapped  Street). 

887-40-A — 47-99  West  34th  street  and  1302-1330  Broadway, 
northeast  corner  (Block  No.  836,  Lot  No. 
1),  Borough  of  Manhattan. 

5 1 7-39- A — 306  New  Lots  avenue,  south  side,  88  ft.  east  of 
Alabama  avenue  (Block  No.  4296,  Lot  No. 
i  5),  Borough  of  Brooklyn. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  bv  the  Board  of  Stand- 
irds  and  Appeals  of  a  public  hearing  under  the  provisions 
>f  the  building  zone  resolution.  Tuesday  afternoon,  October 
-2,  1940,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 

al.  no.  919-40-BZ — Application,  September  17,  1940,  under 
section  7j  of  the  building  zone  resolu¬ 
tion,  of  George  A.  Boehm,  applicant, 
on  behalf  of  Victor  Moore  and  Broad- 
way-75th  Street  Corporation,  owners,  to 
permit  in  a  business  use  district  the 
erection  of  a  business  building  to  be 
occupied  in  part  as  a  bus  station ;  prem¬ 
ises  74-11  to  74-21  Broadway,  north 
side,  116.7  ft.  east  of  Roosevelt  avenue, 
74-12  to  74-20  Roosevelt  avenue  and 
40-02  to  40-14  75th  street  (Block  No. 
1485,  Lot  Nos.  29  and  33).  Jackson 
Heights,  Borough  of  Queens. 


cal.  no.  953-40-BZ — Application,  October  1.  1940,  under 
sections  7a  and  7c  of  the  building  zone 
resolution,  of  Electus  D.  Litchfield,  ap¬ 
plicant,  on  behalf  of  Fairchild  Aviation 
Corporation,  owner,  to  permit  the  erec¬ 
tion  of  an  extension  to  a  factory  build¬ 
ing  in  a  business  use  district  on  a  plot 
located  partly  in  an  unrestricted  use 
district  and  partly  in  a  business  use  dis¬ 
trict;  premises  134-22  Jamaica  avenue, 
south  side,  200.17  ft.  west  of  Van  Wyck 
boulevard,  and  88-06  Van  Wyck  boule¬ 
vard  (Block  No.  9342,  (236),  Lot  Nos. 
25,  9  and  7),  Jamaica.  Borough  of 
Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


OCTOBER  29,  1940,  10  A.  M. 

Building  Zone  Applications. 

NO  1  ICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand- 
aids  and  Appeals  of  a  public  hearing  under  the  provisions  of 
the  building  zone  resolution,  Tuesday  morning,  October  29, 
1940,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  Man¬ 
hattan,  on  the  following  matters : 

ial.  no.  562-32-BZ — Application  of  Lama  and  Proskauer. 

applicants,  on  behalf  of  Silgreen  Hold¬ 
ing  Corporation,  owner,  reopened  No¬ 
vember  15,  1938,  under  section  21  of  the 
building  zone  resolution,  to  permit  in 
a  business  use  district  the  maintenance 
of  a  gasoline  service  station,  previously 
granted  by  the  Board  for  a  temporary 
period;  premises  208-16  Foch  boulevard, 
southwest  corner  of  Springfield  boule¬ 
vard  (Block  No.  3358,  Lot  No.  50). 
St.  Albans.  Borough  of  Queens. 

CAL.  NO.  470-40-BZ— -Application,  May  3,  1940,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  William  Cohn, 
owner  (Jacob  Newmark,  lessee),  to 
permit,  partly  in  a  business  use  dis¬ 
trict  and  partly  in  a  residence  use  dis¬ 
trict,  the  extension  of  an  existing  gaso¬ 
line  service  station  and,  also,  the  park¬ 
ing  and  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  4070-4076 
Broadway,  southeast  corner  of  West 
172nd  street  (Block  No.  2141,  Lot  Nos. 
17  to  20,  inclusive),  Borough  of  Man¬ 
hattan. 

cal.  no.  223-40-BZ — Application,  March  1,  1940,  under  sec¬ 
tions  21  and  7f  of  the  building  zone 
resolution,  of  Samuels  and  Samuels, 
applicants,  on  behalf  of  Elmo  Realty 
Corporation,  owner,  to  permit  in  a  busi¬ 
ness  use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station; 
premises  2876-2884  Eastern  boulevard 
and  1068-1074  Revere  avenue,  southeast 
corner  (Block  No.  5531,  Lot  Nos.  1 
and  4),  Borough  of  The  Bronx. 

cal.  no.  578-40-BZ — Application,  May  28,  1940,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer,  ap- 
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plicants,  on  behalf  of  Ozark  Realty 
Corporation,  owner,  to  permit  in  a  busi¬ 
ness  use  district  the  alteration  and  ex¬ 
tension  of  an  existing  gasoline  service 
station;  premises  1716-1726  Utica  ave¬ 
nue,  southwest  corner  of  Avenue  “I” 
(Block  No.  7775,  Lot  No.  47).  Bor¬ 
ough  of  Brooklyn. 

cal.  no.  1289-39-BZ — Application,  October  17,  1939,  under 
sections  21  and  7h  of  the  building  zone 
resolution,  of  Charles  Gomes,  applicant 
and  lessee,  on  behalf  of  Port  of  New 
York  Authority,  owner,  to  permit  in  a 
retail  use  district  the  use  of  premises 
for  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  423- 
425  West  35th  street,  northeast  corner 
of  Dyer  avenue  (Block  No.  733,  Lot 
Nos.  21  and  22),  Borough  of  Manhat¬ 
tan. 

cal.  no.  124-36-BZ — Application  of  J.  Jacques  Stone,  appli¬ 
cant,  on  behalf  of  Trustees  of  Mortgage 
Series  C-2,  owner  (Meyer  Parking 
Corporation,  lessee),  reopened  and  re¬ 
stored  to  Calendar  September  17.  1940, 
under  section  7h  of  the  building  zone 
resolution,  to  permit  in  a  restricted  re¬ 
tail  use  district  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles 
(previously  dismissed  for  lack  of  prose¬ 
cution)  ;  premises  63-67  West  35th 
street,  north  side,  100  ft.  east  of  Sixth 
avenue  (Block  No.  837,  Lot  No.  6), 
Borough  of  Manhattan. 

cal.  no.  329-37-BZ — Application  of  William  Shary,  appli¬ 
cant,  on  behalf  of  P.  &  A.  D.  Rubin,  In¬ 
corporated,  owner,  reopened  July  2, 
1940,  under  sections  7b.  7c  and  21  of  the 
building  zone  resolution,  to  permit  in  a 
residence  use  district  the  erection  of  an 
extension  to  be  used  for  business  pur¬ 
poses  (store)  to  an  existing  building 
used  for  a  multiple  dwelling  with  stores, 
located  partly  in  a  business  use  district 
and  partly  in  a  residence  use  district, 
and  previously  granted  by  the  Board ; 
premises  888  Grand  Concourse  and  172- 
180  East  161st  street,  southeast  corner 
(Block  No.  2459,  Lot  No.  34),  Bor¬ 
ough  of  The  Bronx. 

cal.  no.  347-40-BZ — Application  of  Thomas  W.  Lamb,  In¬ 
corporated,  applicant,  on  behalf  of 
Bowery  Savings  Bank,  owner,  reopened 
September  10.  1940,  under  sections  7h 
and  21  of  the  building  zone  resolution, 
to  permit  in  a  business  use  district  the 
maintenance,  on  a  portion  of  the  prem¬ 
ises,  for  the  parking  and  storage  of 
more  than  _five  (5)  motor  vehicles; 
premises  479-495  Lexington  avenue, 
east  side,  from  East  46th  street  to  East 
47th  street,  127-149  East  46th  street  and 
130-136  East  47th  street  (Block  No. 
1301,  Lot  Nos.  20  to  28,  inclusive,  and 
47  to  53,  inclusive),  Borough  of  Man¬ 
hattan. 

cal.  no.  991-40-BZ — Application,  October  11,  1940,  under 
section  7 a  of  the  building  zone  resolu¬ 
tion.  of  Herbert  S.  Thomson,  applicant, 


on  behalf  of  Unexcelled  Manufacturing 
Company,  owner,  to  permit  in  a  resi¬ 
dence  use  district  the  erection  of  three 
(3)  business  buildings  to  be  used  in  con¬ 
junction  with  an  existing  plant  for  the 
manufacture  of  pyrotechnics ;  premises 
1208  Richmond  avenue,  west  side,  400 
ft.  south  of  Lisk  avenue  (Buildings  A, 
B  and  C)  ;  (Block  No.  1660,  Lot  No. 
1),  Graniteville,  Borough  of  Richmond. 

cal.  NO.  672-40-BZ — Application,  June  20,  1940.  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Joseph  B.  Lynch,  appli¬ 
cant,  on  behalf  of  Mary  DuBritz  and 
Rose  DuBritz,  owners  (Colonial  Beacon 
Oil  Company,  lessee),  to  permit  in  a 
business  use  district  the  removal  of 
existing  building  and  replacement  with 
new  buildings  and  relocation  of  pumps 
on  an  existing  gasoline  service  station; 
premises  413-419  Empire  boulevard  and 
458-464  New  York  avenue,  northwest 
corner  (Block  No.  1309,  Lot  No.  120), 
Borough  of  Brooklyn. 

cal.  no.  3 30-22-BZ — Application  of  Paul  Friedman,  appli¬ 
cant,  on  behalf  of  Kings  Highway  Com¬ 
munity  Corporation,  owner  (Community 
Amusement  Corporation,  lessee),  re¬ 
opened  June  4,  1940,  under  sections  7c 
and  21  of  the  building  zone  resolution, 
to  permit  the  extension  and  change  ci 
use  of  an  existing  building  now  occu¬ 
pied  as  bowling  alleys,  library,  stores 
auditorium  and  meeting  room  to  stores 
motion  picture  theatre  with  marquee 
and  signs,  extending  from  business  use 
district  into  a  residence  use  district  aw 
to  permit  the  proposed  rear  extension  t< 
occupy  a  portion  of  the  rear  yard  ir 
excess  of  that  permitted  by  sectior 
17(a)  of  the  building  zone  resolution: 
premises  1663-1669  East  17th  street,  eas 
side,  57  ft.  2J4  in.  south  of  Kings  high¬ 
way  (Block  No.  6780,  Lot  No.  55) 
Borough  of  Brooklyn.  , 

cal.  no.  544-40-BZ — Application,  May  20,  1940,  under  sec¬ 
tions  21  and  7c  of  the  building  zon< 
resolution,  of  Morris  Perlstein,  appli¬ 
cant,  on  behalf  of  Coney  Island  Sod: 
Water  Corporation,  owner,  to  permit 
partly  in  a  residence  use  district  an; 
partly  in  a  business  use  district,  the 
erection  of  an  extension  to  an  existin? 
building  used  for  factory,  storage,  officii 
and  dwelling  (the  proposed  extension 
to  be  used  for  storage)  ;  premise: 
2226-2228  Neptune  avenue  and  281. 
West  23rd  street,  southeast  corner,  an; 
east  side  of  West  23rd  street,  95  ft 
south  of  Neptune  avenue  (Block  No 
7016,  Lot  Nos.  1  and  83),  Borough  o 
Brooklyn. 

I 

cal.  no.  471-40-BZ — Application,  May  6,  1940,  under  sec 
tion  21  of  the  building  zone  resolution 
of  Philip  Birnbaum,  applicant,  on  be 
half  of  Crescent  Holding  Corporation 
owner,  to  permit,  partly  in  a  resideno 
use  district  and  partly  in  a  retail  u»' 
district,  the  maintenance  of  a  gara,g 
for  more  than  five  (5)  motor  vehicle 
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accessory  to  and  within  a  multiple 
dwelling ;  premises  Block  front,  north 
side  of  77th  avenue,  from  Queens  boule¬ 
vard  to  113th  street  (Block  No.  2266, 
Lot  No.  79),  Forest  Hills,  Borough  of 
Queens. 


Appeals  from  Administrative  Decisions. 

cal.  no.  917-40-A-MD — Application,  September  16,  1940, 
under  section  60  of  the  Multiple 
Dwelling  Law,  of  Philip  Birnbaum,  •ap¬ 
plicant,  on  behalf  of  Crescent  Holding 
Corporation,  owner,  to  permit,  partly 
in  a  residence  use  district  and  partly  in 
a  retail  use  district,  the  maintenance  of 
a  garage  for  more  than  five  (5)  motor 
vehicles  accessory  to  and  within  a  mul¬ 
tiple  dwelling;  premises  Block  front, 
north  side  of  77th  avenue,  from  Queens 
boulevard  to  113th  street  (Block  No. 
2266,  Lot  No.  79),  Forest  Hills,  Bor¬ 
ough  of  Queens. 


623-40-A — 222 6-2228  Neptune  avenue  and  2813  West  23rd 
street,  southeast  corner  and  east  side  of 
West  23rd  street,  95  ft.  south  of  Neptune 
avenue  (Block  No.  7016,  Lot  Nos.  1  and 
83),  Borough  of  Brooklyn. 

602-40-A — 1663-1669  East  17th  street,  east  side,  57  ft.  21/ 2 
in.  south  of  Kings  highway  (Block  No. 
6780,  Lot  No.  55),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


OCTOBER  29,  1940,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

636-40-A — 79  Rutgers  Slip  and  260  South  street,  northeast 
corner  (Block  No.  247,  Lot  No.  1),  Bor¬ 
ough  of  Manhattan. 

808-40-A — 133  Middleton  street,  north  side,  200  ft.  east  of 
Marcy  avenue  (Block  No.  2237,  part  of 
Lot  No.  53),  Borough  of  Brooklyn. 

65-39-A — 512-522  East  152nd  street,  601-605  Brook  ave¬ 
nue,  southwest  corner,  and  455-459  West¬ 
chester  avenue,  north  side,  82  ft.  8)4  in. 
west  of  Brook  avenue  (Block  No.  2361,  Lot 
Nos.  1  and  5),  Borough  of  The  Bronx. 

805-40- A — 150  27th  street,  south  sidde,  129  ft.  10  in.  east  of 
Third  avenue  (Block  No.  660,  Lot  No.  14), 
Borough  of  Brooklyn. 


NOVEMBER  6,  1940,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  IVednesday  morning,  No¬ 
vember  6,  1940,  at  10  o’clock,  in  Room  1013,  Municipal 
Building,  Manhattan,  on  the  following  matters : 

cal.  no.  372-29-BZ — Application  of  John  F.  Meehan,  ap¬ 
plicant,  on  behalf  of  Dollar  Savings 


Bank  of  the  City  of  New  York,  owner, 
reopened  April  9,  1940,  under  section 
21  of  the  building  zone  resolution,  to 
permit  the  further  extension  into  a 
residence  use  district  of  a  business 
building  (stores)  previously  granted  by 
the  Board;  premises  2330  Grand  Con¬ 
course,  east  side,  150  ft.  south  of  Field 
place,  and  2329  Ryer  avenue  (Block 
No.  3159.  Lot  No.  12),  Borough  of  The 
Bronx. 

cal.  no.  398-40-BZ — Application,  April  16.  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Anthony  M.  DeRose,  applicant,  on 
behalf  of  Nuarb  Realty  Company, 
owner,  to  permit  in  an  “F”  area,  resi¬ 
dence  use  district  the  maintenance  of  a 
dwelling  without  the  required  setback 
and  with  side  yards  less  than  the  re¬ 
quired  widths ;  premises  940  Metcalf 
avenue,  east  side,  176  ft.  4  in.  south  of 
Eastern  boulevard  (Block  No.  3659, 
Lot  No.  20),  Borough  of  The  Bronx. 

cal.  no.  399-40-BZ — Application,  April  16,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Anthony  M.  DeRose,  applicant,  on 
behalf  of  Marie  Braun,  owner,  to  permit 
in  an  “F”  area,  residence  use  district  the 
erection  of  a  dwelling  set  back  from 
the  building  line  less  than  the  required 
15  ft.,  to  be  provided  with  side  yards 
less  than  the  required  width  and  to  oc¬ 
cupy  a  greater  area  of  the  lot  than  per¬ 
mitted  ;  premises  942  Metcalf  avenue, 
east  side,  151  ft.  4  in.  south  of  Eastern 
boulevard  (Block  No.  3659,  Lot  No. 
21),  Borough  of  The  Bronx. 

cal.  no.  400-40-BZ — Application,  April  16,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Anthonv  M.  DeRose,  applicant,  on 
behalf  of  Marie  Braun,  owner,  to  permit 
in  an  “F”  area,  residence  use  district 
the  maintenance  of  a  dwelling  exceeding 
the  area  of  coverage  permitted  to  be  set 
back  from  the  building  line  less  than 
the  required  15  ft.  and  to  be  provided 
with  a  side  yard  of  less  than  the  re¬ 
quired  width ;  premises  944  Metcalf 
avenue,  east  side,  124.42  ft.  south  of 
Eastern  boulevard  (Block  No.  3659, 
Lot  No.  22),  Borough  of  The  Bronx. 

cal.  no.  401-40-BZ — Application,  April  16,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Anthony  M.  DeRose,  applicant,  on 
behalf  of  Marie  Braun,  owner,  to  per¬ 
mit  in  an  “F”  area,  residence  use  dis¬ 
trict  the  erection  of  a  dwelling  to  be 
set  back  from  the  building  line  less  than 
the  required  15  ft.  and  to  be  provided 
with  side  vards  1  in.  less  than  the  width 
required ;  premises  946  Metcalf  avenue, 
east  side,  94.42  ft.  south  of  Eastern 
boulevard  (Block  No.  3659,  Lot  No. 
23),  Boroiurh  of  The  Bronx. 

cal.  no.  494-40-BZ — Application,  May  8,  1940.  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  John  F.  Meehan,  appli¬ 
cant,  on  behalf  of  Johanna  C.  Funke, 
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owner,  to  permit,  partly  in  a  business 
use  district  and  partly  in  an  unrestricted 
use  district,  the  erection  and  mainte¬ 
nance  of  a  gasoline  service  station ; 
premises  2084  Bronx  street  and  1038 
East  180th  street,  southeast  corner 
(Block  No.  3141,  Lot  No.  30),  Borough 
of  The  Bronx. 

cal.  no.  925-40-BZ — Application,  September  18,  1940,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  I.  L.  Crausman,  applicant,  on 
behalf  of  Gelson  Realty  Corporation, 
owner,  to  permit  in  a  business  use  dis¬ 
trict  the  erection  of  a  business  building 
(stores)  with  show  windows  and  en¬ 
trances  extending  more  than  25  ft.  along 
a  street  abutting  a  residence  use  dis¬ 
trict  ;  premises  4349-4351  Broadway  and 
706  West  186th  street,  southwest  corner 
(Block  No.  2180,  part  of  Lot  No.  135), 
Borough  of  Manhattan. 

cal.  no.  342-40-BZ — Application,  April  4,  1940,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  Emil  Levin,  applicant,  on 
behalf  of  Salvin  Realty  Company,  In¬ 
corporated,  and  Emile  E.  Rathgeber* 
owners  (S.  Amaru,  lessee),  to  permit 
in  a  business  use  district  and  residence 
use  district  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  31-15  42nd  street,  east  side, 
97.5  ft.  south  of  31st  avenue,  and  31-18 
43rd  street,  west  side,  157.5  ft.  south  of 
31st  avenue  (Block  No.  692,  Lot  Nos. 
36.  37  and  51),  Astoria,  Borough  of 
Queens. 

cal.  no.  860-40-BZ — Application,  August  16,  1940,  under 
sections  21  and  7f  of  the  building  zone 
resolution,  of  Edgar  J.  Moeller,  appli¬ 
cant,  on  behalf  of  Fairtown  Construc¬ 
tion  Corporation,  owner,  to  permit  in  a 
business  use,  “D”  and  “E”  area  district 
the  erection  of  a  business  building 
covering  a  greater  area  of  that  portion 
of  the  plot  within  the  “E”  area  district 
than  permitted,  to  permit  the  omission 
of  the  required  setback  within  the  “E” 
area  district  and  to  use  a  portion  of  the 
building  as  a  garage  for  more  than  five 
(5)  motor  vehicles;  premises  77-40  to 
77-68  Vleigh  place,  northwest  corner  of 
78th  avenue  (Block  No.  6608,  Lot  No. 
2),  Flushing,  Borough  of  Queens. 

Appeal  from  Ad?ninistrative  Decision. 

982-40- A — 77-40  to  77-68  Vleigh  place,  northwest  corner  of 
78th  avenue  (Block  No.  6608,  Lot  No.  2), 
Flushing,  Borough  of  Queens  (under  sec¬ 
tion  35,  General  City  Law — re  Bed  of 
Mapped  Street). 

HARRIS  H.  MURDOCK,  Chairman. 


NOVEMBER  6,  1940,  2  P.  M. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  W ednesday  afternoon,  No¬ 
vember  6,  1940,  at  2  o’clock,  in  Room  1013,  Municipal 
Building,  Manhattan,  on  the  following  matter : 


cal.  no.  1530-39-BZ — Application,  December  21,  1939.  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Morris  Perlstein,  applicant,  or 
behalf  of  Providence  Marino,  owner 
(Harold  Holzhauser,  lessee),  to  permit 
in  a  retail  use  district  the  conversion  ol 
occupancy  of  a  frame  building  contain¬ 
ing  a  cow  stable  and  hay  loft  to  riding 
academy  and  stable  for  more  than  five 
(5)  horses  and  hay  loft;  premises  89-3$ 
70th  drive,  southeast  corner  of  Sybilk 
street  (Block  No.  3899,  Lot  No.  32) 
Forest  Hills.  Borough  of  Queens. 

Appeal  from  Administrative  Decision. 

670-40- A — 89-38  70th  drive,  southeast  corner  of  Sybills 
street  (Block  No.  3899,  Lot  No.  32),  For 
est  Hills,  Borough  of  Queens  (under  sec 
tion  35,  General  City  Law — re  Bed  o 
Mapped  Street). 

l 

HARRIS  H.  MURDOCK,  Chairma * 


NOVEMBER  13,  1940,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

831 -40- A — 171  Bay  Ridge  avenue,  north  side,  260  ft.  wei 
of  Ridge  boulevard  (Block  No.  5861,  L< 
No.  69),  Borough  of  Brooklyn. 

697-39-A — 28  Bowery  and  43  Bayard  street,  southwest  cot 
ner  (Block  No.  163,  Lot  No.  33),  Boroug 
of  Manhattan.  , 


NOVEMBER  19,  1940,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stanc 
ard»  and  Appeals  of  a  public  hearing  under  the  provisioi 
of  the  building  zone  resolution,  Tuesday  morning,  Novembi 
19,  1940,  at  10  o’clock,  in  Room  1013,  Municipal  Buildinj 
Manhattan,  on  the  following  matters: 

j 

cal  no.  297-40-BZ — Application.  March  20,  1940,  under  ie< 
tions  7h  and  21  of  the  building  ror 
resolution,  of  Henry  Nordheim,  appl 
cant,  on  behalf  of  The  Mutual  Life  Ii 
surance  Company,  owner  (Louw< 
Garage  Corporation,  lessee),  to  permi 
partly  in  a  business  use  district  ar 
partly  in  a  residence  use  district,  for 
temporary  period  of  not  more  than  ta 
(2)  years,  the  parking  and  storage  i 
more  than  five  (5)  motor  vehicle: 
premises  1407-1419  College  avenue,  we 
side,  215  ft.  south  of  East  171st  stre 
(Block  No.  2786,  parts  of  Lot  Nos. 

6  and  29),  Borough  of  The  Bronx. 

cal.  no.  362-34-BZ — Application  of  Abraham  N.  Horwit 
applicant,  on  behalf  of  1230  Jeron 
Avenue  Corporation,  owner,  reopeni 
October  8,  1940,  for  consideration  as 
extension  of  permit — re  Applicatio 
previously  granted  on  condition  und 
section  21  of  the  building  zone  resol 
tion,  permitting  in  a  business  use  di 
trict  the  change  of  occupancy  of  < 
existing  building  to  a  garage  for  mo 
than  five  (5)  motor  vehicles  for  a  tern- 
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porary  period ;  premises  1230-1234 
Jerome  avenue,  east  side,  165  ft.  6  in. 
north  of  East  167th  street  (Block  No. 
2489,  Lot  No.  8),  Borough  of  The 
Bronx. 

cau  no.  351-40-BZ — Application,  April  5,  1940,  under  sec¬ 
tions  21  and  7f  of  the  building  zone 
resolution,  of  William  F.  Regan,  appli¬ 
cant,  on  behalf  of  William  F.  Regan, 
owner,  to  permit  in  a  business  use  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station;  premises  1000- 
1012  Brooklyn  avenue  and  3522-3524 
Snyder  avenue,  southwest  corner  (Block 
No.  4906,  Lot  Nos.  9  and  10),  Borough 
of  Brooklyn. 

i 

Appeal  frovi  Administrative  Decision. 

553-37-A — 1815-1825  Ocean  avenue,  east  side.  280  ft.  south 
of  Avenue  M  (Block  No.  7656,  Lot  No. 


55  and  part  of  Lot  Nos.  54  and  58),  Bor¬ 
ough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


NOVEMBER  19,  1940,  2  P.  M. 

Appeal  from  Administrative  Decision. 

882-40-A — 148  39th  street,  southwest  corner  of  Second  ave¬ 
nue  (Bush  Building  No.  19,  fourth  floor)  ; 
(Block  No.  706,  Lot  No.  1),  Borough  of 
Brooklyn. 


DECEMBER  10,  1940,  2  P.  M. 

Appeal  from  Administrative  Decision. 

696-39-A — 2321  Third  avenue  and  201  East  126th  street. 

northeast  corner  (Block  No.  1791,  Lot  No. 
1),  Borough  of  Manhattan. 


MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  OCTOBER  15,  1940. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Assistant  Chief  McCarthy. 

The  minutes  of  the  regular  meeting  of  the  Board  held  on 
Tuesday  morning,  October  1,  1940,  and  the  minutes  of  the 
regular  meeting  of  the  Board  held  on  Tuesday  afternoon, 
October  1,  1940,  were  approved  as  printed  in  Bulletin  No. 
41,  Vol.  25. 

i  _ 

BUILDING  ZONE  CASES. 

330-22-BZ. 

APPLICANT — Paul  Friedman,  for  Kings  Highway  Com¬ 
munity  Corporation,  owner  (Community  Amusement 
Corporation,  lessee). 

SUBJECT — Application  reopened  June  4,  1940  (re  decision 
of  the  borough  superintendent  of  buildings),  under 
sections  7c  and  21  of  the  building  zone  resolution,  to 
permit  the  extension  and  change  of  use  of  an  exist¬ 
ing  building  now  occupied  as  bowling  alleys,  library, 
stores,  auditorium  and  meeting  room  to  stores,  mo¬ 
tion  picture  theatre  with  marquee  and  signs  extend¬ 
ing  from  business  use  district  into  a  residence  use 
district  and  to  permit  the  proposed  rear  extension  to 
i  occupy  a  portion  of  the  rear  yard  in  excess  of  that 

permitted  by  section  17  (a)  of  the  building  zone 
resolution. 

PREMISES  AFFECTED— 1663-1669  East  17th  street,  east 
side,  57  ft.  2 in.  south  of  Kings  highway  (Block 
No.  6780,  Lot  No.  55),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Paul  Friedman,  Benjamin  Schlanger, 
George  A.  Marshall  and  Maurice  A.  Schull. 
For  Opposition :  Maurice  A.  Lieberman,  A.  J. 
Burns,  Benjamin  Schulman  and  Lawrence 
Guion. 

For  Administration :  Dewey  Rothkrug,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  October  29,  1940,  at 
10  A.M.,  for  applicant  to  have  License  Commis¬ 
sioner’s  approval  withdrawn. 


351-40-BZ. 

APPLICANT — William  F.  Regan  (applicant),  for  William 
F.  Regan,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  business  use 
district  the  erection  and  maintenance  of  a  gasoline 
service  station. 

PREMISES  AFFECTED — 1000-1012  Brooklyn  avenue  and 
3522-3524  Snyder  avenue,  southwest  corner  (Block 
No.  4906,  Lot  Nos.  9  and  10),  Borough  of  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Joseph  T.  Kearney,  William  F. 
Regan  (applicant)  and  William  F.  Regan 
(owner). 

ACTION  OF  BOARD — Laid  over  to  November  19,  1940,  at 
10  A.M.  Applicant  to  send  out  notices  by  regular 
mail  by  November  8th. 


271-39-BZ. 

APPLICANT — A.  C.  Benson,  for  Socony-Vacuum  Oil 
Company,  Incorporated,  owner. 

SUBJECT — Application  for  consideration  in  view  of  Court 
order,  under  section  7c  (as  amended)  of  the  build¬ 
ing  zone  resolution  (re  decision  of  the  borough 
superintendent  of  buildings),  to  permit  in  a  business 
use  district  the  erection  of  a  new  building  and  the 
extension  of  an  existing  gasoline  service  station 
(previously  granted  on  condition  by  the  Board 
under  sections  7c  and  21  of  the  building  zone  reso¬ 
lution;  Board’s  decision  annulled  by  the  Court). 

PREMISES  AFFECTED— 96-23  to  96-29  Queens  boule¬ 
vard,  northeast  corner  of  63rd  road  (Old  Mill  road), 
(Block  No.  2088,  Lot  No.  22),  Elmhurst,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  A.  C.  Benson. 

For  Opposition :  Leslie  Kirsch. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 
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THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


855-27-BZ. 

APPLICANT — Shell  Oil  Company,  Incorporated  (lessee), 
for  Anna  C.  Bingler,  owner. 

SUBJECT — Application  reopened  for  rehearing  under  new 
facts  December  5.  1939  (re  decision  of  the  borough 
superintendent  of  buildings),  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  business  use 
district  the  maintenance  and  reconstruction  of  a 
gasoline  service  station  (previously  denied). 

PREMISES  AFFECTED — 216-03  Merrick  road,  northeast 
corner  of  Springfield  boulevard  (Block  No.  3541, 
Lot  No.  1),  Springfield,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  George  Levy. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  withdrawn  without 
argument. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


255-40-BZ. 

APPLICANT — Samuels  and  Samuels,  for  Benlem  Realty 
Corporation,  owner. 

SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  business  use 
district  the  erection  and  maintenance  of  a  gasoline 
service  station. 

PREMISES  AFFECTED— 81-01  to  81-11  Rockaway  boule¬ 
vard.  94-01  to  94-07  81st  street,  northeast  corner, 
and  81-02  to  81-10  Atlantic  avenue,  southeast  corner 
of  81st  street  (Block  No.  9009,  Lot  No.  1),  Wood- 
haven,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Archie  H.  Samuels, 
for  Opposition:  Ruth  Hofer. 

Amicus  Curiaie:  Harold  Klorfein,  Department  of 
Parks. 

ACTION  OF  BOARD — Application  withdrawn  without 
prejudice  of  applicant  requesting  reopening  after 
completion  of  Atlantic  avenue  improvement. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


207-33-BZ. 

APPLICANT — Samuel  J.  Ziegler,  for  City  Bank  Farmers 
Trust  Company  (trustee),  for  Georgie  McDonald 
Phillips,  owner. 

SUBJECT — Application  reopened  and  restored  to  Calendar 
May  21,  1940  (re  decision  of  the  borough  superin¬ 
tendent  of  buildings),  under  section  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  use  dis¬ 
trict  the  erection  and  maintenance  of  an  automobile 
showroom,  a  gasoline  service  station  and,  also,  the 
parking  and  storage  of  more  than  five  (5)  motor 
vehicles  (previously  dismissed  for  lack  of  prosecu¬ 
tion)  . 


PREMISES  AFFECTED — 3090-3094  Webster  avenue  and 
401-409  East  203rd  street,  southeast  corner  (Block 
No.  3330,  Lot  Nos.  65,  66  and  67),  Borough  of  The 
Bronx. 

APPEARANCES— 

For  Applicant:  Herman  J.  Maurer  and  Samuel  J. 
Ziegler. 

For  Opposition:  Earl  I.  Gallant,  H.  J.  Herze,  Wil¬ 
liam  Osborn.  Selig  Riemland,  David  Baum  and 
Samuel  Anhouse. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

THE  RESOLUTION— 

(207-33-BZ) 

Whereas,  this  application,  under  section  7h  of  the_  build¬ 
ing  zone  resolution,  to  permit  in  a  business  use  district,  for 
a  temporary  period  of  not  more  than  two  (2)  years,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles, 
premises  3090-3094  Webster  avenue  and  401-409  East  203rd 
street,  southeast  corner  (Block  No.  3330,  Lot  Nos.  65,  66 
and  67).  Borough  of  The  Bronx,  was  granted  by  the  Board 
May  18,  1937,  on  certain  conditions;  and 
Whereas,  the  term  of  the  permit  subsequently  expired  by 
limitation;  and 

Whereas,  Jeremiah  A.  Houlihan,  for  O’Brien  Building 
Company,  Incorporated,  owner,  requested  a  reopening  of  the 
application  to  permit  in  a  business  use  district,  under  section 
7h  of  the  building  zone  resolution,  the  parking  of  more  than 
five  (5)  motor  vehcles ;  and 

Whereas,  this  application  was  reopened  by  vote  of  the 
Board  on  July  18,  1939;  and 
Whereas,  the  applicant  failed  to  complete  the  papers  in 
the  case  although  duly  notified  to  do  so,  such  application  was 
dismissed  by  the  Board  February  27,  1940,  for  lack  of  prose¬ 
cution  ;  and 

Whereas,  Samuel  J.  Ziegler,  for  City  Bank  Farmers 
Trust  Company  (trustee),  for  George  McDonald  Phillips, 
owner,  requested  a  reopening  of  the  application,  under  section 
21  of  the  building  zone  resolution,  to  permit  in  a  business 
use  district  the  erection  and  maintenance  of  a  gasoline  service 
station,  automobile  showroom,  and  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles;  and 

Whereas,  this  application  was  reopened  by  vote  of  the 
Board  May  21,  1940;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals  at  its  regular  meet¬ 
ing,  October  15,  1940,  after  due  notice  by  publication  in  the  . 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Webster  avenue  is  in  unrestricted 
and  business  use  districts;  Decatur  avenue  is  in  a  residence 
use  district ;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  New  Building  Application  No.  329-40,  dated 
May  13,  1940,  reads:  J 

“1.  The  proposed  occupancy  of  premises  as  automo-  I 
bile  show  room,  gasoline  service  station  and  storage 
and  parking  for  more  than  five  (5)  motor  vehicles,  in  a 
business  use  district,  is  contrary  to  Section  4  of  the 
Building  Zone  Resolution.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  75  ft. 
by  100  ft.  in  area,  now  vacant,  upon  which  it  is  proposed  to 
erect  a  one-story,  non-fireproof  building,  75  ft.  by  24  ft.  and 
49  ft.,  irregular,  in  area,  to  be  occupied  as  automobile  show¬ 
room,  gasoline  service  station,  and  for  the  parking  and  stor¬ 
age  for  more  than  five  (5)  motor  vehicles;  and 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  applicant  failed  to  sub- 
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stantiate  a  basis  of  appeal  under  section  21  of  the  building 
zone  resolution,  and  was,  therefore,  not  entitled  to  relief  on 
the  grounds  of  practical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  on  New  Building  Application  No.  329-40,  be 
and  it  hereby  is  affirmed  and  that  the  application  be  and  it 
hereby  is  denied. 


110-37-BZ. 

APPLICANT — Arnold  W.  Lederer,  for  Putnam  Theatrical 
Corporation,  owner  (Joseph  Stoy,  lessee). 
SUBJECT — Application  reopened  and  restored  to  Calendar 
September  24,  1940  (re  decision  of  the  borough 
superintendent  of  buildings),  under  sections  7h,  7f 
and  21  of  the  building  zone  resolution,  to  permit  in 
a  business  use  district  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles  (previously 
dismissed  for  lack  of  prosecution). 

PREMISES  AFFECTED — 345-349  9th  street,  north  side, 
240  ft.  west  of  Sixth  avenue,  and  314-332  8th  street 
(Block  No.  1005,  Lot  Nos.  31  to  36,  inclusive,  57, 
58.  59,  28  and  29),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Jerome  N.  Wanshel  and  Joseph 
Stoy. 

For  Opposition:  John  A.  O’Melia,  Marie  Sager, 
Amando  C.  Tedsten.  Keenan  Morrow,  Peter 
Pilote  and  Christine  Rose. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  . .  4 

Negative  .  0 


THE  RESOLUTION— 

(110-37-BZ) 

Whereas,  this  application  to  permit  in  a  business  use  dis¬ 
trict,  under  section  7h  of  the  building  zone  resolution,  the 
parking  of  more  than  five  (5)  motor  vehicles,  premises  345- 
349  9th  street,  north  side,  240  ft.  west  of  Sixth  avenue 
(Block  No.  1005,  Lot  Nos.  31  to  36,  inclusive,  and  57,  58 
and  59),  Borough  of  Brooklyn,  was  dismissed  by  the  Board 
December  14,  1937,  for  lack  of  prosecution;  and 

Whereas,  Arnold  W.  Lederer,  for  Putnam  Theatrical 
Corporation,  owner,  requested  on  September  6,  1940,  a  re¬ 
opening  of  the  application  to  permit  in  a  business  and  resi¬ 
dence  use  district,  under  sections  7h,  7f  and  21  of  the  build¬ 
ing  zone  resolution,  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  and 

Whereas,  this  application  was  reopened  by  vote  of  the 
Board  September  24,  1940;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
,by  the  Board  of  Standards  and  Appeals  at  its  regular  meet¬ 
ing.  October  15,  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  9th  street  and  Fifth  avenue  are  in 
business  use  districts;  8th  street  is  in  a  residence  use  dis¬ 
trict  ;  Sixth  avenue  is  in  a  residence  and  business  use  dis¬ 
trict;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Application  No.  1583-40,  dated  September  13, 

1940,  reads: 

“Proposed  parking  and  storing  of  more  than  5  cars 
within  a  business  and  residential  use  district  is  contrary 
to  Art.  2,  Sect.  4a-15  and  Art.  2,  Sect.  3  of  the  Zone 
resolutions.  Denied.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  82  ft.  1  in.  on  9th  street,  197  ft.  5  in.  on  8th 
street  and  a  depth  of  180  ft.,  upon  which  there  exists  a  one- 
story  building  occupied  as  a  lunch  wagon  and  a  one-story 
frame  office  building  8  ft.  by  8  ft.  in  area ;  it  is  proposed  to 
occupy  this  site  for  the  parking  and  storage  of  more  than 


five  (5)  motor  vehicles  for  a  temporary  period  of  not  more 
than  two  (2)  years;  and 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  under  section  7.  subdivi¬ 
sion  h,  of  the  building  zone  resoluton. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted,  under  section  7,  sub¬ 
division  h  thereof,  to  permit,  for  a  term  of  two'  (2)  years, 
the  plot  under  appeal  to  be  occupied  for  parking  and  storage 
of  more  than  five  (5)  motor  vehicles,  on  condition  that  the 
plot  shall  be  leveled  substantially  to  the  grade  of  9th  street; 
that  the  entrance  to  the  plot  shall  be  solely  from  9th  street ; 
that  the  curb  cut  thereto  shall  not  exceed  15  ft.;  that  there 
shall  be  no  entrance  to  8th  street ;  that  there  shall  be  erected 
along  the  street  building  line  of  8th  street  a  new,  substantial, 
solid-board  fence,  not  less  than  10  ft.  in  height  above  the 
grade  of  8th  street;  that  such  fence  shall  be  kept  in  proper 
repair  at  all  times  and  painted,  and  that  there  shall  be  no 
entrance  or  openings  through  the  same;  that  no  signs  shall 
be  placed  on  the  fence,  either  on  the  8th  street  side  or  toward 
the  lot;  that  during  the  term  of  this  permit  the  premises 
shall  be  occupied  for  no  other  use  except  as  herein  permitted 
and  the  existing  lunch  wagon ;  that  no  building  shall  be 
erected  thereon,  other  than  the  existing  lunch  wagon  and  a 
building  as  a  shelter  for  the  attendant;  that  such  building 
may  be  of  frame  and  shall  not  exceed  100  ft.  in  area  and 
one  story  in  height;  that  toilet  facilities  shall  be  available 
immediately  on  the  plot ;  that  the  plot  shall  be  surfaced  with 
steam  cinders,  clean  gravel  or  other  suitable  material,  prop¬ 
erly  rolled  and  bound  to  prevent  dusting ;  that  no  signs  shall 
be  erected  on  the  premises  or  on  adjoining  buildings  under 
the  same  ownership,  except  there  may  be  a  sign  at  the  9th 
street  entrance  advertising  solely  the  parking  use  herein 
permitted,  provided  such  sign  does  not  exceed  15  sq.  ft.  in 
area  and  shall  not  extend  beyond  the  building  line ;  that  all 
existing  signs  other  than  the  existing  sign  for  the  lunch 
wagon  and  not  complying  with  the  requirements  herein  shall 
be  removed;  that  proper  aisles  shall  be  maintained  at  all 
times  for  parking,  and  spaces  not  less  than  18  in.  between 
alternate  rows  shall  be  maintained  for  easy  access  to  in¬ 
dividual  cars ;  that  on  the  interior  lot  lines,  where  unpunc¬ 
tured  walls  of  adjoining  buildings  do  not  occur,  there  shall 
be  erected  a  substantial  woven-wire  fence  with  steel  posts 
or  a  wall  not  less  than  6  ft.  in  height :  that  any  lighting  fur¬ 
nished  shall  be  restricted  to  lights  on  pipe  standards  with 
metal  reflectors  so  located  as  to  reflect  away  from  the  resi¬ 
dential  occupancy  on  8th  street;  that  the  shrubbery  in  front 
of  lunch  wagon  shall  be  maintained;  that  the  space  between 
the  fence  on  8th  street  and  the  curb  shall  be  kept  clean  at 
all  times  and  all  rubbish  removed,  and  any  grass  or  weeds 
kept  cut.  and  that  all  permits  shall  be  obtained  and  all  work 
shall  be  completed  within  six  (6)  months  from  the  date  of 
this  action. 


179-37-BZ. 

APPLICANT — Irving  M.  Fenichel,  for  Louis  M.  Brann, 
owner  (New  Method  Service  Company,  Incor¬ 
porated,  lessee). 

SUBJECT — Application  reopened  September  24,  1940  (re 
decision  of  the  borough  superintendent  of  buildings), 
under  section  21  of  the  building  zone  resolution,  to 
permit  in  a  business  use  district  the  operation  of  a 
clothes-cleaning  unit  as  an  accessory  use  to  the 
laundry  business  conducted  therein  (erection  and 
maintenance  of  a  garage  for  more  than  five  (5) 
motor  vehicles  previously  granted  by  the  Board). 

PREMISES  AFFECTED — 461  Bay  street,  east  side,  434.23 
ft.  north  of  Wave  street  (Block  No.  488,  Lot  No. 
18).  Stapleton,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  Irving  M.  Fenichel. 
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For  Opposition:  None. 

For  Administration:  John  J.  O’Keefe,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

Negative  .  0 

THE  RESOLUTION— 

(179-37-BZ) 

Whereas,  this  application,  under  section  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  use  district  the 
erection  and  maintenance  of  a  garage  for  more  than  five  (5) 
motor  vehicles,  premises  461  Bay  street,  east  side,  434.23  ft. 
north  of  Wave  street  (Block  No.  488,  Lot  No.  18),  Staple- 
ton,  Borough  of  Richmond,  was  granted  by  the  Board  July 
9,  1937,  on  certain  conditions,  the  resolution  amended  March 
8,  1938;  and 

Whereas,  Irving  M.  Fenichel,  for  Louis  M.  Brann, 
owner  (New  Method  Service  Company,  Incorporated,  les¬ 
see),  requested  on  September  19.  1940,  a  reopening  of  the 
application  to  permit  in  a  business  use  district,  under  section 
21  of  the  building  zone  resolution,  the  operation  of  a  clothes- 
cleanng  unit  as  an  accessory  to  the  laundry  business  con¬ 
ducted  therein ;  and 

Whereas,  this  application  was  reopened  by  vote  of  the 
Board  September  24,  1940;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  October  15,  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Bay  street,  Baltic  street  and 
William  street  are  in  business  use  districts ;  Staten  Island 
Rapid  Transit  right-of-way  (and  easterly)  is  in  an  unre¬ 
stricted  use  district ;  and 

Whereas,  the  decision  of  the  borough  superintendent  ot 
buildings,  on  B.N.  312-40,  dated  October  14,  1940,  reads : 

“Your  application  filed  on  B.N.  312-40  to  use  dry 
cleaning  as  an  accessory  use  in  above  laundry  was  dis¬ 
approved  for  the  reason  that  such  use  was  not  included 

in  resolution  of  Board  of  Standards  and  Appeals  on 

case  179-37-BZ.” 

and 

Whereas,  the  premises  consist  of  a  plot  with  a  frontage  of 
100  ft.  7  in.  on  Bay  street  and  a  depth  of  142  ft.  11  in.,  on 

which  it  is  proposed  to  erect  a  clothes-cleaning  unit  in  con¬ 

junction  with  a  garage  previously  granted  by  the  Board; 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  on  July  9.  1937,  as 
amended  by  resolution  adopted  by  the  Board  on  March  8, 
1938,  so  that  as  amended  the  resolution  shall  read: 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution 
and  that  the  application  be  and  it  hereby  is  granted, 
under  section  21  thereof,  to  permit  the  plot  under  ap¬ 
peal  to  be  developed  by  the  erection  of  a  two-story 
business  and  garage  building,  as  indicated  on  plans 
filed  with  this  application  marked  ‘Received  December 
21,  1937’,  on  condition  that  the  garage  use  shall  be 
limited  to  the  street  story  and  shall  be  solely  for  the 
storage  of  more  than  five  (5)  automobiles  used  exclu¬ 
sively  by  the  laundry ;  that  the  ceiling  of  the  first  story 
shall  be  fire-retarded  throughout  in  accordance  with  the 
rules  of  the  Board  of  Standards  and  Appeals ;  that 
any  openings  in  the  lot  line  wall  to  the  north  shall 
be  substantially  as  indicated  on  revised  plans  marked 
‘Received  January  29,  1938’,  and  shall  be  fireproof  and 
self-closing  and  shall  have  a  sprinkler  head  opposite 


each  window  and  not  more  than  4  ft.  away;  that  any 
openings  in  the  wall  to  the  south  between  the  proposed 
garage  occupancy  and  the  existing  laundry  buildings 
shall  be  protected  with  fireproof,  self-closing  doors; 
that  any  storage  of  gasoline  permitted  shall  be  solely 
for  use  in  servicing  the  motor  vehicles  _  used  for  the 
laundry  use;  that  no  roof  sign  shall  be  installed  upon 
this  building;  that  all  requirements  of  the  zoning  reso¬ 
lution  as  to  required  rear  yards  shall  be  complied  with. 

Resolved  further,  that  in  the  event  the  owner  desires 
to  establish  an  additional  use  af  a  dry-cleaning  estab¬ 
lishment  to  be  operated  as  accessory  to  the  laundry,  such 
accessory  use  may  be  permitted .  providing  the  equip¬ 
ment  therefor  is  located  on  the  second  story  and  is  of  the 
general  type  as  indicated  on  plans  filed  zvith  the  borough 
superintendent  of  buildings  under  Building  Notice  Ap¬ 
plication  312-40,  as  indicated  on  plans  marked  ‘Received 
October  14,  1940’,  on  condition  that  such  equipment  shall 
in  all  other  respects  meet  the  requirements  of  all  laws, 
rules  and  regulations  applicable  thereto  and  pending  ap¬ 
proval  by  the  Board  of  the  Hoffman  unit  for  general  use 
in  New  F ork  City,  such  installation  shall  meet  the  re¬ 
quirements  of  the  fire  commissioner  therefor  and  shall 
also  be  subject  to  any  conditions  that  may  be  placed  on 
the  use  of  the  above  equipment  if  and  when  approved  by 
the  Board.”  ■ . 


950-39-BZ.  j 

APPLICANT— James  Britton  Halley  (lessee),  for  Olga, 
Roman  and  Harriet  Britton,  owners. 

SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  sections  7f  and  21 
of  the  building  zone  resolution,  to  permit  in  a  resi¬ 
dence  use  district  the  parking  and  storage  of  more; 
than  five  (5)  motor  vehicles  for  a  stated  term. 
PREMISES  AFFECTED— 3450-3452  Eastchester  road, 
east  side,  311  ft.  north  of  Boston  road,  and  3457 
3459  Mickle  avenue,  west  side.  280  ft.  north  o 
Boston  road  (Block  No.  4723,  Lot  Nos.  15,  16,  17 
47  and  48),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  William  Shary  and  James  Brittoi 
Halley. 

For  Opposition:  M.  Michael  ICleinberg. 

ACTION  OF  BOARD — Application  granted  on  condition 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  ‘ 

Negative  .  1 

THE  RESOLUTION— 

(950-39-BZ) 

Whereas,  James  Britton  Halley  (lessee),  for  Olga  Romai 
and  Harriet  Britton,  owners,  filed  July  13,  1939,  an  applica 
tion  under  section  7h  of  the  building  zone  resolution,  to  per 
mit  in  a  residence  use  district  the  parking  and  storage  o 
more  than  five  (5)  motor  vehicles  for  a  temporary  period  o 
two  (2)  years ;  premises  3450-3452  Eastchester  road,  eas 
side,  311  ft.  north  of  Boston  road,  and  3457-3459  Mickle  ave 
nue,  west  side,  280  ft.  north  of  Boston  road  (Block  No 
4723,  Lot  Nos.  15,  16,  17,  47  and  48),  Borough  of  Th 
Bronx ;  and 

Whereas,  a  public  hearing  was  held  on  this  applicatioi 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet 
ing,  October  15,  1940,  after  due  notice  by  publication  in  th 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build 
ing  zone  resolution  show  that  Boston  road  is  in  a  busines 
use  district;  Eastchester  road  and  Mickle  avenue  are  in  resi 
dence  use  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent  o 
buildings  on  an  application  for  a  certificate  of  occupanc; 
rendered  June  26,  1939,  reads: 

“Please  be  advised  that  your  application  for  a  cer 
tificate  of  occupancy  for  the  parking  and  storage  o 
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more  than  five  (5)  motor  vehicles  at  the  above  premises 
is  denied,  as  the  premises  are  located  in  a  residence  dis¬ 
trict,  where  such  occupancy  is  unlawful. 

Please  be  advised  further  that  zone  violation  No.  127/ 
38  is  pending  in  this  Department  for  the  storage  and 
parking  of  twelve  (12)  motor  vehicles.” 
ind 

YV  hereas,  the  premises  consist  of  a  plot  of  ground  (now 
.acant)  having  a  frontage  of  50  ft.  on  Eastchester  road  and 
75  ft.  on  Mickle  avenue,  which  it  is  proposed  to  occupy  for 
:he  parking  and  storage  of  more  than  five  (5)  motor  ve- 

licles;  and 

Whereas,  these  premises  and  the  surrounding  area  were 
nspected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
n  which  to  exercise  its  discretion  to  grant  under  section  7. 
ubdivision  h.  of  the  building  zone  resoluton. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
lereby  make  a  varation  in  the  application  of  the  use  district 
emulations  of  the  building  zone  resolution  and  that  the  ap- 
ilication  be  and  it  hereby  is  granted,  under  section  7h  there¬ 
of,  for  a  term  of  two  (2)  years  from  the  date  of  this  resolu- 
ion,  to  permit  the  plot  to  be  occupied  for  the  parking  and 
torage  of  more  than  five  (5)  motor  vehicles,  provided  that 
mly  motor  vehicles  of  the  pleasure-car  type  are  so  stored  or 
larked,  on  condition  that  the  plot  shall  be  maintained  as 
ndicated  on  plans  and  photographs  filed  herewith ;  that 
ntrance  shall  be  solely  through  the  unopened  Mickle  avenue 
■o  the  north,  except  that  there  may  be  a  gate  not  over  3  ft. 
h  width  to  permit  entrance  by  pedestrians  from  Eastchester 
oad ;  that  a  substantial  fence  shall  be  erected  and  maintained 
long  the  street  line  of  Eastchester  road  and  along  the  in- 
-rior  lot  lines ;  that  the  premises  shall  be  kept  graded  and 
urfaced  with  suitable  gravel  or  cinders,  properly  rolled  and 
ound ;  that  signs  shall  be  restricted  to  a  sign  at  the  Mickle 
venue  front  advertising  the  parking  and  storage  use ;  that 
o  sign  shall  be  displayed  on  Eastchester  road;  that  all  per- 
lits  required  shall  be  obtained  and  all  work  involved  com- 
•leted  within  six  (6)  months  from  the  date  of  this  resolu- 
on. 


172-39-BZ. 

PPLICANT — Catherine  Conigliano  and  Francisco  Conig- 
liano,  owners. 

UBJECT — Application  (re  decision  of  the  acting  borough 
superintendent  of  buildings),  under  section  7h  of 
the  building  zone  resolution,  to  permit  in  a  business 
use  district  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles. 

REMISES  AFFECTED — 1874  McDonald  avenue,  west 
side,  98  ft.  north  of  Quentin  road  (Block  No.  6632, 
Lot  Nos.  36,  37  and  38),  Borough  of  Brooklyn. 
PPEAR AN  CES — 

For  Applicant:  Lean  Seinfeld. 

For  Opposition:  Bernard  Astor,  Jerome  N.  Wan- 
shel,  Philip  Ruffo,  Jennie  Ruffo,  A.  Grimaldi, 
Katherine  Fuch  and  Paul  Roman. 

CTION  OF  BOARD — Application  denied. 

HE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

HE  RESOLUTION— 

(1 172-39-BZ) 

Whereas,  Catherine  Conigliano  and  Francisco  Conigliano, 
\ners,  filed  September  22,  1939.  an  application  under  section 
1  °*.  t*1?  building  zone  resolution,  to  permit  in  a  business 
5*  district,  for  a  temporary  period  of  not  more  than  two 
-)  years,  the  parking  and  storage  of  more  than  five  (5) 
otor  vehicles;  premises  1874  McDonald  avenue,  west  side, 

;  it.  north  of  Quentin  road  (Block  No.  6632,  Lot  Nos.  36, 
and  38),  Borough  of  Brooklyn;  and 
Vhereas,  a  public  hearing  was  held  on  this  application 
the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 


ing,  October  15,  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  McDonald  avenue  is  in  a 
business  use  district ;  Dahill  road  is  in  a  residence  use  dis¬ 
trict;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  B.N.  Application  No.  5659-39,  dated  August 
23,  1939,  reads: 

“1.  Parking  lot  for  more  than  5  cars  in  business  dis¬ 
trict  is  contrary  to  zone  regulations  Art.  II,  Sec.  4, 
par.  15.” 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  with 
a  frontage  of  40  ft.  on  McDonald  avenue,  a  width  at  the 
rear  of  60  ft.  and  a  depth  of  95  ft.,  which  it  is  proposed  to 
occupy  for  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles ;  and 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  its  discretion  to  grant  a  zoning  vari¬ 
ance  under  section  7,  subdivision  h,  for  the  use  of  the  plot 
for  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  on  B.N.  Application  No.  5659-39,  Objection 
No.  1,  be  and  it  hereby  is  affirmed  and  that  the  application 
be  and  it  hereby  is  denied. 


1220-39-BZ. 

APPLICANT — Lama  and  Proskauer,  for  Ansel  P.  Verity 
and  George  Deylen,  owners  (Johnson  and  Scharf- 
man,  lessee). 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  section  7h  of  the 
building  zone  resolution,  to  permit  in  a  business  use 
district,  for  a  temporary  period  of  not  more  than 
two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 364-368  Empire  boulevard, 
south  side,  210  ft.  2J4  in.  east  of  Nostrand  avenue 
(Block  No.  1316,  Lot  No.  16),  Borough  of  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Opposition:  Paul  Friedman  and  Alfred  P. 
Hamel. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  q 


THE  RESOLUTION— 

(1220-39-BZ) 

Whereas,  Lama  and  Proskauer,  for  Ansel  P.  Verity  and 
George  Deylen,  owners  (Johnson  and  Scharfman,  lessee), 
filed  October  5,  1939,  an  application  under  section  7h  of  the 
building  zone  resolution,  to  permit  in  a  business  use  dis¬ 
trict,  for  a  temporary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  not  more  than  five  (5) 
motor  vehicles;  premises  364-368  Empire  boulevard,  south 
side,  210  ft.  east  of  Nostrand  avenue  (Block  No.  1316,  Lot 
No.  16),  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  appilcation 
by  the  Board  of  Standards  ond  Appeals,  at  its  regular  meet¬ 
ing,  October  15,  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Empire  boulevard.  Nostrand 
avenue  and  New  York  avenue  are  in  business  use  districts 
Sterling  street  is  in  a  residence  use  district;  and 
Whereas,  the  decision  of  the  borough  superintendent  of 
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buildings,  on  Application  No.  847-1940,  dated  May  22,  1940, 
reads : 

“1.  Parking  and  storage  of  more  than  5  cars  in  a 
business  district  is  contrary  to  Art.  II,  Sec.  4,  Para.  15, 
zone  resolution.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  40  ft.  on  Empire  boulevard  and  a  depth  of  100 
ft.,  which  it  is  proposed  to  occupy  for  the  parking  and  stor¬ 
age  of  not  more  than  five  (5)  motor  vehicles  ;  and 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  h,  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted,  under  section  7h  there¬ 
of,  to  permit  the  plot  to  be  occupied  for  the  storage  and 
oarking  of  more  thon  five  (5)  motor  vehicles  for  a  term 
of  two  (2)  years  from  the  date  of  this  resolution,  on  condi¬ 
tion  that  the  site  shall  be  leveled  substantially  to  the  grade 
of  Empire  boulevard  and  shall  be  surfaced  with  steam 
cinders,  clean  gravel  or  other  suitable  material,  properly 
rolled  and  bound;  that  during  the  term  of  this  permit  the 
premises  shall  be  occupied  for  no  other  use  than  as  herein 
permitted;  that  there  shall  be  erected  on  the  interior  lot 
lines  continuously  a  substantial  woven-wire,  chain-link 
fence,  not  less  than  6  ft.  in  height,  with  substantial  pipe 
anchor  supports;  that  a  similar  fence  shall  be  maintained  on 
the  street  building  line,  except  for  an  entrance  not  exceeding 
fifteen  (15)  ft.  in  width;  that  the  curb  opposite  such  en¬ 
trance  shall  not  exceed  fifteen  (15)  ft.,  but  shall  not  be  used 
as  a  joint  entrance  to  the  existing  gas  station  in  the  ad¬ 
joining  lot.  No.  15;  that  this  lot,  however,  may  be  under  the 
management  and  control  of  the  operator  of  such  gas  station 
on  Lot  15,  provided  that  all  the  requirements  of  this  resolu¬ 
tion  are  complied  with ;  that  there  shall  be  no  signs  erected 
on  the  premises,  except  that  there  may  he  a  sign  attached 
to  the  fence  advertising  only  the  parking  and  storage  use 
herein  permitted,  provided  such  sign  does  not  extend  beyond 
the  building  line  and  does  not  exceed  15  sq.  ft.  in  area;  that 
no  lighting  for  general  illumination  shall  be  installed ;  that 
all  permits  required  shall  be  obtained  and  all  work  com¬ 
pleted  within  three  (3)  months  from  the  date  of  this  reso¬ 
lution. 


1232-39-BZ. 

APPLICANT — Martyn  N.  Weinstein,  for  Beech  Haven 
Estates,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  section  21  of  the 
building  zone  resolution  and  section  60  of  the  Mul¬ 
tiple  Dwelling  Law,  to  permit  in  a  residence  use 
district  the  erection  and  maintenance  of  a  multiple 
dwelling  having  a  garage  for  more  than  three  (3) 
motor  vehcles  in  the  cellar  story ;  garage  space  is 
for  the  use  of  tenants  only. 

PREMISES  AFFECTED — 84-50  169th  street,  west  side, 
165.01  ft.  north  of  Gothic  drive  (Block  No.  9860, 
Lot  No.  40),  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  Bert  Schwarz. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 


Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

THE  RESOLUTION— 

(1232-39-BZ) 


Whereas,  Martyn  N.  Weinstein,  for  Beech  Haven  Es¬ 
tates,  owner,  filed  October  5,  1939,  an  application  under  sec¬ 


tion  21  of  the  building  zone  resolution  and  section  60  of  the 
Multiple  Dwelling  Law,  to  permit  in  a  residence  use  district 
the  erection  and  maintenance  of  a  multiple  dwelling  having 
a  garage  for  more  than  three  (3)  motor  vehicles  in  the; 
cellar  story ;  garage  space  is  for  the  use  of  tenants  only ; 
premises  84-50  169th  street,  west  side.  165.01  ft.  north  of 
Gothic  drive  (Block  No.  9860,  Lot  No.  40),  Jamaica,  Bor¬ 
ough  of  Queens;  and  . 

Whereas,  a  public  hearing  was  held  on  this  application' 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  October  15,  1940,  after  due  notice  by  publication  in  the: 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and  . 

Whereas,  the  use  district  maps  accompanying  the  build-1 
ing  zone  resolution  show  that  168th  place,  169th  street,  168th 
street,  84th  avenue  and  Gothic  drive  are  in  residence  use1 
districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  amendment  to  New  Building  Application  No. 
10228-39,  dated  September  21,  1939,  reads: 

“Garage  in  a  multiple  dwelling  at  the  above  location 
must  be  referred  to  and  approved  by  the  Board  of 
Standards  and  Appeals  before  further  consideration  can 
be  given  by  this  Department — Sec.  60  M.D.L. 

Garage  for  more  than  3  cars  in  a  Residence  F.  dis¬ 
trict  is  contrary  to  Article  2 — Sec.  3 — sub.  division  8 — 
of  the  Building  Zone  Resolution. 

Application  denied.” 

and 

Whereas,  the  proposed  building  will  have  a  frontage  of 
188  ft.  and  a  depth  of  170  ft.,  be  six  (6)  stories  and  base¬ 
ment  in  height,  and  be  of  fireproof  construction;  it  is  pro-: 
posed  to  occupy  part  of  the  cellar  story  of  this  proposed 
multiple  dwelling  as  a  garage  for  the  storage  of  more  thar 
three  (3)  motor  vehicles;  the  garage  space  to  be  for  the 
use  of  tenants  only ;  and 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  in  view  of  the  existence 
of  a  private  school  registered  by  the  Board  of  Regents,  ir: 
the  same  portion  of  the  street  between  the  intersecting 
streets  as  this  proposed  multiple  dwelling  having  a  garage 
for  more  than  three  (3)  motor  vehicles,  and  the  decision: 
of  the  Courts  on  similar  issues  brought  under  section  21,  i( 
is  precluded  from  making  any  favorable  decision  on  this  ap 
plication. 

Resolved,  that  the  decision  of  the  borough  superintenden 
of  buildings,  on  New  Building  Application  No.  10228-39,  b 
and  it  hereby  is  affirmed  and  that  the  application  be  and  i 
hereby  is  denied. 


1490-39-BZ. 

APPLICANT — George  W.  Kibitz,  for  The  Actinograpl 
Corporation,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super 
intendent  of  buildings),  under  section  21  of  th 
building  zone  resolution,  to  permit  in  a  residenc 
use  district  the  parking  and  storage  of  more  thar 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 790-808  East  176th  street,  soutlj 
side,  147  ft.  west  of  Marmion  avenue,  and  807  Eas 
175th  street  (Block  No.  2953,  Lot  No.  29),  Bor 
ough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  George  W.  Kibitz  and  R.  H.  Hanv 
mer. 

For  Opposition :  Charles  Eetluck,  Isidore  G.  Popil 
A.  H.  Sarno,  Fannie  Lipshutz,  E.  Bussel,  Ma 
Monfried,  Ida  Rutguson,  George  F.  Brennar 
Selma  Epstein,  Robert  Harvey  and  Harr 
Weinstein. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  , 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Me-  > 
Carthy  .  1 
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'THE  RESOLUTION— 

(1490-39-BZ) 

Whereas.  George  W.  Kibitz,  for  The  Actinograph  Cor¬ 
poration,  owner,  filed  December  8,  1939,  an  application  under 
section  21  of  the  building  zone  resolution,  to  permit  in  a 
residence  use  district  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  790-808  East  176th  street, 
south  side,  147  ft.  west  of  Marmion  avenue,  and  807  East 
175th  street  (Block  No.  2953,  Lot  No.  29).  Borough  of  The 
Bronx ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  October  15,  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  East  176th  street  and  Prospect 
avenue  are  in  residence  use  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Alteration  Application  No.  778-39.  dated  No¬ 
vember  9,  1939,  reads: 

“1.  Parking  and  storage  of  more  than  five  (5)  motor 
vehicles  located  in  a  Residence  District  is  contrary  to 
Sec.  3,  Art.  2  of  the  Building  Zone  Resolution.  Exam¬ 
ination  not  further  considered.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  225  ft.  on  East  176th  street,  100  ft.  on  East 
175th  street  and  a  depth  of  384  ft.,  occupied  by  several 
buildings  of  The  Actinograph  Corporation  (motion  picture 
concern)  ;  it  is  proposed  to  occupy  a  portion  of  the  building 
having  an  area  of  70  ft.  by  132  ft.  for  the  parking  and  stor¬ 
age  of  more  than  five  (5)  motor  vehicles;  and 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 
.  Whereas,  the  Board  deemed  that  the  applicant  failed  to 
substantiate  a  basis  of  appeal  under  section  21  of  the  build¬ 
ing  zone  resolution  and  was.  therefore,  not  entitled  to  relief 
on  the  grounds  of  practical  difficulty  and  unnecessary  hard¬ 
ship  and  that  the  Board  should  not  exercise  its  discretion  to 
grant  under  section  7. 

Resolved ,  that  the  decision  of  the  borough  superintendent 
of  buildings,  on  Alteration  Application  No.  778-39,  Objec¬ 
tion  No.  1,  be  and  it  hereby  is  affirmed  and  that  the  appli¬ 
cation  be  and  it  hereby  is  denied. 


18-40- BZ. 

\PPLICANT — Samuel  G.  Thomson,  Jr.,  owner. 

SUBJECT — Application  (  re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  sections  7h  and  21 
of  the  building  zone  resolution,  to  permit  on  a  plot, 
partly  in  a  residence  use  district  and  partly  in  a 
business  use  district,  the  parking  of  more  than  five 
(5)  motor  vehicles  on  that  portion  of  the  plot  in  the 
business  use  district. 

-’REMISES  AFFECTED — 87-68  170th  street,  west  side, 
58.95  ft.  south  of  Hillside  avenue  (Block  No.  9825, 
Lot  No.  21),  Jamaica,  Borough  of  Queens. 
\PPEARANCES — 

For  Applicant:  Samuel  G.  Thomson,  Jr. 

For  Opposition :  George  N.  Hellus  and  Douglas  L. 
Clark. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


rHE  RESOLUTION— 

(38-40-BZ) 

Whereas,  Samuel  G.  Thomson,  Jr.,  owner,  filed  January 
11,  1940,  an  application  under  sections  7h  and  21  of  the 
Raiding  zone  resolution,  to  permit  in  a  business  and  residence 
ise  district,  for  a  temporary  period  of  not  more  than  two 


(2)  years,  the  parking  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  87-68  170th  street,  west  side,  58.95  ft.  south 
of  Hillside  avenue  (Block  No.  9825,  Lot  No.  21),  Jamaica, 
Borough  of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  October  15,  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  170th  street  and  88th  avenue 
are  in  business  and  residence  use  districts;  Hillside  avenue 
is  in  a  business  district ;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Miscellaneous  Application  No.  6589-1939,  dated 
January  8,  1940,  reads: 

”1.  Proposed  use  of  premises  as  a  parking  lot  located 
in  a  business  and  residence  district  is  contrary  to  Sec. 
3  and  Sec.  4-15  of  the  Building  Zone  Resolution.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  with  a 
frontage  of  50.5  ft.  on  170th  street,  46  ft.  in  the  rear  and  a 
depth  of  125  ft.  along  the  south  lot  line,  which  it  is  proposed 
to  occupy  for  the  parking  of  more  than  five  (5)  motor  ve¬ 
hicles;  and 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  under  section  7,  subdivi¬ 
sion  h,  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted,  under  section  7.  sub¬ 
division  h  thereof,  to  permit  the  plot  to  be  occupied  for  a 
term  of  two  (2)  years  for  transient  parking  of  automobiles, 
on  condition  that  only  automobiles  of  the  pleasure-car  type 
shall  be  so  parked;  that  the  parking  shall  be  restricted  be¬ 
tween  the  hours  of  8:00  A.M.  and  8:00  P.M.,  except  that 
not  over  two  (2)  motor  vehicles,  used  in  connection  with 
the  adjoining  gasoline  service  station,  under  the  same  owner¬ 
ship,  may  be  parked;  that  the  plot  shall  be  graded  substan¬ 
tially  to  the  grade  of  170th  street  and  shall  be  so  drained 
as  to  not  affect  adjoining  premises  or  the  170th  street  side¬ 
walk;  that  on  the  westerly  lot  line  there  shall  be  erected  a 
substantial  solid-board  fence,  not  less  than  6  ft.  in  height; 
that  along  the  southerly  lot  line  there  shall  be  a  similar 
fence  or  a  woven-wire  chain-link  fence  with  substantial  pipe 
anchor  posts ;  that  a  similar  fence  shall  be  erected  along  the 
street  building  line  of  170th  street  with  not  more  than  one 
opening  for  entrance,  not  exceeding  16  ft.  in  width,  with 
curb  cut  opposite  of  similar  width;  that  the  sidewalk  along 
170th  street  shall  be  restored  and  curbs  installed ;  that  the 
lot  shall  be  surfaced  with  steam  cinders,  clean  gravel  or 
other  similar  material  with  asphalt  binder  and  properly 
rolled ;  that  there  shall  be  no  openings  from  this  lot  to  ad¬ 
joining  occupancies;  that  the  door  into  the  existing  gasoline 
station  adjoining  shall  be  blocked  up;  that  proper  aisles 
shall  be  maintained  at  all  times  for  easy  entrance  and  egress ; 
that  signs  shall  be  restricted  to  a  sign  attached  to  the  fence 
advertising  the  transient  parking  use  and  the  rates  charged 
and  the  hours  during  which  the  parking  lot  is  open  as  herein 
permitted;  that  such  sign  shall  not  exceed  15  sq.  ft.  in  area 
and  shall  not  extend  beyond  the  building  line ;  that  no  lights 
for  general  illumination  shall  be  installed,  and  that  all  per¬ 
mits  shall  be  obtained  and  all  work  involved  shall  be  com¬ 
pleted  within  six  (6)  months  from  the  date  of  this  resolu¬ 
tion. 


529-40-BZ. 

APPLICANT — Lama  and  Proskauer.  for  Cliffdodge  Es¬ 
tate,  Incorporated,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  sections  7c  and  21  of 
the  building  zone  resolution,  to  permit  in  a  business 
use  district  the  reconstruction  and  extension  of  an 
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accessory  building  on  an  existing  gasoline  service 

station.  .  , 

PREMISES  AFFECTED— 1788-1798  Eastern  parkway  and 
2131-2135  Bergen  street,  northeast  corner  (Block 
No.  1449,  Lot  No.  43),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  ^ 

Negative  .  0 

THE  RESOLUTION— 

(529-40-BZ) 

Whereas,  Lama  and  Proskauer,  for  Cliffdodge  Estate, 
Incorporated,  owner,  filed  May  17,  1940,  an  application  under 
sections  7c  and  21  of  the  building  zone  resolution,  to  permit 
in  a  business  use  district  the  reconstruction  and  extension  of 
an  accessory  building  on  an  existing  gasoline  service  sta¬ 
tion ;  premises  1788-1798  Eastern  parkway  and  2131-2135 
Bergen  street,  northeast  corner  (Block  No.  1449,  Lot  No. 
43),  Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  October  15,  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Eastern  parkway  and  Bergen 
street  are  in  business  use  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Alteration  Application  No.  1108-40,  dated  April 
2,  1940,  reads: 

“1.  Reconstruction  and  addition  to  present  building, 
used  in  conjunction  with  gasoline  service  station,  is 
contrary  to  Art.  II,  Sec.  4a,  Par.  46,  and  is  hereby 
denied.” 
and 

Whereas,  the  premises  consist  of  a  triangular  plot  of 
ground,  with  a  frontage  of  106  ft.  8  in.  on  Eastern  parkway 
and  69  ft.  6y2  in.  on  Bergen  street,  on  which  is  located  a 
one-story  office  building,  12  ft.  4  in.  by  25  ft.  1  in.  in  area, 
an  automobile  lift  and  the  tanks  and  pumps  of  a  gasoline 
service  station ;  it  is  proposed  to  alter  and  reconstruct  the 
existing  structure  so  as  to  include  an  office  and  lubritorium ; 
the  altered  building  will  be  “L”  shaped  and  be  27  ft.  11 H 
in.  by  41  ft.  9  in.  in  area;  and 
Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  c,  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted,  under  section  7,  sub¬ 
division  c  thereof,  to  permit  the  reconstruction  and  the  re¬ 
arrangement  of  the  legally  existing  gasoline  station  substan¬ 
tially  as  indicated  on  revised  plans  marked  ‘Received  Octo¬ 
ber  11,  1940’,  on  condition  that  the  plot  shall  not  be  increased 
in  area ;  that  the  proposed  addition  to  the  accessory  building 
shall  be  constructed  of  incombustible  materials,  except  that 
the  roof  beams  and  roof  boarding  may  be  of  wood ;  that  any 
windows  opening  to  Bergen  street  shall  be  fireproof;  that  no 
closure  doors  shall  be  constructed  on  the  lubritorium  section 
unless  the  equipment  is  of  the  hydraulic  type  or  pits  are 
constructed ;  that  ventilation  through  the  roof  shall  be  pro¬ 
vided  from  the  pits  and  actuated  by  a  motor-driven  fan  of 
the  spark-proof  type ;  that  the  existing  pumps  on  building 
line  of  Eastern  parkway  shall  be  entirely  removed  and  not 
more  than  two  (2)  pumps  shall  be  erected  not  nearer  the 
street  building  line  of  Eastern  parkway  than  10  ft.  to  the 
concrete  base  of  the  pumps ;  that  any  existing  curb  cut  to 
Bergen  street  shall  be  restored ;  that  no  curb  cuts,  other 


than  those  existing  to  Eastern  parkway,  shown  on  this  re¬ 
vised  plan  marked  “Received  October  11,  1940”,  shall  be 
constructed;  that  no  signs  shall  be  erected  on  the  premises, 
except  a  permanent  sign  attached  to  the  building  and  the 
globes  of  the  pumps,  excluding  all  roof  signs  and  temporary 
signs,  but  permitting  a  post  standard  for  supporting  a  sign, 
which  may  be  illuminated,  advertising  solely  the  brand  of 
gasoline  on  sale;  that  no  motor  vehicle  repairing  shall  be 
carried  on ;  no  parking  or  storage  of  cars  other  than  those 
being  serviced ;  that  no  portable  gasoline  tanks  shall  be  used  i 
on  or  from  the  premises;  that  the  heavy  wire-mesh  fence 
erected  on  the  existing  retaining  wall  to  the  east  shall  be 
maintained ;  that  a  retaining  wall,  averaging  2  ft.  6  in.  in 
height,  shall  be  maintained  on  the  street  line  of  Bergen 
street  from  the  proposed  lubritorium  building  to  the  street 
intersection ;  that  no  windows,  or  other  openings  shall  be 1 
maintained  in  the  interior  lot  line  wall,  and  that  all  permits 
shall  be  obtained  and  all  work  involved  shall  be  completed 
within  one  (1)  year  from  the  date  of  this  action. 


617-40-BZ. 

APPLICANT— Murray  Klein,  for  Emanuel  Levy  and 
Philip  Pifko,  owners. 

SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  sections  7c  and  21 
of  the  building  zone  resolution,  to  permit,  partly 
in  a  business  use  district  and  partly  in  a  residence 
use  district,  the  erection  and  maintenance  of  a  one- 
story  business  building  (store). 

PREMISES  AFFECTED— 1623-1629  East  17th  street,  east 
side,  105  ft.  3%  in.  north  of  Kings  highway  (Block 
No.  6780,  Lot  No.  77  and  part  of  Lot  No.  70). 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Murray  Klein,  Aaron  Maze  and 
Emanuel  Levy. 

For  Opposition:  Joseph  Schutzman,  Joseph  Leav, 
Mannie  B.  Lieberman  and  Harold  Kohn. 
ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT—  ; 

Affirmative  . ;  •  . .  9 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

THE  RESOLUTION— 

(617-40-BZ) 

Whereas,  Murray  Klein,  for  Emanuel  Levy  and  Philip, 
Pifko,  owners,  filed  June  10,  1940,  an  application  under  sec¬ 
tions  7c  and  21  of  the  building  zone  resolution,  to  permit, 
partly  in  a  business  use  district  and  partly  in  a  residence 
use  district,  the  erection  and  maintenance  of  a  one-story 
business  building  (store)  ;  premises  1623-1629  East  17th 
street,  east  side,  105  ft.  3%  in.  north  of  Kings  highway 
(Block  No.  6780.  Lot  No.  77  and  part  of  Lot  No.  70),  Bor¬ 
ough  of  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet-j 
ing,  October  15,  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Kings  highway  is  in  a  busi¬ 
ness  use  district;  Avenue  P,  East  17th  street  and  East  18tl: 
street  are  in  residence  use  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent  oi 
buildings,  on  New  Building  Application  No.  1060-40,  datec 
May  10,  1940,  reads :  ( 

“1.  The  erection  of  a  business  building  (store)  ex¬ 
tending  into  a  residence  use  district  is  contrary  to  Art 
II,  Sec.  3  of  the  Building  Zone  Resolution.  Denied.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  with  £ 
frontage  of  80  ft.  and  depths  of  60  ft.  and  100  ft.,  on  whicr 
it  is  proposed  to  erect  a  one-story  and  cellar  business  build 
ing  (store)  ;  and 
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Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  there  was  insufficient 
basis  for  the  use  of  its  discretion  under  the  provisions  of 
section  7,  subdivision  c,  of  the  building  zone  resolution,  and 
further  that  the  applicant  had  failed  to  substantiate  a  basis 
of  appeal  under  section  21  of  the  building  zone  resolution 
and  was,  therefore,  not  entitled  to  relief  on  the  grounds  of 
practical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  on  New  Building  Application  No.  1060-40,  Ob¬ 
jection  No.  1,  be  and  it  hereby  is  affirmed  and  that  the  .ip- 
plication  be  and  it  hereby  is  denied. 


631-40-BZ. 

APPLICANT — J.  Jacques  Stone,  for  Bowery  Savings 
Bank,  owner  (345  West  34th  Street  Parking  Cor¬ 
poration,  lessee) . 

SUBJECT — Application  (re  decision  of  the  acting  borough 
superintendent  of  buildings),  under  section  7h  of 
the  building  zone  resolution,  to  permit  in  a  retail 
use  district  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 333-345  West  34th  street,  north 
side,  270  ft.  east  of  Ninth  avenue  (Block  No.  758, 
Lot  No.  16),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  J.  Jacques  Stone  and  William  G. 
Kretch. 

For  Opposition:  Louis  W.  Osterweis. 

■ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE  — 

Affirmative:  Chairman  Murdock.  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(631-40-BZ) 

W  hereas,  J.  Jacques  Stone,  for  Bowery  Savings  Bank, 
owner  (345  West  34th  Street  Parking  Corporation,  lessee), 
filed  June  12,  1940,  an  application  under  section  7h  of  the 
building  zone  resolution,  to  permit  in  a  retail  use  district, 
for  a  temporary  period  of  not  more  than  two  (2)  years,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles; 
premises  333-345  West  34th  street,  north  side,  270  ft.  east  of 
Ninth  avenue  (Block  No.  758.  Lot  No.  16),  Borough  of 
Manhattan ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  October  15,  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompaning  the  building 
zone  resolution  show  that  West  34th  street  and  West  35th 
street  are  in  retail  use  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Application  No.  87-1940,  dated  June  7,  1940, 
reads : 

“1.  These  premises  are  situated  in  a  retail  use  dis¬ 
trict.  The  parking  and  storage  of  more  than  five  motor 
vehicles  will  be  contrary  to  article  2,  section  4,  subdivi¬ 
sion  15  of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  125  ft.  on  West  34th  street  and  301  ft.  1(4  in. 
on  West  35th  street,  which  it  is  proposed  to  occupy  for  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles: 

and 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
m  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  h,  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  andd  Appeals  does 


hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted,  under  section  7h  there¬ 
of,  for  a  term  of  two  (2)  years  from  the  date  of  this  resolu¬ 
tion,  to  permit  the  premises  to  be  occupied  for  the  storage 
and  parking  of  more  than  five  (5)  motor  vehicles,  on  con¬ 
dition  that  the  plot  shall  be  leveled  substantially  to  the  grade 
of  West  34th  street  and  shall  be  surfaced  with  steam  cinders, 
clean  gravel  or  other  suitable  material,  properly  rolled  and 
bound;  that  on  the  interior  lot  lines  where  walls  of  adjoining 
buildings  no  not  occur  there  shall  be  erected  a  substantial 
chain-link,  woven-wire  fence  not  less  than  6  ft.  in  height, 
with  pipe  anchor  supports,  with  no  entrances  therein  to  ad¬ 
joining  premises ;  that  a  similar  fence  shall  be  erected  along 
the  street  building  line  of  West  34th  street  with  not  more 
than  one  opening  therein,  not  exceeding  18  ft.  in  width,  with 
curb  cut  opposite  not  exceeding  similar  width ;  that  during 
the  term  of  this  permit  the  plot  shall  be  occupied  for  no 
other  use  than  as  herein  permitted,  and  no  buildings  shall  be 
erected  thereon  except  the  existing  buildings  used  as  a 
shelter  for  the  attendant  and  as  a  waiting  room  for  cus¬ 
tomers  with  adequate  toilet  facilities  provided ;  that  proper 
aisles  shall  be  maintained  at  all  times  and  spaces  not  less 
than  18  in.  shall  be  provided  between  alternate  rows  or  pairs 
of  cars  to  provide  easy  access  thereto ;  that  any  lighting  for 
general  illumination  shall  be  on  pipe  standards  with  metal 
reflectors  so  arranged  as  to  reflect  toward  the  center  of  the 
plot  and  away  from  adjoining  occupancies ;  that  Lot  No.  74, 
under  the  same  ownership,  shall  not  be  used  in  any  way  in 
connection  with  the  parking  use  herein  permitted  and  no 
entrance  thereto  shall  be  permitted  from  the  parking  lot ; 
that  the  owner  shall  keep  this  lot  clear  of  rubbish  at  all  times 
and  properly  fenced  along  the  street  building  line  of  West 
35th  street  if  it  is  not  built  up  with  conforming  use ;  that 
all  advertising  signs  on  the  plot  and  on  adjacent  buildings 
facing  the  plot  shall  be  removed  and  signs  shall  be  restricted 
to  a  sign  attached  to  the  fence  and  not  extending  beyond  the 
building  line  advertising  the  parking  and  storage  use,  pro¬ 
vided  such  sign  does  not  exceed  15  sq.  ft.  in  area;  that  such 
sign,  however,  shall  clearly  indicate  the  rates  charged ;  that 
the  parking  and  storage  of  motor  vehicles  shall  be  restricted 
to  automobiles  of  the  pleasure-car  type;  that  along  the  lot 
lines  and  against  the  fences  and  walls  there  shall  be  installed 
proper  wood  or  concrete  bumpers  not  less  than  8  in.  by  8  in. 
in  size  for  protection  of  such  walls  and  fences ;  that  revised 
plans  shall  be  filed  with  this  Board  showing  the  requirements 
herein  set  forth  including  the  aisles  and  the  spaces  as  a 
matter  of  record ;  that  all  permits  required  shall  be  obtained 
and  all  work  involved  completed  within  six  (6)  months 
from  the  date  of  this  resolution. 


APPEAL  FROM  ADMINISTRATIVE  DECISION. 

602-40-A. 

APPLICANT — Paul  Friedman,  for  Kings  Highway  Com¬ 
munity  Corporation,  owner  (Community  Amuse¬ 
ment  Corporation,  lessee). 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 1663-1669  East  17th  street,  east 
side,  57  ft.  2(4  in.  south  of  Kings  highway  (Block 
No.  6780,  Lot  No.  55),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Paul  Friedman. 

For  Administration :  Dewey  Rothkrug,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  October  29,  1940,  at 
10  A.M.,  for  applicant  to  have  License  Commis¬ 
sioner’s  approval  withdrawn. 


Adjourned.  3:40  P.M. 

Joseph  J.  Doyle,  Chief  Clerk. 
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REGULAR  MEETING. 

TUESDAY  AFTERNOON,  OCTOBER  15,  1940. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Assistant  Chief  McCarthy. 


BUILDING  ZONE  CASES. 


390-27-BZ. 


APPLICANT — Reginald  S.  Hardy,  for  Morben  Properties, 
Incorporated,  owner. 

SUBJECT — Application  for  'consideration — reopening  and 
rehearing  under  section  7f  of  the  building  zone  reso¬ 
lution — re  Application  (decision  of  the  borough 
superintendent  of  buildings),  previously  denied 
under  section  21  of  the  building  zone  resolution,  to 
permit,  partly  in  a  business  use  district  and  partly 
in  a  residence  use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 73-42  Cooper  avenue,  south 
side,  22.22  ft.  west  of  74th  street  (Block  No.  3811, 
Lot  No.  8),  Glendale,  Borough  of  Queens. 
APPEARANCES— 


For  Applicant:  R.  S.  Hardy. 

ACTION  OF  BOARD — Application  reopened,  subject 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  . 

Negative  . 


to 


4 

0 


1613-17-BZ. 

APPLICANT — William  Shary,  for  Continental  Avenue 
Garage,  Incorporated,  owner  (Beslyn  Garage,  In¬ 
corporated,  lessee). 

SUBJECT — Application  for  consideration — reopening  and 
amendment — re  Application  (decision  of  the  borough 
superintendent  of  buildings),  under  section  21  of  the 
building  zone  resolution,  permitting,  partly  in  a 
retail  use  district  and  partly  in  an  unrestricted  use 
district,  the  alteration  and  conversion  of  occupancy 
of  part  of  a  garage  for  more  than  five  (5)  motor 
vehicles  (previously  granted  by  the  Board)  so  as  to 
include  an  alcove  gasoline  service  station. 

PREMISES  AFFECTED — 107-36  Queens  boulevard,  south 
side,  130.56  ft.  west  of  Continental  avenue  (Block 
No.  3239  [2049],  Lot  No.  3),  Forest  Hills,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  William  Shary. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTF.  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(1613-17-BZ) 

Whereas,  this  application,  under  section  21  of  the  build¬ 
ing  zone  resolution,  to  permit,  partly  in  a  retail  use  district 
and  partly  in  an  unrestricted  use  district,  the  alteration  and 
conversion  of  occupancy  of  part  of  a  garage  for  more  than 
five  (5)  motor  vehicles,  premises  107-36  Queens  boulevard, 
south  side,  130.56  ft.  west  of  Continental  avenue  (Block  No. 
3239  [2049],  Lot  No.  3),  Forest  Hills,  Borough  of  Queens, 
was  granted  by  the  Board  November  27,  1917,  on  certain 
conditions,  the  resolution  amended  July  16,  1940,  and  the 
applicant  requested  a  further  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  by  the  Board  on  No¬ 


vember  27.  1917,  as  amended  July  16,  1940,  so  that  as  , 
amended  the  resolution  shall  read :  | 

“Resolved,  that  the  application,  to  permit  in  a  busi¬ 
ness  use  district  the  erection  of  a  one-story  public  , 
garage,  be  and  it  hereby  is  granted  on  condition  that  | 
any  necessary  permits  for  the  prosecution  of  the  work 
shall  be  obtained  within  one  (1)  year  from  the  date  of 
this  action ;  that  in  the  event  the  owner  desires  to  extend 
the  gasoline  selling  area  at  front  of  garage  as  permitted 
by  the  Fire  Department  and  substantially  as  indicated  on 
plans  marked  ‘Received  June  6,  1940’,  the  reconstruction 
of  the  gasoline  selling  area  may  be  permitted,  on  condi¬ 
tion  that  all  gasoline  pumps  shall  be  removed  and  any 
new  pumps  erected  shall  be  located  not  nearer  than  15 
ft.  to  the  street  building  line  of  Queens  boulevard ;  that 
the  front  wall,  as  shown,  may  be  moved  further  back 
in  order  to  permit  the  location  of  pumps  as  herein  re¬ 
quired;  that  no  greasing  equipment  shall  be  installed 
toward  the  front  of  garage,  and  if  any  greasing  equip¬ 
ment  is  installed,  it  shall  be  located  in  the  garage  not 
nearer  than  100  ft.  of  the  street  building  line  of  Queens 
boulevard;  that  the  existing  roof  sign  shall  be  removed 
and  no  new  roof  signs  installed;  that  all  signs  shall  be 
restricted  to  permanent  legal  signs  attached  to  the  facade 
of  the  garage  and  showroom  and  to  the  illuminated 
globes  of  the  pumps,  excluding  all  temporary  signs,  but 
permitting  the  construction  of  a  post  standard  for  sup-  , 
porting  a  sign  which  may  be  illuminated,  advertising 
only  the  brand  of  gasoline  on  sale  and  permitting  such 
sign  to  extend  beyond  the  building  line  a  distance  of  not 
more  than  4  ft. ;  that  the  new  front  walls  shall  be  con-  1 
structed  of  approved  masonry  consisting  of  face  brick  or 
stone  and  structural  glass ;  that  no  motor  vehicle  repair¬ 
ing  shall  be  carried  on;  that  no  portable  gasoline  tanks 
shall  be  used  on  or  from  the  premises ;  that  the  chimney 
shall  be  reduced  in  height  so  as  not  to  rise  above  the 
front  parapet;  that  if  this  alteration  is  carried  through, 
all  permits  shall  be  obtained  and  all  work  involved  shall 
be  completed  within  one  (1)  year  from  the  date  of  this 
amended  resolution,  and  that  in  all  other  respects  the 
resolution  as  adopted  by  the  Board  on  November  27, 
1917,  shall  be  complied  with. 

Resolved  further,  that  the  greasing  equipment,  if  in¬ 
stalled,  shall  be  located  in  the  garage  tozvard  the  zvest-  ‘ 
erly  side,  not  less  than  forty  (40)  ft.  from  the  street 
building  line  of  Queens  boulevard,  as  indicated  on  re¬ 
vised  plans  marked  ‘Received  October  2,  1940’  ”. 


116-35-BZ. 

APPLICANT — Ann  H.  Draper,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
commissioner  of  buildings),  under  section  21  of  the 
building  zone  resolution,  permitting  in  a  residence 
use  dstrict  the  alteration  and  change  of  occupancy 
of  part  of  an  existing  dwelling  so  as  to  include  a 
business  use  (undertaking  establishment). 

PREMISES  AFFECTED— 103-44  Springfield  boulevard, 
northwest  corner  of  Hollis  avenue  (Block  No. 
2008,  Lot  No.  22A),  Queens  Village,  Borough  of  '■ 
Queens. 

APPEARANCES— 

For  Applicant:  James  C.  Marten. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended 

THE  VOTE  TO  REOPEN  AND  EXTEND  PER  MIT- 
Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(116-35-BZ) 

Whereas,  this  application,  under  section  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  residence  district  the 
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alteration  and  change  of  occupancy  of  part  of  an  existing 
dwelling  so  as  to  include  a  business  use  (undertaking  estab¬ 
lishment),  premises  103-44  Springfield  boulevard,  north¬ 
west  corner  of  Hollis  avenue  (Block  No.  2008,  Lot  No. 
22A),  Queens  Village,  Borough  of  Queens,  was  granted  by 
the  Board  July  9.  1935,  for  a  temporary  period,  on  certain 
conditions,  and  the  owner  requested  an  extension  of  the 
permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  of  July  9,  1935,  so  that  as 
amended  the  resolution  shall  read : 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  and  that  the 
application  be  and  it  hereby  is  granted  under  section  7e, 
for  a  term  of  two  (2)  years  from  the  date  of  this 
amended  resolution ,  to  permit  the  premises  to  be  used  as 
a  funeral  parlor,  on  condition  that  there  shall  be  no 
alterations  to  the  existing  buildings  other  than  as  shown 
on  plans  filed  with  this  appeal ;  that  signs  shall  be  re¬ 
stricted  to  a  permanent  sign  attached  to  the  front  of  the 
building,  not  to  exceed  6  sq.  ft.  in  area,  excluding  all 
other  signs  of  every  nature,  and  permitting  the  existing 
one-story  garage  to  be  used  for  one  commercial  vehicle 
in  conjunction  with  the  undertaking  establishment.” 


261-36-BZ. 

APPLICANT — Fred  S.  Lowenthal,  for  Regina  Loewen- 

thal,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
commissioner  of  buildings),  under  sections  7 h  and 
21  of  the  building  zone  resolution,  permitting  (under 
section  7h)  in  a  business  use  district  the  use  of  a 
plot  of  ground  as  a  parking  space  for  more  than 
five  (5)  motor  vehicles  for  a  temporary  period. 

PREMISES  AFFECTED — 2891-2895  Bailey  aevnue,  west 
side,  57  ft.  south  of  West  230th  street,  and  60-64 
West  230th  street  (Block  No.  3264,  Lot  Nos.  S2 
and  88),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Fred  S.  Lowenthal. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(261-36-BZ) 

Whereas,  this  application,  under  section  7h  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  use  district,  for 
a  temporary  period  of  not  more  than  two  (2)  years,  the 
use  of  a  plot  of  ground  as  a  parking  space  for  more  than 
five  (5)  motor  vehicles,  premises  2891-2895  Bailey  avenue, 
west  side,  57  ft.  south  of  West  230th  street,  and  60-64  West 
230th  street  (Block  No.  3264,  Lot  Nos.  82  and  88),  Bor¬ 
ough  of  The  Bronx,  was  granted  by  the  Board  January  5, 
1937,  on  certain  conditions,  the  permit  extended  November 
1,  1938,  and  the  applicant  requested  a  further  extension  of 
the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby^  amend  resolution  adopted  by  the  Board  on  January 
5.  1937,  only  so  far  as  it  has  reference  to  term  of  permit, 
so  that  as  amended  the  resolution  shall  read : 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution 
and  that  the  application  be  and  it  hereby  is  granted, 
under  section  7h  of  the  building  zone  resolution,  for  a 
term  of  two  (2)  years  from  the  date  of  this  amended 
resolution,  to  permit  the  premises  under  appeal  to  be 
used  for  the  parking  and  storage  of  motor  vehicles,  on 


condition  that  only  such  motor  vehicles  shall  be  stored  or 
parked  as  are  capable  of  operation ;  that  the  entrance 
shall  be  exclusively  from  Bailey  avenue ;  that  such  en¬ 
trance  on  Bailey  avenue  shall  not  exceed  a  width  of  18 
ft. ;  that  there  shall  be  a  fence  erected  along  Bailey  ave¬ 
nue  and  along  the  interior  lot  lines  of  the  property,  ex¬ 
cept  that  the  fence  in  the  rear  shall  be  erected  at  a  dis¬ 
tance  of  25  ft.  eastwardly  from  the  line  of  the  New  York 
Central  right-of-way ;  that  the  premises  shall  be  sub¬ 
stantially  leveled  generally  to  the  grade  of  Bailey  avenue 
and  shall  be  covered  with  steam  cinders ;  that  the  auto¬ 
mobiles  shall  be  so  parked  that  aisles  shall  be  left  at 
all  times  of  access  and  egress ;  that  during  the  term 
of  this  variance  the  premises  shall  be  used  for  no  other 
purpose  and  no  building  shall  be  erected  thereon  and 
no  other  use  maintained  except  that  a  small  building 
may  be  erected  near  Bailey  avenue  as  an  office  for  the 
attendant,  provided  such  building  is  not  over  10  ft. 
square  and  not  over  one  story  in  height ;  that  signs 
shall  be  limited  to  a  sign  at  Bailey  avenue  advertising 
the  use  of  the  property ;  that  the  space  between  the 
rear  fence  and  the  railroad  right-of-way  shall  be  kept 
clear  of  rubbish  at  all  times  and  the  angle  of  repose 
maintained  so  as  to  prevent  as  far  as  practical  the 
washing  of  earth  on  the  railroad  right-of-way ;  that 
such  lighting  as  is  maintained  shall  be  located  so  as  to 
not  be  objectionable  to  the  owners  across  Bailey  ave¬ 
nue.” 


330-36-BZ. 

APPLICANT — Samuel  Rosenblum,  for  Shelton  Holding 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
commissioner  of  buildings),  under  section  7h  of  the 
building  zone  resolution,  permitting  in  a  business 
use  district  the  parking  of  more  than  five  (5)  motor 
vehicles,  on  a  plot  unbuilt  upon,  for  a  period  of  not 
more  than  two  (2)  years. 

PREMISES  AFFECTED — 141-147  East  48th  street,  north 
side,  110  ft.  east  of  Lexington  avenue  (Block  No. 
1303,  Lot  Nos.  24,  25,  26  and  27),  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  Rosenblum. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(330-36-BZ) 

Whereas,  this  application,  under  section  7h  of  the  building 
zone  resolution,  to  permit  in  a  business  use  district,  for  a 
temporary  period  of  not  more  than  two  (2)  years,  the  park¬ 
ing  of  more  than  five  (5)  motor  vehicles,  premises  141-147 
East  48th  street,  north  side.  110  ft.  east  of  Lexington  ave¬ 
nue  (Block  No.  1303,  Lot  Nos.  24,  25,  26  and  27),  Borough 
of  Manhattan,  was  grafted  by  theBoard  January  12,  1937, 
on  certain  conditions,  the  permit  extended  November  1,  1938, 
and  the  applicant  requested  a  further  extension  of  the  per¬ 
mit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  resolution  adopted  by  the  Board  on  January 
12,  1937.  only  so  far  as  it  has  reference  to  term  of  permit, 
so  that  as  amended  the  resolution  shall  read  : 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
#  does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution 
and  that  the  application  be  and  it  hereby  is  granted, 
under  section  7h  of  the  building  zone  resolution,  for  a 
term  of  two  (2)  years  from  the  date  of  this  amended 
resolution,  to  permit  the  premises  under  appeal  to  be 
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used  for  the  transient  parking  of  automobiles,  on  condi¬ 
tion  that  the  plot  shall  be  leveled  substantially  to  the 
grade  of  East  48th  street  and  shall  be  covered  with  rolled 
steam  cinders,  properly  bound  to  prevent  dusting ;  that 
the  entrance  to  the  property  shall  consist  of  one  entrance 
only  from  East  48th  street,  which  may  be  twenty  (20) 
ft.  in  width,  with  curb  cut  opposite  of  similar  width ; 
that  on  the  street  building  and  interior  lot  lines  there 
shall  be  erected  a  substantial  woven-wire  fence,  except 
where  the  entrance  occurs ;  that  pleasure  vehicles  only 
shall  be  parked  as  are  capable  of  operation ;  that  dur¬ 
ing  the  term  of  this  variance  this  plot  shall  not  be  used 
for  any  other  use  and  no  buildings  shall  be  built  there¬ 
on,  except  a  small  building,  not  more  than  10  ft. 
square  and  one  story  high,  to  be  used  as  an  office  and 
shelter  for  the  attendant ;  that  proper  aisles  shall  be 
maintained  at  all  times  for  ease  of  exit  and  ingress ; 
that  during  the  time  the  plot  is  open  for  business  there 
shall  be  an  attendant  on  the  plot ;  that  any  lighting  shall 
be  so  arranged  as  to  deflect  downwardly  so  as  not  to 
cause  objection  to  the  adjoining  owners;  that  no  adver¬ 
tising  shall  be  displayed  on  any  part  of  the  plot,  except 
there  may  be  erected  a  flat  sign,  not  extending  beyond 
the  building  line  near  East  48th  street  portion  of  the 
property,  advertising  the  use.” 


247-37-BZ. 

APPLICANT — Margaret  Murray  (Mrs.  T.*  Murray),  one 
of  lessees,  for  George  R.  Jenkins,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
commissioner  of  buildings),  under  section  7h  of  the 
building  zone  resolution,  permitting  in  a  business 
use  district  the  storage  and  parking  of  more  than 
five  (5)  motor  vehicles  for  a  temporary  period  of 
two  (2)  years. 

PREMISES  AFFECTED— 40-23  69th  street,  east  side,  278 
ft.  south  of  Roosevelt  avenue  (Block  No.  1301,  Lot 
No.  10  and  part  of  Lot  Nos.  12  and  14),  Woodside, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  David  Gerhardi. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock.  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(247-37-BZ) 

Whereas,  this  application  to  permit  in  a  business  use 
district,  under  section  7h  of  the  building  zone  resolution,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles, 
premises  40-23  69th  street,  east  side,  278  ft.  south  of  Roose¬ 
velt  avenue  (Block  No.  1301,  Lot  No.  10  and  part  of  Lot 
Nos.  12  and  14),  Woodside,  Borough  of  Queens,  was  granted 
by  the  Board  April  5,  1938,  on  certain  conditions;  and 

Whereas,  Margaret  Murray  (Mrs.  T.  Murray),  one  of 
the  lessees,  for  George  R.  Jenkins,  owner,  requested  an  ex¬ 
tension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  of  April  5,  1938,  so  far  as  it  has 
reference  to  the  term  of  permit,  so  that  this  portion  of  the 
resolution  shall  read: 

“granted  under  section  7h  for  a  term  of  two  (2)  years 
from  the  date  of  this  amended  resolution.” 


389-28-BZ. 

APPLICANT — Benjamin  Bishon,  for  Bishon  Service  Sta¬ 
tion,  lessee. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  as  to  curb  cuts  (re  deci¬ 


sion  of  the  borough  superintendent  of  buildings)  — 
re  Application,  previously  granted  on  condition 
under  section  21  of  the  building  zone  resolution, 
permitting  in  a  business  use  district  the  erection  and 
maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED— 2385-2393  Utica  avenue,  east 
side.  348.9  ft.  south  of  Fillmore  avenue  (Block  No. 
8511,  Lot  No.  11),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Benjamin  Bishon. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(389-28-BZ) 

Whereas,  this  application,  affecting  premises  2385-2393 
Utica  avenue,  east  side,  348.9  ft.  south  of  Fillmore  avenue 
(Block  No.  8511,  Lot  No.  11),  Borough  of  Brooklyn,  was 
granted  by  the  Board  June  4,  1929,  on  certain  conditions, 
plans  approved  February  4.  1930,  resolution  amended  April 
21,  1936,  and  March  12,  1940,  and  owner  requested  a  fur¬ 
ther  amendment  of  the  resolution. 

Resolved,  that  the  resolution  adopted  by  the  Board  on 
June  4  ,1929,  as  amended  by  resolution  approving  plans  on 
February  4,  1930,  as  last  amended  March  12,  1940,  be  and  it 
hereby  is  further  amended,  so  that  as  amended  the  resolu¬ 
tion  shall  read: 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution 
and  that  the  application  be  and  it  hereby  is  granted  on 
condition  that  there  shall  be  constructed  along  the 
building  line  a  concrete  curbing  not  less  than  12  in.  in 
height  above  grade ;  that  there  shall  be  provided  at  the 
easterly  and  northerly  property  lines  a  wall  of  approved 
masonry,  not  less  than  8  ft.  in  height,  faced  on  the 
exterior  with  enameled  face  brick,  coped  with  architec¬ 
tural  terra  cotta  or  natural  stone  trimming ;  that  the 
one-story  building  proposed,  as  shown  on  the  diagram, 
shall  be  finished  on  the  exterior  with  enameled  brick 
with  architectural  terra  cotta  or  natural  stone  trimming; 
that  no  pumps  shall  be  installed  on  the  property  within 
10  ft.  of  the  building  line;  that  the  vehicular  driveways 
to  the  property  shall  not  exceed  two  (2)  curb  cuts 
not  exceeding  a  width  of  20  ft.  each;  that  there  shall 
be  no  portable  gasoline  tanks  installed,  maintained 
or  operated  on  the  premises ;  that  there  shall  be  no 
advertising  display  other  than  a  flat  wall  sign  on  the 
facade  of  the  accessory  building  and  on  the  glass  globes 
of  the  gasoline  pumps,  excluding  all  roof  signs  and  all 
temporary  signs,  except  that  there  may  be  erected  within 
the  building  line  along  Utica  avenue  two  (2)  post 
standards,  each  for  supporting  a  sign  which  may  be 
illuminated,  advertising  only  the  brand  of  gasoline  on 
sale,  and  permitting  such  sign  to  extend  beyond  the 
building  line  for  a  distance  of  not  more  than  4  ft.,  lo¬ 
cated  as  indicated  on  plans  marked  ‘Received  March 
2,  1940.’ 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 
696-39-A. 

APPLICANT — George  G.  Lake,  for  John  J.  Campbell,  ad¬ 
joining  property  owner. 

OWNER  OF  PREMISES — Maria  M.  Sasso. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super- 
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intendent  of  buildings — re  Revocation  of  Certificate 
of  Occupancy  No.  18530-32. 

PREMISES  AFFECTED— 2321  Third  avenue  and  201  East 
120th  street,  northeast  corner  (Block  No.  1791,  Lot 
No.  1),  Borough  of  Manhattan. 
APPEARANCES-— 

For  Applicant :  George  G.  Lake  and  B.  P.  Glad¬ 
stone. 

For  Owner:  B.  M.  Sylvan,  Joseph  Ferber  and 
Nicholas  F.  Walsh. 

For  Administration:  Fred  Dahlem,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  December  10,  1940, 
at  2  P.M.,  on  request  of  attorney  for  owner. 


697-39-A. 

APPLICANT — George  G.  Lake,  for  Michael  Gatto,  ad¬ 
joining  property  owner. 

OWNER  OF  PREMISES — Samuel  Miller  (Phillip  Ed¬ 
wards,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings — re  Revocation  of  Certificate 
of  Occupancy  No.  19617-34. 

PREMISES  AFFECTED— 28  Bowery  and  43  Bayard 
street,  southwest  corner  (Block  No.  163,  Lot  No. 
33).  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  George  G.  Lake  and  B.  P.  Glad¬ 
stone. 

For  Owner:  Joseph  Ferber,  Nicholas  F.  Walsh, 
Alex  Kraut,  B.  M.  Sylvan  and  Lawrence  Mein- 
wald. 

For  Administration:  Fred  Dahlem,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  November  13,  1940, 
at  2  P.M.,  for  further  consideration  by  Board  and 
for  decision  without  further  argument. 


1517-39- A. 

APPLICANT — Meyer  Strauss,  for  Estate  of  Martha  W. 
Becker,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 306  New  Lots  avenue,  south 
side.  88  ft.  east  of  Alabama  avenue  (Block  No. 
4296,  Lot  No.  5),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  to  October  22,  1940,  at 
2  P.M.,  for  additional  information  from  the  Build¬ 
ing  Department.  Applicant  to  be  notified. 


887-40-A. 

APPLICANT — Sol  Oberwager,  for  Marbridge  Building 
Company,  Incorporated,  owner  (Littman’s  34  th 
Street  Corporation,  lessee). 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
borough  superintendent  of  buildings. 

PREMISES  AFFECTED— 47-99  West  34th  street  and 
1302-1330  Broadway,  northeast  corner  (Block  No. 
836,  Lot  No.  1),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Sol  Oberwager  and  Joseph  F.  Hen- 
nessy. 

For  Administration:  Fred  Dahlem,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  October  22,  1940,  at 
2  P.M.,  pending  definite  decision  by  the  borough 
superintendent  of  buildings. 


882-40- A. 

APPLICANT — D.  A.  Collins  Manufacturing  Company,  for 
Bush  Terminal  Corporation,  owner. 


SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 148  39th  street,  southwest  cor¬ 
ner  of  Second  avenue  (Block  No.  706,  Lot  No.  1  ). 
(Building  No.  19),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  S.  P.  Lowenstein,  Harry  Diman 
and  Louis  Campagnoli. 

For  Administration :  Inspector  Meyer,  Fire  Depart¬ 
ment. 

ACTION  OF  BOARD— Laid  over  to  November  19,  1940, 
at  2  P.M.,  pending  action  by  Board  of  Estimate  on 
Local  Law  354. 


941-40-A-WF. 

APPLICANT — The  Great  Atlantic  and  Pacific  Tea  Com¬ 
pany  (lessee),  for  Mandel  and  Company,  Incor¬ 
porated,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 100-11  Astoria  boulevard,  north 
side,  100  ft.  east  of  100th  street  (Block  No.  1658, 
Lot  No.  9),  East  Elmhurst,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Harry  A.  Mohr. 

For  Administration:  M.  J.  O’Donohue,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn,  to  comply. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


394-40-A. 

APPLICANT — The  Mortgage  Corporation  of  New  York, 
owner  (Peter  Weiss  Motor  Sales,  Koppers  Outdoor 
Advertising  Company  and  Pilgrim  Refrigerating 
Company,  lessees). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 45-29  to  45-35  50th  (Fitting) 
street,  east  side,  200  ft.  south  of  Queens  boulevard 
(Block  No.  2283,  Lot  No.  12),  Woodside,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  Philip  W.  Hague.  Jr. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

THE  RESOLUTION— 

(394-40-A) 

Whereas,  The  Mortgage  Corporation  of  New  York, 
owner  (Peter  Weiss  Motor  Sales,  Koppers  Outdoor  Adver¬ 
tising  Company  and  Pilgrim  Refrigerating  Company,  les¬ 
sees),  filed  April  16,  1940,  an  appeal  from  a  decision  of  the 
borough  superintendent  of  buildings ;  premises  45-29  to  45-35 
50th  (Fitting)  street,  east  side,  200  ft.  south  of  Queens 
boulevard  (Block  No.  2283,  Lot  No.  12),  Woodside,  Bor¬ 
ough  of  Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Miscellaneous  Application  No.  1095-40,  dated 
February  29,  1940,  reads : 

“1.  Remove  all  typewritten  additional  words  in 
printed  matter. 

2.  Due  to  the  fact  that  the  building,  as  approved  on 
May  1,  1924,  has  not  been  erected  according  to  plans 
in  that  it  is  divided  into  three  (3)  parts,  the  permit 
has  been  stopped  on  May  12,  1925,  by  the  Superintendent 
of  Buildings. 

On  December  12,  1935.  a  Certificate  of  Occupancy, 
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No.  A52599  has  been  issued  for  three  (3)  garages 
(more  than  five  cars)  on  the  basis  of  a  Court  Order 
dated  2/15/1926. 

No  Cert,  of  Occupancy  for  any  other  use  was  issued, 
except  for  400  ft.  S.  Queens  Boulevard  (C.O.  No. 
A52579). 

3.  File  complete  plans  showing  the  subdivision  to  new 
uses. 

4.  The  use  and  occupancy  of  the  entire  building, 
other  than  specified  in  Certificate  of  Occupancy  No. 
A52599  is  contrary  to  Art.  II,  Sec.  3,  Building  Zone 
Resol.,  inasmuch,  in  part,  it  is  used  or  proposed  to  be 
used  as  a  motor  vehicle  repair  shop  since  the  zone  has 
been  changed  to  residence  use  on  July  19,  1924,  before 
the  time  of  the  erection  of  the  structure.” 

and 

Whereas,  on  March  25,  1940,  an  amendment  was  filed  in 
the  Department  of  Housing  and  Buildings  by  the  owner, 
which  reads : 

“In  answer  to  the  Objections  under  date  of  February 
29,  1940,  applicant  states: 

1.  (Objection  No.  1) — Applicant’s  position  is  that 
it  is  entitled  to  make  insertions  in  the  prnted  application 
as  are  necessary  to  set  out  the  facts  and  to  preserve  all 
its  rights. 

2.  (Objection  No.  2) — Without  waiving  any  of  the 
rights  asserted  herein  or  in  the  original  application  (ex¬ 
cept  as  set  forth  in  paragraph  5  below,  applicant  con¬ 
tends  : 

(a)  That  the  amended  plans  on  file  with  the  De¬ 
partment  of  Housing  and  Buildings  were  ap¬ 
proved  by  the  Superintendent. 

(b)  That  the  permit  issued  for  the  construction  of 
the  building  was  not  revoked,  though  a  notice 
purporting  to  require  the  then  owner  to  stop 
construction  appears  in  the  files  of  the  Depart¬ 
ment  of  Housing  and  Buildings. 

(c)  That  as  a  condition  precedent  to  the  issuance 
of  the  permit  for  the  construction  of  the  build¬ 
ing,  the  Department  of  Housing  and  Buildings 
required  the  then  owner  and  applicant  to  pro¬ 
vide  for  the  construction  of  three  fireproof  fire 
walls.  Apparently  the  basis  for  the  assertion 
by  the  then  Superintendent  and  the  present 
Superintendent  that  the  building  was  being 
divided  into  three  parts  and  a  new  permit  was 
required  was  simply  the  change  in  the  location 
of  two  of  these  fireproof  fire  walls.  This 
change,  which  is  readily  apparent  from  the  orig¬ 
inal  plans  and  the  amended  plans  on  file,  does 
not  and  did  not  amount  to  an  alteration  within 
the  meaning  of  the  provisions  of  the  then  or 
present  Building  Code,  so  as  to  require  a  new 
permit.  Reference  is  made  to  the  Department 
files  on  Application  No.  2411  of  1924,  which  is 
incorporated  herein  by  reference. 

3.  (Objection  No.  3) — Applicant  refers  to  and  in¬ 
corporates  herein  the  amended  plans  on  file  in  the  De¬ 
partment  of  Housing  and  Buildings,  approved  as  afore- 
pid.  It  is  proposed  that  the  central  portion  of  the  build¬ 
ing  between  the  two  interior  brick  walls  shown  on  said 
plans  be  used  as  a  place  for  the  storage  and  repair  of 
motor,  vehicles.  Applicant  also  refers  to  the  annexed 
plot  diagram  and  to  the  diagram  annexed  to  the  original 
application,  which  show,  in  conjunction  with  the  descrip¬ 
tion  in  that  application,  the  subdivision  to  present  uses. 

4.  (Objection  No.  4) — Applicant  reincorporates  the 
statements  and  contentions  set  forth  in  the  original  ap¬ 
plication,  except  those  affecting  the  use  of  4533  50th 
Street  as  a  place  for  the  purchase,  sale  and  incidental 
repairing  of  used  refrigerators  as  set  forth  in  Paragraph 
5  below,  and  without  waiving  qnv  such  statements  or 


contentions  asserts : 

(a)  That  the  original  use  for  which  the  construc¬ 
tion  permit  was  issued  was  for  a  showroom 
and  garage  for  more  than  five  cars,  which, 
under  the  circumstances  of  the  case,  contem¬ 
plated  the  performance  of  servicing  and  repair 
work. 

(b)  That  the  court  decree  hereinafter  referred  to 
and  specifically  referred  to  in  the  objection 
sheet  dated  February  29,  1940,  authorized  the 
use  of  the  premises  for  the  purposes  set  forth 
in  sub-paragraph  (a)  of  this  paragraph  4, 
thereby  giving  to  the  owner  of  the  property 
such  rights  to  a  change  in  use  or  occupation 
as  he  would  have  had  the  building  originally 
been  constructed  prior  to  the  amendment  of  the 
Building  Zone  Resolution,  changing  the  author¬ 
ized  use  of  the  property  to  a  use  for  residence 
purposes. 

5.  Applicant  withdraws  the  portion  and  only  the  por¬ 
tion  of  the  original  application  in  which  a  certificate  of 
occupancy  was  requested  for  the  use  of  4533  50th  Street 
as  a  place  for  the  purchase,  sale  and  incidental  repair¬ 
ing  of  refrigerators.  Applicant  is  abandoning  such  use 
of  that  portion  of  the  property  and  is  taking  steps  to 
remove  the  tenant  now  in  possession. 

Reconsideration  of  the  original  application  in  conjunc¬ 
tion  with  the  instant  amendment  thereto  is  hereby  re¬ 
quested.” 

and 

Whereas,  on  April  2,  1940,  reconsideration  of  Objections 
1,  2,  3,  4  and  5,  as  noted  above,  was  denied  by  the  borough 
superintendent  of  buildings  ;  and 

Whereas,  Zoning  Violation  No.  30-40,  issued  March  5, 
1940,  to  No.  45-33  50th  street,  reads: 

“Premises  used  for  storage  of  ice  boxes  and  refrig¬ 
erators  in  a  residential  district.” 

and 

Whereas,  Zoning  Violation  No.  32-40,  dated  March  7. 
1940,  issued  to  No.  45-35  50th  street,  reads: 

“Premises  used  for  storage  and  manufacturing  of  signs 
(billboards)  in  a  residential  district.” 

and 

Whereas,  Zoning  Violation  No.  50-40,  dated  March  28, 
1940,  issued  to  No.  45-29  to  45-35  50th  street,  reads: 

“Building  used  as  a  garage  and  motor  vehicle  repair 
shop  in  a  residential  district.” 
and 

Whereas,  the  premises  consist  of  a  building  200  ft.  front 
on  50th  street  with  a  depth  of  32  ft.  9l/%  in.  at  the  southerly 
end  and  51  ft.  3 %  in.  at  the  northerly  end,  one  story  (16 
ft.)  in  height;  of  Class  3  construction;  completed  Septem¬ 
ber  30,  1926,  and  occupied  as  follows:  Part  1 — (45-29  to 
45-31  50th  street),  garage  for  more  than  five  (5)  motor  ve¬ 
hicles,  storage,  sales,  service  and  repair  of  motor  vehicles,  6 
persons;  Part  2 — (45-33  50th  street),  second-hand  refrig¬ 
erator  shop,  3  persons;  Part  3 — ( 45-44  50th  street),  manu¬ 
facturing  of  signs  and  billboards,  4  persons ;  it  is  proposed  to 
occupy  the  building:  Part  1,  same;  Part  2,  garage  for  more 
than  five  (5)  motor  vehicles,  storage,  sales,  service  and 
repair  of  motor  vehicles ;  Part  3,  garage  for  more  than  five 
(5)  motor  vehicles,  storage,  sales,  service  and  repair  of 
motor  vehicles  and  sign  shop ;  and 

Whereas,  the  applicant  contends  that  the  building  in  ques¬ 
tion  is  the  central  portion  of  a  building  which  was  con¬ 
structed  pursuant  to  Permit  N.B.  2411  of  1924  and  a  decree 
of  the  Supreme  Court  of  the  State  of  New  York,  County 
of  Queens,  dated  February  11,  1926;  that  the  records  of  the 
Building  Department  show  that  the  construction  of  the  build¬ 
ing  was  completed  on  September  30,  1928;  that  at  the  time 
the  above  permit  was  issued  the  property  was  located  in  an 
unrestricted  use  district;  that  on  June  27,  1924,  the  Zoning 
Resolution  was  amended  to  bring  the  property  into  a  resi¬ 
dence  use  district ;  that  the  aforesaid  Court  decree  thereafter 
entered  nevertheless  enjoined  the  then  superintendent  of 
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buildings  of  Hhe  Borough  of  Queens  from  interfering  with 
the  construction  and  erection  of  the  building ;  that  appli¬ 
cant’s  immediate  predecessor,  The  Mortgage  Commission 
Realty  Corporation,  acquired  title  on  the  foreclosure  of  a 
mortgage  dated  October  18,  1926;  that  the  applicant  acquired 
title  on  June  1,  1939,  in  the  capacity  of  a  trustee  under  a 
Declaration  of  Trust  for  the  benefit  of  holders  of  certifi- 
•  cates ;  that  at  the  time  applicant  acquired  title  the  premises 
were  occupied  and  used  as  follows:  Part  1 — (45-29  to  45-31 
50th  street),  Peter  Weiss  Motor  Sales  (storage  and  sales 
of  automobiles  and  incidental  service  and  repairs)  ;  Part  2 — 
(45-35  50th  street),  Koppers  Outddoor  Advertising  Com¬ 
pany  (advertising  signs)  ;  Part  3 — (45-33  50th  street),  Julien 
L.  Bartelstone,  doing  business  as  Pilgrim  Refrigerator  Com¬ 
pany  (second-hand  refrigerator  shop)  ;  that  the  above  uses 
have  been  continued  to  date;  that  no  appeal  is  taken,  how¬ 
ever,  from  the  action  of  the  superintendent  of  buildings  in 
denying  a  certificate  of  occupancy  for  the  use  of  Part  3 — 
(45-33  50th  street)  as  a  second-hand  refrigerator  shop;  that 
this  appeal  is  taken  from  the  action  of  the  borough  superin¬ 
tendent  of  buildings  in  denying  Application  No.  1095  for 
certificates  of  occupancy  for  the  use  of  the  premises ;  that  the 
purpose  of  Application  No.  1095  and  of  this  appeal  is  to  ob¬ 
tain  certificates  of  occupancy  covering  the  actual  present  uses 
of  the  property  (except  the  second-hand  refrigerator  shop 
as  aforesaid)  and  permitting  the  use  of  the  entire  property 
as  a  garage  with  full  rights  of  storage,  sales  and  incidental 
service  and  repairs ;  that  the  superintendent  of  buildings 
admits  (see  Objection  4  in  Objection  Sheet  dated  February 
29,  1940)  that  the  building  may  be  legally  used  as  a  garage 
for  the  storage  of  more  than  five  (5)  motor  vehicles;  that  he 
apparently  takes  the  position,  however,  that  the  applicant 
has  no  present  right  to  use  the  property  for  servicing  or 
repair  of  motor  vehicles  and  that  no  change  of  use,  except 
to  uses  permitted  in  a  residence  use  district,  is  permissible ; 
that  the  principal  points  upon  which  applicant  basis  his 
appeal  are : 

“With  respect  to  the  superintendent’s  Objection  No.  1, 
the  presence  of  the  additional  typewritten  words  in  the 
printed  application  affords  no  basis  for  denial  thereof. 

With  respect  to  the  superintendent’s  Objection  No.  3, 
complete  plans  showing  the  subdivision  to  new  uses  were 
filed. 

With  respect  to  the  superintendent’s  Objections  Nos. 
2  and  4 : 

(a)  The  entire  building,  the  central  portion  of 
which  (Sec.  2,  plot  diagram)  is  owned  by  ap¬ 
plicant,  was  lawfully  erected  under  Permit 
N.B.  2411  of  1924  and  the  aforesaid  decree  of 
the  Supreme  Court  as  a  garage  and  showroom 
including  full  rights  of  storage,  sales  and  in¬ 
cidental  service  and  repairs. 

(b)  Permit  N.B.  2411  of  1924  has  not  been  revoked, 
though  a  notice  dated  May  12,  1925,  purporting 
to  require  the  then  owner  to  stop  construction, 
appears  in  the  files  of  the  Department  of  Hous¬ 
ing  and  Buildings.  This  notice  was  rendered 
ineffectively  by  the  aforesaid  court  decree  dated 
February  11,  1926.  The  only  apparent  basis 
for  such  notice  was  the  assertion  that  the  build¬ 
ing  was  being  divided  into  three  parts.  Such 
division  into  three  parts  was  made  necessary 
by  the  requirement  of  the  Department  of  Hous¬ 
ing  and  Buildings  that  the  owner  provide  for 
the  construction  of  three  fireproof  fire  walls. 
The  fact  that  the  location  of  these  fire  walls 
may  have  been  changed  slightly  from  the  posi¬ 
tions  indicated  on  the  original  plan  is  immaterial 
and  is  not  a  sufficient  basis  for  the  denial  of 
Application  No.  1095.  In  the  event  that  the 
Board  should  conclude  that  there  was  a  de¬ 
parture  from  the  Permit  N.B.  2411  of  1924,  and 
the  plans  approved  in  connection  therewith,  in 
the  location  of  the  fire  walls  or  for  anv  other 


reason,  application  is  made  hereby  for  approval 
of  the  building  as  so  constructed. 

(c)  The  amended  plans  filed  with  the  Building  De¬ 
partment  were  approved  by  the  Superintendent 
of  Buildings  and  the  fact  that  the  building  was 
not  erected  in  accordance  with  the  plans  ap¬ 
proved  on  May  1,  1924,  is  not  material  to  the 
question  of  the  legality  of  the  present  or  pro¬ 
posed  uses. 

(d)  Section  6a  of  the  Building  Zone  Resolution 
permits  the  continuation  and  maintenance  of  the 
use  of  the  building  as  a  garage  with  full  right 
of  storage,  sales  and  incidental  service  and  re¬ 
pairs,  thus  lawfully  commenced  for  the  reason 
that  the  building,  within  the  meaning  of  that 
section,  was  in  existence  at  the  time  of  the 
amendment  of  June  27,  1924,  to  the  Building 
Zone  Resolution. 

(e)  In  so  far  as  the  present  application  seeks  a 
certificate  of  occupancy  for  a  use  that  may  be 
deemed  to  effect  a  change  from  the  originally 
authorized  use.  this  change  is  permitted  by  the 
provisions  of  the  Building  Zone  Resolution  re¬ 
lating  to  changes  of  use,  and  in  particular  Sec¬ 
tion  6  thereof. 

(f)  The  Building  Zone  Resolution  cannot  be  con¬ 
stitutionally  interpreted  to  prevent  continuance 
of  the  present  use  of  the  premises  as  a  garage 
with  full  rights  of  storage,  sales  and  incidental 
service  and  repairs,  and  applicant  reserves  its 
rights  to  question  the  constitutionality  of  any 
such  interpretation  of  the  resolution  or  of  any 
other  provision  of  law.” 

and 

Whereas,  the  certificate  of  occupancy  was  issued  for 
garage  use  only  and  no  other  non-conforming  use  was  per¬ 
missible  thereunder  unless  a  revised  certificate  of  occupancy 
was  issued ;  and 

Whereas,  under  Cal.  No.  393-40-BZ  the  Board  denied 
an  application  for  a  zoning  variance  to  permit  a  motor  ve¬ 
hicle  repair  shop,  which  is  a  prohibited  use  in  a  district  zoned 
for  residential  use ;  and 

Whereas,  the  premises  and  area  have  been  inspected  by  a 
committee  of  the  Board. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  on  Miscellaneous  Application  No.  1095-40,  be 
and  it  hereby  is  affirmed  and  that  the  appeal  be  and  it  herein- 
is  denied. 


896-40-A. 

APPLICANT — William  Engel,  for  680  Woodward  Avenue 
Corporation,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 680  Woodward  avenue,  south 
side,  50  ft.  east  of  Gates  avenue  (Block  No.  3468. 
Lot  No.  41),  Ridgewood,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  None. 

For  Administration :  M.  J.  O’Donohue,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(896-40-A) 

Whereas,  William  Engel,  for  680  Woodward  Avenue 
Corporation,  owner,  filed  September  6,  1940,  an  appeal  from 
a  decision  of  the  borough  superintendent  of  buildings ;  prem¬ 
ises  680  Woodward  avenue,  south  side,  50  ft.  east  of  Gates 
avenue  (Block  No.  3468,  Lot  No.  41),  Ridgewood,  Bor¬ 
ough  of  Queens ;  and 
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Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Miscellaneous  Application  No.  9766-39,  dated 
August  30,  1940,  reads : 

“3.  Maintenance  of  a  factory  in  a  frame  building  is 
contrary  to  the  Building  Code  (sec.  4.2.1). 

Records  of  the  Department  show  that  this  building 
was  approved,  under  application  number  N.B.  1096/1903 
to  be  occupied  as  a  three  and  four  family  dwelling, 
changing  this  occupancy  to  a  factory  is  contrary  to  sec. 
2.1. 3.5  B.  C.” 

and 

Whereas,  the  building  is  two  stories  (24  ft.)  in  height, 
25  ft.  by  55  ft.  in  area ;  of  Class  4  construction ;  located  in  a 
business  use  C  area  district;  erected  in  1903,  and  occupied 
since  1935  as  follows :  cellar,  storage,  no  persons ;  first 
story,  knitting  mill,  5  persons ;  second  story,  dwelling,  two 
families ;  it  is  proposed  to  be  occupied  without  change ;  and 

Whereas,  Violation  Order  No.  7139  was  issued  Septem¬ 
ber  19.  1940,  which  reads: 

"You  will  please  take  notice  that  there  exists  a  viola¬ 
tion  of  Section  2.1. 3.4  of  the  Bldg.  Code  and  C26-184.0 
of  the  Admin.  Code  at  the  premises  hereinafter  described, 
in  that  of  Maintaining  a  factory  without  a  Certificate  of 
Occupancy.” 

and 

Whereas,  these  premises  were  inspected  by  a  committee 
of  the  Board. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  on  Miscellaneous  Application  No.  9766-39,  be 
and  it  hereby  is  modified  and  that  the  appeal  be  and  it  here¬ 
by  is  granted  on  condition  that  the  ceiling  of  the  first  story 
shall  be  fire-retarded  or  covered  with  a  metal  ceiling;  that 
the  ceiling  of  the  cellar  shall  be  fire-retarded  in  accordance 
with  the  rules  of  the  Board  of  Standards  and  Appeals ;  that 
the  partition  shall  be  constructed  in  the  hallway  entirely 
separating  the  first  story  business  occupancy  from  the  sec¬ 
ond  story  residential  occupancy;  that  a  rear  exit  shall  be 
provided  from  the  first  story  space  to  the  rear  yard,  from 
which  access  can  be  had  to  adjoining  premises  for  escape 
in  case  of  fire ;  that  such  portable  fire-fighting  appliances 
shall  be  installed  as  the  fire  commissioner  shall  direct ;  that 
the  factory  occupancy  on  the  first  story  shall  at  no'  time 
exceed  ten  (10)  persons;  that  the  main  exit  to  Woodward 
avenue  shall  be  maintained ;  that  the  door  to  the  cellar  shall 
be  made  fireproof  and  self-closing  and  the  stairway  parti¬ 
tion  and  stair  soffet  made  fire-retarded;  that  all  bars  on  the 
rear  windows  shall  be  completely  removed. 


935-40-A. 

APPLICANT — Richard  Dehler,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 211-48  Jamaica  avenue,  south 
side,  141.98  ft.  west  of  212th  street  (Block  No. 
10836,  Lot  No.  55),  Queens  Village,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Richard  Dehler. 

For  Administration :  M.  J.  O’Donohue,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(935-40-A) 

Whereas,  Richard  Dehler,  owner,  filed  September  24, 
1940,  an  appeal  from  a  decision  of  the  borough  superintendent 
of  buildings;  premises  211-48  Jamaica  avenue,  south  side, 
141.98  ft.  west  of  212th  street  (Block  No.  10836,  Lot  No. 
55),  Borough  of  Queens;  and 


Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Alteration  Application  No.  2185-40,  dated  Sep¬ 
tember  29,  1940,  reads:  i 

“Moving  a  frame  building  in  the  fire  limits  from  one 
lot  to  another  is  prohibited  by  the  Building  Code.” 

and 

Whereas,  the  building  will  be  one  story  (15  ft.)  in  ‘  1 
height,  22  ft.  by  60  ft.  in  area,  on  a  lot  40  ft.  by  160  ft.  in  ' 
area ;  located  in  an  unrestricted  use  C  area  district,  and 
occupied  as  an  auto  body  works,  2  persons ;  and 

Whereas,  the  applicant  contends  that  the  building  is  a 
portable  type  of  wood  construction,  reinforced  with  metal; 
that  it  has  been  owned  and  operated  by  the  applicant  since 
1935  at  premises  98-16  212th  street;  that  the  building  has 
been  constructed  and  has  been  approved  as  a  portable  build¬ 
ing  at  the  time  of  its  erection ;  that  it  was  erected  with  the 
intention  of  moving  it  from  its  present  location ;  that  the 
building  will  take  the  place  of  two  old,  wooden  shacks  exist¬ 
ing  on  the  premises  in  question ;  that  it  is  located  in  an  un¬ 
restricted  area ;  that  the  area  is  not  suitable  for  dwelling 
purposes ;  that  it  is  in  view  of  the  Long  Island  Railroad,  an 
automobile  wrecking  yard  and  other  objectionable  buildings. 

Resolved ,  that  the  decision  of  the  borough  superintendent 
of  buildings,  on  Alteration  Application  No.  2185-40,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is  J 

granted,  so  as  to  permit  the  moving  of  the  existing  metal- 
clad  building  as  proposed,  on  condition  that  the  building 
shall  not  be  increased  in  height  or  area,  except  that  a  brick 
front  may  be  constructed ;  that  the  building  shall  be  lined 
inside  with  approved  fire-retarding  material  and  with  a  fire  f 
stopping  between  such  material  and  the  exterior  metal 
sheathing ;  that  this  variance  shall  continue  only  so  long  as 
the  building  is  used  as  proposed  and  not  for  any  other  use, 
and  that  in  all  other  respects  shall  comply  with  all  laws, 
rules  and  regulations  applicable  thereto. 


947-40-A. 


APPLICANT — Halsey,  McCormack  and  Helmer,  Incor¬ 
porated,  for  North  River  Savings  Bank,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 206-212  West  34th  street,  south 
side,  100  ft.  west  of  Seventh  avenue  (Block  No. 
783.  Lot  No.  50),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  D.  T.  Ryan  and  S.  L.  Mullen. 

For  Administration:  Inspector  Meyer,  Fire  De¬ 
partment,  and  Fred  Dahlem,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 


Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  . 

Negative  . 


4 

0 


THE  RESOLUTION— 


(947-40-A) 

Whereas,  Halsey,  McCormack  and  Helmer,  Incorporated, 
for  North  River  Savings  Bank,  owner,  filed  September  30, 
1940,  an  appeal  from  a  decision  of  the  fire  commissioner; 
premises  206-212  West  34th  street,  south  side.  100  ft.  west 
of  Seventh  avenue  (Block  No.  783,  Lot  No.  50),  Borough 
of  Manhattan ;  and 

Whereas,  the  decision  of  the  fire  commissioner,  dated. 
September  24,  1940,  reads: 

“RE:  NORTH  RIVER  SAVINGS  BANK.  206 
WEST  34  STREET.  NEW  INSTALLATION  OF 
AIR  CONDITIONING  SYSTEM. 

In  reply  to  your  letter  of  September  11,  1940,  re  pro¬ 
posed  installation  of  a  direct  expansion  equipment  I 
have  to  advise  you  that  proposition  does  not  conform  to 
Section  C-19.98.0  of  the  Administrative  Code.” 
and 


1440 


MINUTES 


Whereas,  the  building  is  one  story  (39  ft.)  in  height,  67 
ft.  7  in.  by  89  ft.  9  in.  in  area ;  of  Class  1  construction ;  lo¬ 
cated  in  a  business  use  B  area  district;  erected  in  1923,  and 
occupied :  cellar,  bank  vault  and  storage  rooms,  3  persons ; 
first  story,  bank,  85  persons ;  and 

Whereas,  it  is  proposed  to  install  direct  expansion  air- 
conditioning  equipment  on  the  second  mezzanine  of  the  build¬ 
ing  in  question ;  and 

Whereas,  the  applicant  contends  that  the  building  is  oc¬ 
cupied  by  a  single  tenant,  is  but  one  story  in  height  with 
two  mezzanines ;  that  the  first  mezzanine  is  open  to  the  main 
bank  room ;  that  the  second  mezzanine  is  actually  a  part  of 
the  attic  space  above  the  ceiling  of  main  bank ;  that  no  per¬ 
sons  are  employed  on  the  second  mezzanine;  that  the  equip¬ 
ment  to  be  installed  consists  of  one  7/z- ton  and  one  15-ton 
self-contained  air  conditioner;  the  IVi- ton  unit  consists  of 
7Yi  horsepower  compressor  and  the  15-ton  unit  consists  of 
two  7J4  horsepower  compressors;  that  evaporating  con¬ 
densers  will  be  located  on  the  roof;  that  the  7)4- ton  unit 
will  contain  forty-nine  pounds  of  F-12  refrigerant  and  the 
15-ton  unit  will  contain  seventy  pounds  of  F-12  refrigerant; 
that  to  locate  the  equipment  at  any  other  point  in  the  build¬ 
ing  would  undoubtedly  entail  additional  expense  and  be  a 
hardship  to  the  owner  in  view  of  the  fact  that  all  other 
parts  of  the  building  are  required  for  the  proper  functioning 
of  the  bank ;  that  the  system  as  designed  is  not  hazardous 
and  is  not  in  violation  of  C-19-98.0  as  it  is  confined  to  a 
one-story  building  occupied  by  a  single  tenant. 

Resolved,  that  the  decision  of  the  fire  commissioner,  dated 
September  24,  1940,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  the 
air-conditioning  system  shall  be  installed  substantially  as  in¬ 
dicated  to  the  entire  satisfaction  of  the  fire  commissioner ; 
that  in  all  other  respects  the  building  shall  comply  with  the 
requirements  of  section  C-19.98.0  of  the  Administrative  Code. 


971 -40- A. 

APPLICANT — William  O.  Staber,  for  Louis  Holland, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 27-09  154th  street,  east  side, 
80  ft.  south  of  27th  avenue  (Block  No.  4850.  Lot 
Nos.  5  and  6),  Flushing,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  William  O.  Staber. 

For  Administration:  M.  J.  O’Donohue,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(97 1-40- A) 

Whereas,  William  O.  Staber,  for  Louis  Holland,  owner, 
filed  October  4,  1940,  an  appeal  from  a  decision  of  the  bor¬ 
ough  superintendent  of  buildings;  premises  27-09  154th 
street,  east  side,  80  ft.  south  of  27th  avenue  (Block  No. 
4850,  Lot  Nos.  5  and  6).  Flushing,  Borough  of  Queens; 
and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  New  Building  Application  No.  6507-40,  dated 
September  26,  1940,  reads: 

“1.  The  erection  of  a  frame  building  within  the  fire 
limits  is  contrary  to  Section  4.1.2  of  the  Building 

Code.” 

and 

Whereas,  the  premises  consist  of  a  plot  40  ft.  by  100  ft. 
in  area ;  located  in  a  business  use  D  area  district,  on  which 
it  is  proposed  to  erect  a  one  and  one-half  story,  frame,  one- 
family  dwelling  23  ft.  in  height  and  25  ft.  by  46  ft.  4  in.  in 
area;  the  dwelling  will  be  set  back  from  154th  street  for  a 


distance  of  20  ft.,  into  which  setback  front  entrance  steps 
will  project  for  approximately  4  ft. ;  a  side  yard  will  be  pro¬ 
vided  on  the  north  side  of  4  ft.  in  width,  except  that  side- 
entrance  steps,  front  entrance  steps  and  vestibule  will  pro¬ 
ject  into  such  yard  for  approximately  3  ft. ;  a  side  yard  wll 
be  provided  on  the  south  side  of  1 1  ft.  in  width ;  the  garage- 
will  be  of  Class  3  construction  and  be  located  not  nearer 
than  1  ft.  to  the  side  and  rear  lot  lines;  the  dwelling  will 
be  finished  on  the  exterior  with  masonry  veneer,  except  for 
the  frame  gables,  which  will  be  surfaced  on  the  exterior 
witli  wood  siding;  roofs  will  be  surfaced  with  asphalt 
shingles,  except  for  the  roof  dock  over  the  open  porch  at 
rear,  which  will  be  surfaced  with  approved  materials;  and 

W  hereas,  the  applicant  contends  that  the  west  side  of 
154th  street,  between  27th  and  28th  avenues,  and  the  south¬ 
east  corner  of  154th  street  and  27th  avenue,  are  now  im¬ 
proved  with  substantial  residence  buildings  of  modern  de¬ 
sign  ;  that  these  restrictions  require  that  all  structures  facing 
154th  street  must  be  set  back  not  less  than  20  ft.,  thereby 
further  establishing  the  residential  character  of  the  neigh¬ 
borhood  ;  that  in  view  of  these  facts,  applicant  requests  that 
a  modification  be  granted  to  permit  the  construction  of  the 
frame  dwelling  as  proposed. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  on  New  Building  Application  No.  6507-40, 
Objection  No.  1.  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
building  shall  be  constructed  and  occupied  substantially  as 
proposed;  that  in  all  other  respects  the  building  shall  comply 
with  all  laws,  rules  and  regulations  applicable  to  a  similar 
building  erected  outside  the  fire  limits;  that  the  building 
shall  be  restricted  to  single  family  occupancy  and  the  garage 
as  an  accessory  thereto. 


980-40-A. 

APPLICANT — William  J.  Cosgrove,  for  Kings  County 
Trust  Company,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 5027  Third  avenue  and  301-311 
51st  street,  northeast  corner  (Block  No.  790,  Lot 
No.  1),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  William  J.  Cosgrove. 

For  Administration:  Dewey  Rothkrug,  Department 
of  Housing  and  Buildings. 

AC1  ION  OF  BOARD — Appeal  granted. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(980-40-A) 

Whereas,  William  J.  Cosgrove,  for  Kings  County  Trust 
Company,  owner,  filed  October  8.  1940,  an  appeal  from  a 
decision  of  the  borough  superintendent  of  buildings ;  prem¬ 
ises  5027  Third  avenue  and  .301-311  51st  street,  northeast 
corner  (Block  No.  790,  Lot  No.  1),  Borough  of  Brooklyn: 
and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Alteration  Application  No.  4081-40,  dated 
October  8,  1940,  reads: 

“M.D.L. 

1.  Proposed  increase  from  2  families  and  stores  to 
six  families  and  stores  necessitates  a  compliance  with 
Art.  Ill  and  Art.  V  of  the  Multiple  Dwelling  Law. 
Since  building  was  removed  from  Tenement  Classifica¬ 
tion  in  1937  and  subsequent  to  April  18,  1929,  it  may 
not  be  considered  as  a  restoration  in  accordance  with 
Sec.  8  s.d.  1.” 
and 

Whereas,  the  building  is  four  stories  (45  ft.)  in  height. 
25  ft.  by  100  ft.  in  area  at  first  story  and  20  ft.  by  65  ft.  8 
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in.  at  typical  floor  level ;  of  Class  3  construction ;  located 
in  a  business  use  district ;  erected  in  1897,  and  occupied : 
cellar,  ordinary  use ;  first  story,  stores ;  second  story,  one 
family ;  third  story,  one  family ;  fourth  story,  vacant ;  it  is 
proposed  to  be  occupied:  cellar,  same;  first  story,  same; 
second  story,  two  families ;  third  story,  two  families ;  fourth 
story,  two  families ;  and 

Whereas,  the  applicant  contends  that  prior  to  1933  this 
building  was  used  as  a  multiple  dwelling;  that  the  building 
was  reclassified  in  1937  as  a  two-family  dwelling  with 
stores,  with  the  fourth  story  to  remain  vacant;  that  at  that 
time,  in  order  to  receive  such  classification,  the  plumbing 
fixtures  were  removed  on  the  fourth  story ;  that  the  interior 
stairway  from  the  third  to  fourth  story  was  removed  and 
a  ladder  substituted  leading  to  trap  door  in  the  floor  of  the 
fourth  story  so  that  the  building  could  be  occupied  for  more 
than  two  families  ;  that  it  is  now  proposed  to  alter  the  build¬ 
ing  to  comply  with  the  Multiple  Dwelling  Law ;  that  this 
application  was  denied  by  the  Building  Department  on  the 
grounds  that  the  building  was  converted  to  other  uses  after 
the  effective  date  of  section  8  of  the  Multiple  Dwelling  Law ; 
that  an  interpretation  of  the  provisions  of  the  Multiple 
Dwelling  Law  is  now  requested ;  and 

Whereas,  in  the  opinion  of  the  Board  the  building  was 
improperly  classified  and  Certificate  of  Occupancy  No.  82816 
improperly  issued  on  June  17,  1937. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  on  Alteration  Application  No.  4081-40,  Objec¬ 
tion  No:  1,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted,  revoking  the  certificate  of  oc¬ 
cupancy,  so  that  the  owner  can  carry  out  his  intention  under 
the  alteration  application  to  restore  the  building  formerly 
a  tenement  to  a  tenement  in  full  compliance  with  the  require¬ 
ments  set  forth  in  article  7  of  the  Multiple  Dwelling  Law. 


987-40-A. 

APPLICANT — Harrv  P.  Jaenike,  for  Gramercy  Park 
Apartments.  Incorporated,  owner  (Mrs.  S.  Fred 
Stockham,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 215-221  West  82nd  street, 
northeast  corner  of  Broadway  (Block  No.  1230, 
Lot  No.  14),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Harry  P.  Jaenike  and  Rosetta 
Stockham. 

For  Administration :  Fred  Dahlem,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

THE  RESOLUTION— 

(987-40-A) 

Whereas,  Harry  P.  Jaenike,  for  Gramercy  Park  Apart¬ 
ments,  Incorporated,  owner  (Mrs.  S.  Fred  Stockham,  les¬ 
see),  filed  October  11,  1940,  an  appeal  from  a  decision  of  the 
borough  superintendent  of  buildings;  premises  215-221  West 
82nd  street,  northeast  corner  of  Broadway  (Block  No.  1230, 
Lot  No.  14),  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  dated  October  10,  1940,  reads : 

“Replying  to  your  letter  of  October  7th,  1940,  in  re¬ 
lation  to  premises  221  West  82nd  Street,  in  which  you 
request  permission  to  use  an  apartment  in  the  pent  house 
of  the  above  mentioned  building  for  school  purposes, 
please  be  advised  that  in  accordance  with  the  rules  of 
this  department,  private  school  is  permitted  on  the  first 
floor  of  a  multiple  dwelling  only. 


Your  request  for  the  use  of  the  pent  house  for  school 
purposes  is,  therefore,  denied  as  same  would  be  con¬ 
trary  to  the  Administrative  Code  as  building  is  not  a 
public  building.” 

and 

Whereas,  the  building  is  fourteen  stories  (217  ft.)  m 
height,  142.4  ft.  by  102.2  ft.  in  area ;  of  Class  1  construc¬ 
tion  ;  located  in  a  business  use  B  area  district ;  erected  in 
1923;  occupied  as  a  multiple  dwelling,  with  stores  on  the  first 
story,  and  two  housekeeping  apartments  and  seven  servants’ 
rooms  and  pent  house ;  it  is  proposed  to  be  occupied  with-  i 
out  change,  except  that  pent  house  will  be  used  for  one 
housekeeping  apartment,  seven  servants’  rooms  and  kinder¬ 
garten  for  twenty  children ;  and 

Whereas,  Rule  19.0  promulgated  December  30,  1938,  by 
Department  Order  HD-2838,  revised,  reads : 

“Kindergartens — Day  N  nr  series 

Kindergartens  and  Day  Nurseries  will  be  permitted  in 
Multiple  Dwellings  only  where  the  portion  of  the  build-  - 
ing  so  used  is  located  on  the  entrance  story.  It  shall 
not  be  permitted  to  maintain  any  kindergarten  or  Day 
Nursery  on  any  story  above  or  below  the  entrance  story.  ; 
Where  any  portion  of  the  entrance  story  of  any  Mul¬ 
tiple  Dwelling  is  used  as  an  existing  kindergarten  or  day 
nursery  space  shall  be  entirely  separated  from  all  other 
portions  of  the  building  with  fireproof  materials  in  fire¬ 
proof  buildings  and  with  fire  retarding  materials  in  non-  i 
fireproof  buildings  and  shall  also  conform  to  the  re¬ 
quirements  set  forth  in  Rule  12.4.  (Egress,  toilet  facil¬ 
ities  and  Building  Code  requirements  shall  be  enforced 
by  the  Division  of  Buildings  as  stated  in  Rule  1.2).” 
and 

Whereas,  the  applicant  contends  that  there  is  nothing  in  * 
the  Building  Code  or  Multiple  Dwelling  Law  which  pro¬ 
hibits  the  proposed  use ;  that  such  use  is  only  prohibited  by 
the  ruling  of  the  Department  of  Housing  and  Buildings ; 
that  at  the  present  time  the  children  are  transported  to  the 
park  where  they  are  subject  to  mixing  with  other  children 
with  the  possibility  of  picking  up  various  diseases ;  that  if  1 
the  children  are  restricted  to  the  first  story  classrooms,  they 
will  be  subject  to  confining  areas,  with  lack  of  light  and  air 
and  subject  to  poisonous  gases  of  the  street;  that  the  school 
and  pent  house  will  consist  of  twenty  pupils,  and  there  will 
be  two  attendants  on  duty  at  all  times;  that  the  building  is 
fireproof,  with  four  means  of  egress  from  the  pent  house,  : 
in  addition  to  four  elevators ;  that  these  means  of  egress  are 
remote;  that  four  elevator  operators  will  be  on  duty  at  all 
times  during  which  the  school  is  in  operation ;  and 

Whereas,  the  Board  deemed  that  the  rule  promulgated  by 
the  Housing  Division  of  the  Department  of  Housing  and 
Buildings  prohibiting  school  occupancy  above  the  first  story 
is  desirable. 

Resolved,  that  the  decision  of  the  borough  superintendent  i 
of  buildings,  dated  October  10,  1940.  be  and  it  hereby  is 
affirmed  and  the  appeal  be  and  it  hereby  is  denied. 


867-40-A. 

APPLICANT — Frank  C.  Keller,  for  Supro  Homes,  Incor¬ 
porated,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment — re  Appeal  from  decisions  of  the  bor¬ 
ough  superintendent  of  buildings. 

PREMISES  AFFECTED— 46-03  to  46-51  192nd  street, 
northeast  corner  of  47th  avenue,  southeast  corner  of 
46th  avenue  and  east  side  of  192nd  street,  40  ft.,  86 
ft.,  120  ft.,  160  ft.,  200  ft..  240  ft.,  280  ft.,  320  ft., 
360  ft.,  400  ft.  and  440  ft.  south  of  46th  avenue 
(Block  No.  5548,  Lot  No.  1),  Flushing,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  Frank  C.  Keller. 

For  Administration:  M.  J.  O’Donohue,  Department 
of  Housing  and  Buildings. 
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ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(867-40-A) 

Whereas,  this  appeal  from  decisions  of  the  borough  super¬ 
intendent  of  buildings,  premises  46-03  to  46-51  192nd  street, 
east  side,  between  46th  avenue  and  47th  avenue  (Hollis 
Court  boulevard)  (Block  No.  5548,  Lot  No.  1),  Flushing, 
Borough  of  Queens,  was  granted  b.y  the  Board  September 
17.  1940,  on  certain  conditions,  and  the  applicant  requests  an 
amendment  of  the  proposal  as  shown  in  the  preamble  to  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  proposal  as  set  forth  in  the  third  Whereas 
clause,  as  to  the  description  of  the  proposed  dwelling,  so  that 
as  amended  this  portion  of  the  preamble  to  the  resolution 

shall  read : 

“.  .  .  to  erect  on  each  lot  a  one-story,  frame,  one-family 
dwelling,  18  ft.  in  height  and  not  exceeding  25  ft.  by  41 
ft.  in  area.  .  .  .” 


868-40-A. 

APPLICANT — Frank  C.  Keller,  for  Supro  Homes,  Incor¬ 
porated,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment — re  Appeal  from  decisions  of  the  bor¬ 
ough  superintendent  of  buildings. 

PREMISES  AFFECTED— 45-35,  45-39.  45-43,  45-47,  47- 
51,  45-55,  45-59,  45-63  and  45-67  i92nd  street,  north¬ 
east  corner  of  46th  avenue  and  east  side  of  192nd 
street,  40  ft.,  80  ft.,  120  ft.,  160  ft..  200  ft.,  240  ft., 
280  ft.  and  320  ft.  north  of  46th  avenue  (Block  No. 
5534,  Lot  No.  135),  Flushing,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Frank  C.  Keller. 

For  Administration:  M.  J.  O’Donohue,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(868-40-A) 

Whereas,  this  appeal  from  decisions  of  the  borough  super¬ 
intendent  of  buildings,  premises  45-35  to  45-67  192nd  street, 
east  side,  running  north  from  46th  avenue  (Block  No.  5534, 
Lot  No.  135).  Flushing,  Borough  of  Queens,  was  granted  by 
the  Board  September  17,  1940,  on  certain  conditions,  and  the 
applicant  requested  an  amendment  of  the  proposal  as  shown 
in  the  preamble  to  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  proposal  as  set  forth  in  the  third  Whereas 
clause,  as  to  the  description  of  the  proposed  dwelling,  so  that 
as  amended  this  portion  of  the  preamble  to  the  resolution 
shall  read: 

“.  .  .  to  erect  on  each  lot  a  one-story,  frame,  one-family 
dwelling,  18  ft.  in  height  and  not  exceeding  25  ft.  by  41 
ft.  in  area.  .  .  .” 


869-40-A. 

APPLICANT — Frank  C.  Keller,  for  Supro  Homes,  Incor¬ 
porated,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment — re  Appeal  from  decisions  of  the  bor¬ 
ough  superintendent  of  buildings. 


PREMISES  AFFECTED— 46-28,  46-32.  46-40  and  46-46 
192nd  street,  southwest  corner  of  46th  road  and 
northwest  corner  of  Hollis  Court  boulevard,  west 
side  of  192nd  street,  40  ft.,  80  ft.  and  120  ft.  south  of 
46th  road,  189-46  and  189-50  46th  road,  south  side, 
100  ft.  and  140  ft.  west  of  192nd  street  (Block  No. 
5533,  Lot  No.  13),  Flushing,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Frank  C.  Keller. 

For  Administration:  M.  J.  O’Donohue,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(869-40-A) 

Whereas,  this  appeal  from  decisions  of  the  borough  super¬ 
intendent  of  buildings,  premises  46-28  to  46-46  192nd  street, 
west  side,  between  47th  avenue  (Hollis  Court  boulevard) 
and  46th  road,  and  189-46  to  189-50  46th  road,  south  side, 
100  ft.  west  of  192nd  street  (Block  No.  5533,  part  of  Lot 
No.  13),  Flushing,  Borough  of  Queens,  was  granted  by  the 
Board  September  17,  1940,  on  certain  conditions,  and  the 
applicant  requested  an  amendment  of  the  proposal  as  shown 
in  the  preamble  to  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  proposal  as  set  forth  in  the  third  Whereas 
clause,  as  to  the  description  of  the  proposed  dwelling,  so 
that  as  amended  this  portion  of  the  preamble  to  the  resolu¬ 
tion  shall  read : 

“.  .  .  to  erect  on  each  lot  a  one-story,  frame,  one-family 
dwelling,  18  ft.  in  height  and  not  exceeding  25  ft.  by  41 
ft.  in  area.  .  .  .” 


870-40-A. 

APPLICANT — Frank  C.  Keller,  for  Supro  Homes,  Incor¬ 
porated,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment — re  Appeal  from  decisions  of  the  bor¬ 
ough  superintendent  of  buildings. 

PREMISES  AFFECTED— 46-04,  46-08,  46-12,  46-16  and 
46-20  192nd  street,  northwest  corner  of  46th  road 
and  southwest  corner  of  46th  avenue,  west  side  of 
192nd  street.  40  ft.,  80  ft.  and  120  ft.  south  of  46th 
avenue  (Block  No.  5532,  part  of  Lot  No.  28), 
Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Frank  C.  Keller. 

For  Administration:  M.  J.  O’Donohue,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(870-40-A) 

Whereas,  this  appeal  from  decisions  of  the  borough  super¬ 
intendent  of  buildings,  premises  46-04  to  46-20  192nd  street, 
west  side,  between  46th  avenue  and  46th  road  (Block  No. 
5532,  part  of  Lot  No.  28),  Flushing,  Borough  of  Queens, 
was  granted  by  the  Board  September  17.  1940,  on  certain 
conditions,  and  the  applicant  requested  an  amendment  of  the 
proposal  as  shown  in  the  preamble  to  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  proposal  as  set  forth  in  the  third  W hereas 
clause,  as  to  the  description  of  the  proposed  dwelling,  so  that 
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as  amended  this  portion  of  the  preamble  to  the  resolution 
shall  read : 

.  .  to  erect  on  each  lot  a  one-story,  frame,  one-family 
dwelling,  18  ft.  in  height  and  not  exceeding  25  ft.  by  41 
ft.  in  area.  .  .  .” 


871-40- A. 

APPLICANT — Frank  C.  Keller,  for  Supro  Homes,  Incor¬ 
porated,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment — re  Appeal  from  decisions  of  the  bor¬ 
ough  superintendent  of  buildings. 

PREMISES  AFFECTED— 45-66  and  45-70  192nd  street, 
northwest  corner  of  46th  avenue  and  west  side  of 
192nd  street,  40  ft.  north  of  46th  avenue  (Block 
No.  5531.  Lot  No.  50),  Flushing,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Frank  C.  Keller. 

For  Administration:  M.  J.  O’Donohue,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(87 1-40- A) 

Whereas,  this  appeal  from  decisions  of  the  borough  super¬ 
intendent  of  buildings,  premises  45-66  and  45-70  192nd  street, 
northwest  corner  of  46th  avenue  and  west  side  of  192nd 
street,  40  ft.  north  of  46th  avenue  (Block  No.  5531,  Lot  No. 
50),  Flushing,  Borough  of  Queens,  was  granted  by  the 
Board  September  17,  1940,  on  certain  conditions,  and  the 
applicant  requested  an  amendment  of  the  proposal  as  shown 
in  the  preamble  to  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  proposal  as  set  forth  in  the  third  Whereas 
clause,  as  to  the  description  of  the  proposed  dwelling,  so 
that  as  amended  this  portion,  of  the  preamble  to  the  resolu¬ 
tion  shall  read: 

“.  .  .  to  erect  on  each  lot  a  one-story,  frame,  one-family 
dwelling,  18  ft.  in  height  and  not  exceeding  25  ft.  by  41 
ft.  in  area.  .  .  .” 


VARIATION  OF  THE  LABOR  LAW. 
811-40-S. 

APPLICANT — DeVere  Press,  Incorporated  (lessee),  for 
Mary  Hauser,  owner. 

SUBJECT — Variation  from  the  requirements  of  the  Labor 
Law  as  cited  in  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 175  Shepherd  avenue,  east  side, 
120  ft.  south  of  Fulton  street  (Block  No.  3958,  Lot 
No.  134),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Edward  M.  Herrschaft. 

For  Administration :  Thomas  A.  Larkin,  Fire  De¬ 
partment. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock.  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(811-40-S) 

Whereas,  DeVere  Press,  Incorporated  (lessee),  for  Mary 
Hause>',  owner,  filed  July  22,  1940,  an  application  for  a  varia¬ 
tion  from  the  requirements  of  the  Labor  Law  as  cited  in  an 


order  of  the  fire  commissioner;  premises  175  Shepherd  ave¬ 
nue,  east  side,  120  ft.  south  of  Fulton  street  (Block  No. 
3958,  Lot  No.  134),  Borough  of  Brooklyn;  and 
Whereas  the  order  of  the  fire  commissioner,  Order  No. 
5041-LF,  dated  June  21,  1940,  reads: 

“1.  Arrange  iron  bars  on  windows  on  each  side  of 
the  building  on  1st  story  so  as  to  be  readily  movable  or 
removable  from  both  sides  in  such  a  manner  as  to  afford 
the  free  and  unobstructed  use  of  such  ^windows  for  the 
purposes  of  egress  as  per  Section  272  of  the  Labor 
Law.” 

and 

Whereas,  the  building  is  two  stories  (24  ft.)  in  height, 

21  ft.  by  90  ft.  in  area  at  first  story  and  21  ft.  by  60  ft.  in  \ 
area  at  second  story;  of  Class  3  construction;  located  in  a  i 
business  use  district;  erected  in  1915,  and  occupied:  first 
story,  printing,  6  persons;  second  story,  vacant;  the  build¬ 
ing  is  equipped  with  one  interior  wood  stairs,  40  in.  wide, 
extending  to  roof,  thence  by  iron  ladder  to  scuttle  and  direct 
to  street ;  the  stair  enclosure  is  metal  on  wood  studs,  with 
ceiling  similarly  covered  with  metal;  stair  doors  are  of 
wood  and  glass ;  there  is  one  fire  escape  provided  at  the  south 
side  of  the  building,  which  leads  from  second  story  to  grade  I 
by  means  of  counterbalanced  stairs,  and  egress  therefrom 
can  be  had  to  the  street  by  means  of  a  4  ft.  alleyway ;  win-  , 
dows  on  the  course  of  which  are  kalameined  frames  and 
sash  and  glazed  with  plain  glass ;  and 

Whereas,  the  applicant  contends  that  the  area  of  the 
building  is  small,  so  that  no  employee  can  be  more  than  20 
ft.  away  from  an  unbarred  exit ;  that  adequate  exits  are  pro¬ 
vided  for  the  first  story ;  that  there  is  very  little  combustible 
stock  on  the  premises ;  that  any  paper  stored  is  solidly 
stacked  and  does  not  burn  rapidly;  that  all  of  the  doors, 
except  the  main  entrance  door  on  the  Shepherd  avenue  . 
front,  are  equipped  with  sliding  bolts  on  the  inside  but  are  • 
kept  open  during  working  hours. 

Resolved,  that  the  order  of  the  fire  commissioner,  Order 
No.  5041-LF,  Objection  No.  1,  be  and  it  hereby  is  modified 
and  that  the  application  be  and  it  hereby  is  granted  on  con¬ 
dition  that  the  exits  as  shown  on  plans  filed  with  this  appeal 
shall  be  maintained ;  that  on  the  side  of  the  building  oppo¬ 
site  the  exits  at  least  one  (1)  window  shall  be  so  arranged 
as  to  be  readily  openable  from  the  exterior  during  working 
hours;  that  this  variance  shall  continue  only  as  long  as  the  ] 
building  remains  occupied  as  shown  and  the  second  story 
remains  vacant  or  is  occupied  by  the  owner  for  non-factory 
occupancy  and  the  first  story  remains  generally  undivided. 


' 

MATERIALS  SUBMITTED  FOR  APPROVAL. 
977-39-SM. 

APPLICANT — Bimco  Trading,  Incorporated,  owner. 
SUBJECT — Aalborg  Portland  Cement,  approval  of. 
APPEARANCES— 

For  Applicant:  Jere  A.  Feeks.  _  , 

ACTION  OF  BOARD — Application  for  approval  with¬ 
drawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  ^ 

Negative  .  0 


978-39-SM. 

APPLICANT — Bimco  Trading,  Incorporated,  owner. 
SUBJECT — Aalborg  White  Portland  Cement,  approval  of- 

APPEARANCES— 

For  Applicant:  Jere  A.  Feeks. 

ACTION  OF  BOARD — Application  for  approval  with¬ 
drawn. 
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THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


663-40-SM. 


APPLICANT — Superior  Steel  Door  and  Trim  Company, 
Incorporated,  owner. 

SUBJECT — Better  Built  One  Hour  Hollow  Metal  Door, 
approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  for  approval  with¬ 
drawn  on  written  request. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  . . .  4 

Negative  .  0 


213-40-SM. 

APPLICANT — New  England  Lime  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Approval  under  name 
of  4-X  Lime — re  Nelco  Snowite,  Granular,  Granu¬ 
lated  and  Pulverized  Quicklime,  previously  ap¬ 
proved. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 


Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  . . 

Negative  . 

THE  RESOLUTION— 

(213-40-SM) 


4 

0 


Whereas,  The  New  England  Lime  Company,  of  Adams, 
Massachusetts,  and  Canaan,  Connecticut,  owner,  filed  Feb¬ 
ruary  28,  1940,  an  application  with  the  Board  of  Standards 
and  Appeals  for  the  approval  of  the  material  known  as 
Nelco,  Snowite  Granular  Finishing  Lime,  Nelco  Adams 
Granular  Finishing  Lime,  Nelco  Granulated  Masonry  Lime. 
Nelco  Pulverized  Masonry  Lime,  Nelco  Ez-on  Blended 
Finish,  Nelco  Masons  Hydrate,  Nelco  Finishing  Hydrate 
and  Nelco  Pulvo  Quicklime;  and 

Whereas,  this  material  was  approved  by  the  Board  April 
30,  1940,  in  accordance  with  the  report  of  the  Committee  on 
Tests ;  and 

Whereas,  the  applicant  requested  reopening  of  the  ap¬ 
plication  and  amendment  of  the  resolution  so  as  to  market 
this  material  under  the  names  of  “4-X  and  Nelco  4-X”. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  April  30,  1940,  so  that 
as  amended  the  resolution  shall  read : 

“ Resolved ,  that  the  Board  of  Standards  and  Appeals 
does  hereby  approve  the  materials  known  as  Nelco  Sno¬ 
wite  Granular  Finishing  Lime,  Nelco  Adams  Granular 
Finishing  Lime,  Nelco  Granulated  Masonry  Lime,  Nelco 
Pulverized  Masonry  Lime,  Nelco  Ez-on  Blended  Finish, 
Nelco  Masons  Hydrate,  Nelco  Finishing  Hydrate  and 
Nelco  Pulvo  Quicklime,  on  condition  that  these  mate¬ 
rials  be  manufactured,  used,  and  labeled,  stamped  or 
tagged  in  accordance  with  the  report  of  the  Committee 
on  Tests. 

Resolved  further,  that  this  product  may  be  marketea 
under  the  names  of  ‘4-X  or  Nelco  4-X\  provided  that 
under  whichever  name  it  is  marketed,  the  requirements 
of  this  resolution  shall  be  complied  with.” 


491-40-SM. 

APPLICANT — The  Richmond  Fireproof  Door  Company, 
owner. 

SUBJECT — Fyrgard  B  N.Y.C.  H  to  1J4  Hour  Flush 
Kalamein  Swing  Door,  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(491-40-SM) 

Whereas,  The  Richmond  Fireproof  Door  Company, 
owner,  filed  May  8,  1940,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  material  known 
as  the  Fyrgard  B  N.Y.C.  H  to  IVz  Hour  Flush  Kalamein 
Swing  Door ;  and 

Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

September  3,  1940. 

Re:  Cal.  No.  491-40-SM. 

Subject:  Fyrgard  B  N.Y.C.  Y  to  \  l/2  Hour  Flush  Kala¬ 
mein  Swing  Door,  approval  of. 

The  Richmond  Fireproof  Door  Company,  Richmond, 
Indiana,  filed  on  May  8,  1940,  an  application  with  the 
Board  of  Standards  and  Appeals  for  approval  of  the 
material  known  as  Fyrgard  B  N.Y.C.  to  1J4  Hour 
Flush  Kalamein  Swing  Door  under  the  provisions  of 
section  C26-610.0  (10.1.18),  Administrative  Building 
Code. 

Tests  of  the  sample  doors  were  performed  before  a 
committee  of  the  Board  at  the  Underwriters’  Labor¬ 
atories.  Incorporated,  in  Chicago,  Illinois  (Report  No. 
R1614,  filed  herewith)  under  the  supervision  of  M.  J. 
O’Brien,  Assistant  Engineer,  Protection  Department  of 
Underwriters’  Laboratories,  Incorporated,  and  were 
conducted  in  accordance  with  the  requirements  of  sec¬ 
tion  C26-610.0  (10.1.18),  Administrative  Building  Code, 
entitled  “Fire  Tests  of  Opening  Protective  Assem¬ 
blies”. 

The  test  doors  (Fig.  1)  (except  for  corrections  re¬ 
quired  by  the  committee)  were  constructed  at  the  ap¬ 
plicant’s  factory  at  Richmond,  Indiana,  the  test  on  door 
No.  2  being  necessitated  by  the  failure  of  door  No.  1 
due  to  warpage  and  passage  of  smoke,  because  of  the 
excessive  length  of  the  door.  The  size  of  door  No.  2 
was  6  ft.  8  in.  (instead  of  8  ft.)  by  3  ft.  11  in.  by  IY\ 
in.,  mortised,  reinforced,  drilled  and  tapped  for  hard¬ 
ware.  The  core  consisted  of  two-ply  white  pine  8  in. 
boards,  tongued  and  grooved,  vertical  ply  dressed  to 
27/32  in.  and  horizontal  ply  to  25/32  in.  thickness  as¬ 
sembled  with  1/16  in.  sheet  of  asbestos  full  width  and 
height  and  24  gauge  by  2  in.  steel  strips  under  each 
vertical  covering  seam  between  layers.  Height  of  as¬ 
sembly  1J4  in.  less  than  that  of  finished  core.  Top  and 
bottom  edges  completed  with  25  gauge  by  \lA  in.  steel 
strips  placed  under  $4  in.  thick  white  pine  strips  nailed 
to  two-ply  assembly.  Core  was  assembled  with  2  in. 
clinch  type  cut  nails.  Both  faces  of  core  were  plowed 
out  for  inverted  seam  caps.  Top  and  bottom  edges  were 
square,  vertical  edges  beveled  %  in.  in  2  in. 

Metal  covering  was  of  No.  24  U.S.  gauge  galvanized 
stretched  leveled  steel.  Vertical  edge  and  side  sheets 
continuous,  extended  beyond  core  to  form  seams  at  top 
and  bottom  edges.  Seam  caps  of  22  U.S.  gauge  were 
laid  in  core  grooves  and  nailed  with  1J4  in.  No.  14 
“screw  nails”  on  8  in.  maximum  centers.  Edge  and 
side  sheets  with  flanged  edges  were  slid  endwise  into 
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seam  caps  and  flattened  to  form  lock  seams.  Top  and 
bottom  seams  were  formed  by  lapping  extended  edges 
of  metal,  nailing  with  2  in.  six-penny  nails  2  in.  o.c. 
and  folding  outer  lap  back  over  nail  heads.  The  nails 
pierced  the  24  gauge  metal  strips  under  the  %  in.  wood 
strips.  Two  4  in.  long  and  %  in.  by  15/&  in.  clips  at¬ 
tached  with  %  in*  flathead  machine  screws  were  used  for 
lock  reinforcements.  For  vent  holes  all  seam  caps  were 
punched  8  in.  maximum  o.c.  Completed  vertical  seam 
caps  were  soldered  over  and  sanded.  Exposed  side  had 
three  3  in.  diameter  holes  12  in.  from  lock  edge,  12  in. 
from  top,  6  in.  above  lock  and  12  in.  from  bottom, 
respectively.  Unexposed  side  had  one  3  in.  diameter 
hole  12  in.  from  hinge  side  and  40  in.  from  top.  The 
metal  discs  so  cut  out  were  replaced  and  soldered.  The 
metal  around  the  holes  was  secured  with  six  %  in. 
nails.  The  lock  was  a  Sargent  OP  6828 — lock  set  OP 
4748  TCF  with  cylinder  on  stop  side.  The  lock  mortise 
was  lined  with  asbestos  paper  and  the  lock  case  enclosed 
in  a  24  gauge  steel  box  set  in  the  mortise.  The  door 
was  hung  on  three  Stanley  No.  BB  169  5  in.  full  sur¬ 
face  butt  hinges.  The  frame  was  composed  of  8  in. 
11.5  pound  channel  jambs  and  head  with  %  in.  square 
steel  stops  welded  thereto  forming  a  rabbet  1  15/16  in. 
deep.  The  sill  was  of  8  in.  channel  steel  and  the  net 
opening  was  3  ft.  11%  in.  by  6  ft.  8%  in.  The  jambs 
were  each  provided  with  four  adjustable  anchors.  The 
clearances  along  the  hinge  edge  were  from  1/64  in.  at 
center,  19/32  in,  at  top  and  3/16  in,  at  bottom;  along 
the  lock  edge  5/32  in.  adjacent  to  the  lock,  13/32  in.  at 
top  and  9/32  in,  at  the  bottom;  along  the  top  17/32  in. 
at  hinge  edge,  11/64  in.  at  the  center  and  17/64  in.  at 
lock  edge.  The  throw  of  the  latch  bar  of  the  lock  was 
%  in. 

TEST 

The  test  was  conducted  in  conformity  with  the  stand¬ 
ard  time-temperature  curve  and  was  maintained  within 
the  5  per  cent,  area  tolerance  for  the  one  and  one-half 
hour  period.  Observation  of  the  exposed  face  of  the 
door  showing  considerable  buckling  of  the  metal  cover¬ 
ing  during  the  first  five  minutes,  little  change  there¬ 
after  except  that  a  sharp  buckle  in  the  metal  adjacent 
to  the  lock  was  observed  at  ten  minutes.  Flames  from 
the  vents  appeared  during  the  first  five  minutes  and 
continued  in  volume  until  about  the  sixty-minute  point, 
then  gradually  decreased  though  flames  were  still  ap¬ 
parent  at  the  ninety-minute  point.  On  the  exposed  side 
observation  showed  a  bulging  of  the  upper  and  lower 
corners,  of  the  door  away  from  the  stop  of  the  frame 
of  3%  in.  at  the  end  of  sixty  minutes,  the  bulging  hav¬ 
ing  been  progressive  from  the  five-minute  period.  The 
section  of  the  door  adjacent  to  the  lock  remained  se¬ 
curely  in  position  due  in  part  to  the  tendency  of  the 
frame  to  bulge  toward  the  middle  of  the  opening,  thus 
acting  as  a  vise.  Smoke  first  appeared  from  around  the 
lock  at  about  ten  minutes,  then  gradually  decreased  un¬ 
til  about  thirty  minutes  to  sixty  minutes  when  small 
jets  of  smoke  issued  from  the  seams  and  lock.  The 
maximum  reduction  in  visibility  in  the  observation 
chamber  was  9  per  cent.  A  flicker  of  flame  first  ap¬ 
peared  at  the  seam  in  the  metal  covering  adjacent  to 
the  upper  lock  corner  at  twenty-five  minutes ;  these 
flickers  of  flame  appeared  at  intervals  during  the  re¬ 
mainder  of  the  test.  Owing  to  the  general  bulge  of  the 
upper  and  lower  edges  of  the  door,  an  opening  into  the 
furnace  was  apparent  during  the  latter  part  of  the  test. 
This  bulging  was  due  to  the  buckling  of  the  unexposed 
metal  covering  and  to  general  insecurity  of  the  upper 
and  lower  corner  of  the  lock  edge.  The  average  tem¬ 
perature  on  the  unexposed  side  of  the  forty-five-minute 
point  was  199  degrees  Fahrenheit,  a  rise  of  123  degrees 
from  the  initial  /6  degrees.  A  bare  thermocouple  in 
contact  with  the  door  showed  187  degrees  Fahrenheit 
and  a  thermocouple  18  in.  away  registered  112  degrees 
Fahrenheit.  After  the  one  and  one-half  hour  exposure 
to  fire,  the  door  was  withdrawn  from  the  furnace  and 


the  exposed  face  was  immediately  subjected  to  the  im¬ 
pact  and  cooling  action  of  a  thirty-pound  water  stream 
applied  for  forty-five  seconds,  with  no  apparent  effect 
on  the  structural  stability  of  the  door. 

On  the  basis  of  these  tests  and  data,  the  Committee 
RECOMMENDATION 

on  Tests  recommends  the  approval  of  the  Fyrgard  B 
N.Y.C.  %  to  1%  Hour  Flush  Kalamein  Swing  Door 
when  constructed  and  hung  as  provided  herein  with  the 
following  changes.  Door  sizes  are  to  be  restricted  to 
openings  not  exceeding  3  ft.  in  width  and  7  ft.  in  height, 
when  equipped  with  three  surface  hinges  and  a  three 
point  latching  mechanism  of  the  design  now  listed  and 
labeled  for  standard  two-ply  tin-clad  doors  as  shown  in 
Figure  1 ;  the  type  of  seam  and  venting  of  the  metal 
covering  is  to  conform  to  the  construction  shown  by 
Figure  1,  which  eliminates  the  necessity  of  grind¬ 
ing  away  the  galvanizing  in  the  area  adjacent  to 
the  vent  holes.  The  approval  is  for  use  as  an  opening 
protective  assembly  in  fire  partitions  (one  and  one-half 
hours)  under  C26-661.0  (10.8.2)  and  as  an  opening  pro¬ 
tective  assembly  in  fireproof  partitions  (three-quarter 
hour)  under  C26-662.0  (10.8.3)  and  as  an  opening  pro¬ 
tective  assembly  in  a  fireproof  partition  under  the  Mul¬ 
tiple  Dwelling  Law  which  requires  an  assembly  having 
a  fire-resistive  rating  of  one  hour. 

It  is  further  recommended  that  all  opening  protective 
assemblies  manufactured  and  labeled  under  this  approval 
shall  comply  with  the  Rules  of  the  Board  for  the  In¬ 
spection  of  Opening  Protective  Assemblies. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM, 

Commissioner. 
LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 

material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  the  Fyrgard  B  N.Y.C. 
%  to  1%2  Hour  Flush  Kalamein  Door,  on  condition  that  the 
material  be  manufactured,  installed,  labeled,  stamped  or  tag¬ 
ged  in  accordance  with  the  above  report. 


492-40-SM. 

APPLICANT — The  Richmond  Fireproof  Door  Company, 

owner. 

SUBJECT— Fyrgard  C  N.Y.C.  Three-Hour  Metal-Clad 
Three-Ply  Metal  Door,  approval  of. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  bests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(492-40-SM) 

Whereas.  The  Richmond  Fireproof  Door  Company, 
owner,  filed  May  8,  1940,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  material  known 
as  the  Fyrgard  C  N.Y.C.  Three-Hour  Metal-Clad  Three- 
Ply  Door;  and 

Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

September  3,  1940. 

Re:  Cal.  No.  492-40-SM. 

Subject— Fyrgard  C  N.Y.C.  Three-Hour  Metal-Clad 

Three-Ply  Door,  approval  of. 

The  Richmond  Fireproof  Door  Company,  owner,  filed 
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on  May  8,  1940,  an  application  with  the  Board  of  Stand¬ 
ards  and  Appeals  for  approval  of  the  Fyrgard  C  N.Y.C- 
Three-Hour  Metal-Clad  Three-Ply  Door  under  the  pro¬ 
visions  of  section  C26-610.0  (10.1.18)  and  C26-660.0 
(10.8.1),  Administrative  Building  Code. 

The  test  door  (Fig.  1)  was  constructed  at  the  factory 
of  the  applicant,  in  accordance  with  the  following  speci¬ 
fications  as  checked  by  the  Underwriters’  Laboratories : 

Lumber  was  white  pine  tongue  and  groove  flooring 
dressed  two  sides  to  25/32  in.  thickness,  8  in.  wide. 

Metal  covering  and  seam  reinforcing  was  of  No.  24 
U.S.  gauge  galvanized  stretcher  leveled  steel. 

Core  assembly  was  of  standard  three-ply  fire  door  con¬ 
struction,  the  outer  layers  vertical  and  center  layer  hori¬ 
zontal.  Between  the  layers,  directly  under  and  parallel 
with  each  vertical  seam,  two  2  in.  wide  24  gauge  rein¬ 
forcing  strips  were  laid.  Across  the  top  and  bottom 
edges  of  the  core,  2  in.  wide  24  gauge  reinforcing  strips 
were  laid,  over  which  1  in.  thick  2-11/32  in.  wide  wood 
strips  were  nailed  to  complete  the  core  which  was  as¬ 
sembled  with  standard  wrought  iron  clinch  nails.  All 
edges  were  square. 

Application  of  metal  covering — vertical  edge  sheets 
were  preformed  in  channel  shape  fitting  snugly  over 
core  with  flanges  locking  into  seam  caps.  Side  sheets 
with  flanged  vertical  edges  were  laid  with  edges  close 
to  each  other  and  to  edges  of  edge  sheet.  All  sheets 
were  secured  with  2  in.  screw  nails  on  8  in.  maximum 
centers  passing  through  covering,  core  and  the  seam 
reinforcing  strips  beneath.  The  seam  cap  strips  were 
then  slid  over  the  upturned  sheet  flanges  and  the  seams 
flattened  and  locked.  The  extending  edges  of  covering 
sheets  and  cap  extensions  at  top  and  bottom  of  core 
were  folded  over  and  secured  with  2  in.  six-penny 
barbed  nails  2  in.  o.c. 

Vent  holes — two  3  in.  diameter  vent  holes  on  each  side 
of  the  door  were  cut  at  the  factory  42  in.  in  from  the 
side  edges  and  24  in.  from  the  top.  Two  more  were  cut 
at  the  laboratory  before  the  test,  metal  around  each  of 
the  holes  being  secured  with  six  1  in.  nails. 

Hardware — handle  was  No.  130  and  flush  pull  No. 
131  cast  iron.  The  flush  pull  was  mortised  into  the  un¬ 
exposed  side  of  the  door  and  the  handle  was  attached 
through  the  door  with  two  44  in-  flathead  stove  bolts. 
There  were  also  two  No.  9  1)4  in.  flathead  wood  screws 
provided  for  flush  pull.  Hangers  were  standard  for 
three-ply  fire  doors,  each  attached  to  door  with  )4  in. 
by  3^/2  in.  bolts.  Bumper  shoes  were  of  No.  14  U.S. 
gauge  flat  steel,  one  at  each  top  corner  and  one  behind 
each  binder  attached  to  the  door  with  flathead  wood 
screws.  Chafe  strips  were  3/16  by  44  half  oval  steel  9 
ft.  8  in.  long  on  unexposed  side.  Washer  strips  were  )4 
in.  by  1  in.  flat  steel  9  ft.  8  in.  long  on  exposed  side  of 
door,  bolted  together  through  the  door  by  )4  in.  counter¬ 
sunk  bolts.  Roller  strip  was  %  in.  by  1)4  in.  flat  steel  10 
ft.  3  in.  long  and  malleable  iron  wedge  (to  bear  against 
guide  roller)  attached  to  door  with  flathead  wood  screws. 
The  track  was  3 %  in.  by  3)4  in.  bar  track  12  ft.  2  in. 
long  secured  by  44  in.  wall  bolts  2  in.  o.c.  The  finished 
door  was  10  ft.  8  in.  wide,  10  ft.  344  in.  high  and  2-13/32 
in.  thick.  The  door  was  galvanized  and  unpainted  and 
when  hung  had  a  clearance  of  44  in.  between  the  lower 
edge  of  the  track  and  the  top  of  the  door.  A  clearance 
of  44  in.  was  noted  between  the  top  and  vertical  edges 
of  the  door  and  the  masonry  and  between  the  lower 
edge  and  the  sill.  The  door  lapped  the  opening  4  in. 
at  each  side,  top  and  bottom  when  in  a  closed  position. 

TEST 

Tests  were  conducted  on  the  door  at  the  Under¬ 
writers’  Laboratories.  Incorporated,  Chicago,  Illinois, 
on  July  8,  1940  (Report  No.  R-224  filed  herewith)  and 
witnessed  by  a  committee  of  the  Board,  consisting  of 
Commissioners  Blum  and  Savage  and  Chief  Engineer 
Huber.  These  tests  were  conducted  in  accordance  with 
the  requirements  of  Group  5  and  Group  18,  Sub.  Art.  1 
of  Art.  II,  Administrative  Building  Code  titled  “Fire 


Resistive  Materials”,  and  were  in  conformity  with  the 
standard  time-temperature  curve  and  the  record  indi¬ 
cates  that  the  temperatures  were  maintained  within  the 
5  per  cent,  tolerance  for  the  three  hours.  The  average 
temperature  at  the  end  of  forty-five  minutes  was  152 
degrees  Fahrenheit  from  which  the  initial  temperature 
of  69.7  degrees  Fahrenheit  was  subtracted,  giving  a  net 
increase  of  average  temperature  on  the  unexposed  side 
of  82.3  degrees  Fahrenheit,  which  is  well  within  the 
requirements  of  section  C26-610.0  (10.1.18).  At  no 
time  during  the  test  was  there  smoke  or  flame  in  volume 
from  the  test  assembly.  At  the  end  of  three  hours  the 
door  was  subjected  to  the  standard  hose  stream  test 
with  no  apparent  change  in  structural  stability. 
RECOMMENDATION 

On  the  basis  of  the  foregoing  data  and  tests,  the  Com¬ 
mittee  on  Tests  recommends  the  approval  of  the  Fyr¬ 
gard  C  N.Y.C.  Three-Hour  Metal-Clad  Three-Ply  Door 
when  constructed  according  to  the  size  and  specifications 
herein  with  the  following  changes:  (a)  The  top  edge  of 
the  three-ply  wood  core  shall  be  covered  with  a  con¬ 
tinuous  piece  of  1/16  in.  asbestos  under  the  metal  cover¬ 
ing,  the  strip  to  extend  along  the  top  and  down  each 
face  not  less  than  6  in.  (b)  Type  of  vent  hole  shown 
on  Fig.  1  shall  be  employed,  to  overcome  the  necessity 
of  grinding  away  the  galvanizing  after  the  vent  holes 
are  filled  with  solder,  (c)  Bolts  for  attachment  of  the 
hangers  to  the  door  shall  be  provided  with  substantial 
washers  to  keep  the  bolts  from  pulling  through  the  metal 
covering  on  the  unexposed  face,  (d)  The  stav  roll  at  the 
lower  corner  of  the  door  shall  be  so  installed  that  the 
’center  of  the  roller  will  contact  the  door  when  closed 
by  not  less,  than  2  in.  The  approval  is  for  use  on  both 
level  and  inclined  tracks  as  an  opening  protective  as¬ 
sembly  in  fire  walls  (three  hours)  under  section  C26- 
660.0  (10.8.1),  as  a  protection  of  openings  in  fire  parti¬ 
tions  (one  and  one-half  hours)  under  section  C26-661.0 
(10.8.2)  as  a  protection  of  openings  in  fireproof  parti¬ 
tions  under  section  C26-662.0  (10.8.3),  Administrative 
Building  Code,  and  as  a  fireproof  door  under  Art.  1, 
section  4.  subdivision  10,  Multiple  Dwelling  Law. 

It  is  further  recommended  that  all  opening  protective 
assemblies  manufactured  and  labeled  under  this  ap¬ 
proval  shall  comply  with  the  Rules  of  the  Board  for  the 
Inspection  of  Opening  Protective  Assemblies. 

(Sgd.)  BERNARD  A.  SAVAGE. 


and 

Whereas,  this 
material. 


Commissioner. 
CHARLES  M.  BLUM, 

Commissioner. 
LESLIE  V.  HUBER, 

Chief  Engineer. 
Committee  on  Tests. 

report  recommended  the  approval  of  this 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  the  Fyrgard  C  N.Y.C. 
Three-Hour  Metal-Clad  Three-Ply  Door,  on  condition  that 
the  material  be  manufactured,  installed,  labeled,  stamped  or 
tagged  in  accordance  with  the  above  report. 


Adjourned.  5:20  P.M. 

Joseph  J.  Doyle,  Chief  Clerk. 


♦CORRECTION. 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  on  April  30,  1940,  as  they  appeared  in  Bul¬ 
letin  No.  19,  Vol.  25,  are  hereby  corrected  to  read  as  fol¬ 
lows  : 

THE  RESOLUTION— 

(738-38-BZ) 

Whereas,  Bernard  Trencher,  for  Mary  T.  Hasselman  and 
Anastasia  L.  Bartley,  owners,  filed  August  23,  1938,  an  ap¬ 
plication  under  sections  7a  and  21  of  the  building  zone  reso- 
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lution,  to  permit  in  a  residence  use  district  the  extension  of 
a  gasoline  service  station  and  the  erection  and  maintenance 
of  a  building  to  be  used  as  a  gasoline  service  station,  office, 
lubritory,  auto  laundry,  and  for  sale  of  accessories ;  prem¬ 
ises  1815-1825  Ocean  avenue,  east  side,  280  ft.  south  of 
Avenue  M  (Block  No.  7656,  Lot  No.  55  and  part  of  Lot 
Nos.  51,  54  and  58),  Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ings  of  January  17,  1939,  and  April  30,  1940,  after  due  notice 
by  publication  in  the  Bulletin  of  the  Board  of  Standards  and 

Appeals;  and  .  .  .  .  .... 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Ocean  avenue  is  in  a  residence 
and  business  use  district;  Kenmore  place  and  Avenue  N 
are  in  residence  use  districts ;  Avenue  M  is  in  a  business 
use  district;  and 

Whereas,  the  decision  of  the  borough  _  superintendent 
dated  August  15,  1938;  as  amended  by  decision  dated  De¬ 
cember  9,  1938,  reads : 

“The  legality  of  the  present  occupancy  of  the  above 
premises  as  a  gasoline  station  and  motor  vehicle  repair 
shop  was  questioned  by  Commissioner  Thatcher  under 
date  of  November  18,  1937.  An  application  to  revoke 
the  certificate  of  occupancy  of  above  now  pending  before 
the  Board  of  Standards  and  Appeals. 

The  extensions  of  the  area  of  the  said  gasoline  service 
station  and  the  erection  of  a  building  to  be  used  as.  a 
gasoline  service  station,  office,  lubritory.  automobile 
laundry  and  for  sale  of  accessories  in  a  residential  use 
district  is  contrary  to  Art.  II,  Sec.  3  of  the  Building 
Zone  Resolution  and  is  therefore  denied.” 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  100  ft.  and  a  depth  of  110  ft.,  occupied  as  a 
gasoline  service  station;  it  is  proposed  to  rearrange  the  sta¬ 
tion  and  to  erect  a  new  building,  to  be  used  as.  office,  lubri¬ 
tory,  auto  laundry  and  for  the  sale  of  accessories  and,  also, 
to  occupy  the  entire  premises  as  a  gasoline  service  station ; 
and 

Whereas,  the  premises  and  area  were  inspected  by  a  com¬ 
mittee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  seciton  7, 
subdivision  c,  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution,  and  that  the 
application  be  and  it  hereby  is  granted,  under  section  7c 
thereof,  to  permit  the  premises  under  appeal,  with  a  frontage 
of  100  ft.  and  a  depth  of  110  ft.,  to  be  occupied  for  a  gaso¬ 
line  service  station,  on  condition  that  all  buildings  on  the 
site  shall  be  completely  removed  and  the  plot  leveled  sub¬ 
stantially  to  the  grade  of  Ocean  avenue;  that  the  accessory 
building,  walls,  planting  areas,  entrances  and  gasoline  pumps 
shall  be  located  substantially  as  shown  on  plan  marked  “Re¬ 
ceived  April  22,  1940”;  that  on  the  rear  lot  line,  where  not 
occupied  by  accessory  building,  there  shall  be  erected  a 
brick  wall  not  less  than  7  ft.  in  height ;  that  a  similar  wa’l 


shall  be  erected  on  each  side  lot  line  from  the  rear  lot  line 
to  street  building  line,  except  that  such  wall  from  the  street 
building  line  to  a  point  approximately  opposite  the  front 
of  the  accessory  building,  may  be  constructed  with  brick 
posts  and  brick  wall  approximately  4  ft.  in  height  with  wood 
picket  fence  above ;  that  a  wall  of  similar  design  with  wood 
picket  fence  shall  be  constructed  from  the  accessory  building 
to  each  side  lot  line  with  driveway  openings  approximately 
12  ft.  in  width  one  on  either  side ;  that  the  accessory  building 
shall  be  constructed  of  incombustible  materials,  except  that 
the  roof  beams  and  boarding,  door  frames  and  doors,  window 
frames  and  sash  may  be  of  wood,  provided  the  ceiling  is 
fire-retarded  throughout  in  accordance  with  the  rules  of  the 
Board  of  Standards  and  Appeals;  that  the  roof  surface  is 
of  natural  slate;  that  there  shall  be  no  windows  or  other 
openings  on  any  interior  lot  line ;  that  there  shall  be  no  open 
excavation  under  the  accessory  building ;  that  gasoline  pumps 
shall  be  of  the  parkway  design,  with  masonry  pedestals 
agreeing  with  the  design  of  the  accessory  building,  as  ap¬ 
proved  by  the  Park  Department  for  use  on  parkways;  that 
such  gasoline  pumps  shall  not  be  nearer  than  20  ft.  to  the 
building  line  of  Ocean  avenue;  that  the  entire  plot,  where 
not  covered  by  walls,  planting,  accessory  building  and  pumps, 
shall  be  cement  paved ;  that  entrances  shall  be  restricted  to 
two,  each  25  ft.  in  width,  with  curb  cuts  opposite  of  similar 
width;  that  no  curb  cuts  shall  be  nearer  than  5  ft.  to  the 
side  lot  lines  as  extended ;  that  between  entrances  at.  the 
building  line  there  shall  be  a  planting  area  of  4  ft.  in  width, 
and  this  and  other  planting  areas  along  the  side  walls  and 
cross  walls  shall  be  protected  with  curbing  not  less  than 
6  in.  in  width  and  height;  that  the  planting  area  at  the 
front  of  the  accessory  building  shall  be  enlarged  so  as  to  be 
approximately  6  ft.  in  width;  that  the  heating  equipment 
shall  be  separated  from  other  portions  of  the  accessory 
building  by  fireproof  construction  and  enterable  only  from 
the  exterior;  that  greasing  equipment  shall  be  of  the  hy¬ 
draulic  lift  type;  that  there  shall  be  no  repairing  done  on 
the  premises ;  that  there  shall  be  no  parking  of  cars  other 
than  those  being  serviced ;  that  the  design  of  the  building 
and  walls  shall  be  substantially  as  shown  on  plans  marked 
“Received  April  22,  1940”;  that  signs  shall  be  restricted  to 
signs  attached  to  the  accessorv  building  and  to  the  illumina¬ 
ted  globes  of  the  pumps,  excluding  all  roof  signs  and  tem¬ 
porary  signs,  but  permitting  the  erection  within  the  building 
line  of  a  post  standard  for  supporting  a  sign  which  may 
be  illuminated,  advertising  solely  the  brand  of  gasoline  on 
sale,  and  permitting  such  sign  to  extend  beyond  the  building 
line  for  a  distance  of  not  more  than  4  ft. ;  that  no  portable 
gasoline  pumps  shall  be  used  on  or  from  the  premises ;  that 
complete  working  drawings  shall  be  submitted  for  approval 
by  the  Chairman  in  behalf  of  the  Board,  as  in  compliance 
with  the  general  terms  of  this  resolution,  before  same  are 
filed  with  the  borough  superintendent ;  that  such  plans  shall 
be  filed  within  one  month  from  the  date  of  this  resolution, 
and  after  approval  all  permits  required  shall  be  obtained  and 
all  work  completed  within  one  year  thereafter. 


*  Correction — “6  ft.”  changed  to  “12  ft.”  in  line  71  of 
resolution. 


NOTICE 


FORMS  for  notice  to  property  owners 


Applicants,  under  the  building  zone  resolution,  are  en¬ 
titled  to  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conveni¬ 
ence  in  notifying  property  owners,  they  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
Room  1018,  Municipal  Building,  Manhattan,  at  three  cents 
each — postage  to  be  added  if  the  forms  are  forwarded  by 
mail. 
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RULES  FOR  TESTS  OF  FIRE-RESISTIVE,  FLAMEPROOFED  MATERIALS,  SUCH  AS 
TEXTILES,  PAPER,  SIMILAR  MATERIALS  AND  ADHESIVES  USED  FOR  DECORA¬ 
TIVE  PURPOSES  AND  TREATED  ACOUSTICAL  DRAPERIES,  CARPETS  AND  SIMI¬ 
LAR  MATERIALS  FOR  USE  IN  PLACES  OF  PUBLIC  ASSEMBLY  AND  SPECIAL 
OCCUPANCY  STRUCTURES. 

ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  MAY  3,  1940.  EFFECTIVE, 
IN  ACCORDANCE  WITH  SECTION  665,  SUBDIVISION  C,  OF  THE  NEW  YORK  CITY 

CHARTER,  MAY  27,  1940. 


I  Cal.  No.  294-40-SR] 

AUTHORITY: 

Pursuant  to  the  authority  vested  in  the  Board  of  Standards 
and  Appeals  by  Section  666.  paragraph  2,  of  the  Charter  of 
the  City  of  New  York  and  Section  C26-721.0b  (12.2)  as 
amended  by  Local  Law  No.  170.  approved  November  14, 
1939,  and  Section  09-161. 1  Local  Law  No.  112,  approved 
Jnh  18,  1939. 

1.0  SCOPE. 

These  requirements  apply  to  flameproofed  combustible 
materials  used  for  decorative  or  other  purposes  within  special 
occupancy  structures  as  defined  in  Section  C26-715.0  (12.1.1) 
and  other  places  of  public  assembly  as  provided  in  Section 
09-161.0,  which  was  amended  by  Local  Law  No.  112. 

2.0  GENERAL  REQUIREMENTS: 

It  shall  be  unlawful  for  any  person  to  use  any  decorations, 
draoe,  curtain  or  scenery  used  for  artistic  enhancement, 
which  is  made  of  combustible  material,  unless  painted  or  satu¬ 
rated  with  a  non-combustible  material  or  liquid  or  otherwise 
rendered  safe  against  fire  to  the  satisfaction  of  the  Fire 
Commissioner  and  in  accordance  with  the  requirements  of 
these  Rules,  in  any  building  of  a  public  character,  including 
a  hotel,  theatre,  restaurant,  public  hall,  department  store, 
and  a  building  used  or  intended  to  be  used  for  purposes  of 
public  assembly,  amusement  or  instruction,  and  a  building 
where  large  numbers  of  persons  congregate  (See  Section 
C19-161.1)  except  as  exempted  in  Rule  7. 

After  flameproofing,  such  processing  as  ironing,  sewing 
and  normal  handling  shall  have  no  detrimental  effects  on  the 
treatment  of  the  material. 

3.0  APPROVAL  OF  MATERIALS  AND  METHODS 
USED  IN  FLAMEPROOFING  TEXTILES,  ETC. 

3.1  No  materials  or  methods  for  flameproofing  com¬ 
bustible  materials  for  use  under  these  Rules  shall  be  used 
unless  approved  bv  the  Board. 

4.0  FLAMEPROOFING  PROPERTIES. 

The  flameproofed  material,  when  subjected  to  the  test  de¬ 
scribed  in  Rule  5.0,  shall  meet  the  following  requirements  as 
to  fire-retardant  properties. 

4.1  FLASHING — No  flashing  shall  occur  at  any 
time  on  the  length  of  the  test  specimen.  A  flashing  due 
to  fuzz  or  had  edges  mav  be  disregarded. 

4.2  DURATION  OF  FLAME — The  average  contin¬ 
uation  of  flaming  shall  not  exceed  3  seconds. 

4.3  DURATION  OF  GLOW — The  average  continu¬ 
ation  of  glow  at  the  edge  of  the  charred  area  shall  not 
exceed  an  additional  twenty  seconds  after  the  cessation 
of  flaming.  Glow  confined  to  the  charred  area  may  be 
disregarded. 

5.0  TESTS. 

Tests  for  each  specific  installation  of  originally  treated 
combustible  material,  or  any  re-tests  thereof,  shall  be  made 
by  the  Fire  Commissioner,  or  in  a  laboratory  approved  by 
him,  in  accordance  with  the  requirements  of  these  Rules. 
5.1— SAMPLING  FOR  TEST  SPECIMENS— 
Samples  of  each  variety  of  material  and  for  every  kind  of 
treatment  shall  be  subject  to  separate  tests.  Samples 
shall  be  of  sufficient  <dze  to  furnish  test  specimens  pro¬ 
vided  for  in  Rule  5.2.  At  least  three  samples  shall  be 
furnished  tor  eve-v  500  «onare  feet  or  fraction  thereof. 

5.2  TEST  SPECIMENS — Specimens  for  test  shall 
be  2  in.  wide  and  12)4  in.  long  and  shall  he  numbered 
on  one  end.  Te«t  specimens  shall  be  carefullv  cut  from 
at  least  three  different  places  in  the  material  to  provide  a 
minimum  of  three  test  specimens  from  each  material  for 
testing. 


5.3  CONDITIONING  OF  TEST  SPECIMENS— 
1  he  test  samples  or  test  specimens  shall  be  dried  for  24 
hours  in  a  room  of  average  temperature  of  70°  F.,  with 
an  average  humidity  of  40%. 

5.4  TEST  FOR  PERMANENCE  OF  CHEMI¬ 
CALS — Test  specimens  shall  be  suspended  bv  folding 
and  pinning  one-half  inch  of  the  numbered  end  over  a 
horizontal  8-gauge  wire,  placed  two  inches  above  the 
center  of  a  7-inch  opening  in  a  3  ft.  wind  tunnel  arranged 
to  deliver  a  wind  velocity  to  the  air,  at  the  tunnel  end, 
of  700  lineal  feet,  plus  or  minus  50  ft.  per  minute,  as 
measured  by  a  suitable  anemometer  on  a  line  with  the 
wire.  In  this  position  the  test  specimens  shall  be  whipped 
for  five  minutes.  Immediately  upon  conclusion  of  this 
test,  the  specimens  shall  be  placed  in  a  closed  dry  con¬ 
tainer  until  required  for  the  flame  test. 

5.5  APPARATUS  FOR  FLAME  TEST— The  ap¬ 
paratus  shall  consist  of  a  ring  stand  20  inches  high  with 
an  adjustable  clamp  housed  in  a  metal  shield  12  inches 
square  and  20  inches  high,  open  in  front  and  at  both 
ends  and  a  Bunsen  or  Tirrill  gas  burner  which  shall 
have  a  tube  of  ^4-inch  inside  diameter. 

5.6  FLAME  TEST — A  whipped  test  specimen  shall 
be  taken  from  the  closed  container  required  in  Rule  5.4 
and  suspended  vertically  with  one-half  inch  of  the  num¬ 
bered  end  in  a  clip  held  in  a  clamp  on  the  ring  stand 
so  that  the  test  specimen  shall  hang  vertically  within  and 
near  the  center  of  the  metal  shield  required  in  Rule  5.5. 
The  lower  end  of  the  test  specimen  shall  be  three-quarters 
of  an  inch  above  the  top  of  the  gas  burner  on  which  the 
air  supply  is  shut  off  completely  and  adjusted  to  give  a 
luminous  flame  1)4  inches  long.  The  flame  shall  be  ap¬ 
plied  for  12  seconds,  then  withdrawn.  The  result  of  the 
test  for  duration  of  flame  and  duration  of  glow  of  the 
three  test  specimens  shall  each  be  averaged  and  recorded. 
Flashing,  if  anv.  shall  he  noted. 

6.0  APPROVAL  AND  CERTIFICATION. 

The  approval  of  materials  that  have  been  flameproofed,  as 
provided  in  Rule  1.0  and  tested  as  required  in  Rule  5.0  with 
flameproofing  properties  as  given  in  Rule  4.0,  shall  be  limited 
to  one  year.  An  affidavit  bv  the  person,  firm  or  corporation 
flameproofing  the  combustible  materials  shall  be  filed  with 
the  Fire  Commissioner  stating  that  the  flameproofing  com¬ 
pound  and  method  complies  with  the  approval  of  the  Board, 
with  calendar  number  thereof,  and  including  the  date  of  treat¬ 
ment  and  warranted  period  of  effectiveness  of  the  flame¬ 
proofing. 

6.1  The  Fire  Commissioner  may  require  check  tests  at 
any  time.  Upon  the  termination  of  the  approval,  as  pro¬ 
vided  for  in  Rule  6.0,  a  retest  of  the  flameproofed  com¬ 
bustible  materials  shall  conform  to  the  following: 

Flameproofed  materials  shall  withstand  a  test  of  at 
least  400°  F.,  as  measured  bv  a  pyrometer,  or  other  ac¬ 
ceptable  method,  for  approximately  one-minute’s  dura¬ 
tion  by  means  of  an  open  flame.  Under  such  test,  the 
flameproofed  material  shall  not  flash  or  support  com¬ 
bustion  and  shall  not  glow  outside  of  the  char  if  a  char 
is  set  up  by  the  open  flame.  Material  found  not  to 
conform  to  these  requirements  shall  be  removed  and 
replaced  with  materials  conforming  to  the  requirements 
of  Rule  4.0. 

7.0  EXEMPTION. 

These  Rules  shall  not  be  construed  to  apply  to  merchandise 
for  sale  or  displayed  for  sale,  to  guest  rooms  in  hotels,  to 
offices,  to  works  of  art  in  museums,  nor  to  churches  or  places 
of  religious  worship. 
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RULES 


RULES  FOR  INSPECTION  OF  APPROVED  OPENING  PROTECTING  ASSEMBLIES. 

ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  OCTOBER  20,  1939.  EFFEC¬ 
TIVE,  IN  ACCORDANCE  WITH  SECTION  665,  SUBDIVISION  C,  OF  THE  NEW  YORK 

CITY  CHARTER,  NOVEMBER  13,  1939. 


(1139-39-SR) 

Authority: 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  paragraph  2,  Charter  of 
the  City  of  New  York  and  C26-189.0  Administrative  Build¬ 
ing  Code  (2.2.1. D  and  C26-610.0  Administrative  Building 
Code  (10.1.18)  and  C26-660.0,  661.0  and  662.0  Administrative 
Building  Code  (10.8.1,  2  and  3). 

Note:  Where  reference  in  parenthesis  appears  after  the 
Administrative  Building  Code  section  it  refers  to  the  section 
of  the  New  Building  Code  as  formerly  numbered. 

Rule  1 — Scope. 

1.1  Before  any  Opening  Protective  Assembly  is 
used  under  the  provisions  of  the  Administrative 
Building  Code,  it  shall  be  tested  as  required  in  Sec¬ 
tion  C26-610.0  (10.1.18)  and  its  Fire-Resistive  Rating 
shall  be  designated  as  “24-Hour”,  “1-Hour”,  “154- 
Hour”,  or  “3-Hour”,  in  accordance  with  the  approval. 
12  Before  engaging  in  the  manufacture  of  ap¬ 
proved  Opening  Protective  Assemblies,  the  manufac¬ 
turer  shall  have  an  established  plant  completely  equipped 
with  the  necessary  facilities,  machinery  and  tools  for 
the  manufacture  of  the  Opening  Protective  Assemblies. 
1  3  Before  applying  for  approval  of  plant  and  per¬ 
mission  to  manufacture  approved  Opening  Protective 
Assemblies,  the  manufacturer  shall  file  a  list  of  his 
equipment  and  facilities  with  the  Board  of  Standards 
and  Appeals,  together  with  a  statement  of  the  name, 
type,  specifications  and  details  of  the  approved  door, 
which  he  agrees  to  manufacture  in  accordance  with  the 
rules  and  regulations  of  the  Board  and  the  require¬ 
ments  of  the  Administrative  Building  Code. 

1  4  All  Opening  Protective  Assemblies  made  under 
any  approval  issued  by  the  Board  of  Standards  and 
Appeals  for  the  manufacture  of  approved  Opening 
Protective  Assemblies  of  “24-Hour”,  “1-Hour”,  “154- 
Hour”  or  “3-Hour”  rating  shall  be  rejected  on  evi¬ 
dence  that  such  Opening  Protective  Assemblies  are 
not  manufactured  or  labelled  in  accordance  with  the 
approved  specifications  of  the  Board. 

Rule  2 — Inspections. 

2.1  No  Opening  Protective  Assemblies  shall  be  in¬ 
stalled  in  any  building  until  such  Opening  Protective 
Assemblies  have  been  inspected  and  labelled  either  by 
the  Borough  Superintendent,  or  by  a  recognizd  testing 
laboratory  or  other  qualified  person  or  agency  approved 
by  the  Board  as  having  proper  facilities. 

2.2  Before  issuing  any  label  for  the  use  of  an  ap¬ 
proved  Opening  Protective  Assembly,  the  authorized 
inspection  agency  shall  first  notify  the  Borough 


Superintendent  that  inspection  will  be  made  by  him 
of  the  materials  and  construction  entering  into  the 
assembly  of  the  Opening  Protective  Assemblies,  stating 
the  location  of  the  oremises  where  the  Opening  Pro¬ 
tective  Assemblies  will  be  used,  the  Building  Permit 
number,  the  name  of  the  approved  Opening  Protective 
Assembly  and  the  manufacturer  and  the  number  of 
such  units  to  be  manufactured. 

Note:  Where  an  Opening  Protective  Assembly  is  of 
fire-proofed  wood,  such  wood  shall  be  submitted  to  1 
tests  for  fireproofed  wood,  as  prescribed  in  the  Admin- . 
istrative  Building  Code,  Section  C26-331.9  (7.2.3.1  to 
7.2. 3. 9  inclusive). 

2  3  After  the  materials  have  been  cut  and  inspected, 

the  authorized  inspection  agency  shall  inspect  the 

assembly  and  fabrication  of  the  parts  and  shall  issue  ' 
an  approved  label  only  if  the  completed  Opening 
Protective  Assemblies  comply  in  all  respects  with  the 
approved  specifications  on  file  in  the  Board  of 
Standards  and  Appeals. 

Rule  3 — Labels. 

3.1  Every  approved  Opening  Protective  Assembly 

before  installation  in  a  building  under  the  provisions 
of  the  Administrative  Building  Code,  shall  have  se¬ 
curely  attached  to  it,  a  metal  label  of  a  design 
approved  by  the  Board,  giving  the  name  of  the 

Opening  Protective  Assembly,,  the  calendar  number 
of  the  approval  of  the  device,  the  fire-resistive  rating, 
the  serial  number  of  the  specific  type  of  door  and 

buck,  or  window^  the  year  of  manufacture  and  the 

name  of  the  inspection  agency. 

3.2  After  attachment  of  the  Serial  Label  to  the 

Opening  Protective  Assembly,  the  inspection  agency 
shall  advise  the  Borough  Superintendent  the  serial 
numbers,  the  address  of  the  premises  and  the  Build- : 
ing  Permit  numbers  of  the  approved  Opening  Pro¬ 
tective  Assembly.  « 

3  3  The  manufacturer  may  also  attach  to  the  Open¬ 
ing  Protective  Assembly,  a  metal  label  giving  the  j 
name  and  location  of  the  manufacturer.  He  shall 
also  keep  an  office  record  showing  the  location  of 
each  Opening  Protective  Assembly  manufactured  by: 
him,  its  serial  label  number  and  the  Building  Permit 
number;  and  this  record  shall  be  open  for  inspection, 
by  any  authorized  representative  of  the  Board  of 
Standards  and  Appeals  and  the  Department  of  Housing 
and  Buildings. 

3  4  Every  labelled  Opening  Protective  Assembly 
shall  be  constructed  and  installed  in  all  essentials  as 
tested  and  approved  and  arranged  to  receive  hard¬ 
ware  of  an  equal  type,  quality  and  material  and 
requiring  no  greater  cutting  away  of  the  wood  or 
metal  than  on  the  approved  Opening  Protective  As¬ 
sembly,  as  tested. 


Applicants,  under  the  building  zone  resolution,  are  en¬ 
titled  to  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
Room  1018,  Municipal  Building,  Manhattan,  at  three  cents, 
each — postage  to  be  added  if  the  forms  are  forwarded  bv 
mail. 


MULTIPLE  DWELLING  LAW  ON  SALE 
Copies  of  the  Multiple  Dwelling  Law  are  now  on  sale  at 
the  Distribution  Division  of  the  City  Record  Office,  Room 
2213,  Municipal  Building,  Manhattan.  Price  50c;  by  mail  54c. 
Copies  of  the  Supplemental  Rules,  and  Regulations  of 


the  Housing  Division  of  the  Department  of  Housing  and 
Buildings  on  Fire  Retarding,  Fire  Escapes,  Fire  Stairs  and  • 
Fire  Towers  are  now  on  sale  at  the  Distribution  Divisi- 
of  the  City  Record  Office,  Room  2213,  Municipal  Builu 
ing,  Manhattan.  Price  10c;  by  mail  12c. 


1452 


BULLETIN 

OF  THE 

BOARD  OF  STANDARDS  AND  APPEALS 

CITY  OF  NEW  YORK 

Issued  under  authority  of  Chapter  27,  Section  665  of  the  Charter  of  the  City  of  New  York. 

Published  weekly  by  the  Board  of  Standards  and  Appeals  at  its  office,  Rooms  1000  to  1018,  Municipal  Building, 

New  York  City. 


/ol.  XXV  Subscription 

$2.50  a  year 


OCTOBER  29,  1940 


Single  Copies,  5  cents 
By  Mail,  8  cents 


No.  44 


DIRECTORY 

BOARD  OF  STANDARDS  AND  APPEALS 

HARRIS  H.  MURDOCK,  Chairman 

Bernard  A.  Savage 
Charles  M.  Blum 
Chief  John  J.  McCarthy 
Joseph  J.  Doyle,  Chief  Clerk 


ffice— Municipal  Building,  Rooms  1000  to  1018. 
elephone— worth  2-0184. 

ffice  Hours  for  Public— 9  a.  m.  to  4  p.  m.  Saturdays 
9  a.  m.  to  12  noon. 

Address  all  communications  to  the  Chairman. 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  in. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013.  Municipal  Building, 
Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon— Saturdays  excepted. 


CONTENTS 


his  issue  of  the  Bulletin  contains  in  the  order  given — 


ocket. 


ules  Directory. 


he  Hearing  Calendar. 


mutes  of  Regular  Meeting  October  22,  1940,  at  10 
A.  M.,  Affecting  Calendar  Numbers  968-24-BZ,  489-38- 
BZ,  249-39-BZ,  375-40-BZ,  402-40-BZ,  443-40-BZ,  88- 
36-BZ,  332-40-BZ,  336-40-BZ,  431-40-BZ,  605-40-BZ, 
633-40-BZ,  748-40-BZ,  749-40-BZ,  928-40-BZ  and  554- 
40-A. 


mutes  of  Regular  Meeting  October  22,  1940,  at  2  P.  M., 
■  fee ting  Calendar  Numbers  919-40-BZ,  953-40-BZ,  263- 
31-BZ,  337-33-BZ,  10-38-BZ,  586-39-BZ,  1517-39-A, 
597-4()-a,  887-40-A,  910-40-A,  64-40-A,  156-40-A,  443- 
38-SA,  937-40-SA,  519-40-SM  and  985-40-SM. 


brrection  Affecting  Calendar  Number  302-40-BZ. 


'1  Burner  Rules. 


' 'proved  Fuel  Oil  Pumps. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commissioner 
of  buildings  or  fire  commissioner)  and  file  with  this  board 
a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
uf  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directons. 
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HARRIS  H.  MURDOCK,  Chairman. 


CALENDAR 


docket. 

New  Cases  Filed  up  to  October  22,  1940. 

Cal.  No.  Department.  Premises  Affected. 

1001-40-A . .H.B.M _ 416-422  West  52nd  street,  south 

side,  199  ft.  west  of  Ninth 
avenue  (Block  No.  1061,  Lot 
Nos.  41-44,  inclusive),  Bor¬ 
ough  of  Manhattan, 

N.B.  173-40. 


1002-40-BZ. ..  .H.B.Bx.. .  .1550-1552  Jerome  avenue,  east 

side,  241.79  ft.  south  of  East 
Mount  Eden  avenue  (Block 
No.  2846,  Lot  Nos-  23,  24,  25 
and  part  of  Lot  Nos.  22  and 
26),  Borough  of  The  Bronx, 
N.B.  991-40. 


(Block  No.  3187,  Lot  Nos. 
19,  20  and  21),  Borough  ci. 
The  Bronx, 

N.B.  420-40  to  N.B.  422-40,. 

inclusive.1 


1009-40-A . H.B.M _ 13  Commerce  street,  north  side 

40  ft.  95/s  in.  west  of  Seventh; 
avenue  (Block  No.  587,  Lot 
No.  64),  Borough  of  Manhat¬ 
tan  Alt.  31 86-40 ; 


1010-40-A . H.B.Q . 80-12  Queens  boulevard  (Kew 

Gardens  road),  south  side,  be 
tween  Quentin  street  an-s 
Union  turnpike  (Block  No; 
3348,  Lot  No.  37),  Kev 
Gardens,  Borough  of  Queensj 
Alt.  2468-401 


1003-40-A . H.B.Bx.. .  .1013  East  Tremont  avenue,  north 

side,  100  ft.  east  of  Bryant 
avenue  (Block  No.  3135,  Lot 
No.  47),  Borough  of  The 
Bronx,  Alt.  633-40. 


1011-40-A . H.B.B . 357  Franklin  avenue,  east  side 

23  ft.  north  of  Lexington  ave 
nue  (Block  No.  1968,  Lot  NcJ 
2),  Borough  of  Brooklyn, 

Alt.  3017-41 


1004-40-A . H.B.R . 228  Bay  street,  west  side,  151  ft. 

north  of  Hannah  street  (Block 
No.  498,  Lot  No.  74),  Tomp- 
kinsville,  Borough  of  Rich¬ 
mond, 

Decision — re  Sign  Applic.  14 
39  and  B.N.  65-39. 


1005-40-BZ....  H.B.Q . 42-11,  42-13,  42-17  and  42-19 

Connecting  highway,  northwest 
corner  of  43rd  street  (Block 
No.  180,  Lot  Nos.  82,  98  and 
part  of  Lot  No.  106),  Wood- 
side,  Borough  of  Queens, 
N.B.  5327-40  to  N.B.  5330-40, 
inclusive. 


1012-40-SA . Faraday  Non-Coded  Closed  Cir 

cuit  Internal  Fire  Alarm  Sys 
tern,  Appliance 


1013-40-BZ _ H.B.Q . 62-73  to  62-85  Woodhaven  bouit 

vard  and  88-02  to  88-08  6in 
drive,  southeast  corner  (Bloc 
No.  3108,  Lot  No.  160),  Reg 
Park,  Borough  of  Queens, 
N.B.  6746-4' 


1014-40-A . H.B.Q . 55-14  Grand  avenue,  south  sid 

40  ft.  west  of  56th  stre* 
(Block  No.  2619,  Lot  No.  1 
Maspeth,  Borough  of  Queen- 
Misc.  Applic.  7469-4 


1006-40- A . H.B.Q . 141-43  Coolidge  avenue,  north 

side,  236.65  ft.  west  of  Daniels 
street  (Block  No.  6339,  Lot 
No.  54),  Jamaica,  Borough  of 
Queens, 

Misc.  Applic.  8336-40. 


DESIGNATIONS:  H.B. — Department  of  Housing  and  Building 
H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn  ;  H.B.M- 
Department  of  Housing  and  Buildings,  IManhattan ,  H.B.Q.  I 
partment  of  Housing  and  Buildings,  Queens ;  H.B.R.— Departme 
of  Housing  and  Buildings,  Richmond ;  H.B.Bx. — Department 
Housing  and  Buildings,  Bronx;  H.D.— Health  Department,  a 
F.D. — Fire  Department. 


1007-40-BZ _ H.B.B . 256-264  Ashland  place,  west  side, 

60  ft.  south  of  Fulton  street 
and  172  ft.  north  of  Lafayette 
avenue,  and  83  Rockwell  place 
(Block  No.  2107,  Lot  Nos.  27, 
29  and  30),  Borough  of 
Brooklyn,  B.N.  1297-40. 


1008-40-BZ. ..  .H.B.Bx.. .  .2348  Jerome  avenue,  east  side,  96 

ft.  south  of  East  184th  street 


RULES 


Last  Publication  in  Bulleti: 


Blended  Cements,  Rules  for  Testing 

and  Use  of . Oct. 

Carbon  Dioxide  Liquefier  Rules  Oct. 

Certificates  of  Occupancy,  approved 

form  . Aug. 

Concrete  Flat  Slabs,  Rules .  July 

Concrete  Masonry  Units,  Rules  for 
Manufacture,  Testing  and  Use 

of  . . . A^- 

Concrete  Rules  (Hydrated  Lime) . Aug. 

Elevator  Rules  . Mar. 

Exit  Rules  (Revolving  Doors) . June 

Factory  Exit  Rules . Aug. 

Fire  Alarm  Rules  (Interior) . Aug. 


15,  1940— Vol.  25.  No. 
8,  1940— Vol.  25,  No.  ■ 

23,  1938— Vol.  23,  No.  - 
13,  1937— Vol.  22,  No. ' 


27,  1940— Vol.  25,  No.  > 
3,  1937— Vol.  22,  No. 
3,  1936— Vol.  21,  No. 
15,  1937— Vol.  22,  No.  ‘ 
13.  1940— Vol.  25,  No.  > 
13,  1940— Vol.  25,  No. j 
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Fire  Drill  Rules  . . Sept. 

Fire-resistive,  Flameproof  Materials, 

etc..  Rules  for  Testing  of . Oct. 

Fire  Retarding  Rules  for  Garages. 

>  etc . Aug. 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for . Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  . Aug. 

las  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 

Insulating  Fibre  Board  Rules . Sept. 

Oil  Burner  Rules . Oct. 

Opening  Protective  Assemblies! 

I  Rules  for  Inspection  of . Oct. 

Paint,  Varnish  and  Lacquer  Spray¬ 


ing  Rules  . Sept. 

Platform  Tracks,  Specifications  for  Nov. 

Mumbing  Rules  . Aug. 

Humbing  Rules  (Prevention  of  Con-* 

,  tamination  of  Water  Supply)....  Sept. 

’rocedure.  Rules  of . Sept. 

Refrigerating  Systems,  Extract  A  C.  Oct. 


'.prinkler  Rules  .  ’  june 

■itandpipe  Fireline  Rules . !!!!june 

Itructu ral  Alterations,  Reporting  June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

,'ank  Trucks,  Gasoline,  etc. . Nov. 

i'ire  Glass  Rules  (Amendment  to 
Rule  505  of  Industrial  Code) . Apr. 


17,  1940— Vol.  25,  No.  3S 
22,  1940— Vol.  25,  No.  43 

20,  1940— Vol.  25,  No.  34 
13,  1937— Vol.  22,  No.  15 

21,  1919— Vol.  4.  No.  3 

20,  1940— Vol.  25,  No.  34 
7.  1925— Vol.  10,  No.  14 
5,  1928— Vol.  13,  No.  23 
24,  1940— Vol.  25,  No.  39 
29,  1940— Vol.  25,  No.  44 

22,  1940— Vol.  25,  No.  43 

10,  1940— Vol.  25,  No.  37 
24,  1936— Vol.  21,  No.  47 
3,  1937— Vol.  22,  No.  31 

10,  1940— Vol.  25,  No.  37 

7,  1937— Vol.  22,  No.  36 

8,  1940— Vol.  25,  No.  41 
8,  1940— Vol.  25,  No.  41 

29,  1937— Vol.  22,  No.  26 
8,  1937— Vol.  22,  No.  23 
7,  1932— Vol.  17,  No.  23 
24,  1936— Vol.  21,  No.  47 
24,  1936— Vol.  21,  No.  47 

10,  1923— Vol.  8,  No.  15 


LIST  OF  APPROVED  APPLIANCES 

WHniPHn  VwT  . Mar.  5 -  1935 — Vol.  20, 

uel  Oil  Burners  for  Domestic  and  *  * 

■„PlCni|np'rCialT  Us®  1 . Sept-  3>  1940— Vol.  25, 

uel  Oil  Pipe  Terminals  . Sept.  10  1940 Vni  on 

uel  Oil  Burners  lor  Industrial  Use.Sept.  3*,  1940 _ Vol".  25’ 

uel  Oil  Pumps  . Oct.  29,  1940 — Vol!  25, 

^tniHevterS-  u  t . cl . Sept‘  3-  1940— Vol.  25, 

Vainish  and  Lacquer  Spray¬ 
ing  Equipment  . Sent  10  1040  Vr»i  ox 

ange  Oil  Burners  and  Space  ’  194°-VoL  25> 

Heaters  . Sept.  3>  i940_vo].  25, 

acuum  Breakers  .  Sept.  10,  1940— Vol.  25, 


No.  10 
No.  10 

No.  36 
No.  37 
No.  36 
No.  44 
No.  36 

No.  37 

No.  36 
No.  37 


OCTOBER  29,  1940,  10  A.  M. 


17  to  20,  inclusive),  Borough  of  Man¬ 
hattan. 


cal.  no.  223-40-BZ — Application,  March  1,  1940,  under  sec¬ 
tions  21  and  7f  of  the  building  zone 
resolution,  of  Samuels  and  Samuels, 
applicants,  on  behalf  of  Elmo  Realty 
Corporation,  owner,  to  permit  in  a  busi¬ 
ness  use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station; 
premises  2876-2884  Eastern  boulevard 
and  1068-1074  Revere  avenue,  southeast 
corner  (Block  No.  5531,  Lot  Nos.  1 
and  4),  Borough  of  The  Bronx. 

cal.  no.  578-40-BZ— Application,  May  28,  1940,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  .  on  behalf  of  Ozark  Realty 
Corporation,  owner,  to  permit  in  a  busi¬ 
ness.  use  district  the  alteration  and  ex¬ 
tension  of  an  existing  gasoline  service 
station;  premises  1716-1726  Utica  ave¬ 
nue,  southwest  corner  of  Avenue  “I” 
(Block  No.  7775,  Lot  No.  47).  Bor¬ 
ough  of  Brooklyn. 

cal.  no.  1289-39-BZ— Application,  October  17,  1939,  under 
sections  21  and  7h  of  the  building  zone 
resolution,  of  Charles  Gomes,  applicant 
and  lessee,  on  behalf  of  Port  of  New 
York  Authority,  owner,  to  permit  in  a 
retail  use  district  the  use  of  premises 
for  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  423- 
425  West  35th  street,  northeast  corner 
of  Dyer  avenue  (Block  No.  733,  Lot 
Nos.  21  and  22),  Borough  of  Manhat¬ 
tan. 


Building  Zone  Applications. 

IS  HEREBY  GIVEN  by  the  Board  of  Stand- 
cls  and  Appeals  0f  a  public  hearing  under  the  provisions  of 
e  buildmg  zone  resolution,  Tuesday  morning,  October  29, 
40,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  Man- 
ittan,  on  the  following  matters : 

"■  NO-  562-32-BZ— Application  of  Lama  and  Proskauer. 

applicants,  on  behalf  of  Silgreen  Hold- 
ing  Corporation,  owner,  reopened  No¬ 
vember  15,  1938.  under  section  21  of  the 
building  zone  resolution,  to  permit  in 
a  business  use  district  the  maintenance 
of  a  gasoline  service  station,  previously 
granted  by  the  Board  for  a  temporary 
period;  premises  208-16  Foch  boulevard, 
southwest  corner  of  Springfield  boule¬ 
vard  (Block  No.  3358,  Lot  No.  50), 
St.  Albans,  Borough  of  Queens. 

tu  Na  470-40-BZ— Application,  May  3,  1940,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  William  Cohn, 
owner  (Jacob  Newmark,  lessee),  to 
permit,  partly  in  a  business  use  dis¬ 
trict  and  partly  in  a  residence  use  dis¬ 
trict,  the  extension  of  an  existing  gaso¬ 
line  service  station  and.  also,  the  park¬ 
ing  and  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  4070-4076 
Broadway,  southeast  corner  of  West 
172nd  street  (Block  No.  2141,  Lot  Nos. 


cal.  no.  124-36-BZ— Application  of  J.  Jacques  Stone,  appli¬ 
cant,  on  behalf  of  Trustees  of  Mortgage 
Series  C-2,  owner  (Meyer  Parking 
Corporation,  lessee),  reopened  and  re¬ 
stored  to  Calendar  September  17.  1940, 
under  section  7h  of  the  building  zone 
resolution,  to  permit  in  a  restricted  re¬ 
tail  use  district  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles 
(previously  dismissed  for  lack  of  prose¬ 
cution)  ;  premises  63-67  West  35th 
street,  north  side,  100  ft.  east  of  Sixth 
avenue  (Block  No.  837,  Lot  No.  6), 
Borough  of  Manhattan. 

cai~  no.  329-37-BZ — Application  of  William  Shary,  appli¬ 
cant,  on  behalf  of  P.  &  A.  D.  Rubin,  In¬ 
corporated,  owner,  reopened  July  2, 
1940,  under  sections  7b.  7c  and  21  of  the 
building  zone  resolution,  to  permit  in  a 
residence  use  district  the  erection  of  an 
extension  to  be  used  for  business  pur¬ 
poses  (store)  to  an  existing  building 
used  for  a  multiple  dwelling  with  stores, 
located  partly  in  a  business  use  district 
and  partly  in  a  residence  use  district, 
and  previously  granted  by  the  Board; 
premises  888  Grand  Concourse  and  172- 
180  East  161st  street,  southeast  corner 
(Block  No.  2459,  Lot  No.  34),  Bor¬ 
ough  of  The  Bronx. 

cal.  no.  347-40-BZ — Application  of  Thomas  W.  Lamb,  In¬ 
corporated,  applicant,  on  behalf  of 
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Bowery  Savings  Bank,  owner,  reopened 
September  10,  1940,  under  sections.  7h 
and  21  of  the  building  zone  resolution, 
to  permit  in  a  business  use  district  the 
maintenance,  on  a  portion  of  the  prem¬ 
ises,  for  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  479-495  Lexington  avenue, 
east  side,  from  East  46th  street  to  East 
47th  street,  127-149  East  46th  street  and 
130-136  East  47th  street  (Block  No. 
1301,  Lot  Nos.  20  to  28,  inclusive,  and 
47  to  53,  inclusive),  Borough  of  Man¬ 
hattan. 


and  dwelling  (the  proposed  extension 
to  be  used  for  storage)  ;  premises 
2226-2228  Neptune  avenue  and  2813 
West  23rd  street,  southeast  corner,  and 
east  side  of  West  23rd  street,  95  ft. 
south  of  Neptune  avenue  (Block  No. 
7016,  Lot  Nos.  1  and  83),  Borough  of 
Brooklyn. 


cal.  no.  991-40-BZ — Application,  October  11,  1940,  under 
section  7a  of  the  building  zone  resolu¬ 
tion.  of  Herbert  S.  Thomson,  applicant, 
on  behalf  of  Unexcelled  Manufacturing 
Company,  owner,  to  permit  in  a  resi¬ 
dence  use  district  the  erection  of  three 
(3)  business  buildings  to  be  used  in  con¬ 
junction  with  an  existing  plant  for  the 
manufacture  of  pyrotechnics;  premises 
1208  Richmond  avenue,  west  side,  400 
ft.  south  of  Lisk  avenue  (Buildings  A, 

B  and  C)  ;  (Block  No.  1660,  Lot  No. 

1),  Graniteville,  Borough  of  Richmond. 

cal.  no.  672-40-BZ — Application,  June  20,  1940.  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Joseph  B.  Lynch,  appli¬ 
cant,  on  behalf  of  Mary  DuBritz  and 
Rose  DuBritz,  owners  (Colonial  Beacon 
Oil  Company,  lessee),  to  permit  in  a 
business  use  district  the  removal  of 
existing  building  and  replacement  with 
new  buildings  and  relocation  of  pumps 
on  an  existing  gasoline  service  station; 
premises  413-419  Empire  boulevard  and 
458-464  New  York  avenue,  northwest 
corner  (Block  No.  1309,  Lot  No.  120), 
Borough  of  Brooklyn. 

cal.  NO.  330-22-BZ — Application  of  Paul  Friedman,  appli¬ 
cant.  on  behalf  of  Kings  Highway  Com¬ 
munity  Corporation,  owner  (Community 
Amusement  Corporation,  lessee),  re¬ 
opened  June  4,  1940,  under  sections  7c 
and  21  of  the  building  zone  resolution, 
to  permit  the  extension  and  change  of 
use  of  an  existing  building  now  occu¬ 
pied  as  bowling  alleys,  library,  stores, 
auditorium  and  meeting  room  to  stores, 
motion  picture  theatre  with  marquee 
and  signs,  extending  from  business  use 
district  into  a  residence  use  district  and 
to  permit  the  proposed  rear  extension  to 
occupy  a  portion  of  the  rear  yard  in 
excess  of  that  permitted  by  section 
17(a)  of  the  building  zone  resolution; 
premises  1663-1669  East  17th  street,  east 
side,  57  ft.  2 J4  in.  south  of  Kings  high¬ 
way  (Block  No.  6780,  Lot  No.  55), 
Borough  of  Brooklyn. 

cal.  no.  544-40-BZ — Application,  May  20,  1940,  under  sec¬ 
tions  21  and  7c  of  the  building  zone 
resolution,  of  Morris  Perlstein,  appli¬ 
cant,  on  behalf  of  Coney  Island  Soda 
Water  Corporation,  owner,  to  permit, 
partly  in  a  residence  use  district  and 
partly  in  a  business  use  district,  the 
erection  of  an  extension  to  an  existing 
building  used  for  factory,  storage,  office 
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cal.  no.  471-40-BZ— Application,  May  6,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Philip  Birnbaum,  applicant,  on  be¬ 
half  of  Crescent  Holding  Corporation, 
owner,  to  permit,  partly  in  a  residence 
use  district  and  partly  in  a  retail  use 
district,  the  maintenance  of  a  garage 
for  more  than  five  (5)  motor  vehicles 
accessory  to  and  within  a  multiple 
dwelling;  premises  Block  front,  north 
side  of  77th  avenue,  from  Queens  boule¬ 
vard  to  113th  street  (Block  No.  2266, 
Lot  No.  79),  Forest  Hills,  Borough  of 
Queens. 

Appeals  from  Administrative  Decisions. 

cal.  no.  917-40-A-MD — Application,  September  16,  1940, 
under  section  60  of  the  Multiple 
Dwelling  Law,  of  Philip  Birnbaum,  ap¬ 
plicant,  on  behalf  of  Crescent  Holding 
Corporation,  owner,  to  permit,  partly 
in  a  residence  use  district  and  partly  in 
a  retail  use  district,  the  maintenance  of 
a  garage  for  more  than  five  (5)  motor' 
vehicles  accessory  to  and  within  a  mul¬ 
tiple  dwelling;  premises  Block  front 
north  side  of  77th  avenue,  from  Queens 
boulevard  to  113th  street  (Block  No 
2266,  Lot  No.  79),  Forest  Hills,  Bor¬ 
ough  of  Queens. 

623-40-A — 2226-2228  Neptune  avenue  and  2813  West  23rc 
street,  southeast  corner  and  east  side  o:, 
West  23rd  street.  95  ft.  south  of  Neptun* 
avenue  (Block  No.  7016,  Lot  Nos.  1  am 
83),  Borough  of  Brooklyn. 

602-40-A — 1663-1669  East  17th  street,  east  side,  57  ft.  21/. 

in.  south  of  Kings  highway  (Block  Noi 
6780,  Lot  No.  55),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


OCTOBER  29,  1940,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

636-40-A — 79  Rutgers  Slip  and  260  South  street,  northeas 
corner  (Block  No.  247,  Lot  No.  1),  Bor 
ough  of  Manhattan. 

808-40-A — 133  Middleton  street,  north  side,  200  ft.  east  c 
Marcy  avenue  (Block  No.  2237,  part  r 
Lot  No.  53),  Borough  of  Brooklyn. 

65-39- A— 512-522  East  152nd  street.  601-605  Brook  avt 
nue,  southwest  corner,  and  455-459  Wesi 
Chester  avenue,  north  side,  82  ft.  8^4  n 
west  of  Brook  avenue  (Block  No.  2361,  L( 
Nos.  1  and  5),  Borough  of  The  Bronx. 

805-40-A — 150  27th  street,  south  sidde,  129  ft.  10  in.  east  < 
Third  avenue  (Block  No.  660,  Lot  No.  14 
Borough  of  Brooklyn. 
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984-40-A — 135-143  West  18th  street,  north  side,  350  ft.  8 
in.  west  of  Sixth  avenue  (Block  No.  794, 
Lot  No.  17),  Borough  of  Manhattan. 

1001 -40- A — 416-422  W  est  52nd  street,  south  side,  199  ft. 

west  of  Ninth  avenue  (Block  No.  1061,  Lot 
Nos.  41  to  44,  inclusive),  Borough  of  Man¬ 
hattan. 

864-40- A — 511  Bedford  avenue,  east  side,  10  ft.  south  of 
Taylor  street  (Block  No.  2177,  Lot  No.  8), 
Borough  of  Brooklyn. 

956-40- A — 448-456  Kent  avenue,  northwest  corner  of  South 
10th  street  (Block  No.  2143,  Lot  No.  1), 
Borough  of  Brooklyn. 

994-40-A — 34-40  Varick  street,  east  side,  100  ft.  8y2  in. 

south  of  Bridgewater  street  (Block  No. 
2664,  Lot  Nos.  12,  13,  14,  15  and  22),  Bor¬ 
ough  of  Brooklyn. 

999-40-A — 400  Fifth  avenue,  west  side,  26  ft.  6  in.  north  of 
Seventh  street  (Block  No.  99,  Lot  No. 
41),  Borough  of  Brooklyn. 

.003-40- A — 1013  East  Tremont  avenue,  north  side,  100  ft. 

east  of  Bryant  avenue  (Block  No.  3135, 
Lot  No.  47),  Borough  of  The  Bronx. 

010-40-A — 80-12  Queens  boulevard  (Kew  Gardens  road), 
south  side,  between  Quentin  street  and 
Union  turnpike  (Block  No.  3348,  Lot  No. 
37),  Kew  Gardens,  Borough  of  Queens. 

945-40- A — 112-20  Atlantic  avenue,  southwest  corner  of  113th 
street  (Block  No.  469,  Lot  Nos.  7  and 
10),  Richmond  Hill,  Borough  of  Queens. 

004-40- A — 228  Bay  street,  west  side,  151  ft.  north  of  Han¬ 
nah  street  (Block  No.  498,  Lot  No.  74), 
Tompkinsville,  Borough  of  Richmond. 

Building  Zone  Applications. 

NO  1  ICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand- 
rds  and  Appeals  of  a  public  hearing  under  the  provisions 
f  the  building  zone  resolution.  Tuesday  afternoon,  October 
9,  1940,  at  2  o  clock,  in  Room  1013,  Municipal  Building, 
lanhattan,  on  the  following  matters : 

Al~  N0-  919-40-BZ — Application,  September  17,  1940,  under 
section  7j  of  the  building  zone  resolu¬ 
tion,  of  George  A.  Boehm,  applicant, 
on  behalf  of  Victor  Moore  and  Broad- 
way-75th  Street  Corporation,  owners,  io 
permit  in  a  business  use  district  the 
erection  of  a  business  building  to  be 
occupied  in  part  as  a  bus  station ;  prem¬ 
ises  74-11  to  74-21  Broadway,  north 
side,  116.7  ft.  east  of  Roosevelt  avenue, 
74-12  to  74-20  Roosevelt  avenue  and 
40-02  to  40-14  75th  street  (Block  No. 
1485,  Lot  Nos.  29  and  33).  Jackson 
Heights,  Borough  of  Queens. 

AL*  no.  953-40-BZ — Application,  October  1.  1940,  under 
sections  7 a  and  7c  of  the  building  zone 
resolution,  of  Electus  D.  Litchfield,  ap¬ 
plicant,  on  behalf  of  Fairchild  Aviation 
Corporation,  owner,  to  permit  the  erec¬ 


tion  of  an  extension  to  a  factory  build¬ 
ing  in  a  business  use  district  on  a  plot 
located  partly  in  an  unrestricted  ust 
district  and  partly  in  a  business  use  dis¬ 
trict;  premises  134-22  Jamaica  avenue, 
south  side,  200.17  ft.  west  of  Van  Wyck 
boulevard,  and  88-06  Van  Wyck  boule¬ 
vard  (Block  No.  9342,  (236),  Lot  Nos. 
25,  9  and  7),  Jamaica.  Borough  of 
Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


NOVEMBER  6,  1940,  10  A.  M. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  W ednesday  morning,  No¬ 
vember  6,  1940,  at  10  o’clock,  in  Room  1013,  Municipal 
Building,  Manhattan,  on  the  following  matters : 

cal.  no.  372-29-BZ — Application  of  John  F.  Meehan,  ap¬ 
plicant,  on  behalf  of  Dollar  Savings 
Bank  of  the  City  of  New  York,  owner, 
reopened  April  9,  1940,  under  section 
21  of  the  building  zone  resolution,  to 
permit  the  further  extension  into  a 
residence  use  district  of  a  business 
building  (stores)  previously  granted  by 
the  Board ;  premises  2330  Grand  Con¬ 
course,  east  side,  150  ft.  south  of  Field 
place,  and  2329  Ryer  avenue  (Block 
No.  3159.  Lot  No.  12),  Borough  of  The 
Bronx. 

cal.  no.  398-40-BZ — Application,  April  16.  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Anthony  M.  DeRose,  applicant,  on 
behalf  of  Nuarb  Realty  Company, 
owner,  to  permit  in  an  “F”  area,  resi¬ 
dence  use  district  the  maintenance  of  a 
dwelling  without  the  required  setback 
and  with  side  yards  less  than  the  re¬ 
quired  widths ;  premises  940  Metcalf 
avenue,  east  side,  176  ft.  4  in.  south  of 
Eastern  boulevard  (Block  No.  3659, 
Lot  No.  20),  Borough  of  The  Bronx. 

cal.  no.  399-40-BZ — Application,  April  16,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Anthony  M.  DeRose,  applicant,  on 
behalf  of  Marie  Braun,  owner,  to  permit 
in  an  “F”  area,  residence  use  district  the 
erection  of  a  dwelling  set  back  from 
the  building  line  less  than  the  required 
15  ft.,  to  be  provided  with  side  yards 
less  than  the  required  width  and  to  oc¬ 
cupy  a  greater  area  of  the  lot  than  per¬ 
mitted ;  premises  942  Metcalf  avenue, 
east  side,  151  ft.  4  in.  south  of  Eastern 
boulevard  (Block  No.  3659,  Lot  No. 
21),  Borough  of  The  Bronx. 

cal.  no.  400-40-BZ — Application,  April  16,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Anthony  M.  DeRose,  applicant,  on 
behalf  of  Marie  Braun,  owner,  to  permit 
in  an  “F”  area,  residence  use  district 
the  maintenance  of  a  dwelling  exceeding 
the  area  of  coverage  permitted  to  be  set 
back  from  the  building  line  less  than 
the  required  15  ft.  and  to  be  provided 
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with  a  side  yard  of  less  than  the  re¬ 
quired  width ;  premises  944  Metcalf 
avenue,  east  side,  124.42  ft.  south  of 
Eastern  boulevard  (Block  No.  3659, 
Lot  No.  22),  Borough  of  The  Bronx. 


boulevard,  and  186-08  144th  avenue 
southwest  corner  of  Springfield  boule¬ 
vard  (Block  No.  3816,  Lot  No.  76  anc 
part  of  Lot  No.  63),  Springfield  Gar¬ 
dens,  Borough  of  Queens. 


cal.  no.  401-40-BZ — Application,  April  16,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Anthony  M.  DeRose,  applicant,  on 
behalf  of  Marie  Braun,  owner,  to  per¬ 
mit  in  an  “F”  area,  residence  use  dis¬ 
trict  the  erection  of  a  dwelling  to  be 
set  back  from  the  building  line  less  than 
the  required  15  ft.  and  to  be  provided 
with  side  vards  1  in.  less  than  the  width 
required ;  premises  946  Metcalf  avenue, 
east  side,  94.42  ft.  south  of  Eastern 
boulevard  (Block  No.  3659,  Lot  No. 
23),  Borough  of  The  Bronx. 

cal.  no.  494-40-BZ — -Application,  May  8,  1940.  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  John  F.  Meehan,  appli¬ 
cant,  on  behalf  of  Johanna  C-  Funke, 
owner,  to  permit,  partly  in  a  business 
use  district  and  partly  in  an  unrestricted 
use  district,  the  erection  and  mainte¬ 
nance  of  a  gasoline  service  station ; 
premises  2084  Bronx  street  and  1038 
East  180th  street,  southeast  corner 
(Block  No.  3141,  Lot  No.  30),  Borough 
of  The  Bronx. 

cal.  no.  925-40-BZ — -Application,  September  18,  1940,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  I.  L.  Crausman,  applicant,  on 
behalf  of  Gelson  Realty  Corporation, 
owner,  to  permit  in  a  business  use  dis¬ 
trict  the  erection  of  a  business  building 
(stores)  with  show  windows  and  en¬ 
trances  extending  more  than  25  ft.  along 
a  street  abutting  a  residence  use  dis¬ 
trict;  premises  4349-4351  Broadway  and 
706  West  186th  street,  southwest  corner 
(Block  No.  2180,  part  of  Lot  No.  135), 
Borough  of  Manhattan. 

cal.  no.  342-40-BZ — Application,  April  4,  1940,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  Emil  Levin,  applicant,  on 
behalf  of  Salvin  Realty  Company,  In¬ 
corporated,  and  Emile  E.  Rathgeber, 
owners  (S.  Amaru,  lessee),  to  permit 
in  a  business  use  district  and  residence 
use  district  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  31-15  42nd  street,  east  side, 
97.5  ft.  south  of  31st  avenue,  and  31-18 
43rd  street,  west  side,  157.5  ft.  south  of 
31st  avenue  (Block  No.  692,  Lot  Nos. 
36.  37  and  51),  Astoria,  Borough  of 
Queens. 

cal.  no.  375-40-BZ — Application,  April  11,  1940,  under  sec¬ 
tions  7a,  7c  and  21  of  the  building  zone 
resolution,  of  Thomas  O’Rourke  Gal¬ 
lagher.  applicant,  on  behalf  of  Walter 
A.  Beaudel,  owner  (Beaudel  Brothers, 
lessees),  to  permit  in  a  residence  use 
district  the  alteration  and  reconstruction 
of  an  existing  gasoline  service  station ; 
premises  144-12  Springfield  boulevard, 
northwest  corner  of  North  Conduit 


cal.  no.  489-38-BZ — Application  of  Lama  and  Proskauer 
applicants,  on  behalf  of  Sam  Schwart; 
and  Joseph  Schwartz,  owners,  reopenec 
October  3,  1939,  under  section  21  of  the 
building  zone  resolution,  to  permit  in  i 
residence  use  district  the  erection  anc 
maintenance  of  a  gasoline  service  sta 
tion  (previously  denied  by  the  Board) 
premises  219-01  North  Conduit  boulei 
vard  (avenue)  and  144-01  to  144-0' 
Springfield  boulevard,  northeast  cornei 
(Block  No.  3820,  Lot  No.  4),  Spring!1 
field  Gardens,  Borough  of  Queens. 

cal.  no.  860-40-BZ — Application,  August  16,  1940,  unde 
sections  21  and  7f  of  the  building  zon 
resolution,  of  Edgar  J.  Moeller,  appli 
cant,  on  behalf  of  Fairtown  Construe 
tion  Corporation,  owner,  to  permit  in 
business  use,  “D”  and  “E”  area  distric 
the  erection  of  a  business  buildin 
covering  a  greater  area  of  that  portio 
of  the  plot  within  the  “E”  area  distric 
than  permitted,  to  permit  the  omissio 
of  the  required  setback  within  the  “E 
area  district  and  to  use  a  portion  of  th 
building  as  a  garage  for  more  than  fiv 
(5)  motor  vehicles;  premises  77-40  t 
77-68  Vleigh  place,  northwest  corner  c 
78th  avenue  (Block  No.  6608,  Lot  Nc 
2),  Flushing,  Borough  of  Queens. 

Appeal  from  Administrative  Decision. 

982-40-A — 77-40  to  77-68  Vleigh  place,  northwest  corner  c 
78th  avenue  (Block  No.  6608,  Lot  No.  2j 
Flushing,  Borough  of  Queens  (under  sec 
tion  35,  General  City  Law — re  Bed  c 
Mapped  Street). 

HARRIS  H.  MURDOCK,  Chairman. 


NOVEMBER  6,  1940,  2  P.  M. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stem 
ards  and  Appeals  of  a  public  hearing  under  the  provision 
of  the  building  zone  resolution,  Wednesday  afternoon,  N \ 
vember  6,  1940,  at  2  o’clock,  in  Room  1013,  Municip 
Building,  Manhattan,  on  the  following  matter : 

cal.  no.  1530-39-BZ — Application,  December  21,  1939.  und' 
section  21  of  the  building  zone  resol 
tion,  of  Morris  Perlstein,  applicant,  c 
behalf  of  Providence  Marino,  own 
(Harold  Holzhauser,  lessee),  to  pern 
in  a  retail  use  district  the  conversion 
occupancy  of  a  frame  building  contai 
ing  a  cow  stable  and  hay  loft  to  ridit 
academy  and  stable  for  more  than  fi' 
(5)  horses  and  hay  loft;  premises  89- 
70th  drive,  southeast  corner  of  Sybil 
street  (Block  No.  3899,  Lot  No.  32 
Forest  Hills.  Borough  of  Queens. 
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Appeals  from  Administrative  Decisions. 

670-40-A — 89-38  70th  drive,  southeast  corner  of  Sybilla 
street  (Block  No.  3899,  Lot  No.  32),  For¬ 
est  Hills,  Borough  of  Queens  (under  sec¬ 
tion  35,  General  City  Law— re  Bed  of 
Mapped  Street). 

974-40-A — 3-7  West  22iul  street,  north  side,  120  ft.  west  of 
Fifth  avenue  (Block  No.  824,  Lot  No.  32), 
Borough  of  Manhattan. 

862-40-A — East  side  of  Smith  street,  from  Halleck  to 
Sigourney  streets  (Block  No.  493,  Lot  No. 
1),  Borough  of  Brooklyn. 

1018-40-A — 220-230  Madison  avenue  and  16-20  East  37th 
street,  southwest  corner  (Block  No.  866, 
Lot  Nos.  18,  19,  20  and  60  to  68,  inclu¬ 
sive).  Borough  of  Manhattan. 

101 1-40- A — 357  Franklin  avenue,  east  side,  23  ft.  north  of 
Lexington  avenue  (Block  No.  1968,  Lot 
No.  2),  Borough  of  Brooklyn. 

1025-40-A — 1936  Madison  street,  southeast  corner  of  Fair- 
view  avenue  (Block  No.  3481,  Lot  No. 
39),  Ridgewood,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


NOVEMBER  13,  1940,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  annd  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Wednesday  morning,  No¬ 
vember  13,  1940,  at  10  o  clock,  in  Room  1013,  Municipal 
Building,  Manhattan,  on  the  following  matters: 

cal.  no.  402-40-BZ — Application,  April  16,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Lama  and  Proskauer,  applicants,  on 
behalf  of  Clifford  E.  Mills,  owner,  to 
permit  in  a  residence  use  district  and 
“F’  area  district  the  erection  and  main¬ 
tenance  of  a  building  to  be  used  as  a 
gas  station,  auto  laundry,  lubritorium, 
office  and  boiler  room  in  conjunction 
with  a  gasoline  service  station  on  a  plot 
of  ground  previously  occupied  as  a 
gasoline  service  station;  premises  144- 
39  to  144-47  Farmers  boulevard,  south¬ 
east  corner  of  South  Conduit  avenue 
(Block  No.  4517,  Lot  No.  1  and  part  of 
Lot  No.  3),  Springfield,  Borough  of 
Queens. 

cal.  no.  443-40-BZ — Application.  April  26,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Jack  Z.  Cohen,  applicant,  on  behalf 
of  Depreciation  Fund  Board,  owner,  to 
permit,  partly  in  a  business  use  district 
and  partly  in  a  residence  use  district, 
the  conversion  of  occupancy  of  an  exist¬ 
ing  building  to  a  motor  vehicle  repair 
shop;  premises  890-892  Coney  Island 
•venue,  west  side,  118  ft.  9)4  in.  north 
t»tn  avenue  (Block  No.  5403,  Lot 
No.  20),  Borough  of  Brooklyn. 


cal.  no.  968-24-BZ — Application  ol  Arnold  W.  Lederer,  ap¬ 
plicant,  on  behalf  of  Abraham  Chobroff 
and  Sophie  Kohn,  owners  of  premises 
1924-1926  Kings  highway,  Borough  of 
Brooklyn,  reopened  September  17,  1940. 
for  consideration — re  amendment  of 
resolution — re  Application,  previously 
granted  on  condition  under  section  21  of 
the  building  zone  resolution,  permitting 
in  a  residence  use  district  the  erection 
and  maintenance  of  buildings  to  be  used 
for  store  purposes  on  first  story  and 
for  dwelling  use  above;  premises  1 922 - 
1932  Kings  highway  (Block  No.  6782, 
Lot  Nos.  19  to  23,  inclusive),  Borough 
of  Brooklyn. 

cal.  no.  1182-39-BZ — Application,  September  26,  1939,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Henry  Nordheim,  applicant,  on 
behalf  of  Post  Sherman  Corporation, 
owner  (Abraham  Rubenstein,  lessee), 
to  permit  in  a  business  use  district  the 
parking  and  storage  of  more  than  five 
(5)  motor  vehicles ;  premises  1231  Bos- 
cobel  avenue,  west  side,  100  ft.  north  of 
Jerome  avenue  (Block  No.  2506,  Lot 
No.  58),  Borough  of  The  Bronx. 

cal.  no.  1493-39-BZ — Application,  December  12,  1939,  under 
sections  7h  and  21  of  the  building  zone 
resolution,  of  Valentine  Bangert,  appli¬ 
cant  and  lessee,  on  behalf  of  Henry  W. 
S.  Bangert,  owner,  to  permit  in  a  resi¬ 
dence  use  district  the  parking  and  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  88-05  to  88-11  168t.h 
place,  east  side,  37.50  ft.  south  of  88th 
avenue  (Block  No.  9820  [892],  Lot  Nos. 
38  and  41),  Jamaica.  Borough  of 
Queens. 

cal.  no.  486-40-BZ — Application,  May  7,  1940.  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  S.  Walter  Katz,  applicant,  on  behalt 
of  West  17th  Street  Realty  Corporation, 
owner,  to  permit  in  a  residence  use  dis¬ 
trict  the  maintenance  of  a  motor  ve¬ 
hicle  repair  shop ;  premises  254-256 
West  17th  street,  south  side,  152  ft.  east 
of  Eighth  avenue  (Block  No.  766,  Lot 
No.  75),  Borough  of  Manhattan. 

cal.  no.  568-40-BZ — Application,  May  25,  1940,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Oscar  Goldschlag,  applicant,  on  be¬ 
half  of  260  West  125th  Street.  Incor¬ 
porated,  owner,  to  permit  in  a  business 
use  district  the  maintenance  of  the 
parking  and  storage  of  more  than  five 
(5)  motor  vehicles  for  a  temporary 
period  of  two  (2)  years;  premises  259- 
261  West  124th  street,  north  side,  200 
ft.  east  of  Eighth  avenue  (Block  No. 
1930,  part  of  Lot  No.  55),  Borough  of 
Manhattan. 

cal.  no.  224-38-BZ — Application  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Hanover  Service 
Station,  Incorporated,  owner,  reopened 
September  17,  1940,  under  section  7f  of 
the  building  zone  resolution,  to  permit 
in  a  business  use  district  the  erection 
and  maintenance  of  a  gasoline  service 
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station  (previously  denied  under  sec¬ 
tion  21  of  the  building  zone  resolution)  ; 
premises  32-11  to  32-19  Cross  Island 
boulevard  and  198-05  to  198-11  33rd  ave¬ 
nue.  northeast  corner  (Block  No.  6025, 
part  of  Lot  No.  36),  Bayside,  Borough 
of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


NOVEMBER  13,  1940,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

831-40-A — 171  Bay  Ridge  avenue,  north  side,  260  ft.  west 
of  Ridge  boulevard  (Block  No.  5861,  Lot 
No.  69),  Borough  of  Brooklyn. 

697-39-A— 28  Bowery  and  43  Bayard  street,  southwest  cor¬ 
ner  (Block  No.  163,  Lot  No.  33),  Borough 
of  Manhattan. 


NOVEMBER  19,  1940,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  November 
19,  1940,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters: 

cal.  no.  297-40-BZ— Application.  March  20,  1940,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  Henry  Nordheim,  appli¬ 
cant,  on  behalf  of  The  Mutual  Life  In¬ 
surance  Company,  owner  (Louwer 
Garage  Corporation,  lessee),  to  permit, 
partly  in  a  business  use  district  and 
partly  in  a  residence  use  district,  for  a 
temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles: 
premises  1407-1419  College  avenue,  west 
side,  215  ft.  south  of  East  171st  street 
(Block  No.  2786,  parts  of  Lot  Nos.  2, 
6  and  29),  Borough  of  The  Bronx. 

CAL.  NO.  362-34-BZ— Application  of  Abraham  N.  Horwitz, 
applicant,  on  behalf  of  1230  Jerome 
Avenue  Corporation,  owner,  reopened 
October  8,  1940,  for  consideration  as  to 
extension  of  permit — re  Application, 
previously  granted  on  condition  under 
section  21  of  the  building  zone  resolu¬ 
tion,  permitting  in  a  business  use  dis¬ 
trict  the  change  of  occupancy  of  an 
existing  building  to  a  garage  for  more 
than  five  (5)  motor  vehicles  for  a  tem¬ 


porary  period;  premises  1230-1234 
Jerome  avenue,  east  side,  165  ft.  6  in. 
north  of  East  167th  street  (Block  No. 
2489,  Lot  No.  8),  Borough  of  The 
Bronx. 

cal.  no.  351 -40-BZ— Application,  April  5,  1940,  under  sec¬ 
tions  21  and  7f  of  the  building  zone 
resolution,  of  William  F.  Regan,  appli¬ 
cant,  on  behalf  of  William  F.  Regan, 
owner,  to  permit  in  a  business  use  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station;  premises  1090- 
1012  Brooklyn  avenue  and  3522-3524 
Snyder  avenue,  southwest  corner  (Block 
No.  4906,  Lot  Nos.  9  and  10),  Borough 
of  Brooklyn. 

cal.  no.  249-39-BZ — Application,  February  28,  1940 ;  dis- 
miseed  for  lack  of  prosecution  July  18, 
1939;  reopened  and  restored  to  Calendar 
September  17,  1940,  under  section  7f  of 
the  building  zone  resolution,  of  Lama 
and  Proslcauer,  applicants,  on  behalf  of 
Koppers  Company,  owner,  to  permit  in 
a  business  use  district,  for  a  stated  term 
of  years,  the  erection  and  maintenance 
of  a  gasoline  service  station ;  premises 
84-11  to  84-21  Astoria  boulevard  and 
24-02  to  24-12  85th  street,  northwest 
corner,  and  84-12  to  84-20  24th  avenue 
(Block  No.  1096,  part  of  Lot  No.  1), 
Jackson  Heights,  Borough  of  Queens. 

Appeal  from  Administrative  Decision. 

553-37-A— 1815-1825  Ocean  avenue,  east  side.  280  ft.  south 
of  Avenue  M  (Block  No.  7656,  Lot  No. 
55  and  part  of  Lot  Nos.  54  and  58),  Bor¬ 
ough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


NOVEMBER  19,  1940,  2  P.  M. 

Appeal  from  Administrative  Decision. 

882-40- A— 148  39th  street,  southwest  corner  of  Second  ave¬ 
nue  (Bush  Building  No.  19,  fourth  floor) 
(Block  No.  706,  Lot  No.  1),  Borough  of 
Brooklyn. 


DECEMBER  10,  1940,  2  P.  M. 

Appeal  from  Administrative  Decision. 

696-39-A — 2321  Third  avenue  and  201  East  J26th  street, 
northeast  corner  (Block  No.  1791,  Lot  No. 
1),  Borough  of  Manhattan. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  OCTOBER  22,  1940. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Assistant  Chief  McCarthy. 

The  minutes  of  the  regular  meeting  of  the  Board  held  on 
Tuesday  morning,  October  8,  1940,  and  the  minutes  of  the 


regular  meeting  of  the  Board  held  on  1  uesday  afternoon 
October  8,  1940,  were  approved  as  printed  in  Bulletin  No 
42,  Vol.  25. 


BUILDING  ZONE  CASES. 

968-24-BZ. 

APPLICANT — Arnold  W-  Lederer,  for  Abraham  Chobrofl 
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and  Sophie  Kohn,  owners  of  premises  1924-1926 
Kings  highway,  Borough  of  Brooklyn. 

SUBJECT— -Application  reopened  September  17,  1940,  for 
consideration — re  amendment  of  resolution — re  de¬ 
cision  of  the  borough  superintendent  of  buildings — 
re  Application,  previously  granted  on  condition 
under  section  21  of  the  building  zone  resolution, 
permitting  in  a  residence  use  district  the  erection 
and  maintenance  of  buildings  to  be  used  for  store 
purposes  on  first  story  and  for  dwelling  use  above. 

PREMISES  Ah  F  ECTED — 1922-1932  Kings  highway, 
south  side,  47  ft.  8%  in.  south  of  Ocean  avenue 
(Block  No.  6782,  Lot  Nos.  19  to  23,  inclusive), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Arnold  W.  Lederer. 

For  Opposition:  Michael  E.  Pellegrino,  Joseph  Fen- 
nelley,  Jr.,  and  Elizabeth  Perhauser. 

ACTION  OF  BOARD — Laid  over  to  November  13,  1940, 
at  10  A.M.  Applicant  to  re-notify  afifected  owners 
by  regular  mail  and  giving  sketch  and  better  descrip¬ 
tion  of  proposal. 


489-38-BZ. 

APPLICANT — Lama  and  Proskauer,  for  Sam  Schwartz 
and  Joseph  Schwartz,  owners. 

SUBJECT— Application  reopened  October  3,  1939,  under 
section  21  of  the  building  zone  resolution — re  deci¬ 
sion  of  the  borough  superintendent  of  buildings,  to 
permit  in  a  residence  use  district  the  erection  and 
maintenance  of  a  gasoline  service  station  (previously 
denied  by  the  Board). 

PREMISES  AFFECTED— 219-01  North  Conduit  boule¬ 
vard  (avenue)  and  144-01  to  144-09  Springfield 
boulevard,  northeast  corner  (Block  No.  3820,  Lot 
No.  4),  Springfield  Gardens,  Borough  of  Queens. 
(APPEARANCES — 

For  Applicant:  Alfred  A.  Lama. 

For  Opposition:  Harold  Klorfein,  Department  of 
Parks. 

ACTION  OF  BOARD — Laid  over  to  November  6,  1940, 
at  10  A.M.,  awaiting  decision  on  another  matter  in 
vicinity. 


and  Proskauer,  for  Koppers  Com- 


249-39-BZ. 

APPLICANT— Lama 

pany,  owner. 

SUBJECT— Application  reopened  and  restored  to  Calendar 
September  17,  1940  (re  decision  of  the  borough 
superintendent  of  buildings),  under  section  7f  of  the 
buildjng  zone  resolution,  to  permit  in  a  business  use 
district,  for  a  stated  term  of  years,  the  erection  and 
„„„  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED— 84-11  to  84-21  Astoria  boule¬ 
vard,  24-02  to  24-12  85th  street,  northwest  corner, 
and  84-12  to  84-20  24th  avenue  (Block  No.  1096, 
part  of  Lot  No.  1),  Jackson  Heights,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama,  A.  R.  Zachert  and 
A.  J.  Wheeler. 

For  Opposition:  Aaron  H.  Walowit.  Dominick  C. 
Carena  and  James  Loccisano. 

ACTION  OF  BOARD — Laid  over  to  November  19,  1940, 
at  10  A.M.,  for  further  inspection  by  the  Board  and 
decision  without  further  argument. 


I75-40-BZ. 

APPLICANT— Thomas  O’Rourke  Gallagher,  for  Walter 
sTTPirr-V  ^'cau^>  owner  (Beaudel  Brothers,  lessees). 

•'k  .T  Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  sections  7a,  7c  and  21 
of  the  building  zone  resolution,  to  permit  in  a  resi¬ 


dence  use  district  the  alteration  and  reconstruction 
of  an  existing  gasoline  service  station. 
PREMISES  AFFECTED — 144-12  Springfield  boulevard, 
northwest  corner  of  North  Conduit  avenue,  and 
186-08  144th  avenue,  southwest  corner  of  Spring- 
field  boulevard  (Block  No.  3816.  Lot  No.  76  and 
part  of  Lot  No.  63),  Springfield  Gardens,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant :  Thomas  O’Rourke  Gallagher. 

For  Opposition:  Harold  Klorfein,  Department  of 
parks 

ACTION  OF  BOARD — Laid  over  to  November  6,  1940,  at 
10  A.M.,  on  request  of  applicant. 


402-40-BZ. 

APPLICANT — Lama  and  Proskauer,  for  Clifford  E.  Mills, 
owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  residence  use 
and  F  area  district  the  erection  and  maintenance 
of  a  building  to  be  used  as  a  gas  station,  auto 
laundry,  lubritorium,  office  and  boiler  room  in  con¬ 
junction  with  a  gasoline  service  station  on  a  plot  of 
ground  previously  occupied  as  a  gasoline  service 
station. 

PREMISES  AFFECTED— 144-39  to  144-47  Farmers 
boulevard,  southeast  corner  of  South  Conduit  ave¬ 
nue  (Block  No.  4517,  Lot  No.  1  and  part  of  Lot 
No.  3),  Springfield,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Opposition:  Harold  Klorfein,  Department  of 
Parks. 

ACTION  OF  BOARD — Laid  over  to  November  13,  1940, 
at  10  A.M.  Applicant  to  submit  revised  plans  by 
November  8th. 


443-40-BZ. 

APPLICANT — Jack  Z.  Cohen,  for  Depreciation  Fund 
Board,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  section  21  of  the 
building  zone  resolution,  to  permit,  partly  in  a  busi¬ 
ness  use  district  and  partly  in  a  residence  use  dis¬ 
trict,  the  conversion  of  occupancy  of  an  existing 
building  to  a  motor  vehicle  repair  shop. 

PREMISES  AFFECIED — 890-892  Coney  Island  avenue, 
west  side,  118  ft.  9 y8  in.  north  of  18th  avenue 
(Block  No.  5403,  Lot  No.  26),  Borough  of  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant :  Larry  Meltzer  and  A.  P.  Backus. 
For  Opposition:  Frederick  B.  Merkle,  Charles  A. 
Glirsten,  Emanuel  Pearlman  and  M.  R.  Herr¬ 
mann. 

ACTION  OF  BOARD — Laid  over  to  November  13,  1940, 
at  10  A.M.,  for  applicant  to  send  out  notices  to  re¬ 
vised  list  of  owners. 


88-36-BZ. 

APPLICANT— Arthur  H.  Haaren,  for  Kesbec,  Incor¬ 
porated,  owner. 

SUBJECT — Application  reopened  May  28,  1940  (re  deci¬ 
sion  of  the  acting  borough  superintendent  of  build¬ 
ings),  under  sections  7c  and  21  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district  the 
extension  of  an  existing  gasoline  service  station  to 
include  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles. 

PREMISES  AI’FECTED — 3170-3178  Broadway  and  28-34 
Tieman  place,  southeast  corner  (Block  No.  1981, 
Lot  No.  65),  Borough  of  Manhattan. 
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APPEARANCES—  tt  _  ,  _  _  . 

For  Applicant:  Arthur  H.  Haaren.  John  C.  Cole¬ 

man  and  Robert  G.  Calder. 

For  Opposition:  S.  Drattler. 

ACTION  OF  BOARD— Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  jj 

Negative  .  u 

THE  RESOLUTION— 

(88-.36-BZ ) 

Whereas,  this  application,  under  section  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  use  district  the 
erection  and  maintenance  of  a  motor  vehicle  repair  shop  on 
an  existing  gasoline  service  station,  premises  ol/U-ol.p 
Broadway  and  28-34  Tieman  place,  southeast  corner  (Block 
No.  1981,  Lot  No.  65),  Borough  of  Manhattan,  was  granted 
by  the  Board  July  7,  1936,  on  certain  conditions,  the  resolu¬ 
tion  amended  September  15.  1936,  March  16,  1937,  September 
14,  1937,  and  February  23,  1938;  and 

Whereas,  Arthur  H.  Haaren,  for  Kesbec,  Incorporated, 
owner,  filed  May  21,  1940,  an  application,  under  sections  7c 
and  21  of  the  building  zone  resolution,  to  permit  in  a  busi¬ 
ness  use  district  the  extension  of  an  existing  gasoline  ser\ice 
station  to  include  the  parking  and  storage  of  more  than  five 
( 5 )  motor  vehicles ;  aijd 

Whereas,  this  application  was  reopened  by  vote  of  the 
Board  May  28,  1940;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  October  22,  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and  . 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Broadway  is  in  a  business  and 
unrestricted  use  district ;  Tieman  place  is  in  a  residence, 
business  and  unrestricted  use  district ;  and 

Whereas,  the  decision  of  the  borough  superintendent  oi 
buildings,  acting  on  a  request  for  a  certificate  of  occupancy , 
dated  May  20,  1940.  reads: 


‘In  reply  to  your  letter  of  May  16,  1940  with  refer¬ 
ence  to  your  application  dated  April  2nd,  1940  for  a 
certificate  of  occupancy  for  the  parking  and  stoiage  of 
more  than  5  motor  vehicles  and  explaining  that  time 
has  expired  in  which  to  take  appeal  to  Board  of  Stand¬ 
ards  and  Appeals,  we  wish  to  advise  you  that  this  de¬ 
partment  has  no  authority  to  extend  such  time  and  our 
denial  of  April  9th,  1940  is  herewith  repeated: 


‘Relative  to  your  application  dated  April  2nd,  1940 
for  a  certificate  of  occupancy  for  the  use  of  the 
above  premises  as  a  parking  lot  for  more  than  five 
(5)  motor  vehicles,  we  wish  to  advise  you  that 
same  has  been  denied  as  the  premises  are  located 
in  a  business  district  where  this  occupancy  is  pro¬ 
hibited  by  Section  4  of  the  Building  Zone  Resolu¬ 
tion.’  ” 


and 


Whereas,  the  premises  consist  of  a  plot  of  ground  with 
-a  frontage  of-  99  ft.  and  a  depth  of  100  ft.  on  which  is.  located 
a  one-story  building  occupied  as  a  storeroom,  lubritorium, 
■office  and  a  gasoline  station;  it  is  proposed  to  occupy  a 
vacant  portion  of  this  plot  for  the  parking  and  stoiage  ot 
not  more  than  nineteen  (19)  automobiles,  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  by  the  Board  on  July 
7,  1936,  as  last  amended  February  23,  1938,  so  that  as 
amended  the  resolution  shall  read: 

“Granted,  under  section  21,  permitting  the  rearrange¬ 
ment  of  the  existing  gasoline  service  station  as  indi¬ 
cated  on  revised  plans  marked  ‘Received  February  17, 
1937,’  on  condition  that  the  building  shall  be  con¬ 
structed  of  fireproof  materials,  except  that  the  roof 


beams,  roof  boarding,  window  frames  and  sash,  door 
frames  and  doors  may  be  of  wood,  providing  the  ceil¬ 
ings  throughout  are  fire-retarded  in  accordance  with 
the  rules  of  the  Board  of  Standards  and  Appeals  and 
that  the  roof  weather  surfacing  shall  be  of  non¬ 
flammable  material;  that  the  room  for  heater  shall  be 
separated  from  the  balance  of  the  accessory  building 
by  fireproof  construction,  enterable  only  from  the  ex¬ 
terior  of  the  building;  that  in  the  event  an  air  pres¬ 
sure  machine  is  installed  in  the  boiler-room,  a  ventilat¬ 
ing  duct  shall  be  constructed  through  the  roof  of  the 
building;  that  automobile  repairing  permitted  on  the 
plot  shall  be  restricted  to  brake  testing,  brake  adjust¬ 
ing,  repairing  of  brakes,  to  be  carried  on  in  the  space 
indicated  on  the  revised  plans  marked  ‘Received  Feb- 
ruary  17,  1937,’  except  that  the  portion  of  the  acces- 
sory  building  where  such  work  is  pioposed  to  be 
carried  on  may  be  omitted,  provided  the  lot  line  walla 
are  constructed  of  the  height  required  herein  and  th<! 
surface  of  the  ground  paved  with  cement  or  Colprovia 
and  permitting  this  portion  of  accessory  building  t< 
be  later  constructed  and  the  use  herein,  permittee 
carried  on  therein,  provided  that  such,  portions  of  thi 
accessory  buildings  are  constructed  within  two  (2)  year 
from  the  date  of  this  amended  resolution;  that  tb 
entire  plot  where  not  covered  by  accessory  building 
shall  be  paved  either  with  cement  or  Colprovia;  tha 
gasoline  pumps  shall  be  relocated  so  that  no  gasolin 
pump  is  nearer  to  the  street  building  line  than  10  ft 
as  indicated  on  plan  marked  ‘Received  February  1/ 
1937’;  that  the  curb  cuts  to  Broadway  and  Tiema 
place  shall  not  exceed  those  now  existing ;.  that  ther 
shall  be  erected  along  the  southerly  interior  lot  lin 
and  easterly  interior  lot  lines,  where  walls  of  accessor 
building  do  not  occur,  a  wall  not  less  than  7  ft.  i 
height,  of  masonry,  to  match  construction  of  accessor 
building;  that  no  portable  gasoline  pump  shall  be  use 
on  or  from  the  premises;  that  no  signs  shall  be  per 
mitted  other  than  on  the  illuminated  globes  of  tli 
gasoline  pumps  and  permanent  signs  attached  to  tb 
facade  of  the  accessory  building,  excluding  all  roc 
signs  and  temporary  signs,  but  permitting  a  post  stanc 
ard  to  be  erected  within  the  Broadway  building  lin 
near  the  intersection  of  Tieman  place,  supporting 
sign,  which  may  be  illuminated,  advertising  only  tl 
brand  of  gasoline  on  sale,  providing  such  sign  do4 
not  extend  beyond  the  building  line  for  a  distance  c 
more  than  seven  feet;  that  lights  for  illumination  sha 
be  by  means  of  post  standards  with  metal  reflectoi 
arranged  to  reflect  downwardly;  that  plans  markc 
‘Received  February  17,  1937,’  are.  hereby  approved  i 
being  in  substantial  compliance  with  this  resolution  ; 
to  arrangement  and  design.  . 

Resolved  further,  that  in  the  event  the  owner  desir 
to  occupy  the  unused  space  on  this  plot  for  the  parkii 
and  storage  of  not  more  than  nineteen  (19)  motor  v 
hides,  such  parking  and  storage  may  be  permitted  ft 
a  term  of  two  (2)  years,  under  section  7,  subdivision 
provided  it  shall  be  limited  to  motor  vehicles  of  t> 
pleasure-car  type  arid  parked  as  indicated  on  plans  fib 
with  the  Board  marked  ‘Received  May  21.  1940’;  th 
such  space  shall  be  marked  out  by  painted  lines  on  pav 
meat  showing  each  car  space  and  allozving  a  space  of  n 
less  than  15  in.  between  pairs  of  cars  for  easy  acce 
thereto;  that  no  cars  shall  be  parked  other  than  as  ina 
caled  on  this  plan.” 


332-40- BZ. 

APPLICANT— Abraham  N.  Horwitz,  for  Harry  Bra; 
owner. 

SUBJECT— Application  (re  decision  of  the  borough  supe 
intendent  of  buildings),  under  section  21  of  tl 
building  zone  resolution,  to  permit  in  a  residen 
use  district  the  erection  and  maintenance  of  a  gas 
line  service  station. 
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PREMISES  AFFECTED — 2749-2771  Linden  boulevard, 
north  side,  from  Elderts  lane  to  Forbell  avenue 
(Block  No.  4469 A,  part  of  Lot  No.  16),  Borough 
of  Brooklyn. 

APPEARANCES — 

For  Applicant:  Abraham  N.  Horwitz  and  Harry 

Bram. 

For  Opposition:  None. 

ACTION  Ob  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Assistant  Chief  McCarthy  .  1 

Negative:  Chairman  Murdock  and'  Commis¬ 
sioners  Savage  and  Blum  .  3 

THE  RESOLUTION— 

(332-40-BZ) 

Whereas,  Abraham  N.  Horwitz,  for  Harry  Bram,  owner, 
iled  April  2,  1940,  an  application,  under  section  21  of  the 
tuilding  zone  resolution,  to  permit  in  a  residence  use  dis- 
rict  the  erection  and  maintenance  of  a  gasoline  service  sta- 
ion;  premises  2749-2771  Linden  boulevard,  north  side,  from 
•lderts  lane  to  Forbell  avenue  (Block  No.  4469A,  part  of 
.ot  No.  16),  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
y  the  Board  of  Standards  and  Appeals,  at  its  regular  meet- 
ig,  October  22.  1940,  after  due  notice  by  publication  in  the 
bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district. maps  accompanying  the  building 
one  resolution  show  that  Linden  boulevard  is  in  a  residence 
se  district;  Dumont  avenue  is  in  a  business  use  district; 
orbell  avenue  and  Elderts  lane  are  in  residence  and  business 
se  districts;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
uildings,  on  New  Building  Application  No.  488-40,  dated 
larch  7,  1940,  reads : 

“Proposed  gasoline  service  station  in  a  residential  use 
district  is  contrary  to  Art.  II,  Sec.  3  of  the  Building 
Zone  Resolution  and  is  therefore  denied.” 

id 

Whereas,  the  premises  consist  of  a  plot  fronting  200  ft. 
n  Linden  boulevard,  100  ft.  on  Elderts  lane  and  100  ft.  on 
orbell  avenue,  upon  which  it  is  proposed  to  erect  a  gasoline 
rvice  station ;  and 

Whereas,  these  premises  and  the  surrounding  area  were 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  deemed  that  the  applicant  had  failed 
>  substantiate  a  basis  of  appeal  under  section  21  of  the 
.nldin£  zone  resolution  and  was,  therefore,  not  entitled  to 
hel  on  the  grounds  of  practical  difficulty  and  unnecessary 
irdship. 

Resolved,  that  the  decision  of  the  borough  superintendent 
buildings,  on  New  Building  Application  No.  488-40,  be 
id  it  hereby  is  affirmed  and  that  the  application  be  and  it 
reby  is  denied. 


6-40-BZ. 

•PPLICAN  f — Samuels  and  Samuels,  for  William  J.  Ham¬ 
ilton,  owner. 

-BJECT  Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  sections  21  and  7f  of 
the  building  zone  resolution,  to  permit  in  a  business 
use  district  the  erection  and  maintenance  of  a  gaso¬ 
line  service  station. 

DEMISES  AFFECTED — 40-13  to  40-19  Junction  boule¬ 
vard,  east  side,  50.04  ft.  north  of  40th  road  (Block 
No.  1605,  Lot  No.  64),  Corona,  Borough  of  Queens. 

PPEARANCES— 

For  Applicant:  Ernest  W.  Brunner. 

For  Opposition:  Maxim  Ingber,  Mrs.  John  Rigat, 
John  N.  Herlitz,  Joseph  David  Taub  and 

Mastromora. 

CTION  OB  BOARD — Application  denied. 


THE  VOTE  TO  GRANT— 

Affirmative  .  o 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

THE  RESOLUTION— 

(336-40-BZ) 


Whereas,  Samuels  and  Samuels,  for  William  J.  Hamil¬ 
ton,  owner,  filed  April  3,  1940,  an  application,  under  sections 
21  and  7f  of  the  building  zone  resolution,  to  permit  in  a 
business  use  district  the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  40-13  to  40-19  Junction  boule¬ 
vard,  east  side,  50.04  ft.  north  of  40th  road  (Block  No.  1605. 
Lot  No.  64),  Corona,  Borough  of  Queens;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  Standards  and  Appeals,  at  its  regular  meet- 
mg,  October  22,  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Junction  boulevard,  40th  road  and 
Roosevelt  avenue  are  in  business  use  districts ;  97th  street 
is  in  business  and  residence  use  districts ;  and 
Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  New  Building  Application  No.  10301-39  dated 
March  5,  1940,  reads: 

“1.  The  construction  of  a  gasoline  service  station 
within  a  business  use  district  is  contrary  to  Art.  2,  Sec. 
4  of  the  Building  Zone  Resolution.” 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  /5.6  ft.  and  a  maximum  depth  of  95.8  ft.,  upon 
which  it  is  proposed  to  erect  a  gasoline  service  station ;  and 
Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  deemed  that  the  applicant  failed  to 
substantiate  a  basis  of  appeal  under  section  21  of  the  building 
zone  resolution  and  was,  therefore,  not  entitled  to  relief  on 
the  grounds  of  practical  difficulty  and  unnecessary  hardship ; 
and 

\V  hereas,  the  Board  further  deemed  that  there  was  no 
justification  for  the  exercise  of  its  discretion  to  grant  a  zon¬ 
ing  variance  under  section  7,  subdivision  f,  of  the  building 
zone  resoluton. 

Resolved ,  that  the  decision  of  the  borough  superintendent 
of  buildings,  acting  on  New  Building  Application  No.  10301- 
39,  Objection  No.  1,  be  and  it  hereby  is  affirmed  and  that 
the  application  be  and  it  hereby  is  denied. 


431-40-BZ. 

APPLICANT — Arthur  H.  Haaren,  for  George  L.  Slawson 
and  Estate  of  William  W.  Lawrence,  owners  (Kes- 
bec,  Incorporated,  lessee). 

SUBJECT — Application  (re  decision  of  the  acting  borough 
superintendent  of  buildings),  under  sections  7c,  7h 
and  21  of  the  building  zone  resolution,  to  permit  in 
a  business  use  district  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles  on  a  plot  occu¬ 
pied  in  part  as  a  gasoline  service  station. 
PREMISES  AFFECTED— 317-329  West  59th  street,  north 
side,  186  ft.  west  of  Columbus  avenue  (Block  No. 
1112,  Lot  Nos.  13.  14,  15,  115,  16  and  17),  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Arthur  H.  Haaren,  John  G.  Coleman 
and  Robert  G.  Calder. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


1463 


MINUTES 


THE  RESOLUTION— 

(431-40-BZ) 

Whereas,  Arthur  H.  Haaren,  for  George  L.  Slawson  and 
Estate  of  William  W.  Lawrence,  owners  (Kesebc,  Incor¬ 
porated,  lessee),  filed  April  24,  1940,  an  application  under 
sections  7c,  7h  and  21  of  the  building  zone  resolution,  to 
permit  in  a  business  use  district  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles  on  a  plot  occupied  in  part 
as  a  gasoline  service  station;  premises  317-329  West  59th 
street,  north  side,  186  ft.  west  of  Columbus  Circle  (Block 
No.  1112,  Lot  Nos.  13,  14,  15,  115,  16  and  17),  Borough  of 
Manhattan ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  October  22,  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  West  59th  street  and  Broadway 
are  in  business  use  districts;  West  60th  street  is  in  a  business 
and  unrestricted  use  district;  West  58th  street  is  in  a  retail 
and  business  use  district;  Columbus  Circle  is  in  a  business 
and  retail  use  district ;  and 

Whereas,  the  decision  of  the  borough  superintendent  cf 
buildings,  dated  April  5,  1940,  affecting  premises  317-325 
West  59th  street,  reads  : 

“Your  application  dated  April  2,  1940,  for  a  certificate 
of  occupancy  for  use  of  the  above  premises  for  parking 
lot  for  more  than  five  motor  vehicles  has  been  denied,  as 
the  premises  are  located  in  a  business  district  where  this 
occupancy  is  prohibited  bv  Section  4,  Article  2  of  the 
Building  Zone  Resolution.” 

and 

Whereas,  the  premises  consist  of  a  plot  fronting  137  ft. 

3  in.  on  West  59th  street,  with  a  depth  of  100.5  ft.,  how  oc¬ 
cupied  in  part  as  a  gasoline  service  station  and  lunch  wagon ; 
it  is  proposed  to  also  occupy  that  portion  of  the  site,  now 
occupied  as  a  gasoline  service  station  and  lunch  wagon,  for 
the  parking  of  more  than  five  (5)  motor  vehicles  and  to 
occupy  the  adjoining  86  ft.  to  the  west  for  the  parking  of 
more  than  five  (5)  motor  vehicles  in  conjunction  with  the 
balance  of  the  plot;  and 

Whereas,  this  property  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  prior  to  hearing;  and 
Whereas,  the  Board  deemed  that  it  was  a  proper  case  in 
which  it  could  exercise  its  discretion  under  section  7,  sub¬ 
divisions  c  and  h,  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted,  under  section  7,  sub¬ 
divisions  c  and  h  thereof,  to  permit  the  additional  use  of 
parking  on  the  legally  established  gasoline  station  now 
erected  on  Lot  No.  17,  with  a  street  frontage  of  48  ft.,  and 
to  permit  the  transient  parking  of  motor  vehicles  of  the 
pleasure-car  type  only  on  lots  adjoining  to  the  west,  namely. 
Lot  Nos.  13,  14,  15,  115  and  16,  making  a  total  frontage  for 
such  parking  use  on  such  lots  of  approximately  90  ft.  in 
addition  to  the  48  ft.  now  occupied  by  gasoline  station  on 
Lot  No.  17 ;  that  such  gasoline  station  use  on  Lot  No.  17 
shall  be  entirely  confined  to  such  lot,  and  any  gasoline  pumps, 
buildings  or  greasing  pits  now  operated  in  connection  there¬ 
with  shall  be  removed  from  adjoining  lots  and  may  be  re¬ 
established  on  such  Lot  No.  17 ;  that  the  lots  herein  permit¬ 
ted  for  parking  use  only  shall  be  leveled  substantially  to  the 
grade  of  West  59th  street  and  surfaced  with  steam  cinders, 
clean  gravel  or  other  suitable  material,  properly  rolled  and 
bound;  that  on  the  interior  lot  lines,  where  walls  of  adjoin¬ 
ing  buildings  do  not  occur,  there  shall  be  erected  a  substan¬ 
tial  woven-wire  fence  not  less  than  6  ft.  in  height ;  that  a 
similar  fence  shall  be  erected  along  the  street  building  line  of 
59th  street,  except  for  the  two  entrance  openings,  not  more 
than  30  ft.  in  width  each,  such  openings  to  be  in  addition 
to  the  existing  opening  to  the  existing  gas  station  on  Lot 
No.  17  having  a  frontage  of  48  ft.;  that  signs  advertising 
the  parking  use  shall  be  restricted  to  a  sign  attached  to 


fence  and  not  exceedng  15  sq.  ft.  in  area  and  shall  not  extend 
beyond  the  building  line ;  that  during  the  term  of  this  permit 
no  building  shall  be  erected  on  the  lots  on  which  parking  is 
permitted  exclusively,  but  such  lots  may  be  operated  in  con¬ 
junction  with  the  gasoline  station  in  adjoining  Lot  No.  17; 
that  proper  aisles  shall  be  maintained  at  all  times  for  easy 
entrance  and  exit  and  a  space  of  not  less  than  15  in.  shall  be 
maintained  between  alternate  rows  of  cars  for  easy  access' 
thereto ;  that  proper  portable  fire-fighting  equipment  shall  be; 
maintained  as  the  fire  commissioner  shall  direct,  and  that  all 
permits  shall  be  obtained  and  all  work  completed  within  six- 
(6)  months  from  the  date  of  this  resolution. 


605-40-BZ. 

APPLICANT— Max  Siegel,  for  City  of  New  York,  owner, 
of  Lot  No.  28  (Brick’s  Service  Station,  lessee),  and 
Brick’s  Service  Station,  owner  of  Lot  Nos.  3: 
and  33. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  sections  7c,  7f  and  2! 
of  the  building  zone  resolution,  to  permit  in  a  busi¬ 
ness  use  district  the  alteration  and  extension  of  ai 
existing  gasoline  service  station. 

PREMISES  AFFECTED — 20-40  Grand  Street  Extension 
and  255-265  South  4th  street,  southeast  cornei 

(Block  No.  2434,  Lot  Nos.  28,  32  and  33),  Borough 

of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Max  Siegel  and  Paul  Friedman. 
For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition! 

THE  VOTE—  : 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  '1 

Negative  .  1 

THE  RESOLUTION— 

(605-40-BZ) 

Whereas,  Max  Siegel,  for  City  of  New  York,  owner  o 
Lot  No.  28,  and  Brick’s  Service  Station,  owners  of  Lot  No: 
32  and  33  (Brick’s  Service  Stations,  Incorporated,  lessee) 
filed  June  6,  1940,  an  application,  under  sections  7c  and  2, 
of  the  building  zone  resolution,  to  permit  in  a  business  us 
district  the  alteration  and  extension  of  an  existing  gasolin, 
service  station;  premises  20-40  Grand  Street  Extension  an, 
255-265  South  4th  street,  southeast  corner  (Block  No.  243^ 
Lot  Nos.  28,  32  and  33),  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet 
ing,  October  22,  1940,  after  due  notice  by  publication  in  th 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  buildin- 
zone  resolution  show  that  Grand  Street  Extension,  Sout 
3rd  street  and  Marcy  avenue  are  in  business  use  districts; 
South  4th  street,  South  5th  street  and  Havemeyer  stret 
are  each  in  business,  residence  and  unrestricted  use  districts 
and 

Whereas,  the  decision  of  the  borough  superintendent  c 
buildings,  on  New  Building  Application  No.  1116-40,  date 
June  4,  1940,  reads:  < 

“The  extension  of  a  gasoline  service  station  and  th1 
erection  of  a  new  building  to-  be  used  as  office,  laundr. 
and  lubritorium  in  conjunction  therewith,  in  a  busine:' 
use  district  is  prohibited  by  Art.  II,  Sec.  4a  (46)  of  tb 
Building  zone  resolution.” 

and 

Whereas,  the  premises  consist  of  a  plot  fronting  169  f 

in.  on  Grand  Street  Extension^  142  ft.  (4  in-  on  Sout 
4th  street  and  92  ft.  2J4  in-  along  the  easterly  lot  line;  oj 
the  easterly  portion  of  the  plot  (Lot  Nos.  32  and  33)  thei 
exists  a  one-story  building,  8  ft.  6  in.  by  27  ft.  3  in.,  irregt 
lar,  in  area,  and  a  grease  pit  and  three  gasoline  dispensin: 
pumps  supplied  from  an  existing  1,100-gallon  gasoline  tan! 
it  is  proposed  to  construct  on  the  easterly  portion  of  the  pl< 
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ta  one-story  building,  15  ft.  in  height  and  27  ft.  by  92  ft.  2-}£ 
in.  in  area,  to  be  used  as  store,  office,  lubritorium  and  auto¬ 
mobile  laundry,  to  erect  six  gasoline  pumps,  to  install  four 
gasoline  tanks,  to  remove  the  existing  pumps,  grease  pit  and 
iccessory  building  from  the  westerly  portion  of  the  prem¬ 
ises  and  to  operate  the  entire  area  as  a  gasoline  service  sta- 
ion,  lubritorium  and  auto  laundry ;  and 
Whereas,  the  applicant  requested  permission  to  amend 
lis  application  to  include  section  7,  subdivision  f;  and 
Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board  prior  to  the  hearing ; 
nd 

W hereas,  the  Board  deemed  that  this  was  a  proper  case 
n  which  to  exercise  its  discretion  to  grant  under  section  7, 
ubdi vision  f,  of  the  building  zone  resolution. 

|  Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
emulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted,  under  section  7,  sub- 
livision  f  thereof,  for  a  term  of  ten  (10)  years .  to  permit 
lie  extension  of  the  legally  established  station  on  Lot  No. 
12,  so  as  to  include  Lot  Nos.  33  and  28,  on  condition  that 
he  station  shall  be  reconstructed  and  rearranged  substan- 
ially  as  indicated  on  plans  filed  with  this  application  and 
narked  “Received  June  11,  1940”;  that  all  existing  structures 
:nd  tanks  shall  be  removed  from  the  premises ;  that  the  new 
iccessory  building  shall  be  constructed  of  incombustible 
laterial,  except  roof  beams  and  roof  boarding  may  be  of 
:ood,  provided  roof  is  surfaced  with  natural  slate  as  indi¬ 
cted  ;  that  no  windows  shall  be  erected  on  the  interior  lot 
ne  to  the  east ;  that  any  windows  or  other  openings  erected 
n  street  lot  lines  to  the  south  shall  be  filled  with  approved 
lass  brick ;  that  the  openings  to  the  accessory  building  mav 
ave  wood  closure  doors,  provided  the  recent  equipment  is 
f  the  hydraulic  type  shown;  that  the  balance  of  the  plot, 
xcept  where  planting  areas  are  indicated,  shall  be  surfaced 
■ith  Colprovia  or  other  suitable  material;  that  the  planting 
rea  shall  be  maintained  with  curb  protection  around  same 
ot  less  than  6  in.  in  height  and  6  in.  in  width ;  that  no  gaso- 
ne  pumps  shall  be  erected  nearer  than  15  ft.  to  either  street 
tie  and  such  pumps  shall  be  of  the  parkway  design  as  ap- 
-oved  by  the  Park  Department;  that  the  accessory  building 
■iall  be  constructed  with  face  brick  and  maintained  un- 
iinted;  that  the  pedestals  of  the  gasoline  pumps  shall  be 
;  solid  masonrv  harmonizing  with  accessory  building:  that 
htrances  shall  be  restricted  to  three  (3)  to  Grand  Street 
xtension,  not  exceeding  30  ft.  in  width  each,  and  two  (2) 

>  South  4th  street  of  similar  width;  that  all  curbs,  other 
ian  the  herein  permitted  curb  cuts,  shall  be  restored-  that 
,e  S"Je walk  on  Grand  Street  Extension  and  South  4th  street 
iall  be  replaced  with  new  surfacing ;  that  there  shall  be  no 
ien  excavation  under  the  accessory  building ;  that  any 
?ater  room  shall  be  separated  from  the  balance  of  the  ac- 
•ssorv  building  by  fireproof  construction  and  enterable  only 
om  the  exterior;  that  during  the  term  of  this  permit  the 
'erruses  shall  be  used  for  no  other  use  than  as  a  gasoline 
■rvice  station  with  accessory  uses  herein  permitted  and  in- 
cated ;  that  there  shall  be  no  parking  of  automobiles  except 
lose  being  serviced  and  that  there  shall  be  no  motor  ve- 
cle  repairing;  that  no  portable  gasoline  tanks  shall  be  used 
i  or  from  the  premises,  and  signs  shall  be  restricted  to  a 
.rmanent  sign  attached  to  the  accessory  building  and  to 
iiiminated  globes  of  the  pumps,  excluding  all  roof  and  tem- 
•>rary  signs,  but  permitting  the  erection  near  the  building 
ie  of  the  street  intersection  of  a.  post  standard,  advertising 

>  e  y  the  brand  of  gasoline  on  sale,  and  permitting  such 
gn  to  extend  beyond  the  building  line  a  distance  of  4  ft. 
t  u°. i  '^um'nated  •  that  similar  signs  may  be  erected, 
tached  to  accessory  building  on  Grand  Street  Extension  to 
e  east  and  on  South  4th  street  also  to  the  east ;  that  before 
3 ns  are  filed  with  the  borough  superintendent  of  buildings. 
•>nip  ete  working  drawings,  including  landscaping  plan, 

i  tjPe  of  niaterial  proposed  to  be  planted,  shall  he 
mi  tc<  to  the  Board  for  apnroval  bv  the  chairman  in  be- 
o  the  Board  in  comnliance  with  this  resolution:  that 
,c  plans  shall  be  submitted  within  two  (2)  months  from 


the  date  of  this  resolution,  and  that  after  approval  of  such 
plans,  all  permits  shall  be  obtained  and  all  work  shall  be 
completed  within  one  (1)  year  thereafter. 


633-40-BZ. 

APPLICANT — A.  Paul  Loshen.  for  Minnie  Weinstein, 
owner. 

SUBJEC1 — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  sections  7f,  7i  and  21 
of  the  building  zone  resolution,  to  permit  in  a  busi¬ 
ness  use  district  the  erection  and  maintenance  of  a 
gasoline  service  station  and  motor  vehicle  repair 
shop. 

PREMISES  AFFECTED — 195-05  Linden  boulevard,  north¬ 
east  corner  of  195th  street  (Block  No.  11067,  Lot 
Nos.  40  and  42),  St.  Albans,  Borough  of  Queens. 
APPEARANCES— 

Tor  Applicant:  A.  Paul  Loshen,  Leonard  Lazarus 
and  Minnie  Weinstein. 

For  Opposition:  Royal  E._  Dalrymple,  Bernard  Lit¬ 
ton  and  Charles  A.  Kiessmaul. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  g 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

TPIE  RESOLUTION— 

(633-40-BZ) 

Whereas,  A.  Paul  Loshen,  for  Minnie  Weinstein,  owner, 
filed  June  12,  1940,  an  application,  under  sections  7f,  7i  and 
21  of  the  building  zone  resolution,  to  permit  in  a  business 
use  district  the  erection  and  maintenance  of  a  gasoline  service 
station  and  motor  vehicle  repair  shop;  premises  195-05  Lin¬ 
den  boulevard,  northeast  corner  of  195th  street  (Block  No. 
11067,  Lot  Nos.  40  and  42),  St.  Albans,  Borough  of  Queens; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  October  22,  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
W hereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Linden  boulevard  is  in  a  business 
use  district;  194th,  195th  and  196th  streets  are  in  residence 
and  business  use  districts ;  and 
Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  New  Building  Application  No.  562-40,  dated 
May  31,  1940,  reads: 

‘T.  The  erection  of  a  gasoline  selling  station  and  an 
automobile  repair  shop  in  a  business  district  is  contrary 
to  Art.  2,  Section  4,  Subdivision  46  and  29  of  the  Build¬ 
ing  Zone  Resolution.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  with  a 
frontage  of  100  ft.  on  Linden  boulevard  and  87.42  ft.  on  195th 
street,  upon  which  it  is  proposed  to  erect  a  gasoline  service 
station  and  motor  vehicle  repair  shop ;  and 
Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  there  was  insufficient 
basis  for  the  use  of  its  discretion  under  the  provisions  of 
sections  7f_  and  7i,  and  that  the  applicant  failed  to  substan¬ 
tiate  a  basis  of  appeal  under  section  21  of  the  building  zone 
resolution  and  was,  therefore,  not  entitled  to  relief  on  the 
grounds  of  practical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  on  New  Building  Application  No.  562-40,  be 
and  it  hereby  is  affirmed  and  that  the  application  be  and  it 
hereby  is  denied. 


748-40-BZ. 

APPLICANT — Anthony  T.  Daidone,  Assistant  to  Director, 
Bureau  of  Architecture,  Department  of  Public 
Works,  for  City  of  New  York,  owner. 


MINUTES 


SUBJECT— Application  (re  decision  of  the  acting  borough 
superintendent  of  buildings),  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  residence 
use  district  the  erection  and  maintenance  of  an  ad¬ 
ministration  building  for  use  in  connection  with  a 
sewage  disposal  plant. 

PREMISES  AFFECTED— Southwest  end  of  Harts  Island, 
opposite  Schofield  street,  City  Island,  Borough  of 
The  Bronx. 

APPEARANCES— 

For  Applicant:  A.  Prober  and  F.  Bellini. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE—  ^  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

Negative  .  0 

THE  RESOLUTION— 

(748-40-BZ) 

Whereas,  Anthony  J.  Daidone,  for  City  of  New  York, 
owner,  filed  July  8,  1940,  an  application,  under  section  21  of 
the  building  zone  resolution,  to  permit  in  a  residence  use 
district  the  erection  and  maintenance  of  an  administration 
building  for  use  in  connection  with  a  sewage  disposal  plant ; 
premises  southwest  end  of  Harts  Island,  opposite  Schofield 
street,  City  Island,  Borough  of  The  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  October  22,  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Harts  Island  is  located  in  a  resi¬ 
dence  use  district ;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  New  Building  Application  No.  510-40,  dated 
June  12,  1940,  reads: 

“1.  Proposed  use  ‘Administration  Building’  is  con¬ 
trary  to  Section  3,  Article  2  of  the  Building  Zone  Reso¬ 
lution.” 

and 

Whereas,  the  premises  consist  of  a  large  plot  of  ground, 
approximately  960  ft.  by  300  ft.,  irregular,  in  area,  located 
at  the  southwest  end  of  Harts  Island,  on  which  it  is  pro¬ 
posed  to  erect  a  one  and  one-half  story  and  cellar  fireproof 
building  40  ft.  10^  in.  by  35  ft.  10  in.  in  area,  to  be  used  as 
an  administration  building  in  connection  with  the  sewage 
disposal  plant  operated  by  the  City  of  New  York  adjacent 
thereto ;  and 

Whereas,  the  surrounding  area  was  inspected  by  a  com¬ 
mittee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  the  applicant  had.  sub¬ 
stantiated  a  basis  of  appeal  under  section  21  of  the  building 
zone  resolution  and  was,  therefore,  entitled  to  relief  on  the 
grounds  of  practical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted,  under  section.  2.1  there¬ 
of,  to  permit  the  construction  of  the  proposed  administration 
building,  as  indicated  on  plans  filed  herewith,  on  condition 
that  in  all  other  respects  all  laws,  rules  and  regulations  ap¬ 
plicable  thereto  shall  be  complied  with,  and  granted  only  so 
long  as  the  building  is  occupied  as  proposed  under  the  juris¬ 
diction  of  the  City  of  New  York;  that  all  permits  required 
shall  be  obtained  and  all  work  involved  completed  within 
one  (1)  year  from  the  date  of  this  resolution. 


749-40-BZ. 

APPLICANT— Anthony  J.  Daidone,  Assistant  to  Director. 

Bureau  of  Architecture,  Department  of  Public 
Works,  for  City  of  New  York,  owner. 


SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  residence 
use  district  the  erection  and  maintenance  of  a  pump¬ 
ing  station  to  be  used  in  connection  with  a  sewage 
disposal  plant. 

PREMISES  AFFECTED— Southeast  part  of  Harts  Island, 
opposite  Schofield  street,  City  Island,  Borough  of 
The  Bronx. 

APPEARANCES— 

For  Applicant:  A.  Prober  and  F.  Bellini. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

Negative  .  9 

THE  RESOLUTION— 

(749-40-BZ) 

Whereas,  Anthony  J.  Daidone,  for  City  of  New  York,’ 
owner,  filed  July  8,  1940,  an  application,  under  section  21  of 
the  building  zone  resolution,  to  permit  in  a  residence  use 
district  the  erection  and  maintenance  of  a  pumping  station 
to  be  used  in  connection  with  a  sewage  disposal  plant ;  prem¬ 
ises  southeast  part  of  Harts  Island,  opposite  Schofield  street. 

City  Island,  Borough  of  The  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application' 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet-' 
ing.  October  22,  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Harts  Island  is  located  in  a  resi-' 

dence  use  district;  and  . 

Whereas,  the  decision  of  the  borough  superintendent  o. 
buildings,  on  New  Building  Application  No.  511-40,  datee- 
June  12,  1940,  reads: 

“1.  Proposed  use  ‘Pumping  Station’  is  contrary  t< 
Section  3,  Article  2  of  the  Building  Zone  Resolution.” 

Whereas,  the  premises  consist  of  a  large  plot  of  ground 
approximately  960  ft.  by  300  ft.,  irregular,  in  aiea,.  u.poi 
which  it  is  proposed  to  erect  a  one-story  fireproof  building 
20  ft.  2Ya  in.  in  height,  40  ft.  by  30  ft.  6  in.  in  area,  o; 
fireproof  construction,  to  be  used  as  a  pumping  station  n 
connection  with  a  sewage  disposal  plant  located  adjacen 
thereto;  and 

Whereas,  the  surrounding  area  was  inspected  by  a  com. 
mittee  of  the  Board;  and 

Whereas,  the  Board  deemed  the  applicant  had  substan 
tiated  a  basis  of  appeal  under  section  21  of  the  building  zon 
resolution  and  was,  therefore,  entitled  to  relief  on.  th 
grounds  of  practical  difficulty  and  unnecessary  hardship- 
Resolved,  that  the  Board  of  Standards  and  Appeals,  doe 
hereby  make  a  variation  in  the  application  of  the  use  distnc 
regulations  of  the  building  zone  resolution  and  . that  the  ap 
plication  be  and  it  hereby  is  granted,  under  section  21  there 
of.  to  permit  the  construction  of  the  proposed  pumping  sta. 
tion,  as  indicated  on  plans  filed  herewith,  on  condition  ths 
in  all  other  respects  all  laws,  rules  and  regulations  apphcabl 
thereto  shall  be  complied  with,  and  granted  only  so. long  a 
the  building  is  occupied  as  proposed,  under  the.  jurisdictio 
of  the  City  of  New  York;  that  all  permits  required  shall  t 
obtained  and  all  work  involved  completed  within  one  (1 
year  from  the  date  of  this  resolution. 


928-40-BZ. 

APPLICANT— The  Finkel  Umbrella  Frame  Company,  h 
corporated,  owner. 

SUBJECT— Application  (re  decision  of  the  borough  supei 
intendent  of  buildings),  under  section  7a  of  tr 
building  zone  resolution,  to  permit  in  a  resident 
use  district  on  a  plot,  partly  in  a  residence  use  di 
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trict  and  partly  in  a  business  use  district,  the  ex¬ 
tension  of  an  existing  factory  building. 

PREMISES  AF FECTED — 890-914  Brush  avenue,  east 
side.  496.18  ft.  south  of  East  177th  street  (Block 
No.  5541,  Lot  No.  130),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Leonard  E.  Finkel. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(928-40-BZ) 

Whereas,  The  Finkel  Umbrella  Frame  Company,  Incor¬ 
porated,  owner,  filed  September  23,  1940,  an  application, 
under  section  7a  of  the  building  zone  resolution,  to  permit 
in  a  residence  use  district  on  a  plot,  partly  in  a  residence 
use  district  and  partly  in  a  business  use  district,  the  exten¬ 
sion  of  an  existing  factory  building;  premises  890-914  Brush 
avenue,  east  side,  496.18  ft.  south  of  East  177th  street 
i  (Block  No.  5541,  Lot  No.  130),  Borough  of  The  Bronx; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet 
ing,  October  22,  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
,  Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Brush  avenue  on  the  east  side  is 
located  in  a  business  use  district;  Brush  avenue  on  the  west 
side  is  located  in  an  unrestricted  use  district;  Westchester 
boulevard  is  located  in  a  business  use  district,  and  the  prop¬ 
erty  located  east  of  a  line  100  ft.  east  of  Brush  avenue  is 
located  within  a  residence  use  district;  and 

WnEREAs,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Alteration  Application  No.  407-40,  dated  Sep¬ 
tember  19,  1940,  reads: 

“1.  Extension  (one  additional  story)  to  existing 
factory  located  in  residence  and  business  district  is  con¬ 
trary  to  Sections  3  and  4  of  the  Building  zone  resolu¬ 
tion.” 

Whereas,  the  premises  consist  of  a  plot  fronting  276.66 
ft.  on  the  east  side  of  Brush  avenue,  having  a  depth  of  333.89 
ft.,  and  irregular  in  area,  upon  which  there  exists  several 
one  and  two-story  factory  buildings  of  Class  3  construction; 
it  is  proposed  to  construct  an  addition  to  the  second  story 
of  an  existing  one  and  two-story  factory  building  located 
193.89  ft.  east_of  Brush  avenue;  the  existing  building  is  131 
ft.  10  in.  _bv  75  ft.  jn  area,  with  a  one-story  extension  on 
the  rear  25  tt.  hv  107  ft.  6  in.  in  area  -  the  pronosed  addition 
to  the  second  story  will  be  constructed  by  raising  the  exist¬ 
in'’-  one-«torv  extension  such  extension  to  be  25  ft.  by  107 
ft  6  in.  in  area,  approximately  33  ft.  in  height,  as  shown  on 
plans  marked  Received  Sentember  23,  1940,”  and  to  occupy 
the  entire  premises  for  the  manufacture  of  umbrella  frames, 
garden  furniture  and  garden  umbrellas ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board:  and 
.  Whereas,  the  Board  deemed  that  this  was  a  proper  case 
m  which  to  exercise  its  discretion  to  grant  under  section  7. 
subdivision  a,  of  the  building  zone  resolution. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted,  under  section  7a  there- 
,  Perrn,t  the  addition  to  the  legally  existing  factory 
uilding,  as  indicated  on  plans  filed  herewith,  on  condition 
that  such  extension  shall  comply  with  all  laws  rules  and 
rC^Uu  'rns  aPP^ca^fe  thereto  and  that  the  building  shall 
not  be  further  extended,  and  granted  only  so  long  as  the 
premises  are  used  by  the  present  concern  or  its  successors 
in  the  same  line  of  business;  that  all  permits  required  shall 


be  obtained  and  all  work  completed  within  one  ( 1 )  year  from 
the  date  of  this  resolution. 


APPEAL  FROM  ADMINISTRATIVE  DECISION. 
554-40-A. 

APPLICANT — Lama  and  Proskauer,  for  Margaret  R.  Di- 
Gioia,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 2146  Gerritsen  avenue,  west 
side,  280  ft.  north  of  Avenue  U  (Block  No.  7341, 
Lot  No.  4),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Abram  Shlefstein. 

ACTION  OF  BOARD — Appeal  granted. 

THE  VOTE— 

Affirmative:  Commissioners  Savage  and  Blum 


and  Assistant  Chief  McCarthy  .  3 

Negative:  Chairman  Murdock  .  1 

THE  RESOLUTION— 

(554-40-A) 


W  hereas.  Lama  and  Proskauer,  for  Margaret  R.  DiGioia, 
owner,  filed  May  23,  1940,  an  appeal  from  a  decision  of  the 
borough  superintendent  of  buildings ;  premises  2146  Gerritsen 
avenue,  west  side,  280  ft.  north  of  Avenue  U  (Block  No. 
7341,  Lot  No.  4),  Borough  of  Brooklyn;  and 
Whereas,  the  revised  decision  of  the  borough  superin¬ 
tendent  of  buildings,  on  Alteration  Application  No.  1855-40, 
dated  June  17,  1940,  reads: 

“1.  Proof  of  use  of  stable  prior  to  1928  not  accept¬ 
able  to  Borough  Superintendent.  Subsequent  use  of 
stable  for  three  horses  on  same  premises  as  three  car 
garage  is  contrary  to  Article  II,  Section  4b  of  the  Zon¬ 
ing  Resolutions  Application  for  certificate  of  occupancy 
for  stable  denied.” 

and 

Whereas,  the  building  is  one  story  (10  ft.)  in  height,  41 
ft.  by  20  ft.  in  area ;  of  Class  4  construction ;  located  in  a 
business  use  district;  erected  prior  to  1924;  located  on  a  lot 
109  ft.  2J4  in.  by  53  ft.  11^  in.,  irregular,  in  area,  and 
occupied  as  a  stable  for  four  (4)  horses;  and 
W hereas,  the  applicant  contends  the  premises  in  question 
is  improved  with  a  one-family  dwelling,  a  one-story  garage, 
25  ft.  by  19  ft.  in  area,  a  one-storv  frame  sales  shed,  10  ft. 
by  15  ft.  in  area,  and  the  building  in  question  which  is  20  ft. 
by  41  ft.  in  area  and  occupied  as  a  stable;  that  the  present 
owner  acquired  the  property  in  1924,  at  which  time  the 
frame  stable  and  sales  shed  were  existing ;  that  the  dwelling 
was  constructed  under  Permit  No.  12913-26  and  Certificate 
of  Occupancy  No.  45170  was  issued;  that  the  garage  at  the 
rear  of  the  dweling  was  built  in  1928  under  Permit  No. 
3449-28,  which  provided  for  a  three-car  garage ;  that  the 
stable  in  question  had  been  on  the  premises  for  many  years 
prior  to  the  acquisition  by  the  present  owner  in  1924;  that 
no  certificate  of  occupancy  lias  been  issued  therefor ;  that 
this  parcel  was  at  one  time  part  of  the  old  Sheepshead  Bay 
Race  Track,  which  was  erected  prior  to  1916,  and  for  which 
no  certificate  of  occupancy  was  required ;  that  the  frame 
stable  and  sales  shed  could  have  been  legalized  in  1924.  at 
which  time  the  property  was  zoned  for  business  and  was 
outside  the  fire  limits  due  to  the  fact  that  the  buildings  were 
existing  in  1924;  that  taxes  have  been  continuously  paid 
since  and  that  no  violation  existed  at  the  time  of  the  ac¬ 
quisition  of  the  property;  that  it  is  respectfully  requested 
that  this  appeal  be  granted ;  and 

Whereas,  there  exists  on  the  plot  a  one-family  dwelling, 
a  three-car  garage  accessory  to  the  dwelling,  the  frame  stable 
in  question  and  a  frame  sales  shed;  and 
Whereas,  the  plot  is  located  partly  in  a  business  use  area 
and  partly  in  a  residence  use  area ;  and 
Whereas,  the  three-car  garage  was  permitted  by  the  De¬ 
partment  of  Buildings  as  an  accessory  use  to  the  dwelling 
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and  the  owner  claims  that  he  is  also  entitled  to  the  use  of 
the  stable  for  three  (3)  horses  as  an  accessory  building  on 
the  plot  inasmuch  as  it  is  claimed  that  the  building  was  used 
as  a  stable  on  this  plot  prior  to  1916 ;  and 

Whereas,  the  record  could  not  be  clearly  established  be¬ 
yond  doubt  that  the  stable  building  was  not  on  the  plot  prior 
to  1916. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  on  Alteration  Application  No.  1855-40,  be  and 
it  hereby  is  reversed  and  that  the  appeal  be  and  it  hereby  is 
granted. 


Adjourned,  1 :30  P.M. 


Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  OCTOBER  22,  1940. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Assistant  Chief  McCarthy. 


BUILDING  ZONE  CASES. 


919-40-BZ. 

APPLICANT— George  A.  Boehm,  for  Victor  Moore  and 
Broadway-75th  Street  Corporation,  owners. 

SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  section  7j  of  the 
building  zone  resolution,  to  permit  in  a  business  use 
district  the  erection  of  a  business  building  to  be 
occupied  in  part  as  a  bus  station. 

PREMISES  AFFECTED— 74-11  to  74-21  Broadway,  north 
side,  116.7  ft.  east  of  Roosevelt  avenue,  74-12  to 
74-20  Roosevelt  avenue  and  40-02  to  40-14  75th 
street  (Block  No.  1485,  Lot  Nos.  29  and  33), 
Jackson  Heights,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  George  A.  Boehm,  Cornelius  G.  De- 
Loca,  H.  P.  Pernell,  Edward  A.  MacDougal 
and  John  J.  Reardon. 

For  Opposition  :  Mrs.  D.  Rothstein,  Mrs.  H.  Hynd, 
Mrs.  Ranoli,  Mrs.  Nedell,  Mrs.  J.  Haberman, 
Mrs.  L.  Mailer,  Nicola  Spinella,  M.  G.  Beunder, 
H.  Balfour,  F.  K.  Allen,  J.  M.  Faun  and  others. 

ACTION  OF  BOARD— Laid  over  to  October  29,  1940,  at 
2  P.M.,  pending  decision  by  the  Board. 


953-40-BZ. 

APPLICANT— Electus  D.  Litchfield,  for  Fairchild  Avia¬ 
tion  Corporation,  owner. 

SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  sections  7 a  and  7c  of 
the  building  zone  resolution,  to  permit,  the  erection 
of  an  extension  to  a  factory  building  in  a  business 
use  district  on  a  plot  located  partly  in  an  unre¬ 
stricted  use  district  and  partly  in  a  business  use  dis¬ 
trict. 

PREMISES  AFFECTED— 134-22  Jamaica  avenue,  south 
side,  200.17  ft.  west  of  Van  Wyck  boulevard,  and 
88-06  Van  Wyck  boulevard  (Block  No.  9342  [236], 
Lot  Nos.  25,  9  and  7),  Jamaica,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Electus  D.  Litchfield,  C.  L.  Terrill 
and  James  S.  Ogsburg. 

For  Opposition:  Robert  J.  Dixon,  George  S.  Ader, 
Mrs.  Rose  Santino,  Mrs.  Bertha  Zafifer,  Fridel 
Abt  J.  R.  Duryea  and  Charles  MacGregor. 

ACTION  OF  BOARD— Laid  over  to  October  29,  1940,  at 
2  P.M.,  for  decision  by  the  Board  without  further 
argument. 


263-31-BZ. 

APPLICANT — Weissglass  Dairies,  Incorporated,  owner. 
SUBJECT— Application  reopened  March  30,  1937— re  Ap¬ 
plication,  under  section  7a  of  the  building  zone  reso¬ 
lution,  to  permit  in  a  business  use  district  the  fur¬ 
ther  extension  in  area  of  a  milk  bottling  and  dis¬ 
tributing  station  (an  extension  of  said  use  having 
been  previously  granted  by  the  Board). 
PREMISES  AFFECTED— 2014  Forest  avenue  south 

?0  ft.  3  in.  east  of  Maple  avenue  (Block  No.  1696, 
Lot  Nos.  9,  12,  138  and  139).  Mariners  Harbor, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  None.  .  ,  .  ,  ,  , 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS—  .  . 

Affirmative:  Chairman  Murdock,  Commissioner 

Blum  and  Assistant  Chief  McCarthy  .  3 

Negative  . : .  , 

Absent:  Commissioner  Savage  .  1 

THE  RESOLUTION— 

(263-31-BZ) 

Whereas,  this  application,  under  section  7 a  of  the.build- 
ing  zone  resoultion,  to  permit  in  a  business  use  district  the 
erection  and  maintenance  of  additional  buildings  and  the 
alteration  and  extension  of  a  building  occupied  for  a  milk 
bottling  and  distributing  station,  premises  2014  Forest  ave¬ 
nue,  south  side,  20  ft.  3  in.  east  of  Maple  avenue  (Block 
No.  1696,  Lot  Nos.  9,  12,  138  and  139),  Mariners  Harbor, 
Borough  of  Richmond,  was  granted  by  the  Boaid  July  1  , 
1931,  on  certain  conditions,  the  resolution  amended  May  17, 
1932’  and  October  20.  1936;  and 

Whereas,  Weissglass  Dairies,  Incorporated,  owner,  filed 
February  4,  1938,  an  application,  under  section  7a  of  the 
building  zone  resolution,  to  permit  in  a  business  use  district 
the  further  extension  in  area  of  a  milk  bottling  estabhsn- 
ment;  and 

Whereas,  this  application  was  reopened  by  vote  of  tne 
Board  March  30,  1937 ;  and  _ 

Whereas,  the  applicant  failed  to  complete  the  papers  al¬ 
though  duly  notified  to  do1  so,  and  at  the  public  hearing 
there  was  no  appearance  made  on  behalf  of  the  applicant. 

Resolved,  that  the  application  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


337-33- BZ. 

APPLICANT— Robert  Teichman,  for  City  Bank  Farmers 
Trust  Company,  as  trustee  of  Estate  of  William 
Waldorf  Astor,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  permit — re  Application  (decision  of  the 
commissioner  of  buildings),  under  sections  7f  and 
21  of  the  building  zone  resolution,  permitting  in  a 
business  use  district  the  maintenance  of  a  parking 
space  for  more  than  five  (5)  motor  vehicles  for  a 
temporary  period. 

PREMISES  AFFECTED— East  side  of  River  avenue,  100 
ft.  north  of  East  161st  street  (Block  No.  2484,  Lot 
No.  9),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Robert  Teichman. 

ACTION  OF  BOARD— Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioner 

Blum  and  Assistant  Chief  McCarthy  .  3 

Negative  .  !j 

Absent :  Commissioner  Savage  .  1 

THE  RESOLUTION— 

(337-33- BZ) 

Whereas,  this  application,  to  permit  in  a  business  use 
district,  for  a  temporary  period  of  not  more  than  two.  (->) 
years,  the  parking  of  more  than  five  (5)  motor  vehicles, 
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premises  east  side  of  River  avenue,  100  ft.  north  of  East 
161st  street  (Block  No.  2484,  Lot  No.  9),  Borough  of  The 
Bronx,  was  granted  by  the  Board  February  14,'  1934,  on 
certain  conditions,  the  term  of  the  permit  extended  from 
time  to  time,  and  the  applicant  requested  a  further  extension 
of  the  permit. 

Resolved,  that  the  resolution  adopted  by  the  Board  on 
hebruary  14,  19.14,  be  amended,  so  that  as  amended  the  reso¬ 
lution  shall  read : 

“ Resolved ,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution 
and  that  the  ^application  be  and  it  hereby  is  granted , 
under  section  7li,  for  a  period  of  two  (2)  years  from  the 
date  of  this  amended  resolution,  permitting  the  plot  to 
be  used  as  parking  space  for  more  than  five  (5)  auto¬ 
mobiles  of  the  pleasure-car  type  during  periods  when 
the  Vankee  Stadium  is  used  for  baseball  games  or  ex¬ 
hibitions  and  in  no  event  to  permit  this  parking  space 
to  be  used  for  over-night  parking,  on  condition  that  the 
plot  under  appeal  shall  be  surrounded  by  a  substantial 
woven-wire  fence  not  less  than  6  ft.  in  height  on  all  ex¬ 
terior  lot  lines ;  that  the  openings  to  this  parking  space 
shall  not  exceed  three  (3),  all  from  River  avenue,  each 
opening  not  to  exceed  25  ft.  in  width.” 

;  10-38-BZ. 

APPLICANT — Kissena  Amusement  Corporation  (lessee), 
for  Stellbea  Theatres  Corporation,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit— re  Application  (decision  of  the 
borough  superintendent  of  buildings),  under  section 
7h  oi  the  building  zone  resolution,  permitting  in  a 
business  use  district  the  parking  of  more  than  five 
(5)  motor  vehicles. 

PREMISES  AFFECTED — 136-20  37th  avenue,  south  side, 
100  ft.  east  of  Main  street  (Block  No.  4978,  Lot 
No.  9),  Flushing,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Jacob  Reff  and  Mitchell  Kay. 
ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Assistant  Chief  McCarthy .  3 

Negative  .  0 

Absent:  Commissioner  Savage  .  1 

THE  RESOLUTION— 

(10-38-BZ) 


..  Whereas,  this  application,  under  section  7h  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  use  district  the 
parking  of  more  than  five  (5)  motor  vehicles,  premises  1 30- 
20  37th  avenue,  south  side.  100  ft.  east  of  Main  street  (Block 
No.  4978,  Lot  No.  9),  Flushing,  Borough  of  Queens,  was 
granted  bv  the  Board  September  13,  1938,  on  certain  condi¬ 
tions,  and  the  applicant  requested  an  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  on  September  13,  1938, 
only  so  far  as  it  has  reference  to  the  term  of  the  permit,  so 
that  as  amended  this  portion  of  the  resolution  shall  read: 
granted,  under  section  7h  thereof,  for  a  temporary 
term  of  two  (2)  years  from  the  date  of  this  amended 
resolution.” 


586-39- BZ. 

APPLICANT — Lama  and  Proskauer,  for  Mary  L.  Moll 
„  -  an<^  Charles  London,  owners. 

SUBJECT  —  Application  for  consideration  —  reopening, 
amendment  of  resolution  and  approval  of  plans — re 
Application  (decision  of  the  borough  superintendent 
of  buildings),  previously  granted  under  sections  7g 
and  21  of  the  building  zone  resolution,  permitting 
in  a  business  use  district  the  alteration  and  exten¬ 


sion  of  a  garage  for  more  than  five  (5)  motor 
vehicles  and,  also,  the  inclusion  of  a  gasoline  service 
station. 

PREMISES  AFFECTED— 430-440  Atlantic  avenue,  south 
side,  256  ft.  3  in.  west  of  Nevins  street  (Block  No. 
184,  Lot  Nos.  14,  17  and  18),  Borough  of  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  Charles  Lon¬ 
don. 

ACTION  OF  BOARD — Application  reopened,  resolution 
amended  and  plans  approved. 

THE  VOTE  TO  REOPEN,  AMEND  RESOLUTION 
AND  APPROVE  PLANS— 

Affirmative:  Chairman  Murdock,  Commissioner 


Blum  and  Assistant  Chief  McCarthy  .  3 

Negative  .  0 

Absent :  Commissioner  Savage  .  1 

THE  RESOLUTION— 

(586-39-BZ) 


Whereas,  this  application,  under  sections  7g  and  21  of 
the  building  zone  resolution,  to  permit  in  a  business  use  dis¬ 
trict  the  alteration  and  extension  of  a  garage  for  more  than 
five  (5)  motor  vehicles  and,  also,  the  inclusion  of  a  gasoline 
service  station,  premises  430-440  Atlantic  avenue,  south  side, 
256  ft.  3  in.  west  of  Nevins  street  (Block  No.  184,  Lot  Nos. 
14,  17  and  18),  Borough  of  Brooklyn,  was  granted  by  the 
Board  March  12,  1940,  on  certain  conditions ;  and 
Whereas,  Alfred  A.  Lama,  for  Mary  L.  Moll  and  Charles 
London,  owners,  requested  amendment  of  the  resolution  and 
approval  of  plans. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  March  12,  1940,  so  that 
as  amended  the  resolution  shall  read : 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution 
and  that  the  application  be  and  it  hereby  is  granted, 
under  sections  7g  and  21  thereof,  to  permit  the  exten¬ 
sion  of  the  existing  garage  and  the  alteration  as  pro¬ 
posed,  generally  as  indicated  on  plans  filed  herewith,  on 
condition  that  the  building  shall  be  constructed  fireproof 
throughout ;  that  any  windows  on  the  rear  lot  line  shall 
be  fireproof,  self-closing  and  fixed;  that  there  shall  be 
no  windows  on  the  interior  lot  line;  that  any  skylights 
erected  shall  be  not  nearer  than  15  ft.  to  any  lot  line; 
that  such  skylights  shall  be  glazed  with  plain  glass 
with  protective  grilles  over  and  under ;  that  no  gasoline 
pumps  shall  be  erected  nearer  than  10  ft.  to  the  street 
building  line;  that  curb  cuts  shall  be  restricted  to  two 
(2),  not  over  30  ft.  in  width  each;  that  no  part  of  a 
curb  cut  shall  be  nearer  than  3  ft.  to  the  side  lot  line  as 
extended ;  that  any  greasing  lifts  installed  shall  be  of  the 
hydraulic  lift  type ;  that  signs  shall  be  restricted  to  per¬ 
manent  sign  attached  to  the  facade  of  the  building,  ex¬ 
cluding  all  temporary  signs  and  all  roof  signs,  but  per¬ 
mitting  a  sign  bracketed  out  from  the  front  wall,  ad¬ 
vertising  solely  the  brand  of  gasoline  for  sale,  and  per¬ 
mitting  such  sign  to  be  illuminated,  and  provided  it  does 
not  extend  beyond  the  building  line  for  a  distance  of 
more  than  4  ft. ;  that  the  boiler  room  shall  be  enclosed 
in  fireproof  material  and  separated  from  the  balance  of 
the  building  by  walls  of  incombustible  material ;  that 
the  entrance  to  same  shall  be  outside  the  wall  of  the 
garage  proper ;  that  gasoline  tanks  shall  be  so  located 
as  to  be  not  nearer  than  25  ft.  to  the  boiler  room  wall; 
that  such  portable  fire-fighting  appliances  shall  be  in¬ 
stalled  throughout  the  building  as  the  fire  commissioner 
shall  direct ;  that  gasoline  storage  tanks  shall  not  ex¬ 
ceed  six  (6)  550-gallon  tanks ;  that  no  automobile  re¬ 
pairing  shall  be  done  on  the  premises;  that  all  permits 
required  shall  be  obtained  and  all  work  involved  shall 
be  completed  within  one  (1)  year  from  the  date  of  this 
resolution. 
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Resolved  further,  that  the  plans  marked  ‘Received 
October  7,  1940/  are  hereby  approved  as  being  in ac¬ 
cordance  with  the  resolution  of  the  Board  adopted  on 
March  12,  1940,  and  permitting  the  construction  of  the 
roof  of  the  proposed  extension  as  shown,  provided  the 
wall  separating  the  present  garage  from  the  proposed 
extension  shall  remain;  that  any  openings  therein  shall 
be  protected  with  fireproof,  self-closing  doors  of  the 
Underwriters’  type;  that  in  the  event  one  greasing  pit 
and  one  hydraulic  lift  are  installed  in  the  position  shown 
the  greasing  pit  shall  be  ventilated  by  means  of  duct s 
through  the  roof,  with  motor-driven  fan  of  the  spark- 
proof  type;  that  in  all  other  respects  the  requirements  of 
this  resolution  shall  be  complied  with.” 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 


teen  gallons  of  linseed  oil,  fifteen  gallons  of  lemon  oil  and 
fifteen  gallons  of  floor  oil ;  that  not  more  than  half  of,  these 
Quantities  are  carried  in  stock ;  that  the  paint  carried  in 
stock  has  been  accumulated  over  a  period  of  years,  and  if 
the  lessee  is  forced  to  discontinue  the  storage  of  same  it 
would  result  in  severe  loss  and  might  eventually  force  him 

out  of  business.  „  .  .  , 

Resolved,  that  the  order  of  the  fireJ.c5)n?mlsf rder 
No.  81754-LC,  be  and  it  hereby  is  modified  and  that  the  ap- 
peal  be  and  it  herebv  is  granted  on  condition  that  the  permit 
shall  be  issued  after  the  requirements  of  the  borough  super¬ 
intendent  of  buildings,  as  to  section  61  of  the  Multiple 
Dwelling  Law,  shall  be  complied  with. 


1517-39-A. 

APPLICANT — Meyer  Strauss,  for  Estate  of  Martha  vv . 

Becker,  owner.  .  . 

SUBJECT— Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 306  New  Lots  avenue,  south 
side,  88  ft.  east  of  Alabama  avenue  (Block  No. 
4296,  Lot  No.  5),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  None.  . 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE—  .  J  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  ' 

Negative  .  u 

THE  RESOLUTION— 

(1517-39-A) 

Whereas,  Meyer  Strauss,  for  Estate  of  Martha  W. 
Becker,  owner,  filed  December  18,  1939,  an  appeal  from  an 
order  of  the  fire  commissioner ;  premises  306  New  Lots  ave- 
nue,  south  side,  88  ft.  east  of  Alabama  avenue  (Block  No. 
4296,  Lot  No.  5),  Borough  of  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner.  Order  No. 
81754-LC,  dated  November  24,  1939,  reads: 

“Remove  all  paints,  varnish,  etc.,  from  the  premises 
and  discontinue  the  further  storage  of  paints  and  var¬ 
nish  on  said  premises  pending  compliance  with  the  re¬ 
quirements  of  the  Division  of  Housing.’ 

Whereas,  in  response  to  a  request  from  this  office,,  the 
borough  superintendent  of  buildings  stated  that  the  Division 
of  Housing  has  filed  the  following  objections  in  connection 
with  the  handling  and  storing  of  paints,  oils,  alcohol,  var¬ 
nish,  etc.,  in  the  store  on  the  first  story  of  the  premises  in 
question : 

“A.  Walls  and  ceilings  plaster,  store  on  1st  story. 
Said  walls  and  ceilings  must  be  properly  fire-retarded. 

B.  Wood  door  (with  wood  trim)  leading  from  store, 
1st  story  to  rooms  at  rear.  A  fireproof  self-closing  door 
and  fireproof  trim  must  be  provided.” 

Whereas,  the  building  is  two  stories  (25  ft.)  in  height, 
19  ft.  by  65  ft.  in  area;  of  Class  3  construction;  located  in 
a  business  use  C  area  district;  erected  in  1925,  and  occupied, 
cellar,  storage  of  hardware;  first  story,  store,  with  apart¬ 
ment  in  rear ;  second  story,  dwelling,  two  families ;  and 
Whereas,  the  applicant  contends  that  the  business  has 
been  conducted  at  its  present  location  since  1925;  that  com¬ 
bustible  permits  were  issued  since  1925  by  the  Fire  Depart¬ 
ment;  that  the  ceiling  of  the  store  is  completely  covered 
with  metal;  that  the  occupant  of  the  store  resides  on  the 
second  story ;  that  paints  stored  on  the  premises  are  in  metal 
containers  tightly  sealed;  that  the  last  Fire  Department 
permit  called  for  ten  gallons  of  varnish,  ten  gallons  of 
turpentine,  ten  gallons  of  shellac,  ten  gallons  of  dryers,  fif- 


597-40-A. 

APPLICANT— B.  Meredith  Langstaff,  counsel  for  Brook¬ 
lyn  Heights  Association  and,  also,  for  Bertha 
Backus  Brown,  adjoining  owner. 

OWNER  OF  PREMISES — Bohack  Realty  Corporation. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings — re  Revocation  of  Certificate 
of  Occupancy  No.  52286. 

PREMISES  AFFECTED — 154  Henry  street,  west  side ,19 
ft.  3  in.  north  of  Love  lane  (Block  No.  236,  Lot  No. 
137),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Walter  Bruchhausen. 

For  Owner:  Herbert  A.  Birrell,  G.  E.  Pohl  and 
Edward  Metcalfe.  ^ 

For  Administration :  Dewey  Rothkrug,  Department 
of  Housing  and  Buildings.  , 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  ,  ,  „ 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  q 

Negative  . 

THE  RESOLUTION— 

(597-40- A) 

Whereas,  B.  Meredith  Langstaff,  for  Brooklyn  Heights 
Association  and  Bertha  Backus  Brown,  adjoining  owner 
filed  May  31,  1940,  an  appeal  from  a  decision  off  the  borough 
superintendent  of  buildings  refusing  to  set  aside  a  certificate 
of  occupancy;  premises  154  Henry  street,  west  side,  19  it. 

3  in.  north  of  Love  lane  (Block  No.  236,  Lot  No.  137),  Bor¬ 
ough  of  Brooklyn ;  and  .  ,  ,  r 

Whereas,  the  decision  of  the  borough  superintendent  ot  , 

buildings,  dated  May  20,  1940,  reads: 

“In  reply  to  your  letter  of  May  20th  regarding  the 
above  premises,  please  be  advised  that  the  power  to  set 
aside  a  Certificate  of  Occupancy  is  vested  with  the  | 
Board  of  Standards  and  Appeals  under  Section  646, 
Chapter  26  of  the  City  Charter. 

You  are,  therefore,  directed  to  apply  to  the  said  Board 
if  you  desire  to  set  aside  Certificate  of  Occupancy  No. 
52286.” 


Whereas,  the  building  is  four  and  one-half  stories  (48 
ft.)  in  height  23  ft.  bv  69  ft.  in  area;  of  Class  3  construc¬ 
tion;  erected  about  1840;  located  in  a  residence  use  B  area 
district,  and  occupied:  cellar,  ordinary  use;  first  story, 
laundry ;  second  story,  dwelling,  one  family ;  third  story, 
furnished  rooms;  fourth  story,  one  family  and  furnished 

rooms ;  and  ,  , 

Whereas,  the  applicant  contends  that  this  appeal  is,  taKen 
from  the  refusal  of  the  borough  superintendent  of  buildings 
to  revoke  a  certificate  of  occupancy  issued  in  March,  19-8.' 
for  a  tea  room  on  the  basement  floor  of  the  dwelling  house 
in  a  residential  zone  at  154  Henry  street,  Brooklyn;  that 
prior  to  and  ten  years  after  1916  the  premises  was  owned 
by  the  Fleges,  father  and  son,  who  kept  a  grocery  store 
next  door  at  156  Henry  street  and  who  resided  with  then 
families  at  154  Henry  street;  that  it  is  claimed  that  they 
had  a  convenient  narrow  passageway  cut  in  the  wall  be- 
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tween  their  store  and  the  basement  of  their  house;  that  if 
they  did.  as  would  seem  natural,  such  passageway  has  long 
ago  been  abandoned ;  that  it  is  further  claimed  that  Flege 
used  thet  basement  of  his  home  as  an  office  where  he  kept 
his  accounts,  and  that  therefore  such  room  became  part  of 
his  business  premises  and  shared  with  156  Henry  street  in 
1916,  the  same  exception  to  the  zoned  residence  use;  that  it 
is  not  claimed  that  there  was  any  street  entrance  to  the 
basement  of  154  Henry  street  other  than  through  the  usual 
service  gate  under  the  high  stoop  of  the  dwelling;  that  the 
basement  window  had  not  been  turned  into  a  doorway  in 
Flege’s  time  prior  to  1926;  that  affidavits  by  actual  cus¬ 
tomers  of  the  Fleges  before  and  after  1916  and  up  to  1926 
and  by  long-time  residents  of  the  neighborhood  will  be  of¬ 
fered  in  support  of  this  appeal  against  the  original  affidavits 
of  real  estate  brokers  and  other  non-residents  and  against 
self-serving  affidavits  of  Flege  employees;  that  in  1916  and 
prior  to  1926,  154  Henry  street  was  not  used  by  the  public 
and  the  grocer  for  business  and,  strictly  construed,  the  af¬ 
fidavits  supporting  the  certificate  of  occupancy  do  not  sup¬ 
port  the  contention  of  business  use;  that  the  certificate  of 
occupancy  for  business  purposes  should  therefore  be  re¬ 
voked;  and 

Wiieteas,  these  premises  were  inspected  by  a  committee 
of  the  Board ;  and 

Whereas,  the  Board  has  given  full  consideration  to  all 
the  records  involved  in  this  matter,  including  a  letter  re¬ 
ceived  since  the  hearing  from  the  Department  of  Taxes  and 
Assessments. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  dated  May  20,  1940,  be  and  it  hereby  is  reversed 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  certificate  of  occupancy  as  to  basement  use  shall  be 
revised  to  read:  “that  the  basement  of  the  existing  building 
may  be  occupied  for  the  storage  of  merchandise  in  connec¬ 
tion  with  the  adjoining  grocery  store  located  at  156  Henry 
street  under  the  same  ownership  and  control.” 


887-40-A. 

APPLICANT — Sol  Oberwager,  for  Marbridge  Building 
Company,  Incorporated,  owner  (Littman’s  34th 
Street  Corporation,  lessee). 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
borough  superintendent  of  buildings. 

PREMISES  AFFECTED— 47-99  West  34th  street  and 
1302-1330  Broadway,  northeast  corner  (Block  No. 
836,  Lot  No.  1),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Sol  Oberwager  and  Joseph  F.  Hen¬ 
nessey. 

For  Administration:  Fred  Dahlem,  Department  of 
Housing  and  Buildings. 

AC  1  ION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(887-40-A) 

\\  iikkeas.  Sol  Oberwager,  for  Marbridge  Building  Com¬ 
pany,  Incorporated,  owner,  filed  August  7,  1940,  an  appeal 
from  an  order  and  a  decision  of  the  borough  superintendent 
of  buildings;  premises  47-99  West  34th  street  and  1302-1330 
Broadway,  northeast  corner  (Block  No.  836,  Lot  No.  1). 
Borough  of  Manhattan ;  and 

Whereas,  Order  No.  3838-40,  dated  June  28,  1940,  reads: 

"1-  Vou  will  please  take  notice  that  there  exists  a 
violation  of  Section  B26-7.0  Administrative  Code,  at  the 
premises  in  that  of  erecting  and  maintaining  an  illu¬ 
minated  electrical  sign  in  a  restricted  sign  zone  area, 
contrary  to  law. 

Size  of  sign  12  ft.  x  45  ft. 

Wording — “Littmans”. 


You  are  hereby  directed  to  remove  illegal  sign  in  re¬ 
stricted  sign  zone  area  at  once.” 

and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Electric  Sign  Application  No.  119-40,  dated 
July  8,  1940,  reads: 

“In  reference  to  your  Electric  Sign  Application  119- 
40  for  the  premises  located  at  53-55  West  34th  St., 
northwest  corner  of  Sixth  Avenue,  and  pending  viola¬ 
tion  No.  3838-40  on  the  same  sign,  please  be  advised  as 
follows : 

Approval  of  the  above  noted  application  by  this  de¬ 
partment  for  an  electric  sign  at  this  location  was  in 
error  since  34th  Street  at  this  point  is  a  restricted  street 
where  illuminated  signs  are  prohibited. 

In  order  to  legalize  this  sign,  it  will  be  necessary  for 
you  to  submit  an  appeal  to  the  Board  of  Standards  and 
Appeals.  We  believe  that  such  an  appeal  can  be  made 
on  the  violation  existing  against  this  sign.  If  the  ap¬ 
peal  is  not  made  immediately,  this  department  will  can¬ 
cel  all  approvals  for  the  sign  in  question.” 
and 

Whereas,  the  building  is  eleven  stories  (150  ft.)  in 
height,  150  ft.  by  178  ft.  8)4  in.  in  area;  of  Class  1  con¬ 
struction;  equipped  with  a  standpipe  and  sprinkler  sys¬ 
tem;  located  in  a  business  and  retail  use  district;  erected 
in  1907,  and  occupied:  basement,  restaurant,  600  per¬ 
sons;  first  story,  stores,  200  persons;  second  to  eleventh 
stories,  inclusive,  165  persons  on  each  story ;  and 

Whereas,  the  applicant  contends  that  the  sign  in  question 
is  of  the  hood-reflector  type  and  is  made  of  stainless  steel; 
that  application  was  made  to  the  Building  Department  and 
the  Department  of  Water  Supply,  Gas  and  Electricity  for 
permission  to  erect  this  sign,  and  Permit  No.  19338  was 
issued  January  26,  1940;  that  the  sign  is  12  in.  by  48  ft.  in 
area  and  extends  11  in.  over  the  building  line;  that  the  sign 
represents  an  investment  of  $500;  that  the  hood  has  been 
fastened  directly  to  the  White  Georgia  Marble  front,  and  to 
remove  the  same  would  cause  damage  to  the  marble,  which 
was  newly  installed  in  1939  at  considerable  expense;  that 
in  view  of  these  facts,  a  variation  as  to  the  sign  is  requested. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  on  Electric  Sign  Application  No.  119-40,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  proposed  sign  shall  not  extend 
beyond  the  building  line  for  a  distance  of  more  than  11  in. 
as  to  the  protective  hood  and  for  a  distance  of  not  over  3 
in.  beyond  the  building  line  for  the  sign ;  that  in  all  other 
respects  the  sign  shall  comply  with  all  laws,  rules  and  regu¬ 
lations  applicable  thereto;  that  this  variance  shall  continue 
only  so  long  as  the  sign  is  maintained  as  shown  and  shall 
not  be  deemed  a  precedent  for  additional  signs  at  this  lo¬ 
cation. 

910-40-A. 

APPLICANT — Aymar  Embury,  II,  for  Queens  County 
Jockey  Club,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 135-60  108th  street,  west  side, 
between  Peconic  street  and  135th  avenue  and  in  bed 
of  Peconic  street,  1,100  ft.  north  of  North  Conduit 
avenue  (Block  No.  11562,  Lot  No.  7,  and  Block 
Nos.  11564  and  11539,  Lot  Nos.  1  in  each  block). 
Aqueduct.  Borough  of  Queens  (Aqueduct  Race 
Track)  ;  (under  section  35,  General  City  Law — re 
Bed  of  Mapped  Street). 

APPEARANCES— 

For  Applicant:  Joseph  B.  Cavallan  and  Aymar 
Embury,  II. 

For  Administration:  Michael  J.  O’Donohue,  De¬ 
partment  of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
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THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

Negative  .  0 

THE  RESOLUTION— 

(910-40-A) 

Whereas,  Ay  mar  Embury,  II,  for  Queens  County  Jockey 
Club,  owner,  hied  September  11,  1940,  an  appeal  from  a 
decision  of  the  borough  superintendent  of  buildings,  for  per¬ 
mission  to  erect  a  building  in  the  bed  of  mapped  streets 
(Peconic  street  and  149th  avenue)  ;  premises  135-60  108th 
street,  west  side,  from  Peconic  street  to  135th  avenue  (Block 
No.  11562,  Lot  No.  7,  Block  No.  11564,  Lot  No.  1,  and 
Block  No.  11539,  Lot  No.  1),  Aqueduct  Race  Track,  Aque¬ 
duct,  Borough  of  Queens ;  and 

Whereas,  a  public  hearing  was  held  by  the  Board  of 
Standards  and  Appeals  pursuant  to  section  35  of  the  Gen¬ 
eral  City  Law  after  due  notice  by  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals  supplemented  by 
publication  in  the  Long  Island  Daily  Press ;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  New  Building  Application  No.  5951-40,  reads: 

“2.  The  structure  exceeds  the  limits  of  area  and 
height  permitted  for  a  non- h reproof  building  (sec. 
4.2.1).” 

and 

Whereas,  the  premises  consist  of  acreage  lying  north  of 
North  Conduit  avenue  and  east  of  the  Long  Island  Railroad, 
now  operated  as  a  race  track;  it  is  proposed  to  demolish  a 
portion  of  an  existing  grandstand  built  in  1906,  1932,  1936 
and  1940  and  to  construct  a  new  Class  3  building,  50  ft.  in 
height  and  800  ft.  by  125  ft.  in  area,  to  be  occupied  as  a 
grandstand  as  an  addition  to  the  existing  grandstand  erected 
in  1940  under  New  Building  Application  No.  9823-39  and 
for  which  Certificate  of  Occupancy  No.  11895  was  issued 
June  7,  1940;  and 

Whereas,  the  applicant  contends  that  the  new  grand¬ 
stand  is  in  the  same  location  as  the  buildings  that  are  to  be 
demolished  and  which  come  in  the  bed  of  108th  street,  149th 
avenue  and  Peconic  street;  that  the  recent  grade  crossing 
elimination  of  the  Long  Island  Railroad  has  not  provided  an 
underpass  at  149th  avenue,  indicating  that  this  street  will 
not  be  opened ;  and 

Whereas,  the  applicant  has  filed  a  copy  of  the  communi¬ 
cation  dated  September  9,  1940,  addressed  to  the  borough 
superintendent  of  buildings  by  the  engineer-in-charge  of  the 
Topographical  Bureau,  Queens,  wjierein  it  is  stated  that 
there  is  no  condemnation  proceeding  pending  nor  is  there 
one  contemplated  for  the  legal  opening  of  any  of  these 
streets,  and  that  the  legal  opening  of  Peconic  street  would 
disturb  the  property  of  the  New  York  Water  Service  Cor¬ 
poration,  which  has  numerous  wells  located  thereon;  that 
it  is  not  believed  that  any  of  the  proposed  streets  will  be 
opened  until  the  race  track  is  abandoned. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  on  New  Building  Application  No.  5951-40,  Ob¬ 
jection  No.  1,  be  and  it  hereby  is  modified  and  that  the  ap¬ 
peal  be  and  it  hereby  is  granted,  under  the  powers  granted 
the  Board  under  section  35  of  the  General  City  Law,  so  as 
to  permit  the  construction  of  the  proposed  grandstand  within 
the  bed  of  the  mapped  streets,  on  condition  that  in  all  other 
respects  the  structure  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto,  and  that  in 
the  event  the  beds  of  the  streets  are  acquired  by  the  city  for 
street  purposes,  that  no  claim  shall  be  made  for  an  award 
for  the  value  of  such  structure  erected  in  the  bed  of  such 
streets. 


64-40-A. 

APPLICANT— McDowell  Sprinkler  System,  for  Florence 
A.  Jackson,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
amendment — re  appeal  from  a  decision — re  an  order 
of  the  fire  commissioner. 


PREMISES  AFFECTED— 447-449  East  Tremont  avenue, 
north  side,  75.1  ft.  east  of  Park  avenue  (Block  No. 
3034,  Lot  No.  55),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Edward  Kiernan. 

For  Administration:  Inspector  Maher,  Fire  Depart¬ 
ment. 

ACTION  OF  BOARD— Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioner 


Blum  and  Assistant  Chief  McCarthy  .  3 

Negative  .  0 

Absent :  Commissioner  Savage  .  1 

THE  RESOLUTION— 

(64-40-A) 


Whereas,  McDowell  Sprinkler  Corporation,  for  blorence 
A.  Jackson,  owner,  filed  January  18,  1940,  an  appeal  from 
a  decision— re  an  order  of  the  fire  commissioner;  premises 
447-449  East  Tremont  avenue,  north  side,  75.1  ft.  east  of 
Park  avenue  (Block  No.  3034,  Lot  No.  55),  Borough  of 
The  Bronx;  and 

Whereas,  this  appeal  was  granted  by  the  Board  Aprd  30, 
1940,  on  certain  conditions,  and  the  applicant  requested  an 
amendment  of  the  resolution. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  on  April  30,  1940,  so 
that  as  amended  the  resolution  shall  read: 

“Resolved,  that  Order  No.  1886-LF  of  the  fire  com¬ 
missioner  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that 
there  shall  be  installed  throughout  the  cellar  of  No.  447-  | 

449  East  Tremont  avenue  an  automatic  wet  sprinkler 
system  complying  with  the  requirements  of  the  Build¬ 
ing  Code  therefor,  except  that  the  water  supply  may  be 
taken  from  the  street  mains  by  means  of  a  new  2-inch 
line  with  a  1^-inch  tap  and  except  that  a  waterflow  ! 
alarm  need  not  be  installed;  that  the  airshaft  shown  in 
the  basement  shall  either  be  entirely  blocked  off  with 
fireproof  materials  or  the  existing  window  openings 
therein  shall  be  made  fireproof  and  self-closing ;  that 
the  trap  doors  on  all  stairways  shall  be  so  arranged 
with  a  fusible  link  as  to  close  in  the  event  of  fire  in  the  i 
cellar;  that  in  all  other  respects  the  sprinkler  system 
shall  comply  with  the  requirements  of  the  Building  Code 
therefor.” 


156-40- A. 

APPLICANT — Louis  Allen  Abramson,  for  Society  of  the 
Hillside  Hospital,  owner. 

SUBJECT — Application  for  consideration— reopening  _  and 
amendment  of  resolution — re  Appeal  from  a  decision 
of  the  borough  superintendent  of  buildings. 
PREMISES  AFFECTED— 76-59  263rd  street,  northeast 
corner  of  76th  avenue  (Block  No.  26 A,  27 A  and 
34A  to  42A,  inclusive,  Lot  No.  None),  Creedmore, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Lloyd  W.  Weed. 

ACTION  OF  BOARD— Appeal  reopened  and  resolution 
amended.  TT 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION—  .  . 

Affirmative:  Chairman  Murdock.  Commissioner 

Blum  and  Assistant  Chief  McCarthy .  3 

Negative  .  ^ 

Absent :  Commissioner  Savage  .  1 

THE  RESOLUTION— 

(156-40- A) 

Whereas,  Louis  Allen  Abramson,  for  the  Society  of  The 
Hillside  Hospital,  owner,  filed  February  2,  1940,  an  appeal 
from  decisions  of  the  borough  superintendent  of  buildings, 
affecting  premises  bounded  by  263rd  street,  Long  Island 
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Motor  parkway,  Hewlett  avenue  and  /Oth  avenue  (Block 
Nos.  26 A,  27 A  and  o4A  to  42A,  inclusive),  Creedinore  Bor¬ 
ough  of  Queens ;  and 

Whereas,  this  appeal  was  granted  by  the  Board  Feb¬ 
ruary  14,  1940,  on  certain  conditions,  and  the  applicant  re¬ 
quested  an  amendment  of  the  resolution  as  to  the  last  clause. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  on  February  14,  1940 
so  that  the  last  clause  shall  read: 

and  granted  as  to  Objection  No.  2,  applying  to  the 
two-story  building,  on  condition  that  the  12-inch  wall 
consisting  of  4-inch  brick  facing  and  8-inch  hollow 
cinder  cement  units,  bonded  as  herein  permitted,  shall 
not  exceed  the  stress  permitted  under  sections  C26-309.0 
and  C26-3S8.0  of  the  Administrative  Building  Code,  and 
that  wherever  excessive  openings  exist,  the  wall  shall 
at  those  points  be  reinforced  by  brick  piers  or  rein¬ 
forced  concrete  columns;  that  this  variance  shall  apply 
to  this  particular  building  only  and  shall  not  be  for  gen¬ 
eral  application.” 


It  is  recommended  that  the  resolution  of  July  22, 
1940,  be  amended  to  include  Models  6,  10  and  12,  Type 
VB,  on  condition  that  the  design,  construction  and  in¬ 
stallation  be  in  acordance  with  the  report  of  the  engi¬ 
neer  as  incorporated  in  the  resolution,  except  as  to  the 
BTU/hour  output. 

(Sgd.)  LESLIE  V.  HUBER. 

,  Chief  Engineer, 

and 

Whereas,  this  report  recommended  amendment  of  the 
resolution  of  July  22,  1938,  so  as  to  include  these  additional 
models. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  22,  1938.  so  that 
as  amended  the  resolution  shall  read: 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  approve  the  Bryant  Vertical  Forced  Air 
Heater,  Models  6,  8,  10  and  12,  Type  VB  (gas  fired), 
when  installed,  operated  and  labeled  in  accordance  with 
the  previous  and  above  reports.” 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 

443-38-SA. 

APPLICANT— Bryant-Caldwell  Corporation,  for  Bryant 
Heater  Company,  owner. 

SUBJECT— Amendment  of  resolution  adopted  July  22,  1938, 
to  include  approval  of  Bryant  Vertical  Forced  Air 

APPEARANCES- dS  ^  10  ^  U'  TyPe  VB  (gas  fired)' 
For  Applicant:  Don  L.  Caldwell. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioner 

Blum  and  Assistant  Chief  McCarthy .  3 

Negative  .  q 

Absent:  Commissioner  Savage .  1 

THE  RESOLUTION—  . 

(443-38-SA) 

Whereas,  D.  L.  Mewhinney,  Incorporated,  owner,  filed 
June  3,  1938,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  device  known  as  the  Bryant 
Vertical  Forced  Air  Heater,  Model  8,  Type  VB  (gas 

fired) ;  and 

Whereas,  this  appliance  was  approved  by  the  Board  Julv 
22,  1938,  in  accordance  with  report  of  the  engineer  of  tlm 
Board;  and 

Whereas,  Bryant-Caldwell  Corporation,  for  Bryant 
Heater  Company,  owner,  requested  amendment  of  the  reso¬ 
lution  to  include  approval  of  Models  6,  10  and  12,  Type  VB 
(gas  fired)  ;  and 

Whereas,  this  application  was  reopened  by  vote  of  the 
Board  July  9,  1940,  and  the  additional  models  referred  to 
the  engineer  of  the  Board  for  test  and  report,  which  report 

reads : 


REPORT  OF  ENGINEER. 


Cal.  No.  443-38-SA. 


October  21,  1940. 


Subject— Amendment  of  resolution  adopted  July  22, 
1938,  to  include  approval  of  Bryant  Vertical  Forced  Air 
Heater,  Models  6,  10  and  12,  Type  VB  (gas  fired). 

The  Board  of  Standards  and  Appeals,  July  22,  1938, 
approved  the  Bryant  Vertical  Forced  Air  Heater,  Model 
8,  Type  VB  (gas  fired).  Request  was  made  to  ap¬ 
prove  Models  6,  10  and  12,  Tvpe  VB,  and  the  applica- 
t!°n  was  reopened  by  vote  of  the  Board  July  9,  1940. 

Models  6,  10  and  12  are  similar  in  design  and  con¬ 
struction  to  Model  8,  the  only  difference  being  the 
BTU/hour  output,  Model  6  being  44,000;  Model  10, 
76,000,  and  Model  12,  115,000;  Model  8  having  an  out¬ 
put  of  60,000. 

These  models  have  been  approved  by  the  American 
Gas  Association. 


937-40-SA. 

APPLICANT — R.  W.  DeLancey,  for  The  Miller  Companv, 
owner. 


SUBJECT  Miller  Oil  Burner,  Type  OG-80  approval  of 
APPEARANCES— 

For  Applicant:  R.  W.  DeLancey  and  A.  F.  Loecher. 
ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioner 

Blum  and  Assistant  Chief  McCarthy  .  3 

Negative  .  o 

Absent:  Commissioner  Savage  .  1 


THE  RESOLUTION— 

(937-40-SA) 

Whereas,  R.  W.  DeLancey,  for  The  Miller  Company, 
owner,  filed  September  25,  1940,  an  application  with  tlie 
Board  of  Standards  and  Appeals  for  approval  of  the  ap¬ 
pliance  known  as  the  Miller  Oil  Burner,  Type  OG-80;  and 
Whereas,  this  appliance  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 


REPORT  OF  COMMITTEE  ON  TESTS. 


Cal.  No.  937-40-SA. 


October  21,  1940. 


Subject:  Miller  Oil  Burner,  Type  OG-80,  approval  of. 

R.  W.  DeLancey,  for  the  Miller  Company,  of  Meriden, 
Connecticut,  owner,  filed  September  25,  1940,  an  ap¬ 
plication  with  the  Board  of  Standards  and  Appeals  for 
approval  of  the  Miller  Oil  Burner,  Type  OG-SO,  under 
the  provisions  of  C19-57,  Administrative  Code,  and  the 
Oil  Burner  Rules  of  the  Board  of  Standards 'and  Ap¬ 
peals. 

This  is  a  mechanical  draft  domestic  oil  burner  for 
installation  in  hot  water  or  steam  boilers  and  warm  air 
furnaces.  The  burner  is  of  the  cast-iron  pot  type  with 
perforated  steel  sleeve  vaporizers  with  a  case  semi-steel 
top  ring,  central  air  distributor  and  flame  spreader  od 
is  supplied  through  an  Automatic  Products  240  E,  Type 
DR,  constant  level  valve  and  air  by  means  of  motor  and 
fan  delivered  through  an  air  duct  to  burner;  the  fan 
1/20  horsepower  motor  and  constant  level  valve  being 
enclosed  in  metal  housing. 

The  burner  is  ignited  manually  at  first  and  then 
maintained  by  oil  pilot,  high  and  low  thermostat. 

This  burner  was  inspected  and  tested  at  871  Glen- 
more  avenue,  Brooklyn,  on  a  warm-air  furnace  and  was 
found  to  operate  satisfactorily. 

The  burner  has  been  approved  by  the  Underwriters' 
Laboratories,  Petroleum  1276,  Application  No  39C 
841 C. 

It  is  recommended  that  the  Miller  Oil  Burner,  Type 
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OG-80,  be  approved  for  domestic  installation  with  fuei 
oil  not  heavier  than  No.  3  U.  S.  Department  of  Com¬ 
merce  Standards,  when  installed  in  accordance  with  the 
Oil  Burner  Rules  of  the  Board  of  Standards  and  Ap- 
peals  and  with  the  above  report,  with  the  further  con¬ 
dition  that  a  barometric  draft  adjuster  be  provided  in 
smoke  breaching. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 

CHARLES  M.  BLUM, 

Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests. 


^Whereas,  this  report  recommended  the  approval  of  this 

^Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Miller  Oil 
Burner,  Type  OG-80,  on  condition  that  the  appliance  bv. 
manufactured,  installed,  labeled,  stamped  or  tagged  in  ac¬ 
cordance  with  above  report. 


MATERIALS  SUBMITTED  FOR  APPROVAL. 


519-40-SM. 

APPLICANT— The  American  Brass  Company,  owner. 
SUBJECT— The  American  Brass  Company  Copper  Water 
Tubing,  Type  K  (for  oil  burner  lines),  approval 

of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioner 

Blum  and  Assistant  Chief  McCarthy .  3 

Negative  .  ® 

Absent:  Commissioner  Savage .  1 


THE  RESOLUTION— 

(519-40-SM) 

Whereas,  The  American  Brass  Company,  owner,  filed 
May  15,  1940,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  material  known  as  Amer¬ 
ican  Brass  Company  Copper  Tubing,  Type  K  (for  oil  burner 


lines)  ;  and  .  1  „ 

Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 


REPORT  OF  COMMITTEE  ON  TESTS. 

October  21,  1949. 


Cal.  No.  519-40-SM. 

Subject:  American  Brass  Company  Copper  Tubing, 
Type  K  (for  oil  burner  lines),  approval  of. 

The  American  Brass  Company,  of  Waterbury,  Con¬ 
necticut,  owner,  filed  May  15,  1940,  an  application  with 
the  Board  of  Standards  and  Appeals  for  approval  of  the 
American  Brass  Company  Copper  Tubing,  Type  K,  for 
use  in  oil  burner  installations  under  the  provisions  of  the 
Oil  Burner  Rules.  The  material  is  made  from  seamless 
drawn  copper  conforming  to  the  requirements  of  A.S. 
T.M.  specification  B88-39.  This  tubing  when  used  for 
oil  lines  is  made  in  the  following  sizes : 


Nominal 

Outside 

Inside 

Wall 

Size 

Diameter 

Diameter 

Thickness 

Inches 

Inches 

Inches 

Inches 

y& 

0.500 

0.402 

0.049 

Y 

0.625 

0.527 

0.049 

Ya 

0.875 

0.745 

0.065 

1 

1.125 

0.995 

0.065 

iy4 

1.375 

1.245 

0.065 

V/2 

1.625 

1.481 

0.072 

2 

2.125 

1.959 

0.083 

The  tubing  has  a  tensile  strength  of  3,000  pounds  per 
sq.  in.  and  elongation  in  2  in.  25  per  cent. 

The  tubing  has  been  examined  and  tested  by  the 
Underwriters’  Laboratories,  sub.  818,  MH  2416  and 

MH  2772'  •  r  MU  +  u- 

The  following  dimensions  refer  to  oil  burner  tubing 

used  in  short  length  as  construction  parts  of  oil  burners 


and  equipment : 

Outside 

Inside 

Wall 

Diameter 

Diameter 

Inches 

Inches 

T  hickness 

(0.250) 

0.180 

0.035 

5/16  (0.312) 

0.242 

0.035 

Ys  (0-375) 

0.305 

0.035 

7/16  (0.437) 

0.367 

0.035 

It  is  recommended  that  the  American  Brass  Com¬ 
pany  Copper  Tubing,  Type  K,  as  specified  in  this  re¬ 
port,  be  approved  for  use  in  New  York  City  in  oil 
burner  installations,  on  condition  that  all  tubing  to  be 
stamped  with  the  name  and  type  every  12  -  14  in. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 

CHARLES  M.  BLUM,. 

Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests. 


and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  American  Brass  Cop¬ 
per  Tubing,  Type  K  (for  oil  burner  lines),  on  condition  that 
the  material  be  manufactured,  installed,  labeled,  stamped  or 
tapped  in  accordance  with  the  above  report. 


985-40-SM. 

APPLICANT— National  Gypsum  Company,  owner. 
SUBJECT— Gold  Bond  Acoustical  Products  (Econocoustic, 
Acoustex,  Travacoustic,  Acoustimetal  and  Per¬ 

forated  Asbestos  Panels),  approval  of. 
APPEARANCES— 

For  Applicant:  H.  Z.  Jones. 

ACTION  OF  BOARD— Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioner 

Blum  and  Assistant  Chief  McCarthy  .  3 

Negative  . 0 

Absent :  Commissioner  Savage  .  1 

THE  RESOLUTION— 

(985-40-SM) 

Whereas,  National  Gypsum  Company,  owner,  filed  Octo¬ 
ber  11,  1940,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  material  known  as  Gold 
Bond  Acoustical  Products  (Econocoustic,  Acoustex  and 

Acoustimetal)  ;  and 

Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

October  18,  1940. 

Re:  Cal.  No.  985-40-SM. 

Subject:  Gold  Bond  Acoustical  Products  (Eceno- 
coustic,  Acoustex  and  Acoustimetal),  approval  of. 

The  National  Gypsum  Company,  of  Buffalo,  New 
York,  filed  October  11,  1940,  an  application  with  the 
Board  of  Standards  and  Appeals  for  approval  of  its 
above-mentioned  materials  for  use  under  the  pertinent 
provisions  of  the  Administrative  Building  Code.  The 
descriptions  of  these  materials  are  as  follows : 
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Econocoustic 

Econocoustic  is  made  at  Mobile,  Alabama,  from  pure 
wood  fibres  felted  into  a  porous  board  of  low  density 
(8.9  pounds  p.c.f.).  The  fibres  are  treated  to  resist  de¬ 
cay  and  are  moisture-proofed  with  an  emulsion  of  wood 
resin,  drawn  from  vats  on  a  vacuum  wheel,  passed 
through  rollers  to  the  desired  thicknesses,  oven  dried 
and  cut  to  size.  It  is  manufactured  in  thicknesses  of 
Yi  in.  and  1  in.  and  fabricated  into  units  varying  from 
12  in.  x  12  in.  to  48  in.  x  72  in. 

This  material  is  applied  to  a  solid  backing  with  an 
adhesive  having  the  strength  of  at  least  1J4  pounds  per 
sq.  in.  and  nailed  at  corners  where  nailing  surfaces  are 
available.  It  may  also  be  applied  to  metal  or  wood 
furring  by  nailing.  This  material  is  not  classified  as  an 
incombustible  material.  Physical  tests  of  Econocoustic 
filed  by  the  applicant  indicate  compliance  with  the  re¬ 
quirements  of  Rule  1  of  the  Insulating  Fibre  Board 
Rules  of  the  Board  of  Standards  and  Appeals. 

Acoustex 

Acoustex  is  made  at  Portsmouth,  New  Hampshire, 
from  pure  wood  fibres  and  a  binder  of  magnesium  oxy- 
sulphate,  passed  through  adjustable  pressure  rollers  to 
the  desired  thicknesses.  The  material  is  oven  dried  and 
cut  to  size.  Mineral  coloring  matter  may  be  added. 
This  material  is  manufactured  in  thicknesses  of  §4  in. 
to  ll/s  in.  and  fabricated  in  sizes  from  6  in.  x  12  in.  to 
24  in.  x  96  in.  and  is  of  cellular  construction  which  pro¬ 
vides  the  necessary  qualities  for  insulation  and  acous¬ 
tical  properties  and  is  a  material  claimed  to  have  con¬ 
siderable  strength  and  resistance  to  fire.  To  determine 
the  incombustibility  of  Acoustex,  tests  were  conducted 
at  Columbia  University  (report  dated  August  27,  1930, 
photostatic  copy  filed  herewith)  on  1  in.  Acoustex  units 
attached  to  Yz  in.  gypsum  plaster  backing.  The  log  of 
the  flame  test  which  was  conducted  for  forty  minutes 
in  accordance  with  the  Standard  “Columbia  Curve”,  on 
Acoustex,  after  the  temperature  was  brought  up  to  1,200 
degrees  Fahrenheit  indicated  there  was  no  flaming  dur¬ 
ing  the  five-minute  interval.  At  the  end  of  thirty  min¬ 
utes  the  panel  was  glowing  over  an  area  1  y2  in.  in 
diameter  but  with  no  flaming.  This  test  was  continued 
and  at  the  end  of  forty  minutes  no  flaming  was  visible 
during  the  entire  test. 

This  material  is  applied  by  cementing  to  a  solid  back¬ 
ing  with  an  adhesive  having  the  strength  of  at  least  1  Ya 
pounds  per  sq.  in.  or  nailed  at  the  corners  where  nailing 
surfaces  are  available.  It  may  also  be  applied  to  metal 
furring  to  form  a  suspended  ceiling  when  hung  on  “H” 
bars  and  splines. 

T  ravacoustic 

Travacoustic  is  made  at  Portsmouth,  New  Hamp¬ 
shire,  from  pure  white  gypsum  (having  a  density  of 
twenty-four  pounds  p.c.f.).  A  foaming  agent  (HO) 
is  added  which  induces  multiple  air  cells  into  the  liquid 
mixture.  It  is  then  poured  into  metal  moulds,  hardened, 
and  cured  in  a  dryer.  After  curing  it  is  trimmed  to 
size  having  thicknesses  of  Y  in.  and  1  in.  and  in  units 
6  in.  x  12  in.  to  12  in.  x  18  in.  This  material  being 
composed  of  minerals  is  incombustible.  It  is  applied  in 
the  same  manner  as  that  provided  for  in  the  Acoustex 
tile  given  above. 

Acoustimetal 

Acoustimetal  is  made  at  Chicago,  Illinois,  from  26 
gauge  Terne  Plate.  It  is  formed  into  metal  pans,  edges 
being  turned  up  to  fit  into  carrying  runners.  The  pans 
are  either  unperforated,  or  perforated  with  holes  .068 
in.  in  diameter,  4,608  holes  per  sq.  ft.  In  the  turned 
edges  of  the  pans  bosses  are  formed  to  interlock  with 
supporting  “T”  bars.  Sound  absorption  is  accomplished 
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by  means  of  pads  of  compressed  rock  wool  fibres 
covered  with  flameproof  Kraft  paper.  The  flameproofing 
ingredient  used  on  the  paper  is  ammonia  salt  supplied 
by  the  Central  Paper  Company,  of  Muskegon,  Michigan. 
These  pads  rest  in  the  metal  pans  on  wire  grids,  per¬ 
mitting  the  face  surface  to  be  repainted  without  affect¬ 
ing  the  pad.  Acoustimetal  treatment  is  applied  by  clip¬ 
ping  22  gauge  rolled  “T”  bars  to  standard  1 K  in.  chan¬ 
nel  or  angle  iron  furring,  or  screwed  to  wood  furring 
where  available. 

Acoustimetal,  since  it  is  composed  of  a  combination 
of  metal  and  mineral  rock  wool  and  flameproof  paper, 
is  incombustible.  Tests  have  been  filed  by  the  Central 
Paper  Company  which  certify  to  the  integrity  of  the 
flameproofing  treatment. 

Adhesives 

Adhesives  used  with  these  materials  are  required  to 
have  adhesive  strength  of  not  less  than  ^  pound  per 
sq.  in.  when  first  applied  and  a  strength  of  not  less 
than  IY  pounds  per  sq.  in.  twenty-four  hours  after 
application.  Such  adhesives  are  waterproof  and  resist¬ 
ant  to  alkaline  solutions  and  of  such  nature  that  thev 
remain  plastic  during  application. 

Acoustical  Properties 

The  acoustical  properties  of  these  various  materials 
are  tabulated  from  results  of  tests  performed  at  the  Na¬ 
tional^  Bureau  of  Standards.  Washington,  D.  C.,  File 
LC  573,  dated  November  15,  1939,  together  with  in¬ 
dividual  test  reports  from  the  Bureau  of  Standards  as 
follows : 

Report  of  Acoustex  of  March  27,  1939. 

Report  of  Travacoustic  August  22,  1940. 

Report  of  Econocoustic  (tested  under  the  name  of 
Gold  Bond  Fibre  Acoustical  Tile)  April  15,  1939,  and 
June  15,  1939. 

Report  of  Acoustimetal  November  8,  1939.  Copies  in 
duplicate  of  these  tests  are  enclosed  herewith.  Refer¬ 
ence  is  also  made  to  test  published  by  the  Acoustical 
Materials  Association,  under  Bulletin  No.  7,  dated  April. 
1940,  copy  of  which  was  also  filed  with  the  application! 

The  following  represent  the  types  of  mounting  (File 
LC585) : 

1.  Cemented  to  wall  board.  This  is  considered 
equivalent  to  cementing  to  plaster  or  masonry. 

2.  Nailed  on  13/16  inch  x  2-inch  furring  12  inches 
o.c.  unless  otherwise  indicated. 

4.  Laid  directly  on  laboratory  floor.  As  a  rule  the 
results  obtained  in  this  way  are  the  same  as  when  the 
tile  is  cemented  to  gypsum  wall  board. 

5.  Nailed  on  2  x  4’s  12  inches  o.c.  unless  otherwise 
indicated. 

7.  Back  of  samples  covered  with  concrete. 

8.  Attached  to  metal  suspension  system.  Four  inches 
air  space  back  of  tile,  unless  otherwise  indicated. 

9.  Acoustic  tile  nailed  to  13/16  inch  x  2-inch  furring 
18  inches  o.c.  Space  between  furring  filled  with  Rock¬ 
wool. 

10.  Laid  on  2  x  8’s  12  inches  o.c. 

11.  Laid  on  24  gauge  sheet  iron,  nailed  to  13/16-inch 
x  2-inch  furring  24  inches  o.c. 

12.  Clipped  at  corners  to  inch  x  L>£  inch  metal  fur¬ 
ring  12  inches  o.c.  Furring  was  clipped  to  \y2  inch 
channels  which  were  3  feet  6  inches  o.c. 

The  type  and  classification  given  in  this  schedule  is  in 
accordance  with  Federal  Specification  SS-A-118,  dated 
November  20,  1939. 
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Noise 
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Co¬ 
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efficient 
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Travacoustic 

1" 

1 
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2 

FF 

Acoustimetal 

D/s" 

8 

.85 

4 

BB 

Recommendations 

On  the  basis  of  the  foregoing  data,  wherein  the  mate¬ 
rials  meet  the  sound  absorption  requirements  of  Federal 
Specifications  SS-A-118  for  the  classes  as  listed,  the 
Committee  recommends  the  approval  of  the  following 
materials  as  incombustible  materials,  under  Section  C26- 
88.0  (1.80)  and  as  acoustical  materials  under  Section 
C26-178.0,b  (2.1.2.5),  Administrative  Building  Code, 
when  made  to  the  specifications  herein  provided,  when 
applied  as  herein  prescribed  and  when,  sold  under  the 
following  names:  Acoustex,  Travacoustic,  Acoustimetal. 

The  Committee  also  recommends  the  approval  of 
Econocaustic  also  sold  under  the  name  of  Fibre  Acousti¬ 
cal  Tile)  when  manufactured  to  meet  the  sound  absorp¬ 
tion  requirements  of  Federal  Specifications  SS-A-118, 
Type  8  under  Section  C26-178.0b  (2.1.2.5),  complying. in 
physical  properties  and  when  uses  are  in  accordance  with 
the  Board’s  “Rules  on  Uses  of  Insulating  Fibre  Board, 
and  as  supplemented  herein. 

The  Committee  further  recommends  approval  for  use 
in  Class  1  and  Class  2  construction  when  backed  solidly 
with  fire-resistant  materials  in  accordance  with  the  re¬ 
quirements  of  C2 6-667,  paragraph  3  and  8  (10.9.2.3,  and 
10.9.2.8). 

It  is  further  recommended  that  each  package  or  con¬ 
tainer  of  these  acoustical  materials,  when  used  in  New 
York  City,  shall  be  marked,  stamped  or.  labelled  as  fol¬ 
lows :  “Approved  for  use  in  New  York  City  by  the  Board 
of  Standards  and  Appeals  under  Cal.  No.  985-40-SM. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM, 

Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests. 


Whereas,  this  report  recommended  the  approval  of  this 

material.  A  .  , 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Gold  Bond  Acoustical 
Products  (Econocoustic,  Acoustex  and  Acoustimetal),  on 
condition  that  the  material  be  manufactured,  installed, 
labelled,  stamped  or  tagged  in  accordance  with  the  above 
report. 


Adjourned,  5:30  P.  M. 


Joseph  J.  Doyle,  Chief  Clerk. 


^CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  (held  on  Tuesday,  September  24,  1940,  as  they 
appeared  in  Bulletin  No.  40,  Vol.  25,  are  hereby  corrected 
to  read  as  follows : 


THE  RESOLUTION— 

(302-40-BZ) 

Whereas,  Ferdinand  Savignano,  for  Joseph  Molina, 
owner,  filed  March  25,  1940,  an  application  under  section  21 
of  the  building  zone  resolution,  to  permit  in  a  business  use 
district  the  extension  and,  also,  conversion  of  occupancy,  of 
the  first  story  of  an  existing  building  to  a  saw  and  planing 
mill;  premises  1348-1350  (1340  displayed)  60th  street,  south  - 
side,  340  ft.  east  of  13th  avenue  (Block  No.  5719,  Lot  No. 
24),  Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
September  24,  1940,  after  due  notice  by  publication  in  the  , 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  60th  street  is  in  a  business  use 
district;  61st  street  is  in  an  unrestricted  district;.  New 
Utrecht  avenue  is  in  a  business  and  unrestricted  use  district; 
and 


Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Alteration  Application  No.  5610-39,  dated  May 
1,  1940,  reads: 

“Large  woodworking  shop,  which  may  be  classed  as  a 
saw  and  planing  mill,  located  in  a  business  use  district, 
is  contrary  to  B-Z.  Resolution,  Art.  II,  Sect.  4-A  (31). 

and 


W hereas,  the  premises  consist  of  a  three-story  non-fire-  | 
proof  building,  20  ft.  by  50  ft.  in  area  at  first  story ;  occu¬ 
pied  as  a  store  on  the  first  story  and  for  two  families  above; 
it  is  proposed  to  extend  the  building  on  the  first  story  to 
cover  the  entire  plot  (401  ft.  by  100  ft.  and  to  change  the 
occupancy  of  the  first  story  to  a  saw  and  planing  mill ,  and 

Whereas,  these  premises  and  the  surrounding  aiea  were 
inspected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  sections  7c 
and  21  of  the  building  zone  resolution. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
lereby  make  ai  variation  in  the  application,  of  the  use  dis- 
rict  regulations  of  the  building  zone  resolution,  and  that  the 
ipplication  be  and  it  hereby  is  granted,  under  sections  7c  and 
!l  thereof,  for  a  term  of  ten  (10)  years,  to  permit  the  piem- 
ses  under  appeal  to  be  occupied  for  a  woodworking  estab- 
ishment,  arranged  and  equipped  substantially .  as  proposed, 
m  condition  that  in  all  other  respects  the  building  and  occu- 
>ancy  shall  comply  with  all  laws,  rules  and  regulations  ap- 
ilicable  thereto  as  well  as  to  the  requirements  of  the  State 
abor  Law  as  to  the  cyclone  dust  and  sawdust  exhaust  sys- 
em  which  shall  be  installed  and  maintained  at  all  times; 
hat  the  building  proposed  shall  not  be  erected  nearer  to  the 
;treet  line  of  60th  street  than  five  (5)  feet;  that  the  work  of 
;he  esfablishment  shall  be  conducted  only  between  the  hours 
)f  8  A.M.  and  6  P.M.  on  working  days,  exclusive  of  Sundays 
md  holidavs ;  that  no  sign  shall  be  erected  on  the  building 
Dther  than  a  permanent  sign  attached  to  the  front  of  the 
ouilding;  that  no  windows  or  doors  shall  be  constructed 
maintained  in  the  side  or  rear  walls  opening,  upon  th.e  ad¬ 
joining  premises;  that  the  first  story  of  the  existing  building 
shall  not  be  used  in  connection  with  the  proposed  woodwork¬ 
ing  shop,  except  as  offices  and  showrooms  in  connection, 
therewith,  and  shall  be  separated  from  the  balance  of  the 
building  by  fireproof  walls  and  doors;  that  all  permits  re¬ 
quired  shall  be  obtained  and  all  work  involved  completed 


*  Correction— The  words  “the  front  wall  of  the  firehouse 
on  the  adjoining  plot”  deleted  in  lines  50  and  51  of  the  res 
lution  and  “five  (5)  feet”  inserted  therefor. 
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OIL  BURNER  RULES 


[217-21-SR] 


NOTICE— In  this  publication  of  these  Rules,  a  new  decimal 
numbering  system  has  been  employed,  but  for  con- 
brackets'  f°rmer  des'Knat«°ns  are  also  shown  in 


RULES  COVERING  THE  INSTALLATION  AND 
USE  OF  OIL  BURNING  EQUIPMENT  AND 
THE  STORAGE  OF  OILS  USED  IN 
CONNECTION  THEREWITH 


Ay  thei  ?  of  Shards  and  Appeals  June 
15,  1934,  Amended  July  12,  1935,  January  28,  1936,  and 
December  4,  1936. 


(Superseding  huel  Oil  Rules  adopted  by  the  Board 
ot  Standards  and  Appeals,  November  6,  1919  * 
amended  January  6,  1922;  January  18,  1924:  Oc- 
to^er  19,  1926;  September  11,  1928;  January  11 
929;  March  20  1931;  May  12,  1931;  November  24, 

493}&32)ay  °’  1932 ’’  JUnC  24’  I932'  and  November 


Authority:  Section  666,  paragraph  2  of  the  New 
York  City  Charter. 


Rule  1.  Scope. 

[a]  1.1  No.  person  shall  install  oil-burning,  or  oil-storage 

equipment  for  use  within  the  City  of  New  York 
except  as  provided  in  these  rules. 

(b]  1.2  These  rules  shall  not  apply  to  gas  companies  stor- 

mg  or  using  oil  in  the  manufacture  of  illuminating 
gas  for  public  use. 


Rule  2.  Definitions. 


2.1  For  the  purpose  of  these  rules  the  following  terms 
shall  be  interpreted  in  accordance  with  these  defi¬ 
nitions  : 

-■2  APPROVED:  Shall  mean  devices  hereafter  ap¬ 
proved  by  the  Board  of  Standards  and  Appeals 
and  also,  when  required  by  the  Board  of  Standards 
and  Appeals,  approved,  listed  as  standard,  and/or 
labeled  by  any  nationally  recognized  standard  testing 
laboratory  not  operated  for  commercial  profit,  pro¬ 
vided  all  such  devices  are  installed  in  accordance 
with  these  rules.  Such  approval  is  subject  to  sus¬ 
pension  or  revocation  for  non-compliance  with  these 
rules.  All  devices  approved  by  the  Board  of  Stand¬ 
ards  and  Appeals  prior  to  the  adoption  of  these 
rules  shall  be  accepted. 

2.3  AUTOMATIC  PUMP:  Shall  mean  an  automatic 
transfer,  pump  operating  independent  of  the  burner 
to  provide  a  continuous  supply  of  oil. 

2.4  BURNER:  A  device  designed  for  the  purpose  of 
burning  oil. 

2.5  COMMERCIAL  INSTALLATIONS— Oil  burn¬ 
er  installations  in  buildings,  other  than  dwellings 
when  used  for  heating  and  generation  of  power 
for  use  on  premises. 

2.6  CONTROLS — Such  electrical  or  mechanical  de¬ 
vices  as  are  installed  for  the  purpose  of  providing 
safe  and  continuous  operation. 

2.7  DISCHARGE  LINE:  That  portion  of  the  line 
between  the  discharge  outlet  of  the  pump  and  the 
burner  oil  inlet  connection. 

2-8  DOMESTIC  I N ST ALLATION S — Oil  burner  in- 
stallations  installed  in  dwellings  as  defined  in  these 
rules. 

2.9  DWELLINGS:  Buildings  used  exclusively  for 


dwelling  purposes  and  occupied  by  one  or  two 
families,  including  convents,  rectories  and  mon¬ 
asteries. 

2.10  ELECTRICALLY  GROUNDED:  For  protection 
against  lightning  shall  mean  storage  tanks  set 
directly  in  or  on  the  ground  and/or  with  under¬ 
ground  piping  connections.  Where  storage  tanks 
without  underground  piping  connections  are  built 
on  bases  above  the  surface  of  the  earth,  such 

tan^s  sbab  be  grounded  at  two  (2)  points 
180  (degrees)  apart  as  follows: 

2.10.1  The.  conductor  from  tank  to  ground  con¬ 
nection  shall  be  of  copper  not  smaller  than 
No.  6  (.162")  A.W.G.  wire,  or  pipe  not 
less  than  one-half  inch  (J^")  in  diameter. 

2.10.2  One  end  of  conductor  shall  be  permanently 
and  electrically  bonded  to  tank.  The  other 
end  shall  be  bonded  to  a  ground  connec¬ 
tion  consisting  of  a  water  pipe  or  a  rod, 
pipe  or  plate  having  a  surface  area  of  not 
less  than  one  hundred  and  ninety  (190) 
square  incheSj  buried  in  moist  earth  not  less 
than  two  feet  (2')  below  the  surface  of  the 
earth. 

2.11  FILL  PIPE:  That  portion  of  the  line  between  the 
fiHl  pipe  terminal  and  the  fill  pipe  connection  in 
the  storage  tank. 

2.12  FIRE  RETARDING  MATERIALS: 

2.12.1  One-half  (E>)  inch  plaster  boards,  or  as¬ 
bestos  boards,  or  three-eighths  (J^)  inch 
gypsum  wall  boards  weighing  not  less  than 
16  pounds  per  square  yard  with  pointed 
joints  covered  with  No.  26  U.  S.  gauge 
sheet  metal  with  one  (1)  inch  lapped  seams 
nailed  to  the  wood  beams  when  spaced  not 
more  than  sixteen  (16)  inches  on  centers, 
or  nailed  to  furring  strips  when  the  floor 
beams  are  spaced  more  than  sixteen  (16) 
inches  on  centers,  or 

2.12.2  Two  thicknesses  of  one-quarter  (J4)  inch 
asbestos  boards  laid  with  tight  staggered 
joints  and  nailed  to  the  beams,  when  spaced 
not  more  than  sixteen  (16)  inches  on  cen¬ 
ters,  or  nailed  to  furring  strips  when  the 
floor  beams  are  more  than  sixteen  (16) 
inches  on  centers,  or 

2.12.3  Metal  lath  weighing  not  less  than  three 
pounds  per  square  yard,  attached  to  furring 
strips  and  plastered  with  Portland  cement 
mortar  at  least  three-quarters  (J4)  inch 
thick. 

2  12.4  Note — All  fire  retarding  material  to  be  ap¬ 
plied  as  required  in  rules  for  fire  retarding 
material  of  the  Board  of  Standards  and 
Appeals. 

2.13  GROUND:  An  electrical  conductor  having  capac¬ 
ity  to  absorb  current. 

2.14  INDUSTRIAL  INSTALLATIONS :  Oil  burner 
installations  for  industrial  purposes. 

2.15  OIL:  Any  liquid  mixture,  substance  or  com¬ 
pound  derived  from  petroleum,  including  kero¬ 
sene  and  fuel  oil  as  defined  in  Cl  9-2.0  of  the  Ad¬ 
ministrative  Code. 

2.16  OIL  BURNING  EQUIPMENT:  Any  device  in¬ 
cluding  burners,  oil  burning  heaters,  internal  com¬ 
bustion  engines  used  for  heating,  power  or  other 
purposes  designed  for  and/or  using  oil  as  defined 
in  these  rules. 

2  17  OIL  LEVEL  INDICATING  DEVICE:  A  means 
by  which  the  level  of  the  oil  in  a  storage  tank  may 
be  indicated. 
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2.18  OVERFLOW  PIPE:  A  pipe  which  conveys,  by 
gravity,  the  oil  from  the  maximum  level  of  an 
auxiliary  tank  to  the  storage  tank  or  from  the 
pump  to  the  storage  tank. 

2.19  PERMANENT  DEFORMATION:  Wherever 
phrase,  “without  permanent  deformation,”  is  used 
in  these  rules  it  shall  mean  that  the  tanks  or  con¬ 
tainers  shall,  after  release  of  test  pressure,  resume 
their  original  size  and  shape. 

2.20  PERMIT:  Shall  mean  permit  for  storage  of  oil. 

2.21  PORTLAND  CEMENT  CONCRETE:  Shall 
mean  a  mixture  of  one  (1)  part  cement  and  not 
more  than  two  and  one-half  (2)4)  parts  sand  and 
five  (5)  parts  of  coarse  aggregate  and  complying 
in  all  other  respects  with  the  requirements  of  C26- 
311.0  of  the  Administration  Building  Code. 

2.22  PREHEATER:  A  device  designed. for  heating  oil 
for  the  purpose  of  decreasing  the  viscosity. 

2.23  RELIEF  VALVE:  A  valve  held  shut  by  a  spring 
or  other  means  of  automatically  relieving  pressure 
in  excess  of  its  setting. 

2.24  RELIEF  LINE:  That  portion  of  the  line  between 
the  bypass  connection  of  the  relief  valve  and  the 
supply  line  or  storage  tank. 

2.25  REMOTE  CONTROL:  A  hand,  electric,  or  me¬ 
chanically-operated  device  to  shut  off  the  oil  sup¬ 
ply.  A  thermostat  is  not  acceptable  as  a  remote 
control. 

2.26  SCAVENGING  LINE:  A  line  installed  to  per¬ 
mit  the  removal  of  water  or  foreign  matter  from 
a  storage  tank. 

2.27  SHOP  FABRICATED:  Shall  mean  completely 
built  in  the  shop  of  the  tank  manufacturer. 

2.28  SLIUT-OFF  VALVE:  A  device  that  can  be  ac¬ 
tuated  to  prevent  the  flow  of  liquid  in  a  line  of 
pipe. 

2.29  STORAGE  CONTAINER:  Any  container  for 
oil  connected  to  a  burner  or  oil-burning  heater 
and  having  a  capacity  of  ten  (10)  gallons  or  less. 

2.30  STORAGE  TANK:  Any  container  for  oil  hav¬ 
ing  a  capacity  of  two  hundred  and  seventy-five 
(275)  gallons  or  more,  having  a  fill  line  and  vent 
line  connected  thereto. 

2.31  STORAGE  TANK,  AUXILIARY:  Any  con¬ 
tainer  for  oil  having  a  capacity  of  not  over  60 
gallons  and  used  as  an  intermediary  tank  for 
gravity  feed  and  equipped  with  an  automatic  or 
manually  operated  pump. 

2.32  SUPPLY  LINE:  That  portion  of  the  line,  be¬ 
tween  the  storage  tank  and  the  pump  oil  inlet 
connection.  Where  a  pump  is  not  used,  it  shall 
be  that  portion  of  the  line  between  storage  tank 
and  burner  and  burner  oil  inlet  connection. 

3.33  TEST  WELL:  An  opening  in  the  top  of  the 
storage  tank  or  a  straight  pipe  connected  to  such 
opening  through  which  a  gauge  stick  may  be  in¬ 
serted  into  the  storage  tank. 

2.34  TRANSFER  PUMP:  An  oil  pump  that  is  not  an 
integral  part  of  the  burner  and  which  is  installed 
between  storage  tank  and  burner. 

2.35  VENT  PIPE:  That  portion  of  the  line  between 
vent  pipe  terminal  and  vent  pipe  connection  in  the 
storage  tank. 

Rule  3.  Oil  Permitted. 

[a]  3.1  Oil  permitted  under  these  rules  shall  be  any  liquid 
mixture,  substance,  or  compound  derived  from 
petroleum,  shale  oil,  coal  tar,  and  the  liquid  products 
thereof,  and  shall  have  a  flash  point  not  lower  than 
100  degrees  Fahrenheit  when  tested  in  a  Pensky- 
Martens  closed  cup  tester  (American  Society  for 


Testing  Materials  Method  D93-22)  and  marketed 
under  the  following  commercial  grades . 


Range  Oil  SP. 

Gr. 

( A.P.I.) 

40—44° 

No.  1  Fuel  Oil 

a 

« 

36—40° 

No.  2  “  “ 

<< 

U 

32—36° 

No.  3  “  “ 

n 

u 

28—32° 

No.  4  “  “  “ 

it 

it 

24'+ 

No.  5  “  “  “ 

(i 

It 

18°+ 

No.  6 . 

a 

n 

10°+ 

The  use  of  crankcase 

refuse 

oil  as  fuel  oil  is 

strictly  prohibited. 

.  Burners. 

[a]  4.1  Burners,  including  oil-burning  heaters,  shall  be  as 

approved,  provided  with  suitable  safeguaids  to  pie- 
vent  abnormal  discharge  of  oil. 

[b]  4.2  Approval  of  burners  or  oil-burning  heaters  de¬ 

signed  for  installation  with  storage  of  not  more 
than  six  (6)  gallons  shall  include  approval,  of 
storage  containers  and  limitations  of  installation. 
If  more  than  six  (6)  gallons’  storage  is  desired 
for  such  burners  or  oil-burning  heaters,  a  stor¬ 
age  tank  shall  be  installed  as  provided  for  in  these 
rules.  Portable  containers  of  not  more  than  six  (6) 
gallons’  capacity  may  be  filled  from  such  storage 
tanks  by  means  of  an  approved  hand  pump  located 
above  the  top  of  the  tank. 

[c]  4.3  The  requirements  of  these  rules  shall  not  apply  to 

the  use  and  installation  of  portable  burners  not 
requiring  a  connection  to  a  flue  where  such  burners 
are  of  the  type  commonly  used  for  household  pur¬ 
poses  including  oil  stoves,  oil  heaters  and  oil  lamps 
equipped  with  a  woven  wick,  nor  do  the  require¬ 
ments  of  these  rules  apply  to  such  portable  apparatus 
such  as  blow  torches,  soldering  pots,  tar  heaters, 
snow  melters,  etc. 

Rule  5.  Material  and  Construction  of  Tanks. 

5  1  Cylindrical  Tanks  (except  vertical  tanks  located 
outside  of  buildings  above  ground). 

[a]  5.1.1.  All  tanks  for  the  storage  of  fuel  oil  shall 

be  built  of  steel  plates  made  by  the  open 
hearth  process  and  known  to  the  trade  as 
“tank  steel.”  Such  plate  shall  be  free  from 
physical  imperfections,  such  as  laminations, 
cracks,  mill  scale,  etc.  All  steel  must  be 
new  in  good  condition  and  free  from  rust. 
The  thickness  of  steel  required  and  the  size 
and  spacing  of  rivets  shall  be  as  stated  ir 
the  table  given  below. 

[b]  5.1.2  All  tanks  must  be  welded  or  riveted  anc' 

caulked,  or  riveted  and  welded.  Flanges  oi 
other  pipe  connections  may  be  welded.  A1 
caulking  shall  be  done  with  round  nose  tool: 
and  without  injury  to  the  plates..  Filler  0; 
any  kind  between  plates  is  prohibited. 

[c]  5.1.3  Thickness  of  cylindrical  tanks,  except  tank: 

of  275  gallons  capacity  or  less: 

Tanks  36  in.  in  diameter  and  less—  Va  in 
shell,  Ya  in.  heads.  . 

Tanks  37  to  72  in.  in  diameter — Ya  m 
shell,  5/16  in.  heads. 

Tanks  73  to  120  in.  in  diameter — 5/16  w 
shell,  in.  heads. 

Tanks  over  120  in.  in  diameter  to  be  o 
24  in.  steel  and  to  be  stiffened  by  angl 
rings  or  equivalent  members  so  as  to  retai 
their  cylindrical  form. 
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[d]  5  1.4  All  cylindrical,  oval  or  obround  storage 
tanks  shall  have  dished  heads  with  a 
curvature  the  radius  of  which  is  not  greater 
than  the  diameter  of  the  tank.  Dished  heads 
shall  be  formed  with  an  adequate  cylindrical 
extension  rim  to  provide  welding  or  riveting 
surface.  Should  flat  heads  be  used  they 
must  be  braced  in  the  same  manner  as 
described  for  the  bracing  of  flat  sides  of 
rectangular  tanks. 

[ej  5.1.5  Diameter  and  spacing  of  rivets: 

Riveting,  in  single  lap  seams  shall  not 
exceed  a  pitch  as  follows : 

In  shell  in.  thick,  24  in.  in  diameter 
rivets  2%  in.  pitch. 

In  shell  5/16  in.  thick,  24  in.  in  diameter 
rivets  2)4  in.  pitch. 

In  shell  24  in.  thick,  24  in.  in  diameter  riv¬ 
ets  2*4  in.  pitch. 

5.2  Rectangular  Tanks. 

[a]  5.2.1  All  rectangular  tanks  shall  be  built  of  steel 

plates  of  the  quality  required  for  cylindrical 
tanks,  and  of  a  thickness  of  not  less  than 

5/16  of  an  inch. 

[b]  5  2.2  Corners  may  be  made  up  by  bending  the 

plates  or  by  use  of  angles. 

[c]  5.2.3  Rivets  in  seams  shall  be  24  of  an  inch  in 

diameter  and  spaced  not  more  than  2% 
inches  center  to  center. 

[d]  5.2.4  All  flat  surfaces  of  rectangular  tanks  are 

to  be  braced.  Bracing  shall  be  done  either 
by  using  structural  steel  members  which 
will  act  as  girders  and  which  will  safely 
carry  the  load  with  a  factor  of  safety  of 
five  (5),  or  by  using  bars  from  side  to  side, 
end  to  end  and  top  to  bottom  of  the  tanks 
as  the  case  may  be. 

[e]  5.2.5  When  structural  steel  members  are  used 

such  as  angle,  channels  or  beams,  etc.,  the 
distance  from  center  to  center  of  the  rivet 
lines  on  these  members  must  not  be  in 
excess  of  twenty-four  inches,  and  the  rivet 
spacing  must  be  such  that  it  will  develop 
the  full  strength  of  the  members.  In  no 
case  shall  the  rivets  be  in  excess  of  six 
(6)  inches  center  to  center  on  these  mem¬ 
bers. 

[f]  5.2.6  When  structural  steel  reinforcing  members 

are  tied  together  with  braces  in  order  to 
reduce  the  effective  length,  the  braces  shall 
not  be  stressed  higher  than  nine  thousand 
(9,000)  pounds  per  square  inch  taken  in  the 
minimum  net  section. 

[gl  5.2.7  If  structural  steel  members  are  omitted  and 
the  sides  of  the  tank  are  braced  by  means 
of  rods  or  bars,  these  members  should  not 
be  spaced  farther  apart  than  twenty-four 
(24)  inches  center  to  center  in  all  direc¬ 
tions.  The  unit  stress  permitted  in  these 
members  shall  not  be  in  excess  of  nine 
thousand  (9,000)  pounds  per  square  inch  on 
the  minimum  net  section. 

Ill]  5.2.8  The  connection  between  these  members  and 
the  sides  of  the  tank  must  in  all  cases  be 
such  that  it  will  develop  the  full  net  sections 
of  the  bars  so  that  the  bar  will  break  before 
the  connection  will  let  go. 

5.3  All  Tanks  Except  Vertical  Above-Ground  Stor¬ 
age  Tanks. 

[a]  5.3.1  All  storage  tanks  for  oil  of  two  hundred 


and  seventy-five  (27 5)  gallons’  capacity  or 
less  shall  have  a  minimum  thickness  of  shell 
and  head  plates  of  U.  S.  Standard  10  gauge 
(.134").  Auxiliary  storage  tanks  of  60  gal¬ 
lons  or  less  shall  be  similarly  constructed 
but  need  not  be  of  a  gauge  thicker  than  U. 
S.  Standard  No.  14. 

[b]  5.3.2  At  time  of  installation  all  storage  tanks 

shall  bear  a  permanently  fixed  plate,  spot- 
welded  or  equivalent,  bearing  the  name  of 
tank  manufacturer,  the  gauge  of  material 
and  capacity  of  tank.  All  shop  fabricated 
storage  tanks  shall  be  installed  without 
structural  alteration. 

[c]  5.3.3  All  openings  shall  be  through  the  top  of  the 

storage  tank  except  that  275-gallon  storage 
tanks  may  be  provided  with  a  three-quarter 
inch  (24")  opening  for  gravity  discharge 
and  a  one-inch  (1")  opening  in  the  bottom 
for  cleaning  and  protection  against  corro¬ 
sion. 

[d]  5.3.4  All  buried  storage  tanks  shall  have  a  thor¬ 

ough  coating  on  the  outside  of  hot  tar,  as- 
phaltum,  or  other  equivalent  rust-resisting 
material.  All  such  tanks  shall  be  electrically 
grounded. 

[e]  5.3.5  Manholes;  where  used  for  oils  having  a  vis¬ 

cosity  less  than  500  sec.  Saybolt  Universal  at 
100°  F.  shall  have  manhole  covers  bolted 
and  air  tight;  where  used  for  oils  having  a 
viscosity  greater  than  500  sec.  Saybolt  Uni¬ 
versal  at  100°  F.  (No.  5  or  No.  6  Commer¬ 
cial  Standard  grades)  shall  have  manhole 
covers  bolted  or  otherwise  secured  to  the 
tanks  and  kept  hydrostatically  tight  at  all 
times. 

5.4  Vertical  Storage  Tanks  Over  1,000  Gallons 
Capacity  Located  Outside  of  Building  Above 
Ground. 

[a]  5.4.1  Vertical  tanks  located  outside  of  building 

above  ground  shall  be  built  of  steel  plates 
of  the  quality  required  for  cylindrical  tanks. 

[b]  5.4.2  The  minimum  thickness  of  shell  or  bottom 

plates  shall  be  24  inch  and  the  minimum 
thickness  of  roof  plates  *4  inch. 

The  thickness  of  shell  plates  shall  be  figured 
in  accordance  with  the  following  formula : 

P  x  r  x  F 

t  equals- - - 

T  x  E 

P  equals  head  pressure  at  bottom  of  ring 
under  consideration. 

R  equals  radius  of  shell  in  inches. 

F  equals  factor  of  safety  (taken  as  5). 

T  equals  tensile  strength  of  plate  in  pounds 
per  square  inch  (55,000  pounds  per  square 
inch). 

E  equals  efficiency  of  vertical  joint  in  ring 
under  consideration  (calculations  to  be 
based  on  formulas  as  given  in  Bulletin  No. 
14  of  the  New  York  State  Industrial  Com¬ 
mission)  . 

[c]  5.4.3  Roof  plates  shall  have  single  riveted  water¬ 

tight  seams  and  the  roof  shall  be  built  to 
shed  water.  Bottom  plates  shall  have  single 
lap  riveted  seams.  Shell  plate  seams  shall 
be  designed  with  proper  efficiency  to  meet 
requirements  of  above  formular  for  shell 
plates. 

[d]  5.4.4  In  all  cases,  steel  tanks  for  the  storage  of 

fuel  oil  must  be  built  metal  to  metal.  No 
filler  of  anv  kind  will  be  permitted. 
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5  5  Storage  Containers. 

[a]  5.5.1  Storage  containers  for  oil  of  six  (6)  gallons 
capacity  or  less  used  in  connection  with 
burners  or  oil-burning  heaters  shall  be  de¬ 
signed  to  withstand  a  hydrostatic  pressure 
test  of  five  (5)  pounds  per  square  inch 
without  permanent  deformation,  rupture  or 
leakage  and  shall  be  approved  as  provided 
in  Rule  4.2.  Glass  storage  containers  shall 
not  exceed  three  gallons  capacity,  protected 
with  a  metal  jacket  provided  with  hand 
grips  and  designed  to  be  rigidly  fastened  to 
stand  or  wall  and  shall  be  approved  as  pro¬ 
vided  in  Rule  4.2. 

Rule  6.  Location  of  Tanks. 

6.1  Inside  of  Buildings. 

[a]  6.1.1  Storage  tanks  having  a  capacity  of  two  hun¬ 

dred  and  seventy-five  (275)  gallons  and 
auxiliary  tanks  may  be  installed  above 
ground  in  or  on  the  lowest  story  of  a  build¬ 
ing,  provided  such  tanks  shall  be  mounted  on 
substantial  incombustible  supports,  with  tank 
permanently  attached  thereto,  and  located 
not  less  than  seven  feet  (7'),  measured 
horizontally  from  any  furnace  or  source  of 
exposed  flame  unless  tank  is  protected  as 
provided  for  in  Rule  6.1.2.  Such  storage 
tanks  inside  buildings  shall  be  not  less  than 
two  hundred  and  seventy-five  (275)  gallons’ 
capacity  and  not  more  than  one  such  tank 
shall  be  connected  to  one  burner.  Not  more 
than  two  (2)  two-hundred-and-seventy-five 
(275)  gallons  storage  tanks  shall  be  installed 
in  a  building  above  ground  without  protec¬ 
tion  as  provided  for  in  Rule  6.1.2. 

[b]  6.1.2  Storage  tanks  having  a  capacity  of  more 

than  two  hundred  and  seventy-five.  (275) 
gallons,  when  installed  inside  of  buildings, 
shall  be  located  in  or  on  the  lowest  floor 
level  and  all  portions  of  such  tanks  above 
the  floor  shall  be  protected  by  a  continuous 
jacket  of  not  less  than  four  inches  (4")  of 
Portland  cement  concrete  reinforced  with 
not  less  than  No.  20  gauge  steel  wire 
cloth  2"  x  2"  mesh,  and  extending  at  least 
four  inches  (4")  beyond  the  horizontal  out¬ 
line  of  tank  in  all  directions,  with  weep 
holes  along  the  bottom  one  inch  in  diameter 
not  more  than  3  ft.  apart. 

Each  storage  tank  may  be  placed  in  an  en¬ 
closure  having  masonry  walls  not  less  than 
eight  inches  (8")  in  thickness  and  of  di¬ 
mension  not  less  than  fifteen  inches  (15") 
greater  on  all  sides  than  the  outside  dimen¬ 
sions  of  the  storage  tank.  The  walls  of  the 
enclosure  shall  be  carried  up  to  a  height  not 
less  than  two  feet  (2')  above  the  top  of 
the  tank.  Fireproof  access  door  or  doors 
shall  be  installed  in  the  enclosure  for  every 
twenty-five  feet  (25')  along  the  longest  in¬ 
terior  wall  of  such  enclosure,  and  an  addi¬ 
tional  access  door  shall  be  installed  in  every 
additional  ten  feet  (10')  along  such  wall 
above  the  point  where  the  enclosure  has  a 
capacity  equal  to  the  tank.  The  ceiling 
above  the  tank  enclosure  shall  be  either  fire¬ 
proof  or  fire-retarded. 

fc]  6.1.3  The  capacity  of  individual  storage  tanks  lo¬ 
cated  inside  of  buildings  shall  not  exceed 
twenty  thousand  (20,000)  gallons. 


[d]  6.1.4  All  storage  containers  used  in  connection 
with  burners  or  oil-burning  heaters  shall  be 
installed  in  a  substantial  and  workmanlike 
manner  with  rigid  metal  fasteners  to  wall 
or  floor  and  protected  against  mechanical 

injury. 

6.2  Outside  of  Buildings,  Below  Ground. 

[a]  6.2.1  Storage  tanks  located  outside  of  buildings, 

below  ground,  shall  be  buried  with  the  top 
of  the  tank  not  less  than  two  feet  (2')  be¬ 
low  the  surface  of  the  ground.  Tanks 
shall  be  placed  on  firm  soil  and  shall  be 
surrounded  by  clean  sand  or  well  tamped 
earth,  free  from  ashes  or  other  corrosive 
substance,  and  free  from  stones  larger  than 
will  pass  through  a  one-inch  (1")  mesh. 
When  necessary  to  prevent  floating,  tanks 
shall  be  securely  anchored. 

[b]  6.2.2  Along  the  line  of  subways  no  tank  shall  be 

placed  within  twenty  feet  (20')  of  any  wall, 
separating  a  building  from  the  subway,  and, 
if  practicable,  tanks  shall  be  placed  in  a 
lower  position  than  the  roadbed  of  the  sub¬ 
way,  except  as  may  be  modified  in  specific 
instances  by  the  Board  of  Standards  and 
Appeals. 

[c]  6.2.3  No  tank  shall  be  buried  so  as  to  be  nearer 

than  3  feet  to  any  foundation  wall. 

[d]  6.2.4  All  buried  storage  tanks  larger  than  two 

hundred  and  seventy-five  gallons,  prior  to 
or  at  the  time  of  installatoin,  shall  be  thor¬ 
oughly  cleaned  and  coated  on  the  outside 
with  two  (2)  coats  of  red  lead  and  coated 
at  the  site  with  hot  tar,  asphalt  or  other 
equivalent  rust  resisting  material.  All  tanks 
shall  be  elecli  ically  grounded. 

6 . 3  Outside  of  Buildings,  Above  Ground 

[a]  6.3.1  Storage  tanks  located  outside  of  buildings 
above  ground  shall  be  not  less  than  one  and 
one-quarter  ( 1 tank  diameters  and  in  no 
case  less  than  ten  feet  (10')  from  the  line 
of  adjoining  property,  the  nearest  building 
or  adjacent  tank.  Such  tanks  shall  be  elec¬ 
trically  grounded.  The  maximum  capacity 
of  individual  tanks  located  outside  of  build¬ 
ings  above  ground  shall  be  fixed  by  the  fol¬ 
lowing  schedule : 

If  distant  25  feet  from  line 
of  adjoining  property 
which  may  be  built  upon  16,000  gallons 


If  distant  30  feet  .  24,000 

If  distant  40  feet  .  36,000 

If  distant  50  feet  .  48,000 

If  distant  60  feet  .  60,000 

If  distant  75  feet  .  96,000 


If  distant  85  feet,  or  more  100,000 
[b]  6.3.2  Each  such  storage  tank  shall  be  protected  b) 
an  embankment  or  a  dyke.  Such  protection 
shall  have  a  capacity  of  not  less  than  on 
and  one-half  (1J4)  times  the  capacity  of  th«, 
tank  so  surrounded  and  shall  be  at  leas 
four  feet  (4')  high  but  in  no  case  highe 
than  one-fourth  04)  the  height  of  the  tanl 
when  the  height  of  the  tank  exceeds  sixteei 
feet  (16').  Embankments  or  dykes  shal 
be  made  of  earthwork  with  clay  core ;  or  o 
masonry,  or  of  impervious  reinforced  con 
Crete.  Earthwork  embankments  shall  b 
firmly  and  compactly  built  of  good  eartl 
free  from  stones,  vegetable  matter,  etc.,  an 
shall  have  a  flat  section  at  the  top  of  no 
less  than  three  feet  (3')  and  a  slope  of  a 
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least  one  and  one-half  (1J4)  to  two  (2)  on 
all  sides.  Concrete  or  masonry  dykes  shall 
be  so  designed  as  to  safely  carry  the  entire 
volume  of  the  oil  in  the  tank  so  surrounded. 
Embankments  or  dykes  shall  be  continuous 
and  unpierced.  C-19-50.0  of  the  Administra¬ 
tive  Code. 

[c]  6.3.3  All  above  ground  storage  tanks  larger  than 
two  hundred  and  seventy-five  (275)  gallons, 
prior  to  or  at  the  time  of  installation,  shall 
be  thoroughly  cleaned  and  coated  on  the 
outside  with  two  (2)  coats  of  red  lead  and 
coated  at  the  site  with  hot  tar,  asphalt  or 
other  equivalent  rust  resisting  material.  All 
tanks  shall  be  electrically  grounded. 

Rule  7.  Piping. 

7.1  Installation  of  Piping. 

[aj  7.1.1  Piping  shall  be  run  in  a  substantial  and 
workmanlike  manner.  Exposed  piping  shall 
be  protected  against  mechanical  injury  and 
shall  be  securely  supported  with  rigid  metal 
fasteners  or  hangers.  All  pipes  connected  to 
buried  tanks  except  test  well  piping  shall  be 
provided  with  double  swing  joints  at  tank. 

[b]  7.1.2  Only  new  standard  full-weight  iron,  steel  or 

brass  pipe,  or  new  extra-heavy  copper  brass 
or  aluminum  alloy  tubing,  properly  marked 
and  duly  approved,  may  be  used.  Drawn 
metal  tubing  when  used  for  conveying  oil, 
shall  be  adequately  protected.  Such  tubing 
shall  be  used  only  in  the  same  room  in 
which  the  burner  is  installed.  Drawn  tub¬ 
ing  when  used  in  domestic  installations  shall 
be  not  less  than  three-eighths  inch  (24") 
inside  diameter.  Soldered  connections  are 
prohibited.  Tubing  shall  be  submitted  for 
approval. 

[c]  7.1.3  Overflow  pipes  where  installed  shall  not  be 

smaller  in  size  than  the  supply  pipe. 

7.2  Relief  Valves. 

[a]  7.2.1  Where  a  shut-off  valve  is  installed  in  the 

discharge  line  from  an  oil  pump  a  relief 
valve  shall  be  installed  in  the  discharge  line 
between  the  pump  and  the  first  shut-off 
valve. 

[b]  7.2.2  Oil  preheaters  shall  be  provided  with  a  re¬ 

lief  valve  to  prevent  excessive  oil  pressure. 

[c]  7.2.3  Relief  valves  shall  be  set  to  discharge  at  not 

more  than  one  and  one-half  (1J4)  times  the 
maximum  working  pressure  of  the  system. 
The  discharge  from  relief  valves  shall  be 
returned  to  storage  tank  or  to  the  supply 
line.  There  shall  be  no  shut-off  valve  in  the 
line  of  relief. 

7.3  Vent  Pipe. 

fa]  7.3.1  An  open  vent  of  iron  or  steel,  without  trap, 
and  draining  to  the  tank,  shall  be  provided 
for  each  storage  tank.  The  lower  end  of 
the  vent  pipe  shall  not  extend  through  the 
top  of  the  storage  tank  more  than  one  inch 
(1").  Cross  connection  between  vent  pipe 
and  fill  pipe  is  prohibited. 

[b]  7.3.2  Where  a  battery  of  storage  tanks,  designed 

to  hold  the  same  grade  of  oil,  is  installed, 
vent  pipes  may  be  run  into  a  main  header. 

(c]  7.3.3  Vents  shall  be  not  less  than  one  and  one- 

quarter  inches  (1/4")  in  diameter  for  stor¬ 


age  tanks  up  to  1,100  gallons’  capacity  and 
not  less  than  two  inches  (2")  in  diameter 
for  storage  tanks  of  1,100  gallons  and  more. 
Vents  for  auxiliary  storage  tanks  shall  not 
be  less  than  J4  inch  in  diameter  and  may  be 
run  into  the  storage  tank  vent. 

[d]  7.3.4  Vent  pipes  shall  be  provided  with  weather¬ 
proof  hoods  and  shall  terminate  outside  the 
building  nob  less  than  two  feet  (2')  from 
any  building  opening  and  not  less  than  five 
feet  (5')  nor  more  than  twelve  feet  (12') 
above  the  fill  pipe  terminal.  If  the  vent  pipe 
terminal  is  not  visible  from  the  fill  pipe 
terminal  location,  a  one-inch  (1")  line  shall 
be  connected  to  tank  and  shall  parallel  the 
fill  pipe  and  terminate  at  the  fill  pipe  termi¬ 
nal  with  unthreaded  end.  Such  line  shall 
be  provided  with  a  check  valve  set  to  pre¬ 
vent  flow  of  surface  water  to  storage  tank. 

7.4  Fill  Pipes. 

[a]  7.4.1  Fill  pipe  shall  terminate  outside  the  build¬ 

ings  with  the  fill  pipe  terminal  located  at  or 
above  grade  at  least  five  feet  (5')  from 
any  building  opening  or  subway  grating  at 
or  below  the  level  of  the  fill  pipe  terminal. 
No  fill  pipe  shall  be  less  than  2  inches  in 
diameter. 

[b]  7.4.2  Each  storage  tank  shall  be  provided  with  a 

separate  fill  pipe  except  where  a  battery  of 
tanks  is  installed,  containing  the  same  grade 
of  oil,  a  common  fill  and  header  pipe  may 
be  installed  provided  the  area  of  each  branch 
fill  pipe  and  the  header  pipe  is  equal  to  the 
area  of  the  fill  pipe.  Each  branch  fill  pipe 
shall  be  provided  with  a  shut-off  valve. 

[c]  7.4.3  Where  the  top  of  the  storage  tanks  is  above 

the  fill  pipe  terminal  the  fill  pipe  shall  be 
connected  to  the  top  of  the  tank  and  be  pro¬ 
vided  with  a  shut-off  valve  and  a  swing 
check  valve  which  shall  be  located  at  the 
fill  pipe  terminal. 

[d]  7.4.4  All  fill  pipe  terminals  shall  be  of  approved 

type  constructed  of  a  suitable  material,  pro¬ 
vided  with  lugs  for  imbedding  in  concrete 
or  in  lieu  thereof  a  set  screw  to  fasten 
terminal  to  fill  pipe.  The  outer  flange  of 
the  fill  pipe  terminal  shall  be  provided  with 
letters  reading  “Fuel  Oil”  and  the  calendar 
number  under  which  the  fill  pipe  terminal 
has  been  approved.  The  fill  pipe  terminal 
shall  be  separately  threaded  to  receive  the 
seal  cap  and  the  fill  pipe.  The  seal  cap 
shall  be  suitably  threaded  and  slotted  for 
a  special  opening  wrench.  An  oilproof 
gasket  inserted  in  a  groove  in  the  fill  pipe 
terminal  shall  be  provided  so  as  to  render 
the  fill  pipe  terminal  leakproof.  A  strainer 
is  not  required  but  if  used  must  be  of  not 
less  than  %  inch  mesh.  Where  there  is  a 
storage  system  of  volatile  inflammable  oil 
and  a  storage  system  for  fuel  oil  to  be 
used  in  the  same  premises,  the  terminal 
of  fuel  oil  fill  pipe  shall  be  proivded  with 
a  left-handed  thread,  and  the  fill  pipe  fit¬ 
ting  shall  be  of  a  different  size  than  that 
required  for  the  fill  pipes  to  gasoline  tanks. 

7  5  Heating  Coils  in  Storage  Tanks. 

7.5.1  All  heating  to  reduce  viscosity  of  oils  in 
storage  tanks  shall  be  only  by  means  of 
hot  water  or  low  pressure  (ten  (10)  pounds 
per  square  inch  maximum)  steam  coils. 
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7.6  Scavenging  Line. 

7.6.1  When  a  scavenging  line  is  installed  it  shall 

terminate  outside  of  the  building  and  shall 
be  capped  oil  tight  when  not  in  use. 

Rule  8.  Valves  and  Control  of  Oil  Flow. 

[a]  8.1  Each  supply  line  from  storage  tanks  of  two 

hundred  and  seventy-five  (275)  gallons’  capacity 
and  from  auxiliary  storage  tanks  shall  be  pro¬ 
vided  with  a  shut-off  valve  at  the  tank  and  at 
the  burner  and  when  connected  to  burners  de¬ 
signed  for  gravity  feed,  shall  be  provided  with  an 
approved  constant  level  device. 

[b]  8.2  Each  supply  line  for  storage  tanks  of  more  than 

two  hundred  and  seventy-five  (275)  gallons’  ca¬ 
pacity,  shall  be  provided  with  a  shut-off  valve  at 
the  burner  and  where  the  top  of  the  tank  is  above 
the  oil  inlet  connection  to  the  burner  and/or 
transfer  pump,  shall  be  provided  with  an  approved 
anti-syphon  device  located  at  the  highest  point  in 
supply  line,  except  that  where  heavy  oil  (No.  6 
Commercial  Standard  Grade)  having  a  viscosity  of 
one  hundred  (100)  seconds  or  more  Saybolt  Furol 
at  one  hundred  and  twenty-two  degrees  Fahrenheit 
(122°  F.)  is  used,  the  anti-syphon  device  shall  not 
be  required. 

[c]  8.3  Except  as  may  be  modified  in  specific  instances  by 

the  Board  of  Standards  and  Appeals,  oil  from  stor¬ 
age  tanks  of  two  hundred  and  seventy-five  (275) 
gallons’  capacity  or  more  may  be  delivered  to 
burners  installed  above  the  lowest  floor  of  a  busi¬ 
ness  building  only  under  the  following  provisions : 

8.3.1  Plans  for  such  installations  shall  be  sub¬ 
mitted  for  approval  to  the  administrative 
official  having  jurisdiction  before  such  in¬ 
stallation  is  made. 

8.3.2  Such  burners  shall  not  be  installed  in  any 
story  of  any  building  the  floor  of  which  is 
more  than  fifty  feet  (50')  above  the  street 
level.  Only  one  oil  delivery  line  shall  be 
installed  for  each  floor. 

8.3.3  Oil  delivery  lines  to  burners  located  above 
the  lowest  floor  of  a  building  shall  not  be 
larger  than  two  inches  (2")  iron  pipe  size. 

8  3.4  The  pressure  in  oil  lines  to  burners  located 
above  the  lowest  floor  of  a  building  shall 
not  be  more  than  is  necessary  to  deliver 
oil  to  the  burners  and  such  pressure  shall 
not  in  any  case  exceed  thirty  (30)  pounds 
per  square  inch.  With  each  automatic 
burner  there  shall  be  installed  and  main¬ 
tained  in  good  working  order  a  set  of  suitable 
safety  controls  of  the  electric  or  mechanical 
type.  The  proper  control  for  each  burner  is 
to  be  listed  in  the  resolution  under  which  the 
burner  is  approved.  The  controls  are  to  pro¬ 
vide  the  following  functions : 

Temperature  control 
Ignition  “ 

Stack  or 
Combustion 
Pressure 
Gravity 

[d]  8.4  A  remote  control  shall  be  provided  whereby  the 
flow  of  oil  to  any  burner  can  be  stopped,  and 
such  remote  control  shall  be  located  outside  the 
entrance  to  the  room  in  which  the  burner  is  lo¬ 
cated  and  as  close  to  such  entrance  as  practical, 
except  when  outside  location  is  impracticable  such 


control  may  be  located  immediately  inside  the  room 
in  which  the  burner  is  located  if  such  location  is 
accessible  at  all  times.  All  such  controls  shall  be 
legibly  labeled  “Remote  Control  for  Oil  Burner.” 
On  auxiliary  storage  tanks  used  with  manually 
operated  burners  such  remote  control  may  be  in¬ 
stalled  on  feed  lines  between  tank  and  burner. 

[e]  8.5  Except  as  provided  by  Rule  4.2  of  these  rules  for 

approved  combination  burner  and  storage  container 
devices,  pressure  in  storage  tank  or  container  for 
the  purpose  of  discharging  oil  is  prohibited. 

[f]  8.6  In  systems  where  either  steam  or  air  is  used  for 

atomizing  the  oil,  the  oil  and  the  atomizing  supply 
shall  be  interlocked,  so  that  in  case  of  the  inter¬ 
ruption  of  the  atomizing  supply,  the  supply  of  oil 
will  immediatelv  be  cut  off.  Except  that  this  re¬ 
quirement  shall  not  apply  to  air  and  oil  supply 
units  directly  connected  to  a  common  driver. 

Rule  9.  Oil  Level  Indicating  Devices  and  Test 
Wells. 

[a]  9.1  All  tanks  located  inside  of  buildings  shall  be  pro¬ 

vided  with  an  oil  level  indicating  device.  Test 
wells  shall  not  be  permitted  in  tanks  located  inside 
of  buildings.  Unused  tank  openings  shall  be  perma¬ 
nently  sealed  to  prevent  removal  of  plugs  or  cover. 

[b]  9.2  Oil  level  indicating  devices  shall  be  constructed  of 

substantial  materials  so  designed  that  there  can  be 
no  leakage  of  oil  or  oil  vapor. 

[c]  9.3  Test  well  shall  be  capped  oil  tight  and  kept  closed 

when  not  in  use. 

Rule  10.  Permits,  Plans,  Inspection  and  Tests 
of  Storage  Tanks  and  Piping. 

10.1  Permits. 

[a]  10.1.1  No  oil  installation  of  more  than  ten  (10) 

gallons’  capacity  shall  be  operated  until  after 
a  permit  has  been  issued  by  the  Fire  Chief 
and  Commissioner. 

[b]  10.1.2  Applications  for  permit  shall  be  made  by 

the  installer  on  forms  furnished  by  the 
Fire  Chief  and  Commissioner  and  shall 
provide  for  the  location  of  the  building 
in  which  the  installation  is  to  be  made, 
name  and  address  of  owner  and/or  occupant, 
name  and  address  of  installer,  make  and  ap¬ 
proval  number  of  burners,  pumps  and  other 
devices,  capacity  number  and  location  of 
storage  tanks,  together  with  approval  of  such 
proposed  installation  by  the  Borough  Super¬ 
intendent  of  Buildings  when  required  under 
Rule  10.2. 

[c]  10.1.3  No  permit  shall  be  issued  by  the  Fire  Chief 

and  Commissioner  until  the  installation  has 
been  inspected  by  his  representative. 

10  2  Plans  to  be  Filed  Where  Structural  Considera¬ 
tions  Are  Involved. 

10.2.1  Except  for  installations  in  dwellings  as 
defined  in  these  rules,  the  installer  shall 
file  with  the  Borough  Superintendent  of 
Buildings  plans  showing  the  size  and  location 
of  all  storage  tanks  having  a  capacity  greater 
than  275  gallons  where  such  tanks  are 
to  be  installed  either  inside  of  buildings 
in  or  below  the  lowest  floor  level  or  out- 
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side  of  buildings  below  ground.  Plans, 
however,  shall  be  filed  where  275  gallon 
tanks  are  to  be  buried  and  for  all  multi¬ 
ple  dwellings  and  for  all  places  of  public 
assembly.  All  plans,  as  in  this  section  re¬ 
quired,  shall  be  certified  to  by  the  Borough 
Superintendent  of  Buildings  when  approved 
by  him  as  in  compliance  with  all  structural 
requirements,  to  the  Fire  Chief  and  Com¬ 
missioner  before  any  work  is  started  and 
before  the  permit  provided  for  in  Rule  10.1 
is  issued. 

10.3  Inspection  and  Tests  of  Installations  of  Storage 
Tanks  and  Piping. 

[a]  10.3.1  Storage  tanks  not  exceeding  two  hundred 

and  seventy-five  (275)  gallons’  capacity  and 
all  piping  for  oil  connected  thereto  shall 
show  no  leakage  when  tank  and  all  piping 
for  oil  is  completely  filled  with  oil  when 
subjected  to  a  test  of  10  pounds  per  square 
inch  for  a  period  of  ten  (10)  minutes. 

[b]  10.3.2  Storage  tanks  of  more  than  two  hundred 

and  seventy-five  (275)  gallons’  capacity  and 
all  piping  for  oil  connected  thereto  shall 
show  no  change  in  shape,  rupture  or  leak¬ 
age  when  subjected  to  a  hydrostatic  test 
with  water  or  oil  as  follows : 

10.3.2.1  Oval,  obround,  rectangular  and 
specially  shaped  storage  tanks  and 
piping  connected  thereto,  twenty- 
five  (25)  pounds  per  square  inch. 

10.3.2.2  Cylindrical  storage  tanks  and  pip¬ 

ing  connected  thereto,  fifty  (50) 
pounds  per  square  inch. 

Pressure  shall  be  applied  for  a  period  of 
thirty  minutes.  When  oil  is  used  there 
shall  be  no  fire  or  flame  in  the  room  or 
rooms  in  which  the  test  is  being  conducted. 
All  tests  shall  be  conducted  in  the  presence 
of  a  representative  of  the  Fire  Chief  and 
Commissioner.  The  contractor  shall  fur¬ 
nish  all  necessary  equipment  for  conduct¬ 
ing  tests,  except  gauges  which  shall  be 
furnished  by  the  administrative  official. 
Such  test  may  be  made  with  oil  in  freezing 
weather  for  tanks  located  outside  of  build¬ 
ing. 

[c]  10.3.3  Defective  tanks,  if  repaired  by  welding,  shall 

have  all  oil  removed  and  shall  be  purged  of 
all  explosive  gases  or  vapors. 

[d]  10.3.4  The  anti-syphon  devices,  where  used  as  pro¬ 

vided  for  in  these  rules,  shall  be  approved 
devices. 

10.4  Fee  for  Permit  and  Test  of  Storage  Tanks 
and  Piping. 

10.4.1  When  application  for  permit  is  made,  as 
provided  for  in  Rule  10.1,  a  fee  covering 
the  permit,  inspection  and  test  of  storage 
tank  and  piping  shall  be  paid  in  accordance 
with  the  schedule  g  iven  in  Cl  9-24.0  of  the 
Administrative  Code. 

.ule  11.  Inspection  of  Installations  With  Not 
More  Than  Six  (6)  Gallons’  Storage 
Capacity. 

!  11.1  All  installations  of  burners  with  not  more  than 
six  (6)  gallons’  storage  capacity  except  where 

such  installations  are  made  in  dwellings  shall  be 


reported  by  installer  to  the  Fire  Chief  and  Com¬ 
missioner  giving  location  of  building  in  which  in¬ 
stallation  is  made,  name  and  address  of  owner 
and/or  occupant,  name  and  address  of  installer 
and  the  make  and  approval  number  of  burner. 
Such  reported  installations  shall  be  inspected  as 
required  by  the  Administrative  Code. 

Rule  12.  Ventilation. 

|a|  12.1  No  burner  shall  be  installed  in  any  boiler,  heater, 
range  or  stove  unless  such  boiler,  heater,  range 
or  stove  be  connected  with  a  legal  chimney,  com¬ 
plying  with  Article  1 1  of  the  Administrative  Build¬ 
ing  Code. 

[b]  12.2  Adequate  ventilation,  at  least  equivalent  to  area  of 

the  smoke  pipe  at  the  point  where  it  enters  the 
flue,  shall  be  provided  in  all  rooms  in  which  burn¬ 
ers  are  installed. 

[c]  12.3  Dampers  shall  be  so  constructed  that  they  cannot 

completely  cut  off  the  passage  of  flue  gases  at  any 
time. 

Rule  13.  Automatic  Pumps. 

13.1  Automatic  pumps,  when  not  an  integral  part  of  the 
burner  shall  be  of  approved  type,  provided  with 
automatic  means  for  preventing  continuous  dis¬ 
charge  of  oil  in  case  of  pipe  breakage. 

Rule  14.  Fire  Protection. 

No iii..  Compare  with  provisions  of  the  Administrative 

Building  Code,  C26-693.0  (11.1.4.4  paragraph  3). 

[a]  14.1  Ihe  clear  distance  between  smoke  pipe  connec¬ 

tions,  of  any  boilers,  furnaces  or  other  heating 
apparatus  to  flues, _  and  combustible  material  shall 
not  be  less  than  eighteen  (18)  inches,  except  that 
this  clearance  may  be  reduced  to  nine  (9)  inches 
where  a  baffle  consisting  of  not  less  than  No.  29 
gauge  sheet  metal  backed  by  yA  inch  thick  asbes¬ 
tos  is  placed  two  (2)  inches  above  and  extending 
along  the  entire  length  of  the  smoke  pipe  connec¬ 
tions  and  twice  the  width  thereof  and  such  baf¬ 
fle  is  securely  fastened  from  the  ceiling  with  sub¬ 
stantial  hangers.  In  lieu  of  such  baffle  the  com¬ 
bustible  material  may  be  covered  with  fire-retard¬ 
ing  material  as  defined  in  these  rules. 

[b]  14.2  The  clear  distance  between  any  non-insulated 

heat-producing  parts  of  boilers,  furnaces  or  other 
heating  apparatus  and  combustible  material  shall 
not  be  less  than  twenty-four  inches  (24").  Where 
such  parts  are  insulated  by  two  inches  (2")  of 
asbestos,  or  equivalent,  the  clear  distance  shall  be 
not  less  than  twelve  inches  (12"),  or,  in  lieu  of 
such  insulation  the  combustible  material  shall  be 
covered  with  fire-retarding  material  as  defined  in 
these  rules  extending  8  ft.  in  front  and  4  ft.  side 
and  rear  of  the  apparatus. 

[c]  14.3  No  combustible  material  shall  be  stored  or  main¬ 

tained  within  five  feet  (5')  of  heating  apparatus, 
except  where  same  is  protected  by  fire  retarding 
material. 

[d]  14.4  Burners  and  all  accessories,  including  tanks  and 

piping,  shall  be  maintained  oil  tight  and  kept  clean 
at  all  times. 

[e]  14.5  The  floor  beneath  boiler  or  furnace  and  within 

five  (5)  feet  in  all  directions  shall  be  of  fireproof 
construction. 

[f]  14.6  Oil  burning  devices  designed  for  installation  with 

storage  of  not  more  than  six  (6)  gallons  shall  be 
firmly  anchored  to  the  floor,  set  level,  and  the  floor 
beneath  the  stoves  or  any  such  heating  devices 
protected  by  a  shield  of  y2"  asbestos  or  equiva- 
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lent  extending  at  least  twelve  inches  (12")  beyond 
the  outline  dimension  of  such  device  where  re¬ 
quired  within  the  specific  approval  of  each  burner. 

Tg]  14.7  Near  each  boiler  or  furnace  of  a  fuel  oil-burning 
unit  there  shall  be  kept  ready  for  use  fire  ex¬ 
tinguishing  equipment  of  not  less  than  two  quart 
capacity  approved  as  suitable  for  oil  fires  or  not 
less  than  two  pails  of  sand,  the  pails  to  have 
rounded  bottom. 

Rule  15.  Instruction  Cards  and  Certificate  of 
Fitness. 

fa]  15.1  Cards,  giving  complete  instructions  for  the  care 

and  operation  of  the  system  shall  be  permanently 
fixed  near  the  apparatus  in  readable  condition. 
Where  burners  or  oil-burning  heaters  designed 
for  use  with  storage  of  not  more  than  six  (6) 
gallons’  capacity  are  installed,  there  shall  also  be 
posted  a  copy  of  the  specifications  under  which 
it  was  approved  by  the  Board  of  Standards  and 
Appeals  in  addition  to  the  instruction  card  herein 
provided  for. 

fb]  15.2  All  heating  systems  in  which  the  oil  is  preheated 

or  systems  not  fully  automatic  when  operating, 


shall  be  under  the  direct  supervision  of  a  persoi 
holding  a  certificate  of  fitness  issued  by  the  Fin 
Chief  and  Commissioner,  except,  that  a  persor 
holding  a  certificate  of  fitness  as  a  licensed  engineei 
or  as  a  licensed  fireman  under  the  provisions  o:1 
C26-213.0  of  the  Administrative  Building  Code 
shall  not  be  required  to  obtain  such  certificate. 


Rule  16.  Modification. 

16.1  When,  for  any  reason,  it  may  be  impracticable  tc 
comply  strictly  with  the  foregoing  rules,  the  ad¬ 
ministrative  official  having  jurisdiction  shall  have 
power  to  accept  substitute  methods  provided  the 
spirit  and  substance  of  these  rules  shall  be  com-' 
plied  with. 


Rule  17.  Existing  Installations. 

17.1  Oil  burner  systems  heretofore  installed  and  duly 
approved  as  complying  with  all  laws  and  rules  then 
applicable  thereto  shall  be  deemed  acceptable,  pro¬ 
vided  there  have  been  no  subsequent  alterations  to 
the  apparatus,  except  as  to  Rule  15.2. 


APPROVED  APPLIANCES 


APPROVED  FUEL  OIL  PUMPS 


Name  of  Pump  Calendar  No. 

American  Marsh  Duplex .  638-25-SA 

American  Marsh  Simplex  .  639-25-SA 

Autopulse  Electric  Fuel  Oil  Pump  .  215-31-SA 

Autopulse  Electric  Oil  Pump  Outfit,  Model 

No.  1000  .  9-32- S A 

Ballard  Duplex  Electric  Driven  Pump  Set  . .  1413-22-SA 

Beach  Russ  Co.  Rotary  .  1134-22-SA 

Blackmer  Rotary  .  935-24-SA 

Blake  &  Knowles  Horizontal  Simplex  Piston 

Pattern  Pump  .  372-21-SA 

Century  Rotary  .  908-21-SA 

Cook  Electric  Oil  Pump  .  603-25-SA 

Davidson  . 590-21-SA 

Dean  Bros.  Durable  Duplex  .  840-22-SA 

DeLaval  IMO  Oil  Pump  .  628-32-SA 

Deming  Double  Oscillating  Force  Pump  _  458-27-SA 

Deming  Fuel  Oil  Pump  .  298-31-SA 

Enterprise  Oil  Pump  .  11-28-SA 

Exeter  Rotary  .  507-22-SA 

General  Electric  Oil  Pump  .  475-32-SA 

Goulds  Hand  Rotary  .  1133-25-SA 

Goulds  Rotary  Oil  Pump  .  437-31-SA 

Goulds  Triplex  Plunger  .  257-22-SA 

Hardinge  Fuel  Oil  Pump  .  813-25-SA 

Kinney  Rotating  Plunger  Pump  .  503-24-SA 

Koerting  Gear  Pump  .  1264-25-SA 

Kraissl  Fuel  Oil  Pump  .  60-28-SA 

Leiman  Rotary  .  95-24-SA 

Marsh  Fuel  Oil  Pump  .  1050-23-SA 

McGowan  Horizontal  Duplex  Fuel  Oil  Pump  936-23-SA 

M.  D.  Rotary  .  52-27-SA 

Milwaukee  Piston  Rotating  Port  Pump  _  763-25-SA 


Name  of  Pump  Calendar  No. 

Monroe  Oil  Pump  .  658-26-SA 

National  Transit  Rotary  Pump  for  Gasoline 

and  Fuel  Oil  .  175-35-SA 

Northern  Rotary  .  1396-24-SA 

Pascoe  Pump  Set  .  1029-26-SA 

Petro-Nokol  Industrial  Oil  Pump  .  570-32-SA 

Quiet  May  Gerotor  Pump  .  267-32- SA 

Quimby  Screw  Pump,  Sizes  2  in.,  2Y2  in.,  3  in., 

3%  in.,  3]/2  in.,  4  in.,  5)4  in.,  6  in.,  7  in. 

and  8  in .  1193-21-SA 

Range-O-Matic  Oil  Pump,  Model  50  and  Suc¬ 
tion  Model  .  1 02-35- S A 

Ray  Rotary  .  588-25-SA 

Rotary  Pressure  Pump  .  1060-25-SA 

Rotary  Vacuum  Pump  .  513-25-SA 

Samson  Magnetic  Fuel  Oil  Pump  .  163-34-SA 

S.  B.  U.  Pumps,  Models  A,  B,  C  and  D _  410-32-SA  i 

Sundstrand  Fuel  Unit  (Pump),  Models  7-OB, 

77-OB,  90B-1,  90B-2,  S-l  and  S-2  ....  199-36-SA I 

Tate-Jones  .  492-21-SA 

Teesdale  Automatic  Booster  Fuel  Oil  Pump  1279-25-SA 1 
Teesdale  Oil  Pump,  Types  S,  2S  and  4S  ....  281-38-SA 

Tuthill  Model  B  Fuel  Oil  Pump  .  60-28-SA 

Tuthill  Fuel  Oil  Pump,  Models  L,  LD  and 

30-LE  Fuelstat  .  568-30-SA 

Union  Steam  Pump  for  Fuel  Oil  .  705-30-SA 

Viking  .  43S-21-SA 

Warren  Oil  Pump  .  1169-23-SA 

Wayne  Oil  Pump  &  Fan  Set  .  1155-25-SA 

Webster  Fuel  Oil  Pump,  Types  A,  Q  and  T  ..  23-34-SA 

Worthington  Duplex  Double-Acting  Steam 

Pump  .  184-22-SA 

Worthington  Show  Model  Duplex  .  194-22-SA 

Yale  and  Towne  Tri-Rotor  Pump  .  191-39-SA 
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32-BZ,  329-37-BZ,  1289-39-BZ,  470-40-BZ,  544-40-BZ, 
672-40-BZ,  578-40-BZ,  124-36-BZ,  223-40-BZ,  347-40- 
BZ,  471-40-BZ,  991-40-BZ,  602-40-A,  623-40-A  and 
917-40-A-MD. 


Minutes  of  Regular  Meeting  October  29,  1940,  at  2  P.M.’, 
Affecting  Calendar  Numbers  429-37-BZ,  879-38-BZ 
554-37-BZ,  197-39-BZ,  751-39-BZ,  1161-39-BZ,  421-40- 
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65-39-A,  309-33-SA,  775-39-SA,  708-40-SM,  1144-38- 
SM,  510-40-SM  and  964-40-SM. 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commissioner 
of  buildings  or  fire  commissioner)  and  file  with  this  board 
a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directons. 


Insulating  Fibre  Board  Rules. 
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DOCKET. 

New  Cases  Filed  up  to  October  29,  1940. 

Cal.  No.  Department.  Premises  Affected. 

1015-40-SA . Hercules  Junior  Model  2101, 

Appliance. 


1016-40-BZ. . .  .H.B.M. . .  .649  Water  street,  south  side,  266 

ft.  8  in.  east  of  Gouverneur 
Slip  (Block  No.  243,  Lot  No. 
106),  Borough  of  Manhattan, 
Alt.  2867-40. 


1017-40-BZ _ H.B.Bx _ South  side  of  Graham  square, 

336.22  ft.  west  of  Lawrence 
avenue  (Block  No.  2527,  Lot 
Nos.  122-130,  inclusive),  Bor¬ 
ough  of  The  Bronx, 

Drop  Curb  Applic.  494-40. 


1018-40-A . H.B.M. ..  .220-230  Madison  avenue  and  16- 

20  East  37th  street,  southwest 
corner  (Block  No.  866,  Lot 
Nos.  18,  19,  20  and  60  to  66, 
inclusive),  Borough  of  Man¬ 
hattan,  N.B.  24-40. 


1019-40- A-WF.H.B.Q . 102-31  Queens  boulevard,  south¬ 

east  corner  of  68th  avenue 
(Block  No.  2137,  Lot  No.  8), 
Forest  Hills,  Borough  of 
Queens,  N.B.  3186-40. 


1020-40-BZ. . .  .H.B.Q . 257-47  Little  Neck  parkway, 

northeast  corner  of  Long 
Island  Motor  parkway  (Block 
No.  8489,  Lot  No.  316),  Doug- 
laston,  Borough  of  Queens, 
Misc.  Applic.  9350-40. 


1021-40-BZ. . .  .H.B.B . 464  Clarkson  avenue,  southeast 

corner  of  Brooklyn  avenue 
(Block  No.  4841,  Lot  No. 
16),  Borough  of  Brooklyn, 

Alt.  4365-40. 


1022-40-BZ.... H.B.Bx...  .309-313  East  149th  street,  north 

side,  400  ft.  west  of  Courtlandt 
avenue,  and  308-310  East  150th 
street  (Block  No.  2331,  Lot 
Nos.  23,  24  and  60,  61  and 
62),  Borough  of  The  Bronx, 
Decision— re  Certificate  of 
Occupancy. 


1023-40-BZ. ..  .H.B.Q . 110-14  New  York  boulevard,  west 

side,  100  ft.  south  of  Brinker- 

hoff  avenue  (Block  No.  2938, 


Lot  No.  39),  Jamaica,  Bor¬ 
ough  of  Queens, 

Misc.  Applic.  5891-40. 


1024-40-SM . Mule  Hide,  Extra  Heavy,  No.  65, 

and  Mule  Hide,  Super  Heavy, 
No.  75,  manufactured  by  The 
Lehon  Company,  Material. 


1025-40-A . H.B.Q . 1936  Madison  street,  southeast 

corner  of  Fairview  avenue 
(Block  No.  3481,  Lot  No. 
39),  Ridgewood,  Borough  of 
Queens, 

Misc.  Applic.  1515-40. 


1026-40-BZ. ..  .H.B.M. ..  .430-438  West  41st  street,  south 

side,  300  ft.  west  of  Tenth 
avenue  (Block  No.  1050,  Lot 
Nos.  49  to  52,  inclusive), 
Borough  of  Manhattan, 

Decision — re  Certificate  of 
Occupancy. 


1027-40-A . H.B.Q . 87-71  Kingston  terrace,  northeast 

side,  94  ft.  west  of  Wexford 
terrace  (Block  No.  9845,  Lot 
No.  22),  Jamaica,  Borough  of 
Queens, 

Misc.  Applic.  783-40. 


1028-40-BZ.... H.B.Q . 163-24  and  165-10  Baisley  boule¬ 

vard,  south  side,  200  ft.  east  of 
New  York  boulevard  (Block 
No.  3300,  Lot  No.  2), 
Jamaica,  Borough  of  Queens 
(Jamaica  Race  Track), 

N.B.  6787-40. 


1029-40-A . H.B.Q . 165-10  Baisley  boulevard,  south 

side,  480  ft.  east  of  New  York 

boulevard  (Block  No.  3300, 
Lot  No.  2),  Jamaica,  Borough 
of  Queens  (Jamaica  Race 
Track)  ;  (under  section  35, 
General  City  Law — re  Bed  of 
Mapped  Street), 

N.B.  6787-40. 


1030-40-BZ. ..  .H.B.M ....  1937  Madison  avenue,  east  side, 

66  ft.  north  of  East  124th 
street  (Block  No.  1749,  Lot 
No.  23),  Borough  of  Manhat¬ 
tan,  Alt.  2672-39. 


1031-40-A . H.B.R . 64  Park  avenue,  west  side,  50  ft. 

north  of  Ann  street  (Block 
No.  1004,  Lot  No.  27),  Port 
Richmond,  Borough  of  Rich¬ 
mond,  Alt.  100-40. 
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1032-40-A . F.D . 304-324  Hudson  street,  northeast 

corner  of  Spring  street  (Block 
No.  579,  Lot  No.  47),  Bor¬ 
ough  of  Manhattan, 

Decision — re  20049-C. 


1033-40-A . H.B.Q . 171-04  to  171-44  Pidgeon  Meadow 

road,  south  side,  between  171st 
street  and  Fresh  Meadow  lane 
(Block  No.  5576,  Lot  No.  1), 
Flushing,  Borough  of  Queens, 
N.B.  5744-40  to  N.B.  5754-40, 

inclusive. 


1034-40-A . H.B.Q . 49-06  Fresh  Meadow  lane,  west 

side,  between  Auburndale  lane 
and  Pidgeon  Meadow  road 
(Block  No.  5576,  Lot  No.  1), 
Flushing,  Borough  of  Queens, 
N.B.  5755-40. 


1035-40-A . H.B.Q . 48-11  and  48-15  1 71  st  street,  east 

side,  103.99  ft.  south  of  Pid¬ 
geon  Meadow  road  (Block 
No.  5576,  Lot  No.  1),  Flush¬ 
ing,  Borough  of  Queens, 

N.B.  5763-40  and  N.B. 

5764-40. 


1036-40-A . H.B.Q . 48-12  171st  street,  west  side,  93.59 

ft.  south  of  Pidgeon  Meadow 
road  (Block  No.  5575,  Lot 
No.  48),  Flushing,  Borough  of 
Queens,  N.B.  5765-40. 


1037- 40-A . H.B.Q . 170-28,  170-32,  170-36,  170-40  and 

170-44  Pidgeon  Meadow  road, 
southwest  corner  of  171st 
street  and  south  side  of  Pid¬ 
geon  Meadow  road,  31  ft., 
69.5  ft.  and  108  ft.  west  of 
171st  street  (Block  No.  5575, 
Lot  No.  48),  Flushing,  Bor¬ 
ough  of  Queens, 

N.B.  5766-40  to  N.B.  5770-40, 
inclusive. 

1038- 40- A . H.B.Q . 170-04,  170-08,  170-12,  170-16  and 

170-20  Pidgeon  Meadow  road, 
south  side,  40  ft.,  80  ft.  and 
120  ft.  west  of  170th  place, 
southeast  corner  of  170th 
street  and  Pidgeon  Meadow 
road  and  southwest  corner  of 
170th  place  and  Pidgeon 
Meadow  road  (Block  No. 
5575,  Lot  No.  2),  Flushing, 
Borough  of  Queens, 

N.B.  5771-40  to  N.B.  5775-40, 

inclusive. 


1039-40- A . H.B.Q . 48-11  170th  street,  south  side, 

88.38  ft.  west  of  Pidgeon 
Meadow  road  (Block  No. 
5575,  Lot  No.  2),  Flushing, 
Borough  of  Queens, 

N.B.  5776-40. 


1040-40-BZ. ... H.B.Bx. ...  1424-1426  Cottage  place  and  590 

Crotona  Park  South,  southeast 
corner  (Block  No.  2932,  Lot 
Nos.  39  and  40),  Borough  of 
The  Bronx, 

Decision — re  Certificate  of 
Occupancy. 


Restored  to  Calendar. 

879-38-BZ. ..  .H.B.Q . 31-73  31st  street,  east  side,  176  ft. 

north  of  Broadway  (Block 
No.  613,  Lot  No.  13),  Astoria, 
Borough  of  Queens, 

Corr.  No.  579-38. 


429-37-BZ. ..  .H.B.Q . 47-11  108th  street  and  108-09 

48th  avenue,  northeast  cornner 
(Block  No.  2003,  Lot  No. 
84),  Corona,  Borough  of 
Queens,  N.B.  3414-37. 


309-33-SA . Hercules  Automatic  Oil  Burner, 

Model  H,  Appliance. 


DESIGNATIONS:  H.B. — Department  of  Housing  and  Buildings; 
H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn  ;  H.B.M. — 
Department  of  Housing  and  Buildings,  Manhattan ;  H.B.Q. — De¬ 
partment  of  Housing  and  Buildings,  Queens ;  H.B. R.— Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx. — Department  of 
Housing  and  Buildings,  Bronx;  H.D. — Health  Department,  and 
F.D. — Fire  Department. 


RULES 

Last  Publication  in  Bulletin 

Blended  Cements,  Rules  for  Testing 

and  Use  of . Oct. 

Carbon  Dioxide  Liquefier  Rules . Oct. 

Certificates  of  Occupancy,  approved 

form  . Aug. 

Concrete  Flat  Slabs,  Rules . July 

Concrete  Masonry  Units,  Rules  for 
Manufacture,  Testing  and  Use 
of  . Aug. 

Concrete  Rules  (Hydrated  Lime) . Aug. 

Elevator  Rules  . Mar. 

Exit  Rules  (Revolving  Doors) . June 

Factory  Exit  Rules . Aug. 

Fire  Alarm  Rules  (Interior) . Aug. 

Fire  Drill  Rules  . Sept. 

Fire-resistive,  Flameproof  Materials, 

etc..  Rules  for  Testing  of . Oct. 

Fire  Retarding  Rules  for  Garages, 

etc . ... . Aug. 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for . Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  . Aug. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 

Insulating  Fibre  Board  Rules . Nov. 

Oil  Burner  Rules . Oct. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . Oct. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules  .  Sept. 


15,  1940— Vol.  25,  No.  42 
8,  1940— Vol.  25,  No.  41 

23,  1938— Vol.  23,  No.  34 
13,  1937— Vol.  22,  No.  28 


27,  1940— Vol.  25,  No.  35 
3,  1937— Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 
15,  1937— Vol.  22,  No.  24 
13,  1940— Vol.  25,  No.  33 
13.  1940— Vol.  25,  No.  33 
17,  1940— Vol.  25,  No.  38 

22,  1940— Vol.  25,  No.  43 

20,  1940— Vol.  25,  No.  34 

13,  1937— Vol.  22,  No.  15 

21,  1919— Vol.  4,  No.  3 

20,  1940— Vol.  25,  No.  34 

7,  1925— Vol.  10,  No.  14 

5,  1928— Vol.  13,  No.  23 

5,  1940— Vol.  25,  No.  45 

29,  1940— Vol.  25.  No.  44 

22,  1940— Vol.  25,  No.  43 

10,  1940— Vol.  25,  No.  37 
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Platform  Trucks,  Specifications  for. 

Nov. 

24. 

1936- 

— Vol. 

21, 

No. 

47 

Plumbing  Rules  . 

Aug. 

3, 

1937- 

— Vol. 

22, 

No. 

31 

Plumbing  Rules  (Prevention  of  Con- 

tamination  of  Water  Supply).... 

Sept. 

10, 

1940- 

-Vol. 

25, 

No. 

37 

Procedure,  Rules  of . 

Sept. 

7, 

1937- 

-Vol. 

22, 

No. 

36 

Refrigerating  Systems,  Extract  A.C. 

Oct. 

8, 

1940- 

-Vol. 

25, 

No. 

41 

Smoking  in  Factories,  Rules  for . 

Oct. 

8, 

1940- 

-Vol. 

25, 

No. 

41 

Sprinkler  Rules  . 

June 

29, 

1937- 

-Vol. 

22, 

No. 

26 

Standpipe  Fireline  Rules . 

.June 

8, 

1937- 

-Vol. 

22, 

No. 

23 

Structural  Alterations,  Reporting  .. 

June 

7, 

1932- 

-Vol. 

17, 

No. 

23 

Tank  Trucks,  Fuel  Oil,  etc. . 

Nov. 

24, 

1936- 

-Vol. 

21, 

No. 

47 

Tank  Trucks,  Gasoline,  etc. . 

.Nov. 

24, 

1936- 

-Vol. 

21, 

No. 

47 

Wire  Glass  Rules  (Amendment  to 

15 

Rule  505  of  Industrial  Code) . 

Apr. 

10, 

1923- 

-Vol. 

8, 

No. 

LIST  OF  APPROVED  APPLIANCES 

Anti-Siphon  Valves  . 

.Mar. 

5, 

1935- 

-Vol. 

20, 

No. 

10 

Fireline  Hose  Valves . 

Mar. 

5, 

1935- 

-Vol. 

20, 

No. 

10 

Fuel  Oil  Burners  for  Domestic  and 

Commercial  Use  . 

Sept. 

3, 

1940- 

-Vol. 

25, 

No. 

36 

Fuel  Oil  Pipe  Terminals  . 

.  Sept. 

10, 

1940- 

-Vol. 

25, 

No. 

37 

Fuel  Oil  Burners  for  Industrial  Use 

.Sept. 

3, 

1940- 

-Vol. 

25, 

No. 

36 

Fuel  Oil  Pumps  . 

Oct. 

29, 

1940- 

-Vol. 

25, 

No. 

44 

Gas  Heaters  . 

.Sept. 

3. 

1940- 

-Vol. 

25, 

No. 

36 

Paint,  Varnish  and  Lacquer  Spray- 

ing  Equipment  . 

.  Sept. 

> 

10, 

1940- 

-Vol. 

25, 

No. 

37 

Range  Oil  Burners  and  Spac< 

Heaters  . 

.Sept. 

3, 

1940- 

—Vol. 

25, 

No. 

36 

Vacuum  Breakers  . 

.Sept. 

10, 

1940- 

-Vol. 

25, 

No. 

37 

NOVEMBER  6,  1940,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Wednesday  morning,  No¬ 
vember  6,  1940,  at  10  o’clock,  in  Room  1013,  Municipal 
Building,  Manhattan,  on  the  following  matters : 


cal.  no.  372-29-BZ — Application  of  John  F.  Meehan,  ap¬ 
plicant,  on  behalf  of  Dollar  Savings 
Bank  of  the  City  of  New  York,  owner, 
reopened  April  9,  1940,  under  section 
21  of  the  building  zone  resolution,  to 
permit  the  further  extension  into  a 
residence  use  district  of  a  business 
building  (stores)  previously  granted  by 
the  Board;  premises  2330  Grand  Con¬ 
course,  east  side,  150  ft.  south  of  Field 
place,  and  2329  Ryer  avenue  (Block 
No.  3159,  Lot  No.  12),  Borough  of  The 
Bronx. 


cal.  no.  398-40-BZ — Application,  April  16.  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Anthony  M.  DeRose,  applicant,  on 
behalf  of  Nuarb  Realty  Company, 
owner,  to  permit  in  an  “F”  area,  resi¬ 
dence  use  district  the  maintenance  of  a 
dwelling  without  the  required  setback 
and  with  side  yards  less  than  the  re¬ 
quired  widths ;  premises  940  Metcalf 
avenue,  east  side,  176  ft.  4  in.  south  of 
Eastern  boulevard  (Block  No.  3659, 
Lot  No.  20),  Borough  of  The  Bronx. 


cal.  no.  399-40-BZ — Application,  April  16,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Anthony  M.  DeRose,  applicant,  on 
behalf  of  Marie  Braun,  owner,  to  permit 
in  an  “F”  area,  residence  use  district  the 
erection  of  a  dwelling  set  back  from 
the  building  line  less  than  the  required 
15  ft.,  to  be  provided  with  side  yards 
less  than  the  required  width  and  to  oc¬ 
cupy  a  greater  area  of  the  lot  than  per¬ 
mitted  ;  premises  942  Metcalf  avenue, 


east  side,  151  ft.  4  in.  south  of  Eastern 
boulevard  (Block  No.  3659,  Lot  No. 
21),  Borough  of  The  Bronx. 

CAL.  NO.  400-40-BZ— Application,  April  16,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Anthony  M.  DeRose,  applicant,  on 
behalf  of  Marie  Braun,  owner,  to  permit 
in  an  “F”  area,  residence  use  district 
the  maintenance  of  a  dwelling  exceeding 
the  area  of  coverage  permitted  to  be  set 
back  from  the  building  line  less  than 
the  required  15  ft.  and  to  be  provided 
with  a  side  yard  of  less  than  the  re¬ 
quired  width ;  premises  944  Metcali 
avenue,  east  side,  124.42  ft.  south  jol 
Eastern  boulevard  (Block  No.  3659 
Lot  No.  22),  Borough  of  The  Bronx 

cal.  no.  401-40-BZ — Application,  April  16,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution 
of  Anthony  M.  DeRose,  applicant,  oi 
behalf  of  Marie  Braun,  owner,  to  per¬ 
mit  in  an  “F”  area,  residence  use  dis¬ 
trict  the  erection  of  a  dwelling  to  bt 
set  back  from  the  building  line  less  thar 
the  required  15  ft.  and  to  be  providec 
with  side  yards  1  in.  less  than  the  widtl 
required ;  premises  946  Metcalf  avenue 
east  side.  94.42  ft.  south  of  Easteri 
boulevard  (Block  No.  3659,  Lot  No 
23),  Borough  of  The  Bronx. 


cal.  no.  494-40-BZ — Application,  May  8,  1940.  under  sec, 
tions  7c  and  21  of  the  building  zom 
resolution,  of  John  F.  Meehan,  appli 
cant,  on  behalf  of  Johanna  C.  Funke 
owner,  to  permit,  partly  in  a  busines 
use  district  and  partly  in  an  unrestricte< 
use  district,  the  erection  and  mamte 
nance  of  a  gasoline  service  station 
premises  2084  Bronx  street  and  1031 
East  180th  street,  southeast  corne 
(Block  No.  3141,  Lot  No.  30),  Borougl 
of  The  Bronx. 


cal.  no.  925-40-BZ — Application,  September  18,  1940,  unde 
section  21  of  the  building  zone  resolu 
tion,  of  I.  L.  Crausman,  applicant,  oi 
behalf  of  Gelson  Realty  Corporator 
owner,  to  permit  in  a  business  use  dis 
trict  the  erection  of  a  business  buildini 
(stores)  with  show  windows  and  en 
trances  extending  more  than  25  ft.  alon; 
a  street  abutting  a  residence  use  dis 
trict;  premises  4349-4351  Broadway  uni 
706  West  186th  street,  southwest  corne 
(Block  No.  2180,  part  of  Lot  No.  135) 
Borough  of  Manhattan. 

cal.  no.  342-40-BZ— Application,  April  4,  1940,  under  sec 
tions  7h  and  21  of  the  building  zon 
resolution,  of  Emil  Levin,  applicant,  oi 
behalf  of  Salvin  Realty  Company,  In 
corporated,  and  Emile  E.  Rathgeber 
owners  (S.  Amaru,  lessee),  to  permi 
in  a  business  use  district  and  residenc 
use  district  the  parking  and  storage  o 
more  than  five  (5)  motor  vehicles 
premises  31-15  42nd  street,  east  side 
97.5  ft.  south  of  31st  avenue,  and  31-1 
43rd  street,  west  side,  157.5  ft.  south  oj 
31st  avenue  (Block  No.  692,  Lot  Nos 
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36.  37  and  51),  Astoria,  Borough  of 
Queens. 

cal.  no.  375-40-BZ — Application, 'April  11,  1940,  under  sec¬ 
tions  7a,  7c  and  21  of  the  building  zone 
resolution,  of  Thomas  O’Rourke  Gal¬ 
lagher.  applicant,  on  behalf  of  Walter 
A.  Beaudel,  owner  (Beaudel  Brothers, 
lessees),  to  permit  in  a  residence  use 
district  the  alteration  and  reconstruction 
of  an  existing  gasoline  service  station ; 
premises  144-12  Springfield  boulevard, 
northwest  corner  of  North  Conduit 
boulevard,  and  186-08  144th  avenue, 
southwest  corner  of  Springfield  boule¬ 
vard  (Block  No.  3816,  Lot  No.  76  and 
part  of  Lot  No.  63),  Springfield  Gar¬ 
dens,  Borough  of  Queens. 


cal.  no.  489-38-BZ — Application  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Sam  Schwartz 
and  Joseph  Schwartz,  owners,  reopened 
October  3.  1939,  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a 
residence  use  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  (previously  denied  by  the  Board)  : 
premises  219-01  North  Conduit  boule¬ 
vard  (avenue)  and  144-01  to  144-09 
Springfield  boulevard,  northeast  corner 
(Block  No.  3820,  Lot  No.  4),  Spring- 
field  Gardens,  Borough  of  Queens. 

cal.  no.  860-40-BZ — Application,  August  16,  1940,  under 
sections  21  and  7f  of  the  building  zone 
resolution,  of  Edgar  J.  Moeller,  appli¬ 
cant,  on  behalf  of  Fairtown  Construc¬ 
tion  Corporation,  owner,  to  permit  in  a 
business  use,  “D”  and  “E”  area  district 
the  erection  of  a  business  building 
covering  a  greater  area  of  that  portion 
of  the  plot  within  the  “E”  area  district 
than  permitted,  to  permit  the  omission 
of  the  required  setback  within  the  “E” 
area  district  and  to  use  a  portion  of  the 
building  as  a  garage  for  more  than  five 
(5)  motor  vehicles;  premises  77-40  to 
i  77-68  Vleigh  place,  northwest  corner  of 

78th  avenue  (Block  No.  6608,  Lot  No. 
2),  Flushing,  Borough  of  Queens. 

Appeal  from  Administrative  Decision. 

982-40-A — 77-40  to  77-68  Vleigh  place,  northwest  corner  of 
78th  avenue  (Block  No.  6608,  Lot  No.  2), 
Flushing,  Borough  of  Queens  (under  sec¬ 
tion  35,  General  City  Law — re  Bed  of 
Mapped  Street). 

HARRIS  H.  MURDOCK,  Chairman. 


NOVEMBER  6,  1940,  2  P.  M. 

: 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Wednesday  afternoon,  No¬ 
vember  6,  1940,  at  2  o’clock,  in  Room  1013,  Municipal 
Building,  Manhattan,  on  the  following  matter: 


cal.  no.  1530-39-BZ — Application,  December  21,  1939.  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Morris  Perlstein,  applicant,  on 
behalf  of  Providence  Marino,  owner 
(Harold  Holzhauser,  lessee),  to  permit 
in  a  retail  use  district  the  conversion  of 
occupancy  of  a  frarpe  building  contain¬ 
ing  a  cow  stable  and  hay  loft  to  riding 
academy  and  stable  for  more  than  five 
(5)  horses  and  hay  loft;  premises  89-38 
70th  drive,  southeast  corner  of  Sybilla 
street  (Block  No.  3899,  Lot  No.  32), 
Forest  Hills.  Borough  of  Queens. 

Appeals  from  Administrative  Decisions. 

670-40-A — 89-38  70th  drive,  southeast  corner  of  Sybilla 
street  (Block  No.  3899,  Lot  No.  32),  For¬ 
est  Hills,  Borough  of  Queens  (under  sec¬ 
tion  35,  General  City  Law — re  Bed  of 
Mapped  Street). 

808-40-A — 133  Middleton  street,  north  side,  200  ft.  east  of 
Marcy  avenue  (Block  No.  2237,  part  of 
Lot  No.  53),  Borough  of  Brooklyn. 

805-40-A — 150  27th  street,  south  sidde,  129  ft.  10  in.  east  of 
Third  avenue  (Block  No.  660,  Lot  No.  14). 
Borough  of  Brooklyn. 

1003-40-A — 1013  East  Tremont  avenue,  north  side,  100  ft. 

east  of  Bryant  avenue  (Block  No.  3135, 
Lot  No.  47),  Borough  of  The  Bronx. 

974-40-A — 3-7  West  22nd  street,  north  side,  120  ft.  west  of 
Fifth  avenue  (Block  No.  824,  Lot  No.  32), 
Borough  of  Manhattan. 

862-40-A — East  side  of  Smith  street,  from  Halleck  to 
Sigourney  streets  (Block  No.  493,  Lot  No. 
1),  Borough  of  Brooklyn. 

1018-40-A — 220-230  Madison  avenue  and  16-20  East  37th 
street,  southwest  corner  (Block  No.  866, 
Lot  Nos.  18,  19,  20  and  60  to  68,  inclu¬ 
sive).  Borough  of  Manhattan. 

1011  -40- A — 357  Franklin  avenue,  east  side,  23  ft.  north  of 
Lexington  avenue  (Block  No.  1968,  Lot 
No.  2),  Borough  of  Brooklyn. 

1025-40-A — 1936  Madison  street,  southeast  corner  of  Fair- 
view  avenue  (Block  No.  3481,  Lot  No. 
39),  Ridgewood,  Borough  of  Queens. 

1051-40-A — South  side  of  Metcalf  avenue,  1,350  ft.  south  of 
Randall  avenue  and  935  ft.  southeast  of 
Noble  avenue  (Block  No.  3488,  Lot  No.  1), 
Soundview  Park,  Borough  of  The  Bronx. 

1014-40-A — 55-14  Grand  avenue,  south  side,  40  ft.  west  of 
56th  street  (Block  No.  2619,  Lot  No.  1), 
Maspeth,  Borough  of  Queens. 

1054-40- A — 62-93  60th  place,  northeast  corner  of  Bleecker 
street  (Block  No.  3519,  Lot  Nos.  1  and  5), 
Ridgewood,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 
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NOVEMBER  13,  1940,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  annd  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Wednesday  morning,  No¬ 
vember  13,  1940,  at  10  o’clock,  in  Room  1013,  Municipal 
Building,  Manhattan,  on  the  following  matters : 

cal.  no.  402-40-BZ — Application,  April  16,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Lama  and  Proskauer,  applicants,  on 
behalf  of  Clifford  E.  Mills,  owner,  to 
permit  in  a  residence  use  district  and 
“F”  area  district  the  erection  andjnain- 
tenance  of  a  building  to  be  used  as  a 
gas  station,  auto  laundry,  lubritorium, 
office  and  boiler  room  in  conjunction 
with  a  gasoline  service  station  on  a  plot 
of  ground  previously  occupied  as  a 
gasoline  service  station ;  premises  144- 
39  to  144-47  Farmers  boulevard,  south¬ 
east  corner  of  South  Conduit  avenue 
(Block  No.  4517,  Lot  No.  1  and  part  of 
Lot  No.  3),  Springfield,  Borough  of 
Queens. 

cal.  no.  443-40-BZ — Application,  April  26,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Jack  Z.  Cohen,  applicant,  on  behalf 
of  Depreciation  Fund  Board,  owner,  to 
permit,  partly  in  a  business  use  district 
and  partly  in  a  residence  use  district, 
the  conversion  of  occupancy  of  an  exist¬ 
ing  building  to  a  motor  vehicle  repair 
shop ;  premises  890-892  Coney  Island 
avenue,  west  side,  118  ft.  in.  north 
of  18th  avenue  (Block  No.  5403,  Lot 
No.  26) ,  Borough  of  Brooklyn. 

cal.  no.  968-24-BZ — Application  of  Arnold  W.  Lederer,  ap¬ 
plicant,  on  behalf  of  Abraham  Chobroff 
and  Sophie  Kohn,  owners  of  premises 
1924-1926  Kings  highway,  Borough  of 
Brooklyn,  reopened  September  17,  1940. 
for  consideration — re  amendment  of 
resolution — re  Application,  previously 
granted  on  condition  under  section  21  of 
the  building  zone  resolution,  permitting 
in  a  residence  use  district  the  erection 
and  maintenance  of  buildings  to  be  used 
for  store  purposes  on  first  storv  and 
for  dwelling  use  above;  premises  1922- 
1932  Kings  highway  (Block  No.  6782, 
Lot  Nos.  19  to  23,  inclusive),  Borough 
of  Brooklyn. 

cal.  no.  1182-39-BZ — Application,  September  26,  1939,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Henry  Nordheim,  applicant,  on 
behalf  of  Post  Sherman  Corporation, 
owner  (Abraham  Rubenstein,  lessee), 
to  permit  in  a  business  use  district  the 
parking  and  storage  of  more  than  five 
(5)  motor  vehicles ;  premises  1231  Bos- 
cobel  avenue,  west  side,  100  ft.  north  of 
Jerome  avenue  (Block  No.  2506,  Lot 
No.  58),  Borough  of  The  Bronx. 

cal.  no.  1493-39-BZ — Application,  December  12,  1939,  under 
sections  7h  and  21  of  the  building  zone 
resolution,  of  Valentine  Bangert,  appli¬ 
cant  and  lessee,  on  behalf  of  Henry  W. 


S.  Bangert,  owner,  to  permit  in  a  resi¬ 
dence  use  district  the  parking  and  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  88-05  to  88-11  168th 
place,  east  side,  37.50  ft.  south  of  88th 
avenue  (Block  No.  9820  [892],  Lot  Nos. 
38  and  41),  Jamaica.  Borough  of 
Queens. 

cal.  no.  486-40-BZ— Application,  May  7,  1940.  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  S.  Walter  Katz,  applicant,  on  behalf 
of  West  17th  Street  Realty  Corporation, 
owner,  to  permit  in  a  residence  use  dis¬ 
trict  the  maintenance  of  a  motor  ve¬ 
hicle  repair  shop ;  premises  254-256 
West  17th  street,  south  side,  152  ft.  east 
of  Eighth  avenue  (Block  No.  766,  Lot 
No.  75),  Borough  of  Manhattan. 

cal.  no.  568-40-BZ — Application,  May  25,  1940,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Oscar  Goldschlag,  applicant,  on  be¬ 
half  of  260  West  125th  Street.  Incor¬ 
porated,  owner,  to  permit  in  a  business 
use  district  the  maintenance  of  the 
parking  and  storage  of  more  than  five 
(5)  motor  vehicles  for  a  temporary 
period  of  two  (2)  years ;  premises  259- 
261  West  124th  street,  north  side,  200 
ft.  east  of  Eighth  avenue  (Block  No. 
1930,  part  of  Lot  No.  55),  Borough  of 
Manhattan. 

cal.  no.  224-38-BZ — Application  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Hanover  Service 
Station,  Incorporated,  owner,  reopened 
September  17,  1940,  under  section  7f  of 
the  building  zone  resolution,  to  permit 
in  a  business  use  district  the  erection 
and  maintenance  of  a  gasoline  service 
station  (previously  denied  under  sec¬ 
tion  21  of  the  building  zone  resolution)  ; 
premises  32-11  to  32-19  Cross  Island 
boulevard  and  198-05  to  198-11  33rd  ave¬ 
nue.  northeast  corner  (Block  No.  6025, 
part  of  Lot  No.  36),  Bayside,  Borough 
of  Queens. 

cai  .  no.  562-32-BZ — Application  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Silgreen  Hold¬ 
ing  Corporation,  owner,  reopened  No¬ 
vember  15,  1938,  under  section  21  of  the 
building  zone  resolution,  to  permit  in 
a  business  use  district  the  maintenance 
of  a  gasoline  service  station,  previously 
granted  by  the  Board  for  a  temporary 
period;  premises  208-16  Foch  boulevard, 
southwest  corner  of  Springfield  boule¬ 
vard  (Block  No.  3358,  Lot  No.  50). 
St.  Albans,  Borough  of  Queens. 

cai..  no.  470-40-BZ — Application,  May  3,  1940,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  William  Cohn, 
owner  (Jacob  Newmark,  lessee),  to 
permit,  partly  in  a  business  use  dis¬ 
trict  and  partly  in  a  residence  use  dis¬ 
trict,  the  extension  of  an  existing  gaso¬ 
line  service  station  and,  also,  the  park¬ 
ing  and  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  4070-4076 
Broadway,  southeast  corner  of  West 
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172nd  street  (Block  No.  2141,  Lot  Nos. 
17  to  20,  inclusive),  Borough  of  Man¬ 
hattan. 

cal.  no.  1289-39-BZ — Application,  October  17,  1939,  under 
sections  21  and  7h  of  the  building  zone 
resolution,  of  Charles  Gomes,  applicant 
and  lessee,  on  behalf  of  Port  of  New 
York  Authority,  owner,  to  permit  in  a 
retail  use  district  the  use  of  premises 
for  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  423- 
425  West  35th  street,  northeast  corner 
of  Dyer  avenue  (Block  No.  733,  Lot 
Nos.  21  and  22),  Borough  of  Manhat¬ 
tan. 

cal.  no.  329-37-BZ — Application  of  William  Shary,  appli¬ 
cant,  on  behalf  of  P.  &  A.  D.  Rubin,  In¬ 
corporated,  owner,  reopened  July  2, 
1940,  under  sections  7b.  7c  and  21  of  the 
building  zone  resolution,  to  permit  in  a 
residence  use  district  the  erection  of  an 
extension  to  be  used  for  business  pur¬ 
poses  (store)  to  an  existing  building 
used  for  a  multiple  dwelling  with  stores, 
located  partly  in  a  business  use  district 
and  partly  in  a  residence  use  district, 
and  previously  granted  by  the  Board ; 
premises  888  Grand  Concourse  and  172- 
180  East  161st  street,  southeast  corner 
(Block  No.  2459,  Lot  No.  34),  Bor¬ 
ough  of  The  Bronx. 

cal.  no.  672-40-BZ — Application,  June  20,  1940.  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Joseph  B.  Lynch,  appli¬ 
cant,  on  behalf  of  Mary  DuBritz  and 
Rose  DuBritz.  owners  (Colonial  Beacon 
Oil  Company,  lessee),  to  permit  in  a 
business  use  district  the  removal  of 
existing  building  and  replacement  with 
new  buildings  and  relocation  of  pumps 
on  an  existing  gasoline  service  station; 
premises  413-419  Empire  boulevard  and 
458-464  New  York  avenue,  northwest 
corner  (Block  No.  1309,  Lot  No.  120), 
Borough  of  Brooklyn. 

cal.  no.  879-38-BZ — Application,  October  3,  1938;  dismissed 
for  lack  of  prosecution  June  27,  1939; 
reopened  and  restored  to  Calendar  Octo¬ 
ber  29,  1940,  under  sections  7h  and  21 
of  the  building  zone  resolution,  of 
Louis  Marabini,  applicant,  on  behalf 
of  Columbia  University,  Presbyterian 
Church,  New  York  Public  Library  and 
Metropolitan  Museum  of  Art,  owners, 
to  permit  in  a  business  use  district  the 
maintenance  of  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles 
on  a  plot  occupied,  in  part,  by  a  build¬ 
ing  used  for  body  and  fender  repairs 
and  brake  and  ignition  service ;  prem¬ 
ises  31-73  31st  street,  east  side,  176  ft. 
north  of  Broadway  (Block  No.  613, 
Lot  No.  13),  Astoria,  Borough  of 
Queens. 

cal.  no.  330-22-BZ — Application  of  Paul  Friedman,  appli¬ 
cant.  on  behalf  of  Kings  Highway  Com¬ 
munity  Corporation,  owner  (Community 
Amusement  Corporation,  lessee),  re¬ 
opened  June  4,  1940,  under  sections  7c 


and  21  of  the  building  zone  resolution, 
to  permit  the  extension  and  change  of 
use  of  an  existing  building  now  occu¬ 
pied  as  bowling  alleys,  library,  stores, 
auditorium  and  meeting  room  to  stores, 
motion  picture  theatre  with  marquee 
and  signs,  extending  from  business  use 
district  into  a  residence  use  district  and 
to  permit  the  proposed  rear  extension  to 
occupy  a  portion  of  the  rear  yard  in 
excess  of  that  permitted  by  section 
17(a)  of  the  building  zone  resolution; 
premises  1663-1669  East  17th  street,  east 
side,  57  ft.  2 y2  in.  south  of  Kings  high¬ 
way  (Block  No.  6780,  Lot  No.  55), 
Borough  of  Brooklyn. 

cal.  no.  544-40-BZ — Application,  May  20,  1940,  under  sec¬ 
tions  21  and  7c  of  the  building  zone 
resolution,  of  Morris  Perlstein,  appli¬ 
cant,  on  behalf  of  Coney  Island  Soda 
Water  Corporation,  owner,  to  permit, 
partly  in  a  residence  use  district  and 
partly  in  a  business  use  district,  the 
erection  of  an  extension  to  an  existing 
building  used  for  factory,  storage,  office 
and  dwelling  (the  proposed  extension 
to  be  used  for  storage)  ;  premises 
2226-2228  Neptune  avenue  and  2813 
West  23rd  street,  southeast  corner,  and 
east  side  of  West  23rd  street,  95  ft. 
south  of  Neptune  avenue  (Block  No. 
7016,  Lot  Nos.  1  and  83),  Borough  of 
Brooklyn. 

Appeals  from  Administrative  Decisions. 

623-40-A — 2226-2228  Neptune  avenue  and  2813  West  23rd 
street,  southeast  corner  and  east  side  of 
West  23rd  street.  95  ft.  south  of  Neptune 
avenue  (Block  No.  7016,  Lot  Nos.  1  and 
83),  Borough  of  Brooklyn. 

602-40-A — 1663-1669  East  17th  street,  east  side,  57  ft.  2J4 
in.  south  of  Kings  highway  (Block  No. 
6780,  Lot  No.  55),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


NOVEMBER  13,  1940,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

831-40-A — 171  Bay  Ridge  avenue,  north  side,  260  ft.  west 
of  Ridge  boulevard  (Block  No.  5861,  Lot 
No.  69),  Borough  of  Brooklyn. 

697-39-A — 28  Bowery  and  43  Bayard  street,  southwest  cor¬ 
ner  (Block  No.  163,  Lot  No.  33),  Borough 
of  Manhattan. 


994-40-A — 34-40  Varick  street,  east  side,  100  ft.  8*4  in. 

south  of  Bridgewater  street  (Block  No. 
2664,  Lot  Nos.  12,  13,  14,  15  and  22),  Bor¬ 
ough  of  Brooklyn. 

1010-40-A — 80-12  Queens  boulevard  (Kew  Gardens  road), 
south  side,  between  Quentin  street  and 
Union  turnpike  (Block  No.  3348,  Lot  No. 
37),  Kew  Gardens,  Borough  of  Queens. 


1491 


CALENDAR 


NOVEMBER  19,  1940,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  November 
19,  1940,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters: 

cal.  no.  297-40-BZ— Application.  March  20,  1940,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  Henry  Nordheim,  appli¬ 
cant,  on  behalf  of  The  Mutual  Life  In¬ 
surance  Company,  owner  (Louwer 
Garage  Corporation,  lessee),  to  permit, 
partly  in  a  business  use  district  and 
partly  in  a  residence  use  district,  for  a 
temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more*  than  five  (5)  motor  vehicles; 
premises  1407-1419  College  avenue,  west 
side,  215  ft.  south  of  East  171st  street 
(Block  No.  2786,  parts  of  Lot  Nos.  2, 
6  and  29),  Borough  of  The  Bronx. 

cal.  no  362-34-BZ— Application  of  Abraham  N.  Horwitz, 
applicant,  on  behalf  of  1230  Jerome 
Avenue  Corporation,  owner,  reopened 
October  8,  1940,  for  consideration  as  to 
extension  of  permit — re  Application, 
previously  granted  on  condition  under 
section  21  of  the  building  zone  resolu¬ 
tion,  permitting  in  a  business  use  dis¬ 
trict  the  change  of  occupancy  of  an 
existing  building  to  a  garage  for  more 
than  five  (5)  motor  vehicles  for  a  tem¬ 
porary  period;  premises  1230-1234 
Jerome  avenue,  east  side,  165  ft.  6  in. 
north  of  East  167th  street  (Block  No. 
2489,  Lot  No.  8),  Borough  of  The 
Bronx. 


CAL.  NO.  351-40-BZ— Application,  April  5,  1940,  under  sec¬ 
tions  21  and  7f  of  the  building  zone 
resolution,  of  William  F.  Regan,  appli¬ 
cant,  on  behalf,  of  William  F.  Regan, 
owner,  to  permit  in  a  business  use  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station;  premises  1000- 
1012  Brooklyn  avenue  and  3522-3524 
Snyder  avenue,  southwest  corner  (Block 
No.  4906,  Lot  Nos.  9  and  10),  Borough 
of  Brooklyn. 

cal.  no.  249-39-BZ — Application,  February  28,  1940 ;  dis- 
miseed  for  lack  of  prosecution  July  18, 
1939;  reopened  and  restored  to  Calendar 
September  17,  1940,  under  section  7f  of 
the  building  zone  resolution,  of  Lama 
and  Proskauer,  applicants,  on  behalf  of 
Koppers  Company,  owner,  to  permit  in 
a  business  use  district,  for  a  stated  term 
of  years,  the  erection  and  maintenance 
of  a  gasoline  service  station ;  premises 
84-11  to  84-21  Astoria  boulevard  and 
24-02  to  24-12  85th  street,  northwest 
corner,  and  84-12  to  84-20  24th  avenue 
(Block  No.  1096,  part  of  Lot  No.  1), 
Jackson  Heights,  Borough  of  Queens. 


resolution,  of  Arthur  H.  Haaren,  ap¬ 
plicant,  on  behalf  of  Edlar  Realty  Cor¬ 
poration,  owner  (Alex  White,  lessee), 
to  permit  in  a  business  use  district  the 
extension  of  a  gasoline  service  station 
so  as  to  permit  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  3150  Broadway,  southeast 
corner  of  Moylan  place  (Block  No. 
1980,  Lot  No.  61),  Borough  of  Man¬ 
hattan. 

( 

cal.  no.  843-40-BZ— Application,  August  6.  1940,  under  sec¬ 
tion  7c  of  the  building  zone  resolution, 
of  Daer  Properties,  Incorporated,  appli¬ 
cant  and  owner,  to  permit  in  a  residence ; 
use  district,  extending  from  a  business 
use  district,  the  alteration  of  an  existing 
multiple  dwelling  with  stores  on  the  first 
story,  so  as  to  provide  additional  store 
use  in  the  residence  use  district ;  prem¬ 
ises  147-149  West  Tremont  avenue  and 
1796-1806  University  avenue,  northeast 
corner  (Block  No.  2868.  Lot  No.  1), 
Borough  of  The  Bronx. 

cal.  no.  94-38-BZ — Application  of  William  L.  Schrauth,  ap¬ 
plicant,  on  behalf  of  Jeho  Company,  In¬ 
corporated,  owner,  reopened  July  16, 
1940,  for  rehearing,  under  section  7h  of 
the  building  zone  resolution,  to  permit 
in  a  business  use  district  the  parking 
and  storage  of  more  than  five  (5)  motor 
vehicles  (previously  denied)  ;  premises 
89-04  166th  street,  southwest  corner  of: 
89th  avenue  (Block  No.  9795  [8661, 
Lot  No.  72),  Jamaica,  Borough  of 
Queens. 

Appeal  from  Administrative  Decision. 

553-37-A— 1815-1825  Ocean  avenue,  east  side.  280  ft.  south 
of  Avenue  M  (Block  No.  7656,  Lot  No. 
55  and  part  of  Lot  Nos.  54  and  58),  Bor¬ 
ough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman.  ' 


NOVEMBER  19,  1940,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

882-40-A— 148  39th  street,  southwest  corner  of  Second  ave¬ 
nue  (Bush  Building  No.  19,  fourth  floor)  ; 
(Block  No.  706,  Lot  No.  1),  Borough  of 
Brooklyn. 

1004-40- A — 228  Bay  street,  west  side,  151  ft.  north  of  Han¬ 
nah  street  (Block  No.  498,  Lot  No.  74) 
Tompkinsville,  Borough  of  Richmond. 


DECEMBER  10,  1940,  2  P.  M. 

Appeal  from  Administrative  Decision. 

2321  Third  avenue  and  201  East  126th  street 
northeast  corner  (Block  No.  1791,  Lot  No 
1),  Borough  of  Manhattan. 


696-39-A — 

cal.  no.  812-40-BZ— Application,  July  22,  1940,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
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MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING.  OCTOBER  29,  1940. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Assistant  Chief  McCarthy. 

The  minutes  of  the  regular  meeting  of  the  Board  held  on 
Tuesday  morning,  October  15,  1940,  and  the  minutes  of  the 
regular  meeting  of  the  Board  held  on  Tuesday  afternoon, 
October  15,  1940,  were  approved  as  printed  in  Bulletin  No. 
43,  Volume  25. 


BUILDING  ZONE  CASES. 

330-22-BZ. 

APPLICANT — Paul  Friedman,  for  Kings  Highway  Com¬ 
munity  Corporation,  owner  (Community  Amuse¬ 
ment  Corporation,  lessee). 

SUBJECT — Application  reopened  June  4,  1940  (re  decision 
of  the  borough  superintendent  of  buildings),  under 
sections  7c  and  21  of  the  building  zone  resolution, 
to  permit  the  extension  and  change  of  use  of  an 
existing  building  now  occupied  as  bowling  alleys, 
library,  stores,  auditorium  and  meeting  room  to 
stores,  motion  picture  theatre  with  marquee  and 
signs  extending  from  business  use  district  into  a 
residence  use  district  and  to  permit  the  proposed 
rear  extension  to  occupy  a  portion  of  the  rear  yard 
in  excess  of  that  permitted  by  section  17(a)  of  the 
building  zone  resolution. 

PREMISES  AFFECTED — 1663-1669  East  17th  street,  east 
side,  57  ft.  2l/2  in.  south  of  Kings  highway  (Block 
No.  6780,  Lot  No.  55),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Paul  Friedman,  George  A.  Mar¬ 
shall  and  Benjamin  Schlanger. 

For  Opposition:  Lawrence  Guion,  A.  J.  Burns, 
Maurice  B.  Lieberman  and  Benjamin  Schul- 
man. 

AC  1  ION  OF  BOARD — Laid  over  to  November  13,  1940, 
at  10  A.M.,  for  inspection  by  a  committee  of  the 
Board  and  decision  by  the  Board  without  further 
argument. 


562-32-BZ. 

APPLICANT — Lama  and  Proskauer,  for  Silgreen  Holding 
Corporation,  owner. 

SUBJECT— Application  reopened  November  15,  1938  (re 
decision  of  the  borough  superintendent  of  buildings), 
under  section  21  of  the  building  zone  resolution,  to 
permit  in  a  business  use  district  the  maintenance  of 
a  gasoline  service  station  (previously  granted  by 
the  Board  for  a  temporary  period). 

PREMISES  AFF ECTED — 208-16  Foch  boulevard,  south¬ 
west  corner  of  Springfield  boulevard  (Block  No. 
3358,  Lot  No.  50),  St.  Albans,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

ACTION  OF  BOARD — Laid  over  to  November  13,  1940, 
at  10  A.M.,  on  request  of  applicant. 


329-37-BZ. 

APPLICANT — William  Shary,  for  P.  and  A.  D.  Rubin, 
Incorporated,  owner. 

SUBJECT — Application  reopened  July  2,  1940  (re  decision 
of  the  borough  superintendent  of  buildings),  under 
sections  7b,  7c  and  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  residence  use  district  the  erection 
of  an  extension,  to  be  used  for  business  purposes 
(store),  to  an  existing  building  used  for  multiple 
dwelling  with  stores,  located  partly  in  a  business 
use  district  and  partly  in  a  residence  use  district 
(previously  granted  by  the  Board). 

REMISES  ATT  ECTED — 888  Grand  Concourse  and  172- 


180  East  161st  street,  southeast  corner  (Block  No. 
2459,  Lot  No.  34),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  William  Shary  and  Abraham  Rubin. 
For  Opposition:  Eliot  E.  Berkwit  and  Oscar  Quinto. 
ACTION  OF  BOARD — Laid  over  to  November  13,  1940, 
at  10  A.M.,  for  further  notice  to  an  affected  prop¬ 
erty  owner. 


1289-39-BZ. 

APPLICANT — Charles  Gomes  (lessee),  for  Port  of  New 
York  Authority,  owner. 

SUBJECT — Application  (re  decision  of  the  acting  borough 
superintendent  of  buildings),  under  sections  21  and 
7h  of  the  building  zone  resolution,  to  permit  in  a 
retail  use  district  the  use  of  premises  for  parking 
and  storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 423-425  West  35th  street, 
northeast  corner  of  Dyer  avenue  (Block  No.  733, 
Lot  Nos.  21  and  22),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Charles  Gomes  and  Philip  Schlissel. 
For  Opposition:  Jacob  J.  Talbolt  and  John  F.  De 
Angeli. 

ACTION  OF  BOARD — Laid  over  to  November  13,  1940, 
at  10  A.M.,  for  inspection  by  a  committee  of  the 
Board  and  decision  by  the  Board  without  further 
argument. 


470-40-BZ. 

APPLICANT — Lama  and  Proskauer,  for  William  Cohn, 
owner  (Jacob  Newmark,  lessee). 

SUBJECT — Application  (re  decision  of  the  acting  borough 
superintendent  of  buildings),  under  sections  7c  and 
21  of  the  building  zone  resolution,  to  permit,  partly 
in  a  business  use  district  and  partly  in  a  residence 
use  district,  the  extension  of  an  existing  gasoline 
service  station  and,  also,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  ATT  ECTED — 4070-4076  Broadway,  southeast 
corner  of  West  172nd  street  (Block  No.  2141,  Lot 
Nos.  17  to  20,  inclusive).  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

ACTION  OF  BOARD — Laid  over  to  November  13,  1940, 
at  10  A.M.,  for  further  inspection  by  a  committee 
of  the  Board  and  decision  by  the  Board. 


544-40-BZ. 

APPLICANT — Morris  Perlstein,  for  Coney  Island  Soda 
Water  Corporation,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  sections  21  and  7c 
of  the  building  zone  resolution,  to  permit,  partly  in  a 
residence  use  district  and  partly  in  a  business  use 
district,  the  erection  of  an  extension  to  an  existing 
building  used  for  factory,  storage,  office  and  dwell¬ 
ing  (the  proposed  extension  to  be  used  for  storage). 

PREMISES  AFFECTED — 2226-2228  Neptune  avenue  and 
2813  West  23rd  street,  southeast  corner,  and  east 
side  of  West  23rd  street,  95  ft.  south  of  Neptune 
avenue  (Block  No.  7016,  Lot  Nos.  1  and  83),  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Morris  Perlstein. 

For  Opposition:  Rose  Yagendorf. 

ACTION  OF  BOARD — Laid  over  to  November  13,  1940, 
at  10  A.M.,  for  inspection  by  a  committee  of  the 
Board. 

672-40-BZ. 

APPLICANT— Joseph  B.  Lynch,  for  Mary  DuBritz  and 
Rose  DuBritz,  owners  (Colonial  Beacon  Oil  Com¬ 
pany,  lessee). 
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SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  sections  7c  and  21 
of  the  building  zone  resolution,  to  permit  in  a  busi- 
ness  use  district  the  removal  of  existing  building  and 
replacement  with  new  buildings  and  relocation  of 
pumps  on  an  existing  gasoline  service  station. 

PREMISES  AFFECTED— 413-419  Empire  boulevard  and 
458-464  New  York  avenue,  northwest  corner  (Block 
No.  1309,  Lot  No.  120),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  November  13,  1940, 
at  10  A.M.,  for  additional  information  from  Fire 
Department. 


578-40-BZ. 

APPLICANT— Lama  and  Proskauer,  for  Ozark  Realty 
Corporation,  owner. 

SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  sections  7c  and  21  of 
the  building  zone  resolution,  to  permit  in  a  business 
use  district  the  alteration  and  extension  of  an  exist¬ 
ing  gasoline  service  station. 

PREMISES  AFFECTED— 1716-1726  Utica  avenue,  south¬ 
west  corner  of  Avenue  I  (Block  No.  7775,  Lot  No. 
47),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  withdrawn  after  argu¬ 
ment. 

TPIE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock.  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

Negative  .  0 


124-36-BZ. 

APPLICANT— J.  Jacques  Stone,  for  Trustees  of  Mortgage 
Series  C-2,  owner  (Meyer  Parking  Corporation, 
lessee) . 

SUBJECT — Application  reopened  and  restored  to  Calendar 
September  17,  1940  (re  decision  of  the  ^borough 
superintendent  of  buildings),  under  section  7h  of  the 
building  zone  resolution,  to  permit  in  a  restricted 
retail  use  district  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles  (previously  dismissed 
for  lack  of  prosecution). 

PREMISES  AFFECTED— 63-67  West  35th  street,  north 
side,  100  ft.  east  of  Sixth  avenue  (Block  No.  837, 
Lot  No.  6),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  J.  Jacques  Stone,  Kent  Tweedy, 
John  W.  Hanson  and  Mr.  Meyers. 

For  Opposition:  Julius  Wagner. 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE—  .  .  . 

Affirmative:  Chairman  Murdock.  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

Negative  .  0 

THE  RESOLUTION— 

(124-36-BZ) 

Whereas,  this  application  to  permit  in  a  restricted  retail 
use  district  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles,  premises  63-67  West  35th  street,  north  side, 
100  ft.  east  of  Sixth  avenue  (Block  No.  837,  Lot  Noj  6), 
Borough  of  Manhattan,  was  dismissed  by  the  Board  for  lack 
of  prosecution  October  6,  1939 ;  and 
Whereas,  J.  Jacques  Stone,  for  the  Trustees  of  Mortgage 
Series  C-2,  owners,  requested  a  reopening  of  the  application 
and  restoration  to  the  Calendar ;  and 


Whereas,  this  application  was  reopened  by  vote  of  the 

Board  September  17,  1940;  and  . 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  October  29,  1940,  after  due  notice  by  publication  m  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and  _ 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  WTstt  35th  street  is  in  a  restricted 

retail  use  district;  and  . 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Drop  Curb  Application  No.  156-40,  dated 
August  9,  1940,  reads: 

“1.  The  parking  and  storage  of  more  than  five  motor 
vehicles  in  a  restricted  retail  district  is  contrary,  to  Art. 

2.  Sec.  4,  subdiv.  IS  of  the  Zoning  Resolution.” 

Whereas,  the  premises  consist  of  a  plot  of  ground  74.10U 
ft.  by  98.9  ft.,  which  it  is  proposed  to  occupy  for  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles,  and 
Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case  * 
in  which  to  exercise  its  discretion  to  grant  under  section  7h 
of  the  building  zone  resolution. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does  ■ 
hereby  make  a  variation  in  the  application  of  the  use  district  ■ 
regulations  of  the  building  zone  resolution  and  that  the  ap-  f 
plication  be  and  it  hereby  is  granted,  under  section  7h  there¬ 
of,  for  a  term  of  two  (2)  years,  to  permit  the  premises  to  be 
occupied  for  the  transient  parking  of  motor  vehicles,  on  con¬ 
dition  that  only  motor  vehicles  of  the  pleasure-car  type  shall 
be  so  parked ;  that  the  plot  shall  be  leveled  to  the  grade  of 
West  35th  street,  and  shall  be  surfaced  with  steam  cinders, 
clean  gravel  or  other  suitable  surfacing  material,  properly 
rolled  and  bound  to  prevent  dusting;  that  proper  suiface 
drainage  shall  be  provided ;  that  on  the  side  lot  lines,  where 
walls  of  adjacent  buildings  do  not  occur,  there  shall  be 
erected  a  substantial  heavy  woven-wire  fence  of  the  chain- 
link  type,  with  steel  posts,  of  not  less  than  6  ft.  in  height,  i 
and  a  similar  fence  on  the  street  building  line  of  West  35th 
street,  with  not  over  two  openings  therein  not  over  15  ft.  in 
width  each ;  that  other  than  those  curb  cuts  as  permitted,  all  3 
other  curb  cuts  shall  be  removed  and  the  curbs  restored;  ■ 
that  the  sidewalk  shall  be  repaired  or  resurfaced;  that  duiing 
the  term  of  this  permit  the  premises  shall  be  used  for  no , 
other  use  other  than  as  herein  permitted ;  that  no  other 
building  shall  be  erected  other  than  a  building  not  over  190 
sq.  ft.  in  area  and  one  story  in  height  as  an  office  and  shelter 
for  the  attendant;  that  such  building  may  be  of  frame  con-( 
struction ;  that  there  shall  be  no  advertising  on  the  premises, 
except  for  a  sign  attached  to  the  fence  advertising  transient 
parking  use,  provided  such  sign  does  not  exceed  15  sq.  ft.  in' 
area  and  is  not  illuminated  and  does  not  extend  beyond  the 
building  line;  that  proper  aisles  shall  be  maintained  at  all 
times  for  easy  entrance  and  egress;  that  there  shall  be  a 
space  of  not  less  than  18  in.  left  between  every  other  row 
of  cars;  that  such  portable  fire-fighting  appliances  shall  he' 
maintained  on  the  premises  as  the  fire  commissioner  shall 
direct;  that  a  bumper  not  less  than,  18,  in.  in  width,  shall  be 
maintained  against  the  side  walls  of  adjoining  buildings  as  a 
protection;  that  lights  for  general  illumination  shall  be  on 
post  standards,  with  metal  reflectors  so  arranged  as  to  re¬ 
flect  toward  the  center  of  the  premises ;  that  all  permits  and 
all  work  shall  be  completed  within  six  (6)  months  from  the 
date  of  this  amended  resolution. 


223-40-BZ. 

APPLICANT— Samuels  and  Samuels,  for  Elmo  Realty 
Corporation,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  uunder  sections  7f  and  2J 
of  the  building  zone  resolution,  to  permit  in  a  busi¬ 
ness  use  district  the  erection  and  maintenance  of  a 
gasoline  service  station. 
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PREMISES  AFFECTED— 2876-2884  Eastern  boulevard 
and  1068-1074  Revere  avenue,  southeast  corner 
(Block  No.  5531.  Lot  Nos.  1  and  4),  Borough  cf 
The  Bronx. 

appearances— 

For  Applicant:  Archie  H.  Samuels. 

F'or  Opposition:  Warner  Pyne. 

ACTION  OF'  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 


Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

THE  RESOLUTION— 

(223-40-BZ) 


Whereas,  Samuels  and  Samuels,  for  Elmo  Realty  Cor¬ 
poration,  owner,  tiled  March  1,  1940,  an  application  under 
sections  7f  and  21  of  the  building  zone  resolution,  to  permit 
in  a  business  use  district  the  erection  and  maintenance  of  a 
gasoline  service  station;  premises  2876-2884  Eastern  boule¬ 
vard  and  1068-1074  Revere  avenue,  southeast  corner  (Block 
No.  5531,  Lot  Nos.  1  and  4),  Borough  of  The  Bronx;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  October  29,  1940,  after  due  notice  by  publication  in  the 
.  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Eastern  boulevard  and  Tremont 
avenue  are  in  business  use  districts ;  Revere  avenue  is  in  a 
business  and  residence  use  district;  and 
i  Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  New  Building  Application  No.  84-1940,  dated 
February  1,  1940,  reads: 

“1.  Proposed  use  (gasoline  service  station,  office, 
laundry  and  lubritorium)  prohibited  in  a  business  dis¬ 
trict.  Sec.  4,  Art.  2  of  Amended  Building  Zone  Resolu¬ 
tion.” 
and 

Whereas,  the  premises  consist  of  a  vacant  plot  of  ground 
100.68  ft.  by  88.74  ft.  in  area,  on  which  it  is  proposed  to 
erect  a  one-story,  non-fireproof  building,  52  ft.  by  38  ft., 
irregular  in  area,  to  be  occupied  as  office,  laundry  and  lubri¬ 
torium  and  to  erect  the  necessary  tanks  and  pumps  for  a 
gasoline  service  station;  and 
Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  its  discretion  to  grant  a  zoning 
variance  under  section  7,  subdivision  f,  of  the  building  zone 
resolution ;  and 

Whereas,  the  Board  deemed,  further,  that  the  applicant 
failed  to  substantiate  a  basis  of  appeal  under  section  21  of 
the  building  zone  resolution  and  was.  therefore,  not  entitled 
to  relief  on  the  grounds  of  practical  difficulty  and  unneces¬ 
sary  hardship. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  on  New  Building  Application  No.  84-40,  Ob¬ 
jection  No.  1,  be  and  it  hereby  is  affirmed '  and  that  the  ap¬ 
plication  be  and  it  hereby  is  denied. 


347-40-BZ. 

APPLICANT — Thomas  W.  Lamb,  Incorporated,  for 
Bowery  Savings  Bank,  owner. 

SUBJECT — Application  reopened  September  10,  1940  (re 
decision  of  the  borough  superintendent  of  buildings ) , 
under  sections  7h  and  21  of  the  building  zone  reso¬ 
lution,  to  permit  in  a  business  use  district  the  main¬ 
tenance  on  a  portion  of  the  premises  for  the  park¬ 
ing  and  storage  of  more  than  five  (5)  motor  ve¬ 
hicles. 

PREMISES  AFFECTED— 479-495  Lexington  avenue,  east 
side,  from  East  46th  street  to  East  47th  street,  127- 
149  East  46th  street  and  130-136  East  47th  street 


(Block  No.  1301.  Lot  Nos.  20  to  28,  inclusive,  and 
47  to  53,  inclusive),  Borough  of  Manhattan. 
APPEARANCES— 

F'or  Applicant:  Thomas  W.  Lamb,  Harry  Williams, 
J.  O.  Carter,  J.  J.  McNamara,  Gerald  E. 
Dwyer  and  Charles  Van  Buren. 

For  Opposition:  Patrick  J.  Growney,  Russell  H. 
Dorr,  Benjamin  Gollay,  J.  Wilfred  Eidt,  Alfred 
T.  Mamon  and  Harry  Cohen. 

ACTION  OF'  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

THE  RESOLUTION— 

(347-40-BZ) 

Whereas,  this  application,  to  permit  in  a  business  use  dis¬ 
trict.  under  sections  7g  and  21  of  the  building  zone  resolu¬ 
tion,  the  erection  and  maintenance  of  a  garage  for  more  than 
five  (5)  motor  vehicles;  premises  479-495  Lexington  ave¬ 
nue,  east  side,  from  East  46th  street  to  East  47th  street,  127- 
149  East  46th  street  and  130-146  East  47th  street  (Block 
No.  1301,  Lot  Nos.  20  to  28,  inclusive,  and  47  to  53,  inclu¬ 
sive),  Borough  of  Manhattan;  and 
Whereas,  Thomas  W.  Lamb,  Incorporated,  for  Bowery 
Savings  Bank,  owner,  requested  a  reopening  of  the  applica¬ 
tion,  under  sections  7h  and  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  use  district  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles;  and 
Whereas,  this  application  was  reopened  by  vote  of  the 
Board  September  10,  1940;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  October  29,  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
W hereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Lexington  avenue,  east  of  46th 
street  and  east  of  47th  street,  is  in  a  business  use  district ; 
and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  New  Building  Application  No.  212-38,  dated 
August  20,  1940,  reads: 

“Contrary  to  Sect.  4.15  Building  Zone  Resolution  to 
use  building  on  premises  in  a  business  district  for  stor¬ 
age  and  parking  automobiles,  to  exceed  5  motor  ve¬ 
hicles.” 

and 

Whereas,  the  premises  consist  of  a  plot  fronting  200  ft. 
10  in.  on  Lexington  avenue,  220  ft.  on  East  42nd  street  and 
165  ft.  on  East  47th  street,  upon  which  it  is  proposed  to  erect 
a  one-story  building,  200  ft.  10  in.  on  Lexington  avenue  to  a 
depth  of  60  ft.  on  East  47th  street,  to  be  occupied  as  stores, 
and  a  one-story  office  building,  and  to  occupy  a  portion  of 
the  premises  east  of  a  point  63  ft.  east  of  Lexington  avenue 
for  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles ;  and 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 
W  iiereas,  the  Board  deemed  that  the  applicant  failed  to 
substantiate  his  basis  of  appeal  under  section  21  of  the  build¬ 
ing  zone  resolution,  and  that  section  7h  does  not  apply  as 
the  plot  is  not  vacant,  and  was,  therefore,  not  entitled  to 
relief. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  on  New  Building  Application  No.  212-38,  be 
and  it  hereby  is  affirmed  and  that  the  application  be  and  it 
hereby  is  denied. 


471-40-BZ. 

APPLICANT — Philip  Birnbaum,  for  Crescent  Holding 
Corporation,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  section  21  of  the  build- 
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ing  zone  resolution,  to  permit,  partly  in  a  residence 
use  district  and  partly  in  a  retail  use  district,  the 
maintenance  of  a  garage  for  more  than  five  (5) 
motor  vehicles  accessory  to  and  within  a  multiple 
dwelling. 

PREMISES  AFFECTED— Block  front,  north  side  of  77th 
avenue,  from  Queens  boulevard  to  113th  street 
(Block  No.  2266,  Lot  No.  79),  Forest  Hills,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  Philip  Birnbaum. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  ■+ 

Negative  . .  0 

THE  RESOLUTION— 

(471-40-BZ) 

Whereas,  Philip  Birnbaum,  for  Crescent  Holding  Cor¬ 
poration,  owner,  filed  May  6.  1940,  an  application  under  sec¬ 
tion  21  of  the  building  zone  resolution,  to  permit,  partly  in  a 
residence  use  district  and  partly  in  a  retail  use  district,  the 
maintenance  of  a  garage  for  more  than  five  (5)  motor 
vehicles  within  a  multiple  dwelling;  premises  block  front, 
north  side  of  77th  avenue,  from  Queens  boulevard  to  113tn 
street  (Block  No.  2266,  Lot  No.  79),  Forest  Hills,  Borough 
of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  October  29.  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Queens  boulevard  is  in  a  retail 
and  business  use  district;  113th  street  is  in  a  residence  use 
district ;  77th  avenue  is  in  a  residence,  retail  and  business  use 
district ;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  New  Building  Application  No.  5845-39,  dated 
July  11,  1940,  reads: 

“1.  The  above  location  is  in  a  retail  and  residence 
use  district  under  Article  2  of  the  Building  Zone  Reso¬ 
lution.  A  garage  in  a  multiple  dwelling  at  the  above 
location  in  a  retail  district  for  more  than  5  cars,  as 
indicated  on  plans  filed,  is  contrary  to  Article  2,  Sec¬ 
tion  4A  and  Section  4,  sub.  div.  A-15  of  Building  Zone 
Resolution.” 
and 

Whereas,  the  premises  consist  of  a  plot  fronting  208  ft. 
on  Queens  boulevard.  200  ft.  on  77th  avenue  and  192.72  ft. 
on  113th  street,  upon  which  there  has  been  erected  a  six- 
story,  Class  3  building,  70  ft.  in  height  and  195  ft.  6  in.  by 
167  ft.  in  area,  occupied  as  a  Class  A  multiple  dwelling  with 
stores  on  the  first  story,  facing  Queens  boulevard  in  front  ; 
it  is  proposed  to  occupy  a  portion  of  the  basement  story, 
approximately  11,600  sq.  ft.  in  area,  for  the  storage  of  more 
than  five  (5)  motor  vehicles  as  an  accessory  to  the  multiple 
dwelling ;  and 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  of  appeal  under  section  21  of  the  building 
zone  resolution  and  was,  therefore,  entitled  to  relief  on  the 
grounds  of  practical  difficulty  and  unnecessary  hardship. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted .  under  section  21  there¬ 
of,  on  condition  that  the  requirements  of  the  building  zone 
resolution  shall  be  complied  with  in  all  other  respects ;  that 
the  garages  shall  comply  with  the  requirements  of  section  60 
of  the  Multiple  Dwelling  Law  and  the  resolution  of  the 
Board  under  Cal.  No.  9I7-40-A ;  that  all  permits  required 


shall  be  obtained  and  all  work  completed  within  one  (1)  year 
from  the  date  of  this  action. 


991-40-BZ. 

APPLICANT— Herbert  S.  Thomson,  Jr.,  for  Unexcelled 
Manufacturing  Company,  owner. 

SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  section  7 a  of  the 
building  zone  resolution,  to  permit  in  a  residence  use 
district  the  erection  of  three  (3)  business  buildings 
to  be  used  in  conjunction  with  an  existing  plant  for 
the  manufacture  of  pyrotechnics. 

PREMISES  AFFECTED — 1208  Richmond  avenue,  west 
side,  400  ft.  south  of  Lisk  avenue  (Buildings  A,  B 
and  C)  ;  (Block  No.  1660,  Lot  No.  1),  Graniteville, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Herbert  S.  Thomson,  Jr..  Clark  B. 
Allan  and  L.  G.  Brower. 

For  Opposition:  Robert  J.  Abraham,  Connie  Pag- 
liaro,  Elizabeth  Valorosa  and  Arthur  A.  Fox. 
ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4  | 

Negative  .  0  . 

THE  RESOLUTION— 

(991-40-BZ) 

Whereas,  Herbert  S.  Thomson,  Jr.,  for  Unexcelled  Manu-  | 
facturing  Company,  owner,  filed  October  11,  1940,  an  ap¬ 
plication  under  section  7a  of  the  building  zone  resolution,  to 
permit  in  a  residence  use  district  the  erection  of  three  (3) 
business  buildings  to  be  occupied  in  conjunction  with  an 
existing  plant  for  the  manufacture  of  pyrotechnics ;  premises 
1208  Richmond  avenue,  west  side.  400  ft.  south  of  Lisk  ave¬ 
nue  (Buildings  A,  B  and  C)  ;  (Block  No.  1660,  Lot  No.  1), 
Graniteville,  Borough  of  Richmond ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  October  29,  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Richmond  avenue,  West  Side 
parkway,  Andover  street  and  Deppe  place  are  in  business 
use  districts;  Chemung  avenue.  Chenango  avenue  and  Berk¬ 
ley  street  are  in  residence  and  business  use  districts;  and 
Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  New  Building  Application  Nos.  377-40,  405-40 
and  406-40,  dated  October  9,  1940,  reads : 

“1.  Contrary  to  the  Zoning  Resolution  of  the  City 
of  New  York  to  erect  a  building  for  a  business  use  in  a 
Residence  Use  District.  (Sec.  3).”  , 

and  _  #  .  . 

Whereas,  the  premises  consist  of  a  plot  fronting  899  tt. 
on  Richmond  avenue  with  a  depth  of  1,630  ft.  therefrom, 
upon  which  there  has  been  erected  a  series  of  buildings  occu¬ 
pied  for  the  manufacture  of  pyrotechnics ;  it  is  proposed  to , 
erect  on  the  plot  three  (3)  additional  buildings  more  fully 
described  as  follows : 

Building  A  is  to  be  located  on  the  north  side  of 

Chemung  avenue,  approximately  1,225  ft.  west  of  Rich¬ 
mond  avenue,  will  be  one  story  (13  ft.)  in  height  and 
20  ft.  by  60  ft.  ini  area,  of  frame  construction,  and  sur¬ 
faced  on  the  exterior  with  corrugated  iron,  to  be  used' 
for  storage. 

Building  B  is  to  be  located  on  the  south  side  of- 

Chemung  avenue,  975  ft.  west  of  Richmond  avenue,  will 
be  one  story  (13  ft.)  in  height  and  20  ft.  by  30  ft.  in 
area,  of  frame  construction,  and  surfaced  on  the  exterior 
with  novelty  siding,  and  on  the  roof  with  asphalt 

shingles ;  this  building  will  be  occupied  for  the  storage 

of  parts. 
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Building  C  is  to  be  erected  on  the  south  side  of 
Chemung  avenue,  approximately  125  ft.  west  of  Rich¬ 
mond  avenue,  will  be  one  story  (13  ft.)  in  height  and 
20  ft.  by  60  ft.  in  area,  surfaced  on  the  exterior  witli 
novelty  siding  and  on  the  roof  with  asphalt  shingles ; 
this  building  also  will  be  occupied  for  storage, 
and 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7a 
of  the  building  zone  resolution. 

Resolved,  tiiat  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap- 
’  plication  be  and  it  hereby  is  granted,  under  section  7a  there¬ 
of,  for  a  term  of  two  (2)  years,  to  permit  the  construction 
of  the  buildings  as  proposed,  on  condition  that  they  shall  be 
no  larger  than  the  size  indicated  and  shall  be  used  solely  for 
the  purpose  of  storing  of  parts  to  be  used  in  connection  with 
the  operation  of  the  fireworks  plant  on  the  premises;  that 
the  buildings  shall  comply  with  the  Building  Code  in  all 
respects ;  that  the  surfacing  of  the  exteriors  and  the  surfac¬ 
ing  of  the  roofs  shall  be  of  approved  incombustible  mate¬ 
rials;  that  such  portable  fire-fighting  appliances  shall  be  in¬ 
stalled  as  the  fire  commissioner  shall  direct;  that  all  permits 
shall  be  obtained  and  all  work  completed  within  three  (3) 
months  from  the  date  of  this  resolution. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

602-40-A. 

APPLICANT — Paul  Friedman,  for  Kings  Highway  Com¬ 
munity  Corporation,  owner  (Community  Amuse¬ 
ment  Corporation,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 1663-1669  East  17th  street,  east 
side,  57  ft.  21/  in.  south  of  Kings  highway  (Block 
No.  6780,  Lot  No.  55),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Paul  Friedman. 

ACTION  OF  BOARD — Laid  over  to  November  13,  1940, 
at  10  A.M.,  for  inspection  by  a  committee  of  the 
Board  and  decision  by  the  Board  without  further 
argument. 

623-40-A. 

APPLICANT — Morris  Perlstein.  for  Coney  Island  Soda 
Water  Corporation,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  Ah FECTED — 2226-2228  Neptune  avenue  and 
2813  West  23rd  street,  southeast  corner  and  east 
side  of  West  23rd  street,  95  ft.  south  of  Neptune 
avenue  (Block  No.  7016,  Lot  Nos.  1  and  83),  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Morris  Perlstein. 

ACTION  OF  BOARD — Laid  over  to  November  13,  1940, 
at  10  A.M.,  for  inspection  by  a  committee  of  the 
Board. 

917-40-A-MD. 

APPLICANT — Philip  Birnbaum,  for  Crescent  Holding 
Corporation,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings,  under  section  60  of  the  Mul¬ 
tiple  Dwelling  Law,  to  permit,  partly  in  a  residence 
use  district  and  partly  in  a  retail  use  district,  the 
maintenance  of  a  garage  for  more  than  five  (5) 
motor  vehicles  accessory  to  and  within  a  multiple 
dwelling. 


PREMISES  AFFECTED — Block  front,  north  side  of  77th 
avenue,  from  Queens  boulevard  to  113th  street 
(Block  No.  2266,  Lot  No.  79),  Forest  Hills,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant :  Philip  Birnbaum. 

For  Administration :  M.  O’Donohue,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(917-40-A-MD) 

Whereas,  Philip  Birnbaum,  for  Crescent  Holding  Cor¬ 
poration,  owner,  filed  September  16,  1940,  an  appeal  from 
a  decision  of  the  borough  superintendent  of  buildings,  pur¬ 
suant  to  section  60  of  the  Multiple  Dwelling  Law,  to  permit 
in  a  residence  and  retail  use  district  the  maintenance  of  a 
garage  for  more  than  five  (5)  motor  vehicles  within  a  mul¬ 
tiple  dwelling ;  premises  block  front,  north!  side  of  77th  ave¬ 
nue,  from  Queens  boulevard  to  113th  street  (Block  lS[o.  2266, 
Lot  No.  79),  Forest  Hills,  Borough  of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  appeal  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  October  29,  1940,  pursuant  to  section  60  of  the  Multiple 
Dwelling  Law,  after  due  notice  by  publication  in  the  Bul¬ 
letin  of  the  Board  of  Standards  and  Appeals  and  service  of 
notice  by  registered  mail  on  the  owners  of  property  lying 
within  150  ft.  radius  of  the  entrance  to  the  garage  portion 
of  the  building ;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  New  Building  Application  No.  5845-39,  dated 
September  9,  1940,  reads : 

“1.  Garage  in  multiple  dwelling  at  the  above  location 
must  be  approved  by  the  Board  of  Standards  and  Ap¬ 
peals  in  accordance  with  section  60,  sub.  div.  7  of  the 
Multiple  Dwelling  Law.” 
and 

Whereas,  the  premises  consist  of  a  plot  fronting  208  ft. 
on  Queens  boulevard,  200  ft.  on  77th  avenue  and  192.72  ft. 
on  113th  street,  upon  which  there  has  been  erected  a  six- 
story  building,  70  ft.  in  height  and  195  ft.  6  in.  by  167  ft.  in 
area,  of  Class  3  construction,  occupied  as  a  Class  A  mul¬ 
tiple  dwelling  with  stores  on  the  first  story  facing  on  Queens 
boulevard  in  front ;  it  is  proposed  to  occupy  a  portion  of  the 
basement  story,  approximately  11,600  sq.  ft.  in  area,  for  the 
storage  of  more  than  five  (5)  motor  vehicles  as  an  acces¬ 
sory  to  the  multiple  dwelling;  and 

Whereas,  the  applicant  contends  that  the  building  in  ques¬ 
tion  is  the  fourth  unit  of  an  eight-unit  garden  apartment 
house  development;  that  Units  1,  2  and  3  have  garages  for 
tenants’  motor  vehicles,  which  were  granted  by  the  Board 
of  Standards  and  Appeals ;  that  the  building  in  question  will 
have  accommodations  for  114  families  and  storage  space  has 
been  provided  for  approximately  fifty-six  cars ;  that  the  stor¬ 
age  space  conforms  in  all  respects  with  section  60  of  the 
Multiple  Dwelling  Law  in  that  it  is  fireproof  throughout, 
entirely  independent  of  the  building  proper,  and  equipped 
with  an  independent  approved  sprinkler  system  and  mechan¬ 
ical  exhaust  ventilation ;  that  no  alterations  to  the  building 
are  necessary  as  the  storage  space  exists,  having  been  pre¬ 
viously  designated  on  the  approved  plans  as  “  General  Stor¬ 
age”;  that  the  garage  entrances  are  within  150  ft.  of  the 
premises  owned  by  the  same  owner ;  and 

W herf.as,  the  Board  is  empowered  under  the  provisions  of 
section  60  of  the  Multiple  Dwelling  Law  to  exercise  its  dis¬ 
cretion  to  grant  an  appeal  under  these  circumstances. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  on  New  Building  Application  No.  5845-39,  Ob¬ 
jection  No.  1,  be  and  it  hereby  is  modified  and  that  the  ap¬ 
peal  be  and  it  hereby  is  granted  on  condition  that  the  pro- 
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posed  garage  shall  comply  in  all  other  respects  with  the  re¬ 
quirements  of  the  building  zone  resolution  as  varied  by  the 
Board  under  Cal.  No.  471-40-BZ  and  that  the  requirements 
of  section  60  of  the  Multiple  Dwelling  Law  and  all  other 
laws,  rules  and  regulations  shall  be  complied  with,  on  condi¬ 
tion  that  the  sprinkler  system  and  the  mechanical  ventilating 
systems  shall  comply  with  the  requirements  of  the  Building 
Code  therefor;  that  an  emergency  exit  shall  be  provided 
from  the  garage  space  at  the  northerly  end,  opening  to  the 
side  yard,  with  necessary  steps  to  reach  yard  level ;  that  such 
door  shall  be  fireproof,  self-closing,  equipped  with  a  panic 
bolt  for  easy  exit  in  case  of  fire,  but  shall  remain  closed 
normally  and  shall  not  be  used  as  an  entrance  to  the  garage ; 
that  proper  exit  lights  shall  be  furnished  at  both  exits ;  that 
all  permits  required  shall  be  obtained  and  all  work  com¬ 
pleted  within  one  (1)  year  from  the  date  of  this  resolution. 


Adjourned,  2:55  P.M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  OCTOBER  29,  1940. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Assistant  Chief  McCarthy. 


BUILDING  ZONE  CASES. 

429-37-BZ. 

APPLICANT — Samuels  and  Samuels,  for  Morris  Roth, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
rehearing  under  section  7f  of  the  building  zone 
resolution— re  Application  (decision  of  the  commis¬ 
sioner  of  buildings),  previously  granted  on  condition 
under  section  21  of  the  building  zone  resolution,  per¬ 
mitting,  partly  in  a  business  use  district  and  partly 
in  a  residence  use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station;  Board’s  deci¬ 
sion  reversed  by  Court. 

PREMISES  AFFECTED— 47-11  10th  street  and  108-09 
48th  avenue,  northeast  corner  (Block  No.  2003,  Lot 
No.  84),  Corona,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Archie  H.  Samuels. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


879-38-BZ. 

APPLICANT — Louis  Marabini,  for  Columbia  University, 
Presbyterian  Church,  New  York  Public  Library 
and  Metropolitan  Museum  of  Art,  owners. 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  Calendar  (re  decision  of  the  borough 
superintendent  of  buildings),  under  sections  7h  and 
21  of  the  building  zojie  resolution,  to  permit  in  a 
business  use  district  the  maintenance  of  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles 
on  a  plot  occupied,  in  part,  by  a  building  used  for 
body  and  fender  repairs  and  brake  and  ignition 
service  (previously  dismissed  for  lack  of  prosecu¬ 
tion)  . 

PREMISES  AFFECTED— 31-73  31st  street,  east  side,  176 
ft.  north  of  Broadway  (Block  No.  613,  Lot  No. 
13),  Astoria,  Borough  of  Queens. 


APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Application  reopened  and  set  for 
hearing  November  13,  1940,  at  10  A.M. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

Negative  .  0 


554-37-BZ.  ! 

APPLICANT— Smith  and  Weber  (lessees),  for  Board  of 
Transportation,  City  of  New  York,  owner. 
SUBJECT— Application  for  consideration— reopening  and 
extension  of  permit — re  Application  (decision  of  the 
borough  superintendent  of  buildings),  previously 
granted  under  section  7h  of  the  building  zone  reso¬ 
lution,  permitting,  partlv  in  a  retail  use  district  and 
partly  in  a  business  use  district,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles  for  a 
temporary  period  of  two  (2)  years. 

PREMISES  AFFECTED— 896-908  Eighth  avenue,  260-266  ' 
West  54th  street,  southeast  corner,  and  255  West 
53rd  sttreet  (Block  No.  1025J  Lot  No.  3),  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Sanford  Smith. 

ACTION  OF  BOARD— Application  reopened  and  permit 
extended 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chid:  Mc¬ 
Carthy  .  4  ' 

Negative  .  0 . 

THE  RESOLUTION— 

(554-37-BZ) 

Whereas,  Smith  and  Weber  (lessees),  for  Board  of 
Transportation,  City  of  New  York,  owner,  filed  November 
23,  1937,  an  application  under  the  building  zone  resolution, 
to  permit,  partly  in  a  retail  use  district  and  partly  in  a  busi¬ 
ness  use  district,  for  a  temporary  period  of  not  more  than 
two  (2)  years,  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles;  premises  896-908  Eighth  avenue,  260-' 
266  West  54th  street,  southeast  corner,  and  255  West  53rd 
street  (Block  No.  1025,  Lot  No.  3),  Borough  of  Manhat¬ 
tan  ;  and 

Whereas,  this  application  was  granted  by  the  Board  ( 
November  15,  1938,  on  certain  conditions,  the  resolution 
amended  January  31,  1939,  and  applicant  requested  an  ex¬ 
tension  of  the  permit  of  the  resolutoin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  of  November  15,  1938,  as 
amended  January  31,  1939,  as  to  the  term  of  the  permit,  so 
that  as  amended  this  portion  of  the  resolution  shall  read: 

“ granted  for  a  term  of  two  (2)  years  from  the  date  cf 
this  amended  resolution.” 


197-39-BZ. 

APPLICANT — Louise  E.  De  Vito,  owner. 

SUBJECT— Application  for  consideration — reopening  and 
extension  of  time — re  Application  (decision  of  the 
borough  superintendent  of  buildings),  under  section 
21  of  the  building  zone  resolution,  permitting  in  a 
business  use  district,  on  an  existing  gasoline  service 
station,  the  maintenance  of  an  accessory  building 
occupied  as  an  office,  auto  laundry  and  motor  ve¬ 
hicle  repair  shop. 

PREMISES  AFFECTED— 150-47  12th  road  and  12-28  to 
12-30  Cross  Island  boulevard,  northwest  corner 
(Block  No.  4517,  Lot  No.  39),  Whitestone,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  Louise  E.  De  Vito. 
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t  — 

AC  riON  OK  BOARD — Application  reopened  and  time 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(197-39-BZ) 

Whereas,  this  application,  under  section  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  use  district,  on 
an  existing  gasoline  service  station,  the  maintenance  of  an 
accessory  building  occupied  as  an  office,  auto  laundry  and 
motor  vehicle  repair  shop,  premises  150-47  12th  road,  north- 
,  west  corner  of  Cross  Island  boulevard  (Block  No.  4517, 
Lot  No.  39),  Whitestone,  Borough  of  Queens,  was  granted 
by  the  Board  March  12,  1940,  on  certain  conditions ;  and 

Whereas,  Louise  E.  De  Vito,  owner,  requested  an  ex¬ 
tension  of  time  in  which  to  obtain  permits  and  complete  the 
work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  of  March  12,  1940,  only  insofar 
i  as  it  has  reference  to  obtaining  permits  and  completion  of 
the  work,  so  that  as  amended  this  portion  of  the  resolution 

shall  read : 

“that  all  permits  shall  be  obtained  and  all  work  shall  be 
completed  within  three  (3)  months  from  the  date  of  this 
amended  resolution.” 


751-39-BZ. 

APPLICANT — Henry  C.  Brockman,  for  Gulf  Oil  Cor¬ 
poration,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time — re  Application  (decision  of  the 
borough  superintendent  of  buildings),  previously 
granted  on  condition  under  section  7c  of  the  build¬ 
ing  zone  resolution,  permitting,  partly  in  a  business 
use  district  and  partly  in  an  unrestricted  use  dis¬ 
trict,  the  erection  and  maintenance  of  a  gasoline 
service  station. 

PREMISSES  AFFECTED — 921  Hunts  Point  avenue,  south 
side,  from  Southern  boulevard  to  Whitlock  avenue, 
948  Southern  boulevard  and  987  Whitlock  avenue 
(Block  No.  2735,  Lot  No.  20),  Borough  of  The 
Bronx. 

APPEARANCES— 

For  Applicant :  Joseph  A.  Lynch. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(751-39-BZ) 

Whereas,  this  application,  under  sections  7c  and  21  of 
the  building  zone  resolution,  to  permit,  partly  in  a  business 
use  district  and  partly  in  an  unrestricted  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  station,  prem¬ 
ises  921  Hunts  Point  avenue,  south  side,  from  Southern 
boulevard  to  Whitlock  avenue,  948  Southern  boulevard  and 
987  Whitlock  avenue  (Block  No.  2735,  Lot  No.  20),  Bor¬ 
ough  of  The  Bronx,  was  granted  by  the  Board  October  10, 
1939,  on  certain  conditions,  and  the  applicant  requested  an 
extension  of  time  in  which  to  obtain  permits  and  complete 
the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  of  October  10,  1939,  only  so  far 
as  it  has  reference  to  obtaining  permits  and  completion  of 
work,  so  that  as  amended  this  portion  of  the  resolution  shall 

'ead: 


“that  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  six  (6)  months  from  the  date  of  this 
amended  resolution.” 


1161-39-BZ. 

APPLICANT — Milton  B.  Weissman,  for  Michael  McCor¬ 
mick,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  (re  decision  of  the  borough  superin¬ 
tendent  of  buildings)— re  Application,  previously 
granted  on  condition  under  section  7c  of  the  build¬ 
ing  zone  resolution,  permitting  in  a  business  use 
district  the  erection  and  maintenance  of  a  motor 
vehicle  repair  shop  partly  on  an  existing  gasoline 
service  station. 

PREMISES  AFFECTED — 4302-4308  Farragut  road,  south¬ 
east  corner  of  East  43rd  street  (Block  No.  5018, 
Lot  No.  38),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Michael  McCormick  and  Milton  B. 
Weissman. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  . . .  0 


THE  RESOLUTION— 

(1161-39-BZ) 

Whereas,  this  application,  under  sections  7a  and  21  of 
the  building  zone  resolution,  to  permit  in  a  business  use  dis¬ 
trict  the  erection  and  maintenance  of  a  motor  vehicle  repair 
shop  partly  on  an  existing  gasoline  service  station,  premises 
4302-4308  Farragut  road,  southeast  corner  of  East  43rd 
street  (Block  No.  5018,  Lot  No.  38),  Borough  of  Brook¬ 
lyn,  was  granted  by  the  Board  May  21,  1940,  on  certain  con¬ 
ditions  ;  and 

Whereas,  Milton  B.  Weissman,  for  Michael  McCormick, 
owner,  requested  amendment  of  the  resolution  as  to  arrange¬ 
ment  of  the  premises. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  of  May  21,  1940,  so  that  as 
amended  the  resolution  shall  read: 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution 
and  that  the  application  be  and  it  hereby  is  granted, 
under  section  7c,  to  permit  the  extension  of  the  legally 
existing  accessory  building  by  the  construction  of  the 
proposed  one  (1)  story  building  used  for  automobile 
repairs  and  storage  of  five  (5)  cars,  office,  toilet  and 
boiler  room,  on  condition  that  this  portion  of  the  building 
shall  be  constructed  of  incombustible  materials,  except 
that  the  roof  beams  and  roof  boarding  may  be  of  wood, 
provided  the  ceiling  throughout  is  fire-retarded  in  ac¬ 
cordance  with  the  rules  of  the  Board  of  Standards  and 
Appeals  and  that  the  roof  weather  surfacing  is  of  ap¬ 
proved  type ;  that  any  boiler  room  construction  shall  be 
above  grade  and  separated  from  the  balance  of  the  build¬ 
ing  by  fireproof  materials  and  enterable  only  from  the 
exterior ;  that  any  doors  between  the  proposed  automo¬ 
bile  repair  shop  and  the  existing  accessory  building  shall 
be  fireproof  and  self-closing:  that  no  doors  to  any  por¬ 
tion  of  the  accessory  building  and  no  vestibule  shall 
extend  beyond  the  building  line ;  that  there  shall  be  no 
windows  constructed  opening  upon  the  adjoining  prem¬ 
ises  ;  that  no  additional  pumps  erected  shall  be  nearer 
than  15  ft.  to  any  street  building  line:  that  no  additional 
curb  cuts  shall  be  constructed  other  than  those  now 
existing,  except  that  a  curb  cut  may  be  constructed  at 
the  entrance  to  the  proposed  automobile  repair  shop ; 
that  automobile  repairing  to  be  carried  on  shall  be  such 
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as  can  be  done  with  the  use  of  hand  tools  only,  except 
that  a  grinder  and  drill  requiring  a  motor  of  not  over 
one-half  horsepower  may  be  permitted ;  that  signs  shall 
be  restricted  to  permanent  signs  attached  to  the  ac¬ 
cessory  building,  excluding  all  roof  signs  and  temporary 
signs,  but  permitting  the  erection  within  the  building  line 
of  a  post  standard  for  supporting  a  sign,  which  may  be 
illuminated,  advertising  only  the  brand  of  gasoline,  and 
permitting  such  sign  to  extend  beyond  the  building  line 
for  a  distance  of  not  more  than  4  ft. 

Resolved  further,  that  in  the  event  the  owner  desires  to 
arrange  the  premises  substantially  as  indicated  on  the 
revised  plans  marked  ‘Received  October  23,  1940,’  such 
arrangement  may  be  permitted,  provided  the  general  re¬ 
quirements  of  this  resolution  are  complied  with.” 


421-40-BZ. 

APPLICANT — J.  Jacques  Stone,  for  W.  Goadby  Loew  and 
U.  S.  Trust  Company  of  New  York,  as  trustee  of 
Estate  of  Charles  F.  Rowe,  owners,  120  East  32nd 
Street  Parking  Corporation,  lessee). 

SUBJECT — Application  for  consideration— reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  acting  borough  superintendent  of  buildings), 
under  section  7h  of  the  building  zone  resolution, 
permitting  in  a  business  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 122-126  East  32nd  street,  south 
side,  100  ft.  west  of  Lexington  avenue  (Block  No. 
887,  Lot  Nos.  84,  85  and  86),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  J.  Jacques  Stone. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Assistant  Chief  McCarthy  .  3 

Negative:  Commissioner  Savage  .  1 

THE  RESOLUTION— 

(421-40-BZ) 


Whereas,  this  application,  under  section  7h  of  the  build¬ 
ing  zone  resolution,,  to  permit  in  a  business  use  district,  for 
a  temporary  period  of  not  more  than  two  (2)  years,  the 
parking  of  more  than  five  (5)  motor  vehicles,  premises  122- 
126  East  32nd  street,  south  side,  100  ft.  west  of  Lexington 
avenue  (Block  No.  887.  Lot  Nos.  84,  85  and  86),  Borough 
of  Manhattan,  was  granted  by  the  Board  July  16,  1940,  on 
certain  conditions,  and  the  applicant  requested  amendment  of 
the  resolution  as  to  fences  on  interior  lot  lines. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  of  July  16,  1940,  only  so  far  as 
it  has  reference  to  the  fences  on  the  interior  lot  lines,  so 
that  as  amended  this  portion  of  the  resolution  shall  read : 

“that  on  the  interior  lot  lines,  where  walls  of  adjoining 
buildings  do  not  occur,  there  shall  be  erected  a  substan¬ 
tial  wooden  or  woven-wire  fence  not  less  than  7  ft.  in 
height :  that  a  substantial  woven-wire  fence  shall  be 
erected  along  the  building  line  of  East  32nd  street  con¬ 
tinuously,  except  for  an  entrance  not  over  15  ft.  in  width 
with  curb  cut  opposite  of  similar  width.’’ 


919-40-BZ. 

APPLICANT— George  A.  Boehm,  for  Victor  Moore  and 
Broadway-75th  Street  Corporation,  owners. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  section  7j  of  the 
building  zone  resolution,  to  permit  in  a  business  use 
district  the  erection  of  a  business  building  to  be  oc¬ 
cupied  in  part  as  a  bus  station. 


PREMISES  AFFECTED — 74-11  to  74-21  Broadwaj,  north 
side,  116.7  ft.  east  of  Roosevelt  avenue,  74-12  to 
74-20  Roosevelt  avenue  and  40-02  to  40-14  75th 
street  (Block  No.  1485,  Lot  Nos.  29  and  33),  Jack- 
son  Heights,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  George  A.  Boehm,  Cornelius  G.  De 
Loca,  John  J.  Reardon,  M.  P.  St.  Clair,  A.  C. 
Wolf  and  A.  E.  MacDougall. 

For  Opposition :  Mary  Berendos,  Louise  Roncoli 
and  Mary  Nedell. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  . . . .  . .  4 

Negative  .  0 

THE  RESOLUTION— 


(919-40-BZ) 

Whereas.  George  A.  Boehm,  for  Victor  Moore  and 
Broadway-75th  Street  Corporation,  owner,  filed  September 
17,  1940,  an  application  under  section  7j  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district  the  erection 
of  a  business  building  to  be  occupied  in  part  as  a  bus  sta-  i 
tion;  premises  74-11  to  74-21  Broadway,  north  side,  116.7 
ft.  east  of  Roosevelt  avenue,  74-12  to  74-20  Roosevelt  avenue 
and  40-02  to  40-14  75th  street  (Block  No.  1485,  Lot  Nos. 
29  and  33),  Jackson  Heights,  Borough  of  Queens;  and 
Whereas,  a  public  hearing  was_held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  October  29,  1940,  after  due  notice  bv  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and  _  1 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Broadway  jmd  Roosevelt  avenue 
are  in  business  use  districts ;  74th,  75th  and  76th  streets 
are  each  in  business  and  residence  use  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  New  Building  Application  No.  6265-40,  dated 
September  11,  1940,  reads: 

“2.  The  erection  of  a  bus  station  within  a  business 
district  is  contrary  to  article  2,  section  4,  subsection  47  , 
of  the  Zone  Resolution.” 

and  | 

Whereas,  the  premises  consist  of  a  plot  fronting  100  ft. 
on  Roosevelt  avenue,  138.32  ft.  on  75th  street  and  122.75  ft. 
on  Broadway,  on  which  there  exists  a  one-story  and  cellar 
business  building,  100  ft.  by  70.41  ft.,  irregular  in  area,  and 
occupied  as  stores;  it  is  proposed  to  demolish  the  existing 
building  and  to  erect  on  the  site  a  two-story  building,  122.75 
ft.  by  138.32  ft.,  irregular  in  area,  and  24  ft.  6  in.  in  height, 
of  Class  3  construction,  to  be  used  as  a  business  building, 
(stores,  offices  and  bus  station),  as  shown  on  plans  filed, 
September  17,  1940;  and 

Whereas,  these  premises  and  the  surounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  cas_e 
in  which  to  exercise  its  discretion  to  grant  under  section  /. 
subdivision  j.  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  "variation  in  the  application  of  the  use  district  ( 
regulations  of  the  building  zone  resolution  and  that_  the  ap¬ 
plication  be  and  it  hereby  is  granted,  under  section  7j  there¬ 
of,  to  permit  the  construction  of  the  bus  station,  substantially 
as  proposed  and  according  to  the  arrangement  indicated  oil 
revised  plan  marked  “Received  October  28,  1940,”  on  coiuh- 
tion  that  in  all  other  respects  the  building  and  occupancy 
shall  comply  with  all  laws,  rules  and  regulations  applicable 
thereto ;  that  the  curb  cuts  shall  not  substantially  exceed  the 
width  indicated  on  revised  plans  and  shall  be  located  as 
shown  thereon ;  that  no  portion  of  any  curb  cuts  shall  be 
nearer  than  5  ft.  to  any  building  line  as  projected;  that  no 
buses  shall  be  stored  on  the  premises  and  that  there  shall 
be  no  servicing  of  buses ;  that  all  permits  required  shall  be 
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obtained  and  all  work  completed  within  one  (1)  year  from 
the  date  of  this  resolution. 


953-40- BZ. 

APPLICANT— Electus  D.  Litchfield,  for  Fairchild  Avia¬ 
tion  Corporation,  owner. 

.SUB J EC  1  Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  section  7c  of  the 
building  zone  resolution,  to  permit  the  erection  of 
an  extension  to  a  factory  building  in  a  business  use 
district  on  a  plot  located  partly  in  an  unrestricted 
^n^,,Trle  district  and  partly  in  a  business  use  district. 
PREMISES  Ab  FECTED — 134-22  Jamaica  avenue,  south 

co  7  west  ^’an  Wyck  boulevard,  and 

»»-U6  Van  Wyck  boulevard,  west  side,  80  ft.  south 
of  Jamaica  avenue  (Block  No.  9342  [236],  Lot 

\PPF  \ R  A NCES*  anC*  /^'  ^ama'ca’  Borough  of  Queens. 

For  Applicant:  Electus  D.  Litchfield  and  J  S. 
Ogsburg,  Jr. 

For  Opposition:  George  S.  Ader  and  Robert  J. 
Dixon. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

Negative  .  .  g 

THE  RESOLUTION— 

(953-40-BZ) 

„  V  n erf. as,  Electus  D.  Litchfield,  for  Fairchild  Aviation 
corporation,  owner,  filed  October  1.  1940,  an  application 
inder  section  7c  of  the  building  zone  resolution,  to  permit 
he  erection  of  an  extension  to  an  existing  factory  building 
n  a  business  use  district  on  a  plot  located  partly  in  an  un- 
•estricted  and  partly  in  a  business  use  district;  premises  134- 
.2  Jamaica  avenue,  south  side,  200.17  ft.  west  of  Van  Wyck 
loulevard  and  88-06  Van  Wyck  boulevard,  west  side  80  ft 
•outh  of  Jamaica  avenue  (Block  No.  9342  [236],  Lot  Nos’ 
-5-  '  aild  9)>  Jamaica,  Borough  of  Queens;  and 
Whereas  a  public  hearing  was  held  on  this  application 
>y  the  Board  of  Standards  and  Appeals,  at  its  regular  meet- 
October  22,  1940,  after  due  notice  bv  publication  in  the 
jullet in  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
one  resolution  show  that  Jamaica  avenue  is  in  a  business 
ise  district ;  Van  Wyck  boulevard  is  in  business  and  unre- 
tncted  use  districts;  134th  street  is  in  business  and  resi¬ 
lence  use  districts;  89th  avenue  is  in  residence  and  unre¬ 
lated  use  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
>uilclings,  on  Alteration  Application  No.  2428-40  dated 
>eptember  26,  1940,  reads: 

“L  Proposed  addition  to  existing  factory  said  addi- • 
tion  being  partially  within  a  business  district  is  contrary 
to  article  2,  section  4,  sub-section  51c  of  the  Building 
Zone  Resolution.” 

nd 

1W1r^R.E.Asf-  the  P/emises  consist  of  a  plot  of  ground  front- 
"  iaa;44  on  Jamaica  avenue,  with  a  depth  of  381.31  ft. 
irregular  therefrom  and  a  frontage  of  74.30  ft.  on  Van 

k  is,nn  existin£  four-story  fireproof 

actorv  budding.  206  ft.  10  in.  in  depth,  located  entirely 
•  ithm  the  unrestricted  portion  of  the  plot ;  it  is  proposed  to 
rect  a  tour-story  fireproof  addition  to  the  existing  factory 
mldmg,  the  addition  to  be  116  ft.  2  in.  by  166  ft.  6  in.  in 

loV  and  ^  l0Cated  at  the  Jamaica  avenue  front  of  the 

these  Premises  and  the  surrounding  area  were 
wttecl  by  a  committee  of  the  Board;  and 

nmm'tfF'ASf  t,he  TBoard  deemed-  after  recommendation  by  a 
mnnttee  of  the  Board,  that  the  application  be  granted  for  a 


temporary  term  of  two  (2)  years  and  that  this  was  a  proper 
case  in  which  to  exercise  its  discretion  to  grant  under  section 
7c  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted,  under  section  7c  there¬ 
of,  for  a  term  of  two  (2)  years,  to  permit  the  extension  of 
the  area  to  be  used  for  factory  purposes  to  the  full  area  of 
the  building  as  proposed,  on  condition  that  the  building  shall 
not  be  further  increased  in  height  or  area ;  that  the  building 
shall  be  constructed  substantially  as  proposed,  except  that 
the  front  elevation  on  Jamaica  avenue  shall  be  redesigned 
so  as  to  present  a  non-industrial  factory  appearance ;  that 
plans  showing  the  elevation  of  the  Jamaica  avenue  facade 
shall  be  submitted  to  the  Board  for  further  consideration 
prior  to  filing  same  with  the  Building  Department;  that 
there  shall  be  erected  on  the  building  line  of  Jamaica  avenue, 
between  the  proposed  building  and  the  side  lot  line  to  the 
west,  a  substantial  ornamental  iron  fence  and  gate;  that 
this  gate  shall  be  used  for  exit  purposes  only  and  shall  not 
be  used  as  an  entrance  or  exit  for  merchandise  or  materials ; 
that  in  all  other  respects  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable  there¬ 
to;  that  all  permits  required  shall  be  obtained  and  all  work 
completed  within  nine  (9)  months  from  the  date  of  this 
resolution. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

805-40-A. 

APPLICANT — Saul  Goldsmith,  for  Frank  Moczynski, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 150  27th  street,  south  side,  129 
ft.  10  in.  east  of  Third  avenue  (Block  No.  660, 
Lot  No.  1),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Saul  Goldsmith. 

For  Administration:  Dewey  Rothkrug,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  November  6,  1940, 
at  2  P.M.,  to  amend  application. 


808-40-A. 

APPLICANT — Charles  Wagner  Manufacturing  Company, 
Incorporated  (lessee),  for  A.  Ludwig  and  Com¬ 
pany,  Incorporated,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 133  Middleton  street,  north 
side,  200  ft.  east  of  Marcy  avenue  (Block  No.  2237, 
part  of  Lot  No.  53),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Edgar  H.  Schulz. 

For  Administration :  Inspector  Meyer,  Fire  Depart¬ 
ment. 

ACTION  OF  BOARD — Laid  over  to  November  6,  1940, 
at  2  P.M.,  for  inspection  by  a  committee  of  the 
Board. 


994-40-A. 

APPLICANT — Lama  and  Proskauer,  for  Empire  State 
Varnish  Company,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 34-40  Varick  street,  east  side, 
100  ft.  8j/2  in.  south  of  Bridgewater  street  (Block 
No.  2664.  Lot  Nos.  13,  14,  15  and  22),  Borough  of 
Brooklyn. 


1501 


MINUTES 


APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Administration:  Dewey  Rothkrug,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  November  13,  1940, 
at  2  P.M.,  on  request  of  applicant. 


1003-40-A. 

APPLICANT— Michael  Glick.  for  Remsark  Realty  Cor¬ 
poration,  owner  (Rabbi  S.  Flaum,  lessee). 
SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 1013  East  Tremont  avenue, 
north  side,  100  ft.  east  of  Bryant  avenue  (Block 
No.  3135,  Lot  No.  47),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Michael  Glick  and  Hyman  Getzoff. 
ACTION  OF  BOARD— Laid  over  to  November  6,  1940, 
at  2  P.M..  on  request  of  applicant. 


1004-40-A. 

APPLICANT — Oscar  Nusser,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 228  Bay  street,  west  side,  151 
ft.  north  of  Hannah  street  (Block  No.  498,  Lot 
No.  74),  Tompkinsville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Thomas  Nusser. 

ACTION  OF  BOARD— Laid  over  to  November  19,  1940, 
at  2  P.M.,  for  inspection  by  a  committee  of  the 
Board. 


1010-40- A. 

APPLICANT — Samuel  L.  Malkind,  for  Kew  Gardens  Cor¬ 
poration,  owner  (Virginia  Estates  Corporation, 
lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 80-12  Queens  boulevard  (Kew 
Gardens  road),  south  side,  between  Quentin  street 
and  Union  Turnpike  (Block  No.  3348,  Lot  No.  37), 
Kew  Gardens,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Paul  Friedman,  Samuel  L.  Malkind 
and  Alrick  H.  Man,  Jr. 

For  Administration :  Inspector  O’Donohue,  Depart¬ 
ment  of  Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  November  13,  1940, 
at  2  P.M.,  on  request  of  applicant. 


945-40- A. 

APPLICANT — Lama  and  Proskauer,  for  Benjamin  Alter, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 112-20  Atlantic  avenue,  south¬ 
west  corner  of  113th  street  (Block  No.  469.  Lot 
Nos.  7  and  10),  Richmond  Hill,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  Benjamin 
Alter. 

For  Administration :  Inspector  O’Donohue,  Depart¬ 
ment  of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn.  ' 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


984-40-A. 

APPLICANT— Reis  and  Donovan,  Inc.,  for  Warner-Hudnut 
Corporation,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 135-143  West  18th  street,  north 
side,  350  ft.  8  in.  west  of  Sixth  avenue  (Block  No. 
794,  Lot  No.  17),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Robert  Reis. 

For  Administration:  Fred  Dahlem.  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  withdrawn,  pending  action. 


by  the  Fire  Department. 

OTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

Negative  .  ( 


636-40-A. 

APPLICANT— Samuel  Brenker,  for  Wikon  Realty  Cor-1 
poration,  owner. 

SUBJECT— Appeal  from  a1  decision  re  an  order  of  the  fin 
commissioner. 

PREMISES  AFFECTED— 79  Rutgers  slip  and  260  SoutI 
street,  northeast  corner  (Block  No.  247,  Lot  No.  1) 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant::  Eugene  Walsh  and  Samuue 
Brenker.  _  ; 

For  Administration:  Inspector  Meyer,  Fire  De¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE  TO  GRANT— 

Affirmative:  Chairman  Murdock,  Commissioner 

Blum  and  Assistant  Chief  McCarthy .  > 

Negative  . 

Not  Voting:  Commissioner  Savage .  1 

THE  RESOLUTION— 

(636-40-A) 

Whereas,  Samuel  Brenker,  for  Wikon  Realty  Corpora 
tion,  owner,  filed  June  7,  1940,  an  appeaHrom  a  decision  n 
order  of  the  fire  commissioner;  premises  79  Rutgers  slip  anc 
260  South  street,  northeast  corner  (Block  No.  247,  Lot  No 
1),  Borough  of  Manhattan;  and 
Whereas,  order  No.  20814-LC  issued  by  the  fire  commis¬ 
sioner  February  2,  1940,  reads: 

“Before  a  permit  may  be  issued  for  the  storage  o' 
combustible  fibre  the  following  must  be  done: 

1.  Provide  an  approved  fire  extinguishing  system,  foij 
instance,  an  automatic  sprinkler  system,  Sec.  Cl 9-149.0 
C-4,  Art.  26,  Administrative  Code.” 
and  ; 

Whereas,  said  order  was  repeated  in  a  decision  of  tin 
fire  commissioner  dated  May  27,  1940 ;  and  _  _  r 

Whereas,  the  building  is  five  stories  (52  ft.)  in  height  ; 
ft.  7)4  in.  by  77  ft.  7  in.  in  area;  of  Class  3  construction 
located  in  a’ business  use  C  area  district;  erected  prior  t< 
1907,  and  occupied:  1st  floor,  vacant;  2nd  floor,  storage  oj 
baled  woolen  rags,  no  persons ;  3rd  floor,  storage  of  Ioom 
woolen  rags  (maximuum  4,000  lbs.),  3  persons;  4th  floor 
storage  of  baled  woolen  rags,  no  persons;  5th  flooor,  storage 
of  baled  woolen  rags,  no  persons ;  and 

Whereas,  the  applicant  contends  that  the  business  ha 
been  conducted  at  these  premises  for  33  years  without  am 
fires ;  that  only  woolen  rags  and  clippings  are  stored ;  tha 
windows  on  course  of  fire  escapes  are  fireproof ;  that  al 
windows  face  on  the  South  street  side  or  Rutgers  slip;  tha 
no  portion  of  the  floor  area,  of  the  building  is  more  than  2. 
ft.  from  a  window;  that  the  enclosing  walls  are  12  in.  aru 
16  in.  brick;  that  the  floor  area  is  small  and  the  occupancy 
of  the  building  is  small ;  that  only  one  floor  is  used  for  opei 
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ock  and  that  the  stairway  leads  to  the  roof  by  means  of  a 
lilkhead ;  that  the  premises  are  within  125  ft.  of  the  East 
ver.  within  15  ft.  of  a  high  pressure  hydrant  and  a  low 
ressure  hydrant  and  within  100  ft.  of  a  fire  alarm  box;  that 
iere  is  no  multiple  dwelling  within  200  ft. ;  that  the  rags 
tored  are  a  slow  burning  type ;  that  the  building  is  of  slow 
jirning  construction ;  that  it  is  proposed  to  install  in  addition 
the  present  requuired  fire  pails  two  approved  non-freezing 
rge  size  chemical  extinguishers  on  the  floor  where  open 
ock  is  stored,  and  one  on  each  of  the  floors  containing  baled 
aterials ;  that  the  installation  of  an  automatic  sprinkler 
stem  as  required  by  the  order  would  resuult  in  a  hardship 
i  the  owner  as  this  type  of  occupancy  does  not  yield  large 
ntals. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
,1814-LC,  be  and  it  hereby  is  modified  and  that  the  appeal 
■  and  it  hereby  is  granted  on  condition  that  there  shall  be 
stalled  throughout  the  building  above  the  street  floor  a  non- 
itomatic  dry  sprinkler  system  complying  with  the  require- 
ents  of  the  Building  Code  therefor ;  that  all  hangars  and 
tings  shall  be  of  malleable  iron ;  that  there  shall  be  main- 
ined  in  the  building  a  thermostatic  signal  alarm  system 
mnected  with  central  district  headquarters ;  that  this  varia- 
i>n  shall  continue  only  so  long  as  the  building  is  maintained 
hstantially  as  set  forth  and  in  compliance  with  the  require- 
ents  of  this  resolution. 


4-40- A. 

PPLICANT — Bernhardt  T.  Berman,  for  David  Weissman, 
owner. 

LJBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

REMISES  AFFECTED — 511  Bedford  avenue,  east  side, 
10  ft.  south  of  Taylor  street  (Block  No.  2177,  Lot 
No.  8),  Borough  of  Brooklyn. 

PPEARANCES — 

For  Applicant:  Bernhardt  T.  Berman. 

For  Administration:  Dewey  Rothkrug,  Department 
of  Buildings. 

CTION  OF  BOARD— Appeal  denied. 

HE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

HE  RESOLUTION— 

(864-40- A) 

Whereas,  Bernhardt  T.  Berman,  for  David  Weissman, 
vner,  filed  August  21,  1940,  an  appeal  from  the  decision  of 
e  borough  superintendent  of  buildings:  premises  511  Bed- 
rd  avenue,  east  side,  10  ft.  south  of  Taylor  street  (Block 
o.  2177,  Lot  No.  8),  Borough  of  Brooklyn;  and 
Whereas,  the  decision  of  the  borough  superintendent  on 
Iteration  Application  No.  5458-38,  dated  August  12,  1940, 
ads : 

“M.  D.  L. 

2.  Proposed  room  in  violation  of  Sec.  175  and  Sec.  8, 
S.D.  6.  M.D.L.” 
id 

| Whereas,  the  building  is  3  stories  and  basement  (36  ft.) 

Height;  20  ft.  by  50  ft.  in  area ;  of  class  3  construction ; 
'rated  in  a  residence  use  district;  erected  prior  to  1921,  and 
cupied :  cellar,  ordinary  use:  basement  and  first  floor,  con- 
nctively  as  one  family ;  second  floor,  one  family ;  third 
'or,  one  family.  It  is  proposed  to  occupy  the  building: 
bar,  ordinary  use;  basement,  one  family;  first,  second  and 
ird  floors,  one  family  each  floor ;  and 
Whereas,  the  applicant  contends  that  it  is  proposed  to 
eet  a  new  partition  in  the  basement,  thus  creating  a  new 
rove  provided  with  an  opening  leading  to  the  room  ventilat- 
g  on  the  street;  that  there  is  an  existing  alcove  provided 
ith  an  opening  leading  to  a  room  ventilating  on  the  yard; 
at  an  interpretation  of  the  Multiple  Dwelling  Law  is  re¬ 


quested  as  to  whether  or  not  in  a  converted  dwelling  an 
interior  alcove  may  ventilate  by  means  of  a  32*/4  sq.  ft.  open¬ 
ing  on  a  room  which  ventilates  on  the  street  or  yard ;  and 

Whereas,  the  Board  is  not  empowered  to  vary  the  Mul¬ 
tiple  Dwelling  Law  and  could  find  no  basis  for  disagreement 
with  the  interpretation  of  the  section  of  the  law  bv  the 
borough  superintendent  referred  to. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  No.  5458-38,  be  and  it  hereby  is  affirmed  and 
that  the  appeal  be  and  it  hereby  is  denied. 


9S6-40-A. 


APPLICANT — Eggers  and  Higgins,  for  The  F.  and  M. 

Schaefer  Brewing  Company,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 448-456  Kent  avenue,  northwest 
corner  of  South  10th  street  (Block  No.  2143,  Lot 
No.  1),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  A.  J.  Doolittle  and  George  T. 
Taylor. 

For  Administration:  Dewey  Rothkrug,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 


Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

Negative  .  .  0 

THE  RESOLUTION— 

(956-40-A) 

Whereas,  Eggers  and  Higgins,  for  The  F.  and  M. 
Schaefer  Brewing  Company,  owner,  filed  October  2,  1940, 
an  appeal  from  the  decision  of  the  borough  superintendent  of 
buildings ;  premises  448-456  Kent  avenue,  northwest  corner 
of  South  10th  street  (Block  No.  2143,  Lot  No.  1),  Borough 
of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
N.B.  Applic.  No.  2114-40,  dated  September  26,  1940,  reads: 

“2.  Provide  two  enclosed  stairways  as  per  6.12.3, 
6.4.1. 1,  6.4.1.8.1  and  6.4,1.11  of  Building  Code. 

3.  Provide  standpipe  system  as  per  16.1.1  of  Building 
Code. 

4.  All  steel  to  be  protected  as  per  10.1.4  and  10.2  of 
Building  Code.” 


and 

Whereas,  the  building  will  be  8  stories  (109  ft.)  in 
height:  120  ft.  by  88  ft.  6  in.  in  area;  of  class  1  construction; 
located  in  unrestricted  use  district;  and  occupied  through¬ 
out  for  the  storage  of  beer  with  four  persons  on  the  first 
floor  only ;  and 

Whereas,  the  applicant  contends  this  building  is  designed 
as  a  stock  house  for  storing  beer  in  glass  lined  steel  tanks, 
and  will  contain  no  combustible  material ;  that  the  occupancy 
of  this  building  will  be  four  men,  whose  duty  it  will  be  to 
wash  down  corridors  and  tanks  and  to  transfer  the  brew 
from  one  tank  to  another;  that  there  will  be  four  hose 
outlets  spaced  at  equal  distancces  in  each  corridor  which  may 
be  used  in  an  emergency  if  required;  that  hoses  will  be 
3A  in.  diameter,  50  ft.  0  in.  in  length ;  that  water  supply  for 
these  hoses  will  be  from  street  pressure  for  the  lower 
stories  and  from  a  house  tank  on  the  upper  stories ;  that 
two  stairs  will  be  provided  for  this  building,  a  3  ft.  8  in. 
required  enclosed  stair,  and  a  3  ft.  0  in.  open  convenience 
stair;  that  these  stairs  will  be  connected  by  a  3  ft.  8  in. 
corridor ;  that  there  will  also  be  additional  exits  through  ad¬ 
joining  buildings;  that  all  adjoining  buildings  are  in  the 
same  ownership  and  completely  fireproof  in  construction. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  N.  B.  Applic.  No.  2114-40,  Objection  Nos,  2  and  3,  be 
and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  in  all  other  respects  the 
building  shall  comply  with  all  laws,  rules  and  regulations 
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applicable  thereto;  that  the  building  shall  be  constructed 
substantially  as  indicated  on  plans  filed;  that  the  buildings 
shall  not  be  increased  in  height  or  area;  that  gas  masks 
suitable  for  ammonia  fumes  shall  be  installed  within  the 
building  near  open  stairway  on  alternate  floors  as  may  be 
required  by  the  fire  commissioner ;  that  the  standpipe  in 
the  adjoining  building  shall  be  equipped  at  each  outlet  with 
approved  hose  not  less  than  100  feet  in  length;  that  this 
variation  shall  continue  only  so  long  as  the  building  is 
occupied  as  proposed;  and  denied  as  to  Objection  No.  4. 


999-40-A. 

APPLICANT — Dominic  Salvati,  for  Alfanso  Marri,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings  re  Revocation  of  Certificate  of 
Occupancy  No.  81226-37. 

PREMISES  AFFECTED — 400  Fifth  avenue,  west  side, 
26  ft.  6  in.  north  of  Seventh  street  (Block  No.  993, 
Lot  No.  41),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Arnold  W.  Lederer. 

For  Administration :  Dewey  Rothkrug,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(999-40-A) 

Whereas,  Dominic  Salvati,  for  Alfanso  Marri,  owner, 
filed  October  15,  1940,  an  appeal  from  the  decision  of  the 
borough  superintendent  of  buildings ;  premises  400  Fifth 
avenue,  west  side,  26  ft.  6  in.  north  of  Seventh  street  (Block 
No.  993,  Lot  No.  41),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent  on  a 
request  for  revocation  of  Certicfiate  of  Occupancy  No. 
81226-37,  dated  October  11,  1940,  reads: 

“This  is  to  acknowledge  receipt  of  your  communica¬ 
tion  of  recent  date  concerning  the  above  numbered  Cer¬ 
tificate  of  Occcupancy. 

Please  be  advised  that  your  request  is  herewith  denied 
because  of  lack  of  jurisdiction.  The  Board  of  Standards 
and  Appeals  is  the  only  agency  authorized  to  revoke  a 
Certicfiate  of  Occupancy.” 

and 

JEhereas,  the  building  is  four  stories  (46  feet)  in  height; 
20  ft.  by  50  ft.  in  area;  of  Class  3  construction;  located  in 
a  business  use  C  area  district ;  erected  prior  to  1900,  and 
occupied:  cellar,  storage;  1st  floor,  store;  2nd  floor,  1 
family;  3rd  floor,  1  family;  4th  floor,  1  family.  It  is  pro¬ 
posed  to  occupy  the  building:  1st  floor,  same;  2nd  floor,  1 
family ;  3rd  floor,  1  family  ;  4th  floor,  1  family ;  and 

Whereas,  the  applicant  contends  that  this  is  an  appeal  for 
revocation  of  Certicfiate  of  Occupancy  No.  81226-37,  so  as 
to  permit  the  owner  to  use  the  premises  as  an  old  law  tene¬ 
ment,  under  which  classification  it  was  recorded  prior  to  the 
year  1936;  that  it  is  proposed  to  make  the  building  comply 
with  all  pertinent  provisions  of  Article  7  of  the  Multiple 
Dwelling  Law  for  an  “Old  Law  Tenement.” 

Resolved,  that  the  decision  of  the  borough  superintendent, 
refusing  to  revoke  the  certificate  of  occupancy,  be  and  it 
hereby  is  reversed  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  certificate  of  occupancy,  No.' 
81226-37,  be  and  it  hereby  is  revoked  in  order  to  carry  out 
the  intention  of  the  owner  under  Alt.  Applic.  No.  4633-40, 
to  restore  the  building,  formerly  a  tenement,  to  a  tenement, 
in  full  compliance  with  the  requirements  therefor,  as  set 
forth  in  Article  7  of  the  Multiple  Dwelling  Law. 


1001-40-A. 

APPLICANT — Robert  J.  Reiley,  for  St.  Clare’s  Hospital, 
Incorporated,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 416-422  West  52nd  street,  south 
side,  199  ft.  west  of  Ninth  avenue  (Block  No.  1061, 
Lot  Nos.  41-44),  Borough  of  Manhattan. 
APPEARANCES— 

For  applicant:  John  F.  Rowley  and  Gustave  J.  Pfost. 
For  Administration:  Fred  Dahlem,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0! 


THE  RESOLUTION— 

(1001-40-A) 

Whereas,  Robert  J.  Reiley,  for  St.  Clare’s  Hospital.  Inc., 
owner,  filed  October  17,  1940,  an  appeal  from  the  decision 
of  the  borough  superintendent  of  buildings ;  premises  416-422 
West  52nd  street,  south  side,  199  ft.  west  of  Ninth  avenue! 
(Block  No.  1061,  Lot  Nos.  41-44),  Borough  of  Manhattan: 
and 

Whereas,  the  decision  of  the  borough  superintendent  on 
N.  B.  Application  No.  173-40,  dated  October  7,  1940,  reads: 

‘1.  Provide  fire  towers  6.5.1,  BC,  Art.  6.6.1  B.  C.  foi* 
Horizontal  Exits. 

4.  Provide  standpipes  16.1.1  B.  Code.” 
and  ’ 

Whereas,  the  building  will  be  six  stories  (79  ft.  5  in.) 
in  height;  101  ft.  by  63  ft.  4  in.  in  area;  of  Class  1  construc¬ 
tion  ;  located  in  a  business  use  B  area  district,  and  occupied ' 
cellar,  service  and  ambulance  entrance,  18  persons;  1st  floor- 
clinics  and  waiting  room,  36  persons ;  2nd  floor,  wards 
serving  and  utility  rooms,  41  persons ;  3rd  floor,  same.  32 
persons ;  4th  floor,  same,  39  persons ;  5th  floor,  operating 
rooms  and  T.  B.  wards,  13  persons;  6th  floor,  private  rooms: 
16  persons ;  and 

Whereas,  the  applicant  contends  that  the  proposed  flooi 
heights  will  be  similar  to  those  in  the  present  hospital  build¬ 
ing  with  through  connections ;  that  each  building  will  b<: 
separated  with  a  three-hour  protective  opening  assembly ' 
that  the  legal  height  of  the  new  building  is  79  ft.  5  in.,  whicl 
is  only  4  ft.  5  in.  over  the  permitted  height  where  standpip^ 
and  fire  towers  are  required ;  that  a  reduction  in  the  heigh' 
of  the  building  to  comply  with  the  Code,  so  as  to  omit  th< 
required  fire  tower  and  standpipe,  would  necessitate  the  in-1 
troduction  of  ramps  on  the  operating  room  floor,  which  is 
a  great  inconvenience  in  the  normal  functioning  of  the  hos-: 
pital. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  N.  B.  Application  No.  173-40,  Objection  No.  1  as  to  fin 
towers,  and  Objection  No.  4,  be  and  it  hereby  is  modificc ! 
and  that  the  appeal  be  and  hereby  is  granted  on  conditioh 
that  in  all  other  respects  the  building  and  occcupancy  shal 
comply  with  all  laws,  rules  and  regulations  applicable  thereto 
and  that  such  portable  fire  fighting  appliances  shall  be  in¬ 
stalled  and  maintained  as  the  fire  commissioner  shall  direct 


65-39-A.  . 

APPLICANT — Abraham  Greenberg,  for  Brook  Refrigerat 
ing  Company,  Incorporated,  for  the  D.  and  H.  Hold¬ 
ing  Corporation  and  Astern  Packing  Corporation 
owners  (City  Provision  Company,  Inc.,  lessee). 

SUBJECT — Application  reopened  September  24.  1940 — r< 
Appeal  from  a  decision  of  the  fire  commissioner. 

PREMISES  AFFECTED— 512-522  East  152nd  street,  601. 
605  Brook  avenue,  southwest  corner,  and  455-451 
Westchester  avenue,  north  side,  82  ft.  8V2  in.  wes 
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of  Brook  avenue  (Block  No.  2361,  Lot  Nos.  1  and 
5),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Abraham  Greenberg. 

For  Administration:  Inspector  Meyer,  Fire  De¬ 
partment. 

ACTION  Oh  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  . .  0 


THE  RESOLUTION— 

(65-39- A) 

\\  hereas,  this  appeal  from  a  decision  of  the  fire  commis¬ 
sioner,  affecting  premises  520-522  East  152nd  street,  601-605 
3 rook  avenue,  southwest  corner,  455-459  Westchester  avenue, 
lorth  side,  82  ft.  S'/2  in.  west  of  Brook  avenue  (Block  No.’ 
3361,  Lot  Nos.  1  and  5),  Borough  of  The  Bronx,  was 
granted  by  the  Board  February  15,  1939,  on  certain  condi- 
ions ;  and 

Whereas,  Abraham  Greenberg,  for  Brook  Refrigeration 
-ompany,  Inc.,  for  the  D.  and  H.  Holding  Corporation  and 
\stern  Packing  Corporation,  owners,  requested  amendment 
:>f  the  resolution  as  to  the  further  extension  of  the  refrigerat- 
ng  service ;  and 

Whereas,  this  appeal  was  reopened  by  vote  of  the  Board 
•September  24,  1940, 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
icreby  amend  its  resolution  adopted  February  15,  1939,  so 
hat  as  amended,  the  resolution  shall  read : 

Resolved,  that  the  decision  of  the  fire  commissioner, 
dated  January  6,  1939,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted,  subject  to 
obtaining  of  a  proper  franchise  from  the  Board  of  Esti¬ 
mate,  permitting  the  extension  of  the  refrigerating  sys¬ 
tem  into  the  buildings  as  listed  in  this  appeal,  on  condi¬ 
tion  that  the  refrigerating  lines  shall  be  at  a  depth  of  not 
less  than  that  shown  below  the  street  surface  of  East 
152nd  street;  that  the  return  lines  shall  be  insulated  with 
2  in.  of  cork ;  that  the  supply  line  and  return  line  shall 
be  in  cast  iron  pipe  with  bolted  flanges  and  that  in  all 
other  respects  the  general  conditions  as  set  forth  in  reso¬ 
lution  as  amended  October  11,  1938,  under  Cal.  No.  131- 
34-A  and  resolution  of  May  11,  1937,  under  Cal.  No. 
292-35-A  shall  be  complied  with  and  that  the  amount  of 
ammonia  for  the  entire  system,  as  permitted  bv  the 
Board,  shall  at  no  time  exceed  3,000  pounds  of  am- 
■  monia. 

Resolved  further,  that  the  service  may  be  further  ex¬ 
tended  by  adding  refrigeration  line  to  refrigeration  boxes 
located  in  basement  of  premises  512-522  East  15 2nd 
street,  the  first  floor  of  premises  500  to  510  East  15 2nd 
street  ( also  known  as  610  Bergen  avenue)  and  the 
second  floor  of  premises  512  to  522  East  15 2nd  street, 
as  shown  on  diagram  marked  ‘Received  September  16, 
1940,’  on  condition  that  the  shut-off  valves  shall  be 
maintained  and  all  other  general  conditions  shall  be 
maintained  as  set  forth  in  the  resolution  adopted  by  the 
Board  on  February  15,  1939.” 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 

19-33-SA. 

PPLICANT — William  V.  McDevit,  for  Sears,  Roebuck 
:  and  Company,  owner. 

UBJECT — Application  for  consideration — reopening  and 
amendment — re  Hercules  Automatic  Oil  Burner, 
Models  H,  HF  and  Type  H,  1937  Model — approval 
of  improvements  to  Tvpe  H. 

PPEARANCES— 

For  Applicant:  William  V.  McDevit. 


AC  riON  OF  BOARD — Application  reopened  and  referred 
to  engineer  for  test  and  report. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative .  0 


775-39-SA. 

APPLICANT— Automatic  Gas  Steam  Radiator  Company, 
owner. 

SUBJECT— Pittsburgh  Gas  Unit  Heater,  approval  of. 
APPEARANCES— 

For  Applicant :  None. 

AC1  ION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative .  0. 


THE  RESOLUTION— 

(775-39-SA) 

W  hereas,  Automatic  Gas  Steam  Radiator  Company, 
owner,  filed  on  June  6,  1939,  an  application  with  the  Board 
of  Standards  and  Appeals  for  approval  of  the  material  known 
as  the  Pittsburgh  Gas  Unit  Heater;  and 
Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

October  29,  1940. 

Re:  Cal.  No.  775-39-SA. 

Subject:  Pittsburgh  Gas  Heater  Unit,  approval  of. 

The  Automatic  Gas  Steam  Radiator  Company,  owner, 
filed  on  June  6,  1939.  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  Pittsburgh 
Gas  Heater,  under  the  provisions  of  C26-690.0  (11.1.1), 
Administrative  Building  Code. 

This  burner  is  constructed  in  sizes  for  an  output  of 
68,000  BTU  per  hour,  80,000  BTU  per  hour,  104,000 
BTU  per  hour  and  128,000  BTU  per  hour.  The  burner 
is  composed  of  parts  as  follows: 

Burner:  A  13^?  by  7)4  in.  cast  iron  burner  having 
29 2  ports  raised  3/16  in.,  No.  32  for  natural  gas,  No.  40 
for  manufactured  gas,  with  )4  in.  dia.  throats  in  two 
5)4  in.  long  injecting  tubes.  Distance  from  throat  to 
face  2)4  in.,  ports  to  nearest  metal  surface  up  4)4  in., 
down  4)4  in.,  laterally  Y\  in. 

Heating  Element :  Consists  of  41  tubular  elements 
15 Ya  by  U/s  by  y2  in.  with  the  ends  flanged  into  a  cast 
iron  header  at  top  and  bottom.  Tubes  are  made  of  18 
gauge  aluminum.  Air  from  the  fan  is  properly  dis¬ 
tributed  by  three  deflectors  across  rear  of  tubes. 

Combustion  Chamber:  A  9)4  by  14)4  in.  cast  iron 
combustion  chamber  10)4  in.  high  insulated  on  front  and 
sides  6)4  in.  down  from  bottom  header  with  %  in. 
asbestos  mill-board  and  sheet  iron.  Circulating  air  is 
drawn  through  15 Ys  in.  dia.  holes  at  front  of  jacket 
bottom,  around  to  back  of  jacket  and  discharged  through 
fan. 

.  Jacket:  A  33)4  by  17)4  by  10)4  in.  sheet  metal 
jacket  with  7  openings  71 4  by  )4  in.  extreme  bottom  and 

6  openings  7)4  by  )4  in.  in  pan  welded  )4  in.  above 
bottom  staggered  for  floor  protection.  Rear  of  jacket 
has  a  14  in.  dia.  air  inlet  and  front  is  open  for  air  outlet 
in  front  of  tubes. 

Venting:  Secondary  air  enters  extreme  bottom 

through  7  openings  7)4  by  )4  in.  and  through  6  openings 

7  4  by  )4  in.  in  pan  to  contact  burner.  Products  of 
combustion  rise  up  to  header,  through  41  tubular  ele¬ 
ments  15)4  by  1)4  by  )4  in.  with  a  minimum  width  of 
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13/32  in.  at  top  into  draft  hood  on  upper  header  and 
out  the  5  in.  dia.  outlet. 

Accessories:  A  Ya  in.  Schoenberger  main  control 
valve,  a  M.  H.  V-84  Ya  in.  magnetic  valve,  a  model  550 
Baso  safety  pilot,  a  Pittsburgh  Ya  in.  No.  099  regulator, 
a  Wagner  1/40  H.P.  1,000  R.P.M.  motor,  a  14  in.  dia. 
fan  with  blades  at  30  pitch,  a  Klixon  limit  control. 

The  appliance  has  been  approved  by  the  American 
Gas  Association — 4.240.9.1001,  4.240.9.201,  4,240.9.301, 
4.240.9401.  The  appliance  was  inspected  and  tested  at 
605  W.  125th  St.  by  an  Engineer  of  the  Board,  Mr. 
Leslie  V.  Huber. 

It  is  recommended  that  the  Pittsburgh  Gas  Unit  Heater 
in  the  sizes  specified  be  approved  for  use  in  New  York 
City  in  other  than  explosive  atmospheres  when  installed 
in  accordance  with  the  requirements  of  the  Building  Code 
Art.  12  Sub.  Art.  1,  and  this  report,  on  condition  that 
the  appliance  shall  bear  a  label  permanently  affixed 
reading :  “Approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City,  under  Cal.  No. 
775-39-SA.”  The  use  of  this  burner  is  not  to  be  per¬ 
mitted  in  garages,  gasoline  stations  and  paint  spraying 
and  paint  dipping  rooms. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 

CHARLES  M.  BLUM, 

Chief  Engineer, 
Committee  on  Tests. 

LESLIE  V.  HUBER, 

Commissioner. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  the  Pittsbuurgh  Gas 
Unit  Heater,  on  condition  that  the  material  be  manufactured, 
installed,  labelled,  stamped  or  tagged  in  accordance  with  the 
above  report. 


MATERIALS  SUBMITTED  FOR  APPROVAL. 


708-40-SM. 


APPLICANT — United  Metal  Products  Division  of  Diebold 


Safe  and  Lock  Co.,  owner. 

SUBJECT — United  Metal  Products  Division  of  Diebold 
Safe  and  Lock  Company.  One  and  One-Half  Hour 
Hollow  Metal  Flush  Type  HF-2  Door,  approval  of. 
APPEARANCES— 


For  Applicant:  None. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE  TO  WITHDRAW. 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy 
Negative  . 


4 

0 


1144-38-SM. 

APPLICANT — McNamara  Products  Company,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  re  change  of  name  to 
“FLAMEX”  (previously  approved  under  name  of 
Salenite  Flameproofing). 

APPEARANCES— 

For  Applicant:  L.  J.  McNamara. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 

TION— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative .  0 


THE  RESOLUTION— 

(1144-38-SM) 

Whereas,  the  Atlantic  Salenite  Company,  agent-part 
owner  for  John  H.  Dirkes  and  associates,  owners,  filed 
December  9,  1938,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  material  known  as  Salenite 
Flame  Proofing ;  and 

Whereas,  this  material  was  approved  by  the  board  March 
21,  1939,  in  accordance  with  the  report  of  the  Committee  on 
Tests;  and 

Whereass,  the  McNamara  Products  Company,  owner,  re¬ 
quested  reopening  of  the  application  and  amendment  of  the 
resolution  to  permit  the  marketing  of  this  material  under 
the  name  of  “Flamex”. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  March  31,  1939,  by  add¬ 
ing  thereto: 

“That  this  material  may  also  be  marketed  under  the 
name  “Flamex,”  on  condition  that  under  whichever  name 
marketed  the  requirements  of  this  resolution  shall  be 
complied  with;  that  the  rules  for  testing  fire-resisting 
flameproof  materials,  as  adopted  by  the  Board  shall  be 
complied  zvith  and  that  this  material  shall  be  resubmitted 
to  the  Board  for  test  under  such  rules.” 


510-40-SM.  | 

APPLICANT— The  Reversible  Double  Hung  Window 
Corporation,  owner. 

SUBJECT— Reversible  Safe-T-Sash  (Double  Hung)  Win¬ 
dow,  approval  of. 

APPEARANCES—  j 

For  Applicant — None. 

ACTION  OF  BOARD— Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  J 

Negative  . ; .  9 

THE  RESOLUTION— 

(510-40-SM) 

Whereas,  The  Reversible  Double  Hung  Window  Cor¬ 
poration,  owner,  filed  on  May  13,  1940,  an  application  with 
the  Board  of  Standards  and  Appeals  for  approval  of  the 
material  known  as  the  Reversible  Safe-T-Sash  (Double 
Hung)  Window;  and 

Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report ;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

October  28,  1940. 

Re:  Cal.  No.  510-40-SM. 

Subject:  Approval  of  Reversible  Safe-T-Sash 
(Double  Hung)  Window. 

The  Reversible  Double  Hung  Window  Corporation' 
filed  May  13,  1940,  an  application  with  the  Board  of: 
Standards  and  Appeals  for  approval  of  the  Reversible. 
Safe-T-Sash  (Double-Hung)  Window  under  the  pro¬ 
visions  of  C26-191.0  (2.2.3),  C26-261.0  (5.1.4.1)  and 
C26-262.0  (5.1.5). 

This  window  is  constructed  of  two  douuble  hung 
wood  sashes  (upper  and  lower)  of  36  in.  by  36  in. 
window  opening  sizes,  with  each  sash  provided  with  a 
180  ft.  reversible  sash  which  is  pivoted  or  hinged  so  .as 
to  rotate  in  a  vertical  plane  on  a  vertical  axis,  the  in¬ 
tention  being  to  permit  the  window  to  be  cleaned  or 
repaired  entirely  from  the  inside  of  the  building.  A 
spring  actuated  lock  secures  the  sash  in  a  horizontal 
plane. 

The  weights  used  for  a  36  in.  by  36  in.  sash  are  9% 
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lbs.,  one  on  each  side  of  sash,  with  correspondingly  pro¬ 
portional  weights  for  the  smaller  sizes  of  sash. 

It  is  recommended  that  the  Reversible  Safe-T-Sash 
36  in.  by  36  in.  maximuum  size  (Double  Hung)  Window 
be  approved  for  use  in  Class  3  and  Class  4  construction, 
when  constructed  in  accordance  with  the  requirements  of 
Section  C26-26 1.0  (5.1.4.1)  C26-262.0  (5.1.5)  and  when 
used  in  conformance  with  all  other  requirements  of  the 
Administrative  Code,  but  not  to  be  used  in  openings 
required  to  have  a  fire-resistive  rating. 


d 


(Sgd.)  BERNARD  A.  SAVAGE, 
CHARLES  M.  BLUM, 

Commissioner. 
LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 


Whereas,  this  report  recommended  the  approval  of  this 

iterial. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
Ireby  approve  the  material  known  as  the  Reversible  Safe-T- 
,sh  (Double  Hung)  Window,  on  condition  that  the  material 
manufactured,  installed,  labelled,  stamped  or  tagged  in 
;:ordance  with  above  report. 


14-40-SM. 

/TLICANT — George  E.  Strehan,  for  Jamestown  Metal 
Corporation,  owner. 

•  EJECT  Jamestown  Three  Hour  Hollow  Metal  Fire 
Door,  approval  of. 

APEARANCES — 

For  Applicant:  George  E.  Strehan. 

...TION  OF  BOARD — Material  approved  in  accordance 
with  the  report  of  Committee  on  Tests. 

IE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

Negative  .  ’  0 

IE  RESOLUTION— 

964-40-SM) 

.Vhereas,  George  E.  Strehan,  for  Jamestown  Metal  Cor¬ 
ation,  owner,  filed  on  October  2,  1940,  an  application  with 
^  Board  of  Standards  and  Appeals  for  approval  of  the 
ferial  known  as  the  Jamestown  Three  Hour  Hollow  Metal 
I  e  Door;  and 

Vherf.as,  this  material  was  submitted  to  the  Commmittee 
Tests  of  the  Board  for  test  and  report;  and 
Vhereas,  the  report  of  the  Committee  on  Tests  reads: 


REPORT  OF  COMMITTEE  ON  TESTS. 

October  19,  1940. 

George  E.  Strehan,  in  behalf  of  the  Jamestown  Metal 
Corporation  of  Jamestown,  New  York,  filed  an  applica¬ 
tion  on  October  2,  1940,  for  approval  of  the  Jamestown 
Inree-Hour  Hollow  Metal  Fire  Door,  under  the  pro- 
visions  of  C-26-660.0  (10.8.1),  C26-661.0  (10.8.2), 

,  (10.8.3),  C26-663.0  (10.8.4.2),  Administrative 

Building  Code,  and  as  a  one-hour  fireproof  door  under 
the  Multiple  Dwelling  Law,  the  approval  to  be  based 
on  tests  as  provided  in  Article  II,  sub-article  1,  Ad¬ 
ministrative  Building  Code,  with  results  of  test  to  be 
no  Vatod  in  accor(lance  with  the  provisions  of  C-26-610.0 
(10.1.18),  Administrative  Building  Code. 


Test  Door  Specifications. 

The  (loor  is  a  semi-flush  type  (Fig.  1),  constructed 
'nth  5-8  in.  recessed  panel  on  the  unexposed  side  and 
Hush  on  the  fire  side,  with  5  in.  stiles  and  top  rail  and 
,  «  m.  bottom  rail,  l^j  in.  thick  by  6  ft.  11^  in.  in 
height  and  3  ft.  5  13/16  in.  in  width.  The  door  frame 
is  a  combination  steel  buck  of  No.  14  U.  S.  gauge,  with 
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jamb  dimensions  of  3  ft.  6  in.  by  7  ft.  0  in.  and  the  fol¬ 
lowing  clearances:  Top,  %  in.;  bottom,  J4  in.;  lock 
jamb,  in.;  hinge  jamb,  1/16  in.,  and  the  door  was 
hung  in  the  furnace  with  such  clearances.  The  buck  is 
provided  with  not  less  than  three  corrugated  strip  an¬ 
chors  of  the  same  gauge  as  the  jamb  portions  on  the 
hinge  and  lock  jambs,  3  in.  wide  and  8  in.  long,  spot 
welded  to  a  No.  12  gauge  cross  piece  tightly  fitting  into 
the  space  back  of  jamb. 

The  stiles  and  rails  are  formed  of  No.  18  U.  S.  gauge 
steel  formed  in  a  tube  shape,  with  welded  tenon  ends 
projecting  into  and  locking  panel  moulding  in  place. 
Stiles  extend  from  top  to  bottom  of  door.  The  top  rail 
is  formed  of  two  pieces,  spot-welded  on  the  flush  side 
and  reinforced  at  the  end  with  a  No.  14  gauge  closure 
channel.  The  bottom  rail  is  similarly  formed  with  an 
additional  transverse  bracing  channel  of  No.  20  gauge. 
The  flush  side  of  panel  is  formed  of  No.  18  gauge 
patent  leveled  cold-rolled  sheet  steel,  attached  to  the 
stiles  with  arc  welds  spaced  2  in.  on  centers  and  inter¬ 
mediate  spot  welds  spaced  6  in.  on  centers,  and  to  top 
and  bottom  closure  channels  on  rails  with  spot  welds 
spaced  3  in.  on  centers.  The  recessed  side  of  panel 
is  formed  of  No.  18  gauge  patent  levelled  cold-rolled 
sheet  engaging  recess  in  the  moulding.  For  doors  less 
than  three  hours,  applicant  requests  that  the  panel  plates 
be  reduced  from  18  to  20  gauge. 

The  panel  insulation  consists  of  four  sheets  of  3/32  in. 
asbestos.  To  build  out  the  total  thickness  of  panel 
to  approximately  13/16  in.,  shims  of  asbestos  are  used  to 
block  against  the  panel  cover.  The  stiles  and  rails  are 
filled  with  mineral  wool  batts  to  a  density  of  six  pounds 
per  cubic  foot. 

To  provide  proper  ventilation  the  top  and  bottom 
closure  channels  and  diaphragm  separators  are  pierced 
with  5/16  in.  holes  spaced  not  more  than  4  in.  on  centers. 
The  recess  of  panel  moulding  is  ventilated  with  5/16 
in.  holes  spaced  4  in.  on  centers  on  all  sides  of  panel. 

The  test  door  was  hung  on  IV2  pair  of  removable 
pin  steel  butts  similar  to  Stanley  No.  179  4%  by  4  in., 
morticed  into  stile  and  provided  with  5/32  in.  steel 
reinforcement,  10  in.  long  and  secuured  with  at  least  three 
spot  welds  above  and  below  the  hinge.  A  in.  throw 
Sargent  latch  set  No.  4651  is  provided  with  a  No.  16 
gauge  box  housing  or  a  No.  12  gauge  channel  at  least 
16  in.  long  with  asbestos  packing.  At  least  8  spot 
welds  are  provided  on  each  side  of  stile.  The  check 
reinforcement  is  a  minimum  of  No.  12  gauge  steel 
channel,  14  in.  long  and  spot  welded  to  both  sides  of 
the  top  rail.  The  reinforcement  for  the  floor  and 
top  hinge  is  a  minimum  of  3/16  in.  thick  strip  ex¬ 
tending  two-thirds  of  the  width  of  the  door  and  is 
welded  to  the  closure  channels.  All  cutouts  for  hard¬ 
ware,  drilling  and  tapping  for  screws  are  fabricated  by 
template  at  the  factory. 


TEST. 

The  test  furnace  is  a  fire  brick  structure  approximately 
10  ft.  0  in.  wide,  12  ft.  0  in.  high  and  2  ft.  0  in.  deep, 
with  a  swinging  door  having  a  rough  opening  62  by  93 
in.  in  which  the  test  sample  was  set.  In  front  of  the 
furnace  is  a  vestibule  about  8  ft.  0  in.  by  8  ft.  0  in.  by 
8  ft.  0  in.  which  provides  facilities  for  observation  of 
smoke  and  flame  passage  as  well  as  temperature  rise. 
This  vestibule  was  constructed  to  simulate  the  conditions 
of  entrance  or  corridor  halls  in  multiple  dwellings  in 
which  one  hour  fire  doors  are  required. 

Gas  is  supplied  to  the  heating  burners  through  a 
manifold  at  the  back  of  the  furnace  with  suitable  con¬ 
trols  for  regulating  the  temperatures  in  the  combustion 
chamber.  A  sufficient  number  of  chromel-alumel  thermo¬ 
couples  is  provided  for  the  determination  of  furnace 
temperatures  and  temperatures  on  the  unexposed  face  of 
the  test  sample.  Six  ports  in  the  sides  of  the  furnace 
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facilitate  observations  within  the  furnace  on  the  exposed 
face  of  the  test  sample. 

An  enclosed  thermocouple  is  suspended  within  the 
vestibule  at  a  height  of  5  ft.  6  in.  from  the  floor  and 
2  ft.  0  in.  from  the  unexposed  center  face  of  the  sample. 
This  couple  is  connected  to  a  recording  instrument  which 
provides  an  automatic  record  of  the  temperatures  within 
the  vestibule. 

Air  changes  within  the  vestibule  are  secured  by  means 
of  an  exhaust  blower  mounted  on  the  wall  of  the  vesti¬ 
bule  to  give  10  air  changes  per  hour.  An  apparatus 
is  also  provided  for  observing  draft  conditions  within  the 
furnace  itself,  and  these  conditions  are  subject  to  regula¬ 
tions  bv  the  adjustable  damper  mounted  in  the  flue 
which  disposes  of  the  spent  gases.  This  apparatus  con¬ 
sists  of  a  small  open  flame  kerosene  lamp  placed  at  the 
outer  end  of  a  )4  in.  pipe  passing  through  the  furnace 
door  at  a  point  10  in.  to  the  right  of  the  middle  of  the 
hinge  side  of  the  door.  The  direction  of  air  flow  be¬ 
tween  the  furnace  chamber  and  the  vestibule  can  thus 
be  observed  at  all  times. 

The  temperatures  within  the  furnace  were  raised  in 
accordance  with  the  standard  time-temperature  curve 
prescribed  in  Section  C26-579.0  (10.1.5.1)  of  the  Ad¬ 
ministrative  Building  Code,  and  readings  were  taken 
from  the  ten  14  gauge  chromel-alumel  couples  within 
the  furnace  at  intervals  of  five  minutes. 

The  temperatures  of  the  unexposed  face  of  the  sample 
were  observed  by  means  of  three  couples  located  at  the 
center  of  the  panel  and  at  the  centers  of  the  top  and 
bottom  halves  of  the  panel.  The  log  and  graph  show 
also  the  temperatures  observed  at  these  points.  The  test 
on  this  assembly  was  witnessed  by  a  Committee  of  the 
Board  consisting  of  Commissioner  Bernard  A.  Savage 
and  Mr.  John  F.  Fitzsimons  on  October  11,  1940. 

At  the  termination  of  the  three  hour  fire  test  the 
furnace  door  was  swung  open  and  the  exposed  face  of 
the  test  sample  was  subjected  to  a  standard  hosestream 
test.  The  hosestream  was  delivered  at  a  distance  of 
20  feet  and  with  a  nozzle  pressure  of  30  pounds  per 
square  inch.  The  nozzle  was  a  standard  smooth  bore 
nozzle  having  a  1)4  in.  diameter  orifice,  and  it  was 
connected  to  a  line  of  2)4  standard  fire  hose  attached 
to  municipal  fire  hydrants. 


Results  of  the  Test. 


The  test  door  developed  the  usual  bulging,  buckling 
and  warping  in  negligible  amounts  with  no  detrimental 
effects  on  the  structural  stability  of  the  door  throughout 
the  fire  endurance  and  hosestream  test  periods.  The 
temperature  rise  of  the  unexposed  side  of  the  door  at  the 
end  of  the  first  45  minutes  was  567  deg.  F.,  well  within 
the  permissive  temperature  rise  limitations  of  C26-610.0 
(10.1.18),  Administrative  Building  Code.  There  was  no 
passage  of  flame  or  smoke  in  any  consequential  volume. 

Recommendations. 

On  the  basis  of  the  foregoing  data,  the  Committee  on 
Tests  recommends  the  approval  of  the  Jamestown  Three- 
Hour  Hollow  Metal  Fire  Door,  1)4  in.  thickness  (Fig. 


1),  when  constructed  and  hung,  and  of  the  size  as  pi 
vided  for  herein  under  C26-610.0  (10.1.18),  Administi 
tive  Building  Code,  for  use  as  an  opening  protective  ; 
sembly  in  fire  walls  (3  hours),  under  C26-660.0  (10.8. 
as  an  opening  protective  assembly  in  fire  partitic 
(1)4  hours),  under  C26-661.0  (10.8.2)  as  an  openi 
protective  assembly  in  fireproof  partitions  ()4  houi 
under  C26-662.0  (10.8.3)  ;  and  as  an  opening  pi 
tective  assembly  in  a  fireproof  partition  under  the  M  > 
tiple  Dwelling  Law,  which  requires  an  essembly  to  ha 
a  fire  resistive  rating  of  one  hour. 

In  consideration  of  the  results  of  this  test,  the  Co 
mittee  also  recommends  the  approval  of  a  similar  do 
when  constructed  of  a  thickness  of  1%  in.  provided  tl 
in  all  other  respects,  the  construction,  hardware  ai 
size  are  as  provided  for  in  Fig.  1,  and  that  the  rails  a. 
stiles  are  completely  filled  with  mineral  wool  packed 
a  density  of  6  lb./cu.  ft.  or  a  rigid  mineral  wool  bod 
of  equivalent  density.  The  Committee  further  reco 
mends  the  approval  of  the  alternate  form  of  construct! 
as  shown  in  Fig.  II,  of  a  flush  type  of  door  in  thi< 
nesses  of  1)4  in.  or  1)4  in.,  when  constructed  with 
same  asbestos  insulation  as  the  test  door  with  interveir 
spaces  filled  with  cellular  asbestos  or  secured  shims. 

When  doors  are  constructed  for  an  opening  requir 
to  have  a  fire  resistive  rating  of  less  than  3  hours, 
panel  plates  may  be  reduced  from  18  gauge  to  20  gain 

All  doors  shall  be  of  sizes  as  provided  for  her  : 
except  for  increase  of  size  as  permitted  in  C26-61 
(10.1.18)  and  in  every  case  for  use  as  a  swinging  dr 
in  a  single  opening. 

The  Committee  recommends  that  the  request  for  ; 
proval  based  on  these  tests  of  a  full  panel  type  do 
be  temporarily  held  in  abeyance,  pending  further  inve:, 
gation. 

It  is  further  recommended  that  all  opening  protect 
assemblies  manufactured,  inspected  and  labelled  utv 
this  approval  shall  comply  with  the  Rules  of  the  Bo; 
for  the  Inspection  of  Opening  Protective  Assemblies 


and 


(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner 

CHARLES  M.  BLUM, 

Commissioner; 

LESLIE  V.  HUBER,  . 

Chief  Engineer 
Committee  on  Te:, 


Whereas,  this  report  recommended  the  approval  of  t- 
material.  , 

Resolved,  that  the  Board  of  Standards  and  Appeals  d: 
hereby  approve  the  material  known  as  the  Jamestown  Th  ■ 
Hour  Hollow  Metal  Fire  Door,  on  condition  that  the  matei 
be  manufactured,  installed,  labelled,  stamped  or  tagged ' 
accordance  with  above  report. 


Adjourned.  5:10  P.  M. 


Joseph  J.  Doyle,  Chief  Cle 


NOTICE 


FORMS  FOR  NOTICE  TO  PROPERTY  OWNERS 


Applicants,  under  the  building  zone  resolution,  are  en¬ 
titled  to  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conveni¬ 
ence  in  notifying  property  owners,  they  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appet' 
Room  1018,  Municipal  Building,  Manhattan,  at  three  ce> 
each — postage  to  be  added  if  the  forms  are  forwarded 
mail. 
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RULES 


RULES  ON  USES  OF  INSULATING  FIRE  BOARD. 

DOITED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  MAY  5,  1939.  EFFECTIVE 
I  ACCORDANCE  WITH  SECTION  665,  SUBDIVISION  C,  OF  THE  NEW  YORK  CITY 

CHARTER,  MAY  29,  1939. 


[170-39-SR] 

,  thority : 

'ursuant  to  the  authority  vested  in  the  Board  of  Stand- 
i’s  and  Appeals  by  Section  666,  paragraph  2,  Charter  of 
■.  City  of  New  York,  and  C26-189.0  Administrative  Code 
-.1.1),  C-26-462.0  of  the  Administrative  Code  (8.4.10.6), 
.!6-458.0,  sub.  g,  Administrative  Code  (8.4.10.2),  C-26- 
;  0,  sub.  b,  Administrative  Code  (87.2.3),  C-26-541.0, 
r.  a,  Administrative  Code  (87.2.6.1),  C-26-667. 0,  para¬ 
phs,  4  and  8,  Administrative  Code  (10.9.2.4),  sub.  c.  and 
[  .9.2.4),  Building  Code,  C-26-680,  sub.  21,  Administrative 
te  (10.12.11.1),  C-26-541.0,  Administrative  Code  (87.2.6. 

I  C-26-619.0,  Administrative  Code  (10.3.1),  and  C-26- 
'..0,  Administrative  Code  (12.2). 

Me:  Where  reference  in  parentheses  appears  after  the 
Administrative  Code  Section,  it  refers  to  the  Sec¬ 
tion  of  the  New  Building  Code  as  formerly  num- 
'  bered. 

File  1.  Classes  of  Fibre  Board. 

(1)  Wood  Fibre 

(2)  Exploded  Wood  Fibre 

(3)  Balsam  and  Wood  Fibre 

(4)  Western  Wood  Fibre 

(5)  Cane  Fibre  (Bagasse) 

(6)  Pulp  from  waste  papers 

(7)  Straw  Fibre 

(8)  Ground  Wood  Pulp  Fibre 

(9)  Corn  Fibre 

.1  STRUCTURE  OF  FIBRE  BOARD.  Fibre  boards 
shall  be  manufactured  from  wood  or  other  vegetable 
fibre  by  a  felting  or  molding  process  and  provided 
with  sizing  to  render  water  resistent,  and  shall  be 
subjected  to  a  sufficient  drying  temperature  so  as  to 
completely  destroy  rot-producing  fungi.  No  starch 
ingredient  shall  be  included  unless  made  toxic  to 
household  vermin. 

•2  The  structure  of  the  board  may  be  either  single  or 
multiple  ply,  and  if  latter,  the  plies  shall  be  joined 
under  pressure  by  a  moisture  resisting  cement.  Sur¬ 
faces  shall  be  finished  smooth  and  free  of  coarse 
fibres. 

■3  For  a  plaster  base,  wall  board,  roof  boards,  sheath¬ 
ing,  siding,  roof  insulation,  floor  insulation,  acousti¬ 
cal,  interior  finish,  the  fibre  board  shall  be  homo- 
geneous,  free  from  cracks,  lumps,  unevenness  and 
other  defects. 

Table  1 


Miscel- 

Buildingr  Plaster  laneous 
Board  Base  uses 
(Note5)  (Note  6)  (Note  7) 


himum  thermal  conductivity 
•T.U.  per  hour  per  square  foot 
t  degree  F.  per  inch  thickness 

iote  1 )  . 

0.36 

0.36 

0.36 

kimum  transverse  strength, 

-ngthwise  (note  2)  . 

14 

14 

7 

>unds  Crosswise  (note  2) . 

1  imum  deflection  at  ultimate 

■ad,  inches  . 

Id  mum  deflection  at  ultimate 
ad,  inches  (note  3)  . 

12 

12 

7 

0.25 

0.25 

0.25 

.85 

.85 

1.25 

1  imum  tensile  strength,  pounds 
r  square  inch  (note  4)  . 

175 

175 

100 

1  fir  absorption  per  cent  . 

5 

5 

10 

Maximum  linear  expansion,  per  cent  lA  V*  — 

Nail  holding  strength  lb .  100  70  60 

Bond  strength  per  square  foot  of 
bonded  surface  .  —  700  _ 


Note  1.  No  board  of  any  class  having  a  conductance  greater  than 
0.50  b.t.u.  per  hour,  per  square  foot  per  degree  F,  irre¬ 
spective  of  thickness  will  be  acceptable  under  these"  rules. 

Note  2.  This  requirement  is  based  upon  specimens  %  inch  thick. 

For  specimens  of  other  thicknesses  the  requirement  shall 
be  increased  in  direct  proportion,  that  is,  for  a  thickness 
of  1-inch,  it  shall  be  doubled,  etc. 

Note  3.  Minimum  deflection  at  rupture  shall  be  not  less  than  .25". 

Note  4.  Tensile  strength  requirements  shall  be  applicable  only  on 
thicknesses  up  to  and  including  1-inch. 

Note  5.  Edges  shall  be  square  for  building  board. 

Note  6.  Edges  shall  be  either  ship  lapped  bevel  and  ship  lapped, 
tongue  and  grooved,  bevel  and  tongue  and  grooved,  "V” 
jointed,  or  ship  lapped  and  grooved.  Each  board  shall  be 
of  a  rough  fibrous  texture  to  insure  good  mechanical  and 
suction  bond. 

Note  7.  Edges  shall  be  square  unless  ship  lapped  or  offset. 

Rule  2.  Uses  and  Methods  of  Applying 
Fibre  Board. 

2.1  Fibre  board  may  be  used  as  a  plaster  base  or  wall 
board  in  non-fireproof  commercial  structures  not 
more  than  2  stories  in  height  and  in  one  and  two 
family  dwellings  not  exceeding  three  stories  in 
height  and  in  Class  3  multiple  dwellings  for  par¬ 
titions  and  ceilings  where  either  no  fire  resistive 
rating  is  required  or  where  a  fire  resistive  rating 
not  exceeding  J4  hour  is  permitted  and  installed  in 
accordance  with  the  requirements  of  C-26-458,  Ad¬ 
ministrative  Code  (8.4.10.2)  and  C-26-462.0.’  Ad¬ 
ministrative  Code  (8.4.10.6). 

The  joints  on  walls  and  ceilings  shall  be  broken 
at  least  one  stud  apart,  and  in  no  event  shall  joints 
of  fibre  board  lath  be  in  vertical  line,  excepting  in 
the  corners  of  a  room.  The  joints  shall  be  broken  at 
every  other  board  on  the  walls  and  at  right  angles 
to  the  furring  on  ceiling.  C-26-462.0,  Administrative 
Code  (8.4.10.6).  They  shall  be  solidly  nailed  at 
every  bearing  not  more  than  6"  center  to  center  for 
walls  and  4"  center  to  center  for  ceilings  and  nailed 
to  all  studding  with  l%"  No.  13  gauge  blued  or  gal¬ 
vanized  plaster  board  nails,  with  heads  for  YY' 
board  and  U/4"  nails  with  M"  heads  for  $4"  or  1" 
board,  and  with  proportionately  longer  nails  for 
thicker  fibre  board.  All  corners  shall  be  reinforced 
with  standard  metal  corner  beads.  All  re-entrant 
angles  shall  be  reinforced  with  standard  metal 
angle  lath  strip.  Reinforcement  shall  be  securely 
stapled  on  the  lath.  At  the  juncture  of  frame  and 
masonry  construction,  6"  strip  of  expanded  metal 
lath  shall  be  used.  No  board  shall  be  run  through 
from  room  to  room. 

2.1.1  It  shall  be  unlawful  to  wet  fibre  board  before 
plastering.  C26-462.0,  Administrative  Code 
(8.4.10.6). 

21-2.1.  “SCRATCH  OR  FIRST  COAT.” 

The  scratch  coat  shall  contain  not  more 
than  2/3  by  weight  of  sand  and  1/3  calcined 
gypsum  plaster  with  fibres  or  including  other 
materials  and  fibring  so  that  the  setting  time 
shall  not  be  greater  than  four  hours  nor  less 
than  \y2  hours  and  with  a  tensile  strength 
of  not  less  than  75  pounds  per  sq.  in.  The 
scratch  coat  shall  be  not  less  than  Ya”  thick 
2.1. 2.2  “BROWN  OR  SECOND  COAT.” 

The  brown  coat  shall  contain  not  more  than 
H  by  weight  of  sand  and  the  remaining  % 
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shall  not  contain  less  than  3/5  of  calcined 
gypsum  and  not  more  than  2/5  of  other 
materials,  including  fibring.  The  setting  time 
shall  be  not  more  than  five  hours  nor  less  than 
two.  This  brown  coat  shall  have  a  tensile 
strength  of  not  less  than  50  pounds  per  sq.  in. 
and  shall  be  not  less  than  3/16"  in  thickness. 

2. 1.2.3  “FINISH  COAT.” 

The  finish  coat  shall  be  applied  after  the  ap¬ 
plication  of  the  second  or  brown  coat  has 
become  dry,  and  shall  be  set  in  not  less  than 
20  minutes  nor  more  than  four  hours  and 
shall  have  a  tensile  strength  of  not  less  than 
200  pounds  per  sq.  in.  and  be  not  less  than 
1/16"  thick. 

2.1.2.4  “GROUNDS.” 

Suitable  grounds  shall  be  established  with 
each  thickness  of  fibre  board  so  as  to  insure 
a  minimum  thickness  of  l/t"  plaster.  Fibre 
board  shall  extend  from  floor  to  ceiling  with 
grounds  secured  to  the  framing  members 
through  the  fibre  board. 

2.2  FIBRE  BOARD  SHEATHING. 

Approved  fibre  board  sheathing  at  least  one-half 
of  an  inch  in  thickness  and  four  feet  in  width  may 
be  used  instead  of  wood  sheathing  when  bearing 
on  4  studs  and  fastened  to  each  bearing  with  1)4" 
wire  nails,  6"  or  less  c-c,  with  Y%"  head,  and  for 
Y"  or  1"  board,  the  nails  shall  be  2"  long. 
C-26-538.0,  sub.  b  (8.7.2.3).  The  use  of  fibre  board 
as  roof  sheathing  is  not  permitted  except  as  insula¬ 
tion  over  suitable  sheathing  material. 

2.3  MINOR  FRAME  STRUCTURE. 

Approved  fibre  board  siding  may  be  used  on  wood 
frame  sheds  erected  where  permitted  and  where 
open  on  at  least  one  side,  provided  such  sheds  are 
fifteen  feet  or  less  in  height  and  do  not  exceed  2500 
square  feet  in  area  and  are  at  least  4  feet  from  any 
lot  line  and  are  covered  on  sides  and  roof  with  ap¬ 
proved  fire-retarding  material.  C26-541.0  (8.7.2.6.1). 


2.4  USE  OF  FIBRE  BOARD  WHEN  COVERED  BY 
AN  INCOMBUSTIBLE  WEARING  SURFACE 
Untreated  combustible  insulation  board  of  a  single 
layer  or  thickness  not  to  exceed  )4"  when  cementec 
or  attached  directly  to  the  surface  of  an  approved 
type  of  fire-resistive  floor  construction  may  bd 
used  elsewhere  than  in  stair  enclosure  and  corridor; 
when  covered  by  an  incombustible  wearing  surface 
in  accordance  with  these  rules.  C26-667.0,  sub.  4c 
(10.9.2.4). 

2.5  ROOF  AND  FLOOR  INSTALLATION  IF 
CLASS  1  AND  CLASS  2  STRUCTURES. 

Fibre  board  used  as  insulation  may  be  applied 
directly  to  the  fire-resistive  floor  or  roof  construc¬ 
tion  in  cement,  provided  such  insulation  is  covered 
by  at  least  one  and  one-half  inch  thickness  of 
Portland  Cement  concrete  or  other  equally  fire-( 
resistive  material  of  equal  thickness.  C26-619.0 
sub.  a,  Administrative  Code  (10.3.1).  Insulatior' 
fibre  board  so  applied  shall  be  over  a  screeded  con¬ 
crete  roof  or  floor,  graded  where  necessary,  anc 
cemented  to  the  arch  with  hot  asphalt  or  coal  tai 
pitch.  Fibre  insulation  board  shall  not  be  left  ex¬ 
posed  to  the  elements,  nor  shall  it  be  applied  to  wel 
surfaces  of  any  kind. 

2.6  ROOF  INSULATION  OTHER  THAN  IF 
CLASS  1  AND  CLASS  2  STRUCTURES. 

The  use  of  fibre  board  as  roof  insulation  is  lawful 
provided  such  fibre  board  is  covered  with  an  ap¬ 
proved  type  of  fire-resistive  roof  covering  appliec 
directly  thereto,  C26-680,  sub.  2,  Administrate 
Code  (10.12.11.1),  and  when  installed  in  accordancr 
with  the  requirements  of  2.2  of  these  rules. 

2.7  USE  OF  FIBRE  BOARD  IN  FIRE  WALLS. 
(Formerly  Rule  2.8) 

Fibre  board  may  be  used  as  insulation  in  fire  wall; 
C26-632.0  sub.  g  AC  (10.4.1.2)  if  cemented  anc 
attached  directly  to  the  face  of  the  wall  laid  ur 
with  no  intervening  air  spaces  and  protected  with 
not  less  than  2  in.  of  secured  masonry  laid  tigh’’ 
against  the  fibre  board. 


NOTICE 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  Board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear.  ( 

Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly ;  therefore,  no  appeal  or  application  will 
be  held  in  abeyance  by  reason  of  failure  of  the  appellant 
or  applicant  to  file  necessary  data,  or  by  any  other  method, 
of  delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  bv  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 


FORMS  FOR  NOTICE  TO  PROPERTY  OWNERS 


Applicants,  under  the  building  zone  resolution,  are  en¬ 
titled  to  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appeals 
Room  1018,  Municipal  Building,  Manhattan,  at  three  cent! 
each — postage  to  be  added  if  the  forms  are  forwarded  b) 
mail. 
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This  issue  of  the.  Bulletin  contains  in  the  order  given — 


Docket. 


Court  Decision. 


Rules  Directory. 

The  Hearing  Calendar. 

Minutes  of  Regular  Meeting  November  6,  1940,  at  10 
A.M.,  Affecting  Calendar  Numbers  489-40-BZ,  375-40- 
BZ,  398-40-BZ,  399-40-BZ,  400-40-BZ,  401-40-BZ,  925- 
40-BZ,  494-40-BZ,  372-29-BZ,  342-40-B,  860-40-BZ  and 
982-40-A. 

Minutes  of  Regular  Meeting  November  6,  1940,  at  2  P.M., 
Affecting  Calendar  Numbers  1530-39-BZ,  472-37-BZ, 
183-40-BZ,  230-40-BZ,  780-27-BZ,  54-31-BZ,  100-36-BZ, 
■  228-37-BZ,  66-38-BZ,  692-38-BZ,  106-40-BZ,  670-40-A, 

862-40-A,  974-40-A,  1003-40-A,  808-40-A,  434-38-A,  805- 
40-A,  1011-40-A,  1014-40-A,  1018-40-A,  1025-40-A,  1051- 
40- A,  1054-40-A,  362-37-A,  643-40-A,  910-40-A,  956-40- 
A,  984-40-A,  427-38-SA,  888-40-SA,  850-40-SM,  489-40- 
SM,  646-40-SM,  851-40-SM,  1464-39-GR  and  377-40-BZ. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 

of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commissioner 
of  buildings  or  fire  commissioner)  and  file  with  this  board 
a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directons. 


Correction  Affecting  Calendar  Number  528-40-BZ. 
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DOCKET. 

New  Cases  Filed  up  to  November  5,  1940. 


Cal.  No.  Department.  Premises  Affected. 

1041-40-SM . Olsen  Gypsum  Lath  Spring  Wire 


Clips,  PS  and  Corner  Clips 
(Lathing  Accessories),  manu¬ 
factured  by  Olsen  Products, 
Incorporated,  Material. 


1042- 40-SA . Duo-Therm  Circulating  Heaters, 

Models  902  and  952, 

Appliance. 

1043- 40-SA . Duo-Therm  Water  Heater,  Model 

16,  Appliance. 

1044- 40-SA . Duo-Therm  Oil  Burning  Furnace, 

Models  750  and  850, 

Appliance. 


1045-40- A  .\ . H.B.M....  358-372  West  31st  street  and 

362-370  Ninth  avenue,  south¬ 
east  corner  (Block  No.  754, 
Lot  No.  78),  Borough  of 
Manhattan, 

Decision — re  Viol.  5121-40. 


1 046-40-BZ . . . .  H.B.B . 966-972  Fulton  street,  south  side, 

79  ft.  west  of  Grand  avenue 
(Block  No.  2014,  Lot  Nos. 
26  and  27),  Borough  of 
Brooklyn, 

Curb  Cut  Applic.  1718-40. 


1047-40-A . F.D . 52-54  Sands  street,  northeast 

corner  of  Adams  street  (Block 
No.  86,  Lot  Nos.  7  and  8), 
Borough  of  Brooklyn, 

4749-L.F.  and  Decision. 


1048-40-A . H.B.M. ...  1317-1329  Broadway,  west  side, 

from  West  34th  street  to 
West  35th  street,  149-167 
West  34  th  street,  148-164 
West  35th  street  and  441-459 
Seventh  avenue  (Block  No. 
810,  Lot  Nos.  1-12-50),  Bor¬ 
ough  of  Manhattan, 

Alt.  3227-40. 


1049-40-SM . Frankel  Suspending  Devices  for 

a  Life  Saving  Rope  and  Belt 
for  Scaffold  Use,  manufac¬ 
tured  by  Jacob  Frankel, 

Material. 


1050-40-BZ. . .  .FLB.Bx _ 2125  J  erome  avenue,  west  side, 

70.65  ft.  south  of  West  181st 
street  (Block  No.  3192,  Lo-_ 


No.  46),  Borough  of  The 
Bronx, 

Decision — re  Certificate  of 
Occupancy. 

1051-40-A . H.B.Bx. ...  South  side  of  Metcalf  avenue, 

1,350  ft.  south  of  Randall  ave¬ 
nue  and  935  ft.  southeast  of 
Noble  avenue  (Block  No. 
3488,  Lot  No.  1),  Soundview 
Park,  Borough  of  The  Bronx, 
N.B.  785-40. 


1052-40-A . H.B.B . 77-85  Albany  avenue,  southeast 

corner  of  Herkimer  street, 
and  1519-1535  Atlantic  avenue 
(Block  No.  1705,  Lot  No.  1), 
Borough  of  Brooklyn, 

Alt.  3871-40. 


1053-40-A . F.D . 415-421  West  51st  street,  north 

side,  199  ft.  west  of  Ninth 
avenue  (Block  No.  1061,  Lot 
No.  23),  Borough  of  Man¬ 
hattan, 

20543-L.C.  and  Decision. 


1054-40- A . PI.B.Q . 62-93  60th  place,  northeast  cor¬ 

ner  of  Bleecker  street  (Block 
No.  3519,  Lot  Nos.  1  and  5), 
Ridgewood,  Borough  of 
Queens, 

Decision — re  N.B.  4123-40. 


1055- 40-SA . Mohawk  Non-Coded  Closed  Cir¬ 

cuit  Interior  Fire  Alarm  Con¬ 
trol  Panel,  Appliance. 

1056- 40-BZ ....  H.B.M ....  161-163  East  36th  street,  north 

side,  80  ft.  west  of  Third  ave¬ 
nue  (Block  No.  892,  Lot  Nos. 
37  and  38),  Borough  of  Man¬ 
hattan,  Alt.  791-40. 

1057- 40-SA . National  Oil  Burner,  Series  O, 

Appliance. 

1058- 40- A . H.B.Q . 114-54  Merrick  boulevard,  west 

side,  83  ft.  north  of  115th  ave¬ 
nue  (Block  No.  .3087,  Lot  No. 
323),  St.  Albans,  Borough  cf 
Queens, 

Misc.  Applic.  8661-40. 


1059-40- A . H.B.Q . 80-04,  80-08  and  80-12  193rd 

street,  northwest  corner  of 
Union  Turnpike  and  west 
side  of  193rd  street,  40  ft.  and 
80  ft.  south  of  Union  Turn¬ 
pike  (Block  No.  7273,  Lot 
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No.  1),  Flushing,  Borough  of 
Queens, 

N.B.  6840-40,  N.B.  6845-40 
and  N.B.  6846-40. 


No.  7935,  part  of  hot  No.  1), 
Creedmore,  Borough  of 
Queens,  N.B.  526-40. 


1060-40-A . H.B.Q . 80-03,  80-07  and  80-11  192nd 

street,  northeast  corner  of 
Union  Turnpike  and  east  side 
of  192nd  street,  40  ft.  and  80 
ft.  south  of  Union  Turnpike 
(Block  No.  7273,  Lot  No.  1), 
Flushing,  Borough  of  Queens, 
N.B.  6842-40  to  N.B.  6844-40, 
inclusive. 


1061-40-BZ....  H.B.Q . 80-04,  80-08  and  80-12  192nd 

street,  northwest  corner  of 
Union  Turnpike  and  west  side 
of  192nd  street,  40  ft.  and  80 
ft.  south  of  Union  Turnpike 
(Block  No.  7272,  Lot  No.  1), 
Flushing,  Borough  of  Queens, 
N.B.  6841-40,  N.B.  6847-40 
and  N.B.  6848-40. 


1062-40-A . H.B.B . 259  Court  street,  east  side,  23  ft. 

5  in.  north  of  Butler  street 
(Block  No.  402,  Lot  No.  2), 
Borough  of  Brooklyn, 

Decision — re  Certificate  of 
Occupancv  No.  90832  and 
Alt.  8270-36. 


1 063-40- SM . Copperweld  204-30  Non-Rusting 

Wall  Ties,  manufactured  by 
Copperweld  Steel  Company, 

Material. 


Restored  to  Calendar. 

984-40- A . H.B.M _ 135-143  West  18th  street,  north 

side,  350  ft.  8  in.  west  of  Sixth 
avenue  (Block  No.  794,  Lot 
No.  17),  Borough  of  Manhat¬ 
tan,  Misc.  Applic.  658-40. 


472-37-BZ _ H.B.B . 2761-2773  Cropsey  avenue,  north 

side,  6  ft.  9%  in.  west  of  28th 
avenue  (Block  No.  6915,  Lot 
No.  51),  Borough  of  Brook¬ 
lyn,  N.B.  1874-40. 


183-40-BZ....H.B.Bx....  5792-5798  Broadway  and  194 

West  237th  street,  southeast 
corner  (Block  No.  3270,  Lot 
No.  12),  Borough  of  The 
Bronx,  N.B.  1162-39. 


230-40-BZ _ H.B.Q . 234-01  to  234-19  Hillside  avenue 

and  82-63  to  82-71  234th 

street,  northeast  corner  (Block 


DESIGNATIONS:  II.  B. — Department  of  Housing  and  Buildings; 
H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn  ;  H.B.M. 
Department  of  Housing  and  Buildings,  Manhattan;  1I.B.Q.  De¬ 
partment  of  Housing  and  Buildings,  Queens  ;  1I.B.R.  Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx. — Department  of 
Housing  and  Buildings,  Bronx;  H.D. —  Health  Department,  and 
F.D. — Fire  Department. 


COURT  DECISION. 

Film  Centre  Building  Corporation  vs.  Board  of  Standards  and  Ap- 
peals_On  March  19,  1940,  Board  granted  a  variance, 

under  section  21,  Cal.  No.  1307-39-BZ,  at  premises  332- 
346  West  44th  street.  Borough  of  Manhattan,  to  permit 
replacement  of  existing  business  building  by  erection  and 
maintenance  of  a  film  exchange  building,  and  omission 
of  rear  yard,  in  residence  district,  where  there  are  many 
existing  business  uses  already  established.  Objectors  took 
certiorari.  Mr.  Justice  Collins  sustained  the  Board’s  de¬ 
cision,  stating  in  part — “It  has  not  been  shown  that  the 
Board  abused  its  powers.  .  .  .  Rather,  it  would  seem  that 
the  Board’s  quasi-judicial  discretion  was  wisely  and  fairly 
exercised.  .  .  .  That  the  applicant  suffered  hardship, 

which  the  Board  justly  relieved,  is  amply  sustained  b.’  the 
evidence.’’  (N.Y.L.J.,  October  29.  1940.) 
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NOVEMBER  13,  1940,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  annd  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  W ednesday  morning,  No¬ 
vember  13,  1940,  at  10  o’clock,  in  Room  1013,  Municipal 
Building,  Manhattan,  on  the  following  matters : 


S.  Bangert,  owner,  to  permit  in  a  resi¬ 
dence  use  district  the  parking  and  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  88-05  to  88-11  168th 
place,  east  side,  37.50  ft.  south  of  88th 
avenue  (Block  No.  9820  [892],  Lot  Nos. 
38  and  41),  Jamaica.  Borough  of 
Queens. 


cal.  no.  402-40-BZ — Application,  April  16,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Lama  and  Proskauer,  applicants,  on 
behalf  of  Clifford  E.  Mills.  owner,  to 
permit  in  a  residence  use  district  and 
“b”  area  district  the  erection  and  main¬ 
tenance  of  a  building  to  be  used  as  a 
gas  station,  auto  laundry,  lubritorium, 
office  and  boiler  room  in  conjunction 
with  a  gasoline  service  station  on  a  plot 
of  ground  previously  occupied  as  a 
gasoline  service  station ;  premises  144- 
39  to  144-47  Farmers  boulevard,  south¬ 
east  corner  of  South  Conduit  avenue 
(Block  No.  4517,  Lot  No.  1  and  part  of 
Lot  No.  3),  Springfield,  Borough  of 
Queens. 

cal.  no.  443-40-BZ — Application,  April  26,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Jack  Z.  Cohen,  applicant,  on  behalf 
of  Depreciation  Fund  Board,  owner,  to 
permit,  partly  in  a  business  use  district 
and  partly  in  a  residence  use  district, 
the  conversion  of  occupancy  of  an  exist¬ 
ing  building  to  a  motor  vehicle  repair 
shop;  premises  890-892  Coney  Island 
avenue,  west  side.  118  ft.  9 in.  north 
of  18th  avenue  (Block  No.  5403,  Lot 
No.  26),  Borough  Brooklyn. 

cal.  no.  968-24-BZ — Application  of  Arnold  W.  Lederer,  ap¬ 
plicant,  on  behalf  of  Abraham  Chobroff 
and  Sophie  Kohn,  owners  of  premises 
1924-1926  Kings  highway,  Bo  rough  of 
Brooklyn,  reopened  September  17,  1940. 
for  consideration — re  amendment  of 
resolution — re  Application,  previously 
granted  on  condition  under  section  21  of 
the  building  zone  resolution,  permitting 
in  a  residence  use  district  the  erection 
and  maintenance  of  buildings  to  be  used 
for  store  purposes  on  first  storv  and 
for  dwelling  use  above;  premises  1922- 
1932  Kings  highway  (Block  No.  6782. 
Lot  Nos.  19  to  23,  inclusive),  Borough 
of  Brooklyn. 

cal.  no.  1182-39-BZ — Application,  September  26,  1939,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Henry  Nordheim,  applicant,  on 
behalf  of  Post  Sherman  Corporation, 
owner  (Abraham  Rubenstein,  lessee), 
to  permit  in  a  business  use  district  the 
parking  and  storage  of  more  than  five 
(5)  motor  vehicles ;  premises  1231  Bos- 
cobel  avenue,  west  side,  100  ft.  north  of 
Jerome  avenue  (Block  No.  2506,  Lot 
No.  58),  Borough  of  The  Bronx. 

cal.  no.  1493-39-BZ — Application,  December  12,  1939,  under 
sections  7h  and  21  of  the  building  zone 
resolution,  of  Valentine  Bangert,  appli¬ 
cant  and  lessee,  on  behalf  of  Henry  VV. 


cal.  no.  486-40-BZ — Application,  May  7,  1940.  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  S.  Walter  Katz,  applicant,  on  behalf 
of  West  17th  Street  Realty  Corporation, 
owner,  to  permit  in  a  residence  use  dis¬ 
trict  the  maintenance  of  a  motor  ve¬ 
hicle  repair  shop ;  premises  254-256 
West  17th  street,  south  side,  152  ft.  east 
of  Eighth  avenue  (Block  No.  766,  Lot 
No.  75),  Borough  of  Manhattan. 

cal.  no.  568-40-BZ— Application,  May  25,  1940,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Oscar  Goldschlag,  applicant,  on  be¬ 
half  of  260  West  125th  Street.  Incor¬ 
porated,  owner,  to  permit  in  a  business 
use  district  the  maintenance  of  the 
parking  and  storage  of  more  than  five 
(5)  motor  vehicles  for  a  temporary 
period  of  two  (2)  years;  premises  259- 
261  West  124th  street,  north  side,  200 
ft.  east  of  Eighth  avenue  (Block  No. 
1930,  part  of  Lot  No.  55),  Borough  of 
Manhattan. 

cal.  no.  224-38-BZ — Application  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Hanover  Service 
Station,  Incorporated,  owner,  reopened 
September  17,  1940,  under  section  7f  of 
the  building  zone  resolution,  to  permit 
in  a  business  use  district  the  erection 
and.  maintenance  of  a  gasoline  service 
station  (previouslv  denied  under  sec¬ 
tion  21  of  the  building  zone  resolution)  ; 
premises  32-11  to  32-19  Cross  Island 
boulevard  and  198-05  to  198-11  33rd  ave¬ 
nue.  northeast  corner  (Block  No.  6025, 
part  of  Lot  No.  36),  Bayside,  Borough 
of  Queens. 

CAL.  NO.  562-32-BZ— Application  of  Lama  and  Proskauer. 

applicants,  on  behalf  of  Silgreen  Hold¬ 
ing  Corporation,  owner,  reopened  No¬ 
vember  15,  1938.  under  section  21  of  the 
building  zone  resolution,  to  permit  in 
a  business  use  district  the  maintenance 
of  a  gasoline  service  station,  previouslv 
granted  by  the  Board  for  a  temporary 
period;  premises  208-16  Foch  boulevard, 
southwest  corner  of  Springfield  boule¬ 
vard  (Block  No.  3358,  Lot  No.  50). 
St.  Albans,  Borough  of  Queens. 

CAL.  NO.  470-40-BZ— -  Application,  May  3,  1940,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  William  Cohn, 
owner  (Jacob  Newmark,  lessee),  to 
permit,  partly  in  a  business  use  dis¬ 
trict  and  partly  in  a  residence  use  dis¬ 
trict,  the  extension  of  an  existing  gaso¬ 
line  service  station  and,  also,  the  park¬ 
ing  and  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  4070-4076 
Broadway,  southeast  corner  of  West 
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172nd  street  (Block  No.  2141,  Lot  Nos. 
17  to  2U,  inclusive),  Borough  of  Man¬ 
hattan. 

cal.  no.  1289-39-BZ — Application,  October  17,  1939,  under 
sections  21  and  7h  of  the  building  zone 
resolution,  of  Charles  Gomes,  applicant 
and  lessee,  on  behalf  of  Port  of  New 
York  Authority,  owner,  to  permit  in  a 
retail  use  district  the  use  of  premises 
for  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  423- 
425  West  35th  street,  northeast  corner 
of  Dyer  avenue  (Block  No.  733,  Lot 
Nos.  21  and  22),  Borough  of  Manhat¬ 
tan. 

cal.  no.  329-37-BZ — Application  of  William  Shary,  appli¬ 
cant,  on  behalf  of  P.  &  A.  D.  Rubin,  In¬ 
corporated,  owner,  reopened  July  2, 
1940,  under  sections  7b.  7c  and  21  of  the 
building  zone  resolution,  to  permit  in  a 
residence  use  district  the  erection  of  an 
extension  to  be  used  for  business  pur¬ 
poses  (store)  to  an  existing  building 
used  for  a  multiple  dwelling  with  stores, 
located  partly  in  a  business  use  district 
and  partly  in  a  residence  use  district, 
and  previously  granted  by  the  Board ; 
premises  888  Grand  Concourse  and  172- 
180  East  161st  street,  southeast  corner 
(Block  No.  2459,  Lot  No.  34),  Bor¬ 
ough  of  The  Bronx. 

cal.  no.  672-40-BZ — Application,  June  20,  1940.  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Joseph  B.  Lynch,  appli¬ 
cant,  on  behalf  of  Mary  DuBritz  and 
Rose  DuBritz.  owners  (Colonial  Beacon 
Oil  Company,  lessee),  to  permit  in  a 
business  use  district  the  removal  of 
existing  building  and  replacement  with 
new  buildings  and  relocation  of  pumps 
on  an  existing  gasoline  service  station ; 
premises  413-419  Empire  boulevard  ami 
458-464  New  York  avenue,  northwest 
corner  (Block  No.  1309,  Lot  No.  120), 
Borough  of  Brooklyn. 

cal.  no.  879-38-BZ — Application,  October  3,  1938;  dismissed 
for  lack  of  prosecution  June  27,  1939; 
reopened  and  restored  to  Calendar  Octo¬ 
ber  29,  1940,  under  sections  7h  and  21 
of  the  building  zone  resolution,  of 
Louis  Marabini,  applicant,  on  behalf 
of  Columbia  University,  Presbyteriap 
Church,  New  York  Public  Library  and 
Metropolitan  Museum  of  Art,  owners, 
to  permit  in  a  business  use  district  the 
maintenance  of  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles 
on  a  plot  occupied,  in  part,  by  a  build¬ 
ing  used  for  body  and  fender  repairs 
and  brake  and  ignition  service ;  prem¬ 
ises  31-73  31st  street,  east  side,  176  ft. 
north  of  Broadway  (Block  No.  613, 
Lot  No.  13),  Astoria,  Borough  of 
Queens. 

cal.  no.  330-22-BZ — Application  of  Paul  Friedman,  appli¬ 
cant.  on  behalf  of  Kings  Highway  Com¬ 
munity  Corporation,  owner  (Community 
Amusement  Corporation,  lessee),  re¬ 
opened  June  4,  1940,  under  sections  7c 


and  21  of  the  building  zone  resolution, 
to  permit  the  extension  and  change  of 
use  of  an  existing  building  now  occu¬ 
pied  as  bowling  alleys,  library,  stores, 
auditorium  and  meeting  room  to  stores, 
motion  picture  theatre  with  marquee 
and  signs,  extending  from  business  use 
district  into  a  residence  use  district  and 
to  permit  the  proposed  rear  extension  to 
occupy  a  portion  of  the  rear  yard  in 
excess  of  that  permitted  by  section 
17(a)  of  the  building  zone  resolution; 
premises  1663-1669  East  17th  street,  east 
side,  57  ft.  2(4  in.  south  of  Kings  high¬ 
way  (Block  No.  6780,  Lot  No.  55), 
Borough  of  Brooklyn. 

cal.  no.  544-40-BZ- — Application,  May  20,  1940,  under  sec¬ 
tions  21  and  7c  of  the  building  zone 
resolution,  of  Morris  Perlstein,  appli¬ 
cant.  on  behalf  of  Coney  Island  Soda 
Water  Corporation,  owner,  to  permit, 
partly  in  a  residence  use  district  and 
partly  in  a  business  use  district,  the 
erection  of  an  extension  to  an  existing 
building  used  for  factory,  storage,  office 
and  dwelling  (the  proposed  extension 
to  be  used  for  storage)  ;  premises 
2226-2228  Neptune  avenue  and  2813 
West  23rd  street,  southeast  corner,  and 
east  side  of  West  23rd  street,  95  ft. 
south  of  Neptune  avenue  (Block  No. 
7016,  Lot  Nos.  1  and  83),  Borough  of 
Brooklyn. 

Appeals  from  Administrative  Decisions. 

623-40-A — 2226-2228  Neptune  avenue  and  2813  West  23rd 
street,  southeast  corner  and  east  side  of 
West  23rd  street.  95  ft.  south  of  Neptune 
avenue  (Block  No.  7016,  Lot  Nos.  1  and 
83),  Borough  of  Brooklyn. 

602-40-A — 1663-1669  East  17th  street,  east  side,  57  ft.  2*4 
in.  south  of  Kings  highway  (Block  No. 
6780,  Lot  No.  55),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


NOVEMBER  13,  1940,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

831-40-A — 171  Bay  Ridge  avenue,  north  side,  260  ft.  west 
of  Ridge  boulevard  (Block  No.  5861,  Lot 
No.  69),  Borough  of  Brooklyn. 

697-39-A — 28  Bowery  and  43  Bayard  street,  southwest  cor¬ 
ner  (Block  No.  163,  Lot  No.  33),  Borough 
of  Manhattan. 

994-40-A — 34-40  Varick  street,  east  side,  100  ft.  8(4  in. 

south  of  Bridgewater  street  (Block  No. 
2664,  Lot  Nos.  12,  13,  14,  15  and  22),  Bor¬ 
ough  of  Brooklyn. 

1010-40-A — 80-12  Queens  boulevard  (Kew  Gardens  road), 
south  side,  between  Quentin  street  and 
Union  turnpike  (Block  No.  3348,  Lot  No. 
37),  Kew  Gardens,  Borough  of  Queens. 
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1009-40- A — 13  Commerce  street,  north  side,  40  ft.  in. 

west  of  Seventh  avenue  (Block  No.  587, 
Lot  No.  64),  Borough  of  Manhattan. 

1048-40-A — 1317-1329  Broadway,  west  side,  from  West 
34th  street  to  West  35th  street.  149-167 
West  34th  street,  148-164  West  35th  street 
and  441-459  Seventh  avenue  (Block  No. 
810,  Lot  Nos.  1-12-50),  Borough  of  Man¬ 
hattan. 

1052-40- A — 77-85  Albany  avenue,  southeast  corner  of  Her¬ 
kimer  street,  and  1519-1535  Atlantic  ave¬ 
nue  (Block  No.  1705,  Lot  No.  1),  Bor¬ 
ough  of  Brooklyn. 

1072-40-A — 622-624  Broadway,  east  side,  141.59  ft.  north  of 
East  ^Houston  street  (Block  No.  522,  Lot 
No.  5),  Borough  of  Manhattan. 


1012  Brooklyn  avenue  and  3522-3524 
Snyder  avenue,  southwest  corner  (Block 
No.  4906,  Lot  Nos.  9  and  10),  Borough 
of  Brooklyn. 

cal.  no.  249-39-BZ — Application,  February  28,  1940;  dis- 
miseed  for  lack  of  prosecution  July  18, 
1939;  reopened  and  restored  to  Calendar 
September  17,  1940,  under  section  7f  of 
the  building  zone  resolution,  of  Lama 
and  Proskauer,  applicants,  on  behalf  of 
Koppers  Company,  owner,  to  permit  hi 
a  business  use  district,  for  a  stated  term 
of  years,  the  erection  and  maintenance 
of  a  gasoline  service  station ;  premises 
84-11  to  84-21  Astoria  boulevard  and 
24-02  to  24-12  85th  street,  northwest 
corner,  and  84-12  to  84-20  24th  avenue 
(Block  No.  1096,  part  of  Lot  No.  1), 
Jackson  Heights,  Borough  of  Queens. 


NOVEMBER  19,  1940,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and.  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  November 
19,  1940,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters: 

cal.  no.  297-40-BZ — Application,  March  20,  1940,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  Henry  Nordheim,  appli¬ 
cant,  on  behalf  of  The  Mutual  Life  In¬ 
surance  Company,  owner  (Louwer 
Garage  Corporation,  lessee),  to  permit, 
partly  in  a  business  use  district  and 
partly  in  a  residence  use  district,  for  a 
temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1407-1419  College  avenue,  west 
side,  215  ft.  south  of  East  171st  street 
(Block  No.  2786,  parts  of  Lot  Nos.  2, 
6  and  29),  Borough  of  The  Bronx. 

cal.  no.  362-34-BZ — Application  of  Abraham  N.  Horwitz, 
applicant,  on  behalf  of  1230  Jerome 
Avenue  Corporation,  owner,  reopened 
October  8,  1940,  for  consideration  as  to 
extension  of  permit — re  Application, 
previously  granted  on  condition  under 
section  21  of  the  building  zone  resolu¬ 
tion,  permitting  in  a  business  use  dis¬ 
trict  the  change  of  occupancy  of  an 
existing  building  to  a  garage  for  more 
than  five  (5)  motor  vehicles  for  a  tem¬ 
porary  period ;  premises  1230-1234 
Jerome  avenue,  east  side,  165  ft.  6  in. 
north  of  East  167th  street  (Block  No. 
2489,  Lot  No.  8),  Borough  of  The 
Bronx. 

cal.  no.  351-40-BZ— Application,  April  5,  1940,  under  sec¬ 
tions  21  and  7f  of  the  building  zone 
resolution,  of  William  F.  Regan,  appli¬ 
cant,  on  behalf  of  William  F.  Regan, 
owner,  to  permit  in  a  business  use  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station;  premises  1000- 


cal.  no.  812-40-BZ — Application,  July  22,  1940,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Arthur  H.  Haaren,  ap¬ 
plicant,  on  behalf  of  Edlar  Realty  Cor¬ 
poration,  owner  (Alex  White,  lessee), 
to  permit  in  a  business  use  district  the 
extension  of  a  gasoline  service  station 
so  as  to  permit  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  3150  Broadway,  southeast 
corner  of  Moylan  place  (Block  No. 
1980,  Lot  No.  61),  Borough  of  Man¬ 
hattan. 

cal.  no.  843-40-BZ — Application,  August  6.  1940,  under  sec¬ 
tion  7c  of  the  building  zone  resolution, 
of  Daer  Properties,  Incorporated,  appli¬ 
cant  and  owner,  to  permit  in  a  residence 
use  district,  extending  from  a  business 
use  district,  the  alteration  of  an  existing 
multiple  dwelling  with  stores  on  the  first 
story,  so  as  to  provide  additional  store 
use  in  the  residence  use  district ;  prem¬ 
ises  147-149  West  Tremont  avenue  and 
1796-1806  University  avenue,  northeast 
corner  (Block  No.  2868,  Lot  No.  1), 
Borough  of  The  Bronx. 


cal.  no.  94-38-BZ — Application  of  William  L.  Schrauth,  ap¬ 
plicant,  on  behalf  of  Jeho  Company,  In¬ 
corporated,  owner,  reopened  July  16, 
1940,  for  rehearing,  under  section  7h  of 
the  building  zone  resolution,  to  permit 
in  a  business  use  district  the  parking 
and  storage  of  more  than  five  (5)  motor 
vehicles  (previously  denied)  ;  premises 
89-04  166th  street,  southwest  corner  of 
89th  avenue  (Block  No.  9795  [8661, 
Lot  No.  72),  Jamaica,  Borough  of 
Queens. 

cal.  no.  398-40-BZ — Application,  April  16,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Anthony  M.  DeRose,  applicant,  on 
behalf  of  Nuarb  Realty  Company, 
owner,  to  permit  in  an  “F”  area,  resi¬ 
dence  use  district  the  maintenance  of  a 
dwelling  without  the  required  setback 
and  with  side  yards  less  than  the  re¬ 
quired  widths ;  premises  940  Metcalf 
avenue,  east  side,  176  ft.  4  in.  south  of 
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Eastern  boulevard  (Block  No.  3659, 
Lot  No.  20),  Borough  of  The  Bronx. 

cal.  no.  399-40-BZ — Application,  April  16,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Anthony  M.  DeRose,  applicant,  on 
behalf  of  Marie  Braun,  owner,  to  permit 
in  an  “F”  area,  residence  use  district  the 
erection  of  a  dwelling  set  back  from 
the  building  line  less  than  the  required 
15  ft.,  to  be  provided  with  side  yards 
less  than  the  required  width  and  to  oc¬ 
cupy  a  greater  area  of  the  lot  than  per¬ 
mitted  :  premises  942  Metcalf  avenue, 
east  side,  151  ft.  4  in.  south  of  Eastern 
boulevard  (Block  No.  3659,  Lot  No. 
21),  Borough  of  The  Bronx. 

cal.  no.  400-40-BZ — Application,  April  16,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Anthony  M.  DeRose,  applicant,  on 
behalf  of  Marie  Braun,  owner,  to  permit 
in  an  “F”  area,  residence  use  district 
the  maintenance  of  a  dwelling  exceeding 
the  area  of  coverage  permitted  to  be  set 
back  from  the  building  line  less  than 
the  required  15  ft.  and  to  be  provided 
with  a  side  yard  of  less  than  the  re¬ 
quired  width ;  premises  944  Metcalf 
avenue,  east  side,  124.42  ft.  south  of 
Eastern  boulevard  (Block  No.  3659, 
Lot  No.  22),  Borough  of  The  Bronx. 

cal.  no.  401-40-BZ — Application,  April  16,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Anthony  M.  DeRose,  applicant,  on 
behalf  of  Marie  Braun,  owner,  to  per¬ 
mit  in  an  “F”  area,  residence  use  dis¬ 
trict  the  erection  of  a  dwelling  to  be 
set  back  from  the  building  line  less  than 
the  required  15  ft.  and  to  be  provided 
with  side  vards  1  in.  less  than  the  width 
required;  premises  946  Metcalf  avenue, 
east  side,  94.42  ft.  south  of  Eastern 
boulevard  (Block  No.  3659,  Lot  No. 
23),  Borough  of  The  Bronx. 

cal.  no.  925-40-BZ — Application,  September  18,  1940,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  I.  L.  Crausman,  applicant,  on 
behalf  of  Gelson  Realty  Corporation, 
owner,  to  permit  in  a  business  use  dis¬ 
trict  the  erection  of  a  business  building 
(stores)  with  show  windows  and  en¬ 
trances  extending  more  than  25  ft.  along 
a  street  abutting  a  residence  use  dis¬ 
trict;  premises  4349-4351  Broadway  and 
706  West  186th  street,  southwest  corner 
(Block  No.  2180,  part  of  Lot  No.  135), 
Borough  of  Manhattan. 

(al.  no.  375-40-BZ — Application,  April  11,  1940,  under  sec¬ 
tions  7a,  7c  and  21  of  the  building  zone 
resolution,  of  Thomas  O’Rourke  Gal¬ 
lagher,  applicant,  on  behalf  of  Walter 
A.  Beaudel,  owner  (Beaudel  Brothers, 
lessees),  to  permit  in  a  residence  use 
district  the  alteration  and  reconstruction 
of  an  existing  gasoline  service  station ; 
premises  144-12  Springfield  boulevard, 
northwest  corner  of  North  Conduit 
boulevard,  and  186-08  144th  avenue, 
southwest  corner  of  Springfield  boule¬ 
vard  (Block  No.  3816.  Lot  No.  76  and 


part  of  Lot  No.  63),  Springfield  Gar¬ 
dens,  Borough  of  Queens. 

cal.  no,  489-38-BZ — Application  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Sam  Schwartz 
and  Joseph  Schwartz,  owners,  reopened 
October  3.  1939,  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a 
residence  use  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  (previously  denied  by  the  Board)  : 
premises  219-01  North  Conduit  boule¬ 
vard  (avenue)  and  144-01  to  144-09 
Springfield  boulevard,  northeast  corner 
(Block  No.  3820,  Lot  No.  4),  Spring- 
field  Gardens,  Borough  of  Queens. 


Appeal  from  Administrative  Decision. 

553-37- A — 1815-1825  Ocean  avenue,  east  side.  280  ft.  south 
of  Avenue  M  (Block  No.  7656,  T.ot  No. 
55  and  part  of  Lot  Nos.  54  and  58),  Bor¬ 
ough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


NOVEMBER  19,  1940,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

882-40-A — 148  39th  street,  southwest  corner  of  Second  ave¬ 
nue  (Bush  Building  No.  19,  fourth  floor)  ; 
(Block  No.  706,  Lot  No.  1),  Borough  of 
Brooklyn. 

1004-40- A — 228  Bay  street,  west  side,  151  ft.  north  of  Han¬ 
nah  street  (Block  No.  498,  Lot  No.  74), 
Tompkinsville,  Borough  of  Richmond. 

1003-40-A — 1013  East  Tremont  avenue,  north  side,  100  ft. 

east  of  Bryant  avenue  (Block  No.  3135, 
Lot  No.  47),  Borough  of  The  Bronx. 

974-40-A — 3-7  West  22nd  street,  north  side,  120  ft.  west  of 
Fifth  avenue  (Block  No.  824,  Lot  No.  32), 
Borough  of  Manhattan. 

862-40-A — East  side  of  Smith  street,  from  Halleck  to 
Sigourney  streets  (Block  No.  493,  Lot  No. 
1),  Borough  of  Brooklyn. 

858-40-A — 321-331  East  70th  street,  north  side.  175  ft.  west 
of  First  avenue  (Block  No.  1445,  Lot  Nos. 
14  to  19,  inclusive),  Borough  of  Man¬ 
hattan. 

876-40-A — 5073-5075  Broadway,  west  side,  238.64  ft.  south 
of  West  218th  street  (Block  No.  2243,  Lot 
No.  266),  Borough  of  Manhattan. 

886-40-A — 1768-1782  Dean  street,  south  side,  233  ft.  2  in. 

west  of  Rochester  avenue  (Block  No.  1349, 
Lot  Nos.  21  to  30,  inclusive).  Borough  of 
Brooklyn. 

966-40- A — 3  Vestry  street,  south  side,  20  ft.  west  of  Varick 
street  (Block  No.  220,  Lot  No.  21),  Bor¬ 
ough  of  Manhattan. 
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970-40-A — 215  Ryerson  street,  east  side,  425  ft.  north  of 
DeKalb  avenue  (BlockNo.  1920,  Lot  No. 
16),  Borough  of  Brooklyn. 

992-40-A — 522  East  133rd  street,  south  side,  300  ft.  west 
of  St.  Ann’s  avenue  (Block  No.  2260,  Lot 
No.  7),  Borough  of  The  Bronx. 

1067-40-A — 1229  St.  Nicholas  avenue,  west  side,  54  ft.  north 
of  West  171st  street  (Block  No.  2141,  part 
of  Lot  No.  21),  Borough  of  Manhattan. 

883- 40-A — 827  Sixth  avenue,  west  side,  38.8  ft.  south  of 

West  29th  street  (Block  No.  804,  Lot  No. 
40),  Borough  of  Manhattan. 

884- 40-A — 136-138  West  24th  street,  south  side,  298  ft.  east 

of  Seventh  avenue  (Block  No.  799,  Lot  No. 
60),  Borough  of  Manhattan. 

889-40-A — 22-24  Jones  street,  south  side,  140  ft.  east  of 
Bleecker  street  (Block  No.  590,  Lot  No. 
16),  Borough  of  Manhattan. 

911- 40-A — 5312-5316  Fifth  avenue,  north  side,  50  ft.  2  in. 

east  of  54th  street  (Block  No.  815,  Lot 
Nos.  42,  43  and  44),  Borough  of  Brooklyn. 

912- 40-A — 1281  Broadway,  north  side,  229  ft.  3  in.  west  of 

Grove  street  (Block  No.  3293,  Lot  No. 
25),  Borough  of  Brooklyn. 

913- 40-A — 7408-7410  Fifth  avenue,  west  side,  67  ft.  1J4  in. 

south  of  74th  street  (Block  No.  5930,  Lot 
No.  40),  Borough  of  Brooklyn. 

924-40- A — 416-418  Knickerbocker  avenue,  west  side,  50  ft. 

south  of  Himrod  street,  and  222  Himrod 
street  (Block  No.  3278,  Lot  No.  28),  Bor¬ 
ough  of  Brooklyn. 

936-40-A — 31  West  71st  street,  north  side,  220  ft.  west  of 
Columbus  avenue  and  Central  Park  West 
(Block  No.  1124,  Lot  No.  18),  Borough 
of  Manhattan. 

955-40- A — 1026  41st  avenue,  south  side,  250  ft.  west  of 
East  12th  street  (Block  No.  465,Lot  No. 
35,  and  Block  No.  466,  Lot  No.  35),  Long 
Island  City,  Borough  of  Queens. 

957-40-A — 32  Laight  street,  north  side,  120  ft.  west  of 
Varick  street  (Block  No.  220,  Lot  No. 
42),  Borough  of  Manhattan. 

979-40-A — 365  Broadway,  northwest  corner  of  Franklin 
street  (Block  No.  175,  Lot  No.  33),  Bor¬ 
ough  of  Manhattan. 


1047-40-A — 52-54  Sands  street,  northeast  corner  of  Adams 
street  (Block  No.  86,  Lot  Nos.  7  and  8), 
Borough  of  Brooklyn. 

1068-40- A— 118  Nassau  street,  east  side,  116.9  ft.  north  of 
Ann  street  (Block  No.  92,  Lot  No.  26), 
Borough  of  Manhattan. 


1066-40-A — 9901  Shore  road,  southeast  corner  of  99th  street 
(Block  Nq.  6133,  Lot  Nos.  11  and  13), 
Borough  of  Brooklyn. 


1033-40-A — 171-04  to  171-44  Pidgeon  Meadow  road,  south 
side,  between  171st  street  and  Fresh 
Meadow  lane  (Block  No.  5576,  Lot  No. 
1),  Flushing,  Borough  of  Queens. 


1034-40-A — 49-06  Fresh  Meadow  lane,  west  side,  between 
Auburndale  avenue  and  Pidgeon  Meadow 
road  (Block  No.  5576,  Lot  No.  1),  Flush¬ 
ing,  Borough  of  Queens. 


1035-40-A — 48-11  and  48-15  171st  street,  east  side,  103.99 
ft.  south  of  Pidgeon  Meadow  road  (Block 
No.  5576,  Lot  No.  1),  Flushing,  Borough 
of  Queens. 


1036-40-A — 48-12  171st  street,  west  side,  93.59  ft.  south  of 
Pidgeon  Meadow  road  (Block  No.  5375, 
Lot  No.  48),  Flushing,  Borough  of  Queens. 


1037-40-A — 170-28  to  170-44  Pidgeon  Meadow  road,  south¬ 
west  corner  of  171st  street  and  south  side 
of  Pidgeon  Meadow  road,  31  ft.,  69.5  ft. 
and  108  ft.  west  of  171st  street  (Block  No.  i 
5575,  Lot  No.  48),  Flushing,  Borough  of 
Queens. 


1038-40- A — 170-04  to  170-20  Pidgeon  Meadow  road,  south¬ 
east  corner  of  170th  place  and  south  side  of 
Pidgeon  Meadow  road,  40  ft.,  80  ft.  and 
120  ft.  west  of  170th  place  (Block  No. 
5575,  Lot  No  2),  Flushing,  Borough  of 
Queens. 


1039-40- A — 48-11  170th  street,  south  side,  88.38  ft.  west  of 
Pidgeon  Meadow  road  (Block  No.  5575, 
Lot  No.  2),  Flushing,  Borough  of  Queens. 


1059-40-A — 80-04,  80-08  and  80-12  193rd  street,  northeast 
corner  of  Union  Turnpike  and  west  side  of 
193rd  street,  40  ft.  and  80  ft.  south  of 
Union  Turnpike  (Block  No.  7273,  Lot  No. 
1),  Flushing,  Borough  of  Queens. 


1060-40- A — 80-03,  80-07  and  80-11  192nd  street,  northeast 
corner  of  Union  Turnpike  and  east  side  of 
192nd  street,  40  ft.  and  80  ft.  south  cf 
Union  Turnpike  (Block  No.  7273,  Lot 
No-  1),  Flushing,  Borough  of  Queens. 


1061-40-A — 80-04,  80-08  and  80-12  192nd  street,  northwest 
corner  of  Union  Turnpike  and  west  side 
of  192nd  street,  40  ft.  and  80  ft.  south  of 
Union  Turnpike  (Block  No.  7272,  Lot  No. 
1),  Flushing,  Borough  of  Queens. 


670-40-A — 89-38  70th  drive,  southeast  corner  of  Sybilla 
street  (Block  No.  3899,  Lot  No.  32),  For¬ 
est  Hills,  Borough  of  Queens  (under  sec¬ 
tion  35,  General  City  Law — re  Bed  of 
Mapped  Street). 
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Building  Zone  Application.  Northern  boulevard,  south  side,  be¬ 

tween  91st,  street  and  92nd  street 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand-  (Block  No.  1439,  part  of  Lot  No.  1), 

ards  and  Appeals  of  a  public  hearing  under  the  provisions  Jackson  Heights,  Borough  of  Queens, 

of  the  building  zone  resolution,  Tuesday  afternoon,  No¬ 


vember  19,  1940,  at  2  o’clock,  in  Room  1013,  Municipal 
Building,  Manhattan,  on  the  following  matter: 

cal  no.  1530-39-BZ — Application,  December  21,  1939.  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Morris  Perlstein,  applicant,  on 
behalf  of  Providence  Marino,  owner 
(Harold  Holzhauser,  lessee),  to  permit 
in  a  retail  use  district  the  conversion  of 
occupancy  of  a  frame  building  contain¬ 
ing  a  cow  stable  and  hay  loft  to  riding 
academy  and  stable  for  more  than  five 
(5)  horses  and  hay  loft;  premises  89-38 
70th  drive,  southeast  corner  of  Svbilla 
street  (Block  No.  3899,  Lot  No.  32), 
Forest  Hills.  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


NOVEMBER  26,  1940,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions  of 
the  building  zone  resolution,  Tuesday  morning,  November 
26,  1940,  at  10  o’clock,  in  Room  1013,  Municipall  Building, 
Manhattan,  on  the  following  matters : 

cal.  no.  424-1 7-BZ — Application  of  John  T.  Dooling,  appli¬ 
cant  and  owner  (Fordham  Motor 
Sales.  Incorporated,  lessee),  reopened 
September  12,  1939,  under  section  21 
of  the  building  zone  resolution,  to  per¬ 
mit  in  a  business  use  district  the  con¬ 
version  of  occupancy  of  a  garage  for 
more  than  five  (5)  motor  vehicles  (pre¬ 
viously  granted  by  the  Board)  so  as  to 
include  a  motor  vehicle  repair  shop ; 
premises  565  East  Fordham  road  and 
2545  Hoffman  street,  northwest  corner 
(Block  No.  3273,  Lot  No.  293),  Bor¬ 
ough  of  The  Bronx. 

cal.  no.  39-31-BZ — Application  of  Reginald  S.  Hardy,  ap¬ 
plicant,  on  behalf  of  Woodhaven-Lib- 
erty  Realty  Corporation,  owner,  re¬ 
opened  May  21,  1940,  under  sections' 
7f  and  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  use  dis¬ 
trict,  for  a  stated  term  of  years,  the 
erection  and  maintenance  of  a  gasoline 
service  station ;  premises  93-02  to  93-06 
Rockaway  boulevard  and  103-55  to  1 03- 
69  93rd  street,  southeast  corner  (Block 
No.  9115,  part  of  Lot  No.  39),  Wood- 
haven,  Borough  of  Queens. 

cal.  no.  690-40-BZ — Application,  June  25,  1940.  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  John  McBride,  applicant  and  lessee, 
on  behalf  of  Fordbrad  Realty  Com¬ 
pany,  Incorporated,  owner,  to  permit  in 
a  business  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  91-06 


cal.  no.  416-40-BZ — Application,  April  22,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  Sambur,  applicant,  on  be¬ 
half  of  Central  Hanover  Bank  and 
Trust  Company,  owner  (Harry  Wolin- 
sky,  lessee),  to  permit  in  a  business  use 
district  the  conversion  of  occupancy  of 
the  first  story  of  an  existing  building 
to  a  motor  vehicle  repair  shop;  prem¬ 
ises  135  West  52nd  street,  north  side, 
325  ft.  east  of  Seventh  avenue  (Block 
No.  1005,  Lot  No.  14),  Borough  of 
Manhattan. 


cal.  no.  1321-39-BZ — -Application,  October  26,  1939,  under 
sections  7h  and  21  of  the  building  zone 
resolution,  of  Anna  Weschler,  appli¬ 
cant  and  lessee,  on  behalf  of  Bernard 
Flood,  owner,  to  permit,  partly  in  a 
residence  use  district  and  partly  in  a 
business  use  district,  the  parking  and 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  142-23  Roosevelt 
avenue,  north  side,  200  ft.  east  of  Union 
street  (Block  No.  5020,  Lot  No.  47), 
Flushing,  Borough  of  Queens. 

cal.  no.  177-32-BZ — Application  of  Herbert  J.  Krapp,  ap¬ 
plicant,  on  behalf  of  Trebuhs  Realty 
Company,  Incorporated,  owner,  re¬ 
opened  April  9,  1940,  under  section  7b 
of  the  building  zone  resolution,  to  per¬ 
mit  in  a  business  use  district  the  park¬ 
ing  and  storage  of  more  than  five  (5) 
motor  vehicles  (previously  denied  by 
t lie  Board  as  a  gasoline  service  sta¬ 
tion)  ;  premises  160-166  West  End 
avenue  and  251-261  West  67th  street, 
northeast  corner  (Block  No.  1159,  Lot 
No.  1),  Borough  of  Manhattan. 

cal.  no.  695-40-BZ— Application,  June  24,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Abraham  Green,  applicant,  on  be¬ 
half  of  Manhattan  Storage  and  Ware¬ 
house  Company,  owner,  to  permit  in  a 
business  use  district  the  change  of  oc¬ 
cupancy  from  a  garage  for  five  (5) 
motor  vehicles  to  a  garage  for  ten  (10) 
motor  vehicles;  premises  148  West 
53rd  street,  south  side,  191.8  ft.  east  of 
Seventh  avenue  (Blpck  No.  1005,  Lot 
Nos.  56  and  156),  Borough  of  Man¬ 
hattan. 

HARRIS  H.  MURDOCK,  Chairman. 


DECEMBER  10,  1940,  2  P.  M. 

Appeal  from  Administrative  Decision. 

696-39-A — 2321  Third  avenue  and  201  East  126th  street. 

northeast  corner  (Block  No.  1791,  Lot  No. 
1),  Borough  of  Manhattan. 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

WEDNESDAY  MORNING.  NOVEMBER  6,  1940. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Assistant  Chief  McCarthy. 

The  minutes  ot  the  regular  meeting  of  the  Board  held  on 
luesday  morning,  October  22,  1940,  and  the  minutes  of  the 
regulai  meeting  of  the  Board  held  on  Tuesday  afternoon, 
October  22,  1940,  were  approved  as  printed  in  Bulletin  No. 
44,  Volume  25. 


BUILDING  ZONE  CASES. 

489-38-BZ. 

■^■BPLICANl  Lama  and  Proskauer,  for  Sam  Schwartz 
and  Joseph  Schwartz,  owners. 

SUBJECT— Application  reopened  October  3,  1940,  under 
section  21  of  the  building  zone  resolution  (re  deci¬ 
sion  of  the  borough  superintendent  of  buildings),  to 
permit  in  a  residence  use  district  the  erection  and 
maintenance  of  a  gasoline  service  station  (pre¬ 
viously  denied  by  the  Board). 

PREMISES  AFF ECTED — 219-01  North  Conduit  boule- 
vaid  (avenue)  and  144-01  to  144-09  Springfield 
boulevard,  northeast  corner  (Block  No.  3820,  Lot 

APPEARANCES— mg^eId  Gardens>  BorouSh  of  Queens. 

For  Applicant :  Alfred  A.  Lama  and  Cornelius  G. 
De  Loca. 

I  or  Opposition :  Harold  Klorfein,  Department  of 
Parks. 

ACTION  Oh  BOARD — Laid  over  to  November  19,  1940, 
at  10  A.M.,  pending  action  by  the  Board  on’  prop¬ 
erty  across  the  street  (375-40-BZ). 


375-40-BZ. 

APPLICANT— Thomas  O’Rourke  Gallagher,  for  Walter 
A'  Beaudel,  owner  (Beaudel  Brothers,  lessee). 

.SUBJECT  Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  sections  7a.  7c  and 
21  of  the  building-  zone  resolution,  to  permit  in  a 
residence  use  district  the  alteration  and  reconstruc¬ 
tion  of  an  existing  gasoline  service  station. 

PREMISES  AFFECTED — 144-12  Springfield  boulevard 
northwest  corner  of  North  Conduit  avenue,  and 
186-08  144th  avenue,  southwest  corner  of  Spring- 
field  boulevard  (Block  No.  3816,  Lot  No.  76  and 
part  of  Lot  No.  63),  Springfield  Gardens,  Borough 
of  Queens. 

APPEARANCES— 


For  Applicant:  Thomas  O’Rourke  Gallagher  and 
Lauritz  Lauritzen. 

For  Opposition:  Harold  Klorfein,  Department  ot 
Parks. 


ACTION  OF  BOARD — Laid  over  to  November  19,  1940, 
at  10  A.M.,  for  applicant  to  file  revised  plans,  ac¬ 
cording  to  Board’s  suggestions,  within  ten  days. 


398-40-BZ. 


DeRose,  for  Nuarb  Realty 


APPLICANT — Anthony  M. 

Company,  owner. 

•SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  section  21  of  the 
building  zone  resolution,  to  permit  in  an  F  area 
residence  use  district  the  maintenance  of  a  dwelling 
without  the  required  setback  and  with  side  yards 
less  than  the  required  widths. 

PREMISES  Ah  FECTED — 940  Metcalf  avenue,  east  side, 
176  ft.  4  in.  south  of  Eastern  boulevard  (Block  No.' 
3659,  Lot  No.  20),  Borough  of  The  Bronx. 
APPEARANCES— 


For  Applicant:  Anthony  M.  DeRose  and  Frank  C. 
Braun. 

For  Opposition:  None. 


ACTION  Oh  BOARD — Laid  over  to  November  19,  1940 
at  10  A.M.,  to  permit  applicant  to  notify  affected 
property  owners. 


399-40-BZ. 

APPLICANT— Anthony  M.  DeRose,  for  Marie  Braun 
owner. 

SUBJEC1 — Application  (re  decision  of  the  borough  super- 
mtendent  of  buildings),  under  section  21  of  the 
building  zone  resolution,  to  permit  in  an  F  ama 
residence  use  district  the  erection  of  a,  dwelling  set 
back  from  the  building  line  less  than  the  required 
15  ft.,  to  be  provided  with  side  yards  less  than  the 
required  width  and  to  occupy  a  greater  area  of  the 
lot  than  permitted. 

PREMISES  AFFECTED — 942  Metcalf  avenue,  east  side, 
1M  it.  4  in.  south  of  Eastern  boulevard  (Block  No! 

v  r, t-, r-  ,  ,9,  Lot  No.  21),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Anthony  M.  DeRose  and  Frank  C 
Braun.  ’  . 

For  Opposition:  None. 

AC  I  ION  OF  BOARD — Laid  over  to  November  19  1940, 
at  10  A.M.,  to  permit  applicant  to  notify  affected 
property  owners. 


400-40-BZ. 

APPLICANT— Anthony  M.  DeRose,  for  Marie  Braun, 
owner. 

SUBJECi — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  section  21  of  the 
building  zone  resolution,  to  permit  in  an  F  area 
residence  use  district  the  maintenance  of  a  dwelling 
exceeding  the  area  of  coverage  permitted  to  be  set 
back  from  the  building  line  less  than  the  required 
lq  ft.  and  to  be  provided  with  a  side  yard  of  less 
than  the  required  width. 

PREMISES  ATT  ECTED — 944  Metcalf  avenue,  east  side, 
124.42  ft.  south  of  Eastern  boulevard  (Block  No. 

v  Bot.  *^°-  “-A  Borough  of  The  Bronx. 

AP  P  EARAN  CES — 

For  Applicant :  Anthony  M.  DeRose  and  Frank  C. 

Braun. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  November  19,  1940, 
at  10  A.M..  to  permit  applicant  to  notify  affected  , 
property  owners. 


401-40-BZ. 


APPLICANT  Anthony  M.  DeRose,  for  Marie  Braun, 
owner. 

SUBJECT  Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  section  21  of  the 
building  zone  resolution,  to  permit  in  an  F  area 
residence  use  district  the  erection  of  a  dwelling 
to  be  set  back  from  the  building  line  less  than  the 
required  15  ft.  and  to  be  provided  with  side  yards 
1  in.  less  than  the  width  required. 

PREMISES  AFFECTED — 946  Metcalf  avenue,  east  side, 
94.42  ft.  south  of  Eastern  boulevard  (Block  No. 
3659,  Lot  No.  23),  Borough  of  The  Bronx. 
APPEARANCES— 


For  Applicant:  Anthony  M.  DeRose  and  Frank  C. 
Braun. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  November  19,  1940, 
at  10  A.M.,  to  permit  applicant  to  notify  affected 
property  owners. 


925-40-BZ. 

APPLICANT — I.  L.  Crausman,  for  Gelson  Realty  Cor¬ 
poration,  owner. 
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SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  business 
use  district  the  erection  of  a  business  building 
(stores)  with  show  windows  and  entrances  extend¬ 
ing  more  than  25  ft.  along  a  street  abutting  a  resi¬ 
dence  use  district. 

PREMISES  AFFECTED — 4349-4351  Broadway  and  706 
West  186th  street,  southwest  corner  (Block  No. 
2180,  part  of  Lot  No.  135),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Samuel  Ansel,  I.  L.  Crausman  and 
Joseph  Geltman, 

For  Opposition :  Samuel  Alexander,  Nathan  Green¬ 
berg.  John  R.  Jones  and  Paul  F.  Shontal. 
ACTION  OF  BOARD — Laid  over  to  November  19,  1940, 
at  10  A.M.,  for  further  consideration  by  the  Board 
and  additional  information  from  applicant. 


494-40-BZ. 

APPLICANT — John  F.  Meehan,  for  Johanna  C.  Funke, 
owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  sections  7c  annd  21 
of  the  building  zone  resolution,  to  permit,  partly 
in  a  business  use  district  and  partly  in  an  unre¬ 
stricted  use  district,  the  erection  and  maintenance 
of  a  gasoline  service  station. 

PREMISES  AFFECTED — 2084  Bronx  street  and  1038 
East  180th  street,  southeast  corner  (Block  No. 
3141,  Lot  No.  30).  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  John  F.  Meehan  and  Edward  J. 
J  ande. 

For  Opposition:  Harold  Klorfein,  Department  of 
Parks,  Earl  I.  Gallant,  Henry  D.  Becker  and 
Edward  L.  Richards. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


372-29-BZ. 

APPLICANT — John  F.  Meehan,  for  Dollar  Savings  Bank 
of  the  City  of  New  York,  owner. 

SUBJECT — Application  reopened  April  9,  1940  (re  deci¬ 
sion  of  the  borough  superintendent  of  buildings), 
under  section  21  of  the  building  zone  resolution,  to 
permit  the  further  extension  into  a  residence  use 
district  of  a  business  building  (stores)  previously 
granted  by  the  Board. 

PREMISES  AFFECTED — 2330  Grand  Concourse,  east 
side.  150  ft.  south  of  Field  place,  and  2329  Ryer 
avenue  (Block  No.  3159,  Lot  No.  12),  Borough  of 
The  Bronx. 

APPEARANCES— 

For  Applicant:  John  F.  Meehan  and  Edward  J. 
Jande. 

For  Opposition:  Harold  Klorfein,  Department  of 
Parks,  and  John  A.  Bag. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(372-29-BZ) 

Whf.rf.as,  this  application,  to  permit  in  a  residence  use 
district,  under  section  21  of  the  building  zone  resolution,  the 
erection  and  maintenance  of  a  business  building,  premises 


2330  Grand  Concourse,  east  side.  150  ft.  south  of  Field 
place,  and  2329  Ryer  avenue  (Block  No.  3159,  Lot  No.  12), 
Borough  of  The  Bronx,  was  granted  by  the  Board  Decem¬ 
ber  10,  1929,  on  certain  conditions;  and 

Whereas,  John  F.  Meehan,  for  Dollar  Savings  Bank  of 
the  City  of  New  York,  owner,  filed  June  10.  1940,  an  ap¬ 
plication,  under  section  21  of  the  building  zone  resolution, 
to  permit  in  a  residence  use  district  the  further  extension 
of  said  business  building ;  and 

Whereas,  this  application  was  reopened  by  vote  of  the 
Board  April  9,  1940;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  November  6,  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Grand  Concourse,  East  183rd 
street  and  East  184th  street  are  in  residence  and  business 
use  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Alteration  Application  No.  366-40,  dated 
August  8,  1940,  reads: 

“1.  The  erection  of  a  business  building  in  a  residence 
district  by  extending  existing!  building,  which  was 
erected  in  part  according  to  Resolution  372-29-BZ  of 
the  Board  of  Standards  and  Appeals,  is  contrary  to 
Sections  3  and  22-A  of  the  Building  Zone  Resolution. 

2.  File  complete  plans  and  sections  for  examina¬ 
tion.” 
and 

Whereas,  the  premises  consist  of  a  plot  fronting  25  ft.  on 
Grand  Concourse  and  25.17  ft.  on  Ryer  avenue,  with  a  depth 
of  110.6  ft.,  upon  which  there  exists  a  one-story  business 
building  on  the  Grand  Concourse  front  of  the  plot,  with  a 
depth  of  80  ft.,  and,  also,  a  one-story  brick  garage,  25.17  ft. 
front,  with  a  depth  of  21  ft.  from  Ryer  avenue ;  it  is  pro¬ 
posed  to  erect  a  one-story  brick  extension  at  the  rear  of  the 
existing  business  building  located  on  the  Grand  Concourse 
frontage  so  as  to  extend  such  business  building  through  to 
the  Ryer  avenue  building  line;  the  proposed  extension  will 
be  one  story  (17  ft.)  in  height  and  25  ft.  3  in.  along  Ryer 
avenue,  with  a  depth  of  30  ft.  8  in. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  of  December  10,  1929,  as 
amended  by  resolution  adopted  on  January  20,  1931.  so  that 
as  amended  the  resolution  shall  read : 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution 
and  that  the  application  be  and  it  hereby  is  granted, 
only  so  far  as  it  affects  the  first  story  of  these  premises, 
on  condition  that  the  remainder  of  any  building  erected 
in  excess  of  one  story  in  height  shall  be  restricted  above 
that  height  to  conforming  residential  use ;  that  the  busi¬ 
ness  use  portion  of  premises  shall  be  restricted  to  retail 
mercantile  stores ;  that  there  shall  be  no  commercial 
display  on  the  Ryer  avenue  front ;  that  there  shall  be 
no  openings  in  the  Ryer  avenue  side  other  than  one 
door  opening  not  exceeding  3  ft.  6  in.  over  all ;  that  any 
windows  incorporated  on  the  Ryer  avenue  front  shall 
be  restricted  to  transom  windows,  the  sills  of  which 
shall  be  not  less  than  6  ft.  6  in.  above  grade ;  that  there 
shall  be  no  advertising  of  any  nature  or  description,  ex¬ 
posed  or  displayed  on  the  Ryer  avenue  front ;  that  am- 
advertising  displayed  on  the  Grand  Concourse  front 
shall  be  restricted  to  letters  affixed  to  the  plate  glass 
show  windows  of  the  store  fronts  or  to  the  frieze  of 
the  show  window  construction ;  that  there  shall  be  no 
motor  vehicles  under  live  storage  maintained  on  the 
premises;  that  there  shall  be  no  roof  signs  erected  or 
maintained  on  these  premises ;  that  there  shall  be  no 
merchandise  of  any  nature  displayed  outside  the  building 
line. 

Resolved  further,  that  the  proposed  building  max  be 
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extended  to  Ryer  avenue,  as  hereinbefore  permitted  but 
winch  was  not  constructed,  provided  the  proposed  ex¬ 
tension  shall  be  substantially  in  accordance  with  the  re¬ 
vised  plans  marked  ‘Received  June  10,  1940’;  that  in  all 
other  respects  the  resolution  as  adopted  by  the  Board  on 
December  10,  1929,  shall  be  complied  with ;  that  these 
premises  shall  not  be  used  for  the  sale  of  delicatessen 
food  or  fish  or  for  a  bake  shop  having  ovens  on  the 
premises,  or  for  an  undertaking  business  or  any  other 
use  deemed  objectionable  by  the  borough  superintendent 
of  buildings ;  that  no  signs  shall  be  erected  on  the  Ryer 
avenue  front;  that  no  roof  signs  shall  be  erected  and  the 
signs  on  the  Grand  Concourse  front  shall  be  restricted 
to  the  plate  glass  of  door  mid  show  windows  and  to  the 
space  above  the  shozo  zmndow  and  below  the  parapet ; 
that  the  rear  exit  door  shown  to  Ryer  avenue  shall  be 
used  solely  for  exit  purposes;  that  the  entire  premises 
shall  be  used  solely  by  one  tenant;  that  all  permits  re¬ 
quired  shall  be  obtained  and  all  construction  completed 
within  six  (6)  months  from  the  date  of  this  amended 
resolution.” 


342-40-BZ. 

APPLICANT  Emil  Levin,  for  Salvin  Realty  Company, 
Incorporated,,  and  Emile  E.  Rathgeber,  owners. 
SUBJECT  Application,  (re  decision  of  the  borough  super¬ 
intendent,  of  buildings),  under  sections  7h  and  21 
of  the  building  zone  resolution,  to  permit  in  a  busi¬ 
ness  and  residence  use  district  the  parking  and 
storage  of  more  than  five  (5J  motor  vehicles. 
PREMISES  AFFECTED — 31-15  42nd  street,  east  side, 
9/. 5  ft.  south  of  31st  avenue,  and  31-18  43rd  street, 
west  side,  157.5  ft.  south  of  31st  avenue  (Block  No’ 
692.  Lot  Nos.  36,  37  and  51),  Astoria,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Emil  Levin. 

For  Opposition:  M.  Feuer,  A.  G.  Schraide,  M 
Miller,  I.  Specker,  L.  Dreisen,  T.  Erath,  E. 
Smith,  R.  Papes,  J.  Can-oil  and  P.  Miller. 
ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

THE  RESOLUTION— 

(342-40-BZ) 

Whereas,  Emil  Levin,  for  Salvin  Realty  Company.  In¬ 
corporated,  and  Emile  E.  Rathgeber,  owners,  filed  April  4, 
1940,  an  application  under  sections  7h  and  21  of  the  building 
zone,  resolution,  to  permit  in  a  business  and  residence  use 
district  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles;  premises  31-15  42nd  street,  east  side,  97.5  ft  south 
of  31st  avenue,  and  31-18  43rd  street,  west  side.  157.5  ft. 
south  of  31st  avenue  (Block  No.  692,  Lot  Nos.  36,  37  and 
51),  Astoria,  Borough  of  Queens;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  November  6,  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
.  Whereas,  the.  use  district  maps  accompanying  the  build¬ 
ing  zone,  resolution  show  that  31st  avenue  is  in  a  business 
use  district;  42nd  street  is  in  a  residence  and  business  use 
district;  43rd  street  is. in  a  residence  use  district;  and 
Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  dated  October  11,  1940,  reads: 

“1.  The  use  of  these  premises  for  the  parking  and 
storage  of  more  than  five  motor  vehicles  in  a  residence 
district  and  extending  into  a  business  district  is  con¬ 
trary,  to  Art.  2,  Sec.  3  and  4  ‘a’,  subdivision  15  of  the 
Building  Zone  Resolution.  Not  further  considered.” 
and 

Whereas,  the  premises  consist  of  a  plot  fronting  20  ft. 


on  43rd  street,  80  ft.  on  42nd  street,  with  a  depth  of  200  ft. 
which  it  is  proposed  to  use  for  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles;  and 
.  Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  the  applicant  failed  to 
substantiate  a  basis  of  appeal  under  section  21  of  the  build¬ 
ing  zone  resolution  and  was,  therefore,  not  entitled  to  relief 
on.  the  grounds  of  practical  difficulty  and  unnecessary  hard¬ 
ship;  and 

Whereas,  the  Board  deemed,  further,  that  there  was  no  1 
justification  for  the  exercise  of  its  discretion  to  grant  a 
zoning  variance  under  section  7,  subdivision  h,  for  the  use 
of  the  plot  for  parking  and  storage  of  more  than  five  (5)  ' 

motor  vehicles. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings  be.  and  it  hereby  is  affirmed  and  that  the  appli- 
cation  be  and  it  hereby  is  denied. 


860-40-BZ. 


APPLICANT — Edgar  J.  Moeller,  for  Fairtown  Construc¬ 
tion  Corporation,  owner. 

SUBJECT  Application  (re  decision  of  the  borough  super¬ 
intendent,  of  buildings),  under  sections  21  and  7f 
of  the  building  zone  resolution,  to  permit  in  a  busi¬ 
ness  use,  D  and  E  area  district  the  erection  and 
maintenance  of  a  business  building  covering  a 
greater  area.  of  that  portion  of  the  plot  within  the 
E  area  district  than  permitted,  to  permit  the  omis¬ 
sion  .  of  the  required  setback  within  the  E  area 
district  and  to  use  a  portion  of  the  building  (cellar) 
r001'6  than  fiye  (5)  motor  vehicles. 
PREMISES  AFFECTED— 77-40  to  77-68  Vleigh  place, 
northwest  corner  of  78th  avenue  (Block  No.  6608, 
.  LQt  No.  2),  Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Edgar  J.  Moeller,  Alvin  B.  Wolo- 
soff  and  William  Wright. 

For  Opposition :  Lester  L.  Weil. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

Negative  .  q 

THE  RESOLUTION— 


(860-40-BZ) 

Whereas,  Edgar  J.  Moeller,  for  Fairtown  Construction 
Corporation,  owner,  filed  August  16,  1940,  an  application  ! 
under  sections  21  and  7f  of  the  building  zone  resolution,  to 
permit  in  a  business  use,  D  and  E  area  district  the  erection 
and  maintenance  of  a  business  building  covering  a  greater 
area  of  that  poition  of  the  plot  within  the  E  area  district 
than  permitted,  to  pei  mit  the  omission  of  the  required  set- 
back  within  the  E  area  district  and  to  use  a  portion  of  the 
building  (cellar.)  as  a  garage  for  more  than  five  (5)  motor 
vehicles ,  premises  77-40  to  77-68  Vleigh  place,  northwest 
corner  of  /8th  avenue  (Block  No.  6608,  Lot  No.  2),  Flush¬ 
ing,  Borough  of  Queens ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet- 
mg  November  6,  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
V  hereas,  the  use  and  area  district  maps  accompanying 
the  .  building  zone .  resolution  show  that  141st  street  and 
Vleigh  place  are  in  residence  and  business  use  districts ; 
77th  road  and  /8th  avenue  are  each  in  residence  use  dis¬ 
tricts;  141st  street,  Vleigh  place,  77th  road  and  78th  avenue 
are  each  in  D  and  E  area  districts ;  and 
Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  New  Building  Application  No.  5283-40,  dated 
October  8,  1940,  reads: 


1.  Construction  of  a  garage  for  more  than  five  (5) 
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vehicles  in  a  business  district  is  contrary  to  the  Bldg. 
Zone  Resolution. 

5.  Set  back  from  street  line  not  provided  in  portion 
of  bldg,  in  E  zone,  and  percentage  of  area  of  lot  occu¬ 
pied  in  such  zone  is  excessive.” 

and 

Whereas,  the  premises  consist  of  a  plot  250  ft.  by  120  ft. 
in  area,  upon  which  it  is  proposed  to  erect  a  two-story 
building,  220  ft.  by  90  ft.  in  area,  of  Class  1  construction 
for  cellar  story  and  of  Class  3  construction  for  first  and 
second  stories,  to  be  occupied  as  follows:  cellar,  garage  for 
more  than  five  (5)  motor  vehicles,  office  and  storage;  first 
story,  stores ;  second  story,  bowling  alleys  and  storage ;  the 
building  will  extend  15  ft.  beyond  the  building  lines  as  pro¬ 
posed  ;  and 

\\  hereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 

\\  hereas,  the  Board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  of  appeal  under  section  21  of  the  building 
zone  resolution  and  was,  therefore,  entitled  to  relief  on  the 
grounds  of  practical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  and 
area  district  regulations  of  the  building  zone  resolution  and 
that  the  application  be  and  it  hereby  is  granted,  under  sec¬ 
tion  21  thereof,  to  permit  the  occupancy  of  the  garage  in  the 
cellar  for  more  than  five  (5)  motor  vehicles  as  proposed, 
and  to  permit  the  extension  of  the  building  to  the  building 
line  within  the  E  zone,  and  subject  to  the  resolution  adopted 
by  the  Board  November  6,  1940,  under  Cal.  No.  982-40-A, 
on  condition  that  the  building  shall  be  erected  only  one  story 
in  height  above  grade ;  that  the  garage  portion  shjll  be  of 
fireproof  construction  throughout;  that  the  boiler-room  shall 
be  separated  from  the  rest  of  the  building  and  enterable  only 
from  the  exterior ;  that  the  garage  shall  be  protected 
throughout  with  a  sprinkler  system  complying  with  .the  re¬ 
quirements  of  the  Building  Code  therefor ;  that  the  ventila¬ 
tion  of  the  garage  shall  be  provided  in  accordance  with  the 
requirements  of  the  Building  Code;  that  the  garage  shall  be 
used  solely  for  the  storage  of  motor  vehicles  owned  by 
tenants  of  the  apartment  houses  to  the  north  and  west, 
owned  or  controlled  by  the  Kew  Garden  Hills  Housing  As¬ 
sociation,  Incorporated,  or  their  successors ;  that  there  shall 
be  no  storage  of  gasoline  or  other  servicing  within  the 
garage  premises ;  that  signs  shall  be  restricted  to  signs  at¬ 
tached  to  the  store  fronts,  excluding  all  signs  on  the  west 
side  facing  the  residential  district  and  excluding  roof  signs 
and  temporary  signs ;  that  no  advertising  signs  advertising 
the  garage  use  shall  be  maintained  except  for  the  necessary 
signs  at  the  garage  entrance  indicating  entrance  and  exit ; 
that  prior  to  the  filing  of  plans  with  the  borough  superin¬ 
tendent  of  buildings,  revised  plans  in  accordance  with  this 
resolution  shall  be  submitted  for  approval  by  the  chairman 
of  the  Board  on  behalf  of  the  Board ;  that  all  permits  shall 
be  obtained  and  all  work  completed  within  one  (1)  year 
from  the  date  of  this  action. 


APPEAL  FROM  ADMINISTRATIVE  DECISION. 

982-40-A. 

APPLICANT — Edgar  J.  Moeller,  for  Fairtown  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 77-40  to  77-68  Vleigh  place, 
northwest  corner  of  78th  avenue  (Block  No.  6608, 
Lot  No.  2),  Flushing,  Borough  of  Queens  (under 
section  35,  General  City  Law — re  Bed  of  Mapped 
Street). 

APPEARANCES— 

For  Applicant:  Edgar  J.  Moeller,  Alvin  B.  Wolo- 
soff  and  William  Wright. 

For  Opposition:  Lester  L.  Weil. 


ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(982-40-A) 

Whereas,  Edgar  J.  Moeller,  for  Fairtown  Construction 
Corporation,  owner,  filed  October  9,  1940,  an  appeal  from 
a  decision  of  the  borough  superintendent  of  buildings  and 
an  application  for  permission  to  erect  a  building  in  the  bed 
of  a  mapped  street  (77th  road)  ;  premises  77-40  to  77-68 
Vleigh  place,  northwest  corner  of  78th  avenue  (Block  No. 
6608,  Lot  No.  2),  Flushing,  Borough  of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals  November  6,  1940, 
after  due  notice  by  publication  in  the  Bulletin  of  the  Board 
of  Standards  and  Appeals  and  supplemented  by  publication 
in  the  Long  Island  Star  Journal  October  21,  October  28 
and  November  4.  1940;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  New  Building  Application  No.  5283-40,  dated 
October  8,  1940,  reads: 

“2.  A  garage  more  than  1  story  in  class  3  construc¬ 
tion  is  contrary  to  Sect.  4.2.4  of  the  Bldg.  Code. 

3.  Area  of  bldg,  is  in  excess  of  17,500  sq.  ft.  for 
class  3  construction.  Sect.  4.2.4. 

4.  Bowling  alleys  on  2nd  floor  is  more  than  5,000 
sq.  ft.  Section  4.2.4. 

6.  Proposed  building  is  partly  in  bed  of  77th  Road, 
as  per  Sec.  14  Area  Map.” 

and 

Whereas,  the  proposed  building  will  be  two  stories  (28 
ft.)  in  height,  220  ft.  by  90  ft.  in  area;  of  Class  1  and  Class 
3  construction;  located  in  business  use  D  and  E  area  dis¬ 
tricts;  occupied:  cellar,  garage  for  more  than  five  (5)  motor 
vehicles;  first  story,  stores.  100  persons;  second  story,  bowl¬ 
ing  alley,  100  persons;  and 

Whereas,  the  applicant  contends,  as  to  Objection  No.  2, 
that  the  proposed  garage  will  be  located  entirely  in  the 
cellar  of  the  proposed  building,  which  portion  will  be  of 
Class  1  construction,  sprinklered  and  ventilated  as  required 
by  the  Building  Code  and  have  no  connection  with  the 
building  above  same;  that  as  to  Objection  No.  3,  that  the 
Code  permits  an  area  of  17,500  sq.  ft.  for  Class  3  construc¬ 
tion  with  three  street  frontages;  that  although  the  proposed 
building  will  have  an  area  of  18,760  sq.  ft.,  it  will  be  en¬ 
tirely  surrounded  by  public  streets,  which  is  equivalent  to 
four  street  frontages ;  that  a  modification  is  therefore  re¬ 
quested  to  permit  the  erection  of  the  building  as  proposed ; 
that  as  to  Objection  No.  4,  it  is  proposed  to  cover  the  entire 
first  story  ceiling  with  metal  lath  and  Va  in.  Portland  cement 
mortar  and  install  floor  of  mineral  wool  between  the  wood 
floor  beams;  that  in  addition  to  this,  the  materials  and 
method  of  construction  of  the  bowling  alleys  are  in  itself  a 
fire-retardent ;  that  the  two  stairways  to  the  street  are  to  be 
of  steel  construction,  enclosed  in  fire-retardent  partitions  of 
wood  studs,  covered  both  sides  with  metal  lath  and  Y\  in. 
Portland  cement;  that  as  to  Objection  No.  6,  permission  is 
requested  to  erect  a  building,  as  proposed,  as  the  street 
layout  surrounding  the  plots  has  been  changed  so  that  the 
portion  of  the  building  shown  to  be  in  the  bed  of  77th  road 
will  be  no  longer  in  the  bed  of  a  mapped  street;  that  the 
street  change  was  approved  by  the  City  Planning  Commis¬ 
sion  and  the  Board  of  Estimate  and  is  shown  on  the  topo¬ 
graphical  map,  copy  of  which  is  filed  with  this  application ; 
that  the  streets  and  curbs  have  been  installed  under  the 
supervision  of  the  Highway  Department ;  that  the  reason  for 
the  delay  in  preparation  of  the  final  map  is  the  unusual 
press  of  work  in  the  Topographical  Bureau  by  reason  of  the 
tremendous  amount  of  new  construction  which  requires 
priority  in  the  Borough  of  Queens. 

Resolved,  that  the  decision  of  the  borough  superintendent 
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of  buildings,  on  New  Building  Application  No.  5283-40,  as 
to  Objection  No.  3,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that 
there  shall  be  constructed  on  the  street  floor  one-hour  parti¬ 
tions  from  the  floor  to  the  underneath  side  of  the  roof  boards 
continuously  through  the  building  so  that  no  area  will  ex¬ 
ceed  7,500  sq.  ft. ;  that  in  all  other  respects  the  building 
shall  comply  with  all  laws,  rules  and  regulations  applicable 
thereto,  as  varied  by  the  Board  in  the  resolution  adopted 
by  the  Board  November  6,  1940,  under  Cal.  No.  860-40-BZ ; 
that,  as  to  Objection  No.  6,  under  the  authority  granted  the 
Board  under  section  35  of  the  General  City  Law,  construc¬ 
tion  of  the  building  within  the  bed  of  77th  road  may  be  per¬ 
mitted  in  view  of  the  action  by  the  City  Planning  Commis¬ 
sion  and  the  Board  of  Estimate  approving  the  rearrange¬ 
ment  of  the  streets,  and  withdrawn  as  to  Objections  2  and  4 
in  view  of  the  limitation  of  the  building  to  one  story  in 
height  above  grade. 


Adjourned,  12:30  P.M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING. 

WEDNESDAY  AFTERNOON,  NOVEMBER  6,  1940. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Assistant  Chief  McCarthy. 


BUILDING  ZONE  CASES. 

1530-39-BZ. 

APPLICANT— Morris  Perlstein,  for  Providence  Marino, 
owner  (Harold  Holzhauser,  lessee). 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  retail  use 
district  the  conversion  of  occupancy  of  a  frame 
building  containing  a  cow  stable  and  hay  loft  to 
riding  academy  and  stable  for  more  than  five  (5) 
horses  and  hay  loft. 

PREMISES  AFFECTED — 89-38  70th  drive,  southeast 
corner  of  Sybilla  street  (Block  No.  3899,  Lot  No. 
32),  Forest  Hills,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Morris  Perlstein. 

For  Opposition:  Victor  D.  Borst,  Jr.  and  John  P. 

McKenna. 

ACTION  OF  BOARD — Laid  over  to  November  19,  1940, 
at  2  P.M.,  on  request  of  applicant. 


472-37-BZ. 

APPLICANT — Lama  and  Proskauer,  for  Rosaria  Spata- 
fora,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
new  hearing  (re  decision  of  the  borough  superin¬ 
tendent  of  buildings),  under  section  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  residence  use 
district  the  erection  and  maintenance  of  a  gasoline 
service  station,  lubritorium,  auto  laundry  and  of¬ 
fices  (previously  denied — re  gasoline  service  sta¬ 
tion  in  a  business  use  district). 

PREMISES  AFFECTED — 2761-2773  Cropsey  avenue, 
north  side,  6  ft.  9jjj  in.  west  of  28th  avenue  (Block 
No.  6915,  Lot  No.  51),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 


THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


183-40-BZ. 

APPLICANT — Benjamin  W.  Levitan,  for  Cimiez  Realty 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  Calendar — re  Application  (decision  « 
of  the  borough  superintendent  of  buildings),  under 
section  21  of  the  building  zone  resolution,  to  permit 
in  a  business  use  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
withdrawn) . 

PREMISES  AFFECTED — 5792-5798  Broadway  and  194 
West  237th  street,  southeast  corner  (Block  No. 
3270.  Lot  No.  12),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Arthur  Rosenbaum. 

ACTION  OF  BOARD — Application  reopened,  subject  to 


usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioner 

Blum  and  Assistant  Chief  McCarthy  .  3 

Negative:  Commissioner  Savage  .  1 


230-40-BZ. 

APPLICANT — Reginald  S.  Hardy,  for  Winchester  Realty 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  Calendar — re  Application  (decision  of 
the  borough  superintendent  of  buildings),  under 
section  21  of  the  building  zone  resolution,  to  per¬ 
mit,  partly  in  a  residence  use  district  and  partly  in 
a  business  use  district,  the  erection  and  maintenance 
of  a  gasoline  service  station  (previously  with¬ 
drawn). 

PREMISES  AFFECTED— 234-01  to  234-19  Hillside  ave¬ 
nue  and  82-63  to  82-71  234th  street,  northeast  cor¬ 
ner  (Block  No.  7935,  part  of  Lot  No.  1),  Creed- 
more,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  R.  S.  Hardy. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  T9  REOPEN— 

Affirmative :  Chairman  Murdock.  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


780-27-BZ. 

APPLICANT — Edgar  A.  Palmieri,  for  Garbo  Garage  Cor¬ 
poration,  owner. 

SUBJECT  —  Application  for  consideration  —  reopening, 
amendment  and  approval  of  plans — re  Application 
(decision  of  the  borough  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  reso¬ 
lution,  permitting  in  a  business  use  district  the 
alteration  of  a  garage  for  more  than  five  (5)  motor 
vehicles  (previously  granted  by  the  Board),  so  as 
to  include  an  alcove  gasoline  service  station. 

PREMISES  AFFECTED — 112-126  East  98th  street,  west 
side,  250  ft.  north  of  Winthrop  street  (Block  No. 
4616,  Lot  No.  25),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Edgar  A.  Palmieri. 

ACTION  OF  BOARD — Application  reopened,  resolution 
amended  and  plans  approved. 
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THE  VOTE  TO  REOPEN,  AMEND  RESOLUTION 
AND  APPROVE  PLANS— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(780-27-BZ) 

Whereas,  this  application,  to  permit  in  a  business  use 
district  the  erection  and  maintenance  of  a  garage  for  more 
than  five  (5)  motor  vehicles,  premises  112-126  East  98th 
street,  west  side,  250  ft.  north  of  Winthrop  street  (Block 
No.  4616,  Lot  No.  25),  Borough  of  Brooklyn,  was  granted 
by  the  Board  January  24,  1928;  and 

Whereas,  Edgar  Palmieri,  for  Garbo  Garage  Corporation, 
owner,  filed  an  application,  under  section  21  of  the  building 
zone  resolution,  so  as  to  include  an  alcove  gasoline  service 
station ;  and 

Whereas,  the  resolution  was  amended  by  vote  of  the 
Board  June  25,  1940,  so  as  to  include  such  alcove  gasoline 
station ;  and 

Whereas,  the  applicant  requested  a  further  amendment  of 
the  resolution  and  approval  of  plans. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  of  June  25,  1940,  so  that  as 
amended  the  resolution  shall  read: 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution 
and  that  the  application  be  and  it  hereby  is  granted  on 
condition  that  the  building  shall  be  restricted  to  a  one- 
story  structure  above  grade ;  that  there  shall  be  no 
cellar  or  basement  below  grade  other  than  space  suf¬ 
ficient  only  for  the  accommodation  and  service  of  heat¬ 
ing  apparatus ;  that  the  rear  and  gable  walls  shall  be 
unpierced  throughout  their  entire  height  and  length ; 
that  the  roof  shall  be  of  flat  design  and  construction ; 
that  the  front  elevation  shall  be  finished  with  face 
brick  and  architectural  terra  cotta  or  stone  trimming; 
that  a  fixed  double-rung  iron  ladder  shall  be  provided 
at  the  rear  on  the  interior  of  the  building  to  a  scuttle 
in  the  roof ;  that  there  shall  be  no  sign  or  advertising 
other  than  one  electric,  projecting  sign  on  the  front  of 
the  premises  indicating  the  name  and  title  of  the  busi¬ 
ness  conducted  on  the  premises  or  advertising  as  shall 
be  restricted  to  and  fixed  on  plate  glass  show  windows. 

Resolved  further,  that  in  the  event  the  owner  desires 
to  construct  a  gasoline  selling  alcove  at  the  front  of  the 
building,  substantially  as  indicated  on  plans  marked 
‘Received  April  5,  1940,’  such  alcove  may  be  con¬ 
structed,  including  an  office  and  lubritorium,  as  indi¬ 
cated,  provided  that  the  alcove  wall  shall  be  set  back 
from  East  98th  street  for  a  distance  of  not  less  than  25 
ft.  and  that  no  gasoline  pumps  shall  be  erected  nearer 
than  15  ft.  to  the  street  building  line:  that  anv  win¬ 
dows  in  this  alcove  wall  shall  be  constructed  of  steel 
frames  and  sash,  glazed  with  wire  glass ;  that  the  main 
entrance  doors  to  the  garage  shall  be  of  metal  and  of 
the  sliding  type ;  that  the  gasoline  selling  alcove  shall 
be  cement  paved :  that  any  sign  extending  beyond  the 
building  line  shall  be  solely  for  advertising  the  brand  of 
gasoline  on  sale,  and  may  be  illuminated,  but  shall  not 
extend  beyond  the  building  line  for  a  distance  of  more 
than  5  ft. ;  that  no  portable  gasoline  tanks  shall  be  used 
on  or  from  the  premises ;  that  lubricating  equipment 
shall  be  of  the  hydraulic  type;  that  no  automobile  re¬ 
pairing  shall  be  carried  on  on  the  premises ;  that  not 
more  than  three  (3)  550-gallon  gasoline  tanks  shall 
be  installed,  including  the  two  now  existing;  that  such 
tanks  shall  not  be  installed  nearer  than  20  ft.  to  the 
boiler-room  wall;  that  the  boiler-room  shall  be  sep¬ 
arated  from  the  balance  of  the  building  by  fireproof 
construction  and  enterable  only  from  the  exterior;  that 
in  the  event  this  proposed  gasoline  selling  alcove  is 


constructed,  plans  shall  be  submitted  for  approval  by 
the  chairman  in  behalf  of  the  Board  prior  to  filing  same 
with  the  Department,  and  after  such  approval  all  per¬ 
mits  required  shall  be  obtained  and  all  work  completed 
in  connection  therewith  within  one  (1)  year  from  the 
date  of  this  amended  resolution ;  that  in  all  other  re¬ 
spects  the  resolution  adopted  by  the  Board  on  January 
24,  1928,  shall  be  complied  with. 

Resolved  further,  that  plans  as  submitted,  marked 
‘ Received  October  24,  1940,’  arc  hereby  approved  as  in 
general  compliance  with  this  resolution,  permitting  the 
depth  of  the  gasoline  selling  area  to  be  25  ft.  as  shown 
instead  of  35  ft.  as  hereinbefore  required,  and  to  permit 
the  lubricating  equipment  to  be  as  shown  with  one  space 
equipped  with  the  greasing  lift  of  the  hydraulic  type  and 
one  space  equipped  with  a  greasing  pit,  on  condition  that 
no  closure  doors  shall  be  installed  unless  the  mechanical 
ventilation  shall  be  installed  from  the  Jpit  by  means  of 
ducts  through  the  roof  with  a  blower  fan  of  the  type  as 
approved  for  explosive  atmospheres .” 


54-31-BZ. 

APPLICANT — Lama  and  Proskauer,  for  Dalwor  Petro¬ 
leum  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment — re  Application  (decision  of  the  super¬ 
intendent  of  buildings),  under  section  21  of  the 
building  zone  resolution,  permitting  in  a  business 
use  district  the  erection  and  maintenance  of  a  gaso¬ 
line  service  station. 

PREMISES  AFFECTED — South  side  of  Metropolitan 
avenue,  north  side  of  85th  avenue  and  east  side  of 
125th  street  (Block  No.  207,  Lot  No.  1),  Jamaica, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(54-31-BZ) 

Whereas,  this  application,  to  permit  in  a  business  use 
district,  under  section  21  of  the  building  zone  resolution, 
the  erection  and  maintenance  of  a  gasoline  service  station, 
premises  south  side  of  Metropolitan  avenue,  north  side  of 
85th  avenue  and  east  side  of  125th  street  (Block  No.  207, 
Lot  No.  1),  Jamaica,  Borough  of  Queens,  was  granted  by  the 
Board  June  30,  1931,  on  certain  conditions,  the  resolution 
amended  September  29,  1931 ;  and 

Whereas,  Lama  and  Proskauer,  for  Dalwor  Petroleum 
Corporation,  owner,  requested  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  of  June  30,  1931,  as  amended  by 
resolution  of  September  29,  1931,  so  that  as  amended  the 
resolution  shall  read : 

“ Resolved ,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution 
and  that  the  application  be  and  it  hereby  is  granted  on 
condition  that  the  entrances  and  exits  to  the  gasoline 
station  shall  be  confined  to  the  Metropolitan  avenue 
frontage  (two  in  number)  ;  that  there  shall  be  con¬ 
structed  along  the  building  line  on  Metropolitan  avenue, 
125th  street  and  85th  avenue  a  concrete  curbing  not 
less  than  12  in.  in  width  and  12  in.  in  height;  on  the 
Metropolitan  avenue  frontage  openings  to  the  gasoline 
station  shall  be  not  more  than  12  ft.  in  width  with  curb 
cuts  directly  in  front  of  said  openings  not  more  than 
14  ft.  in  width  each;  that  all  pumps  shall  be  set  back 
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at  least  10  ft.  from  the  inside  of  the  concrete  curbing; 
that  any  advertising  sign  shall  be  confined  to  the  illumi¬ 
nated  globes  of  the  pumps ;  that  any  accessory  use  shall 
be  housed  in  a  one-story  masonry  structure,  built  of 
tapestry  brick  or  white  enamel  brick  with  panel  design, 
with  Spanish  tile  or  variegated  slate  roof ;  that  all  open¬ 
ings  to  said  structure,  other  than  pedestrian  opening, 
shall  be  from  the  inside  of  the. plot;  that  any  grease 
racks  installed  on  the  premises  shall  be'  housed  in  a 
structure  of  similar  design  to  that  of  the  other  buildings 
to  be  located  on  the  premises,  one  story  in  height,  with 
arched  openings  in  front  to  permit  the  ingress  and 
egress  of  cars;  said  openings  to  be  located  facing  the 
inside  of  the  property,  not  accessible  from  the  street 
front,  all  as  shown  on  amended  plans  filed  September 
25.  1931. 

Resolved  further,  that  the  proposed  gasoline  station 
may  he  rearranged  substantially  as  indicated  on  revised 
plans  marked  ' Received  October  31,  1940’;  that  the 
pumps  may  be  located  as  indicated,  adjacent  to  the 
building  line,  provided  there  are  constructed,  as  shown 
on  such  plans,  brick  zualls  of  face  brick,  with  proper 
coping,  not  less  than  4  ft.  in  height  and  of  the  length  as 
indicated  on  the  street  building  lines  of  Metropolitan 
avenue  and  85tli  avenue;  that  there  shall  be  constructed 
at  the  intersection  of  125 th  street  and  Metropolitan  ave¬ 
nue  a  triangular  block  of  concrete  not  less  than  12  in.  in 
height  and  not  less  than  5  ft.  along  either  street  line 
from  the  intersection ;  that  in  all  other  respects  the  gen¬ 
eral  requirements  of  the  resolution  shall  be  complied 
with  except  that  the  curbs  required  along  the  building 
line  therein  may  be  omitted;  that  no  additional  lubri¬ 
cating  equipment  shall  be  installed  on  the  premises  other 
than  now  exists  in  the  accessory  building ;  that  the  curb 
cuts  shall  not  exceed  two  (2)  from  Metropolitan  ave¬ 
nue,  not  exceeding  20  ft.  in  width  each,  and  one  (1) 
from  125 th  street,  not  exceeding  17  ft.  in  zvidth;  that  no 
curb  cuts  shall  be  nearer  than  5  ft.  to  any  building  line 
as  produced.” 


100-36-BZ. 

APPLICANT — 130  West  52nd  Street  Corporation  (lessee), 
for  Blervie  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
commissioner  of  buildings),  under  section  7h  of  the 
building  zone  resolution,  permitting  in  a  business 
use  district  the  parking  of  more  than  five  (5) 
motor  vehicles  for  a  temporary  period. 

PREMISES  AFFECTED— 135-137  West  51st  street,  north 
side,  and  130-134  West  52nd  street,  south  side,  300 
ft.  east  of  Seventh  avenue  (Block  No.  1004,  Lot 
Nos.  13,  14,  50,  51  and  52),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Julian  E.  Gordon. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(100-36-BZ) 

Whereas,  this  application,  affecting  premises  135-137 
West  51st  street,  north  side,  and  130-134  West  52nd  street, 
south  side,  300  ft.  east  of  Seventh  avenue  (Block  No. 
1004,  Lot  Nos.  13,  14,  50,  51  and  52),  Borough  of  Manhat¬ 
tan,  was  granted  by  the  Board  October  14,  1936,  for  a  tem¬ 
porary  term  of  two  (2)  years,  on  certain  conditions,  the 
period  extended  November  4,  1938;  and 
Whereas,  130  West  52nd  Street  Corporation  (lessee), 
for  Blervie  Corporation,  owner,  requested  a  further  ex¬ 
tension  of  the  permit. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  of  October  14,  1936,  as  amended 
by  the  resolution  of  February  15,  1939,  only  so  far  as  it  has 
reference  to  the  term  of  the  permit,  so  that  as  amended  this 

portion  of  the  resolution  shall  read : 

“granted  under  section  7h  for  a  term  of  two  (2)  years 
from  the  date  of  this  amended  resolution.” 


228-37-BZ. 

APPLICANT — Jack  Z.  Cohen,  for  Abraham  Rudder, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
acting  borough  superintendent  of  buildings),  under' 
section  21  of  the  building  zone  resolution,  permit¬ 
ting  in  a  business  use  district  the  establishment  of 
a  saw  or  planing  mill  for  a  temporary  period. 

PREMISES  AFFECTED — 1389-1393  Rockaway  parkway, 
east  side,  280  ft.  4  in.  south  of  Farragut  road  (Block 
No.  8166,  Lot  No.  14),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Larry  Meltzer. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended* 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(228-37-BZ) 

Whereas,  this  application,  to  permit  in  a  business  use 
district,  under  section  21  of  the  building  zone  resolution,  the 
establishment  of  a  saw  or  planing  mill,  premises  1389-1393 
Rockaway  parkway,  east  side,  280  ft.  4  in.  south  of  Far¬ 
ragut  road  (Block  No.  8166,  Lot  No.  14),  Borough  of 
Brooklyn,  was  granted  by  the  Board  March  11,  1938,  for  a 
period  of  two  (2)  years,  and  the  applicant  requested  an  ex¬ 
tension  of  the  temporary  period. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  of  March  11,  1938,  only  so  far 
as  it  has  reference  to  the  term  of  permit,  so  that  as  amended 
this  portion  of  the  resolution  shall  read :  I 

“granted  for  a  period  of  two  (2)  years  from  the  date 
of  this  amended  resolution.” 


66-38-BZ. 

APPLICANT — William  Shary,  for  Board  of  Transporta¬ 
tion,  City  of  New  York,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
borough  superintendent  of  buildings),  under  section 
7h  of  the  building  zone  resolution,  permitting  in  a 
business  use  district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking  of  more  than 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 340-354  Sixth  avenue,  east 
side,  from  West  4th  street  to  Washington  place, 
151  West  4th  street  and  88-90  Washington  place 
(Block  No.  552,  Lot  No.  1),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  William  Shary,  A.  Goldenblum  and 

William  A.  Karser. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 
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the  RESOLUTION— 

(66-38-BZ) 

Whereas,  this  application,  under  section  7 h  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  use  district,  for 
a  temporary  period  of  not  more  than  two  (2)  years,  the 
parking  of  more  than  five  (5)  motor  vehicles,  premises  340- 
354  Sixth  avenue,  east  side,  from  West  4th  street  to  Wash¬ 
ington  place,  151  West  4th  street  and  88-90  Washington 
place  (Block  No.  552,  Lot  No.  1),  Borough  of  Manhattan, 
was  granted  by  the  Board  November  9,  1938,  on  certain 
conditions,  and  the  applicant  requested  an  extension  of  the 
permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  of  November  9,  1938,  only  so 
far  as  it  has  reference  to  the  term  of  permit,  so  that  as 
amended  this  portion  of  the  resolution  shall  read: 

“granted  for  a  term  of  two  (2)  years  from  the  date  of 
this  amended  resolution.’’ 


692-38-BZ. 

APPLICANT — Leopold  Friedman,  for  Hawthorne  Amuse¬ 
ment  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
acting  borough  superintendent  of  buildings),  under 
sections  7h  and  21  of  the  building  zone  resolution, 
permitting  in  a  business  use  district,  for  a  tem¬ 
porary  period  of  not  more  than  two  (2)  years,  the 
parking  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 31-73  Bay  19th  street,  east 
side,  254  ft.  south  of  86th  street  (Block  No.  6370, 
part  of  Lot  No.  23),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Jay  Eisenberg. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(692-38-BZ) 

Whereas,  this  application,  under  section  7h  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  use  district,  for 
a  temporary  period  of  not  more  than  two  (2)  years,  the 
parking  of  more  than  five  (5)  motor  vehicles,  premises  31-73 
Bay  19th  street,  east  side,  254  ft.  south  of  86th  street  (Block 
No.  6370,  part  of  Lot  No.  23),  Borough  of  Brooklyn,  was 
granted  by  the  Board  November  22,  1938,  on  certain  con¬ 
ditions,  and  the  applicant  requested  an  extension  of  the 
permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  of  November  22,  1938,  only  so 
far  as  it  has  reference  to  the  term  of  permit,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“granted  under  section  7h  for  a  term  of  two  (2)  years 
from  the  date  of  this  amended  resolution.” 


106-40-BZ. 

APPLICANT — Colonial  Beacon  Oil  Company  (lessee),  for 
Marie  Kienzle,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment — re  Application  (decision  of  the  bor¬ 
ough  superintendent  of  buildings),  under  section  7c 
of  the  building  zone  resolution,  permitting  in  a 
business  use  district  the  erection  and  maintenance 
of  a  building  to  be  used  as  a  lubritorium,  auto 
laundry  and  office  on  a  plot  upon  which  there  has 
existed  a  gasoline  service  station. 

PREMISES  AFFECTED— 341  Victory  boulevard  and  24 
Cebra  avenue,  southwest  corner  (Block  No.  115, 


Lot  No.  63),  Tompkinsville,  Borough  of  Rich¬ 
mond. 

APPEARANCES— 

For  Applicant:  Joseph  A.  Lynch. 

For  Administration :  M.  J.  O’Keefe,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(106-40-BZ) 

Whereas,  this  application,  under  section  7c  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  use  district  the 
erection  and  maintenance  of  a  building  to  be  used  as  a  lubri¬ 
torium,  auto  laundry  and  office  on  a  plot  upon  whirji  there 
has  existed  a  gasoline  service  station,  premises  341  Victory 
boulevard  and  24  Cebra  avenue,  southwest  corner  (Block 
No.  115,  Lot  No.  63),  Tompkinsville,  Borough  of  Richmond, 
was  granted  by  the  Board  April  9,  1940,  on  certain  condi¬ 
tions  ;  and 

Whereas,  Colonial  Beacon  Oil  Company  (lessee),  for 
Marie  Kienzle,  owner,  requested  amendment  of  the  reso¬ 
lution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  of  April  9,  1940,  so  that  as 
amended  the  resolution  shall  read : 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution 
and  that  the  application  be  and  it  hereby  is  granted, 
under  section  7c,  to  permit  the  reconstruction  of  the 
existing  legal  gasoline  station  substantially  as  indicated 
on  revised  plans  marked  ‘Received  April  5,  1940,’  on 
condition  that  the  accessory  building  shall  be  located 
toward  the  westerly  portion  of  the  lot,  as  shown,  and 
removed  at  least  12  ft.  6  in.  from  the  adjoining  Lot  No. 
62  to  the  north ;  that  the  building  shall  be  built  of  in¬ 
combustible  materials,  except  that  the  roof  beams,  roof 
boarding,  door  frames  and  doors  may  be  of  wood,  pro¬ 
vided  the  ceiling  throughout  is  fire-retarded  in  accord¬ 
ance  with  the  requirements  of  the  Board  of  Standards 
and  Appeals ;  that  the  building  shall  be  faced  on  all 
sides,  except  on  the  rear  line  to  the  east,  with  face 
brick ;  that  the  roof  shall  be  surfaced  with  natural 
slate,  but  otherwise  shall  be  generally  of  the  arrange¬ 
ment  and  design  as  shown  on  plans  marked  ‘Received 
April  5,  1940’ ;  that  there  shall  be  no  cellar  or  open 
excavation ;  that  there  shall  be  erected  on  the  interior 
lines  from  the  accessory  building  to  Victory  boulevard 
and  along  the  interior  lines  to  the  east  and  north  to 
Cebra  avenue  a  fence  not  less  than  6  ft.  in  height,  which 
shall  be  constructed  with  a  masonry  wall  not  less  than 
2  ft.  in  height  above  grade  and  a  steel  picket  fence  for 
the  balance  of  the  height;  that  the  premises,  where  not 
covered  by  the  accessory  building,  shall  be  cement 
paved  or  paved  with  Colprovia  or  other  suitable  im¬ 
pervious  surfacing,  except  for  the  space  to  be  planted 
with  suitable  shrubbery  to  the  north  and  to  the  east ; 
that  such  spaces  shall  be  protected  with  a  concrete 
curbing  not  less  than  6  in.  in  height :  that  anv  pumps 
erected  shall  be  of  the  parkwav  design  with  masonry 
pedestals  matching  the  masonry  of  the  accessory  build¬ 
ing  and  shall  not  be  nearer  than  14  ft.  to  Victory  boule¬ 
vard  and  12  ft.  to  Cebra  avenue;  that  entrances  to  the 
premises  shall  be  restricted  to  two  entrances  from 
Cebra  avenue  not  over  35  ft.  in  width  each  and  one  of  a 
similar  width  to  Victory  boulevard ;  that  no  part  of  any 
curb  cut  shall  be  nearer  than  5  ft.  to  the  side  lot  lines 
as  extended  and  not  nearer  than  5  ft.  from  the  inter- 
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section  of  Victory  boulevard  and  Cebra  avenue;  that 
there  shall  be  erected  at  the  corner  of  Victory  boule¬ 
vard  and  Cebra  avenue  a  block  of  concrete  or  masonry 
not  less  than  12  in.  in  height  and  extending  for  not  less 
than  5  ft.  from  the  intersection  along  either  street ; 
that  signs  shall  be  restricted  to  permanent  signs  at¬ 
tached  to  the  accessory  building,  prohibiting  roof  signs 
and  temporary  signs,  but  granted  to  permit  the  erection, 
within  the  building  line  near  the  intersection,  of  a  post 
standard  for  supporting  a  sign,  which  may  be  illumi¬ 
nated,  advertising  solely  the  brand  of  gasoline  on  sale, 
and  that  such  sign  shall  not  extend  beyond  either  build¬ 
ing  line  for  a  distance  of  over  6  ft.  and  not  over  6  ft.  7 
tn.  at  the  angle;  that  no  automobile  repairing  shall  be 
carried  on  on  the  premises  and  no  parking  of  automo- 
biles  other  than  those  being1  serviced ;  that  the  greasing 
equipment  shall  be  of  the  hydraulic  lift  type;  that  the 
heater  room  shall  be  separated  from  the  balance  of  the 
building  by  fireproof  construction  and  enterable  only 
from  the  exterior  of  the  building;  that  there  shall  bq 
no  openings  in  the  lot  line  wall  to  the  east  and  any 
openings  in  the  wall  of  accessory  building  to  the  north 
shall  have  steel  sash  with  wire  glass  and  fixed;  that 
complete  working  drawings  shall  be  submitted  for  ap¬ 
proval  by  the  chairman  in  behalf  of  the  Board,  prior  to 
same  being  filed  with  the  borough  superintendent  of 
buildings;  that  such  plans  shall  be  filed  within  one  (1) 
month  from  the  date  of  this  resolution,  and  that  all  per¬ 
mits  shall  be  obtained  and  all  work  completed  within 
one  (1)  year  thereafter.” 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

670-40-A. 

APPLICANT  Morris  Perlstein,  for  Providence  Marino, 
owner  (Harold  Holzhauser,  lessee). 

SUBJECT  Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 89-38  70th  drive,  southeast 
corner  of  Sybilla  street  (Block  No.  3899,  Lot  No. 
32),  Forest  Hills,  Borough  of  Queens  (under  sec¬ 
tion  35,  General  City  Law— re  Bed  of  Mapped 
Street). 

APPEARANCES— 

For  Applicant:  Morris  Perlstein. 

For  Opposition:  Victor  D.  Borst.  Jr.  and  John  P. 

McKenna. 

ACTION  OF  BOARD — Laid  over  to  November  19,  1940, 
aJ  ^  P.M.,  on  request  of  appellant  in  connection 
with  Cal.  No.  1530-39-BZ. 


862-40-A. 


APPLICANT  Max  Hirsh,  for  Barrett  Company,  owner 
nr  Warehouses,  Incorporated,  lessees). 

oUBJiiCT  Appeal  from  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED — East  side  of  Smith  street,  from 
Halleck  street  to  Sigourney  street  (Block  No.  493, 
Lot  No.  1),  Borough  of  Brooklyn. 
APPEARANCES— 


For  Applicant:  Max  Hirsh  and  Isidore  Meyer. 

For  Administration:  Inspector  Meyer.  Fire  De¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  November  19,  1940, 
at  2  P.M.,  for  inspection  by  a  committee  of  the 
Board. 


974-40-A. 

APPLICANT  Jack  Z.  Cohen,  for  Chand  Realty  Corpora¬ 
tion,  owner. 

SUBJECT  Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 


PREMISES  AFFECTED — 3-7  West  22nd  street,  north 
side,  120  ft.  west  of  Fifth  avenue  (Block  No.  824 
Lot  No.  32),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Larry  Meltzer  and  Charles  Schirr- 
meister. 

For  Administration :  Fred  Dahlem,  Department  of 
Housing  and  Buildings,  and  Inspector  Maher, 
Fire  Department. 

ACTION  OF  BOARD — Laid  over  to  November  19.  1940,. 
at  2  P.M.,  for  inspection  by  a  committee  of  the 
Board  and  consideration  by  the  Board. 


1003-40-A. 


APPLICANT — Michael  Glock,  for  Remsark  Realty  Cor¬ 
poration,  owner  (Rabbi  S.  Flaum,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 1013  East  Tremont  avenue, 
north  side,  100  ft.  east  of  Bryant  avenue  (Block 
No.  3135,  Lot  No.  47),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Michael  Glock  and  Hyman  Getzoff 
For  Administration :  M.  C.  E.  Thiede,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  November  19,  1940, 
at  2  P.M.,  for  further  consideration  after  inspection 
by  a  committee  of  the  Board. 


808-40-A. 

APPLICANT  Charles  Wagner  Manufacturing  Company, 
Incorporated  (lessee),  for  A.  Ludwig  and  Com¬ 
pany,  Incorporated,  owner. 

SUBJECT  Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 133  Middleton  street,  north 
side,  200  ft.  east  of  Marcy  avenue  (Block  No.  2237 

APPEARANCES^  N°‘  53)'  B°r°"gh  °f  Brooklya 
For  Applicant:  None. 

For  Administration:  Inspector  Meyer,  Fire  De¬ 
partment. 

ACTION  OF  BOARD — Appeal  withdrawn  on  written  re¬ 
quest,  to  comply. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

Negative  .  q 


434-38-A.  , 

APPLICANT  Frank  Straub,  for  William  Gold,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
amendment — re  Appeal  from  a  decision  of  the  bor¬ 
ough  superintendent  of  buildings. 

PREMISES  AFFECTED — 1193-1195  Atlantic  avenue, 
north  side,  354  ft.  west  of  Nostrand  avenue,  and  . 
34-36  Herkimer  place  (Block  No.  1866,  Lot  No. 
16),  Borough  of  Brooklyn. 

APPEARANCES—  !  j 

For  Applicant:  Frank  Straub. 

ACTION  OF  BOARD — Request  to  reopen  withdrawn. 

THE  VOTE  TO  WITHDRAW  REQUEST  TO  RE¬ 
OPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


805-40-A. 

APPLICANT — Saul  Goldsmith,  for  Frank  Moczynski. 
owner. 
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'SUBJECT—  Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 150  27th,  street,  south  side,  129 
ft.  10  in.  east  of  Third  avenue  (Block  No.  060,  Lot 
No.  1),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Saul  Goldsmith. 

For  Administration:  Dewey  Rothkrug,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

the  VOTE— 

Affirmative:  Chairman  Murdock.  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  ^ 

THE  RESOLUTION— 

(805-40-A) 

Whereas,  Saul  Goldsmith,  for  Frank  Moczynski,  owner, 
'filed  July  22,  1940,  an  appeal  from  a  decision  of  the  borough 
i superintendent  of  buildings;  premises  150  27th  street,  south 
side,  129  ft.  10  in.  east  of  Third  avenue  (Block  No.  660, 
Lot  No.  14),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Alteration  Application  No.  3729-40.  dated  July 
22,  1940,  reads: 

“1.  Proposed  use  of  occupancy  of  existing  frame 
building,  within  the  fire  limits,  from  two  family  resi¬ 
dence  to  store  and  1  family  contrary  to  Secs.  2. 1.3. 5, 
4.1.2  and  4.2.1  of  Bldg.  Code.” 

and 

Whereas,  the  building  is  two  stories  (20  ft.)  in  height, 
20  ft.  2  in.  by  35  ft.  in  area ;  of  Class  4  construction ;  lo¬ 
cated  in  an  unrestricted  use  district;  erected  in  1890,  and 
occupied :  cellar,  storage,  no  persons ;  first  story,  store  and 
dwelling  in  the  rear  occupied  in  conjunction  with  the 
dwelling  on  the  second  story  for  one  family ;  it  is  proposed 
to  occupy  the  building:  cellar,  storage;  first  story,  store; 
second  story,  one  family ;  and 

Whereas,  the  applicant  contends  the  building  is  a  two- 
story  frame  dwelling,  20  ft.  by  35  ft.  in  area,  and  occupied 
by  one  family  at  the  first  story  and  by  one  family  at  the 
second  story ;  that  it  is  proposed  to  convert  the  dwelling 
use  at  the  first  story  to  store  use ;  that  the  store  will  be 
used  as  a  grocery ;  that  the  store  use  at  the  first  story  and 
the  dwelling  use  at  the  second  story  will  be  tenanted,  by  the 
owner  of  the  building ;  that  the  walls  of  the  building  are 
now  brick  filled;  that  the  first  story  ceiling,  walls  and  hall 
partition  will  be  fire-retarded  with  metal  lath  and  Ya  in. 
cement  plaster;  that  the  cellar  ceiling  will  be  fire-retarded 
with  metal  lath  and  Ya  in.  cement  plaster  and  the  interior 
cellar  stair  will  be  enclosed  with  4  in.  terra  cotta  blocks  and 
a  one-hour  fireproof,  self-closing  door  and  trim. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  on  Alteration  Application  No.  3729-40,  Objec¬ 
tion  No.  1,  be  and  it  hereby  is  modified  and  that  the  appeal 
.  be  and  it  hereby  is  granted  on  condition  that  the  exterior 
walls  of  the  building  on  all  sides  shall  be  brick  filled  for  its 
fu'i  height ;  that  the  cellar  ceiling  and  the  ceiling  of  the  first 
story  shall  be  protected  throughout  with  a  fire-retarded 
ceiling  consisting  of  metal  lath  and  Ya  in-  cement  plaster  or 
%  in.  plaster  board  and  26  gauge  metal  applied  in  accord¬ 
ance  with  the  requirements  of  the  Fire  Retarding  Rules,  of 
the  Board  of  Standards  and  Appeals;  that  the  partition 
separating  the  store  occupancy  from  the  stair  hall  shall  have 
a  fire-retarded  partition  similarly  protected  on  both  sides ; 
that  any  door  opening  from  such  hall  to  the  store  or  other 
spaces  shall  be  protected  with  a  one-hour  door ;  that  the  en¬ 
closure  around  the  stair  to  the  cellar  shall  be  constructed  of 
4  in.  terra  cotta  blocks  with  a  fireproof,  self-closing  door 
at  the  foot;  that  the  soffits  of  the  cellar  stairway  and  the 
soffits  of  the  stairway  on  the  second  story  shall  be  similarly 
fire-retarded ;  that  this  modification  shall  continue  only  so 
long  as  the  premises  are  occupied  as  proposed,  for  a  store 


on  the  first  story  and  residence  on  the  second  story,  and 
the  building  shall  not  be  increased  in  height  or  area. 


101 1-40- A. 

APPLICANT— P.  Gagliardi,  for  George  M.  Schumacher, 
owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 357  Franklin  avenue,  east  side, 
23  ft.  north  of  Lexington  avenue  (Block  No.  1968, 
Lot  No.  2),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  P.  Gagliardi. 

For  Administration:  Dewey  Rothkrug,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  ^ 

Negative  .  ^ 

THE  RESOLUTION— 

( 101 1-40-A) 

Whereas,  P.  Gagliardi,  for  George  M.  Schumacher, 
owner,  filed  October  21,  1940,  an  appeal  from  a  decision  of 
the  borough  superintendent  of  buildings  for  revocation  of 
certificate  of  occupancy  issued  for  premises  357  Franklin 
avenue,  east  side,  23  ft.  north  of  Lexington  avenue  (Block 
No.  1968,  Lot  No.  2),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Alteration  Application  No.  3017-40,  dated 
October  28,  1940,  reads: 

”1.  Proposed  revocation  of  Certificate  of  Occupancy 
No.  87324-38  is  denied. 

Under  Chapter  26,  Section  646g,  the  power  to  revoke 
is  vested  solely  in  the  Board  of  Standards  and  Ap¬ 
peals.” 

and 

Whereas,  the  building  is  four  stories  (46  ft.  4  in.)  in 
height,  18  ft.  by  53  ft.  in  area;  of  Class  3  construction; 
erected  in  1896;  located  in  an  unrestricted  use  district; 
occupied  since  May  12,  1938,  as  follows :  cellar,  storage , 
first  story,  store ;  second  story,  one  family ;  third  and  fourth 
stories,  one  family  each  floor ;  it  is  proposed  to  occupy  the 
building:  cellar,  same;  first  story,  same;  second  story, 
same;  third  and  fourth  stories,  one  family  each  floor;  Cer¬ 
tificate  of  Occupancy  No.  87324  was  issued  May  12,  1938, 
permitting  the  occupancy  of  the  building  as  a  store  and  two- 
family  dwelling;  and 

Whereas,  the  applicant  contends  that  when  the. building 
was  altered  and  occupancy  changed  to  two  families,  such 
alteration  and  change  was  a  temporary  expedient  only,  and 
was  done  on  advice  of  Building  Department  employees  so 
that  the  applicant  would,  not  have  to  comply  with  the.  re¬ 
quirements  of  the  Multiple  Dwelling  Law  at  that  time , 
that  the  building  was  always  arranged. .  intended  and  de¬ 
signed  for  occupancy  as  a  multiple  dwelling,,  and  therefore 
never  ceased  to  be  a  multiple  dwelling  within  the  meaning 
of  the  definition  of  such  use  contained  in  the  Multiple 
Dwelling  Law;  that  the  certificate  of  occupancy  issued  for 
a  two-family  dwelling  was  illegally  issued  and  should  now 
be  revoked;  that  the  building  should  be  restored  to  its 
former  status  as  a  multiple  dwelling  so  that  the  owner  can 
now  comply  with  the  Multiple  Dwelling  Law  and  enjoy  its 
full  use. 

Resolved,  that  the  decision  of  the.  borough  superintendent 
of  buildings,  on  Alteration  Application  No.  3017-40,  Objec¬ 
tion  No.  1,  be  and  it  hereby  is  modified,  revoking  the  cer¬ 
tificate  of  occupancy,  so  that  the  owner  . may  carry  out  his 
intention  under  such  alteration  application  to  restore  the 
building  formerly  a  tenement  to  a  tenement  in  full  com¬ 
pliance  with  the  requirements  therefor  as  set  forth  in  article 
7  of  the  Multiple  Dwelling  Law. 
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1014-40- A. 

APPLICANT  Frank  C.  Keller,  for  William  P.  Murphy 

owner  (Paragon  Rubber  Cement  Corporation 
lessee). 

SUBJECT  Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED-55-M  Grand  avenue,  south 
side,  40  ft.  west  of  56th  street  (Block  No  2619 

APPEARANCES-—  MaSPetb’  B°r°Ugh  °'  Qu'enS'  ' 

For  Applicant:  Frank  C.  Keller  and  Ben  Schwartz, 
bor  Administration:  M.  J.  O’Donohue,  Depart- 
.  ™ent  of  Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 

Ravage  and  Blum  and  Assistant  Chief  Me- 

Carthy  .  a 

Negative  .  0 

THE  RESOLUTION—  . 

(1014-40-A) 

Whereas,  Frank  C.  Keller,  for  William  P.  Murphy 

Cktober^TS  RUbber  ST'"'  CoW°.ration,  lessee),  filed 
c  oner  -2,  1940,  an  appeal  from  a  decision  of  the  borough 

superintendent  of  buildings;  premises  55-14  Grand  avenje 

No  nsldM  40  H  pest  ofu56th  street  (Block  No-  2619>  Lot 
No.  1),  Maspeth,  Borough  of  Queens;  and 

Whereas,  the  decision  of  the  borough  superintendent  cf 
Sep«Sr°17,^  l'So N“-  ^9-40,  dated 

“8.  The  mixing  tank  or  tanks  shall  be  located  in  a 

havffit  ft  COmPurtmont  bulb  upon  suitable  foundations, 
havinto  the  walls,  floor  and  roof  constructed  of  Port- 

a^laTf^tn1^6-  incheLS  tbick’  or  of  brick  masonry, 
at  least  8  inches  thick,  the  brick  to  be  laid  in  and 

^,°Mrei  byr  ?°rtlai?d  ce.ment  mortar.  Section  19-59  0 
subd.  H  of  Administrative  Code” 
and 

ft  TvHE10nA bui,dingfis  °nC  st°ry  (1S  ft>  in  height,  40 
ig2J.  Inrafpri  •  area  ’  °f  3  construction ;  erected  in 
1925,  located  in  an  unrestricted  use  district;  occupied  for 

tH  W^anUAaCtUIu  °f  rubber  cement,  two  persons ;  and 
Whereas  the  applicant  contends  that  this  anneal  is 
brought  on  behalf  of  the  lessee;  that  the  expenditure^  the 
.nece.ssary  ,to  comply  with  the  order  will  not  be  war- 
111  view  of  the  fact  that  the  lease  may  terminate- 

factuS  n?r°Perty  a$0,?,nff  uhe  rear  is  used  for  the  manu- 
znri  +h  f  cement  blocks,  the  property  to  the  east  vacant 

station ^  £2*5^  t0  U  USed  35  a  gasoline  service 

L  ;  h  thre^eTesJ  building  or  pump  located  thereon 
is  a  distance  of  42  ft.  from  the  premises  in  question;  that 
!.'fiew  ?f  the  fact  that  no  unnecessary  hazard  exists  the 
modificatmn  of  the  requirements  of  the  code  is  requested. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings  on  Miscellaneous,  Application  No.  7469-40  Ob¬ 
jection  No.  8,  be  and  it  hereby  is  modified  and  that  the  ap- 
E?.&r  bereby]s  panted  on  condition  that  the  build- 

istratilJ Wrth  a11  the  requirements  of  the  Admin¬ 
istrative  Code  therefor,  except  that  the  roof  may  be  of  non- 

fi reproof  construction,  provided  the  ceiling  is  fire-retarded 
with  metal  lath  and  plaster  in  accordance  with  the  rules  of 
the  Board,  and  that  in  all  other  respects  the  building  and 
327? U  comply  with  all  laws,  rules  and  regulations 
applicable  thereto  and  in  accordance  with  the  requirements 
ot  the  fire  commissioner. 


No.  866,  Lot  Nos.  18.  19,  20  and  60  to  66,  inclu¬ 
sive),  Borough  of  Manhattan. 
APPEARANCES— 


For  Applicant:  Charles  A.  Nichols,  Jr. 

For  Administration:  Fred  Dahlem,  Department  cf 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

Negative  .  ””  „ 

THE  RESOLUTION— 

(101 8-40- A) 

Whereas,  Aerocrete  Corporation  of  America,  for  220 
Madison  Avenue  Corporation,  owner,  filed  October  23,  1940, 
an  appeal  from  a  decision  of  the  borough  superintendent  of 
buildings ;  premises  220-230  Madison  avenue  and  16-20  East 
37th  street,  southwest  corner  (Block  No.  866.  Lot  Nos. 
18,  19,  20  and  60  to  66,  inclusive),  Borough  of  Manhattan- 
and 


Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  New  Building  Application  No.  24-40,  dated 
October  15,  1940,  reads: 


“61.  Obtain  approval  of  Board  of  Standards  and 
Appeals  for  the  use  of  “Gritcrete’  Flat  Slab  Construc¬ 
tion.” 

and 

Whereas,  the  building  will  be  fourteen  stories  and  pent 
house  (133  ft.  6  in.)  in  height,  160  ft.  by  139  ft.  in  area;  of 
Class  1  construction ;  located  in  a  restricted  retail  use  dis¬ 
trict;  occupied  throughout  as  a  Class  A  multiple  dwelling, 
with  doctor’s  office,  dining  room  and  storage  on  the  first 
story;  and 

Whereas,  it  is  proposed  to  use  Gritcrete  Flat  Slab  Con¬ 
struction  for  long  spans  as  shown  on  drawings  filed  with 
this  appeal  marked  “Received  October  29,  1940”;  and 
Whereas,  the  applicant  contends  that  this  request  for 
permission  to  use  Gritcrete  Long  Span  Construction  in  this 
specific  instance  is  based  upon  tests  as  reported  in  Columbia 
University  Report  No.  2492;  that  it  is  requested  that  the 
Board  take  action  similar  to  that  previously  taken  under 
Cal.  No.  44-40- A  so  as  to  permit  the  specific  exception  for 
the  building  in  question. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  on  New  Building  Application  No.  24-40,  Ob¬ 
jection  No.  61,  be  and  it  hereby  is  modified  and  that  the  ap- 
peal  be  and  it  hereby  is  circuited  on  condition  that  the  con- 
st ruction  shall  comply  with  the  requirements,  specifications 
and  limitations  as  set  forth  in  a  similar  appeal  for  the  build¬ 
ing  at  735  Park  avenue,  under  Cal.  No.  44-40-A;  that  the 
trusses  shall  be  precambered  not  less  than  %  in.  as  required 

r6/M  l^*°n  and  ^be  reP°H  °f  the  committee  under 
Cal.  No.  44-40-A,  and  not  sprung,  as  apparently  was  done 
in  connection  with  the  building  at  735  Park  avenue  which 
was  approved  by  the  Board  under  Cal.  No.  918-40-A  for 
530  Park  avenue;  that  no  span  shall  exceed  the  length  of 
ft.  6  in.  and  shall  be  in  accordance  with  the  details  of  the 
Columbia  University  test  of  October,  1939,  for  construction 
of  test  span ;  that  the  trusses  shall  be  supported  at  each 
bearing  point  with  properly  proportioned  fillet  welds,  and 
that  m  all  other  respects  the  construction  shall  comply  with 
all  laws,  rules  annd  regulations  applicable  thereto. 


1018-40-A. 

APPLICANT— Aerocrete  Corporation  of  America,  for  200 

CTTOTT7r-FadlA0n  Avenue  Corporation,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 220-230  Madison  avenue  and 
10-2U  East  37th  street,  southwest  corner  (Block 


1025-40- A. 

APPLICANT — George  W.  Herz,  for  Joseph  B.  Garity 

CTTPTi?/C?St  No‘  362,  IncorPorated,  owner. 

SUBJECT  Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 1936  Madison  street,  southeast 
corner  of  Fairview  avenue  (Block  No.  3481,  Lot 
No.  39),  Ridgewood,  Borough  of  Queens. 
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vPPEARANCES — 

For  Applicant:  George  W.  Herz  and  Wilson  A. 
Caskey. 

For  Administration :  M.  J.  O’Donohue,  Depart¬ 
ment  of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

'HE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


HE  RESOLUTION— 

(1025-40-A) 

Whereas.  George  W.  Herz,  for  Joseph  B.  Garity  Post 
\'o.  562,  Incorporated,  owner,  filed  October  24,  1940,  an  ap¬ 
ical  from  a  decision  of  the  borough  superintendent  of  build- 
figs;  premises  1936  Madison  street,  southeast  corner  of 
'airview  avenue  (Block  No.  3481,  Lot  No.  39),  Ridgewood, 
lorough  of  Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
iiiildings,  on  Miscellaneous  Application  No.  1515-40,  dated 
September  26,  1940,  reads: 

“1.  The  conversion  to  a  public  use  of  a  frame  build¬ 
ing  exceeding  1  story  in  height,  or  600  sq.  ft.  in  area, 
is  contrary  to  sec.  4.2.1  of  the  Building  Code.” 

nd 

Whereas,  the  building  is  two  stories  (22  ft.)  in  height, 
!0  ft.  by  55  ft.  in  area ;  of  Class  4  construction ;  located  in 
.  business  use  district;  erected  in  1890,  and  occupied  since 
i 919  as  follows:  cellar,  storage,  boiler-room  and  recreation 
room,  2  persons ;  first  story,  meeting  rooms  and  clubhouse, 
f!5  persons ;  second  story,  meeting  rooms,  50  persons ;  and 
[  Whereas,  Violation  No.  2351-38  was  issued  April  2,  1940, 
tor  change  of  occupancy  from  dwelling  to  a  clubroom  with- 
iut  a  certificate  of  occupancy ;  and 

Whereas,  the  applicant  contends  the  premises  have  been 
occupied  by  the  present  owner  as  an  American  Legion  club- 
louse  since  1919 ;  that  a  summons  was  served  subsequent  to 
the  issuance  of  Violation  No.  2351-38  and  is  now  pending 
in  the  Magistrate’s  Court,  having  been  adjourned  to  permit 
the  filing  of  this  appeal ;  that  the  building  is  located  on  a 
torner  lot  and  faces  two  streets  and  the  BMT  right-of-way; 
that  there  is  one  exit  from  the  cellar  to  the  rear  yard;  that 
the  first  story  contains  three  rooms  and  a  small  office ;  that 
he  second  story  is  used  for  meeting  rooms ;  that  it  will  have 
an  occupancy  not  to  exceed  fifty  people  and  then  only  at 
stated  intervals  for  regular  semi-monthly  meetings ;  that  the 
:xit  from  the  second  story  is  by  interior  stairway  and  at  the 
•ear  by  windows  leading  to  the  roof,  of  the  one-story  exten¬ 
sion;  that  if  this  appeal  is  denied  a  serious  hardship  will 
result  to  the  owners ;  that  it  is  proposed  to  erect  a  modern 
building  in  the  near  future,  and  until  such  time  as  said  build- 
ng  is  erected,  it  is  requested  that  certificate  of  occupancy 
De  issued  to  permit  the  maintenance  of  the  present  use. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  on  Miscellaneous  Application  No.  1515-40,  Ob¬ 
jection  No.  1,  be  and  it  hereby  is  modified  and  that  the  ap¬ 
peal  be  and  it  hereby  is  granted  on  condition  that  the  two 
?xisting  exits  to  the  second  story  shall  be  maintained ;  that 
die  building  shall  not  be  increased  in  height  or  area;  that 
his  modification  shall  continue  only  so  long  as  the  building 
^  occupied  throughout  as  herein  described  by  the  Joseph  B. 
Garity  Post  No.  562,  American  Legion,  and  that  the  building 
'hall  not  be  used  otherwise;  that  the  cellar  ceiling  through¬ 
out  shall  be  metal  protected. 


1051-40-A. 

APPLICANT — Department  of  Sanitation,  for  the  City  of 
New  York,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— South  side  of  Metcalf  avenue, 
935  ft.  southeast  of  Noble  avenue  and  1,350  ft.  south 


of  Randall  avenue  (Block  No.  3488,  Lot  No.  1), 
Soundview  Park,  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Joseph  C.  Zengerle. 

For  Administration:  M.  C.  E.  Thiede,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  Q 


THE  RESOLUTION— 

(1051-40-A) 

Whereas,  Department  of  Sanitation,  for  the  City  of  New 
York,  owner,  filed  October  30,  1940,  an  appeal  from  a  de¬ 
cision  of  the  borough  superintendent  of  buildings ;  premises 
south  side  of  Metcalf  avenue,  935  ft.  southeast  of  Noble  ave¬ 
nue  and  1,350  ft.  south  of  Randall  avenue  (Block  No.  3488, 
Lot  No.  1),  Soundview  Park,  Borough  of  The  Bronx;  and 

W hereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  New  Building  Application  No.  785,  dated  Octo¬ 
ber  31,  1940,  reads: 

“1.  Area  and  height  of  building  exceeds  limits 
prescribed  by  Sec.  (4.2.1).” 

and 

Whereas,  the  building  will  be  one  story  (20  ft.)  in 
height  ^to  underside  of  trusses,  100  ft.  by  100  ft.  in  area;  of 
Class  5  construction;  located  in  an  unrestricted  use  district; 
to  be  occupied  by  the  Sanitation  Department  as  a  service 
station  and  motor  repair  shop  in  connection  with  Sound 
View  Park  Unloading  Operations ;  and 

Whereas,  the  applicant  contends  that  the  proposed  steel 
structure  will  be  for  temporary  use  only  and  will  be  main¬ 
tained  for  approximately  one  and  one-half  years  during  the 
time  required  for  filling  the  area  of  the  proposed  park  site; 
that  the  building  will  be  used  for  servicing  bulldozers, 
tractors  and  track  wagons ;  that  the  track  wagons  are  of 
40  cubic  yards  capacity  and  are  side  dumpers ;  that  for  this 
reason  the  additional  headroom  provided  is  required ;  that 
the  applicant  has  already  contracted  for  the  structure  and 
same  is  now  being  fabricated ;  that  the  area  of  the  building 
is  the  minimum  that  can  be  provided  to  permit  space  for 
maneuvering  large  pieces  of  equipment,  some  of  which  are 
27  ft.  in  length  and  13  ft.  in  width. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  on  New  Building  Application  No.  785-40,  Ob¬ 
jection  No.  1,  be  and  it  hereby  is  modified  and  that  the  ap¬ 
peal  be  and  it  hereby  is  granted  on  condition  that  the  build¬ 
ing  shall  not  be  further  increased  in  height  or  area  and  that 
it  shall  be  used  solely  as  proposed  and  for  a  period  not  over 
two  (2)  years  from  the  date  of  this  resolution ;  that  upon 
expiration  of  such  permitted  term  the  building  shall  be  com¬ 
pletely  removed  from  the  site. 


1054-40-A. 

APPLICANT — George  Edward  Beatty,  for  Our  Lady  of 
the  Miraculous  Medal  Roman  Catholic  Church, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 62-93  60th  place,  northeast 
corner  of  Bleecker  street  (Block  No.  3519,  Lot 
Nos.  1  and  5),  Ridgewood,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Fred  N.  Severud  and  George  Ed¬ 
ward  Beatty. 

For  Administration :  M.  J.  O’Donohue,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
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THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(1054-40- A) 

Whereas,  George  Edward  Beatty,  for  Our  Lady  of  the 
Miraculous  Medal  Roman  Catholic  Church,  owner,  filed 
October  31,  1940,  an  appeal  from  a  decision  of  the  borough 
superintendent  of  buildings;  premises  62-93  60th  place, 
northeast  corner  of  Bleecker  street  (Block  No.  3519,  Lot 
Nos.  1  and  5),  Ridgewood,  Borough  of  Queens;  and 
Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  New  Building  Application  No.  4123-40,  dated 
October  30,  1940,  reads: 

“Receipt  is  acknowledged  of  your  letter  of  October 
28th,  1940  regarding  foundation  at  the  above  premises. 

As  stated  in  my  letter  of  September  20,  1940,  to  Mr. 
Fred  N.  Severud  on  this  same  subject,  I  feel  that  the 
placing  of  spread  footings  on  fill  material  varying  in 
depth  from  about  10  ft.  to  40  ft.  for  a  monumental 
church  structure  is  inadvisable  regardless  of  the  results 
of  load  tests  at  the  site.  To  me  the  question  of  pro¬ 
gressive  unequal  settlements  is  the  major  factor.  In 
my  opinion,  such  future  action  of  the  material  cannot 
be  foretold  with  sufficient  accuracy  from  the  results  of 
load  tests.  The  borings  indicate  the  presence  in  this 
fill  of  materials  other  than  sand  and  gravel.  This  in 
itself  casts  a  serious  doubt  on  the  uniformity  of  char¬ 
acteristics  of  the  fill. 

As  stated  to  you,  this  office  will  cooperate  to  the 
fullest  extent  in  the  conduct  of  the  proposed  load  tests 
you  desire  to  make.  The  results  of  the  tests  will  be 
carefully  considered  in  connection  with  all  the  other 
available  data.  It  is  clearly  understood,  however,  that 
the  Department  is  not  thereby  obligated  to  accept  the 
results  even  of  successful  tests  under  the  Code  speci¬ 
fications  as  proof  that  spread  footings  designed  for  a 
specific  load  are  acceptable  for  this  structure.” 

and 

Whereas,  the  proposed  building  will  be  one  story  and 
basement  (53  ft.  5  in.)  in  height,  52  ft.  6  in.  by  166  ft.  6  in., 
irregular,  in  area ;  of  Class  1  construction ;  located  in  a  resi¬ 
dence  use  C  area  district,  and  be  occupied  for  one  thousand 
(1,000)  persons;  and 

Whereas,  the  applicant  contends  that  this  appeal  is  taken 
from. paragraph  3  of  the  borough  superintendent  of  buildings’ 
decision ;  that  the  history  of  this  site  is  known  for  many 
years  back ;  that  the  rector  of  the  church  has  stated  that 
the  site  was  filled  in  in  1922  with  earth  drawn  from  Men- 
ahan  street,  which  was  being  cut  through  at  the  time ;  that 
all  the  fill  was  clean  earth  which  had  never  been  disturbed 
until  it  was  transferred  to  this  site;  that  affidavits  of  the 
residents  of  the  locality  have  been  filed  certifying  that  for 
fifty  years  there  was  never  any  ground  water  or  swamp 
conditions  on  the  site;  that  test  borings  made  July,  1940, 
confirmed  these  affidavits  and  indicate  that  the  soil  will 
carry  one  and  one-half  (1%)  tons  per  square  foot  in  safety, 
at  the  level  of  the  footings,  approximately  eight  (8)  feet 
below  grade;  that  it  is  proposed  to  verify  these  facts  by 
load  tests;  that  in  accordance  with  the  requirements  of  the 
Administrative  Code,  the  applicant  requested  the  borough 
superintendent  of  buildings  for  permission  to  conduct  soil 
tests  by  loading ;  that  the  intent  of  the  Administrative  Code 
has  been  clarified  by  the  Board’s  resolution  adopted  under 
Cal.  No.  403-39- A  ;  that  the  decision  of  the  borough  super¬ 
intendent  of  buildings  takes  cognizance  of  the  provisions  of 
the  Administrative  Code,  grants  permission  for  soil  tests  by 
loading  but  vitiates  the  theory,  principle  and  facts  of  such 
tests  by  a  refusal  to  consider  the  specific  results  of  the  tests 
in  any  but  a  negative  manner,  and  will  assign  no  bearing 
value  to  the  soil  regardless  of  any  positive  results  of  tests 
unless  such  bearing  value  was  determined  by  some  one  other 


than  the  borough  superintendent  of  buildings ;  that  therefort 
the  applicant  requests  that  the  Board  direct  the  borougl 
superintendent  of  buildings  to  accept  the  results  of  soil  test 
according  to  the  provisions  of  the  Administrative  Code  anc 
that  the  Board  determine  the  allowable  bearing  value  of  th( 
soil  from  the  results  of  load  tests ;  that  if  the  decision  of  the 
borough  superintendent  of  buildings  is  sustained,  the  ownei 
will  be  required  to  expend  approximately  $25,000  for  pile, 
foundations  which  will  in  no  way  increase  the  safety  factor 
stability,  permanence  or  utility  of  the  proposed  building; 
and 

Whereas,  in  the  opinion  of  the  Board  the  provisions  oi 
sub-article  5,  covering  the  bearing  values  of  soils.  Admin¬ 
istrative  Code,  sections  C26-376.0,  C26-377.0,  C26-378.0  and 
C26-379.0,  empower  the  borough  superintendent  of  buildings: 
to  require  such  tests  as  are  necessary  so  that  he  may  deter¬ 
mine  the  allowable  bearing  capacity  per  square  foot,  and  that 
the  provisions  of  C26-379.0  are  mandatory  upon  the  borough 
superintendent  of  buildings. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  on  New  Building  Application  No.  4123-40,  be. 
and  it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is- 
granted  on  condition  that  the  borough  superintendent  of 
buildings  shall  require  such  tests  as  are  necessary  so  that  an1 
allowable  bearing  capacity  per  square  foot  can  be  deter¬ 
mined  by  him  even  though  no  presumtive  bearing  capacity 
for  filled  ground  is  stated  in  the  Administrative  Code. 


362-37-A. 

APPLICANT — Regina  F.  Kelly,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Appeal  from  a  decision  of' 
the  commissioner  of  buildings. 

PREMISES  AFFECTED — 38-14  147th  street,  west  side,. 
100  ft.  south  of  38th  avenue  (Block  No.  5024,  Lot’ 
No.  49),  Flushing,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Frank  C.  Keller  and  Regina  F. 
Kelly. 

ACTION  OF  BOARD — Appeal  reopened  and  permit  ex-' 
tended.  t 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  . ~  0 


THE  RESOLUTION— 

(362-37-A) 

.  Whereas,  this  appeal  from  a  decision  of  the  commis¬ 
sioner  of  buildings,  affecting  premises  38-14  147th  street, 
west  side,  100  ft.  south  of  38th  avenue  (Block  No.  5024, 
Lot  No.  49),  Flushing,  Borough  of  Queens,  was  granted  by 
the  Board  July  16,  1937,  on  certain  conditions,  and  the 
owner  requested  an  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  of  July  16,  1937,  so  that  as 
amended  the  resolution  shall  read: 

‘'Resolved,  that  the  decision  of  the  commissioner  of 
buildings,  No.  2948-37,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted,  to  permit 
the  building  as  shown  on  plans  filed  with  this  appeal 
to  be  used  as  a  convalescent  home  for  a  term  of  three 
(3)  years  from  the  date  of  this  amended  resolution,  on 
condition  that  no  patient  shall  be  housed  above  the  sec¬ 
ond  story  and  that  the  third  or  attic  floor  shall  be  used 
only  for  attendants ;  that  the  number  of  patients  accom¬ 
modated  shall  at  no  time  exceed  ten  (10)  ;  that  there  : 
shall  be  constructed  at  the  rear  an  iron  stairway  not 
less  than  3  ft.  in  width  and  with  an  angle  of  not  more 
than  forty-five  degrees  to  provide  an  exit  from  the  rear 
open  porch  to  grade  and  that  doors  to  this  porch  shall 
be  maintained  from  tue  two  bedrooms  facing  thereon: 
that  such  portable  fire-fighting  equipment  shall  be  in¬ 
stalled  on  each  floor  as  the  commissioner  may  direct: 
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that  other  than  as  modified  herein,  all  laws,  rules  and 
regulations  applicable  to  the  construction  of  this  build¬ 
ing  and  its  occupancy  shall  be  complied  with. 

Resolved  further,  that  the  home  shall  be  maintained 
to  the  satisfaction  of  the  Department  of  Hospitals.” 


543-40- A. 

APPLICANT — Davega-City  Radio,  Incorporated,  lessee, 
for  F.  G.  H.  Realty  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment — re  Appeal  from  an  order  and  a  deci¬ 
sion  of  the  fire  commissioner. 

PREMISES  AFFECTED — 163-24  to  163-26  Jamaica  ave¬ 
nue,  south  side,  217.72  ft.  east  of  New  York  boule¬ 
vard  (Block  No.  10151  [1167],  Lot  Nos.  12,  13 
and  113),  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Sidney  Weiss. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(643-40- A) 

Whereas,  this  appeal  from  an  order  and  a  decision  of  the 
fire  commissioner,  premises  163-24  to  163-26  Jamaica  ave¬ 
nue,  south  side,  217.72  ft.  east  of  New  York  boulevard 
! (Block  No.  10151  [1167],  Lot  Nos.  12,  13  and  113), 
Jamaica.  Borough  of  Queens,  was  granted  by  the  Board 
July  16,  1940,  on  certain  conditions,  and  the  applicant  re¬ 
quested  an  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
i  hereby  amend  its  resolution  of  July  16.  1940,  so  that  as 
amended  the  resolution  shall  read : 

“Resolved,  that  the  order  of  the  fire  commissioner, 
Order  No.  4538-LF,  be  and  it  hereby  is  modified  and 
the  appeal,  as  to  Item  1,  be  and  it  hereby  is  granted  on 
condition  that  there  shall  be  installed  throughout  the 
cellar,  for  a  distance  of  approximately  50  ft.  from 
Jamaica  avenue  to  the  fire  walls  separating  the  cellar 
in  the  rear,  a  non-automatic  sprinkler  system  comply¬ 
ing  with  the  requirements  of  the  Building  Code  there¬ 
for,  except  that  street  water  connection  may  be  omitted 
and  no  fire  alarm  need  be  installed  and  except  that  the 
hose  inlet  at  the  building  line  may  be  of  the  single  inlet 
type  located  not  less  than  12  in.  above  the  sidewalk: 
that  all  fittings  and  hangers  shall  be  of  malleable  iron ; 
that  the  cap  of  the  hose  inlet  and  the  sign  stating  the 
area  covered  shall  be  painted  aluminum.” 


1910-40- A. 

APPLICANT — Aymar  Embury  II,  for  Queens  County 
Jockey  Club,  owner  (request  for  reopening  made  by 
Wingate  and  Cullen,  attorneys  for  owner). 

SUBJECT — Application  for  consideration — reopening  and 
amendment — re  Appeal  from  a  decision  of  the  bor¬ 
ough  superintendent  of  buildings. 

PREMISES  AFFECTED— 135-60  108th  street,  west  side, 
between  Peconic  street  and  135th  avenue  and  in  bed 
of  Peconic  street,  1,100  ft.  north  of  North  Conduit 
avenue  (Block  No.  11562,  Lot  No.  7,  and  Block 
Nos.  11564  and  11539,  Lot  Nos.  1  in  each  block"). 
Aqueduct.  Borough  of  Queens  (Aqueduct  Race 
Track)  ;  (under  section  35.  General  City  Law — re 
Bed  of  Mapped  Street). 


APPEARANCES— 

For  Applicant:  Aymar  Embury  II  and  Joseph  B. 
Cavallaro. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(910-40-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent  of  buildings,  premises  135-60  108th  street, 
west  side,  between  Peconic  street  and  135th  avenue  and  in 
the  bed  of  Peconic  street,  1,100  ft.  north  of  North  Conduit 
avenue  (Block  No.  11562,  Lot  No.  7,  and  Block  Nos.  11564 
and  11539,  Lot  Nos.  1  in  each  block),  Aqueduct,  Borough 
of  Queens,  was  granted  by  the  Board  October  22,  1940,  on 
certain  conditions,  under  section  35  of  the  General  City 
Law ;  and 

Whereas,  the  applicant  requested  amendment  of  the  reso¬ 
lution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  of  October  22.  1940,  by  adding 
thereto  after  the  words  “of  such  streets”: 

“beyond  ten  (10)  years  and  that  if  the  streets  are  opened 
in  the  interim,  no  claim  shall  exceed  the  cost  of  constru - 
tion  of  the  affected  portion  of  the  grandstand  within  the 
bed  of  the  mapped  street,  less  reduction  at  the  rate  of 
ten  (10)  per  cent,  of  such  cost  per  annum  starting  with 
the  date  of  completion  of  such  construction.” 


956-40-A. 

APPLICANT — Eggers  and  Higgins,  for  The  F.  and  M. 

Schaefer  Brewing  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment — re  Appeal  from  a  decision  of  the  bor¬ 
ough  superintendent  of  buildings. 

PREMISES  AFFECTED — 448-456  Kent  avenue,  north¬ 
west  corner  of  South  10th  street  (Block  No.  2143, 
Lot  No.  1),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  A.  J.  Doolittle  and  G.  Taylor. 
ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(956-40-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent  of  buildings,  premises  448-456  Kent  avenue, 
nonrthwest  corner  of  South  10th  street  (Block  No.  2143, 
Lot  No.  1).  Borough  of  Brooklyn,  was  granted  by  the 
Board  October  29,  1940,  on  certain  conditions:  and 

Whereas,  the  applicant  requested  amendment  of  the 
resolution  as  to  protection  of  structural  steel. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  of  October  29,  1940,  so  that  as 
amended  the  resolution  shall  read : 

“Resolved,  that  the  decision  of  the  borough  superin¬ 
tendent  of  buildings,  on  New  Building  Application  No. 
2114-40,  Objection  Nos.  2  and  3,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  in  all  other  respects  the  building  shall 
comply  with  all  laws,  rules  and  regulations  applicable 
thereto:  that  the  building  shall  be  constructed  substan- 
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tially  as  indicated  on  plans  filed;  that  the  buildings 
shall  not  be  increased  in  height  or  area ;  that  gas  masks 
suitable  for  ammonia  fumes  shall  be  installed  within 
the  building  near  open  stairway  on  alternate  floors  as 
may  be  required  by  the  fire  commissioner;  that  the 
standpipe  in  the  adjoining  building  shall  be  equipped  at 
each  outlet  with  approved  hose  not  less  than  100  ft.  in 
length;  that  this  variation  shall  continue  onlv  so  long 
as  the  building  is  occupied  as  proposed,  and  granted,  as 
to  Objection  No.  4,  on  condition  that  the  structural  steel 
shall  be  protected  at  all  times  with  an  approved  water¬ 
proof  material  as  required  for  exposed  structural  steel.” 


of  buildings,  on  Miscellaneous  Application  No.  658-40,  be 
and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  in  all  other  respects  the 
proposed  60-gallon  and  110-gallon  tanks  shall  comply  with 
the  requirements  of  the  Oil  Burner  Rules  of  the  Board  of 
Standards  and  Appeals  other  than  capacity;  that  this  tank 
may  be  used  with  gravity  feed  to  the  proposed  Diesel  engine 
and  may  be  connected  with  an  approved  storage  tank,  pro¬ 
vided  such  storage  tank  and  the  installation  meets  with  the 
lequirements  of  the  Oil  Burner  Rules  in  all  respects  other 
than  as  varied  herein  as  to  size  of  tank. 


984-40-A. 

APPLICANT — Reis  and  O’Donovan,  Incorporated,  for 
Warner-Hudnut  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  Calendar — re  Appeal  from  a  decision 
of  the  borough  superintendent  of  buildings  (pre¬ 
viously  withdrawn) . 

PREMISES  AFFECTED — 135-145  West  18th  street,  north 
side,  350  ft.  8  in.  west  of  Sixth  avenue  (Block  No. 
794,  Lot  No.  17),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Robert  Reis. 

ACTION  OF  BOARD — Appeal  reopened,  restored  to  Cal¬ 
endar  and  granted  on  condition. 

THE  VOTE  TO  REOPEN  AND  RESTORE  TO  CAL¬ 
ENDAR — 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 

THE  VOTE  TO  GRANT  ON  CONDITION— . 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

Negative  .  0 

THE  RESOLUTION— 

(984-40-A) 


^HEREAS-  Peis  and  O’Donovan,  Incorporated,  for 
Warner-Hudnut  Corporation,  owner,  filed  October  10,  1940, 
an  appeal  from  a  decision  of  the  borough  superintendent  of 
buildings;  premises  135-143  West  18th  street,  north  side, 
350  ft.  8  in.  west  of  Sixth  avenue  (Block  No.  794,  Lot  No. 
17),  Borough  of  Manhattan;  and 
Whereas,  this  appeal  was  withdrawn  October  29,  1940, 
pending  action  by  the  Fire  Department;  and 
Whereas,,  the  applicant  requested  reopening  of  the  appeal 
and  restoration. to  the  calendar  for  consideration;  and 
Whereas,  this  appeal  was  reopened  and  restored  to  the 
Calendar  by  vote  of  the  Board ;  and 
Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Miscellaneous  Application  No.  658-40  dated 
October  2,  1940,  reads: 

L  Auxiliary  tank  in  excess  of  60  gallons  contrary 
to  rules  of  Board  of  Standards  and  Appeals.” 
and 


Whereas  the  building  is  five  stories  (83  ft.)  in  heigl 
l-b  ft.  by  84  ft.  in  area;  of  Class  1  construction;  equipp 
with  a  standpipe  and  sprinkler  system ;  erected  in  189 
located  in  an  unrestricted  use  district,  and  occupied :  cell: 
power  plant,  4  persons ;  second  to  fifth  stories,  inclusii 
storage,  no  persons ;  and 

•  ^  JIEREAs,  the  applicant  contends  that  it  is  proposed 
install  one  (1)  100-KW  and  one  (1)  300-KW  Diesel  enm 
generator  unit ;  that  the  300-KW  unit  will  use  25  gallons 
ml  per  hour;  that  the  sixty-gallon  auxiliary  tank  permitt 
}  i  ules  would  provide  only  two  hours’  operation  ;  that  it 
requested  that  permission  be  granted  to  install  a  llO-galh 
tank  to  supply  the.  300-KW  unit  in  order  to  permit  at  lea 
tour  hours’  operation  of  such  unit. 

Resolved,  that  the  decision  of  the  borough  superintende 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 
427-38-SA. 


-c-5  — ' — y  v  vv  • 

SUBJECT — Application  for  consideration — reopening  and 
amendment— re  Josam  Oil  Interceptor,  Models  B- 

LPPEARANCES— 66  ^  B~85’  previously  aPProved- 

For  Applicant :  George  H.  Lang  and  A.  T. 
Meserau. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 


THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  . |  0 


THE  RESOLUTION— 


(427-38-SA) 

Whereas,  A.  J.  Meserau.  agent  for  Josam  Manufacturing 
Company,  owner,  filed  May  31,  1938,  an  application  with 
the  Board  of  Standards  and  Appeals  for  approval  of  the 
appliance  known  as  the  Josam  Oil  Interceptor  Models  B-64 
B-65,  B-66  and  B-85;  and 

Whereas,  this  appliance  was  approved  by  the  Board  Feb- 
ruary  7,  19o9,  in  accordance  with  report  of  the  engineer, 
which  report  reads : 


REPORT  OF  ENGINEER. 

Cal.  No.  427-38-SA. 

Josam  Oil  Interceptor.  Models  B-64,  B-65,  B-66  and 
B-85,  approval  of. 

A.  T.  Mesereau,  agent  for  Josam  Manufacturing  Com¬ 
pany,  owner,  filed  May  31,  1938,  an  application  with  the 
Board  of  Standards  and  Appeals  for  approval  of  the 
appliance  known  as  the  Josam  Oil  Interceptor,  Models 
B-64,.  B-65,  .  B-66  and  B-85. 

This  appliance,  is.  made  of  heavy  cast  iron  in  various 
sizes  and  the  original  application  was  for  approval  of 
all  these  sizes,  but  this  has  been  amended  to  include 
only  the  four  largest  sizes,  which  have  dimensions  as 
follows : 


Dimensions  in  Inches 


Inlet  & 
Outlet 

Seal 

Cleanout 

Width  Length 

Height 

Type  A 

B 

C 

D 

E  F 

G 

B-64  4 

14% 

6 

21 

24  42 

30 

B-65  5 

14% 

6 

21 

24  42 

30 

B-66  6 

14% 

6 

21 

24  42 

30 

B-85  5 

20j4 

2 

2834 

34  50 

36 

Operation  of  Interceptor 
In  the  interceptor,  the 

incoming  drainage  is 

directed 

against  a  series  of  baffles  which  separate  the  oil,  gaso¬ 
line,  naphtha,  etc.,  from  the  drainage  passing  through. 
These  intercepted  liquids  do  not  remain  in  the  inter¬ 
ceptor,  but  are  immediately  discharged  through  the 
automatic  gravity  flow  oil  draw-off,  to  a  container  or 
storage  tank.  The  draw-off,  by  reason  of  its  design,  can 
be  set  for  each  individual  installation.  The  setting  or 
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adjusting  depends  upon  various  conditions  of  the  par¬ 
ticular  installation,  such  as  the  size  of  the  interceptor 
and  the  amount  of  drainage  passing  through  in  a 
given  period.  The  container  or  storage  tank  placed 
somewhere  in  the  vicinity  of  the  interceptor,  receives 
the  accumulating  oils  and  other  liquids  safely,  for  the 
reason  that  the  discharge  of  the  accumulating  oils  and 
other  liquids  has  been  automatic. 

A  feature  of  the  Josam  Oil  Interceptor  is  the  re¬ 
movable  sediment  container,  which  retains  all  heavier 
than  water  solids  removed  from  the  drainage  during 
the  intercepting  process.  Disposal  of  sediment  is  easily 
accomplished  by  simply  lifting  off  the  interceptor  cover 
and  taking  out  the  container. 

The  sloping  floor  of  the  interceptor  combined  with 
the  three  baffles  within  and  the  shape  and  angle  of  the 
channel,  function  jointly  to  effect  elimination  of  all 
inflammable  solids  and  liquids.  There  is  no  possibility 
of  evaporation,  since  the  seal  is  of  sufficient  depth  to 
absolutely  prevent  it. 

METHOD  OF  VENTING  ASSURES  IMMEDIATE 

AND  POSITIVE  REMOVAL  OF  EXPLOSIVE 

GASES 

Covers  are  gasket  tight  against  escape  of  fumes. 
Dome  cover  over  the  inlet  end  has  vent  and  recircu¬ 
lating  vent  connections,  which  provide  for  the  constant 
and  positive  circulation  of  air  through  the  interceptor. 

The  appliance  was  tested  in  operation  at  Philadelphia 
in  the  presence  of  a  committee  of  the  Board  and  at 
601  West  26th  street  by  the  engineer  of  the  Board  and 
the  engineer  of  the  Division  of  Combustibles,  Fire 
Department. 

On  the  basis  of  these  tests,  it  is  recommended  that 
the  Josam  Oil  Interceptor,  Models  B-64,  B-65,  B-66  and 
B-85,  be  approved  for  use  in  New  York  City,  on  condi¬ 
tion  that  the  side  outlet  to  draw  off  oil  be  discontinued 
or  that  it  be  connected  to  a  tank  of  at  least  275  gal¬ 
lons  capacity  constructed  in  accordance  with  the  re¬ 
quirements  of  the  Oil  Burner  Rules  of  the  Board  of 
Standards  and  Appeals  and  that  the  device  bear  a 
label  permanently  affixed  reading,  “Approved  bv  the 
Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Cal.  No.  427-38-SA.” 

and 

Whereas,  the  owner  requested  an  amendment  of  the 

resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  award  its  resolution  of  February  7,  1939,  so  that  as 
amended  the  resolution  shall  read: 

“ Resolved ,  that  the  Board  of  Standards  and  Appeals 
does  hereby  approve  the  appliance  known  as  the  Josam 
Oil  Interceptor,  Models  B-64,  B-65,  B-66  and  B-85,  for 
use  in  New  York  City  when  manufactured,  installed, 
operated  and  labeled  in  accordance  with  the  above  re¬ 
port. 

Resolved  further,  that  until  such  time  as  the  Board 
adopts  rules  covering  such  equipment  or  requires  gen¬ 
erally  that  all  such  equipment  as  approved  shall  he 
equipped  with  telltale  devices:  the  275-gallon  tank  here¬ 
in  required  may  be  omitted.” 


888-40-SA. 

APPLICANT — Clarence  S.  Dieter,  for  Bethlehem  Foundry 
and  Machine  Company,  owner. 

SUBJECT — Bethlehem-Dynatherm  Oil  Burner,  approval  of. 

APPEARANCES— 

For  Applicant:  Jerome  E.  Gleich. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  Committee  on  Tests. 


THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock.  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

Negative  .  0 

THE  RESOLUTION— 

(888-40-SA) 

Whereas,  Clarence  S.  Dieter,  for  Bethlehem  Foundry  and 
Machine  Company,  owner,  filed  August  7,  1940,  an  applica¬ 
tion  with  the  Board  of  Standards  and  Appeals  for  approval 
of  the  appliance  known  as  the  Bethlehem-Dynatherm  Oil 
Burner;  and 

Whereas,  this  appliance  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report ;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

November  4,  1940. 

Cal.  No.  888-40-SA. 

Subject:  Bethlehem-Dynatherm  Oil  Burner,  approval 
of. 

Clarence  S.  Dieter,  for  Bethlehem  Foundry  and 
Machine  Company,  filed  August  7,  1940,  an  application 
with  the  Board  of  Standards  and  Appeals  for  approval 
of  the  Bethlehem-Dynatherm  Oil  Burner  under  the  pro¬ 
visions  of  C19-57,  Administrative  Code,  and  the  Oil 
Burner  Rules  of  the  Board  of  Standards  and  Appeals. 
Gaieral 

This  is  a  mechanical  draft  oil  burner  for  installation 
in  domestic  heating  plants.  It  is  designed  for  operation 
with  fuel  oil  not  heavier  than  No.  3,  U.  S;  Department 
of  Commerce  Standards,  which  is  approximately  28-32 
degrees  Baume.  It  is  automatic  in  its  operation,  being 
controlled  by  a  room  thermostat  and  equipped  with 
automatic  ignition  and  safety  control. 

The  nozzle  is  located  in  the  chamber  of  the  combus¬ 
tion  head  immediately  behind  the  orifice  of  the  re¬ 
fractory  insert.  The  fan  supplies  the  necessary  air  for 
combustion  tangentially  into  the  chamber  of_  the  com¬ 
bustion  head  immediately  in  front  of  that  orifice.  The 
vaporized  oil  is  ignited  by  an  electric  spark  between 
two  electrodes  which  are  supplied  with  current  at  high 
voltage  bv  a  transformer. 

The  safety  control  consists  of  a  combustion  thermo¬ 
stat  and  a  safety  switch,  which  operate  to  open  the 
motor  circuit  and  shut  down  the  burner  in  the  event  of 
ignition  or  flame  failure.  This  control  will  then  re¬ 
start  the  burner  after  a  pre-determined  time  (the  so- 
called  “scavenging  period”)  and  in  the  event  the  flame 
is  not  re-established  will  again  open  the  motor  circuit 
and  hold  it  open  until  manually  reset. 

Motor.  The  burner  is  equipped  with  an  Ohio  Elec¬ 
tric  Company  long  hour  duty  motor,  single  phase,  110- 
220  volt,  60  cycle,  V?,  horsepower,  1,750  revolutions  per 
minute  with  a  resilient  base  mount  and  with  special  end 
bell  mounting  for  the  fuel  unit. 

Fan.  A  fan  of  the  Sirocco  type  9  in.  diameter  by  1 
in.  wide  is  used.  The  fan  is  mounted  in  the  center  of 
the  fan  housing  and  held  to  the  shaft  driving  it  by  means 
of  a  set  screw. 

The  conventional  draft  tube  and  air  diffuser  are  not 
required  in  this  design  of  burner ;  the  elements  of  com¬ 
bustion  being  thoroughly  mixed  and  combustion  initiated 
in  the  swirl  chamber  of  the  combustion  head.  From 
thence  the  flame  and  combustion  gases  are  discharged 
spirallv  throughout  the  length  of  a  combustion  tube, 
this  tube  being  of  the  correct  diameter  and  length  to 
give  the  requisite  amount  of  travel  to  insure  complete 
combustion. 

The  fuel  unit  used  is  manufactured  bv  the  Tuthill 
Pump  Company  and  is  known  as  Model  3-OLEE.  Tt 
comprises  a  strainer  pump  and  pressure  regulating  valve 
with  means  for  returning  the  excess  pump  capacity 
either  to  the  suction  line  or  to  the  supply  tank.  This 
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unit  is  approved  by  the  Underwriters’  Laboratories  and 
complete  description  and  data  are  on  file  in  their  office. 

As  an  alternate,  any  similar,  approved  type  of  fuel 
unit  may  be  used. 

M  osslc  and  Electrode  Assembly.  The  nozzle  and 
electrode  assembly  consists  essentially  of  a  nozzle,  feed 
pipe  and  electrodes  suitably  mounted  upon  a  common 
bracket  or  plate,  which  in  turn  is  bolted  to  the  rear  of 
the  combustion  head. 


Whereas,  this  report  recommended  the  approval  of  this 
appliance.  j 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Bethlehem- 
Dynatherm  Oil  Burner,  on  condition  that  the  appliance  be 
manufactured,  installed,  labeled,  stamped  or  tagged  in  ac¬ 
cordance  with  the  above  report. 


The  nozzle  is  the  “Monarch”  or  other  standard  type 
and  consists  of  a  brass  body  equipped  with  l/s  in.  pipe 
tap  for  connection  to  the  brass  feed  pipe  and  a  stainless 
steel  nozzle  tip,  capacity  range  two  to  four  gallons  per 
minute. 

/  ransformer.  I  he  transformer  is  mounted  upon  a 
steel  plate  which  is  bolted  to  the  fan  housing  and  motor 
bracket.  It  is  of  the  mid-point  grounded  type  of  10,000 
secondary  volts  and  may  be  of  any  approved  make,  such 
as  Dongan  1,725-SP  or  SN,  Webster  211-A.  Jefferson 
638-251,  etc.  The  transformer  itself  serves  as  a  junc¬ 
tion  box  and  McDonald  Low  Water  Cut-off. 

The  high-tension  terminals  are  connected  to  the  elec¬ 
trode  system  by  means  of  high-tension  cables  insulated 
with  rubber  and  at  least  one  layer  of  varnished  or 
lacquered  cambric.  These  shall  be  of  the  listed  type 
GT0-10  specified  in  Underwriters’  Laboratories  Bul¬ 
letin  Subject  296,  March  28,  1933.  These  wires  have 
“Rajah”  terminals  at  both  ends— spring  snap  type  S/S 
No.  11  at  one  end  and  ring  type  R/2  No.  11  at  the 
other. 

Safety  Controls.  The  burner  is  equipped  with  a  listed 
Minneapolis  Honeywell  Type  R-11/-3  combination 
safety  switch  and  combustion  thermostat  or  other  ap¬ 
proved  types  of  safety  control.  This  control  is  shipped 
with  the  burner  as  a  separate  unit  for  mounting  in  the 
stack  of  the  heating  plant. 

Electrical  Wiring.  The  motor  is  provided  with  not 
smaller  than  No.  16  Awg  rubber-covered  fixture  wire, 
which  extends  to  the  transformer  outlet  box  and  which 
is  enclosed  in  labeled  flexible  metal  conduit  terminating 
in  listed  fittings. 

The  ignition  transformer  is  provided  with  not  smaller 
than  No.  16  Awg  rubber-covered  fixture  wire  leads. 
The  outlet  box  of  the  ignition  transformer  is  the  means 
provided  for  conduit  connection  to  the  burner. 

This  burner  is  made  in  three  sizes,  Nos.  24,  36  and 
48,  based  on  water  capacity. 

The  burner  was  inspected  by  a  committee  of  the 
Board  and  found  to  operate  without  flarebacks  or  undue 
carbon  deposits,  cutting  off  the  oil  supply  the  burner 
shut  down  in  fifty  seconds. 

The  burner  has  been  approved  by  the  Underwriters’ 
Laboratories,  File  No.  MP  593. 

On  the  basis  of  the  foregoing  data,  the  Committee  on 
Tests  recommends  that  the  Bethlehem-Dynatherm  in 
sizes.  Nos.  24,  36  and  48  be  approved  for  use  in  do¬ 
mestic  installation  with  fuel  oil  not  heavier  than  No.  ,3, 
L.  S.  Department  of  Commerce  Standards,  on  condition 
that  the  burner  be  installed  in  accordance  with  the  Oil 
Burner  Rules  of  the  Board  of  Standards  and  Appeals 
and  this  report,  and  that  the  burner  have  a  label  perma¬ 
nently  affixed  reading,  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City 
under  Cal.  No.  888-40-SA.” 

(Sg.)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM, 

Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests. 


MATERIALS  SUBMITTED  FOR  APPROVAL. 

850-40-SM. 

APPLICANT — National  Acoustics,  Incorporated,  for  Na¬ 
tional  Gypsum  Company,  owner. 

SUBJECT — Gold  Bond  Travacoustic,  Travacoustic  and 
Travacoustic  Units,  approval  of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  for  approval  with¬ 
drawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 1 

Negative  .  0 


- -  j 

489-40- SM. 


APPLICANT — Glens  Falls  Portland  Cement  Company, 
owner. 

SUBJECT — Iron  Clad  Brick  Cement,  approval  of. 

APPEARANCES— 

For  Applicant:  Charles  F.  Raber. 

ACTION  OF  BOARD — Material  approved  in  accordance  | 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Me-  ! 

Carthy  .  4 

Negative  .  0 

THE  RESOLUTION— 

(489-40-SM) 


Whereas,  Glens  Falls  Portland  Cement  Company, 
owner,  filed  May  7,  1940,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  material  known 
as  Iron  Clad  Brick  Cement ;  and 

Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

September  27,  1940. 

Cal.  No.  489-40-SM. 

Subject:  Iron  Clad  Brick  Cement,  approval  of. 

On  May  7,  1940,  the  Glens  Falls  Portland  Cement 
Company  filed  an  application  for  approval  of  Iron  Clad 
Brick  Cement,  manufactured  by  the  applicant  at  Glens 
Falls,  New  York,  as  a  masonry  cement  for  use  in  New 
York  City  pursuant  to  section  C26-312.0  c-2  (7.1. 1.7.3) 
of  the  Administrative  Building  Code  and  section  C26- 
314.0. 

The  manufacturing  processes  are  as  follows : 

The  Iron  Clad  Brick  Cement  is  a  masonry  cement  ' 
composed  of  Portland  cement  clinker,  gypsum  and  lime¬ 
stone  intimately  ground  with  resin  to  produce  the  de¬ 
sired  plasticity  and  water  repellency.  The  Portland 
cement  clinker  used  is  made  from  a  proportioned  mix¬ 
ture  of  “cement”  rock  and  limestone  which  is  drilled  at 
intervals  and  tested  for  calcium  carbonate  content  in 
advance  of  quarrying.  The  quarried  rock  is  crushed 
and  pulverized  in  the  presence  of  water  to  form  a 
slurry  and  ground  in  ball  mills  and  tube  mills  to  the 
desired  fineness,  water  content  and  slurry  carbonate 
content. 
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The  corrected  slurry  is  pumped  to  a  slurry  basin  and 
thence  to  the  feed  end  of  the  kilns  which  are  of  the 
F.  L.  Smidth  or  Reeves  type.  The  F.  L.  Smidth  kiln 
is  382  ft.  long  and  the  Reeves  kiln  is  250  ft.  long.  The 
slurrv  is  calcined  at  a  temperature  of  approximately 
2.700  degrees  Fahrenheit.  The  resulting  clinker  is  dis¬ 
charged  into  an  F.  L.  Smidth  skipulter  which  conveys 
the  clinker  to  a  cooler  and  from  thence  it  is  conveyed 
to  covered  storage.  The  clinker  is  taken  from  storage 
and  placed  into  the  clinker  storage  bin  by  a  traveling 
crane.  The  clinker  is  removed  from  the  storage  bin 
and  intimately  ground  with  gypsum  and  siliceous  and 
calcareous  materials  with  less  than  1  per  cent,  of  resin 
to  produce  the  desired  workability  and  water  repellency. 

The  brick  cement  mixture  is  ground  in  ball  mills  and 
tube  mills  and  then  transported  to  Sturtevant  air  sep¬ 
arators  where  the  fine  material  is  separated  from  the 
coarse  and  then  transferred  to  silos  and  bins  for  storage 
prior  to  packing. 

The  laboratorv  controls  of  the  manufacturing  process 
are  as  follows : 

Samples  of  drilled  rock  are  taken  every  5  ft.  in  ad¬ 
vance  of  quarrying  and  the  calcium  carbonate  content 
determined.  The  rock  is  then  combined  in  the  quarry 
to  produce  the  desired  result  prior  to  crushing  and 
transported  to  stone  storage  where  it  is  segregated  for 
use  in  the  manufacturing  of  masonry  cement.  Samples 
of  the  clinker  are  taken  every  two  hours  to  determine 
the  free  lime  content  and  the  degree  of  burning  by 
visual  inspection.  The  clinker  samples  are  ground  and 
made  into  specimens  for  soundness  tests. 

Samples  of  the  intimate  ground  mixture  of  clinker, 
gypsum,  stone  and  resin  are  taken  every  hour  for  fine¬ 
ness  tests.  A  twelve-hour  average  sample  is  taken  for 
testing  the  water  repellency,  water  retention,  time  of 
set,  volume  change,  S03,  tensile  and  compressive  tests. 

This  material  was  tested  in  the  applicant’s  laboratory 
at  Glens  Falls,  New  York,  in  the  presence  of  a  repre¬ 
sentative  of  the  Committee  on  Tests,  pursuant  to  Fed¬ 
eral  Specification  SS-C-181  b  for  Type  II  masonry 
cement  and  A.S.T.M.  designation  C91-38-T  with  the 
following  results : 


CaO  . 

.  56.35 

MgO  . 

.  2.30 

S03  . 

.  1.80 

Loss  . 

.  16.00 

Resin  .1  per  cent,  to  .13  per  cent. 

There  is  a  sufficient  supply  of  raw  materials  available 
for  at  least  fifty  years  at  the  present  rate  of  manu¬ 
facture. 

On  the  basis  of  the  foregoing  data,  the  Committee 
recommends  that  Iron  Clad  Brick  Cement,  as  manu¬ 
factured  by  the  Glens  Falls  Cement  Company,  at 
Glens  Falls,  New  York,  when  mixed  in  the  propor¬ 
tions  stated  herein,  be  approved  for  use  in  New 
York  City  as  a  masonry  cement  pursuant  to  sec¬ 
tion  C26-312  c-2  (7.1. 1.7. 3  c-2)  and  for  use  in  other 
mortars  pursuant  to  section  C26-314  (7. 1.1. 9)  of  the 
Administrative  Building  Code — which  provides  that 
such  other  mortars  may  be  used  when  cement  mortar  is 
not  specifically  required  and  when  such  other  mortars 
have  a  tensile  strength  of  at  least  150  pounds  p.s.i.  at 
age  twenty-eight  days.  This  material  is  marketed  in 
seventy-pound  cloth  and  paper  bags  and  in  bulk.  When 
packed  in  bags  it  shall  be  tagged,  labeled  or  marked 
“Approved  by  the  Board  of  Standards  and  Appeals 
under  Cal.  No.  489-40-SM”  and  when  marketed  in  bulk 
for  use  in  New  York  City,  the  bill  of  lading  shall  be 
similarly  marked,  or  in  lieu  thereof,  a  die  or  stamp  be 
made  (and  stamped  or  labeled  on  bag),  bearing  the 
following  inscription  within  a  circle :  around  the  peri¬ 
phery  at  the  top,  the  word  “App’vd,”  along  the  bottom 
“B.S.  &  A.”;  in  the  center  two  lines,  upper  line  read¬ 
ing  “N.Y.C.” ;  lozver  line  reading  “489-40-SM.”  To  in¬ 
sure  that  this  specification  be  maintained,  monthly  re¬ 
ports  of  mill  tests  signed  by  the  applicant’s  chemical 
engineer  or  chief  chemist  shall  be  filed  with  the  Board. 

( Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 

CHARLES  M.  BLUM, 

Commissioner. 


Federal 

Spec. 

•S\S'-C-181  b 


Test  For  As  Tested 
Fineness — 200 
sieve  99.0 

Time  of  set — 

Initial  3  hrs.  30  min.  Min.  60  min 
Time  of  set — 

Final  5  hrs.  10  min. 

Soundness  Sound 

Compressive  Strength 
P.S.I.  (2"  x  2"  cubes) 

3  days  759 

7  days  1118 

28  days  1384 

1:3  mix  12 )4%,  water 
Tensile  Strength 
P.S.I.  (Briquettes) 

3  days  285  — 

7  days  303  — 

28  days  346  — 

N.C.  27%,  water  used,  11%. 


Min.  88% 


Max.  48  hrs 
Sound 

Type  II 

500  350 

1000  600 

flow  102%. 


150* 


A.S.T.M. 

Spec. 

C-91-38-T 


Min.  60  min. 

Max.  48  hrs. 
Sound 


Water  Re¬ 
tention 
Water  Re¬ 
pellency 


87  not  less  than  .65  .65 

0.40  not  more  than  .90  — 


Building  Code  Requirement  (C26-314.0  b)  (2.1. 1.9  b). 


CHEMICAL  ANALYSIS 

Si02  .  15.80 

Fe203  .  2.05 

A 1203  .  5.35 


and 


LESLIE  V.  HUBER, 

Chief  Engineer. 
Committee  on  Tests. 


Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Iron  Clad  Brick 
Cement,  on  condition  that  the  material  be  manufactured,  in¬ 
stalled,  labeled,  stamped  or  tagged  in  accordance  with  the 
above  report. 


646-40-SM. 

APPLICANT — United  States  Mineral  Wool  Company, 
owner. 

SUBJECT — U.  S.  Mineral  Wool  Insulation,  approval  of. 

APPEARANCES-— 

For  Applicant:  None. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(646-40-SM) 

Whereas.  United  States  Mineral  Wool  Company,  owner, 
filed  June  14,  1940,  an  application  with  the  Board  of  Stand¬ 
ards  and  Appeals  for  approval  of  the  material  known  as 
U.  S.  Mineral  Wool  Insulation;  and 
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Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

November  4.  1940. 

Cal.  No.  646-40- SM. 

Subject:  U.  S.  Mineral  Wool  Insulation,  approval  of. 

The  United  States  Mineral  Wool  Company,  of  Chi¬ 
cago,  Illinois,  filed  on  June  14,  1940,  an  application  with 
the  Board  of  Standards  and  Appeals  for  approval  of 
rock  wool  under  trade  names  as  listed  herein  under  the 
provisions  of  the  Supplementary  Rules  and  Regulations 
of  the  Department  of  Housing  and  Buildings,  section 
1-2.4,  Mineral  Wool,  and  as  a  fire-stopping  material, 
section  1-5  of  these  rules  and  under  section  C26-535.0 
sub.  a  and  b  (8. 7. 1.8.1)  Administrative  Building  Code 
which  provides  for  fire  stopping  and  (8.7.1. 8.2)  which 
provides  for  fire  stopping  of  furred  spaces ;  also,  under 
section  C26-88.0  (1.80)  of  the  Administrative  Building 
Code. 

This  rock  wool  insulation  is  manufactured  at  the  ap¬ 
plicant’s  plants  in  Stanhope,  New  Jersey,  and  South 
Milwaukee.  Wisconsin,  in  granular,  loose  and  bat  form. 
In  the  latter  form  it  comes  in  2  in.  thicknesses. 

The  appellant  has  furnished  data  of  a  one-hour  fire 
test  conducted  at  Columbia  University  (Report  2420). 
The  test  was  made  as  follows : 

The  test  panel  consisted  of  a  24  in.  x  44  in.  wood 
frame  having  a  2  in.  x  4  in.  cap  and  sill  and  four  2  in. 
x  4  in.  studs  spaced  13  in.,  16  in.  and  13  in.  c-c  respec¬ 
tively.  Standard  wood  lath  were  used  on  both  faces  of 
the  panel.  U.  S.  Gypsum  Red  Top  sanded  plaster  was 
applied  to  the  wood  lath  in  two  coats,  the  first  (scratch) 
coat  being  allowed  to  cure  for  two  days  before  the  sec¬ 
ond  coat  was  applied.  Finally,  a  finish  coat  was  applied, 
consisting  of  two  parts  lime  to  one  part  Plaster  of 
Paris.  The  total  thickness  of  plaster  on  each  face  of  the 
panel  was  approximately  YA  in.  At  the  time  of  test  the 
plaster  had  been  in  place  for  twelve  days. 

The  total  volume  of  the  spaces  between  the  studs 
was  computed  to.  be  1.58  cu.  ft.,  and  into  these  spaces 
15.9  pounds  of  mineral  wool  was  packed  by  hand,  equal 
to.  a  density  of  ten  pounds  per  cu.  ft.,  after  which  the 
2  in.  x  4  in.  cap  was  nailed  in  place  across  the  ends  of 
the  studs. 

The  fire  test  was  made  in  a  24  in.  x  30  in.  air-gas 
furnace  having  three  sides  built  of  fire  brick,  the  fourth 
side  being  open.  The  test  panel  was  placed  in  the  fur¬ 
nace  in  a  vertical  position  so  as  to  form  the  fourth  side 
of  the  .  furnace.  The  temperature  within  the  furnace 
was  raised  in  accordance  with  the  A.S.T.M.  standard 
time-temperature  curve,  but  with  the  time  intervals 
halved  as  to  reach  1,700  degrees  Fahrenheit  in  *4  hour. 
The  temperature  ,  of  1,700  degrees  Fahrenheit  was  then 
maintained,  practically  constant  for  an  additional  half 
hour,  making  the  total  time  of  fire  exposure  one  hour. 

After  the  one-hour  period  the  jianel  showed  a  tem¬ 
perature  rise  of  62  degrees  Fahrenheit  on  the  unexposed 
side.  On  the  exposed,  side  the  plaster  was  completely 
calcined  but  was  still  in  place  at  the  end  of  the  test. 

The  mineral  wool  was  smoked  to  a  depth  of  about 
1  in.  On  the  unexposed  sides  of  the  panel  the  wood 
lath  were  in  their  original  condition  and  the  plaster 
keys  were  unaffected. 

On  the  basis  of  this  test,  the  Committee  on  Tests 
recommends  the  approval  of  the  U.  S.  Mineral  Wool 
Insulation  as  marketed  under  the  names  of  U.  S.  Rock 
Wool,  U.  S.  Stud-Pak,  as  a  fire-retarding  material 
under  the  Supplementary  Rules  and  Regulations  of  the 
former  Tenement  House  Department,  section  1-2.4,  and 
section  C26-191.0  (2.2.3),  Administrative  Building  Code, 
provided  that  the  material  shall  be  placed  in  studs  at  a 
density  of  not  less  than  ten  pounds  per  cubic  foot. 
When  blown  in,  it  shall  be  well  compacted  to  eliminate 


possible  voids  and  prevent  bridging  where  plaster  ke^ 
are  excessive.  If  cross  bridging  or  other  obstructioi 
exist,  means  shall  be  taken  to  gain  access  to  all  spac< 
between  the  studs  to  be  fire-retarded. 

Approval  is  also  recommended  for  the  use  of  th 
rock  wool  in  its  various  forms  as  outlined  herein,  ar 
bats  without  paper  backing,  for  use  as  a  firestop,  unde 
section  1-5  of  the  Supplementary  Rules  and  Regulatioi 
of  the  former  Tenement  House  Department  and  unde 
C26-535.0,  sub.  a  and  b.  Administrative  Code  (8.7.1.8 
and  8.7.1. 8.2,  Building  Code).  When  this  material 
installed  in  accordance  with  the  requirements  of  the: 
sections  and  when  so  installed,  the  density  shall  not  1 
less  than  ten  pounds  per  cubic  foot. 

It  is  further  recommended  that  these  various  roc 
wool  materials  be  installed  under  the  supervision  of  tl 
manufacturer  or  his  agents  and  that  each  bag  or  carto 
containing  this  material  shall  be  stamped,  labeled  c 
tagged,  reading,  “Approved  by  the  Board  of  Stanc 
ards  and  Appeals  for  use  in  New  York  City  under  Ca 
No.  646-40-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner.  • 

CHARLES  M.  BLUM, 

Commissioner. 

LESLIE  V.  HUBER,  . 

Chief  Engineer. 

Committee  on  Test: 
and 

Whereas,  this  report  recommended  the  approval  of  thi 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  doe 
hereby  approve  the  material  known  as  U.  S.  Mineral  Woe 
Insulation,  on  condition  that  the  material  be  manufacturer 
installed,  labeled,  stamped  or  tagged  in  accordance  wit! 
the  above  report. 

851-40-SM. 

APPLICANT— National  Acoustics,  Incorporated,  for  W.  I 
Lucius,  owner. 

SUBJECT — Simplex  Ceilings,  approval  of. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  Tp  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  ‘ 

Negative  .  ( 

THE  RESOLUTION— 

(851-40-SM) 

Whereas,  National  Acoustics,  Incorporated,  for  W.  I 
Lucius,  owner,  filed  August  8,  1940,  an  application  with  the 
Board  of  Standards  and  Appeals  for  approval  of  the  mate¬ 
rial  known  as  Simplex  Ceilings ;  and 

Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  of  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

November  4,  1940. 

Cal.  No.  851-40-SM. 

Subject:  Simplex  Ceilingss,  approval  of. 

National  Acoustics,  Incorporated,  of  New  York,  filed 
on  August  8,  1940,  an  application  with  the  Board  of. 
Standards  and  Appeals  for  approval  of  a  method  of  con¬ 
struction  known  as  Simplex  Ceilings  for  use  in  acous¬ 
tical  treatment  of  ceilings  under  the  requirements  of 
sections  C26-191.0  (2.2.3)  and  C26-178.0  b  (2.1.2.5.6), 
Administrative  Building  Code. 

Simplex  Ceilings. 

Galvanized  iron  strap  hangers  (ks  in.  x  1  in.)  sus- 
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Figure  1 
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pend  supporting  “Snap  Bar”  runners  from  the  ceiling. 
The  strap  hangers  are  secured  to  the  ceiling  by  means 
of  expansion  shields  and  to  the  “Snap  Bar”  runners 
with  galvanized  bolts  and  16  gauge  galvanized  “T” 
hangers.  “Snap  Bar”  runners  are  of  20  gauge  gal¬ 
vanized  metal  formed  in  an  inverted  “V”,  2  in.  deep, 
with  locking  projections  in  the  inside  of  the  legs.  Pre¬ 
formed  panels  of  24  gauge  Hat  steel  12  in.  wide  and  of 
suitable  lengths  are  interlocked  with  the  supporting 
‘Snap  Bar”  runners  annd  fastened  to  each  other  to 
form  the  surface  of  the  ceiling  (see  Figure  1  and  Fig¬ 
ure  2).  A  galvanized  steel  moulding  with  slip  joint 
provision  is  used  at  vertical  intersections.  All  parts  of 
the  entire  structure  are  hot  dipped  galvanized  and  the 
exposed  surfaces  ^e  bonderized  and  prime  coated  at 
the  factory  with  “Arco”  tetanium  oxide  primer. 

A  sample  assembly  of  the  materials  used  was  sub¬ 
mitted  with  the  application  and  consists  of  two  snap  bar 
runners,  a  tee  hanger  and  three  sections  of  Acoustimetal 
panelling,  one  of  which  is  perforated.  Acoustimetal,  an 
acoustical  material  for  use  with  this  method,  has  already 
'  been  approved  under  Cal.  No.  985-40-SM. 

On  the  basis  of  the  foregoing  data  and  of  an  exam¬ 
ination  of  the  sample  assembly  submitted,  the  Commit¬ 
tee  on  Tests  recommends  the  approval  of  the  Simplex 
Ceilings  (Figure  1  and  Figure  2)  under  C26-178.0  b 
(2. 1.2.5  b)  annd  C26- 191.0  (2.2.3),  when  applied  and 
constructed  of  materials  as  specified  herein  and  for  use 
with  Acoustimetal  (approved  under  Cal.  No.  985-40- 
SM). 

It  is  further  recommennded  that  each  panel  compris¬ 
ing  this  system  be  stenciled  or  marked  on  the  unex¬ 
posed  side,  reading  as  follows :  “Approved  by  the  Board 
of  Standards  and  Appeals  for  use  in  New  York  City 
under  Cal.  No.  851-40-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissionner. 
CHARLES  M.  BLUM, 

Commissionner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests. 

ji 

ATikreas,  this  report  recommended  the  approval  of  this 

ferial. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
‘eby  approve  the  material  known  as  Simplex  Ceilings, 
condition  that  the  material  he  manufactured,  installed, 

•  eled.  stamped  or  tagged  in  accordance  with  the  aboye 

ort. 


GENERAL  RESOLUTION. 

-4-39-GR. 

”PLICANT — L.  L.  Graham. 

•  BJECT — Application  for  consideration — reopening  and 
amendment — re  General  Resolution — re  Approval  of 
Inspection  Agencies  under  rules  adopted  by  the 
Board  under  Cal.  No.  1139-39-GR. 
VPEARANCES— 

For  Applicant :  None. 

TION  OF  BOARD — General  resolution  reopened  and 

amended. 

HE  VOTE  TO  REOPEN  AND  AMEND  RESOI.U- 

TON— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


'E  RESOLUTION— 

(1464-39-GR) 

\  her bas,  this  resolution,  approving  certain  applicants  as 
•roved  inspection  agencies,  was  adopted  bv  the  Board 

ember  18.  1939;  and 


Whereas,  the  resolution  was  amended  April  16,  1940,  to 
include  approval  of  L.  L.  Graham  as  an  approved  inspection 
agency ;  and 

Whereas,  L.  L.  Graham  requested  reopening  and  amend¬ 
ment  of  the  resolution  so  as  to  rescind  the  approval  granted 
to  him. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  of  April  16,  1940,  rescinding  the 
action  therein  taken  as  to  Mr.  L.  L.  Graham,  without 
prejudice  to  his  reinstatement  in  the  event  that  he  is  avail¬ 
able  upon  renewed  application. 


AREA  FIXED. 

(377-40-BZ) 

Whereas,  the  Board  was  requested  to  fix  an  area  deemed 
affected  and  within  which  the  applicant  is  to  obtain  duly 
acknowledged  consents  from  the  property  owners,  to  permit 
in  an  unrestricted  use  district,  pursuant  to  section  7g  of  the 
building  zone  resolution,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles  on  a  street  between  intersecting 
streets,  in  which  portion  there  exists  an  entrance  to  or  exit 
from  a  school ;  premises  10-25  49th  avenue,  north  side,  59.94 
ft.  west  of  Jackson  avenue  (Block  No.  44,  Lot  Nos.  9  to 
19.  inclusive),  Long  Island  City,  Borough  of  Queens. 

Resolved ,  that  the  following  area  be  and  it  hereby  is  fixed : 

“Both  sides  of  49th  avenue  from  a  point  400  ft. 
east  to  a  point  400  ft.  west  of  premises  in  question ; 
the  south  side  of  48th  avenue  from  a  point  100  ft. 
east  to  a  point  100  ft.  west  of  the  premises  in  ques¬ 
tion;  the  southeasterly  side  of  Jackson  avenue  from 
its  intersection  with  East  avenue  to  a  point  62,91  ft. 
southwest  of  such  intersection.” 


Adjourned,  5:20  P.M. 

Joseph  J.  Doyle,  Chief  Clerk. 


^CORRECTION. 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  on  October  1,  1940,  as  they  appeared  in 
Bulletin  No.  41,  Volume  25,  are  hereby  corrected  to  read  as 
follows  : 

THE  RESOLUTION— 

(528-40-BZ) 

Whereas,  Lama  and  Proskauer,  for  Herman  O.  Behn, 
owner,  filed  May  16,  1940,  an  application  under  sections  7c 
and  21  of  the  building  zone  resolution,  to  permit,  partly  in  a 
business  use  district  and  partly  in  a  residence  use  district, 
the  alteration  of  a  building  and  extension  of  a  gasoline  service 
station,  brake  service  station,  lubritorium  and  store  use; 
premises  114-20  101st  avenue,  southwest  corner  of  115th 
street  (Block  No.  9432,  Lot  No.  8),  Richmond  Hill,  Bor¬ 
ough  of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing.  October  1.  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  101st  avenue  is  in  a  business  use 
district;  that  115th  and  114th  streets  are  in  residence  and 
business  use  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Alteration  Application  No.  723-40,  dated  May 
8,  1 940,  reads : 

“2.  The  extension  of  the  gasoline  station,  brake 
service,  lubritorium  and  store  partially  within  business 
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and  partially  in  residence  districts  are  contrary  to  Art. 

2,  Sec.  3  and  4  Building  Zone  Res. 

Application  denied.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  42  ft.  on  101st  avenue  and  107  ft.  on  115th 
street ;  the  southerly  portion  of  the  plot  extends  for  a  distance 
of  approximately  7  ft.  into  the  residence  use  district,  while 
the  remainder  of  the  plot  is  in  a  business  use  district;  upon 
the  plot  there  is  a  group  of  non-fireproof  buildings,  occupied 
as  stores,  office,  brake  service  station  and  garages ;  there  is 
a  550-gallon  storage  tank  and  pump  located  in  one  of  the 
garage  structures ;  it  is  proposed  to  remove  and  to  relocate 
the  street  walls  of  the  101st  avenue  front  of  the  buildings,  to 
relocate  the  tank  and  pump,  and  to  use  the  resulting  space, 
23  ft.  by  42  ft.  in  area,  as  a  gasoline  service  station  and, 
also,  to  alter  and  convert  the  occupancy  of  the  other  buildings 
on  the  site  to  a.  brake  service  station,  lubritorium  and  three- 
car  garage;  and 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board  prior  to  the  hearing; 
and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case  in 
which  to  exercise  its  discretion  to  grant  under  section  7,  sub¬ 
division  c,  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted,  under  section  7c  there¬ 
of,  to  permit  the  reconstruction  of  the  legally  existing  gaso¬ 
line  service  station,  so  as  to  provide  a.  gasoline  selling  area 
towards  101st  avenue,  and  to  re-arrange  the  existing  building 
substantially  as  indicated  on  plans  marked  “Received  Sep¬ 
tember  25,  1940,”  on  condition  that  the  walls  on  the  street 
front  shall  be  faced  with  face  brick  and  maintained  un¬ 
painted;  that  the  gasoline  selling  area  shall  be  cement-paved; 
that  the  existing  gasoline  pumps  shall  be  removed  and  new 
pumps  shall  be  installed  not  nearer  than  15  ft.  to  the  street 
building  line  of  101$#  avenue,  nor  10  ft.  to  the  street  build¬ 
ing  line  of  11 5th  street;  that  curb  cuts  shall  be  restricted 
to  one  curb  cut,  not  over  32  ft.  in  width,  on  101st  avenue, 
no  portion  of  which  curb  cut  to  be  nearer  than  5  ft.  to  side 
lot  lines  as  projected;  that  curb  cuts  on  115th  street  shall  be 
restricted  to  one  not  over  25  ft.  in  width  to  gasoline  selling 
area,  no  part  of  which  shall  be  nearer  than  5  ft.  to  building 
line  as  projected,  and  one  not  over  22  ft.  in  width  for  access 
to  proposed  laundry;  that  all  other  parts  of  the  curb  shall  be 
restored  and  the  sidewalk  paving  restored  or  reconstructed ; 
that  the  existing  boiler-room  below  grade  shall  be  separated 


from  other  parts  of  the  building  by  fireproof  construction  a: 
enter  able  only  from  the  exterior ;  that  other  than  the  boile 
room  there  shall  be  no  open  excavation  below  grade  exce 
the  pit  for  brake-testing;  that  the  existing  cellar,  shovl 
under  a  portion  of  the  building,  shall  be  completely  filled  I 
grade ;  that  the  boiler-room  shall  be  used  for  no  other  pu 
poses  than  heating;  that  gasoline  tank  storage  shall  be  lir 
ited  to  three  (3)  550-gallon  tanks;  that  these  premises  sh; 
be  used  for  no  other  purposes  than  has  been  previous 
legally  permitted  and  as  permitted  herein,  including  bral 
service  and  minor  repairs  that  can  be  done  by  hand  tod 
only ;  that  signs  shall  be  restricted  to  permanent  signs  a 
tached  to  the  facade  of  the  accessory  building  and  to  the  illi 
minated  globes  of  the  pumps,  excluding  all  roof  signs  at 
temporary  signs,  but  permitting  the  erection  within  the  built 
ing  line  of  a  post  standard  for  supporting  a  sign,  which  mai 
be  illuminated,  advertising  solely  the  brand  of  gasoline  sol 
and  permitting  such  sign  to  extend  beyond  the  building  Hr- 
near  the  intersection  of  101st  avenue  and  115th  street  n< 
more  than  4  ft. ;  that  there  shall  be  no  openings  between  tl 
building  and  adjacent  properties;  that  there  may  be,  hoy 
ever,  openings  in  the  rear  of  lubritorium  space,  provided  satr 
are  filled  with  approved  fire-resisting  glass  blocks  comph 
mg  with  the  requirements  of  the  Building  Code  and  with  n 
section  openable ;  that  no  new  skylight  shall  be  installe 
nearer  than  10  ft.  to  the  side  or  rear  lot  lines;  that  thei 
shall  be  no  openings  between  the  store  and  lubritorium  an 
brake-testing  space  except  for  two  doors,  which  shall  be  fin 
proof  and  self-closing,  and  except  that  other  openings  ma 
be  .maintained  provided  same  are  filled  with  approved  fire 
resisting  glass  blocks  as  herein  permitted  for  rear  wall ;  ths 
no  portable  gasoline  pump  shall  be  used  on  or  from  the  preir 
ises ;  that  there  shall  be  no  parking  or  storage  of  cars  othe1 
than  those  being  serviced ;  that  there  shall  be  erected  at  th 
intersection  of  101st  avenue  and  115th  street  a  block  of  con 
Crete  not  less  than  1  ft.  in  height  and  not  less  than  5  ft.  alon;: 
either  building  line ;  that  said  block  may  be  triangular  i 
shape;  that  complete  working  drawings  shall  be  submitted 
prior  to  the  filing  with  the  borough  superintendent  of  build 
ings,  for  approval  by  the  chairman  in  behalf  of  the  Board  ir 
compliance  with  the  terms  of  this  resolution,  such  plans  h 
be  filed  within  one  (1)  month  after  approval  of  this  action 
and  that  all  work  shall  be  completed  within  one  (1)  yea 
from  the  date  of  such  approval  of  plans. 


Correction — The  words  “building  line  of  101$f  avenue 
nor  10  ft.  to  the  street”  inserted  after  line  60  of  resolution. 


NOTICE 

WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  bv 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  Board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press.  ' 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  will; 
be  held  in  abeyance  by  reason  of  failure  of  the  appellant f 
or  applicant  to  file  necessary  data,  or  by  any  other  method; 
of  delay.  j 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  bv  law  are  supplied,  as  specified  on  the  blank 
anneal  or  application  forms. 
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All  hearings  are  held  in  Room  1013,  Municipal  Building. 
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HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  hoard,  will  he  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 
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NOTICE  TO  APPELLANTS  AND  APPLICANTS 


‘his  issue  of  the  Bulletin  contains  in  the  order  given — 


Socket. 


ales  Directory. 


Ae  Hearing  Calendar. 


hnutes  of  Regular  Meeting  November  13,  1940,  at  10 
A.M.,  Affecting  Calendar  Numbers  330-22-BZ,  562-32- 
BZ,  329-37-BZ,  224-38-BZ,  1182-39-BZ,  402-40-BZ, 
572-40-BZ,  443-40-BZ,  968-24-BZ,  879-38-BZ,  1289-39- 
BZ,  1493-39-BZ,  470-40-BZ,  486-40-BZ,  544-40-BZ,  568- 
10-BZ,  602-40-A  and  623-40-A. 


mutes  of  Regular  Meeting  November  13,  1940,  at  2 
P.M.,  Affecting  Calendar  Numbers  712-38-BZ,  615-37- 
BZ,  1206-39-BZ,  994-40-A,  1053-40-A,  697-39-A,  831- 
W-A,  1009-40- A,  1010-40-A,  1048-40-A,  1052-40-A, 

1072-40-A,  1467-39-A,  295-29-SA,  184-34-SA  309-33- 
=>A,  790-39-SM,  49-40-SM  and  659-40-SM. 


hrrections  Affecting  Calendar  Numbers  197-39-BZ 
U8-40- S  and  9 10-40- A. 


No  appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  he  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commissioner 
of  buildings  or  fire  commissioner)  and  file  with  this  hoard 
a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directons. 

HARRIS  H.  MURDOCK.  Chairman 
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DOCKET. 

New  Cases  Filed  up  to  November  12,  1940. 

Cal.  No.  Department.  Premises  Affected. 

1064-40- A . H.B.B . 201-209  Duffield  street  and  106- 

108  Willoughby  street,  south¬ 
east  corner  (Block  No.  2077, 
Lot  No.  24),  Borough  of 
Brooklyn, 

Decision — re  Zone  Viol. 

269-40. 


1065-40-A . F.D . 327  Bowery,  south  side,  25  ft. 

north  of  East  2nd  street 
(Block  No.  458,  Lot  No.  2), 
Borough  of  Manhattan, 

21952-L.C.  and  Decision. 


1066-40-A . H.B.B . 9901  Shore  road,  southeast  cor¬ 

ner  of  99th  street  (Block  No. 
6133,  Lot  Nos.  11  and  13), 
Borough  of  Brooklyn, 
Amendment  to  N.B.  952-40. 


1067- 40-A . F.D . 1229  St.  Nicholas  avenue,  west 

side,  54  ft.  north  of  West 
171st  street  (Block  No.  2141, 
part  of  Lot  No.  21),  Borough 
of  Manhattan, 

23346-L.C.  and  Decision. 

1068- 40-A . F.D . 118  Nassau  street,  east  side,  116.9 

ft.  north  of  Ann  street  (Block 
No.  92,  Lot  No.  26),  Borough 
of  Manhattan, 

8924-L.F.  and  Decision. 


522,  Lot  No.  5),  Borough  of 
Manhattan,  23674-L.C. 


1073-40-A . H.B.Q . 171-03,  171-07,  171-11,  171-15, 

171-19,  171-23  and  171-29 

Underhill  avenue,  north  side,' 
between  171st  street  and  Fresh 
Meadow  lane  (Block  No. 
5576,  Lot  No.  1),  Flushing, 
Borough  of  Queens, 

N.B.  5756-40  to  N.B.  5762-40, 
inclusive. 


1074-40-BZ. ..  .H.B.B . 19-31  McDonald  avenue,  east 

side,  148  ft.  8)4  in.  south  of 
20th  street  (Block  No.  895, 
Lot  No.  8),  Borough  of 
Brooklyn,  N.B.  2410-40. 


1075-40-BZ.... H.B.Q . 89-11  to  89-21  166th  street,  east 

side,  45  ft.  south  of  89th  ave¬ 
nue  (Block  No.  9798,  Lot, 
Nos.  18,  21  and  22),  Jamaica, 
Borough  of  Queens, 

Misc.  Applic.  354-40. 


Restored  to  Calendar. 

712-38-BZ ....  H.B.B . 1604-1648  Ocean  avenue,  west 

side,  120  ft.  south  of  Avenue 
K  (Block  No-.  6730,  Lot  Nos. 
63  and  72),  Borough  of 
Brooklyn,  Alt.  8237-38. 


295-29-SA . Heil  Combustion  Oil  Burner, 

additional  model,  Heil  Activ- 
Flame  Oil  Burner, 

Appliance. 


1069-40-SM . Neva-Burn  Flameproofing  for 

Textiles  (Liquid  or  Powder 
Form),  manufactured  by  Herz- 
berg’s  Fine  Art  Dyeing,  In¬ 
corporated,  Material. 


DESIGNATIONS:  H.B. — Department  of  Housing  and  Buildings; 
H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn  ;  H.B.M. — 
Department  of  Housing  and  Buildings,  Manhattan  ;  H.B.Q. — De¬ 
partment  of  Housing  and  Buildings,  Queens  ;  H.B.R. — Department 
of  Housing  and  Buildings,  Richmond ;  H.B.Bx. — Department  of 
Housing  and  Buildings,  Bronx  ;  H.D. — Health  Department,  and 
F.D. — Fire  Department. 


1070-40-BZ....  H.B.Q.. 


1071-40-BZ..  ..H.B.M. 


1072-40- A . 


.F.D. . 


.89-39  to  89-45  162nd  street,  east 
side,  384  ft.  north  of  Jamaica 
avenue  (Block  No.  9761,  Lot 
Nos.  21  and  23),  Jamaica, 
Borough  of  Queens, 

Misc.  Applic.  4878-40. 

.428  West  45th  street,  south  side, 
400  ft.  east  of  Tenth  avenue 
(Block  No.  1054,  Lot  No. 
48),  Borough  of  Manhattan, 
Decision — re  Certificate  of 
Occupancy. 

.622-624  Broadway,  east 
141.59  ft.  north  of 
Houston  street  (Block 
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Carbon  Dioxide  Liquefier  Rules  .  Oct. 
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Concrete  Flat  Slabs,  Rules  .  July 

Concrete  Masonry  Units,  Rules  for 
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of  . Aug. 

Concrete  Rules  (Hydrated  Lime) .  Aug. 
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Exit  Rules  (Revolving  Doors) . June 

Factory  Exit  Rules . Aug. 

Fire  Alarm  Rules  (Interior) .  Aug. 
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etc..  Rules  for  Testing  of . Oct. 
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las  Shut-OfT  Rules  . Apr. 

Hatchway  Protection  . June 

Insulating  Fibre  Board  Rules  .  Nov. 

:)il  Burner  Rules  . 

Opening  Protective  Assemblies, 

,  Rules  for  Inspection  of  .  Oct. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules  . Sept. 

Platform  Trucks,  Specifications  for  Nov 

Plumbing  Rules  . 

Plumbing  Rules  (Prevention  of  Con¬ 
tamination  of  Water  Supply)..  Sept. 

Procedure,  Rules  of  .  Sept. 

Refrigerating  Systems.  Extract  A.C.Oct. 
Smoking  in  Factories,  Rules  for  Oct. 

Sprinkler  Rules  . Ju  ( 

Standpipe  Fireline  Rules . June 

structural  Alterations.  Reporting  June 

lank  Trucks,  Fuel  Oil,  etc.  . Nov. 

Tank  Trucks,  Gasoline,  etc.  . Nov. 

>Vire  Glass  Rules  (Amendment  to 

Rule  605  of  Industrial  Code)  Apr. 


■\nti-Siphon  Valves  . Mar. 

•'ireline  Hose  Valves . Mar. 

Fuel  Oil  Burners  for  Domestic  and 

;  Commercial  Use  . Sept. 

Aiel  Oil  Pipe  Terminals  . Sept. 

•'uel  Oil  Burners  for  Industrial  Use.Sept. 

?uel  Oil  Pumps  . Oct. 

Gas  Heaters  . Sept. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Equipment  . Sept. 

.flange  Oil  Burners  and  Space 

Heaters  . Sept. 

Vacuum  Breakers  . Sept. 


Apr. 

7, 

1925— Vol. 

10, 

No. 

14 
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NOVEMBER  19,  1940,  10  A.  M. 

Building  Zone  Applications. 

NOT  ICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand- 
trds  and.  Appeals  of  a  public  hearing  under  the  provisions 
>f  the  building  zone  resolution,  Tuesday  morning,  N ovembcr 
9,  1940,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
danhattan.  on  the  following  matters: 


iai..  no.  351-40-BZ — Application,  April  5,  1940,  under  sec¬ 
tions  21  and  7f  of  the  building  zone 
resolution,  of  William  F.  Regan,  appli¬ 
cant,  on  behalf  of  William  F.  Regan, 
owner,  to  permit  in  a  business  use  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station;  premises  1090- 
1012  Brooklyn  avenue  and  3522-3524 
Snyder  avenue,  southwest  corner  (Block 
No.  4906,  Lot  Nos.  9  and  10),  Borough 
of  Brooklyn. 

cal.  no.  249-39-BZ — Application,  February  28,  1940;  dis- 
miseed  for  lack  of  prosecution  July  18, 
1939;  reopened  and  restored  to  Calendar 
September  17,  1940,  under  section  7f  of 
the  building  zone  resolution,  of  Lama 
and  Proskauer,  applicants,  on  behalf  of 
Koppers  Company,  owner,  to  permit  :n 
a  business  use  district,  for  a  stated  term 
of  years,  the  erection  and  maintenance 
of  a  gasoline  service  station ;  premises 
84-11  to  84-21  Astoria  boulevard  and 
24-02  to  24-12  85th  street,  northwest 
corner,  and  84-12  to  84-20  24th  avenue 
(Block  No.  1096,  part  of  Lot  No.  1), 
Jackson  Heights,  Borough  of  Queens. 


cal.  no.  812-40-BZ — Application,  July  22,  1940,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Arthur  H.  Haaren,  ap¬ 
plicant,  on  behalf  of  Edlar  Realty  Cor¬ 
poration,  owner  (Alex  White,  lessee), 
to  permit  in  a  business  use  district  the 
extension  of  a  gasoline  service  station 
so  as  to  permit  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  3150  Broadway,  southeast 
corner  of  Moylan  place  (Block  No. 
1980,  Lot  No.  61),  Borough  of  Man¬ 
hattan. 


al.  no.  297-40-BZ — Application.  March  20,  1940,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  Henry  Nordheim,  appli¬ 
cant,  on  behalf  of  The  Mutual  Life  In¬ 
surance  Company,  owner  (Louwer 
Garage  Corporation,  lessee),  to  permit, 
partly  in  a  business  use  district  and 
partly  in  a  residence  use  district,  for  a 
temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles: 
premises  1407-1419  College  avenue,  west 
side.  215  ft.  south  of  East  171st  street 
(Block  No.  2786.  parts  of  Lot  Nos.  2. 
6  and  29),  Borough  of  The  Bronx. 


cal.  no.  843-40-BZ — Application,  August  6,  1940,  under  sec¬ 
tion  7c  of  the  building  zone  resolution, 
of  Daer  Properties,  Incorporated,  appli¬ 
cant  and  owner,  to  permit  in  a  residence 
use  district,  extending  from  a  business 
use  district,  the  alteration  of  an  existing 
multiple  dwelling  with  stores  on  the  first 
story,  so  as  to  provide  additional  store 
use  in  the  residence  use  district ;  prem¬ 
ises  147-149  West  Tremont  avenue  and 
1796-1806  University  avenue,  northeast 
corner  (Block  No.  2868,  Lot  No.  1), 
Borough  of  The  Bronx. 


al.  no.  362-34-BZ — Application  of  Abraham  N.  Horwitz, 
applicant,  on  behalf  of  1230  Jerome 
Avenue  Corporation,  owner,  reopened 
October  8,  1940,  for  consideration  as  to 
extension  of  permit — re  Application, 
previously  granted  on  condition  under 
section  21  of  the  building  zone  resolu¬ 
tion,  permitting  in  a  business  use  dis¬ 
trict  the  change  of  occupancy  of  an 
existing  building  to  a  garage  for  more 
than  five  (5)  motor  vehicles  for  a  tem¬ 
porary  period;  premises  1230-1234 
Jerome  avenue,  east  side,  165  ft.  6  in. 
north  of  East  167th  street  (Block  No. 
2489,  Lot  No.  8),  Borough  of  The 
Bronx. 


cal.  no.  94-38-BZ- — Application  of  William  L.  Schrautli,  ap¬ 
plicant,  on  behalf  of  Jeho  Company,  In¬ 
corporated,  owner,  reopened  July  16, 
1940,  for  rehearing,  under  section  7h  of 
the  building  zone  resolution,  to  permit 
in  a  business  use  district  the  parking 
and  storage  of  more  than  five  (5)  motor 
vehicles  (previously  denied)  ;  premises 
89-04  166th  street,  southwest  corner  of 
89th  avenue  (Block  No.  9795  [8661. 
Lot  No.  72),  Jamaica,  Borough  of 
Queens. 

cal.  no.  398-40-BZ — Application.  April  16.  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Anthony  M.  DeRose,  applicant,  on 
behalf  of  Nuarb  Realty  Company, 
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owner,  to  permit  in  an  “F”  area,  resi¬ 
dence  use  district  the  maintenance  of  a 
dwelling  without  the  required  setback 
and  with  side  yards  less  than  the  re¬ 
quired  widths ;  premises  940  Metcalf 
avenue,  east  side,  176  ft.  4  in.  south  of 
Eastern  boulevard  (Block  No.  3659, 
Lot  No.  20),  Borough  of  The  Bronx. 

cal.  no.  399-40-BZ — Application,  April  16,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Anthony  M.  DeRose,  applicant,  on 
behalf  of  Marie  Braun,  owner,  to  permit 
in  an  “F”  area,  residence  use  district  the 
erection  of  a  dwelling  set  back  from 
the  building  line  less  than  the  required 
15  ft.,  to  be  provided  with  side  yards 
less  than  the  required  width  and  to  oc¬ 
cupy  a  greater  area  of  the  lot  than  per¬ 
mitted  ;  premises  942  Metcalf  avenue, 
east  side,  151  ft.  4  in.  south  of  Eastern 
boulevard  (Block  No.  3659,  Lot  No. 
21),  Borough  of  The  Bronx. 

cal.  no.  400-40-BZ — Application,  April  16,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Anthony  M.  DeRose,  applicant,  on 
behalf  of  Marie  Braun,  owner,  to  permit 
in  an  “F”  area,  residence  use  district 
the  maintenance  of  a  dwelling  exceeding 
the  area  of  coverage  permitted  to  be  set 
back  from  the  building  line  less  than 
the  required  15  ft.  and  to  be  provided 
with  a  side  yard  of  less  than  the  re¬ 
quired  width ;  premises  944  Metcalf 
avenue,  east  side,  124.42  ft.  south  of 
Eastern  boulevard  (Block  No.  3659, 
Lot  No.  22),  Borough  of  The  Bronx. 

cal.  no.  401-40-BZ — Application,  April  16,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Anthony  M.  DeRose,  applicant,  on 
behalf  of  Marie  Braun,  owner,  to  per¬ 
mit  in  an  “F”  area,  residence  use  dis¬ 
trict  the  erection  of  a  dwelling  to  be 
set  back  from  the  building  line  less  than 
the  required  15  ft.  and  to  be  provided 
with  side  vards  1  in.  less  than  the  width 
required ;  premises  946  Metcalf  avenue, 
east  side.  94.42  ft.  south  of  Eastern 
boulevard  (Block  No.  3659,  Lot  No. 
23),  Borough  of  The  Bronx. 

cal.  no.  925-40-BZ — Application,  September  18,  1940,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  I.  L.  Crausman,  applicant,  on 
behalf  of  Gelson  Realty  Corporation, 
owner,  to  permit  in  a  business  use  dis¬ 
trict  the  erection  of  a  business  building 
(stores)  with  show  windows  and  en¬ 
trances  extending  more  than  25  ft.  along 
a  street  abutting  a  residence  use  dis¬ 
trict:  premises  4349-4351  Broadway  and 
706  West  186th  street,  southwest  corner 
(Block  No.  2180,  part  of  Lot  No.  135), 
Borough  of  Manhattan. 

(al  no.  375-40-BZ — Application,  April  11,  1940,  under  sec¬ 
tions  7a,  7c  and  21  of  the  building  zone 
resolution,  of  Thomas  O’Rourke  Gal¬ 
lagher.  applicant,  on  behalf  of  Walter 
A.  Beaudel,  owner  (Beaudel  Brothers, 
lessees),  to  permit  in  a  residence  use 


district  the  alteration  and  reconstructio 
of  an  existing  gasoline  service  station 
premises  144-12  Springfield  boulevan 
northwest  corner  of  North  Condu 
boulevard,  and  186-08  144th  avenu 
southwest  corner  of  Springfield  boulf 
vard  (Block  No.  3816,  Lot  No.  76  an' 
part  of  Lot  No.  63),  Springfield  Gai 
dens,  Borough  of  Queens. 


(  al.  no.  489-38-BZ — Application  of  Lama  and  Proskaue 
applicants,  on  behalf  of  Sam  Schwarl 
and  Joseph  Schwartz,  owners,  reopene 
October  3.  1939,  under  section  21  of  tl 
building  zone  resolution,  to  permit  in 
residence  use  district  the  erection  an 
maintenance  of  a  gasoline  service  st; 
tion  (previously  denied  by  the  Board) 
premises  219-01  North  Conduit  bouh 
vard  (avenue)  and  144-01  to  144-C 
Springfield  boulevard,  northeast  corm 
(Block  No.  3820,  Lot  No.  4),  Sprinp 
field  Gardens,  Borough  of  Queens. 

cal.  no.  562-32-BZ — Application  of  Lama  and  Proskaue 
applicants,  on  behalf  of  Silgreen  Hole 
ing  Corporation,  owner,  reopened  N( 
vember  15,  1938,  under  section  21  of  tl 
building  zone  resolution,  to  permit  i 
a  business  use  district  the  maintenanc 
of  a  gasoline  service  station,  previous!' 
granted  by  the  Board  for  a  temporar 
period;  premises  208-16  Foch  boulevan 
southwest  corner  of  Springfield  boulf 
vard  (Block  No.  3358,  Lot  No.  50' 
St.  Albans,  Borough  of  Queens. 

cal.  no.  672-40-BZ — Application,  June  20,  1940.  under  set 
tions  7c  and  21  of  the  building  zor 
resolution,  of  Joseph  B.  Lvnch,  appl 
cant,  on  behalf  of  Mary  DuBritz  an 
Rose  DuBritz,  owners  (Colonial  Beaco 
Oil  Company,  lessee),  to  permit  in 
business  use  district  the  removal  q 
existing  building  and  replacement  wit 
new  buildings  and  relocation  of  pumi: 
on  an  existing  gasoline  service  station 
premises  413-419  Empire  boulevard  an 
458-464  New  York  avenue,  northwe: 
corner  (Block  No.  1309,  Lot  No.  120! 
Borough  of  Brooklyn. 

cal.  no.  330-22-BZ — Application  of  Paul  Friedman,  appl; 

cant,  on  behalf  of  Kings  Highway  Coir 
nrunity  Corporation,  owner  (Communit 
Amusement  Corporation,  lessee),  re 
opened  June  4,  1940,  under  sections  7, 
and  21  of  the  building  zone  resolutior 
to  permit  the  extension  and  change  c 
use  of  an  existing  building  now  occu 
pied  as  bowling  alleys,  library,  store: 
auditorium  and  meeting  room  to  store: 
motion  picture  theatre  with  marque 
and  signs,  extending  from  business  us 
district  into  a  residence  use  district  an 
to  permit  the  proposed  rear  extension  tj 
occupy  a  portion  of  the  rear  vard.i 
excess  of  that  permitted  by  sectio 
17(a)  of  the  building  zone  resolution 
premises  1663-1669  East  17th  street,  eas 
side,  57  ft.  2J^  in.  south  of  Kings  high 
wav  (Block  No.  6780,  Lot  No.  55) 
Borough  of  Brooklyn. 
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Appeals  from  Administrative  Decisions. 

/)O2-40- A  — 1663-1669  East  17th  street,  east  side,  57  ft.  2'/ a 
in.  south  of  Kings  highway  (Block  No. 
6780,  Lot  No.  55),  Borough  of  Brooklyn. 

553-37- A — 1815-1825  Ocean  avenue,  east  side.  280  ft.  south 
of  Avenue  M  (Block  No.  7656,  Lot  No. 
55  and  part  of  Lot  Nos.  54  and  58),  Bor¬ 
ough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


NOVEMBER  19,  1940,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

582-40-A — 148  39th  street,  southwest  corner  of  Second  ave¬ 
nue  (Bush  Building  No.  19,  fourth  floor)  ; 
(Block  No.  706,  Lot  No.  1),  Borough  of 
Brooklyn. 

)04-40-A — 228  Bay  street,  west  side,  151  ft.  north  of  Han¬ 
nah  street  (Block  No.  498,  Lot  No.  74), 
Tompkinsville,  Borough  of  Richmond. 

103-40-A — 1013  East  Tremont  avenue,  north  side,  100  ft. 

east  of  Bryant  avenue  (Block  No.  3135, 
Lot  No.  47),  Borough  of  The  Bronx. 

J74-40-A — 3-7  West  22nd  street,  north  side,  120  ft.  west  of 
Fifth  avenue  (Block  No.  824,  Lot  No.  32), 
Borough  of  Manhattan. 

'162-40- A — East  side  of  Smith  street,  from  Halleck  to 
Sigourney  streets  (Block  No.  493,  Lot  No. 
1),  Borough  of  Brooklyn. 

■58-40-A — 321-331  East  70th  street,  north  side.  175  ft.  west 
of  First  avenue  (Block  No.  1445,  Lot  Nos. 
14  to  19,  inclusive),  Borough  of  Man¬ 
hattan. 

76-40-A — 5073-5075  Broadway,  west  side,  238.64  ft.  south 
of  West  218th  street  (Block  No.  2243,  Lot 
No.  266),  Borough  of  Manhattan. 

86-40- A — 1768-1782  Dean  street,  south  side,  233  ft.  2  in. 

west  of  Rochester  avenue  (Block  No.  1349, 
Lot  Nos.  21  to  30,  inclusive).  Borough  of 
Brooklyn. 

66-40- A — 3  Vestry  street,  south  side,  20  ft.  west  of  Varick 
street  (Block  No.  220,  Lot  No.  21),  Bor¬ 
ough  of  Manhattan. 

/  0-40- A — 215  Ryerson  street,  east  side,  425  ft.  north  of 
DeKalb  avenue  (BlockNo.  1920,  Lot  No. 
16),  Borough  of  Brooklyn. 

92-40-A — 522  East  133rd  street,  south  side,  300  ft.  west 
of  St.  Ann’s  avenue  (Block  No.  2260,  Lot 
No.  7).  Borough  of  The  Bronx. 

j7-40-A — 1229  St.  Nicholas  avenue,  west  side,  54  ft.  north 
of  West  171st  street  (Block  No.  2141,  part 
of  Lot  No.  21),  Borough  of  Manhattan. 

33-40-A — 827  Sixth  avenue,  west  side,  38.8  ft.  south  of 
West  29th  street  (Block  No.  804,  Lot  No. 
40),  Borough  of  Manhattan. 


884-40-A — 136-138  West  24th  street,  south  side,  298  ft.  east 
of  Seventh  avenue  (Block  No.  799,  Lot  No. 
60),  Borough  of  Manhattan. 

889-40- A — 22- 24  Jones  street,  south  side,  140  ft.  east  of 
Bleecker  street  (Block  No.  590,  Lot  No. 
16),  Borough  of  Manhattan. 

911- 40-A — 5312-5316  Fifth  avenue,  north  side,  50  ft.  2  in. 
east  of  54th  street  (Block  No.  815,  Lot 
Nos.  42,  43  and  44),  Borough  of  Brooklyn. 

912- 40-A — 1281  Broadway,  north  side,  229  ft.  3  in.  west  of 
Grove  street  (Block  No.  3293,  Lot  No. 
25),  Borough  of  Brooklyn. 

913- 40-A — 7408-7410  Fifth  avenue,  west  side.  67  ft.  1  in. 
south  of  74th  street  (Block  No.  5930,  Lot 
No.  40),  Borough  of  Brooklyn. 

924-40-A — 416-418  Knickerbocker  avenue,  west  side,  50  ft. 

south  of  Himrod  street,  and  222  Himrod 
street  (Block  No.  3278,  Lot  No.  28),  Bor¬ 
ough  of  Brooklyn. 

936-40-A — 31  West  71st  street,  north  side,  220  ft.  west  of 
Columbus  avenue  and  Central  Park  West 
(Block  No.  1124,  Lot  No.  18),  Borough 
of  Manhattan. 

955-40-A — 1026  41st  avenue,  south  side,  250  ft.  west  of 
East  12th  street  (Block  No.  465, Lot  No. 
35,  and  Block  No.  466,  Lot  No.  35),  Long 
Island  City,  Borough  of  Queens. 

957-40-A — 32  Laight  street,  north  side,  120  ft.  west  of 
Varick  street  (Block  No.  220,  Lot  No. 
42),  Borough  of  Manhattan. 

979-40-A — 365  Broadway,  northwest  corner  of  Franklin 
street  (Block  No.  175,  Lot  No.  33),  Bor¬ 
ough  of  Manhattan. 

1047-40-A — 52-54  Sands  street,  northeast  corner  of  Adams 
street  (Block  No.  86,  Lot  Nos.  7  and  8), 
Borough  of  Brooklyn. 

1068-40- A — 118  Nassau  street,  east  side,  116.9  ft.  north  of 
Ann  street  (Block  No.  92,  Lot  No.  26), 
Borough  of  Manhattan. 

1066-40- A— 9901  Shore  road,  southeast  corner  of  99th  street 
(Block  Nq.  6133,  Lot  Nos.  11  and  13), 
Borough  of  Brooklyn. 

1033- 40-A — 171-04  to  171-44  Pidgeon  Meadow  road,  south 
side,  between  171st  street  and  Fresh 
Meadow  lane  (Block  No.  5576,  Lot  No. 
1).  Flushing,  Borough  of  Queens. 

1034- 40- A— 49-06  Fresh  Meadow  lane,  west  side,  between 
Auburndale  avenue  and  Pidgeon  Meadow 
road  (Block  No.  5576,  Lot  No.  1),  Flush¬ 
ing,  Borough  of  Queens. 

1035- 40-A — 48-11  and  48-15  171st  street,  east  side,  103.99 
ft.  south  of  Pidgeon  Meadow  road  (Block 
No.  5576,  Lot  No.  1),  Flushing,  Borough 
of  Queens. 
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1036- 40-A — 48-12  171st  street,  west  side,  93.59  ft.  south  of 

Pidgeon  Meadow  road  (Block  No.  5375. 
Lot  No.  48),  Flushing,  Borough  of  Queens. 

1037- 40-A — 170-28  to  170-44  Pidgeon  Meadow  road,  south¬ 

west  corner  of  171st  street  and  south  side 
of  Pidgeon  Meadow  road,  31  ft.,  69.5  ft. 
and  108  ft.  west  of  171st  street  (Block  No. 
5575,  Lot  No.  48),  Flushing,  Borough  of 
Queens. 


1038- 40- A — 170-04  to  170-20  Pidgeon  Meadow  road,  south¬ 

east  corner  of  170th  place  and  south  side  of 
Pidgeon  Meadow  road,  40  ft.,  80  ft.  and 
120  ft.  west  of  170th  place  (Block  No. 
5575,  Lot  No.  2),  Flushing,  Borough  of 
Queens. 

1039- 40- A — 48-11  170th  street,  south  side,  88.38  ft.  west  of 

Pidgeon  Meadow  road  (Block  No.  5575, 
Lot  No.  2),  Flushing,  Borough  of  Queens. 

1059- 40- A  80-04,  80-08  and  80-12  193rd  street,  northeast 

corner  of  Union  Turnpike  and  west  side  of 
193rd  street.  40  ft.  and  80  ft.  south  of 
Union  Turnpike  (Block  No.  7273,  Lot  No. 
1),  Flushing,  Borough  of  Queens. 

1060- 40- A — 80-03,  80-07  an4  80-11  192nd  street,  northeast 

corner  of  Union  Turnpike  and  east  side  of 
1 92nd  street.  40  ft.  and  80  ft.  south  of 
Union  Turnpike  (Block  No.  7273,  Lot 
No-  1),  Flushing,  Borough  of  Queens. 

1061 - 40- A — 80-04.  80-08  and  80-12  192nd  street,  northwest 

corner  of  Union  Turnpike  and  west  side 
of  192nd  street.  40  ft  and  80  ft.  south  of 
Union  Turnpike  (Block  No.  7272.  Lot  No. 
1),  Flushing,  Borough  ^of  Queens. 

1079-40- A — 100-16-7  Worth  strpet.  south  side,  175  ft.  east  of 
Proadwav  fPlork  No.  157,  Lot  No.  12), 
Borough  of  Manhattan. 

1045-40- A — 358-37?  West  31  ct  cfeet  an^  '*6?_'370  Ni"+h  ave¬ 
nue,  southeast  corner  fRIork  No.  754,  Lot 
No.  78),  Borough  of  Manhattan. 

1076- 40-A  161  West  36th  street  au^  485  Seventh  avenue, 

nortfioast  corner  fPWk  No.  812,  Lot  No! 
1),  Borough  of  Manhattan. 

1087-40-A — 865  Tenth  avenue  and  500  West  57th  street, 
southwest  corner  (RWh  No.  1085,  Lot 
No.  36),  Borough  of  Manhattan. 

939-40- A — 128  Flushing  avenue,  southwest  corner  of  Cler¬ 
mont  avenue  (Rloek  No.  2032,  Lot  No. 
29),  Borough  of  Brooklyn. 

1077- 40-A — 468  East  54th  street,  west  side,  140  ft.  north  of 

Beverly  road  (Rloek  No.  4738,  Lot  No. 
27),  Borough  of  Brooklyn. 

1082-40- A — 444  86th  street,  south  side.  337  ft.  1$4  in.  east 
of  Fourth  avenue  (Block  No.  6045,  Lot 
No.  24),  Borough  of  Brooklyn. 


1089-40- A — 33  Exeter  street,  east  side,  256  ft.  south  of  Shore 
road  (Block  No.  7516,  Lot  No.  1272), 
Borough  of  Brooklyn. 

1092- 40- A — 388-390  Court  street,  southwest  corner  of  Car- 

roll  street  (Block  No.  356,  Lot  No.  24),' 
Borough  of  Brooklyn. 

1093- 40-A — 1807  Bath  avenue,  northwest  corner  of  Bay  19th 

street  (Block  No.  6403,  Lot  No.  1),  Bor¬ 
ough  of  Brooklyn. 

1073-40-A — 171-03  to  171-29  Underhill  avenue,  north  side, 
between  171st  street  and  Fresh  Meadow 
lane  (Block  No.  5576,  Lot  No.  1),  Flush¬ 
ing,  Borough  of  Queens. 

670-40-A — 89-38  70th  drive,  southeast  corner  of  Svbilla , 
street  (Block  No.  3899,  Lot  No.  32),  For¬ 
est  Hills,  Borough  of  Queens  (under  sec¬ 
tion  35,  General  City  Law — re  Bed  of 
Mapped  Street). 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  No¬ 
vember  19,  1940,  at  2  o’clock,  in  Room  1013,  Municipal 
Building,  Manhattan,  on  the  following  matter: 

cal.  xo.  1530-39-BZ — Application,  December  21,  1939.  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Morris  Perlstein,  applicant,  on 
behalf  of  Providence  Marino,  owner 
(Harold  Holzhauser,  lessee),  to  permit 
in  a  retail  use  district  the  conversion  of 
occupancy  of  a  frame  building  contain¬ 
ing  a  cow  stable  and  hay  loft  to  riding 
academy  and  stable  for  more  than  five 
(5)  horses  and  hay  loft;  premises  89-38 
70th  drive,  southeast  corner  of  Svbilla 
street  (Block  No.  3899,  Lot  No.  32), 
Forest  Hills.  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman.  ! 


NOVEMBER  26,  1940,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions  of 
the  building  zone  resolution,  Tuesday  morning,  November 
26,  1940,  at  10  o’clock,  in  Room  1013,  Municipall  Building, 
Manhattan,  on  the  following  matters : 

cal.  no.  424-17-BZ — Application  of  John  T.  Dooling,  appli¬ 
cant  and  owner  (Fordham  Motor 
Sales,  Incorporated,  lessee),  reopened 
September  12,  1939,  under  section  21 
of  the  building  zone  resolution,  to  per¬ 
mit  in  a  business  use  district  the  con¬ 
version  of  occupancy  of  a  garage  for 
more  than  five  (5)  motor  vehicles  (pre¬ 
viously  granted  by  the  Board)  so  as  to 
include  a  motor  vehicle  repair  shop ; 
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premises  565  East  Fordham  road  and 
2545  Hoffman  street,  northwest  corner 
(Block  No.  3273,  Lot  No.  293),  Bor¬ 
ough  of  The  Bronx. 

cal.  no.  39-31-BZ— Application  of  Reginald  S.  Hardy,  ap¬ 
plicant,  on  behalf  of  Woodhaven-Lib- 
erty  Realty  Corporation,  owner,  re¬ 
opened  May  21,  1940,  under  sections 
7f  and  21  of  the  building  zone  resolu- 
tion,  to  permit  in  a  business  use  dis¬ 
trict..  for  a  stated  term  of  years,  the 
erection  and  maintenance  of  a  gasoline 
service  station ;  premises  93-02  to  93-06 
Rockaway  boulevard  and  103-55  to  103- 
69  93rd  street,  southeast  corner  (Block 
No.  9115,  part  of  Lot  No.  39),  Wood- 
haven,  Borough  of  Queens. 

cal.  no.  690-40-BZ — Application,  June  25,  1940.  under  sec¬ 
tion  7 h  of  the  building  zone  resolution, 
of  John  McBride,  applicant  and  lessee, 
on  behalf  of  Fordbrad  Realty  Com¬ 
pany,  Incorporated,  owner,  to  permit  in 
a  business  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  91-06 
Northern  boulevard,  south  side,  be¬ 
tween  91st,  street  and  92nd  street 
(Block  No.  1439,  part  of  Lot  No.  1), 
Jackson  Heights,  Borough  of  Queens. 

cal.  no.  416-40-BZ — Application,  April  22,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  Sambur,  applicant,  on  be¬ 
half  of  Central  Hanover  Bank  and 
Trust  Company,  owner  (Harry  Wolin- 
sky,  lessee),  to  permit  in  a  business  use 
district  the  conversion  of  occupancy  of 
the  first  story  of  an  existing  building 
to  a  motor  vehicle  repair  shop;  prem¬ 
ises  135  West  52nd  street,  north  side, 
325  ft.  east  of  Seventh  avenue  (Block 
No.  1005,  Lot  No.  14),  Borough  of 
Manhattan. 


cal.  no.  695-40-BZ — Application,  June  24,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Abraham  Green,  applicant,  on  be¬ 
half  of  Manhattan  Storage  and  Ware¬ 
house  Company,  owner,  to  permit  in  a 
business  use  district  the  change  of  oc¬ 
cupancy  from  a  garage  for  five  (5) 
motor  vehicles  to  a  garage  for  ten  (10) 
motor  vehicles;  premises  148  West 
53rd  street,  south  side,  191.8  ft.  east  of 
Seventh  avenue  (Block  No.  1005,  Lot 
Nos.  56  and  156),  Borough  of  Man¬ 
hattan. 


cal.  no.  329-37-BZ — Application  of  William  Shary,  appli¬ 
cant,  on  behalf  of  P.  &  A.  D.  Rubin,  In¬ 
corporated,  owner,  reopened  July  2, 
1940,  under  sections  7b.  7c  and  21  of  the 
building  zone  resolution,  to  permit  in  a 
residence  use  district  the  erection  of  an 
extension  to  be  used  for  business  pur¬ 
poses  (store)  to  an  existing  building 
used  for  a  multiple  dwelling  with  stores, 
located  partly  in  a  business  use  district 
and  partly  in  a  residence  use  district, 
and  previously  granted  by  the  Board ; 
premises  888  Grand  Concourse  and  172- 
180  East  161st  street,  southeast  corner 
(Block  No.  2459,  Lot  No.  34),  Bor¬ 
ough  of  The  Bronx. 


cal.  no.  224-38-BZ — Application  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Hanover  Service 
Station,  Incorporated,  owner,  reopened 
September  17,  1940,  under  section  7f  of 
the  building  zone  resolution,  to  permit 
in  a  business  use  district  the  erection 
and  maintenance  of  a  gasoline  service 
station  (previously  denied  under  sec¬ 
tion  21  of  the  building  zone  resolution)  ; 
premises  32-11  to  32-19  Cross  Island 
boulevard  and  198-05  to  198-11  33rd  ave¬ 
nue.  northeast  corner  (Block  No.  6025, 
part  of  Lot  No.  36),  Bayside,  Borough 
of  Queens. 


:al.  no.  1321-39-BZ— -Application,  October  26,  1939,  under 
sections  7h  and  21  of  the  building  zone 
resolution,  of  Anna  Weschler,  appli¬ 
cant  and  lessee,  on  behalf  of  Bernard 
Flood,  owner,  to  permit,  partly  in  a 
residence  use  district  and  partly  in  a 
business  use  district,  the  parking  and 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  142-23  Roosevelt 
avenue,  north  side,  200  ft.  east  of  Union 
street  (Block  No.  5020,  Lot  No.  47), 
Flushing,  Borough  of  Queens. 

i 

al.  no.  177-32-BZ — Application  of  Herbert  J.  Krapp,  ap¬ 
plicant,  on  behalf  of  Trebuhs  Realty 
Company,  Incorporated,  owner,  re¬ 
opened  April  9,  1940,  under  section  7h 
of  the  building  zone  resolution,  to  per¬ 
mit  in  a  business  use  district  the  park¬ 
ing  and  storage  of  more  than  five  (5) 
motor  vehicles  (previously  denied  by 
the  Board  as  a  gasoline  service  sta¬ 
tion)  ;  premises  160-166  West  End 
avenue  and  251-261  West  67th  street, 
northeast  corner  (Block  No.  1159,  Lot 
No.  1),  Borough  of  Manhattan. 


cal.  no.  1182-39-BZ — Application,  September  26,  1939,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Henry  Nordheim,  applicant,  on 
behalf  of  Post  Sherman  Corporation, 
owner  (Abraham  Rubenstein,  lessee), 
to  permit  in  a  business  use  district  the 
parking  and  storage  of  more  than  five 
(5)  motor  vehicles ;  premises  1231  Bos- 
cobel  avenue,  west  side,  100  ft.  north  of 
Jerome  avenue  (Block  No.  2506,  Lot 
No.  58),  Borough  of  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


NOVEMBER  26,  1940,  2  P.  M. 

Appeal  from  Administrative  Decision. 

994-40 -A — 34-40  Varick  street,  east  side,  100  ft.  in. 

south  of  Bridgewater  street  (Block  No. 
26*4.  T  at  v«c  i  \  i3>  14>  I5  and  22),  Bor¬ 
ough  of  Brooklyn. 
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DECEMBER  3,  1940,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  December 
3,  1940,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 


cal.  no.  402-40-BZ — Application,  April  16,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Lama  and  Proskauer,  applicants,  on 
behalf  of  Clifford  E.  Mills,  owner,  to 
permit  in  a  residence  use  district  and 
“F”  area  district  the  erection  and  main¬ 
tenance  of  a  building  to  be  used  as  a 
gas  station,  auto  laundry,  lubritorium, 
office  and  boiler  room  in  conjunction 
with  a  gasoline  service  station  on  a  plot 
of  ground  previously  occupied  as  a 
gasoline  service  station ;  premises  144- 
39  to  144-47  Farmers  boulevard,  south¬ 
east  corner  of  South  Conduit  avenue 
(Block  No.  4517,  Lot  No.  1  and  part  of 
Lot  No.  3),  Springfield,  Borough  of 
Queens. 


cal.  no.  285-36-BZ — Application  of  Frederick  W.  Rothamel, 
applicant,  on  behalf  of  Otto  Gebhardt, 
owner  (  Re  vonah  Laundry,  Incorporated, 
lessee),  reopened  April  9,  1940,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  use  dis¬ 
trict  the  storage  of  more  than  five  (5) 
motor  vehicles  (previously  granted  on 
condition — re  change  of  occupancy  of  an 
existing  building  to  a  garage  for  more 
than  five  (5)  motor  vehicles,  motor 
vehicle  repair  shop  and,  also,  gasoline 
service  station)  ;  premises  72-27  Cypress 
Hills  street,  northeast  side,  199.41  ft. 
south  of  Myrtle  avenue  (Block  No. 
3600,  Lot  No.  125),  Glendale,  Borough 
of  Queens. 


cal.  no.  879-40-BZ — Application,  August  30,  1940,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  H.  I.  Feldman,  applicant,  on 
behalf  of  Boiaz  Realty  Corporation, 
owner,  to  permit  in  a  residence  use  dis¬ 
trict  the  alteration  and  conversion  of 
occupancy  of  part  of  a  multiple  dwelling 
to  business  use  (stores)  ;  premises  2081 
Grand  Concourse,  northwest  corner  of 
East  180th  street  (Block  Noo.  3161,  Lot 
No.  30),  Borough  of  The  Bronx. 

cal.  no.  583-40-BZ — Application,  May  28,  1940,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Henry  Nordheim,  applicant,  on  be¬ 
half  of  O’Brien  Building  Company,  In¬ 
corporated,  owner  (Charles  Barnett, 
lessee),  to  permit  in  a  business  use 
district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  3096-3102 
Webster  avenue,  south  side.  25  ft.  west 
of  East  204th  street  (Block  No.  3330, 
Lot  No.  68),  Borough  of  The  Bronx. 


cal.  no.  512-40-BZ — Application,  May  14,  1940,  under  sec¬ 
tions  7b,  7c  and  21  of  the  building  zone 
resolution,  of  Henry  Nordheim,  appli-. 
cant,  on  behalf  of  Salvatore  Rullo, 
owner,  to  permit,  partly  in  a  business 
use  district  and  partly  in  an  unre¬ 
stricted  use  district,  the  conversion  of 
occupancy  of  a  building  to  a  motor 
vehicle  repair  shop ;  premises  2623 
Roberts  avenue,  north  side,  100  ft.  west 
of  Blondell  avenue,  and  1409  Blondell 
avenue  (Block  No.  4074,  Lot  Nos.  22 
and  29),  Borough  of  The  Bronx. 


cal.  no.  97-37-BZ — Application  of  Theodore  R.  Feinberg, 
applicant,  on  behalf  of  Eleanor  C. 
Stoffel,  Cornelius  Cameron  and  Lillian 
Covert,  owners  (Harry  Lander,  lessee), 
reopened  October  8,  1940,  under  section 
7h  of  the  building  zone  resolution,  to 
permit  in  a  business  use  district,  for  ai 
temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles;: 
premises  1404-1428  East  New  York 
avenue,  southwest  corner  of  Amboy 
street  (Block  No.  3495,  Lot  Nos.  12 
and  16),  Borough  of  Brooklyn. 


cal.  no.  253-40-BZ — Application,  March  6,  1940,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  Oscar  Goldschlag,  appli¬ 
cant,  on  behalf  of  Direct  Realty  Com¬ 
pany,  owner,  to  permit  on  a.  plot  lo¬ 
cated  in  a  business  use  district  and 
residence  use  district,  the  parking  and 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  1060-1070  St.  Nich¬ 
olas  avenue  and  510-520  West  164th 
street,  southeast  corner  (Block  No. 
2121,  Lot  No.  13),  Borough  of  Man¬ 
hattan. 


cal.  no.  951-40-BZ — Application,  October  1,  1940,  under 
section  7c  of  the  building  zone  resolu¬ 
tion,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Italian  Center  of 
Queens,  Incorporated,  owner,  to  permit 
in  a  business  use  district,  extending 
into  a  residence  use  district,  the  erec¬ 
tion  of  a  building  to  be  used  as  office, 
auditorium,  banquet  rooms,  club  rooms 
and  kitchen;  premises  102-31  Queens 
boulevard,  southeast  corner  of  68th 
avenue  (Block  No.  2137,  Lot  No.  8), 
Forest  Hills,  Borough  of  Queens. 


cal.  no.  1028-40-BZ — Application,  October  24,  1940,  under 
sections  21  and  7a  of  the  building  zone 
resolution,  of  Aymar  Embury  II,  appli¬ 
cant,  on  behalf  of  Metropolitan  Jockey 
Club,  owner,  to  permit  in  a  residence 
use  district  the  alteration  and  extension 
of  business  buildings  used  in  conjunc¬ 
tion  with  a  race  track;  premises  163-24 
and  165-10  Baisley  boulevard,  south 
side,  200  ft.  east  of  New  York  boule¬ 
vard  (Block  No.  3300,  Lot  No.  2), 
Jamaica,  Borough  of  Queens. 
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1029-40- A — 165-10  Baisley  boulevard,  south  side,  480  ft.  east 
of  New  York  boulevard  (Block  No.  3300, 
Lot  No.  2),  Jamaica,  Borough  of  Queens 
(under  section  35,  General  City  Law — re 
bed  of  mapped  street). 

1019-40-A — 102-31  Queens  boulevard,  southeast  corner  of 
68th  avenue  (Block  No.  2137,  Lot  No.  8), 
Forest  Hills,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Charman. 


DECEMBER  10,  1940,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  December 
10,  1940,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 

cal.  no.  260-40-BZ — Application,  March  5,  1940,  under  sec¬ 
tion  7i  of  the  building  zone  resolution, 
of  Paul  Carchiolo  and  Nils  Jensen, 
applicants  and  lessees,  on  behalf  of 
Sadie  Rosen,  owner,  to  permit  on  the 
business  portion  of  a  plot,  located  partly 
in  a  business  use  district  and  partly  in 
a  residence  use  district,  the  conversion 
of  occupancy  of  an  existing  building  to 
a  motor  vehicle  repair  shop ;  premises 
5501-5513  18th  avenue,  southeast  cor¬ 
ner  of  55th  street  (Block  No.  5494,  Lot 
No.  29).  Borough  of  Brooklyn. 

cal.  no.  521-40-BZ — Application,  May  15,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Abraham  Saul,  applicant  and  owner, 
to  permit  in  a  residence  use  district  and, 
also,  “E”  area  district,  the  maintenance 
of  an  extension  at  the  rear  of  the  second 
story  of  an  existing  dwelling ;  said  ex¬ 
tension  does  not  comply  with  “E”  area 
requirements;  premises  1818  East  29th 
street,  west  side,  126  ft.  south  of  Ave¬ 
nue  R  (Block  No.  6834,  Lot  No.  10), 
Borough  of  Brooklyn. 

cal.  no.  446-40-BZ — Application,  April  26,  1940,  under  sec¬ 
tion  7c  of  the  building  zone  resolution, 
of  Arthur  H.  Haaren,  applicant,  on 
behalf  of  Kesbec.  Incorporated,  owner 
(James  McAllister,  lessee),  to  permit 
in  a  business  use  district  the  extension 
of  a  gasoline  service  station  so  as  to 
include  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  4431-4441  Broadway,  west 
side,  108  ft.  south  of  West  190th  street 
(Block  No.  2180,  Lot  Nos.  492  and 
494),  Borough  of  Manhattan. 

:al.  no.  818-40-BZ — Application,  July  26.  1940,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  M.  A.  Boule,  applicant,  on  behalf  of 
Sylvia  M.  Bullowa,  owner  (John  Car- 
mody,  lessee),  to  permit  in  a  business 
use  district,  for  a  temporary  period 
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of  not  more  than  two  (2)  years,  the 
parking  and  storage  of  more  than  five 
(5)  motor  vehicles;  premises  1882-1884 
Second  avenue,  east  side,  25  ft.  north 
of  East  97th  street  (Block  No.  1669, 
Lot  No.  2),  Borough  of  Manhattan. 

cal.  no.  819-40-BZ — Application,  July  26,  1940,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  M.  A.  Boule,  applicant,  on  behalf  of 
Sylvia  M.  Bullova,  owner  (John  Car- 
mody,  lessee),  to  permit  in  a  business 
use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  1888-1890 
Second  avenue,  east  side.  50  ft.  south  of 
East  98th  street  (Block  No.  1669,  Lot 
Nos.  51  and  52),  Borough  of  Man¬ 
hattan. 

cal.  no.  1016-40-BZ — Application,  October  23,  1940,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Theodore  R.  Feinberg,  appli¬ 
cant,  on  behalf  of  Kauffman  Lewenthal 
Realty  Company,  owner,  to  permit  in  a 
residence  use  district  the  alteration  and 
conversion  of  occupancy  of  part  of  an 
existing  building  to  business  use 
(store)  ;  premises  649  Water  street, 
south  side,  266  ft.  8  in.  east  of  Gouver- 
neur  Slip  (Block  No.  243,  Lot  No. 
106),  Borough  of  Manhattan. 

cal.  no.  278-40-BZ — Application  of  William  R.  Altman,  ap¬ 
plicant,  on  behalf  of  One  Jumel  Realty 
Corporation,  owner,  reopened  Novem¬ 
ber  8,  1939,  under  sections  7i  and  21 
of  the  building  zone  resolution,  to  per¬ 
mit  in  a  business  use  district  the  con¬ 
version  of  occupancy  of  part  of  a  garage 
for  more  than  five  (5)  motor  vehicles 
(previously  granted  by  the  Board) 
from  garage  use  to  a  motor  vehicle  re¬ 
pair  shop;  premises  441  West  167th 
street  and  1  Jumel  place,  northeast  cor¬ 
ner  (Block  No.  2112,  Lot  No.  5&), 
Borough  of  Manhattan. 

cal.  no.  729-38-BZ — Application  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Talbo  Gasoline 
Company,  Incorporated,  owner,  re¬ 
opened  October  8.  1940,  under  sections 
7c  and  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  use  dis¬ 
trict  the  alteration  and  extension  in 
area  of  an  existing  gasoline  service 
station  (previously  denied  by  the 
Board)  ;  premises  3150-3158  Boston 
Post  road,  southeast  corner  of  Laconia 
avenue  (Block  No.  4614,  Lot  No.  9), 
Borough  of  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


DECEMBER  10,  1940,  2  P.  M. 

Appeal  from  Administrative  Decision. 

696-39-A — 2321  Third  avenue  and  201  East  126th  street, 
northeast  comer  (Block  No.  1791,  Lot  No. 
1),  Borough  of  Manhattan. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 

REGULAR  MEETING.  For  Opposition:  Alice  Spirer  and  Eliot  E.  Besk- 


WEDNESDAY  MORNING,  NOVEMBER  13,  1940. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Assistant  Chief  McCarthy. 

The  minutes  of  the  regular  meeting  of  the  Board  held  on 
Tuesday  morning,  October  29,  1940  and  the  regular  meet¬ 
ing  of  the  Board  held  on  Tuesday  afternoon,  October  29, 
1940,  were  approved  as  printed  in  Bulletin  No.  45.  Vol¬ 
ume  25. 


BUILDING  ZONE  CASES. 

330-22-BZ. 

APPLICANT — Paul  Friedman,  for  Kings  Highway  Com¬ 
munity  Corporation  owner  (Community  Amuse¬ 
ment  Corporation,  lessee). 

SUBJECT — Application  reopened  June  4,  1940  (re  decision 
of  the  borough  superintendent  of  buildiings)  under 
sections  7c  and  21  of  the  building  zone  resolution, 
to  permit  the  extension  and  change  of  use  of  an 
existing  building  now  occupied  as  bowling  alleys, 
library  stores,  auditorium  and  meeting  room  to 
stores,  motion  picture  theatre  with  marquee  and 
signs  extending  from  business  use  district  into  a 
residence  use  district  and  to  permit  the  proposed 
rear  extension  to  occupy  a  portion  of  the  rear  yard 
in  excess  of  that  permitted  by  section  17(a)  of 
the  building  zone  resolution. 

PREMISES  AFFECTED— 1663-1669  East  17th  street, 
east  side,  57  ft.  2J4  in.  south  of  Kings  highway 
(Block  No.  6780,  Lot  No.  55),  Borough  of  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Paul  Friedman. 

For  Opposition:  Lawrence  Guion. 

ACTION  OF  BOARD — Laid  over  to  November  19,  1940 
at  10  A.M.  for  inspectiion  by  a  committee  of  the 
Board. 


562-32-BZ. 

APPLICANT — Lama  and  Proskauer,  for  Silgreen  Hold¬ 
ing  Corporation,  owner. 

SUBJECT — Application  reopened  November  15,  1939  (re 
decision  of  the  borough  superintendent  of  buildings) 
under  section  21  of  the  building  zone  resolution, 
to  permit  in  a  business  use  district  the  maintenance 
of  a  gasoline  service  station,  previously  granted  by 
the  Board  for  a  temporary  period. 

PREMISES  AFFECTED — 208-16  Foch  boulevard,  south¬ 
west  corner  of  Springfield  boulevard  (Block  No. 
3358,  Lot  No.  50),  St.  Albans,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  November  19,  1940 
at  10  A.M.  for  applicant  to  file  revised  plans. 


329-37-BZ. 

APPLICANT — William  Shary,  for  P.  and  A.  D.  Rubin, 
Inc.,  owner. 

SUBJECT — Application  reopened  July  2,  1940  (re  decision 
of  the  borough  superintendent  of  buildings)  under 
sections  7b,  7c  and  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  residence  use  district,  the 
erection  of  an  extension  to  be  used  for  business 
purposes  (store),  to  an  existing  building  used  for 
multiple  dwelling  with  stores,  located  partly  in  a 
business  use  district  and  partly  in  a  residence  use 
district  and  previously  granted  by  the  Board. 

PREMISES  AFFECTED — 888  Grand  concourse  and  172- 
180  East  161st  street,  southeast  corner  (Block  No. 
2459,  Lot  No.  34),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  William  Shary  and  A.  D.  Rubin. 


wit. 

ACTION  OF  BOARD — Laid  over  to  November  26,  1940 
at  10  A.M.  for  further  consideration  by /the  Board. 


224-38-BZ. 

APPLICANT — Lama  and  Proskauer,  for  Hanover  Service 
Station,  Inc.,  owner. 

SUBJECT— Application  reopened  September  17,  1940  (re 
decision  of  the  borough  superintendent  of  buildings); 
under  section  7f  of  the  building  zone  resolution,  to 
permit  in  a  business  use  district  the  erection  and 
maintenance  of  a  gasoline  service  station  (previ¬ 
ously  denied  by  the  board  under  section  21  of  the 
building  zone  resolution) . 

PREMISES  AFFECTED— 32-11  to  32-19  Cross  Island 
boulevard  and  198-05  to  198-11  33rd  avenue,  north-' 
east  corner  (Block  No.  6025,  part  of  Lot  No.  36), 
Bayside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama,  Irving  S.  Fink 
and  Joseph  Sacke. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  November  26,  1940 
at  10  A.M.  for  further  consideration  as  to  plans. 


1182-39-BZ. 

APPLICANT — Henry  Nordheim,  for  Post  Sherman  Cor¬ 
poration,  owner  (Abraham  Rubenstein,  lessee). 
SUBJECT — Application  (re  decision  of  the  acting  bor¬ 
ough  superintendent  of  buildings)  under  section  7h 
of  the  building  zone  resolution,  to  permit  in  a 
business  use  district,  the  parking  and  storage  of1 
more  than  five  (5)  motor  vehiclels. 

PREMISES  AFFECTED — 1231  Boscobel  avenue,  west 
side,  100  ft.  north  of  Jerome  avenue  (Block  No. 
2506,  Lot  No.  58),  Borough  of  The  Bronx. 
APPEARANCES—  1 

For  Applicant:  Henry  Nordheim  and  Abraham 
Rubenstein. 

For  Opposition :  Earl  I.  Gallant. 

Amicus  curiae:  Harold  Klorfein,  Dept,  of  Parks. 
ACTION  OF  BOARD — Laid  over  to  November  26.  1940 
at  10  A.M.  for  additional  information  and  further 
consideration  by  the  Board. 


402-40-BZ. 

APPLICANT — Lama  and  Proskauer,  for  Clifford  E.  Mills, 
owner.  i 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  section  21  of  the  I 
building  zone  resolution,  to  permit  in  a  residence 
use  and  F  area  district,  the  erection  and  main-j 
tenance  of  a  building  to  be  used  as  a  gas  station, 
auto  laundry,  lubritorium,  office  and  boiler  room  in 
conjunction  with  a  gasoline  service  station,  on  a 
plot  of  ground  previously  occupied  as  a  gasoline 
service  station. 

PREMISES  AFFECTED— 144-39  to  144-47  Farmers  bou¬ 
levard,  southeast  corner  of  South  Conduit  avenue 
(Block  No.  4517,  Lot  No.  1  and  part  of  Lot  No. 
3),  Springfield,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Opposition :  Harold  Klorfein,  Dept,  of  Parks. 

ACTION  OF  BOARD — Laid  over  to  December  3.  1940 
at  10  A.M.  for  applicant  to  further  revise  plans 
and  file  same  with  the  Board. 


672-40-BZ. 

APPLICANT — Joseph  B.  Lynch,  for  Mary  DuBritz  and 
Rose  DuBritz,  owners  (Colonial  Beacon  Oil  Com¬ 
pany,  lessee). 


1554 


MINUTES 


SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  sections  7c  and  71 
of  the  building  zone  resolution,  to  permit  in  a  busi¬ 
ness  use  district,  the  removal  of  existing  buildings 
and  replacement  with  new  buildings  and  relocation 
of  pumps  on  an  existing  gasoline  service  station. 

PREMISES  AFhECTED — 413-419  Empire  boulevard  and 
458-464  New  York  Avenue,  northwest  corner 
(Block  No.  1309,  Lot  No.  120),  Borough  of  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  to  November  19,  1940 
at  10  A.M.  on  written  request  of  applicant. 


443-40-BZ. 

APPLICANT — Jack  Z.  Cohen,  for  Depreciation  Fund 
Board,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  section  21  of  the 
building  zone  resolution,  to  permit  partly  in  a  busi¬ 
ness  use  district  and  partly  in  a  residence  use 
district,  the  conversion  of  occupancy  of  an  existing 
building  to  a  motor  vehicle  repair  shop. 

PREMISES  AFFECTED — 890-892  Coney  Island  avenue, 
west  side,  118  ft.  9Y%  in.  north  of  18th  avenue 
(Block  No.  5403,  Lot  No.  26),  Borough  of  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  Samuel  Turner,  Mortimer  R. 
Hermann,  Fred  B.  Merkle,  Harry  Korber, 
John  Bailey,  E.  Pearlman  and  others. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution. 

'HE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative:  .  0 


HE  RESOLUTION— 

(443-40-BZ) 

Whereas,  Jack  Z.  Cohen,  for  Depreciation  Fund  Board, 
wner,  filed  on  April  26,  1940,  an  application  under  section 
1  of  the  building  zone  resolution,  to  permit  partly  in  a 
•usiness  use  district  and  partly  in  a  residence  use  district, 
ie  conversion  of  occupancy  of  an  existing  building  to  a 
totor  vehicle  repair  shop;  premises  890-892  Coney  Island 
cenue,  west  side,  118  ft.  9 H  in.  north  of  18th  avenue 
Block  No.  5403,  Lot  No.  26),  Borough  of  Brooklyn;  and 
Whereas,  at  the  public  hearing  there  was  no  appearance 
ade  on  behalf  of  the  applicant. 

Resolved ,  that  the  application  be  and  it  hereby  is  dismissed 
<r  lack  of  prosecution. 


18-24-BZ. 

PPLICANT — Arnold  W.  Lederer,  for  Abraham  Chob- 
roff  and  Sophie  Kohn,  owners  of  premises  1924- 
r  1926  Kings  highway,  Borough  of  Brooklyn. 
JBJECT— Application  reopened  September  17.  1940  for 
consideration  as  to  amendment  of  resolution — re 
decision  of  the  borough  superintendent  of  buildings 
— re  Application,  previously  granted  on  condition, 
under  section  21  of  the  building  zone  resolution, 
permitting  in  a  residence  use  district,  the  erection 
and  maintenance  of  buildings  to  be  used  for  store 
purposes  on  first  story  and  for  dwelling  use  above. 
DEMISES  AFFECTED — 1922-1932  Kings  highway, 

south  side,  47  ft.  8}4  in.  south  of  Ocean  avenue 
(Block  No.  6782,  Lot  Nos.  19  to  23  inclusive), 
Borough  of  Brooklyn. 

PPEARANCES — 

For  Applicant:  Arnold  W.  Lederer. 

For  Opposition :  None. 


ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  McCarthy.  4 

Negative:  .  0 

THE  RESOLUTION— 

(968-24-BZ) 

Whereas,  this  application,  to  permit  in  a  residence  use 
district  the  erection  and  maintenance  of  buildings  to  be 
used  for  store  purposes  on  the  first  story  and  as  residence 
use  above,  under  section  21  of  the  building  zone  resolution, 
premises  1922-1926  and  1930-1932  Kings  highway  and  2110 
Ocean  avenue.  Borough  of  Brooklyn,  was  granted  by  the 
Board  February  17,  1925,  on  certain  conditions;  the  resolu¬ 
tion  amended  from  time  to  time,  and  last  amended  May 
16,  1939;  and 

Whereas,  Arnold  W.  Lederer,  for  Abraham  ChabrofF 
and  Sophie  Kohn,  owners  of  premises  1924-26  Kings  high¬ 
way,  Borough  of  Brooklyn,  requested  amendment  to  the 
resolution  so  as  to  permit  the  erection  of  a  one  story  exten¬ 
sion  at  the  rear  of  the  building;  premises  1922-32  Kings 
highway,  south  side,  47  ft.  8J2  in.  south  of  Ocean  avenue 
(Block  No.  6782,  Lot  Nos.  19  to  23,  inclusive).  Borough 
of  Brooklyn ;  and 

Whereas,  this  application  was  reopened  by  vote  of  the 
Board  September  17,  1940;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  November  13,  1940,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals ; 
and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Kings  highway  on  the  south 
side  from  a  point  approximately  200  ft.  west  of  Ocean 
avenue,  is  in  a  business  use  district ;  that  Kings  highway 
on  the  east  side  is  in  a  business  use  district;  that  Ocean 
avenue  is  in  a  residence  use  district ;  and 
Whereas,  the  decision  of  the  borough  superintendent  on 
Alteration  Application  No.  6525-40,  datqd  September  12, 
1940,  reads: 

“The  original  application  for  these  premises  was  con¬ 
ditionally  approved  by  the  Board  of  Standards  and 
Appeals  Cal.  No.  968-24-BZ.  Any  change  of  occupancy 
or  extension  must  be  submitted  to  the  Board  for  ap¬ 
proval.” 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  with 
a  frontage  of  115  ft.  on  Ocean  avenue  ami  a  depth  along 
Kings  highway  of  28  ft.  8%  in.,  on  which  there  exists  a 
two  story  building  94  ft.  2  in.  by  28  ft.  8%  in.  in  area; 
it  is  proposed  to  construct  an  extension  by  an  addition  to 
part  of  the  first  story ;  and 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  February  17,  1925, 
as  amended  from  time  to  time  through  the  resolution  adopted 
by  the  Board  on  May  16,  1939,  so  that  as  amended,  the 
resolution  shall  read : 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  reinstate  its  action  of  May  5,  1925.  and  does 
hereby  make  a  variation  in  the  application  of  the  use 
district  regulations  of  the  building  zone  resolution,  and 
that  the  application  be  and  it  hereby  is  granted,  re¬ 
stricted  to  business  use  of  retail  stores  on  the  ground 
floor  only,  and  only  so  far  as  it  affects  the  frontage  fac¬ 
ing  on  Kings  highway,  on  condition  that  the  upper  stor¬ 
ies  of  the  building  shall  be  restricted  to  dwelling  use 
and  occupancy ;  the  store  fronts  or  show  windows  shall 
start  at  a  point  not  less  than  12  in.  from  the  Ocean 
avenue  building  line;  that  there  shall  be  no  stores  or 
business  use  evidenced  or  displayed  on  the  Ocean  ave¬ 
nue  front  of  the  structure;  that  there  shall  be  no  ad¬ 
vertising  signs  or  display  of  any  nature  or  description 
on  the  Ocean  avenue  front,  and  that  any  advertising 
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signs  or  display  on  the  Kings  highway  front  shall  be 
restricted  to  lettering  placed  directly  on  show  windows 
of  the  store  fronts,  and  to  permanent  flat  signs  at¬ 
tached  to  the  building  above  the  show  windows  and 
below  the  sills  of  the  2nd  story  windows,  applying  to 
each  of  the  five  stores  and  as  shown  on  plan  marked 
‘Received  May  8,  1939’;  that  in  all  other  respects  the 
resolution  of  the  board  as  amended  on  February  15, 
1938,  shall  be  complied  with ;  that  there  shall  be  no  en¬ 
trance  on  the  Ocean  avenue  front  other  than  those 
required  for  the  dwelling  use  above;  that  the  exterior 
of  the  street  walls  on  Kings  highway  and  Ocean  ave¬ 
nue  front,  other  than  the  show  windows  of  the  stores 
on  the  Kings  highway  front,  shall  be  finished  in  face 
brick  with  architectural  terra  cotta  or  natural  stone 
trimmings ;  that  any  windows  on  the  Ocean  avenue 
front,  except  those  opening  directly  to  living  apart¬ 
ments,  shall  have  sills  not  less  than  6  ft.  above  grade; 
that  a  return  drawing  shall  be  made  to  this  board  of 
the  proposed  elevations  for  approval  before  submis¬ 
sion  to  the  superintendent  of  buildings;  and  further 
granted,  on  condition  that  the  requirements  of  the  build¬ 
ing  zone  resolution  shall  be  complied  with  in  all  other 
respects  as  to  rear  yard  and  area  requirements. 

Resolved  further,  that  in  the  event  the  owner  de¬ 
sires  to  alter  the  store  front  of  the  building  known 
as  1928  Kings  highway  in  accordance  with  plan  marked 
‘Received  February  14,  1938,’  as  filed  with  the  super¬ 
intendent  of  buildings  under  Applic.  No.  1316  of  1938, 
such  alteration  may  be  done  on  condition  that  the  re¬ 
quirements  are  complied  with  and  that  the  terms  of 
this  resolution  will  be  complied  with  in  all  respects. 

“Resolved  further,  that  the  building  located  at  1924 
Kings  highway  may  be  extended  by  an  addition  to  the 
existing  one-story  garage  at  the  rear,  as  indicated  an 
plans  marked  ‘Received  October  8,  1940’,  and  such 
building  may  be  used  as  an  extension  of  the  bakery 
located  at  1926  Kings  highway .  on  condition  that  this 
building  shall  meet  in  all  respects  all  laivs,  rides  and 
regulations  applicable  thereto;  that  it  shall  not  encroach 
upon  the  requirement  easement  of  12  feet  at  the  rear; 
that  a  yard  space,  as  shown,  shall  be  left  open  and 
unbuilt  upon  between  such  extension  and  the  existing 
building  an  Lot  20,  at  1924  Kings  highway;  that  the 
oven  in  this  extension  shall  be  used  only  for  emergency 
purposes  and  only  in  the  event  that  the  main  oven  at 
1926  Kings  highway  is  temporarily  not  in  working  con¬ 
dition;  that  all  permits  required  shall  be  obtained  and 
all  work  involved  completed  within  one  year  from  the 
date  of  this  amended  resolution.” 


879-38-BZ. 

APPLICANT — Louis  Marabini,  for  Columbia  University, 
Presbyterian  Church,  New  York  Publlic  Library 
and  Metropolitan  Museum  of  Art,  owners. 

SUBJECT — Application  reopened  and  restored  to  Calendar 
October  29,  1940  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  sections  7h  and  21 
of  the  building  zone  resolution,  to  permit  in  a  busi¬ 
ness  use  district,  the  maintenance  of  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles 
on  a  plot  occupied,  in  part,  by  a  building  used 
for  body  and  fender  repairs  and  brake  and  ignition 
service  (previously  dismissed  for  lack  of  prosecu¬ 
tion). 

PREMISES  AFFECTED — 31-73  31st  street,  east  side, 
176  ft.  north  of  Broadway  (Block  No.  613,  Lot 
No.  13),  Astoria,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Theodore  Garris,  Louis  Marabini 
and  Herman  Joller. 

For  Opposition:  Edith  Firman  and  Anna  Marks. 

ACTION  OF  BOARD — Application  granted  on  condition. 


THE  VOTE—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  . 4 

Negative:  . 0 


THE  RESOLUTION—  H 

(879-38-BZ) 

i 

Whereas,  this  application,  to  permit  in  a  business  use 
district,  under  sections  7h  and  21  of  the  building  zone 
resolution,  the  parking  and  storage  of  more  than  five  (5)  , 
motor  vehicles,  premises  31-73  31st  street,  east  side,  176 
ft.  north  of  Broadway  (Block  No.  613.  Lot  No.  13), 
Astoria,  Borough  of  Queens,  was  dismissed  for  lack  of  j 
prosecution  June  27,  1939;  and 

Whereas,  Louis  Marabini,  for  Columbia  University,  Pres¬ 
byterian  Church,  New  York  Public  Library  and  Metro¬ 
politan  Museum  of  Art,  owners,  requested  reopening  of  the 
application  and  restoration  to  the  calendar;  and 
‘  Whereas,  this  application  was  reopened  by  vote  of  the  i 
Board  October  29,  1940 ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing.  November  13,  1940,  after  due  notice  by  publication  in 
the’  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  31st  street  and  Broadway  are 
in  business  use  district;  32nd  street  is  in  a  residence  and 
business  use  district;  and 

Whereas,  the  decision  of  the  borough  superintendent 
(re  Corr.  579-1938)  dated  October  23,  1940,  reads: 

“Your  request  for  an  amendment  to  C.  O.  No.  2716 
which  permits  ‘Body  and  fender  repairs  also  brake  and 
ignition  service’  to  read  ‘Body  and  fender  repairs  brake 
and  ignition  service  and  parking  and  storage  of  more 
than  five  motor  vehicles’  is  denied.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  151.4  ft.  and  a  depth  of  80  ft.  10  in.  Upon 
the  rear  of  the  plot  there  is  located  a  one-story  metal 
structure  16  ft.  by  18  ft.  in  area,  occupied  as  an  auto 
service  shop.  It  is  proposed  to  use  the  remainder  of  the 
plot  for  a  temporary  period  of  not  more  than  two  (2)  years, 
for  the  parking  and  storage  of  more  than  five  (5)  motor  , 
vehicles. 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  , 
case  in  which  to  exercise  its  discretion  to  grant  under 
section  7,  sub-division  h,  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does  . 
hereby  make  a  variation  in  the  application  of  the  use  district  | 
regulations  oDthe  building  zone  resolution,  and  that  the  j 
application  be  and  it  hereby  is  granted  under  section.  7h 
thereof,  for  a  term  of  two  (2)  years,  to  permit  the  premises 
under  appeal,  Block  No.  613,  Lot  No.  13,  with  a  frontage 
of  151  ft.  on  31st  street,  to  be  occupied  for  the  storage  and 
parking  of  motor  vehicles,  on  condition  that  only  motor 
vehicles  of  the  pleasure  car  type  shall  be  so  stored  or 
parked ;  that  the  plot  shall  be  leveled  substantially  to  the 
grade  of  31st  street  and  shall  be  surfaced  with  steam  cin¬ 
ders,  clean  gravel  or  other  suitable  surfacing  material ;  that 
during  the  term  of  this  permit  the  premises  shall  be  used 
for  no  other  use  other  than  the  parking  and  storage  as 
herein  permitted ;  that  all  buildings  heretobefore  permitted 
shall  be  removed  and  all  uses  previously  permitted  discon¬ 
tinued  ;  that  no  building  shall  be  erected  on  the  premises 
other  than  a  building  which  may  be  erected  as  an  office 
and  shelter  for  the  attendant  provided  such  building  does 
not  exceed  one  story  in  height  and  150  ft.  in  area,  and 
which  may  be  of  frame  construction ;  that  there  shall  be 
erected  on  the  interior  lot  lines  a  substantial  woven-wire 
chain  link  fence  not  less  than  6  ft.  in  height  supported  by 
anchored  steel  posts;  that  a  similar  fence  may  be  erected 
along  the  building  line  of  31st  street  with  not  more  than 
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one  opening  therein  for  entrance  and  egress;  that  such 
entrance  shall  not  exceed  15  ft.  with  curb  cut  opposite  of 
similar  width;  that  proper  aisles  shall  be  maintained  at 
all  times  for  easy  entrance  and  egress  of  cars;  that  a  space 
not  less  than  18  in.  shall  be  maintained  between  alternate 
rows  of  cars;  that  signs  shall  be  restricted  to  one  sign 
near  the  entrance  attached  to  the  fence  not  exceeding  15 
sq.  ft.  in  area,  advertising  the  parking  and  storage  use; 
that  such  sign  shall  not  be  illuminated  and  shall  not  extend 
beyond  the  building  line;  that  any  lights  maintained  for 
general  illumination  shall  be  on  post  standards  with  metallic 
reflectors  so  arranged  as  to  reflect  toward  the  center  of 
the  plot  and  away  from  the  adjoining  residential  occupancy; 
that  such  portable  fire  fighting  appliances  shall  be  main¬ 
tained  as  the  fire  commissioner  shall  direct;  that  all  permits 
shall  be  obtained  and  all  work  completed  within  three  (3) 
months  from  the  date  of  this  resolution. 


1289-39-BZ. 

APPLICANT — Charles  Gomes  (lessee),  for  Port  of  New 
York  Authority,  owner. 

SUBJECT — Application  (re  decision  of  the  acting  borough 
superintendent  of  buildings)  under  sections  21  and 
7h  of  the  building  zone  resolution,  to  permit  in  a 
retail  use  district,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles. 

’  PREMISES  AFFECTED — 423-425  West  35th  street, 
northeast  corner  of  Dyer  avenue  (Block  No.  733, 
Lot  Nos.  21  and  22),  Borough  of  Manhattan. 

I  APPEARANCES— 

For  Applicant:  Philip  Schlissel. 

For  Opposition:  Jacob  J.  Tabolt. 

ACTION  OP  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative:  . '  q 


THE  RESOLUTION— 

(1289-39-BZ) 

Whereas,  Charles  Gomes  (lessee),  for  Port  of  New 
York  Authority,  owner,  filed  October  17,  1939,  an  applica¬ 
tion  under  sections  21  and  7h  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  retail  use  district  the  parking  and 
rnore  than  five  (5)  motor  vehicles;  premises 
423-425  West  35th  street,  northeast  corner  of  Dyer  avenue 
(Block  No.  733,  Lot  Nos.  21  and  22),  Borough  of  Man¬ 
hattan  ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  November  13,  1940,  after  due  notice  by  publication 
m  the  Bulletin  of  the  Board  of  Standards  and  Appeals; 

and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  West  35th  street  is  in  a 
'etail  use  district;  West  36th  street  in  an  unrestricted  use 
listrict;  Ninth  and  Tenth  avenues  are  in  retail  and  unre¬ 
stricted  use  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent,  on 
application  for  a  certificate  of  occupancy,  dated  September 
-0.  1939,  reads : 

“With  reference  to  your  application  dated  August  10, 
1939  for  a  certificate  of  occupancy  for  the  use  of  the 
above  premises  for  parking  and  storage  of  more  than 
five  motor  vehicles,  you  are  advised  that  same  has 
been  denied  as  the  premises  are  located  in  a  retail 
district  where  this  occupancy  is  prohibited  by  Section 
4A  of  Article  2  of  Zone  Resolution.” 
ind 

W«EREAS>  the  P^mises  consist  of  a  plot  of  ground  front- 
n£  50  ft.  on  West  35th  street  with  a  depth  of  98  ft.  9  in., 
yiich  it  is  proposed  to  use  for  the  parking  and  storage 
>f  more  than  five  (5)  motor  vehicles;  and 


W  hereas,  the  premises  and  the  surrounding  area  wrere 
inspected  by  a  committee  of  the  Board;  and 

W  hereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  tot  exercise  its  discretion  to  grant  under  section  7, 
subdivision  h,  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  under  section  7-h 
thereof,  for  a  term  of  two  years  from  the  date  of  this 
resolution,  to  permit  the  premises  under  appeal  to  be  occu¬ 
pied  for  the  parking  and  storage  of  motor  vehicles,  on  con¬ 
dition  that  only  motor  vehicles  of  the  pleasure-car  type 
shall  be  so  stored  or  parked;  that  the  plot  shall  be  leveled 
substantially  to  the  grade  of  35th  street;  that  there  shall 
be  erected  on  the  interior  lot  lines,  where  there  had  been 
already  existing  the  walls  of  adjoining  buildings,  a  sub¬ 
stantial  woven  wire  fence;  that  a  similar  fence  shall  be 
erected  along  the  street  building  line  of  west  35th  street 
with  not  over  one  opening  therein,  such  opening  not  to 
exceed  15  feet  in  width;  that  said  fence  may  be  omitted 
on  the  rear  lot  line  to  the  north,  provided  the  adjoining 
lots,  50  and  51,  located  in  the  unrestricted  district  are  used 
for  _  a  similar  purpose  in  conjunction  with  this  lot ;  that 
during  the  term  of  this  permit  the  premises  shall  be  used 
for  no  other  use.  and  no  building  shall  be  erected  thereon, 
except  there  may  be  erected  a  building  not  over  150  sq.  ft. 
in  area  and  one  story  in  height,  to  be  used  as  an  office  and 
shelter  for  the  attendant;  that  such  building  may  be  of 
frame ;  that  signs  shall  be  restricted  to  a  sign  attached  to 
the  fence,  advertising  the  parking  and  storage  use,  provided 
such  sign  does  not  exceed  15  sq.  ft.  and  does  not  extend 
over  _  the  building  line  and  _  is  not  illuminated ;  that  the 
premises  shall  be  surfaced  with  steam  cinders,  clean  gravel 
or  other  suitable  material,  properly  rolled;  that  proper  aisles 
shall  be  maintainned  at  all  times  for  easy  entrance  and 
egress;  that  not  less  than  18  inches  shall  be  maintained  at 
all  times  between  alternate  rows  of  cars ;  that  such  portable 
firefighting  appliances  shall  be  maintained  on  the  premises 
as  the  fire  commissioner  shall  direct;  that  no  lighting  for 
general  illumination  shall  be  maintained  ;that  all  permits 
required  shall  be  obtained  and  all  work  completed  within 
three  months  from  the  date  of  this  resolution. 


1493-39-BZ. 

APPLICANT — Valentine  Bangert  (lessee),  for  Henry  W. 
S.  Bangert,  owner. 

SUBJECT — Application,  (re  decision  of  the  borough  super¬ 
intendent  of  buildings)  under  sections  7h  and  21 
of  the  building  zone  resolution,  to  permit  in  a 
residence  use  district,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 88-05  to  88-11  168th  place, 
east  side,  37.50  ft.  south  of  88th  avenue  (Block 
No.  9820  (892),  Lot  Nos.  38  and  41),  Jamaica, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Henry  Bangert. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative:  .  0 


THE  RESOLUTION— 

(1493-39-BZ) 

Whereas,  Valentine  Bangert.  for  Henry  W.  S.  Bangert, 
owner,  filed  December  11,  1937,  application  under  sections 
7h  and  21  of  the  building  zone  resolution,  to  permit  in  a 
residence  use  district  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  88-05  and  88-11  168th 
place,  east  side,  37.50  ft.  south  of  88th  avenue  (Block  No. 
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9820  (892),  Lot  Nos.  38  and  41).  Jamaica,  Borough  of 
Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  November  13,  1940,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  168th  place  and  88th  avenue 
are  in  residence  and  business  use  districts;  169th  street 
and  89th  avenue  are  in  business  use  districts ;  and 
Whereas,  the  decision  of  the  borough  superintendent  (re 
Misc.  Application  No.  9019-1939),  dated  November  20, 
1939,  reads: 

“The  use  or  occupancy  of  premises  for  parking  of 
more  than  five  (5)  cars  is  contrary  to  Art.  II,  Sec.  3 
Building  Zone  Resolution.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  112.5  ft.  and  a  depth  of  100  ft.  Upon  the 
plot  there  are  several  buildings  including  a  frame  dwelling, 
a  shop,  storage  sheds  and  individual  garages ;  it  is  proposed 
to  occupy  the  vacant  portion  of  the  plot  for  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles;  and 
Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  h,  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  under  section  7-h 
thereof,  for  a  term  of  two  years,  to  permit  the  unbuilt- 
upon  portion  of  the  premises  to  be  occupied  for  the  transient 
parking  of  motor  vehicles,  on  condition  that  only  those  of 
the  pleasure-car  type  shall  be  so  parked ;  that  during  the 
term  of  this  permit  the  premises  shall  be  used  for  no  other 
use  than  the  parking  herein  permitted,  and  the  existing 
uses  in  the  present  buiildings ;  that  the  fences  shall  be 
maintained  on  the  street  building  line  and  on  the  interior 
lot  lines,  and  entrances  shall  be  restricted  to  one  from  168th 
place,  as  now  existing ;  that  no  signs  advertising  the  parking 
uses  shall  be  exhibited,  except  there  may  be  one  sign  attached 
to  the  fence  near  the  intersection,  advertising  the  transient 
parking  use,  provided  such  sign  is  not  illuminated  and  does 
not  extend  beyond  the  building  line,  and  does  not  exceed 
15  sq.  ft.  in  area;  that  all  permits  required  shall  be  obtained 
and  all  work  completed  within  six  months  from  the  date 
of  this  resolution. 


470-40-BZ. 

APPLICANT — Tama  and  Proskauer,  for  William  Cohn, 
owner  (Jacob  Newmark,  lessee). 

SUBJECT — Application  (re  decision  of  the  acting  borough 
superintendent  of  buildings)  under  sections  7c  and 
21  of  The  building  zone  resolution,  to  permit  partly 
in  a  business  use  district  and  partly  in  a  residence 
use  district,  the  extension  of  an  existing  gasoline 
service  station,  and  also  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 4070-4076  Broadway,  southeast 
corner  of  West  172nd  street  (Block  No.  2141,  Lot 
Nos.  17  to  20,  inclusive),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama,  Samuel  R.  Rosen¬ 
berg  and  Jacob  Newmark. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  .  4 

Negative:  .  0 


THE  RESOLUTION— 

(470-40-BZ) 

l 

Whereas,  Lama  and  Proskauer,  for  William  Cohn  (Jacob 
Newmark,  lessee),  owner,  filed  May  3,  1940,  an  application  I 
under  sections  7c  and  21  of  the  building  zone  resolution,  | 
to  permit  partly  in  a  business  use  and  partly  in  a  residence  I 
use  district  the  extension  of  an  existing  gasoline  service 
station,  and  also  the  parking  and  storage  of  more  than  five  ' 
(5)  motor  vehicles;  premises  4070-4076Broadway,  south-  1 
east  corner  of  West  172nd  street  (Block  No.  2141,  Lot 
Nos.  17  to  20,  inclusive),  Borough  of  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
bv  the  Board  of  Standards  and  Appeals,  at  its  regular  meet-  I 
ing,  November  13,  1940,  after  due  notice  by  publication  in  : 
the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Broadway  and  St.  Nicholas 
avenue  are  in  business  use  districts;  that  West  172nd  street 
and  West  171st  street  are  in  business  and  residence  use 
districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent,  i 
re  amendment  to  Applic.  No.  N.B.  12-40,  dated  May  6, 
1940,  readT:  ! 

“1.  The  erection  of  a  building  and  extension  and  1 
rearrangement  of  a  gasoline  selling  station  or  area  for  ’ 
the  sale  of  gasoline  and  the  parking  or  storage  of  more  j 
than  five  motor  vehicles  is  contrary  to  Sec.  4  for  a  , 
Business  District  and  not  permitted  in  a  residence 
District  according  to  Sec.  3  of  the  Building  Zone  Reso¬ 
lution.  Note  that  this  plot  is  in  a  Business  District  and 
extends  in  a  Residence  District.” 

and 

Whereas,  the  premises  consist  of  an  irregular  shaped  i 
plot  of  ground  having  a  frontage  of  100.6  ft.  on  Broadway, 
127.7  ft.  on  West  172nd  street  and  a  distance  of  95  ft.  along  ' 

the  east  lot  line ;  an  irregular  shaped  area  at  the  northeast  ) 

portion  of  the  plot  is  located  in  a  residence  use  district,  i 
while  the  remainder  of  the  plot  is  located  in  a  business  use  5 
district ;  it  is  proposed  to  extend  the  area  of  the  existing  | 
gasoline  service  station,  to  demolish  the  structures  in  the 
existing  gas  station;  to  erect  upon  the  proposed  gas  station 
a  structure  61  ft.  by  25  ft.  in  area  to  be  used  as  office,  lubri- 
torium  and  auto  laundry,  to  install  additional  tanks  and  i 

pumps,  and  to  use  the  rear  portion  of  the  plot  for  the 

storage  and  parking  of  more  than  five  (5)  motor  vehicles; 
and 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  s 
7,  subdivision  c,  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  under  section  7-c  1 
thereof,  to  permit  the  legally  existing  gasoline  service  sta¬ 
tion  to  be  reconstructed  and  rearranged  substantially  as  i 
indicated  on  plans  marked  ‘Received  October  19,  1940\  sub-  1 
ject  to  changes  as  indicated  on  plans  marked  ‘Received 
November  13,  1940’,  on  condition  that  all  existing  buildings 
shall  be  entirely  removed  from  the  premises  and  the  plot  i 
shall  be  leveled  generally  to  the  grade  of  Broadway  and 
West  172nd  street;  that  the  accessory  building  shall  be 
located  toward  the  south  central  portion  of  the  premises, 
as  indicated,  and  shall  be  constructed  throughout  of  incom¬ 
bustible  materials,  except  that  the  roof  beams  and  roof 
boarding  may  be  of  wood,  provided  the  roofs  throughout 
are  surfaced  with  natural  slate  and  the  ceilings  are  fire- 
retarded  throughout,  in  accordance  with  the  rules  of  the 
Board ;  that  the  main  entrance  door  to  the  accessory  build¬ 
ing  and  the  doors  to  the  greasing  section  may  have  wood 
frames  and  wood  doors,  provided  the  greasing  equipment  is 
of  the  hydraulic  type  without  open  nits ;  that  any  windows 
in  the  accessory  building,  opening  toward  adjoining  prem- 
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ises  to  the  south  shall  be  fireproof  and  self-closing ;  that 
the  boiler-room  shall  be  constructed  of  fireproof  material 
and  separated  from  the  balance  of  the  accessory  building 
and  enterable  only  from  the  exterior ;  that  the  accessory 
building  shall  be  constructed  of  face  brick  and  left  un¬ 
painted;  that  on  the  street  building  line  of  West  172nd  street 
there  shall  be  constructed  a  brick  wall  not  less  than  6  ft. 
in  height  from  the  easterly  building  line  to  a  point  50  ft. 
from  the  intersection  of  Broadway  and  West  172nd  street; 
that  such  wall  shall  be  constructed  of  face  brick  on  both 
sides,  matching  the  brick  of  the  accessory  building,  and 
shall  be  properly  coped;  that  on  the  southerly  building  line 
brick  closure  walls  shall  be  constructed  along  the  line  of 
the  court  and  rear  yard  of  the  adjoining  building  to  the 
south  to  a  height  of  not  less  than  6  ft. ;  that  gasoline  pumps 
shall  be  not  nearer  than  15  feet  to  the  street  building  line 
of  Broadway,  as  indicated;  that  such  pumps  shall  be  of  the 
j  type  as  approved  by  the  Park  Department  for  use  on 
,  parkways ;  that  gasoline  storage  tanks  shall  not  exceed  four 
(4)  with  a  capacity  of  550  gallons  each;  that  planting 
shall  be  maintained  along  the  southerly  lot  line,  as  indicated, 
with  protecting  curb  not  less  than  6  in.  in  height  and  6  in. 
in  depth ;  that  the  balance  of  the  plot  not  occupied  by  acces¬ 
sory  building,  pumps,  walls  and  planting,  shall  be  paved 
with  Portland  cement,  Colprovia  or  other  suitable  impervi¬ 
ous  paving ;  that  there  shall  be  constructed  at  the  inter¬ 
section  of  Broadway  and  West  172nd  street,  a  triangular 
block  of  concrete  not  less  than  12  in.  in  height,  extending 
for  a  distance  of  not  less  than  5  ft.  from  the  intersection 
along  both  streets ;  that  entrance  to  the  premises  shall  be 
restricted  to  one  from  West  172nd  street,  for  which  the 
curb  cuts  shall  not  exceed  32  ft.  and  two  (2)  to  Broadway, 
for  which  the  curb  cuts  shall  not  exceed  30  ft.  in  width  each ; 
that  no  part  of  either  curb  cut  shall  be  nearer  than  five  (5) 
feet  to  the  lot  lines,  as  produced ;  that  these  premises  shall 
be  used  for  no  other  use  than  a  gasoline  service  station  and 
the  parking  and  storage  of  automobiles  of  the  pleasure-car 
type  in  the  rear  of  the  accessory  building ;  that  such  park¬ 
ing  space  shall  be  arranged  with  proper  aisles  to  permit 
!  easy  entrance  and  egress,  and  a  space  of  not  less  than 
18  in.  shall  be  left  at  all  times  between  alternate  rows  of 
cars ;  that  signs  on  the  premises  shall  be  restricted  to  per¬ 
manent  signs,  attached  to  the  accessory  building  and  to  the 
illuminated  globes  of  the  pumps,  excluding  all  roof  signs 
and  temporary  signs,  but  permitting  the  erection  within  the 
building  line  toward  the  south  and  near  the  street  intersec¬ 
tion  of  post  standards,  each  for  supporting  a  sign,  which 
may  be  illuminated,  advertising  only  the  brand  of  gasoline  on 
'  sale,  provided  such  sign  does  not  extend  beyond  the  building 
line  for  a  distance  of  more  than  4  ft. ;  that  there  shall  be  no 
'  motor  vehicle  repairing  on  the  premises ;  that  no  portable 
gasoline  pumps  shall  be  used  on  or  from  the  premises ;  that 
the  walls  of  adjoining  premises  to  the  east  and  south  shall 
be  stuccoed  or  painted  and  signs  removed  with  the  permis¬ 
sion  of  adjoining  owners;  that  prior  to  the  filing  of  plans 
with  the  borough  superintendent  of  buildings,  complete  work¬ 
ing  drawings  shall  be  submitted  for  approval  by  the  chair- 
•  man  in  behalf  of  the  Board ;  that  all  permits  required  shall 
be  obtained  and  all  work  involved  completed  within  one  (1) 
year  from  the  date  of  this  resolution. 


486-40- BZ. 

APPLICANT— S.  Walter  Katz,  for  West  17th  Street 
Realty  Corporation,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  residence 
use  district  the  maintenance  of  a  motor  vehicle 
repair  shop. 

PREMISES  AFFECTED— 254-256  West  17th  street,  south 
side,  152  ft.  east  of  Eighth  avenue  (Block  No.  766, 
Lot  No.  75),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Ludwig  Hanuer  and  H.  B.  Miller. 


For  Opposition :  Irwin  Stern,  Thomas  J.  Whalen, 
Norman  Rahill,  Harry  Lippman  and  John  T. 
Dooling. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

THE  RESOLUTION— 

(486-40-BZ) 

Whereas.  S.  Walter  Katz,  for  West  17th  Street  Realty 
Company,  owner,  filed  May  7,  1940,  an  application  under 
section  21  of  the  building  zone  resolution,  to  permit  in  a 
residence  use  district  the  maintenance  of  a  motor  vehicle  re¬ 
pair  shop;  premises  254-256  West  17th  street,  south  side, 
152  ft.  east  of  Eighth  avenue  (Block  No.  766,  Lot  No.  75), 
Borough  of  Manhattan ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  November  13,  1940,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  West  17th  street  and  West  16th 
street  are  in  residence  and  business  use  districts ;  Eighth 
avenue  is  in  a  business  use  district ;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  dated  September  4,  1940,  reads : 

“With  reference  to  your  application  dated  August 
19th,  1940  for  a  certificate  of  occupancy  for  use  of  the 
above  premises  as  an  automobile  repair  shop  we  wish 
to  advise  you  that  certificate  of  occupancy  to  supersede 
No.  7418  to  permit  auto  repair  shop  cannot  be  issued  as 
building  is  located  in  a  residence  district  where  this 
occupancy  is  prohibited.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  34  ft.  8  in.  and  a  depth  of  74  ft. ;  upon  the 
front  of  the  plot  there  is  located  two  one-story  buildings 
and  in  the  rear  a  sheet  iron  covered  shed ;  it  is  proposed  to 
occupy  the  premises  as  a  motor  vehicle  repair  shop ;  and 
Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  the  applicant  failed  to 
substantiate  a  basis  of  appeal  under  section  21  of  the  building 
zone  resolution  and  was,  therefore,  not  entitled  to  relief 
on  the  grounds  of  practical  difficulty  and  unnecessary  hard¬ 
ship. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings  be  and  it  hereby  is  affirmed  and  that  the  ap¬ 
plication  be  and  it  hereby  is  denied. 


544-40-BZ. 

APPLICANT — Morris  Perlstein,  for  Coney  Island  Soda 
Water  Corporation,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  sections  21  and  7c  of 
the  building  zone  resolution,  to  permit,  partly  in  a 
residence  use  district  and  partly  in  a  business  use 
district,  the  erection  of  an  extension  to  an  existing 
building  used  for  factory,  storage,  office  and  dwelling 
(the  proposed  extension  to  be  used  for  storage). 
PREMISES  AFFECTED — 2226-2228  Neptune  avenue  and 
2813  West  23rd  street,  southeast  corner,  and  east 
side  of  West  23rd  street,  95  ft.  south  of  Neptune 
avenue  (Block  No.  7016,  Lot  Nos.  1  and  83),  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Jacob  Fireman  and  Morris  Perl¬ 
stein. 

For  Opposition:  Rose  Yagendorf. 

ACTION  OF  BOARD — Application  granted  on  condition. 
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THE  VOTE— 

Affirmative :  Chairman  Murdock.  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(544-40-BZ) 

Whereas,  Morris  Perlstein,  for  Coney  Island  Soda 
Water  Corporation,  owner,  filed  May  20,  1940,  an  application 
under  sections  7c  and  21  of  the  building  zone  resolution,  to 
permit,  partly  in  a  residence  use  district  and  partly  in  a 
business  use  district,  the  erection  of  an  extension  to  an 
existing  building  used  for  factory,  storage,  office  and  dwell¬ 
ing  (the  proposed  extension  to  be  used  for  storage)  ;  prem¬ 
isses  2226-2228  Neptune  avenue  and  2813  West  23rd  street, 
southeast  corner  (Block  No.  7016,  Lot  Nos.  1  and  83), 
Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
November  13,  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Neptune  avenue  and  Mermaid 
avenue  are  in  business  use  districts;  West  23rd  street  is  in 
a  residence  and  unrestricted  use  district;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Alteration  Application  No.  2201-40,  dated  May 
16,  1940,  reads: 

“1.  Proposed  extension  of  building  for  storage  use 
on  a  lot  partly  in  a  business  use  district  and  partly  in  a 
residential  use  district  is  contrary  to  Article  II,  Sec.  3 
of  Building  Zone  Resolution.” 

and 

Whereas,  the  premises  consist  of  a  plot  fronting  38  ft. 
9J4  in.  on  Neptune  avenue,  115  ft.  on  West  23rd  street  and 
a  depth  of  118  ft.  9J4  in. ;  upon  the  plot  there  exists  a  two- 
story  brick  building,  38  ft.  9  in.  by  95  ft.  in  area,  located 
at  the  intersection  of  Neptune  avenue  and  West  23rd  street, 
and  a  two-story  frame  and  masonry  dwelling,  located  at  the 
rear  of  the  portion  of  the  plot  facing  on  West  23rd  street 
(Lot  No.  83),  as  shown  on  plans  filed;  it  is  proposed  to 
alter  the  two-story  frame  and  masonry  dwelling  and  to 
erect  a  new  one-story  extension  running  from  the  front  line 
of  such  dwelling  to  West  23rd  street;  the  proposed  extension 
will  be  20  ft.  by  76  ft.  3  in.  in  area  and  be  used  for  the 
storage  of  empty  boxes  and  bottles  together  with  the  exist¬ 
ing  dwelling;  and 

Whereas,  the  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to1  grant  under  section  7, 
subdivision  h.  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone. resolution  and  that  the 
application  be  and  it  hereby  is  granted,  under  section  7c 
thereof,  to  permit  an  extension  of  the  proposed  building  into 
the  more  restricted  district,  on  condition  that  the  frame  por¬ 
tion  of  the  rear  building  and  any  portion  thereof  not  within 
the  lot  lines  shall  be  entirely  removed ;  that  the  new  building 
shall  not  exceed  one  story  in  height  and  shall  not  be  con¬ 
structed  nearer  than  5  ft.  to  the  lot  line  of  the  adjoining  lot 
to  the  south  for  a  distance  easterly  from  West  23rd  street 
of  60  ft. ;  that  there  shall  be  no  windows  or  other  openings 
constructed  in  the  southerly  wall  of  the  building ;  that  no 
signs  shall  be  erected  or  painted  on  this  building;  that  this 
variance  shall  continue  only  so  long  as  this  building  is  used 
in  connection  with  the  existing  business  now  carried  on  in 
the  building  on  the  corner  of  Neptune  avenue  and  West 
23rd  street  either  by  this  concern  or  its  successors  in  the 
same  line  of  business ;  that  the  building  shall  comply  in  all 
other  respects  with  all  laws,  rules  and  regulations  applicable 
thereto;  that  all  permits  required  shall  be  obtained  and  all 


work  completed  within  one  (1)  year  from  the  date  of  this 
resolution. 


568-40-BZ. 

APPLICANT— Oscar  Goldschlag,  for  260  West  125th 
Street,  Incorporated,  owner. 

SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  section  7h  of  the 
building  zone  resolution,  to  permit  in  a  business  use 
district  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles  for  a  temporary  period  of  two 
(2)  years. 

PREMISES  AFFECTED— 259-261  West  124th  street, 
north  side,  200  ft.  east  of  Eighth  avenue  (Block 
No.  1930,  part  of  Lot  No.  55),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Milton  Goldschlag. 

For  Opposition :  Irving  Horowitz,  Edward  H. 
Beck,  Benjamin  Millstein  and  Sol  A.  Herzog. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(568-40-BZ) 

Whereas.  Oscar  Goldschlag,  for  260  West  125th  Street, 
Incorporated,  owner,  filed  May  25,  1940,  an  application  under 
section  7h  of  the  building  zone  resolution,  to  permit"  in  a 
business  use  disirict  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles  for  a  temporary  period  of  two  (2) 
years;  premises  259-261  West  124th  street,  north  side,  200 
ft.  east  of  Eighth  avenue  (Block  No.  1930,  part  of  Lot  No. 
55),  Borough  of  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
November  13,  1940.  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  West  124th  street,  West  125th 
street,  Eighth  avenue  and  Seventh  avenue  are  in  business 
use  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  dated  April  25,  1940,  reads : 

“Your  application  dated  April  17,  1940,  for  a  certifi¬ 
cate  of  occupancy  for  use  of  above  premises  as  a  park¬ 
ing  and  storage  lot  for  more  than  five  motor  vehicles 
has  been  denied  for  the  reason  that  the  premises  are 
located  in  a  business  district  where  this  occupancy  is 
prohibited  by  Section  4  of  the  Building  Zone  Resolu¬ 
tion.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  50  ft.  and  a  depth  of  101  ft. ;  it  is  proposed  to 
occupy  the  site  for  a  temporary  period  of  not  more  than 
two  (2)  years  for  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  and 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  h.  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution  and  that  the 
application  be  and  it  hereby  is  granted,  under  section  7h 
thereof,  for  a  term  of  two  (2)  years,  to  permit  the  premises 
consisting  of  the  unbuilt  portion  of  Lot  No.  55  to  be  occu¬ 
pied  for  the  storage  and  parking  of  motor  vehicles,  on  con¬ 
dition  that  only  motor  vehicles  of  the  pleasure-car  type  shall 
be  stored  and  parked;  that  there  shall  be  maintained  a 
passageway  separated  from  the  parking  space  by  a  fence 
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continuously  from  the  rear  of  the  building  on  the  125th 
street  portion  of  the.  lot  to  124th  street,  as  a  passageway 
from  the  rear  exits  of  the  building,  such  passageway  to  be 
not  less  than  5  ft.  in  width ;  that  the  balance  of  the  plot 

shall  be  leveled  substantially  to  the  grade  of  West  124th 

street  and  surfaced  with  steam  cinders,  clean  gravel  or 
other  suitable  material;  that  there  shall  be  erected  on  the 
interior  lot  lines,  where  walls  of  adjoining  buildings  do 
not  occur,  a  substantial  woven-wire  fence  not  less  than  6  ft. 
in  height ;  that  a  similar  fence  shall  be  erected  on  the  street 
building  line  of  West  124th  street,  with  an  entrance  not  ex¬ 
ceeding  15  ft.  in  width,  with  curb  cut  opposite  of  similar 
width;  that  proper  aisles  shall  be  maintained  at  all  times 
for  easy  entrance  and  egress;  that  there  shall  be  not  less 
than  18  in.  between  alternate  rows  of  cars  parked;  that  dur¬ 
ing  the  term  of  this  permit  the  premises  covered  by  this 

application  shall  be  used  for  no  other  uses  other  than  as 

herein  permitted;  that  there  shall  be  no  building  erected 
thereon  except  that  there  may  be  a  building  not  over  one 
story  in  height  and  not  over  100  sq.  ft.  in  area,  and  which 
may  be  of  frame,  as  an  office  and  shelter  for  the  attendant; 
that  signs  shall  be  restricted  to  one  sign  attached  to  the 
fence  advertising  the  parking  and  storage  use,  provided  it 
does  not  exceed  15  sq.  ft.  in  area,  is  not  illuminated,  and 
does  not  extend  beyond  the  building  line;  that  all  permits 
shall  be  obtained  and  all  work  completed  within  six  (6) 
months  from  the  date  of  this  resolution. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 


602-40-A. 

APPLICANT — Paul  Friedman,  for  Kings  Highway  Com¬ 
munity  Corporation,  owner  (Communnity  Amuse¬ 
ment  Corporation,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 1663-1669  East  17th  street, 
east  side,  57  ft.  2 )4  in.  south  of  Kings  highway 
(Block  No.  6780,  Lot  No.  55),  Borough  of  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Paul  Friedman. 

ACTION  OF  BOARD — Laid  over  to  November  19,  1940, 
at  10  A.M.,  for  inspection  by  a  committee  of  the 
Board. 


623-40- A. 

APPLICANT — Morris  Perlstein.  for  Coney  Island  Soda 
Water  Corporation,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 2226-2228  Neptune  avenue  and 
2813  West  23rd  street,  southeast  corner,  and  east 
side  of  West  23rd  street,  95  ft.  south  of  Neptune 
avenue  (Block  No.  7016,  Lot  Nos.  1  and  83),  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Morris  Perlstein  and  Jacob  Fire¬ 
man. 

AC  I  ION  OF  BOARD — Appeal  withdrawn  without  argu¬ 
ment  in  view  of  action  of  Board  on  Cal.  No.  544- 
40-BZ. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


Adjourned,  12:45  P.M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING. 

WEDNESDAY  AFTERNOON,  NOVEMBER  13,  1940. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Assistant  Chief  McCarthy. 


BUILDING  ZONE  CASES. 

712-38-BZ. 


APPLICANT — Sidney  L.  Strauss,  for  Steeples  Manage¬ 
ment  Corporation,  owner. 

SUBJECT — .Application  for  consideration — reopening  and 
restoration  to  Calendar — re  Application  (decision 
of  the  acting  borough  superintendent  of  buildings), 
under  section  21  of  the  building  zone  resolution,  to 
permit  in  a  residence  use  district  the  maintenance  of 
business  uses  in  an  existing  multiple  dwelling  (pre¬ 
viously  dismissed  for  lack  of  prosecution). 

PREMISES  AFFECTED — 1604-1648  Ocean  avenue,  west 
side,  120  ft.  south  of  Avenue  K  (Block  No.  6730, 
Lot  Nos.  63  and  72),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Sidney  L.  Strauss. 

ACTION  OF  BOARD- — Application  reopened  and  re¬ 
stored  to  Calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN  AND  RESTORE  TO  CAL¬ 
ENDAR— 


Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  . 

Negative  . 


4 

0 


615-37-BZ. 

APPLICANT — James  Mattiace,  for  Beers  Trusts  (Lucius 
H.  Beers  and  Sherman  Baldwin,  trustees),  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
borough  superintendent  of  buildings),  under  sec¬ 
tion  7h  of  the  building  zone  resolution,  permitting, 
for  a  temporary  period  of  not  more  than  two  (2) 
years,  in  a  retail  use  district,  the  parking  and  stor¬ 
age  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 456-460  West  41st  street,  south 
side,  100  ft.  east  of  Tenth  avenue  (Block  No.  1050, 
Lot  Nos.  59,  60  and  60)4),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  James  Mattiace. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock.  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

N  egative  .  0 


THE  RESOLUTION— 

(615-37-BZ) 

Whereas,  this  application,  under  section  7h  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  retail  use  district  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles, 
premises  456-460  West  41st  street,  south  side,  100  ft.  east 
of  Tenth  avenue  (Block  No.  1050,  Lot  Nos.  59,  60  and 
60)4),  Borough  of  Manhattan,  was  granted  by  the  Board 
June  21.  1938,  on  certain  conditions;  and 

Whereas,  James  Mattiace,  for  Beers  Trusts  (Lucius  H. 
Beers  and  Sherman  Baldwin,  trustees),  owner,  requested 
an  extension  of  the  permit. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  21,  1938,  only 
so  far  as  it  refers  to  the  term  of  the  permit,  so  that  as 
amended  this  portion  of  the  resolution  shall  read: 

“ granted ,  under  section  7h  thereof,  for  a  temporary 
term  of  two  (2)  years  from  the  date  of  this  amended 
resolution.” 
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1206-39-BZ. 


APPLICANT — Menley  and  James,  Limited,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time — re  Application  (decision  of  the 
borough  superintendent  of  buildings),  under  section 
7 a  of  the  building  zone  resolution,  permitting  upon 
a  plot,  located  partly  in  a  residence  use  district  and 
partly  in  an  unrestricted  use  district,  the  erection 
and  maintenance  of  a  business  building  (storage  of 
paper  cartons). 

PREMISES  AFFECTED— 91-17  to  91-27  138th  place, 
northeast  corner  of  Archer  avenue  (Block  No. 
9981,  Lot  Nos.  26  and  20),  Jamaica,  Borough  of 
Queenss.  * 

APPEARANCES— 

For  Applicant:  C.  H.  Marseh. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 


Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  . 

Negative  . 


4 

0 


THE  RESOLUTION— 

(1206-39-BZ) 


Whereas,  this  application,  under  section  7a  of  the  build¬ 
ing  zone  resolution,  to  permit  upon  a  plot,  located  partly 
in  a,  residence  use  district  and  partly  in  an  unrestricted  use 
district,  the  erection  and  maintenance  of  a  business  building 
(storage  of  paper  cartons),  premises  91-17  to  91-27  138th 
place,  northeast  corner  of  Archer  avenue  (Block  No.  9981, 
Lot  Nos.  26  and  20),  Jamaica,  Borough  of  Queens,  was 
granted  by  the  Board  January  3,  1940,  on  certain  conditions, 
and  the  applicant  requested  an  extension  of  time  to  obtain 
permits  and  complete  the  w.ork. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  January  30,  1940,  only 
so  far  as  it  refers  to  obtaining  permits  and  completion  of 
the  work,  so  that  as  amended  this  portion  of  the  resolution 
shall  read : 


“that  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  one  (1)  year  from  the  date  of  this 
amended  resolution.” 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

994-40-A. 

APPLICANT — Lama  and  Proskauer,  for  Empire  State 
Varnish  Company,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 34-40  Varick  street,  east  side, 
100  ft.  8^2  in.  south  of  Bridgewater  street  (Block 
No.  2664,  Lot  Nos.  13,  14,  15  and  22),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama,  Michael  Doniger 
and  Merrit  T.  Metz. 

For  Administration:  Dewey  Rothkrug,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  November  26,  1940, 
at  2  P.M.,  for  further  consideration  by  the  Board. 


1053-40- A. 

APPLICANT — St.  Clare’s  Hospital,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 415-421  West  51st  street,  north 
side.  199  ft.  west  of  Ninth  avenue  (Block  No.  1061, 
Lot  No.  23),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 


ACTION  OF  BOARD — Appeal  withdrawn  on  written  re¬ 
quest. 

THE  VOi£.  TO  WITHDRAW  — 

Alnrmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


697-39- A. 


APPLICANT — George  G.  Lake,  for  Michael  Gatto,  ad¬ 
joining  property  owner. 

OWNER  OF  PREMISES — Samuel  Miller  (Phillip  Ed¬ 
wards,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings — re  Revocation  of  Certificate 
of  Occupancy  No.  19617-34. 

PREMISES  AFFECTED— 28  Bowery  and  43  Bayard 
street,  southwest  corner  (Block  No.  163,  Lot  No. 
33),  Borough  of  Manhattan. 

APPEARANCES— 


For  Applicant:  George  G.  Lake. 

For  Owner:  Joseph  Ferber,  Alex  Kraut  and  B.  M. 
Sylvan. 

For  Administration:  Fred  Dahlem,  Department  of 
Housing  ^nd  Buildings. 

ACTION  OF  BOARD — Appeal  granted  in  accordance  with 
report  of  a  committee  of  the  Board. 

THE  VOTE—  _ 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(697-39-A) 


Whereas,  George  G.  Lake,  for  Michael  Gatto,  adjoining 
property  owner,  filed  May  25,  1939,  an  appeal  from  a  deci¬ 
sion  of  the  borough  superintendent  of  buildings — re  Revo¬ 
cation  of  Certificate  of  Occupancy  No.  19617-34,  affecting 
premises  28  Bowery  and  43  Bayard  street,  southwest  corner 
(Block  No.  163,  Lot  No.  33),  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  dated  May  16,  1939,  reads: 


“Answering  your  letter  of  May  4th,  1939  regarding 
your  request  for  the  revocation  of  certificate  of  occu¬ 
pancy  No.  19617  issued  on  the  above  premises,  the 
authority  for  revoking  certificate  of  occupancies  lies  with 
the  Board  of  Standards  and  Appeals. 

Therefore,  your  request  is  denied.” 
and 

Whereas,  the  building  is  of  non-fireproof  construction, 
four  stories  (46  ft.)  in  height,  42  ft.  7  in.  by  75  ft.  in  area; 
erected  prior  to  1916;  located  in  an  unrestricted  use  B 
area  district;  occupied  since  1934  as  follows:  cellar,  storage; 
first  story,  stores ;  second,  third  and  fourth  stories,  lodging 
house,  50  persons  per  story,  for  which  Certificate  of  Occu¬ 
pancy  No.  19617-34  was  issued;  and 
Whereas,  the  applicant  contends  that  the  building  in 
question  was  built  prior  to  1916  for  a  hotel;  that  in  1931  an 
application  was  made  for  converting  same  to  a  lodging 
house  and  certificate  of  occupancy  for  said  use  was  issued 
following  Alteration  No.  171-31 ;  that  prior  to  said  alteration 
the  third  and  fourth  stories  of  the  building  were  used  as  a 
hotel  having  separate  rooms  with  windows  ;  that  the  altera¬ 
tion  was  to  remove  room  partitions  and  substitute  dwarf 
partitions,  with  the  result  that  instead  of  having  rooms  with 
proper  windows  and  ventilation,  the  building  now  has 
cubicles  without  individual  windows ;  that  under  Cal.  No. 
964-38-A  the  Board  of  Standards  and  Appeals  held  that 
said  cubicles  were  not  legal ;  and 

Whereas,  this  appeal  was  the  subject  of  a  report  of  a 
committee  of  the  Board,  which  report  reads : 
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REPORT  OF  COMMITTEE. 

November  8,  1940. 

Re:  Cal.  No.  697-39-A. 

281  Bowery  and  43  Bayard  street,  Borough  of  Man¬ 
hattan. 

l  ms  is  an  appeal  from  a  decision  of  the  borough 
superintendent  of  buildings  of  the  Department  of  Hous¬ 
ing  and  Buildings  refusing  to  revoke  a  certificate  of  oc¬ 
cupancy,  No.  19617,  issued  in  1934,  after  completion  of 
work  of  altering  the  building  and  installing  cubicle 
partitions  according  to  Alteration  Application  171  of 
1931.  The  building  had  for  years  been  occupied  as  a 
hotel  and  no  certificate  of  occupancy  had  been  required. 
Prior  to  April  18,  1929,  the  building  was  subject  to  the 
requirements  of  the  Building  Code  but  not  to  the  re¬ 
quirements  of  the  Tenement  House  Law.  Upon  adop¬ 
tion  of  the  Multiple  Dwelling  Law  on  April  18,  1929, 
the  building  became  thereunder  an  existing  Class  B 
multiple  dwelling.  The  alteration  in  1931  was  to  change 
the  building  from  a  hotel  to  a  lodging  house,  and  the 
borough  superintendent  of  buildings  determined,  in  a 
memorandum  dated  April  7.  1931,  nothing  need  be  done 
under  the  requirements  of  the  Multiple  Dwelling  Law 
“since  the  use  and  character  of  the  building  will  not  be 
changed.’  It  is  clear  that  the  alteration  was  approved 
under  the  Building  Code  provisions  only  and  the  cubicle 
partitions  were  approved  thereunder  following  the  policy 
established  in  1927  or  before  as  to  cubicle  partitions  in 
lodging  houses.  It  appears  also  that  due  to  an  opinion 
of  the  Corporation  Counsel,  dated  April  12,  1916,  the 
requirements  of  the  Charter.  Chapter  19,  Title  7,  Sec¬ 
tion  1307,  dealing  with  lodging  houses  and  the  require¬ 
ments  for  sleeping  rooms  and  ventilation  were  deemed 
not  to  apply  to  this  building  inasmuch  as  the  Corporation 
Counsel  had  advised  that  these  requirements  had  been 
repealed  as  to  lodging  houses  by  the  adoption  of  the 
Building  Code  in  1916.  Even  as  to  exits,  the  record 
shows  that  the  provisions  of  the  Building  Code  and  not 
the  provisions  of  the  Multiple  Dwelling  Law  were  ap¬ 
plied. 

The  application  and  plans  were  not  passed  on  by  the 
Housing  Division  of  the  Department.  The  certificate  of 
occupancy  was  issued  upon  completion,  permitting  oc¬ 
cupancy  as  a  Class  B  multiple  dwelling  having  stores 
on  the  ground  floor  and  lodging  house  on  the  second  to 
fourth  stories.  The  form  of  the  certificate  of  occupancy 
is  the  form  as  approved  by  the  Board  of  Standards  and 
Appeals.  The  Board  has  at  no  time  amended  its  ap¬ 
proval  of  this  form  so  as  to  include  a  certificate  of 
compliance  required  to  be  issued  for  multiple  dwellings 
under  Section  301  of  the  Multiple  Dwelling  Law.  No 
certificate  of  compliance  was  issued  for  this  building. 
As  the  requirements  of  the  Multiple  Dwelling  Law  were 
not  applied  to  this  building,  a  certificate  of  compliance 
could  not  vyell  have  been  issued. 

In  the  opinion  of  the  Board,  the  requirements  of  the 
Multiple  Dwelling  Law  should  have  been  met.  While 
the  cubicle  partitions  in  question  may  have  been  con¬ 
sidered  permissable  under  the  Building  Code,  such 
cubicles  are  contrary  to  the  requirements  of  Sections  31 
and.  32  of  the  Multiple  Dwelling  Law  in  that  such 
cubicles  form  rooms  which  do  not  comply  with  those 
requirements. 

The  Housing  Division  of  the  Department  of  Housing 
and  Buildings  is  not  authorized  under  the  Multiple 
Dwelling  Law  to  adopt  regulations  to  permit  conditions 
not  only  unlawful  but  as  to  cubicles  a  dangerous  menace 
to  life  and  health.  In  three  previous  appeals  involving 
the  construction  of  cubicles,  the  Board  has  held  that 
they  are  unlawful  under  the  Multiple  Dwelling  Law. 
One  of  these  decisions  has  been  the  subject  of  Court 
review,  namely,  964-38-A,  affecting  premises  6  Chatham 
square,  where  the  Court  of  Appeals  in  Edwards  vs. 
Murdock  did  not  pass  on  the  legality  of  the  cubicles. 
That  decision  can  have  no  bearing  in  this  matter  as 


there  can  be  no  claim  that  a  certificate  of  compliance 
has  been  issued  or  that  the  provisions  ot  Section  out  of 
the  Multiple  Dwelling  Law  can  be  relied  on  in  any 
respect. 

Un  January  10,  1940,  a  bill  was  introduced  by  Senator 
Coudert  to  amend  Section  31  of  the  Multiple  Dwelling 
Law  so  as  to  permit  cubicles  under  certain  safeguards. 
This  proposed  amendment  was  not  adopted. 

The  Committee  recommends  that  the  appeal  be 
granted  and  that  Certificate  of  Occupancy  19617  be 
revoked  only  so  far  as  the  cubicles  are  concerned  and 
that  the  certificate  of  occupancy  be  reinstated  upon  re¬ 
moval  of  such  cubicles  as  contravene  the  provisions  of 
Sections  31  and  32  of  the  Multiple  Dwelling  Law. 

(Sgd.)  HARRIS  H.  MURDOCK, 

Chairman. 

BERNARD  A.  SAVAGE. 
CHARLES  M.  BLUM, 
john  j.  McCarthy,  No.  2, 

Committee. 

and 

Whereas,  this  report  recommended  that  the  appeal  be 
granted. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted,  revoking  Certificate  of  Occu¬ 
pancy  No.  19617-34,  as  to  cubicles. 


831-40-A. 

APPLICANT — Mary  E.  Wezel,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 171  Bay  Ridge  avenue,  north 
side,  260  ft.  west  of  Ridge  boulevard  (Block  No. 
5861,  Lot  No.  69),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Inspector  Meyer,  Fire  De¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(831-40-A) 

Whereas,  Mary  E.  Wezel,  owner,  filed  July  31,  1940,  an 
appeal  from  an  order  of  the  fire  commissioner ;  premises 
171  Bay  Ridge  avenue,  north  side,  260  ft.  west  of  Ridge 
boulevard  (Block  No.  5861.  Lot  No.  69),  Borough  of 
Brooklyn ;  and 

Whereas,  the  order  of  the  fire  commissioner,  Order  No. 
84303-LC,  dated  July  1,  1940,  reads: 

“You  are  hereby  notified  that  an  inspection  of  the 
above  premises  used  to  store  and  use  fuel  oil  shows  that 
the  following  must  be  done  before  the  permit  requested 
by  you  can  be  issued : 

1.  Discontinue  the  storage  and  use  of  fuel  oil  on  the 
above  premises  for  the  reason  that  no  Certificate  of 
Approval  has  been  issued  by  the  Board  of  Standards 
and  Appeals  for  this  type  burner  (Tru-Heet).” 
and 

Whereas,  the  building  is  two  stories  in  height,  20  ft. 
by  52  ft.  in  area;  of  Class  3  construction;  located  in  a 
business  use  C  area  district;  erected  in  1907;  occupied 
as  a  two-family  dwelling;  and 

Whereas,  the  applicant  contends  that  the  burner  in  ques¬ 
tion  is  a  Tru-Heet  Burner,  Model  J-l,  manufactured  by  the 
Tru-Heet  Company,  Trenton,  New  Jersey;  that  the  burner 
was  installed  in  1935  and  has  given  no  trouble  since  installa¬ 
tion  ;  that  it  was  installed  by  a  contractor  familiar  with  the 
installation  of  oil  burners ;  and 
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Whereas,  the  Fire  Department  Inspector  of  Combustibles 
reports  that  the  tank  is  10  gauge  metal,  with  1  in.  vent,  2  in. 
fill  line  and  ^4  in.  suction  line;  that  the  fill  pipe  terminal 
is  within  5  ft.  of  the  building  opening  and  the  vent  pipe  is 
not  5  ft.  above  the  fill  pipe  terminal ;  that  the  oil  storage 
tank  is  located  under  wooden  cellar  stairs ;  that  there  is 
only  one  shut-off  valve  in  the  oil  system  and  that  is  located 
at  the  tank;  there  is  no  shut-off  valve  at  burner  or  suction 
line  and  there  is  no  protection  against  mechanical  injury; 
that  the  ceiling  over  the  smoke  pipe  is  more  than  18  in. 
above  same  and  is  covered  with  Bell  boards ;  that  there  are 
no  sand  pails,  no  instruction  card  or  label  or  remote  con¬ 
trol  ;  that  the  burner  was  approved  by  the  Board  of  Fire 
Underwriters  and  is  of  the  burner  atomizing  type  and  con¬ 
sists  of  the  following  assembly:  A  Wagner  electric  motor 
of  one  horsepower,  a  Tuthill  pump,  an  electric  ignition 
Jefferson  transformer,  and  the  controls  consist  of  Minneap¬ 
olis  Honeywell  Protectorelay,  pressuretrol  and  aquastat ; 
and 

Whereas,  it  is  recommended  by  the  Fire  Department 
that  the  applicant  provide  a  1 %  in.  vent  line  and  extend  the 
vent  pipe  5  ft.  above  the  fill  pipe  terminal,  relocate  fill  pipe 
terminal  so  that  same  is  5  ft.  from  the  building  opening, 
protect  all  exposed  piping  from  mechanical  injury,  fire- 
retard  the  underneath  side  of  cellar  stairs,  provide  two 
sand  pails,  provide  instruction  card,  label  remote  control, 
provide  shut-off  valve  at  burner,  make  application  for  test 
of  pipe  and  tank,  repair  leak  at  shut-off  valve  at  tank  and 
in  2  in.  fill  pipe  near  tank. 

Resolved,  that  the  order  of  the  fire  commissioner,  Order 
No.  84303-LC,  be  and  it  hereby  is  modified  and  that  the  ap¬ 
peal  be  and  it  hereby  is  granted  on  condition  that  the  burner 
shall  bear  the  label  “Approved  by  the  National  Board  of 
Fire  Underwriters,’’  and  that  in  all  other  respects  the  in¬ 
stallation  shall  comply  with  the  requirements  of  the  Oil 
Burner  Rules  of  the  Board  of  Standards  and  Appeals ;  that 
in  addition,  if  the  fuel  oil  tank  is  located  under  the  wooden 
stairs,  that  the  soffit  of  the  cellar  stairs  shall  be  fire- 
retarded. 


1009-40- A. 

APPLICANT — Edward  M.  Wheeler,  for  Katherine  P. 

Retugna,  owner  (Benjamin  D.  Gilbert,  lessee). 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 13  Commerce  street,  north 
side,  40  ft.  in.  west  of  Seventh  avenue  (Block 
No.  587,  Lot  No.  64),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Edward  M.  Wheeler. 

For  Administration :  Fred  Dahlem,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(1009-40- A) 

Whereas,  Edward  M.  Wheeler,  for  Katherine  P. 
Retugna,  owner,  filed  October  21,  1940,  an  appeal  from  a 
decision  of  the  borough  superintendent  of  buildings ;  premises 
13  Commerce  street,  north  side,  40  ft.  9$4  in.  west  of  Seventh 
avenue  (Block  No.  587,  Lot  No.  64),  Borough  of  Man¬ 
hattan  ;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Alteration  Application  No.  3186-40,  dated 
October  18,  1940,  reads: 

“1.  Raising  of  a  three  (3)  story  frame  structure 
contrary  to  Sec.  4.1. 5.d — B.C. 

3.  Roof  beams  are  weak  under  new  construction.” 
and 


Whereas,  the  building  is  three  stories  in  height,  21  ft.  by 
22  ft.  in  area;  of  Class  4  construction;  located  in  an  un¬ 
restricted  use  district;  erected  prior  to  1900,  and  occupied 
as  a  one-family  home;  and 

Whereas,  it  is  proposed  to  build  a  store  room  for  empty 
trunks  and  mothproof  clothes  boxes,  located  on  the  roof 
above  the  hall  bedroom;  and  : 

Whereas,  the  applicant  contends  that  the  proposed  pent¬ 
house  will  be  constructed  of  galvanized  iron  and  steel  sup-» 
ports  and  will  be  lined  with  fire-resistive  materials ;  that  the 
Code  permits  single  family  dwellings  to  be  40  ft.  in  height, 
and  that  the  present  height  of  the  building  is  approximately 
30  ft. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  on  Alteration  Application  No.  3186-40,  be  and 
it  hereby  is  modified,  as  to  Objection  No.  1,  permitting  the 
penthouse  on  the  roof,  as  proposed,  on  condition  that  the 
proposed  extension  shall  be  used  solely  for  storage  and  not 
for  living  quarters ;  that  the  proposed  penthouse  shall  be 
fire-retarded  throughout  on  the  interior,  and  that  in  all  other 
respects  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto,  and  denied 
as  to  Objection  No.  3.  j 


1010-40-A.  i 

APPLICANT — Samuel  L.  Malkind,  for  Kew  Gardens  Cor¬ 
poration,  owner  (Virginia  Estates  Corporation, 
lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 80-12  Queens  boulevard  (Kew 
Gardens  road),  south  side,  between  Quentin  street 
and  Union  Turnpike  (Block  No.  3348,  Lot  No. 
37),  Kew  Gardens,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Paul  Friedman,  Samuel  L.  Mal¬ 
kind  and  Alrick  H.  Man,  Jr.  , 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

Negative  .  0 

THE  RESOLUTION— 

(1010-40-A) 

Whereas,  Samuel  L.  Malkind,  for  Kew  Gardens  Cor¬ 
poration,  owner,  filed  October  21,  1940,  an  appeal  from  a 
decision  of  the  borough  superintendent  of  buildings,  Depart¬ 
ment  of  Housing  and  Buildings ;  premises  80-12  Queens 
boulevard,  south  side,  between  Quentin  street  and  Union 
Turnpike  (Block  No.  3348,  Lot  No.  37),  Kew  Gardens, i 
Borough  of  Queens ;  and  > 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Alteration  Application  No.  2468-40,  dated 
October  10,  1940,  reads : 

“The  conversion  of  a  non-fireproof  Class  B  multiple 
dwelling  to  a  Public  Bldg.  (Hospital)  is  contrary  to  ; 
provisions  of  Section  4.21  of  the  Building  Code,  Section 
C26-254  of  the  Adm.  Code.” 
and 

Whereas,  the  building  is  four  stories  and  basement  (50 
ft.)  in  height,  194  ft.  by  139  ft.  in  area;  of  Class  3  con¬ 
struction  ;  equipped  with  a  sprinkler  system  in  the  basement 
and  a  standpipe  system  ;  erected  in  1920;  located  in  a  busi¬ 
ness  and  residence  use  district;  occupied  throughout  as  a 
hotel ;  it  is  proposed  to  be  occupied :  cellar,  boiler-room ; 
basement,  hospital,  10  persons ;  first  story,  wards  and  ad¬ 
ministration  offices,  40  persons;  second  story,  patients’ 
rooms,  80  persons ;  third  story,  operating  room,  laboratories 
and  patients’,  rooms,  44  persons;  fourth  story,  nurses’  and 
internes'  residence,  76  persons ;  and 

Whereas,  it  is  proposed  to  fireproof  three  stairhalls  by 
installing  iron  stairs  and  concrete  arches  for  platforms  and 
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landings  (existing  doors  are  fireproof  and  self-closing)  ;  to 
widen  north-to-south  corridors  on  second  and  third  stories 
from  4  ft.  to  6  ft.  (existing  east-to-west  corridors  are  5  ft. 
wide  and  will  remain)  ;  to  fire-retard  all  corridors  on  first, 
second  and  third  stories  with  wire  lath  and  44  in.  cement 
plaster  on  the  corridor  side ;  to  rearrange  room  layouts  on 
first,  second  and  third  stories  without  structural  alterations 
so  that  no  room  will  be  more  than  30  ft.  distant  from  the 
nearest  fire  escape  or  fireproof  stairway ;  to  fire-retard  cellar 
ceiling  with  l/z  in.  plaster  boards  covered  with  26  gauge 
metal  or  wire  lath  covered  with  44  in.  Portland  cement 
plaster;  to  provide  boiler-room  separated  from  the  balance 
of  the  building  by  fireproof  construction  and  enterable  only 
from  the  exterior  of  the  building ;  to  make  certain  that  all 
doors  leading  to  fire  escapes  will  open  out  and  will  be  fire¬ 
proof  and  self-closing ;  and 

Whereas,  the  applicant  contends  that  the  present  use  of 
the  building  does  not  yield  a  return  sufficient  even  to  pay 
the  carrying  charges ;  that  the  proposed  use  will  produce  a 
more  satisfactory  return;  that  practical  difficulties  exist 
which  make  no  other  use  practicable  than  the  use  proposed ; 
that  a  modification  permitting  the  proposed  use  can  be 
granted  subject  to  conditions  calculated  to  observe  the  spirit 
of  the  Code,  to  secure  public  safety  and  to  do  substantial 
justice;  that  the  owner  proposes  to  comply  with  said  condi¬ 
tions  and  to  provide  the  community  with  a  much-needed 
well-equipped  hospital ;  that  in  addition  to  the  foregoing,  the 
following  safety  factors  exist:  (a)  five  fire  walls  divide  the 
building  into  sections  of  less  than  2,500  sq.  ft.;  (b)  a  cen¬ 
tral  fire  alarm  system  is  provided  with  two  stations  on  each 
floor  and  four  alarm  gongs  on  each  floor;  (c)  there  are 
seven  Pyrene  fire  extinguishers  on  each  floor;  (d)  there 
is  a  one-source,  wet,  automatic  sprinkler  system  in  the  base¬ 
ment;  (e)  there  are  three  sets  of  standpipes,  one  in  each 
stair  hall;  (f)  access  to  fire  escapes  is  by  means  of  doors 
instead  of  windows. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  on  Alteration  Application  No.  2468-40,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  ceilings  throughout  shall  be 
fire-retarded  with  wire  lath  and  44  in.  cement  plaster;  that 
the  stair  halls  and  corridors  throughout  shall  be  similarly 
fire-retarded ;  that  all  doors  thereto  be  as  approved  for  not 
less  than  three-quarter  hour  test ;  that  the  building  through¬ 
out  shall  be  protected  with  a  sprinkler  system  complying  with 
the  requirements  of  the  Building  Code  therefor ;  that  such 
sprinkler  system  may  be  one-source,  provided  the  pressure 
at  the  highest  sprinkler  head  for  the  full  twenty-four  hours 
1  of  the  day  is  not  less  than  15  pounds,  and  that  if  such  re¬ 
quirement  cannot  be  met,  a  two-source  sprinkler  system 
shall  be  installed ;  that  any  exterior  fire  escapes  installed 
on  the  building  shall  be  properly  screened ;  that  the  boiler- 
room  shall  be  separated  from  the  balance  of  the  building  by 
fireproof  construction  and  enterable  only  from  the  exterior 
of  the  building,  and  in  all  other  respects  the  building  shall 
be  protected  as  proposed  in  this  appeal ;  that  the  windows 
on  the  course  of  any  fire  escape  erected  shall  be  fireproof 
and  self-closing ;  that  the  standpipe  system  shall  be  main¬ 
tained  to  the  satisfaction  of  the  fire  commissioner ;  that  the 
engineer  in  charge  of  the  heating  system  shall  hold  a  cer¬ 
tificate  of  fitness ;  that  the  fire  alarm  system  shall  be  main¬ 
tained  throughout ;  that  in  addition  such  portable  fire  ex¬ 
tinguishers  shall  be  maintained  as  the  fire  commissioner 
directs ;  that  in  addition  to  these  above  requirements,  the 
requirements  of  the  Department  of  Hospitals  and  Depart¬ 
ment  of  Health  shall  also  be  complied  with ;  that  this  vari¬ 
ance  shall  continue  only  so  long  as  this  building  is  occupied 
as  proposed  and  in  all  other  respects  meets  the  require¬ 
ments  of  all  laws,  rules  and  regulations  applicable  thereto ; 
that  this  variance  is  granted  on  condition  that  the  building 
will  be  occupied  throughout  for  hospital  purposes  as  pro¬ 
posed  and  that  all  hotel  uses  and  other  uses  will  be  discon¬ 
tinued  upon  the  establishment  of  the  hospital ;  that  all  per¬ 
mits  shall  be  obtained  and  all  work  completed  within  one 
(1)  year  from  the  date  of  this  resolution. 


1048-40- A. 

APPLICANT — Robert  D.  Kohn,  for  R.  H.  Macy  and  Com¬ 
pany,  Incorporated,  owner  and  long-term  lessees. 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 1317-1329  Broadway,  149-167 
West  34th  street,  148-164  West  35th  street  and  441- 
459  Seventh  avenue  (Block  No.  810,  Lot  Nos.  1-12- 
50),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  John  J.  Knight. 

For  Administration:  Fred  Dahlem,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(1048-40- A) 

Whereas,  Robert  D.  Kohn,  for  R.  H.  Macy  and  Com¬ 
pany,  Incorporated,  owner  and  long-term  lessees,  filed  Octo¬ 
ber  29,  1940,  an  appeal  from  a  decision  of  the  borough 
superintendent  of  buildings;  premises  1317-1329  Broadway, 
149-167  West  34th  street,  148-164  West  35th  street  and 
441-459  Seventh  avenue  (Block  No.  810,  Lot  Nos.  1-12-501, 
Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Alteration  Application  No.  3227-40,  dated  Octo¬ 
ber  24,  1940,  reads: 

“3.  Not  more  than  two  adjoining  stories  in  any 
structure  may  be  connected  by  an  open  well  unenclosed 
stairway  or  escalator  C26.292.0  (i)  A.C.  C6.4.1.9  B.C. 
Plans  filed  should  show  compliance  with  same.” 
and 

Whereas,  the  building  is  nineteen  stories  and  penthouse 
in  height,  680  ft.  by  197  ft.  in  area;  of  Class  1  construction; 
erected  in  1898,  192.1,  1928  and  1930;  located  in  a  business 
use  district,  and  occupied  throughout  as  a  department  store; 
and 

Whereas,  it  is  proposed  to  install  one  new  cleat-step 
type  escalator  from  the  first  to  second  stories,  replacing  the 
existing  shunt-type  escalator  which  will  be  removed  to¬ 
gether  with  its  enclosure  at  head ;  the  enclosure  for  the  new 
escalator  will  consist  of  a  fireproof  balustrading  with  a 
rolling  shutter  in  a  horizontal  position  and  be  manually 
operated ;  the  well  opening  will  be  protected  by  a  steel  or 
cement  flame  baffle  and  sprinkler  water  curtain ;  it  is  also 
proposed  to  remove  the  existing  enclosures  at  head  of  exist¬ 
ing  escalators,  first  to  second  stories,  one  at  Column  Nos. 
54  and  64,  and  at  Column  Nos.  145,  155,  165,  146,  156  and 
166  and  provide  new  enclosures  for  new  escalator;  flame 
baffles  and  sprinkler  water  curtains  will  be  provided  for  all 
well  openings  of  existing  escalators  affected,  as  noted  for 
new  escalator ;  and 

Whereas,  the  applicant  contends  that  the  protection  af¬ 
forded  by  the  proposed  alteration  is  at  least  equal  to  or 
superior  to  the  existing  construction ;  that  the  building  is 
equipped  with  a  100  per  cent,  two-source  sprinkler  system, 
a  standpipe  system,  a  central  station  fire  alarm,  and  main¬ 
tains  watchmen’s  service. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  on  Alteration  Application  No.  3227-40,  Objec¬ 
tion  No.  3,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted,  to  permit  the  removal  of  exist¬ 
ing  kiosks  and  escalator  and  installation  of  the  escalator  as 
proposed  at  Column  No.  57,  on  condition  that  such  escalator 
shall  be  installed  in  accordance  with  the  same  requirements 
as  set  forth  in  the  appeal  granted  by  the  Board  on  April  12, 
1938,  as  amended  May  17,  1938,  under  Cal.  No.  227-38-A, 
involving  the  same  premises,  and.  also,  to  permit  the  re¬ 
moval  of  the  existing  kiosks  on  the  second  story  at  Column 
Nos.  54,  155  and  156  as  previously  installed  in  connection 
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with  the  existing  escalators  from  the  first  to  the  second 
story,  provided  conditions  as  set  forth  for  similar  alteration 
under  Cal.  No.  227-38-A  are  complied  with. 


1052-40-A. 

APPLICANT — William  Higginson  and  Son,  for  St.  John’s 
Hospital,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 77-85  Albany  avenue,  southeast 
corner  of  Herkimer  street,  and  1519-1535  Atlantic 
avenue  (Block  No.  1705,  Lot  No.  1),  Borough  of 
Brooklyn. 

APPEARANCES—  .  .  .  _ 

For  Applicant:  Clarence  Higginson  and  L.  M. 
Arrowsmith. 

For  Administration:  Dewey  Rothkrug,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  ,  „ 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

Negative  .  ^ 

THE  RESOLUTION— 

(1052-40-A) 

Whereas,  William  Higginson  and  Son,  for  St.  John’s 
Hospital,  owner,  filed  October  31,  1940,  an  appeal  from  a 
decision  of  the  borough  superintendent  of  buildnigs ;  prem¬ 
ises  77-85  Albany  avenue,  southeast  corner  of  Herkimer 
street,  and  1519-1535  Atlantic  avenue  (Block  No.  1705,  Lot 
No.  1),  Borough  of  Brooklyn;  and  . 

Whereas,  the  decision  of  the  borough  superintendent  ot 
buildings,  on  Alteration  Application  No.  3871-40,  dated 
October  29,  1940,  reads: 

“3.  Building  should  be  of  fireproof  construction, 

Section  4.2.1  of  Code.  . 

5.  Stair  enclosure  to  be  of  3  hour  construction,  Sec¬ 
tion  6  4.1.8.1;  stairs  to  be  constructed  of  incombustible 
material,  Section  6.4.1.7.L,  and  required  clear,  width  at 
landings  to  be  maintained.  Section  6.4.1. 1.” 

and 

Whereas,  the  building  is  four  stories  in  height,  90  ft.  by 
130  ft.  in  area;  of  Class  3  construction;  erected  in  1882; 
located  in  a  business  and  unrestricted  use  district,  and  occu¬ 
pied  :  basement,  sleeping  quarters  and  out-patients  depart¬ 
ment,  25  persons;  first  story,  nurses’  sleeping  quarters, 
out-patients’  department  and  offices,  60  persons  i  second 
story,  sleeping  quarters  and  gymnasium,  44  persons  ;  third 
story,  sleeping  quarters,  22  persons;  fourth  story,  sleeping 

quarters.  12  persons;  and  .  . 

Whereas,  the  applicant  contends,  as  to  Objection  -No.  o, 
that  the  building  was  erected  in  1882  as  a  hospital  and  has 
been  used  as  such  ever  since ;  that  the  building  is  now  used 
mainly  as  a  clinic  and  dormitory  for  employees  of  the  hos¬ 
pital  ;  that  this  use  does  not  amount  to  change  in  use  and 
therefore  the  building  should  be  permitted  to  continue  as  at 
present;  that  as  to  Objection  No.  5,  the  stairways  were  en¬ 
closed  in  1916  to  'comply  with  the  order  of  the  Bureau  of 
Fire  Prevention;  that  the  building  has  two  fire  alarm  sta¬ 
tions  on  each  floor,  2  in.  standpipe  lines,  and  is  but  four 
stories  in  height;  that  the  owner  is  willing  to  make  reason¬ 
able  alterations  so  as  to  permit  the  continuance  of  the  pres¬ 
ent  occupancy.  . 

Resolved,  that  the  decision  of  the.  borough  superintendent 
of  buildings,  on  Alteration  Application  No.  3871-40,  Objec- 
tion  No.  3,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  building 
shall  not  be  increased  in  height  or  area  and  only  so  long  as 
the  building  is  continued  in  its  present  use;  as  to  Objection 
No.  5,  permitting  the  continuance  of  the  existing  stairs  as 
shown,  provided  the  stud  partitions  are  reconstructed  so  as 
to  be  fire-retarded  with  wire  lath  and  Ya  in.  cement  plaster 
with  approved  three-quarter  hour  self-closing  doors  to  all 


openings  of  all  stairways;  that  the  doors  leading  from  the 
hall  to  the  gymnasium  on  the  second  and  third  stories  shall 
be  fireproof  and  self-closing;  that  there  shall  be  installed  a 
sprinkler  system  in  the  main  hallway  and  stairways  for  the 
full  height  of  the  building;  that  such  system  may  be  fed 
from  the  domestic  water  supply  of  the  building,  provided 
that  such  water  supply  is  not  less  than  2  in.  and  provided 
there  is  at  least  15  pounds  of  pressure  at  the  highest  head; 
that  there  shall  be  installed  a  single  hose  inlet  on  two  street 
fronts;  that  in  all  other  respects  the  sprinkler  system  shall 
comply  with  the  requirements  of  the  Building  Code  there¬ 
for ;  that  the  occupancy  of  the  building  shall  not  be  mate¬ 
rially  increased,  and  that  in  all  other  respects  the  building 
and  occupancy  shall  comply  with  all  laws,  rules  and  regu¬ 
lations  applicable  thereto. 


1072-40-A. 

APPLICANT— Globe  Sales  Manufacturing  Company, 

lessee,  for  Estate  of  Cornelius  L.  Pell,  owner. 
SUB IECT— Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 622-624  Broadway,  east  side, 
141.59  ft.  north  of  East  Houston  street  (Block  No. 
522,  Lot  No.  5),  Borough  of  Manhattan. 

APPEARANCES—  .  . 

For  Applicant:  Leonard  Saraga  and  Louis  Chasm. 
For  Administration:  Inspector  Meyer,  Fire  De¬ 
partment. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  ® 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc- 

Carthv  .  4 

THE  RESOLUTION— 

(1072-40-A) 

Whereas,  Globe  Sales  and  Manufacturing  Company, 
lessee,  for  Estate  of  Cornelius  L.  Pell,  owner,  filed  Novem- 
ber  9,  1940,  an  appeal  from  an  order  of  the  fire  commis- 
sioner ;  premises  622-624  Broadway,  east  side,  141.59  ft. 
north  of  East  Houston  street  (Block  No.  522,  Lot  No.  5), 
Borough  of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  Order  No. 
23674-LC,  dated  October  11,  1940,  reads: 

“Before  a  permit  may  be  issued  for  the  storage  and 
use  of  paints,  etc.  the  following  must  be  done: 

2.  Provide  a  room  in  which  to  place  dipping  tanks. 
Room  to  be  constructed  of  fire  resisting  material,  ven¬ 
tilated  and  protected  as  required  by  Rule  6.3  i.e.  sprink¬ 
ler  and  Rule  3,  i.e.,  ventilation. 

5.  Provide  a  double  walled  metal  cabinet  vented  di¬ 
rectly  to  the  outer  air  for  paint  storage.  Rule  6.1.2. 

and 

Whereas,  said  order  was  repeated  in  a  decision  of  the 
fire  commissioner  dated  November  6,  1940;  and 

Whereas,  the  building  is  six  stories,  basement  and  sub¬ 
basement  in  height,  44  ft.  by  176.  ft.  in  area;  of  .Class 
construction ;  equipped  with  a  sprinkler  and  standpipe  sys¬ 
tem;  erected  in  1895;  located  in  an  unrestricted  use  dis¬ 
trict,  and  occupied:  sub-cellar,  storing  machinery,  cotton 
goods  and  tools,  no  persons ;  cellar,  storage  of  cotton  and 
wool  materials  and  dipping  material  cots,  3  persons;  first 
story,  office  and  store  and  machine  shop,  25  persons ;  second 
story,  manufacturing  rain  coats,  60  persons ;  third  story, 
manufacturing  picture  frames,  15  persons;  fourth,  story, 
printing  on  cloth,  10  persons ;  fifth  story,  manufacturing  tow 
targets,  85  persons ;  sixth  story,  printing  on  cloth,  8  per¬ 
sons  ;  and  .  ,  ,  .  tonr 

Whereas,  the  applicant  contends  that  for  the  past  tew 

vears  the  present  occupants  have  been  doing  the  work  m 
question  under  favorable  conditions  and  during  which  time 
there  never  has  been  any  difficulty  which  would  have  been 
a  fire  hazard;  that  the  premises. are  equipped  with  an  ex¬ 
haust  fan  which  is  in  use  at  all  times  during  the  use  o  . 
dipping  tanks ;  that  no  smoking  is  permitted  on  the  premises. 
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Resolved,  that  the  order  of  the  fire  commissioner,  Order 
No.  230/4-LC,  be  and  it  hereby  is  affirmed  and  that  the 
appeal  be  and  it  hereby  is  denied. 


1467-39-A. 


In- 


APPLICANT — A.  L.  Seiden,  for  Nabru  Associates, 
corporated,  owner. 

SUBJEC 1  Application  for  consideration — reopening  and 
amendment — re  Appeal  from  a  decision — re  an 
order  of  the  fire  commissioner. 

PREMISES  AFFEC 1  ED — 135-139  West  26th  street,  north 
side,  375  ft.  west  of  Sixth  avenue  (Block  No.  802, 
Lot  No.  19),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  A.  L.  Seiden. 

For  Administration:  Inspector  Maher.  Fire  De¬ 
partment. 

ACTION  OF-  BOARD— Appeal  reopened  and  resolution 
amended. 


THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  . .  0 


THE  RESOLUTION— 

(1467-39-A) 


.  Whereas,  this  appeal  from  a  decision — re  an  order  of  the 
ire  commissioner,  premises  135-139  West  26th  street  (Block 
80->  Lot  No.  19),  Borough  of  Manhattan,  was  granted 
)y  the  Board  January  16,  1940,  on  certain  conditions;  and 
Whereas,  A.  L.  Seiden,  for  Nabru  Associates,  Incor- 
wrated,  owner,  requested  amendment  of  the  resolution  as 
o  the  “waterflow  alarm.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
lereby  amend  its  resolution  adopted  on  January  16,  1940, 
o  that  as  amended  the  resolution  shall  read : 

Resolved ,  that  the  order  of  the  fire  commissioner, 
Order  No.  55al-LF,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  sprinkler  system  shall  be  installed  throughout 
the  cellar,  except  for  the  motor  room  and  boiler-room, 
which  system  shall  comply  with  all  requirements  of  the 
Board  of  Standards  and  Appeals  therefor,  except  that 
the  water  supply  may  be  taken  from  the  domestic  water 
supply  of  the  building,  provided  such  supply  is  at  least 
2  in.  in  diameter ;  that  no  waterflow  alarm  need  be  in¬ 
stalled  ;  that  a  single  Siamese  connection  to  such  sprink¬ 
ler  system  shall  be  installed  at  the  building  line;  that 
the  stairway  from  the  cellar  to  the  first  story  shall  be 
enclosed  with  terra  cotta  block  partition  not  less  than 
4  in.  in  thickness ;  that  any  trap  door  between  the  cellar 
and  the  first  story  shall  be  kept  permanently  closed.” 


184-34-SA. 

APPLICANT — Vapofier  Corporation,  owner. 

SUBJECT— Application  reopened  March  15,  1938— re 

amendment  of  resolution— re  Vapofier  Oil  Burner 
(previously  approved). 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Request  for  amendment  with¬ 
drawn  on  request  of  engineer  of  Board 
THE  VOTE  TO  WITHDRAW  REQUEST  FOR 
AMENDMENT— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(184-34-SA) 

Whereas,  David  Kaufman,  for  Vapofier  Corporation, 
owner,  filed  June  22,  1934,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  device  known  as 
the  Vapofier  Oil  Burner;  and 

Whereas,  this  appliance  was  approved  by  the  Board 
October  30,  1934.  in  accordance  with  the  report  of  the  engi¬ 
neer  ;  and 

Whereas,  D.  S.  Skene,  for  Vapofier  Corporation,  owner, 
requested  reopening  of  the  application  and  amendment  of 
the  resolution ;  and 

Whereas,  this  application  was  reopened  and  referred  to 
the  engineer  of  the  Board  March  15,  1938;  and 

W hereas,  the  Board  deemed  that  the  amendment  to  the 
resolution  was  unnecessary  and  that  a  modification  should 
be  granted  on  an  individual  case  only. 

Resolved,  that  the  request  for  amendmennt  be  and  it 
hereby  is  ivitlidrawn. 


309-33-SA. 

APPLICANT — William  V.  McDevit,  for  Sears,  Roebuck 
and  Company,  owner. 

SUBJECT — Application  reopened  October  29,  1940 — re 
amendment  of  resolution  to  include  approval  of  ad¬ 
ditional  sizes  of  Model  H — re  Hercules  Automatic 
Oil  Burner  (previously  approved). 
APPEARANCES— 

For  Applicant:  William  V.  McDevit. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(309-33-SA) 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 
95-29-SA. 

APPLICANT — The  Heil  Company,  owner. 

UBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  approval  of  additional 
model— Heil  Activ-Flame  Oil  Burner  (Heil  Com¬ 
bustion  Oil  Burner.  Model  D,  previously  approved). 

APPEARANCES — 

For  Applicant:  Irving  T.  Hecht  and  George  E. 
Hochstein. 

vCTION  OF  BOARD — Application  reopened  and  re¬ 
ferred  to  engineer  of  Board  for  test  and  report. 

HE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


Whereas,  H.  W.  Ordeman,  for  American  Heating  Com¬ 
pany,  owner,  filed  September  25,  1933,  an  application  with 
the  Board  of  Standards  and  Appeals  for  approval  of  the 
device  known  as  Hercules  Oil  Burner,  Models  H  and  HF ; 

and 

Whereas,  this  appliance  was  approved  by  vote  of  the 
Board  November  14,  1933;  and 

Whereas,  William  V.  McDevit,  for  Sears,  Roebuck  and 
Company,  present  owner,  requested  amendment  of  the  reso¬ 
lution  so  as  to  include  approval  of  Model  H,  an  improved 
model  of  the  burner ;  and 

Whereas,  the  resolution  was  so  amended  by  vote  of  the 
Board  July  16,  1937;  and 

Whereas,  the  applicant  subsequently  requested  reopening 
of  the  application  and  amendment  of  the  resolution  so  as  to 
include  approval  of  additional  sizes  of  Model  H ;  and 

Whereas,  this  application  was  reopened  by  vote  of  the 
Board  October  29,  1940,  and  referred  to  the  Committee  on 
Tests  of  the  Board  for  test  and  report,  which  report  reads : 
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REPORT  OF  COMMITTEE  ON  TESTS. 

November  13.  1940. 

Re:  Cal.  No.  309-33-SA. 

Subject:  Amendment  of  resolution  to  include  approval 
of  additional  sizes  of  Model  H. 

The  Board  of  Standards  and  Appeals  on  November 
14,  1933,  approved  the  Hercules  Oil  Burner,  Models  H 
and  HF,  and  on  July  16,  1937,  approved  Type  H,  1937 
model.  Request  was  made  for  a  reopening  of  the  ap¬ 
plication  and  approval  of  additional  improvements.  The 
application  was  reopened  by  vote  of  the  Board  Ocotber 
29,  1940. 

The  improved  models  of  the  burner  were  inspected  at 
56  Clove  Lake  place,  Richmond,  Virginia,  on  November 
7,  1940.  The  burner  is  made  in  three  sizes,  .75  to  1.65 
gallons  per  hour,  1.65  to  4  gallons  per  hour,  and  to  6 
gallons  per  hour.  A  one-sixth  horsepower  Marathon 
motor  is  used  instead  of  the  General  Electric,  a  Sund- 
strand  pump  in  place  of  the  Tuthill,  and  an  adjustable 
air  control  on  the  side  of  the  burner  has  been  provided. 
The  improved  models  have  been  approved  by  the  Under¬ 
writers’  Laboratories. 

It  is  recommended  that  the  Hercules  Oil  Burner, 
Type  H,  as  improved  in  1940,  be  approved  under  the 
same  conditions  as  imposed  July  16,  1937,  except  as 
modified  by  this  report. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM.. 

Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  by  the  Board  oh  No¬ 
vember  14,  1933,  as  amended  by  resolution  adopted  on  July 
16,  1937,  in  accordance  with  report  of  the  Committee  on 
Tests. 


MATERIALS  SUBMITTED  FOR  APPROVAL. 
790-39-SM. 

APPLICANT — The  Imperial  Brass  Manufacturing  Com¬ 
pany,  owner. 

SUBJECT — Imperial  Automatic  Primer  (for  floor  drains), 
approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Material  disapproved  in  accord¬ 


ance  with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissionres 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

THE  RESOLUTION— 

(790-39-SM) 


Whereas,  Imperial  Brass  Manufacturing  Company, 
owner,  filed  June  14.  1939,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  material  known 
as  the  Imperial  Automatic  Primer  (for  floor  drains)  ;  and 
Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

November  7,  1940. 

Re:  Cal.  No.  790-39-SM. 

Subject:  Imperial  Automatic  Primer  (for  floor  drains), 
approval  of. 

The  Imperial  Brass  Manufacturing  Company  filed 
June  14,  1939,  an  application  with  the  Board  of  Stand¬ 
ards  and  Appeals  for  approval  of  the  Imperial  Auto¬ 


matic  Primer  (for  floor  drains),  under  Section  C26- 
1277.0,  Par.  H  (14.8.2.8),  Administrative  Building 
Code. 

Inspection  and  test  of  the  primer  were  made  by  a 
committee  of  the  Board  January  22,  1940,  at  22  Vande- 
water  street.  This  fill  trap  primer  valve  was  designed 
to  insure  the  proper  sealing  of  drain  trap  to  periodically 
serve  water  to  the  trap.  This  unit  is  to  be  placed  in  a 
water  supply  pipe  which  it  is  reasoned  will  be  used 
frequently.  The  connection  serving  the  drain  trap  is 
fitted  with  the  two  circular  air  ports  designed  to  prevent 
siphonage  from  the  drain  pipe  to  the  water  supply  pip¬ 
ing.  While  vacuum  tests  indicated  that  the  device  could 
withstand  a  vacuum  equivalent  to  28  in.  of  mercury,  the 
fact  that  it  is  a  direct  cross-connection  between  water 
supply  piping  and  drainage  piping  is  clearly  indicated 
on  the  pamphlet  issued  by  tbe  applicant.  The  utiliza¬ 
tion  of  this  appliance  is  specifically  prohibited  in  Sec¬ 
tion  C26-1223.0  entitled  “Water  Supply”  of  the  Admin¬ 
istrative  Code,  which  reads  in  part: 

“Direct  connection  between  water  supply  piping 
and  soil  or  waste  piping  is  prohibited.” 

It  is  therefore  recommended  that  the  application  for 
approval  of  the  Imperial  Automatic  Primer  ( for  floor 
drains)  he  denied. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM, 

Commissioner. 
LESLIE  V.  HUBER,  . 

Chief  Engineer. 

Committee  on  Tests. 

and 

Whereas,  this  report  recommended  that  the  application 
for  approval  of  this  material  be  denied. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  disapprove  the  material  known  as  the  Imperial  Auto¬ 
matic  Primer  (for  floor  drains). 


49-40-SM. 

APPLICANT — National  Gypsum  Company,  owner. 

SUBJECT — Gold  Bond  Floating  Wall  (Nail  System),  ap¬ 
proval  of. 

APPEARANCES— 

For  Applicant:  H.  Z.  Jones. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(49-40-SM) 

Whereas,  National  Gypsum  Company,  owner,  filed  Janu¬ 
ary  12,  1940,  an  application  with  the  Board  of  Standards  and 
Appeals  for  approval  of  the  material  known  as  Gold  Bond 
Floating  Wall  (Nail  System)  ;  and 
Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

October  3,  1940. 

Re:  Cal.  No.  49-40-SM. 

Subject:  Gold  Bond  Floating  Wall  (Nail  System),  ap¬ 
proval  of. 

The  National  Gypsum  Company,  of  Buffalo,  New 
York,  filed  on  January  12,  1940,  an  application  with  the 
Board  of  Standards  and  Appeals  for  approval  of  its 
method  of  construction  known  as  the  Gold  Bond  Float¬ 
ing  Wall  System  (Nail  System)  (Fig.  1)  under  the 
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provisions  of  C26-191.0  (2.2.3),  Administrative  Building 
Code. 

The  National  Bureau  of  Standards  (Report  T.P. 
(  3619-hR  976,  August  19.  1937,  filed  herewith)  con¬ 

ducted  a  fire  endurance  test  of  a  wood-stud,  load-bearing 
partition  16  ft.  wide  and  about  10  ft.  4  in.  high  faced 
with  gypsum  plaster  applied  on  gypsum  lath,  the  same 
being  attached  with  the  special  metal  lath  attachments, 
which  form  the  basis  of  the  system.  The  main  object 
of  the  test  was  to  determine  the  integrity  of  such  at¬ 
tachments  on  the  fire  resistiveness  of  the  partition.  The 
wood  studs  were  set  16  in.  c-c  and  were  secured  into 
wood  plates  at  the  top  and  bottom  and  braced  with  a 
line  of  bridging  at  midheight.  The  lath  was  standard 
48  in.  x  16  in.  x  ^  in.  unperforated  gypsum  lath  with  a 
space  between  them  at  the  joints  and  holes  opposite  the 
studs  at  intermediate  points,  through  which  were  placed 
the  special  metal  lath  attachments,  seven  of  which  were 
applied  around  each  48  in.  x  16  in.  board.  These  at¬ 
tachments  consist  of  a  double  layer  of  small  mesh  ex¬ 
panded  metal  lath  flanged  over  a  double  piece  of  card¬ 
board,  the  head  of  a  1)4  in.  x  %  in.  lathing  nail  being 
secured  between  the  metal  lath  and  the  cardboard  layers. 
The  test  was  conducted  in  accordance  with  the  Standard 
Fire  Test  Specifications  for  Building  Construction  and 
Materials,  A.S.A.  A2-1934. 

The  load-bearing  partition  fifteen  tons  over  16  ft.  of 
partition  withstood  the  fire  endurance  test  for  sixty-six 
minutes,  when  failure  under  load  occurred.  As  a  non¬ 
load  bearing  partition,  the  fire  endurance  limit  de¬ 
veloped  in  the  test  was  seventy-two  minutes.  A  max¬ 
imum  temperature  rise  of  325  degrees  Fahrenheit  at  one 
point  occurred  at  seventy-two  minutes  and  an  average 
rise  of  250  degrees  Fahrenheit  for  all  locations  on  the 
unexposed  side  occurred  at  seventy-three  minutes.  The 
fire  was  discontinued  at  seventy-six  minutes.  The  fire 
,  endurance  limits  apply  to  the  particular  type  of  con¬ 
struction  used  and  the  thickness  and  proportion  of 
plaster  to  sand  obtaining  in  the  test.  The  plaster  thick¬ 
ness  over  the  lath  was  Yz  in.  including  the  finish  coat 
and  the  proportion  of  plaster  to  sand  was  1  to  1.4,  taken 
on  basis  of  weights  of  dry  materials. 

On  the  basis  of  the  foregoing  data,  the  Committee  on 
■  Tests  recommends  the  approval  of  the  Gold  Bond  Float¬ 
ing  Wall  (Nail  System)  (Fig.  1)  as  an  approved 
method  of  construction  under  the  authority  vested  in 
the  Board  bv  Section  C26-191.0  (2.2.3),  Administrative 
Building  Code,  for  use  with  approved  Gold  Bond  Gyp¬ 
sum  Lath  in  Class  3  and  Class  4  buildings.  Approval 
is  also  recommended  when  constructed  in  accordance 
with  details  and  materials  as  described  herein,  as  a  one- 
hour  fire-resistive  partition  under  C26-636.0  c  (10.4.3.1), 
Administrative  Code. 

It  is  further  recommended  that  all  plans,  proposing 
use  of  Gold  Bond  Floating  Wall  (Nail  System),  sub¬ 
mitted  to  the  Department  of  Housing  and  Buildings, 
shall  be  marked  or  stamped,  reading  as  follows :  “As 
approved  bv  the  Board  of  Stanndards  and  Appeals  for 
i  use  in  New  York  City  under  Cal.  No.  49-40-SM.” 


(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 

CHARLES  M.  BLUM,. 

Commissioner. 


:nd 


LESLIE  V.  HUBER, 

Chief  Engineer. 
Committee  on  Tests. 


W ttereas,  this  report  recommended  the  approval  of  this 

naterial. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
lerebv  approve  the  material  known  as  Gold  Bond  Floating 
■Vail  (Nail  System),  on  condition  that  the  material  be  manu- 
actured,  installed,  labeled,  stamped  or  tagged  in  accordance 
vith  the  above  report. 


659-40-SM. 

APPLICANT — Automatic  Nut  Company,  Incorporated,  for 
New  York  Corporation,  owner. 

SUBJECT — Anco  Lock  Nuts,  approval  of. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(659-40-SM) 

Whereas,  George  H.  Miller,  for  Automatic  Nut  Com¬ 
pany,  for  New  York  Corporation,  owner,  filed  June  11,  1940, 
an  application  with  the  Board  of  Standards  and  Appeals  for 
approval  of  the  material  known  as  Anco  Lock  Nuts:  and 
Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 


REPORT  OF  COMMITTEE  ON  TESTS. 

November  7,  1940. 

Re:  Cal.  No.  659-40-SM. 

Subject:  Anco  Lock  Nuts,  approval  of. 

George  H.  Miller,  for  Automatic  Nut  Company.  In¬ 
corporated,  for  New  York  Corporation,  owner,  filed 
June  11,  1940,  an  application  with  the  Board  of  Stand¬ 
ards  and  Appeals  for  approval  of  their  material  known 
as  “Anco  Lock  Nuts,”  under  Section  C26-521.0  (8.2. 
6.9),  Administrative  Building  Code.  The  complete 
Anco  Structural  Rib  Bolt  and  Anco  Lock  Nut  used 
together  as  a  unit  were  approved  by  the  Board  of  Stand¬ 
ards  and  Appeals  under  Cal.  No.  188-38-SM.  The  re¬ 
quest  now  is  for  the  approval  of  the  use  of  Anco  Lock 
Nuts  when  used  with  turned  bolts,  rough  machine  bolts 
and  semi-finished  machine  bolts. 

Tests  were  conducted  on  these  nuts  bv  the  Material 
Laboratory.  Navy  Yard,  New  York,  in  May,  1935,  to 
determine  their  suitability  for  use  as  a  locking  device  on 
machine  bolts.  Anco  Lock  Nuts  and  Bolts  to  be  used 
with  them  are  made  from  hot  rolled  open  hearth  steel 
(consisting  of:  carbon,  .19:  manganese.  84;  phosphorus, 
,018;  sulphur,  .139;  yield  point,  41.400  p.s.i.;  tensile 
strength,  64,200  p.s.i. :  elongation  in  8  in.,  28  per  cent. : 
reduction  in  area,  42.8  per  cent.)  and  are  constructed 
in  accordance  with  standard  dimensinos  and  screw  thread 
practice,  but  are  provided  with  a  locking  pip.  made 
from  chrome  vanadium  steel  containing  a  hieh  per¬ 
centage  of  nickel,  which  impinges  against  the  body  of 
the  bolt,  between  the  threads  at  their  base.  The  pin 
is  bent  and  the  fixed  end  is  anchored  bv  means  of  an 
offset  which  is  crimped  by  an  external  punching  process 
at  the  maximum  diameter  of  the  nut  opposite  the  offset 
section.  The  locking  end  of  the  pin  is  tapered  to  en¬ 
gage  the  root  of  the  threads  and  by  means  of  its  re¬ 
silience  opposes  the  rotation  of  the  nut  when  wrenched 
on  but  reverses  to  permit  unscrewing  of  the  nut  when 
sufficient  wrench  pressure  is  applied.  The  pin  cuts  its 
own  thread  in  the  beveled  end  of  the  bolt  until  the  full 
thread  is  reached  and  then  turns  without  cuttine  the 
bolt  appreciably.  The  locking  pin  hole  is  drilled  in  a 
machine  that  automatically  locates  the  pin  at  the  correct 
distance  from  the  center  of  the  nut  so  that  the  pin 
properly  engages  the  bolt  thread.  Two  each  of  the  fol¬ 
lowing  sizes  were  selected,  after  gauging,  for  vibration 
test. 


Sample  Nos. 
4  and  12 
1  and  9 
10  and  11 


Size 

1  in.  fine  thread 
3^  in.  coarse  thread 
Y \  in.  fine  thread 
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Two  blank  steel  flanges  were  bolted  together  with 
twelve  bolts  and  lock  nuts  or  washers  of  brands  pre¬ 
viously  approved  for  Naval  use  and  the  above  test 
samples.  The  bolted  assembly  was  placed  on  the  vibra¬ 
tion  block  used  to  test  thread  locking  devices.  After 
operating  the  pneumatic  hammer  for  about  one  hour, 
reference  marks,  aligning  the  end  of  the  bolt,  the  nut, 
washer  and  flange  were  marked  for  each  sample.  The 
hammer  was  stopped  at  the  end  of  four-hour  running 
periods  and  changes  of  angular  position  noted  in  the 
log  of  the  test.  At  the  end  of  three  hours  a  No*.  12 
bolt  and  nut  had  turned  to  the  left  in  the  hole  %  in. 
At  the  twenty-two-hour  mark  a  No.  11  nut  had  turned 
in  a  tightening  direction  1/12  turn  after  the  spacer 
washer  had  been  flattened  by  the  hammer  plate.  At 
thirty-eight  hours  the  test  was  stopped  and  no  further 
changes  were  found. 

On  the  basis  of  the  foregoing  data,  the  Committee  on 
where  bolting  is  permitted,  under  C26-521.0  (8.6.2. 9), 
Administrative  Building  Code,  for  use  with  all  classes 
of  turned  and  machine  bolts,  both  nuts  and  bolts  to 
have  physical  characteristics  and  to  be  of  specifications 
as  described  herein.  The  use  of  this  Anco  Lock  Nut, 
however,  shall  not  be  permitted  in  steel  connections 
which  are  to  be  subjected  to  heavy  concentrated  loads 
or  where  considerable  vibration  may  occur. 

It  is  further  recommended  that  each  container  of 


Anco  Lock  Nuts  and  the  bolts  to  be  used  with  them 
shall  be  marked  or  labeled,  reading  as  follows:  “Anco 
Lock  Nut  and  Bolts  contained  herein  comply  with 
physical  properties  and  specifications  as  required  in  the 
approval  of  the  Board  of  Standards  and  Appeals  for 
use  in  New  York  City  under  Cal.  No.  659-40-SM  for 
uses  as  provided  therein.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 

CHARLES  M.  BLUM, 

Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests.! 

and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Anco  Lock  Nuts,  on 
condition  that  the  material  be  manufactured,  installed,, 
labeled,  stamped  or  tagged  in  accordannce  with  the  above 
report. 


Adjourned,  4:45  P.M. 

Joseph  J.  Doyle,  Chief  Clerk. 


Figure  1  (Cal.  No.  49-40-SM) 
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♦CORRECTION. 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  on  Tuesday.  March  12,  1940,  as  they 
appeared  in  Rulletin  No.  12,  Vol.  25,  are  hereby  corrected 
to  read  as  follows: 

THE  RESOLUTION— 

(197-39-BZ) 

Whereas,  Rudolph  B.  Weiss,  for  Louise  DeVito,  owner 
(William  DeVito,  lessee),  filed  an  application,  under  sec¬ 
tion  21  of  the  building  zone  resolution,  to  permit  in  a  busi¬ 
ness  use  district,  on  an  existing  gasoline  service  station,  the 
maintenance  of  an  accessory  building  occupied  as  an  office, 
auto  laundry  and  motor  vehicle  repair  shop:  premises  150-47 
12th  road,  northwest  corner  of  Cross  Island  boulevard 
(Block  No.  4517,  Lot  No.  39),  Whitestone,  Borough  of 
,  Queens ;  and 

Whereas,  this  application  was  dismissed  for  lack  of 
prosecution;  and 

Whereas,  this  application  was  reopened  and  restored  to 
the  Calendar  by  vote  of  the  Board ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
March  12.  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  12th  road  is  in  a  business 
and  residence  use  district:  Cross  Island  boulevard  is  in  a 
business  use  district;  12th  avenue  is  in  a  residence  and  busi¬ 
ness  use  district;  and 

Whereas,  the  decision  of  the  borough  superintendent,  on 
Applic.  No.  8215-1938,  dated  February  3,  1939,  and  as 
amended  December  14,  1939,  reads: 

“The  extension  on  an  existing  gasoline  station  of  an 
accessory  building  used  as  a  laundry  and  repair  shop, 
is  contrary  to  Article  2,  Sec.  4  of  the  Zoning  Law.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  100  ft.  on  12th  road  and  50  ft.  on  Cross  Island 
boulevard,  a  portion  of  the  plot  now  developed  with  a  one- 
storv  structure,  51  ft.  by  30  ft.  in  area,  occupied  as  an  auto 
laundry,  lubritorium,  motor  vehicle  repair  shop  and  office, 
and  the  remainder  of  the  plot  is  used  as  a  gasoline  service 
station :  it  is  proposed  to  occupy  the  premises  as  now  de¬ 
veloped;  and 

Whereas,  these  premises  and  the  surrounding  area  were 
insnected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  of  appeal  under  section  21  of  the  building 
zone  resolution  and  was.  therefore,  entitled  to  relief  on  the 
grounds  of  practical  difficulty  and  unnecessary  hardship  to 
rearrange  and  reconstruct  the  existing  gasoline  station. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
herebv  make  a  variation  in  the  application  of  the  use  district 
regulations  and  that  the  application  be  and  it  herebv  is 
granted,  to  permit  the  reconstruction  and  rearrangement  of 
the  legally  existing  gasoline  service  station  and  motor  ve¬ 
hicle  repair  shop  substantially  as  indicated  on  plans  marked 
“Received  February  21,  1939,”  on  condition  that  the  acces¬ 
sory  building  shall  not  be  increased  in  height  or  area;  that 
any  windows  on  the  interior  lot  line  shall  have  steel  frames 
and  sash  and  shall  be  glazed  with  wire  glass  and  made  self¬ 
closing;  that  any  heating  eouipment  shall  be  installed  in  a 
separate  portion  of  the  building,  separated  from  other  por¬ 
tions  of  the  accessory  building  by  incombustible  materials 
and  enterable  only  from  the  exterior ;  that  no  doors  shall  be 
constructed  on  the  greasing  section  unless  a  ventilating  sys¬ 
tem  is  installed  in  the  greasing  pits  with  a  sparkproof  motor 
and  with  a  duct  extending  through  the  roof ;  that  no  addi¬ 
tional  pumns  shall  be  installed  nearer  than  10  ft.  to  any 
street  building  line  and  that  any  pumps  within  10  ft.  shall  be 
relocated :  that  t'-'ere  shall  be  erected  on  the  northerly  and 
westerly  interior  lot  lines  an  enclosing  wall  or  fence  through 
to  the  street  building  line  not  less  than  5  ft.  in  height;  that 


the  curb  cuts  shall  not  exceed  those  now  existing;  that  the 
automobile  repairing  shall  be  limited  to  such  repairing  as 
can  be  done  with  hand  tools,  excluding  the  use  of  anvil, 
forge  or  other  heavy  equipment ;  that  signs  shall  be  restricted 
to  permanent  signs  attached  to  the  accessory  building,  ex¬ 
cluding  all  temporary  signs  and  roof  signs,  but  permitting 
the  erection  within  the  building  line  near  the  intersection  of 
11th  avenue  and  12th  road  of  a  pipe  standard  for  supporting 
a  sign  which  may  be  illuminated,  advertising  only  the  brand 
of  gasoline  on  sale  and  permitting  such  sign  to  extend  be¬ 
yond  the  building  line  for  a  distance  of  not  over  4  ft. ;  that  no 
portable  gasoline  tanks  shall  be  used  on  or  from  the  prem¬ 
ises  ;  that  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  six  (6)  months  from  the  date  of  this  reso¬ 
lution. 


♦Correction — The  number  “8215-1939”  deleted  in  line  24 
of  the  resolution  and  “8215-1938”  inserted  therefor. 


♦CORRECTION. 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  on  April  16,  1940,  as  they  appeared  in  Bul¬ 
letin  No.  17,  Vol.  25,  are  hereby  corrected  to  read  as  fol¬ 
lows  ; 

THE  RESOLUTION— 

(318-40-S) 

Whereas,  W.  Schier,  for  Charmouth  Realty  Corporation, 
owner,  filed  March  27,  1940,  an  application  for  a  variation  of 
the  labor  law,  as  cited  in  an  order  of  the  fire  commissioner; 
premises  42-49  to  42-61  24th  street  and  24-01  to  24-15  43rd 
avenue,  northeast  corner  (Block  No.  429,  Lot  No.  3),  Long 
Island  City,  Borough  of  Queens ;  and 
>  Whereas,  Order  No.  1718-LF,  issued  by  the  fire  commis¬ 
sioner  November  16,  1938,  reads: 

“1.  Remove  all  partitions  not  built  of  non-combustible 
material  on  1st,  2nd  and  3rd  floors,  as  per  Sections  263 
&  270  of  the  Labor  Law.” 
and 

Whereas,  said  order  was  referred  to  in  a  decision  of  the 
fire  commissioner,  dated  January  22,  1940,  and  a  subsequent 
decision,  dated  March  25,  1940;  and 

Whereas,  the  building  is  five  stories  (60  ft.)  in  height, 
80  ft.  by  140  ft.,  irregular  in  area ;  of  fireproof  construction ; 
located  in  an  unrestricted  use  district;  erected  in  1927  and 
occupied:  cellar,  boiler  room  and  storage;  first  floor,  man¬ 
ufacturing  composition  heels  and  smoking  pipes,  20  per¬ 
sons;  second  floor,  same,  30  persons;  third  floor,  manu¬ 
facturing  of  furniture  and  metal  rods,  20  persons;  fourth 
floor,  manufacturing  of  novelties,  woodwork,  and  vacuum 
cleaner  repairs,  10  persons;  fifth  floor,  manufacture  of 
screens,  5  persons.  The  building  is  equipped  with  a 
sprinkler  system,  standpipe  system,  interior  fire  alarm  sys¬ 
tem,  and  three  interior  stairs  of  fireproof  construction 
equipped  with  fireproof  doors ;  and 

Whereas,  the  applicant  contends  that  the  partitions  in¬ 
volved  are  only  about  5  percent  of  the  total  wall  area  and 
have  been  in  use  12  years;  that  the  partitions  on  the  third 
floor  of  the  main  building  are  made  of  Vi  in.  sheet  rock,  on 
both  sides  of  wood  studs  and  enclose  the  office  and  show¬ 
room ;  on  the  third  floor  of  the  east  building  the  partitions 
are  J4  in.  3  ply  plywood,  on  wood  studs  and  enclose  show¬ 
room  ;  that  on  the  second  floor,  main  building,  the  partitions 
are  V2  in.  fibre  board  on  wood  studs,  enclosing  office;  that 
on  the  first  floor,  main  building,  y2  in.  fibre  board  on  wood 
studs,  enclosing  mixing  room,  where  materials  are  mixed 
for  composition  heels  and  pipes ;  that  the  building  is  fire¬ 
proof,  faces  on  two  streets  and  is  well  protected  by  a  super¬ 
vised  two-source  sprinkler  system;  that  the  openings  facing 
the  adjoining  exposures  are  protected  with  wire  glass;  that 
there  are  three  fire-resistive  stair  enclosures,  and  that  the 
occupancy  is  not  hazardous  as  evidenced  by  the  low  fire 
insurance  premium  rate. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
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law,  and  that  the  application  be  and  it  hereby  is  granted, 
modifying  the  order  of  the  fire  commissioner,  No.  1718-LF, 
on  condition  that  the  existing  wood  partitions,  other  than 
the  partitions  surrounding  the  storage  and  mixing  room  on 
the  first  floor,  may  be  continued,  provided  they  are  replaced 
with  legally  constructed  partitions  within  two  (2)  years; 
that  the  partition  on  the  first  floor,  enclosing  the  mixing 
room  shall  be  removed  or  replaced  with  a  partition  con¬ 
structed  of  incombustible  material ;  that  any  doors  thereto 
shall  be  fireproof,  self-closing;  that  the  room  in  which  the 
heater  and  oil  burner  is  installed  shall  be  separated  from 
this  room  and  not  entered  from  the  mixing  room;  that  the 
sprinkler  system  shall  be  maintained  to  the  satisfaction  of 
the  fire  commissioner ;  that  in  all  other  respects  the  building 
and  occupancy  shall  comply  with  all  laws,  rules  and  regula¬ 
tions  applicable  thereto. 


*  Correction — The  word  “and”  changed  to  “or"  in  line  56 
of  resolution. 

*CORRECTION. 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  on  Tuesday,  October  22,  1940,  as  they 
appeared  in  Bulletin  No.  44,  Vol.  25,  are  hereby  corrected 
to  read  as  follows : 

THE  RESOLUTION— 

(910-40-A) 

Whereas,  Aymar  Embury,  II,  for  Queens  County  Jockey 
Club,  owner,  filed  September  11,  1940,  an  appeal  from  a 
decision  of  the  borough  superintendent  of  buildings,  for  per¬ 
mission  to  erect  a  building  in  the  bed  of  mapped  streets 
(Peconic  street  and  149th  avenue)  ;  premises  135-60  108th 
street,  west  side,  from  Peconic  street  to  135th  avenue  (Block 
No.  11562,  Lot  No.  7,  Block  No.  11564,  Lot  No.  1,  and 
Block  No.  11539,  Lot  No.  1),  Aqueduct  Race  Track,  Aque¬ 
duct,  Borough  of  Queens ;  and 

Whereas,  a  public  hearing  was  held  by  the  Board  of 
Standards  and  Appeals  pursuant  to  section  35  of  the  Gen¬ 
eral  City  Law  after  due  notice  by  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals  supplemented  by 
publication  in  the  Long  Island  Daily  Press ;  and 
Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  New  Building  Application  No.  5951-40,  reads : 

“1.  The  proposed  location  of  the  structure,  in  the 
bed  of  mapped  streets,  is  not  permitted.” 

and 


Whereas,  the  premises  consist  of  acreage  lying  north  ( 
North  Conduit  avenue  and  east  of  the  Long  Island  Railroad 
now  operated  as  a  race  track ;  it  is  proposed  to  demolish  [ 
portion  of  an  existing  grandstand  built  in  1906,  1932,  193 
and  1940  and  to  construct  a  new  Class  3  building,  50  ft.  i 
height  and  800  ft.  bv  125  ft.  in  area,  to  be  occupied  as 
grandstand  as  an  addition  to  the  existing  grandstand  erecte 
in  1940  under  New  Building  Application  No.  9823-39  an 
for  which  Certificate  of  Occupancy  No.  11895  was  issue! 
June  7,  1940;  and 

Whereas,  the  applicant  contends  that  the  new  granc 
stand  is  in  the  same  location  as  the  buildings  that  are  to  t 
demolished  and  which  come  in  the  bed  of  108th  street,  149fc 
avenue  and  Peconic  street;  that  the  recent  grade  crossinl 
elimination  of  the  Long  Island  Railroad  has  not  provided  a 
underpass  at  149th  avenue,  indicating  that  this  street  wi. 
not  be  opened ;  and 

Whereas,  the  applicant  has  filed  a  copy  of  the  commun 
cation  dated  September  9,  1940,  addressed  to  the  boroug 
superintendent  of  buildings  by  the  engineer-in-charge  of  th 
Topographical  Bureau,  Queens,  wherein  it  is  stated  th? 
there  is  no  condemnation  proceeding  pending  nor  is  thei 
one  contemplated  for  the  legal  opening  of  any  of  thes 
streets,  and  that  the  legal  opening  of  Peconic  street  woui 
disturb  the  property  of  the  New  York  Water  Service  Coi 
poration,  which  has  numerous  wells  located  thereon;  th; 
it  is  not  believed  that  any  of  the  proposed  streets  will  b 
opened  until  the  race  track  is  abandoned. 

Resolved ,  that  the  decision  of  the  borough  superintender 
of  buildings,  on  New  Building  Application  No.  5951-40,  Ob 
jection  No.  1,  be  and  it  hereby  is  modified  and  that  the  arj 
peal  be  and  it  hereby  is  granted,  under  the  powers  grante 
the  Board  under  section  35  of  the  General  City  Law,  so  sjj 
to  permit  the  construction  of  the  proposed  grandstand  withi 
the  bed  of  mapped  streets,  on  condition  that  in  all  othe 
respects  the  structure  and  occupancy  shall  comply  with  a 
laws,  rules  and  regulations  applicable  thereto,  and  that  i. 
the  event  the  beds  of  the  streets  are  acquired  by  the  citv  fc' 
street  purposes,  that  no  claim  shall  be  made  for  an  awar 
for  the  value  of  such  structure  erected  in  the  bed  of  sue 
streets.  I 


*  Correction — The  objection  appealed  from,  under  N.I 
No.  5951-40,  changed  to  read  “1.  The  proposed  location  i 
the  structure,  in  the  bed  of  mapped  streets,  is  not  permitted'. 


FORMS  FOR  NOTICE  TO  PROPERTY  OWNERS 


Applicants,  under  the  building  zone  resolution,  are  en¬ 
titled  to  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appeal 
Room  1018,  Municipal  Building.  Manhattan,  at  three  cenl< 
each — postage  to  be  added  if  the  forms  are  forwarded  b 
mail. 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  Board  and  of  the  further  publication  of  th 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  th 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  fail.ur 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  Board  is  to  dispose  of  al 
cases  promptly ;  therefore,  no  appeal  or  application  will 
be  held  in  abeyance  by  reason  of  failure  of  the  appellan 
or  applicant  to  file  necessary  data,  or  by  any  other  metho<| 
of  delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  fo 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  dat; 
required  bv  law  are  supplied,  as  specified  on  the  blanl 
appeal  or  application  forms. 
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40- A,  939-40-A,  955-40-A,  957-40-A,  966-40-A,  970-40- 

A,  979-40- A,  1033-40-A,  1034-40-A,  1035-40-A,  1036- 
40- A,  1037-40-A,  1038-40-A,  1039-40-A,  1045-40-A, 

1047-40-A,  1059-40-A,  1060-40-A,  1061-40-A,  1066-40- 
A,  1068-40-A,  1073-40-A,  1076-40-A,  1079-40-A,  1082- 
40-A,  1089-40-A,  1092-40-A,  1093-40-A,  884-39-A,  551- 
40-S,  1015-40-SA,  157-38-SM,  749-38-SM  and  1049- 
40-SM. 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  he  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 

of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 

or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commissioner 
of  buildings  or  fire  commissioner)  and  file  with  this  board 
a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directons. 

HARRIS  H.  MURDOCK.  Chairman. 
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DOCKET. 

New  Cases  Filed  up  to  November  19,  1940. 

Cal.  No.  Department.  Premises  Affected. 

1076-40- A . H.B.M - 161  West  36th  street  and  485 

Seventh  avenue,  northeast  cor¬ 
ner  (Block  No.  812,  Lot  No. 
1),  Borough  of  Manhattan, 
B.N.  4016-40. 


1077-40- A . H.B.B . 468  East  54th  street,  west  side, 

140  ft.  north  of  Beverly  road 
(Block  No.  4738,  Lot  No. 
27),  Borough  of  Brooklyn, 
N.B.  2021-40. 


1G78-40-A . H.B.Q . 52-15  Grand  avenue,  north  side, 

465.30  ft.  east  of  49th  (Owens) 
street  (Block  No.  2594,  Lot 
Nos.  1  and  34,  Block  No. 
2593,  Lot  Nos.  1  and  34, 
Block  No.  2605,  Lot  No.  1,  and 
Block  No.  2606,  Lot  No.  1), 
Maspeth,  Borough  of  Queens 
(under  section  35,  General 
City  Law — re  bed  of  mapped 
street),  N.B.  6616-40. 


1079-40-A . F.D . 100-102  Worth  street,  south  side, 

175  ft.  east  of  Broadway 
(Block  No.  157,  Lot  No.  12), 
Borough  of  Manhattan, 

7603-L.F.  and  Decision. 


1080- 40-BZ ....  H.B.Bx. ...  3490-3496  Jerome  avenue,  east 

side,  20  ft.  south  of  Gun  Hill 
road  (Block  No.  3327-A,  part 
of  Lot  Nos.  109  and  111), 
Borough  of  The  Bronx, 
Decision — re  Certificate  of 
Occupancy. 

1081- 40-BZ . ll.B.B . 1783-1789  Sheepshead  Bay  road, 

northeast  corner  of  Emmons 
avenue  (Block  No.  7492,  part 
of  Lot  No.  45),  Borough  of 
Brooklyn,  Alt.  945-40. 

1082- 40- A . H.B.B . 444  86th  street,  south  side,  337 

ft.  1  in.  east  of  Fourth  ave¬ 
nue  (Block  No.  6045,  Lot  No. 
24),  Borough  of  Brooklyn, 
Amendment  to  Alt.  3372-40. 

1083- 40-SM . U.S.  Gypsum  Pyrobar  Fireproof¬ 

ing,  manufactured  by  U.S. 
Gypsum  Company,  Material. 

1084- 40-BZ . . .  .H.B.Q . 150-63  131st  street,  blocks  bounded 

by  150th  avenue,  155th  avenue, 
134th  street  and  131st  street 


(Block  No.  2718,  Lot  No.  1, 
and  Block  No.  2720,  Lot  No. 
24),  Jamaica,  Borough  of 
Queens,  N.B.  5967-40. 


1 085-40- BZ ....  H.B.Q . 150-54  134th  street,  blocks  bounded 

by  150th  avenue,  155th  avenue, 
134th  street  and  131st  street 
(Block  No.  2718,  Lot  No.  1, 
and  Block  No.  2720,  Lot  No. 
1),  Jamaica,  Borough  of 

Queens,  N.B.  4793-40. 


1086-40-SM . Flintkote  Floormix  and  Flintkote 

C-13-HPC  and  N-13-F  (floor 
resurfacing),  manufactured  by 
The  Flintkote  Company, 

Material. 


1087-40-A . H.B.M ...  .865  Tenth  avenue  and  500  West 

57th  street,  southwest  corner 
(Block  No.  1085,  Lot  No. 
36),  Borough  of  Manhattan, 
Decision — re  N.B.  516-12  and 
Alt.  3224-40. 


1088- 40-SA . General  Elevator  Company,  In¬ 

corporated,  Elevator  Oil  Buf¬ 
fer,  Appliance. 

1089- 40-A . H.B.B . 33  Exeter  street,  east  side,  256 

ft.  south  of  Shore  road  (Block 
No.  7516,  Lot  No.  1272),  Bor¬ 
ough  of  Brooklyn, 

Alt.  5107-40. 


1090-40-BZ ....  H.B.Bx. ..  .2757-2759  Eastern  boulevard, 

north  side,  25  ft.  west  of 
Swinton  avenue  (Block  No. 
5307,  Lot  Nos.  38,  46  and  49), 
Borough  of  The  Bronx, 

N.B.  945-40. 


1091-40-A . F.D . 249-255  Mulberry  street  and  46- 

52  Prince  street,  southwest 
corner  (Block  No.  495,  Lot 
No.  20),  Borough  of  Man¬ 
hattan, 

23423-L.C.,  23719-L.C.  and 
Decision. 


1092-40-A . H.B.B . 388-390  Court  street,  southwest 

corner  of  Carroll  street  (Block 
No.  356,  Lot  No.  27),  Bor¬ 
ough  of  Brooklyn, 

Decision — re  Certificate  of 
Occupancy  No.  2002,  Alt. 
83-29  and  Alt.  5481-40. 


1093-40-A . H.B.B . 1807  Bath  avenue,  northwest  cor¬ 

ner  of  Bay  19th  street  (Block 
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No.  6403,  Lot  No.  1),  Bor¬ 
ough  of  Brooklyn, 

Alt.  5169-40  and  Viol.  3601-40. 


1094-40-SM . Hope’s  Automatic  Closing  De¬ 

vice  for  Side  Hinged  Case¬ 
ment  Windows,  manufactured 
by  Hope’s  Windows,  Incor¬ 
porated,  Material. 


Plaston  (stucco  material),  manu¬ 
factured  by  Louis  Liggio, 

Material. 


1096- 40 --SM . Acoustic  Plaston  (acoustic 

plaster),  manufactured  by 
Louis  Liggio,  Material. 

1097- 40-A . H.B.B . 470  86th  street  (472  displayed), 

south  side,  97  ft.  1%  in.  west 
of  Fifth  avenue  (Block  No. 
6045,  Lot  No.  34),  Borough 
of  Brooklyn,  Alt.  3383-39. 


No.  1),  Borough  of  Manhat¬ 
tan,  Viol.  6676-40. 


1 104-40-BZ ....  H.B.B . 149-157  33rd  street,  north  side, 

80  ft.  west  of  Fourth  avenue 
(Block  No.  680,  Lot  No.  49), 
Borough  of  Brooklyn, 

B.N.  1011-40. 


1 105-40-BZ ....  H.B.B . 624-634  Hegeman  avenue  and 

718-728  Bradford  street,  south¬ 
west  corner  (Block  No.  4326, 
Lot  No.  6),  Borough  of 
Brooklyn, 

D.C.  Applic.  1404-40. 


1106-40-SM . Hawkspread  White  Finish  Lime, 

Ohio  White  Finish  Lime, 
Ohio  Ritewall  Hair  Fibred 
Base  Coat  Plaster  and  Ohio 
Sanlime  Colored  (interior  fin¬ 
ishes),  manufactured  by  Ohio 
Hydrate  and  Supply  Com¬ 
pany,  Material. 


1098-40-BZ - H.B.R . 32a  St.  Marks  place  and  35  Hyatt 

street,  northeast  corner  (Block 
No.  8,  Lot  No.  1),  St.  George, 
Borough  of  Richmond, 

B.N.  773-40. 


1099-40- A . F.D . 212-216  West  48th  street,  south 

side,  140.4  ft.  west  of  Broad¬ 
way  (Block  No.  1019,  Lot  No. 
46),  Borough  of  Manhattan, 
23289-L.C.  and  Decision. 


1100-40-A . H.B.Q . 80-40  Cooper  avenue,  south  side, 

422  ft.  east  of  80th  street 
(Block  No.  3806,  Lot  No.  2), 
Glendale,  Borough  of  Queens 
(under  section  35,  General 
City  Law — re  bed  of  mapped 
street),  Alt.  2713-40. 


H01-40-A . F.D . 2581  Richmond  Terrace,  north 

side,  120  ft.  west  of  Granite 
avenue  (Block  No.  1107,  Lot 
No.  36),  Port  Richmond,  Bor¬ 
ough  of  Richmond, 

21189-L.C.  and  Decision. 


1102-40-A . H.B.M ....  108-110  West  16th  street,  south 

side,  100  ft.  west  of  Sixth 
avenue  (Block  No.  791,  Lot 
Nos.  48  and  49),  Borough  of 
Manhattan,  Alt.  2783-40. 


1103-40-A . H.B.M....521  Park  avenue  and  101-105 

East  60th  street,  northeast 
corner  (Block  No.  1395,  Lot 


Restored  to  Calendar. 

872-39-BZ ....  H.B.B . 7001-7019  Bay  parkway,  south¬ 

west  corner  of  West  10  th 
street,  and  1-21  Avenue  O 
(Block  No.  6574,  Lot  No.  6), 
Borough  of  Brooklyn, 

Alt.  2674-40. 


DESIGNATIONS:  H.B. — Department  of  Housing  and  Buildings; 
H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn  ;  Il.B.M. — 
Department  of  Housing  and  Buildings,  Manhattan  ;  II.B.Q. — De¬ 
partment  of  Housing  and  Buildings,  Queens  ;  H.B.R. — Department 
of  Housing  and  Buildings,  Richmond ;  H.B.Bx. — -Department  of 
Housing  and  Buildings,  Bronx ;  H.D. — Health  Department,  and 
F.D. — Fire  Department. 


CERTIORARI  ORDERS  SERVED  ON  THE 
BOARD  OF  STANDARDS  AND  APPEALS. 

On  November  15,  1940,  certiorari  order  was  served  on  the  Board 
by  Newman  &  Newman,  attorneys,  on  behalf  of  George  Wollen- 
weber,  Jr.,  as  Executor,  etc.,  and  Irving  M.  Berry,  objectors,  in  re 
amendment  of  resolution  granted  by  the  Board  on  October  8,  1940, 
Cal.  No.  891-23-BZ,  premises  188-238  Empire  boulevard.  Borough 
of  Brooklyn. 

***** 

On  November  18,  1940,  certiorari  order  was  served  on  Board  by 
Hughes,  Richards,  Hubbard  &  Ewing,  attorneys,  on  behalf  of 
Mortgage  Corporation  of  New  York,  applicants,  in  re  decision  of 
Board  of  October  1,  1940,  denying  use  of  existing  building  in 
residence  district  for  repair  shop  and  manufacture  of  signs.  Cal. 
No.  393-40-BZ,  premises  45-29  to  45-35  50th  street,  Woodside,  Bor¬ 
ough  of  Queens. 


RULES 


Last  Publication  in  Bulletin 


Blended  Cements,  Rules  for  Testing 


and  Use  of . Oct. 

Carbon  Dioxide  Liquefier  Rules . Oct. 

Certificates  of  Occupancy,  approved 

form  . _Auit. 

Concrete  Flat  Slabs,  Rules  . July 

Concrete  Masonry  Units,  Rules  for 
Manufacture,  Testing  and  Use 
of  . Aug. 


15,  1940— Vol.  25,  No.  42 
8,  1940— Vol.  25,  No.  41 

23.  1938— Vol.  23,  No.  34 
13,  1937— Vol.  22,  No.  28 


27.  1940— Vol.  25,  No.  35 
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Concrete  Rules  (Hydrated  Lime)  Aug. 

Elevator  Rules  . Mar. 

Exit  Rules  (Revolving  Doors)  .  June 

Factory  Exit  Rules  . Aug. 

Fire  Alarm  Rules  (Interior) . Aug. 

Fire  Drill  Rules  . .Sept. 

Fire-resistive,  Flameproof  Materials, 

etc..  Rules  for  Testing  of . Oct. 

Fire  Retarding  Rules  for  Garages, 

etc . Aug. 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for . . Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  . Aug. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 

Insulating  Fibre  Board  Rules . Nov. 

Oil  Burner  Rules . Oct. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of .  Oct. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules  . Sept. 

Platform  Trucks,  Specifications  for  Nov. 

Plumbing  Rules  .  Aug. 

Plumbing  Rules  (Prevention  of  Con¬ 
tamination  of  Water  Supply )  ...  Sept. 

Procedure,  Rules  of . Sept. 

Refrigerating  Systems,  Extract  A. C. Oct. 
Smoking  in  Factories,  Rules  for  Oct. 

Sprinkler  Rules  . June 

Standpipe  Fireline  Rules . June 

Structural  Alterations,  Reporting  June 

Tank  Trucks,  Fuel  Oil,  etc. . Nov. 

Tank  Trucks,  Gasoline,  etc. . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  605  of  Industrial  Code) .  Apr. 


3,  1937 — Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 
15,  1937— Vol.  22,  No.  24 
13,  1940— Vol.  25,  No.  33 
13.  1940— Vol.  25,  No.  33 
17,  1940— Vol.  25,  No.  3S 

22,  1940— Vol.  25,  No.  43 

20,  1940— Vol.  25,  No.  34 
13,  1937— Vol.  22,  No.  15 

21,  1919— Vol.  4,  No.  3 

20,  1940— Vol.  25,  No.  34 
7,  1925— Vol.  10,  No.  14 
5,  1928— Vol.  13,  No.  23 
5,  1940 — Vol.  25,  No.  45 
29,  1940 — Vol.  25,  No.  44 

22,  1940— Vol.  25,  No.  43 

10,  1940— Vol.  25,  No.  37 
24.  1936— Vol.  21,  No.  47 
3,  1937— Vol.  22,  No.  31 

10,  1940— Vol.  25,  No.  37 

7,  1937— Vol.  22,  No.  36 

8,  1940 — Vol.  25,  No.  41 
8,  1940— Vol.  25,  No.  41 

29,  1937— Vol.  22,  No.  26 
8,  1937— Vol.  22,  No.  23 
7,  1932— Vol.  17,  No.  23 
24,  1936— Vol.  21,  No.  47 
24,  1936— Vol.  21,  No.  47 

10,  1923 — Vol.  8,  No.  15 


LIST  OF  APPROVED  APPLIANCES 


Anti-Siphon  Valves  . Mar. 

Fireline  Hose  Valves . Mar. 

Fuel  Oil  Burners  for  Domestic  and 

Commercial  Use  . Sept. 

Fuel  Oil  Pipe  Terminals  . Sept. 

Fuel  Oil  Burners  for  Industrial  Use.Sept. 

Fuel  Oil  Pumps  . Oct. 

Gas  Heaters  . Sept. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Equipment  . Sept. 

Range  Oil  Burners  and  Space 

Heaters  . Sept. 

Vacuum  Breakers  . Sept. 


5,  1935— Vol.  20,  No.  10 
5,  1935— Vol.  20,  No.  10 

3,  1940— Vol.  25,  No.  36 
10,  1940— Vol.  25,  No.  37 
3,  1940— Vol.  25,  No.  36 
29,  1940— Vol.  25,  No.  44 
3,  1940— Vol.  25,  No.  36 

10,  1940— Vol.  25,  No.  37 

3,  1940— Vol.  25,  No.  36 
10,  1940— Vol.  25,  No.  37 


NOVEMBER  26,  1940,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions  of 
the  building  zone  resolution,  Tuesday  morning,  November 
26,  1940,  at  10  o’clock,  in  Room  1013,  Municipall  Building, 
Manhattan,  on  the  following  matters: 


cal.  no.  424-17-BZ — Application  of  John  T.  Dooling,  appli¬ 
cant  and  owner  (Fordham  Motor 
Sales.  Incorporated,  lessee),  reopened 
September  12,  1939,  under  section  21 
of  the  building  zone  resolution,  to  per¬ 
mit  in  a  business  use  district  the  con¬ 
version  of  occupancy  of  a  garage  for 
more  than  five  (5)  motor  vehicles  (pre¬ 
viously  granted  by  the  Board)  so  as  to 
include  a  motor  vehicle  repair  shop ; 
premises  565  East  Fordham  road  and 
2545  Hoffman  street,  northwest  corner 
(Block  No.  3273,  Lot  No.  293),  Bor¬ 
ough  of  The  Bronx. 


cal.  no.  39-31-BZ — Application  of  Reginald  S.  Hardy,  ap¬ 
plicant,  on  behalf  of  Woodhaven-Lib- 
erty  Realty  Corporation,  owner,  re¬ 
opened  May  21,  1940,  under  sections 
7f  and  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  use  dis¬ 
trict.  for  a  stated  term  of  years,  the 


erection  and  maintenance  of  a  gasoline 
service  station ;  premises  93-02  to  93-0( 
Rockaway  boulevard  and  103-55  to  103- 
69  93rd  street,  southeast  corner  (Blocl 
No.  9115,  part  of  Lot  No.  39),  Wood 
haven,  Borough  of  Queens. 

<.AL.  no.  690-40-BZ— Application,  June  25,  1940.  under  sec 
tion  7h  of  the  building  zone  resolution 
of  John  McBride,  applicant  and  lessee 
on  behalf  of  Fordbrad  Realty  Com 
panv.  Incorporated,  owner,  to  permit  a 
a  business  use  district,  for  a  temporar 
period  of  not  more  than  two  (2)  years 
the  parking  and  storage  of  more  thai 
five  (5)  motor  vehicles;  premises  91-0* 
Northern  boulevard,  south  side,  be 
tween  91st  street  and  92nd  stree 
(Block  No.  1439,  part  of  Lot  No.  1) 
Jackson  Heights,  Borough  of  Queens. 

cal.  no.  416-40-BZ— Application,  April  22,  1940,  under  sec 
tion  21  of  the  building  zone  resolutioi 
of  William  Sambur,  applicant,  on  be 
half  of  Central  Hanover  Bank  an 
Trust  Company,  owner  (Harry  Wolir 
sky,  lessee),  to  permit  in  a  business  us 
district  the  conversion  of  occupancy  c 
the  first  story  of  an  existing  buildin 
to  a  motor  vehicle  repair  shop ;  prem 
ises  135  West  52nd  street,  north  side 
325  ft.  east  of  Seventh  avenue  (Bloc 
No.  1005,  Lot  No.  14).  Borough  c 
Manhattan. 

(  al.  no.  1321-39-BZ — Application,  October  26,  1939,  unde 
sections  7h  and  21  of  the  building  zon 
resolution,  of  Anna  Weschler,  appli 
cant  and  lessee,  on  behalf  of  Bernar 
Flood,  owner,  to  permit,  partly  in 
residence  use  district  and  partly  in 
business  use  district,  the  parking  an 
storage  of  more  than  five  (5)  moto 
vehicles ;  premises  142-23  Roosevel 
avenue,  north  side,  200  ft.  east  of  Unio 
street  (Block  No.  5020,  Lot  No.  47) 
Flushing.  Borough  of  Queens. 

(al.  no.  177-32-BZ — Application  of  Herbert  J.  Krapp,  ap 
plicant,  on  behalf  of  Trebuhs  Realt; 
Company,  Incorporated,  owner,  re 
opened  April  9,  1940,  under  section  71* 
of  the  building  zone  resolution,  to  per 
mit  in  a  business  use  district  the  park 
ing  and  storage  of  more  than  five  (5 
motor  vehicles  (previously  denied  b 
the  Board  as  a  gasoline  service  sta 
tion)  ;  premises  160-166  West  En 
avenue  and  251-261  West  67th  street 
northeast  corner  (Block  No.  1159,  Lo 
No.  1),  Borough  of  Manhattan. 

cal.  no.  695-40-BZ — Application,  June  24,  1940,  under  sec 
tion  21  of  the  building  zone  resolutioi 
of  Abraham  Green,  applicant,  on  be 
half  of  Manhattan  Storage  and  Ware 
house  Company,  owner,  to  permit  in 
business  use  district  the  change  of  oc 
cupancy  from  a  garage  for  five  (5 
motor  vehicles  to  a  garage  for  ten  (10 
motor  vehicles;  premises  148  Wec 
53rd  street,  south  side,  191.8  ft.  east  o 
Seventh  avenue  (Block  No.  1005,  Lc 
Nos.  56  and  156),  Borough  of  Man 
hattan. 
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cal.  no.  329-37-BZ — Application  of  William  Shary,  appli¬ 
cant,  on  behalf  of  P.  &  A.  D.  Rubin,  In¬ 
corporated,  owner,  reopened  July  2, 
1940,  under  sections  7b.  7c  and  21  of  the 
building  zone  resolution,  to  permit  in  a 
residence  use  district  the  erection  of  an 
extension  to  be  used  for  business  pur¬ 
poses  (store)  to  an  existing  building 
used  for  a  multiple  dwelling  with  stores, 
located  partly  in  a  business  use  district 
and  partly  in  a  residence  use  district, 
and  previously  granted  by  the  Board ; 
premises  888  Grand  Concourse  and  172- 
180  East  161st  street,  southeast  corner 
(Block  No.  2459,  Lot  No.  34),  Bor¬ 
ough  of  The  Bronx. 

cal.  no.  224-38-BZ — Application  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Hanover  Service 
Station,  Incorporated,  owner,  reopened 
September  17,  1940,  under  section  7f  of 
the  building  zone  resolution,  to  permit 
in  a  business  use  district  the  erection 
and  maintenance  of  a  gasoline  service 
station  (previously  denied  under  sec¬ 
tion  21  of  the  building  zone  resolution)  ; 
premises  32-11  to  32-19  Cross  Island 
boulevard  and  198-05  to  198-11  33rd  ave¬ 
nue.  northeast  corner  (Block  No.  6025, 
part  of  Lot  No.  36),  Bayside,  Borough 
of  Queens. 

cal.  no.  1182-39-BZ — Application,  September  26,  1939,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Henry  Nordheim,  applicant,  on 
behalf  of  Post  Sherman  Corporation, 
owner  (Abraham  Rubenstein,  lessee), 
to  permit  in  a  business  use  district  the 
parking  and  storage  of  more  than  five 
(5)  motor  vehicles ;  premises  1231  Bos- 
cobel  avenue,  west  side,  100  ft.  north  of 
Jerome  avenue  (Block  No.  2506,  Lot 
No.  58),  Borough  of  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


NOVEMBER  26,  1940,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

994-40-A — 34-40  Varick  street,  east  side,  100  ft.  8)4  in. 

south  of  Bridgewater  street  (Block  No. 
2664,  Lot  Nos.  12,  13,  14,  15  and  22),  Bor¬ 
ough  of  Brooklyn. 

858-40-A — 321-331  East  70th  street,  north  side.  175  ft.  west 
of  First  avenue  (Block  No.  1445,  Lot  Nos. 
14  to  19,  inclusive),  Borough  of  Man¬ 
hattan. 

1067-40-A — 1229  St.  Nicholas  avenue,  west  side,  54  ft.  north 
of  West  171st  street  (Block  No.  2141,  part 
of  Lot  No.  21),  Borough  of  Manhattan. 

354-40- A — 24-46  24th  street,  west  side,  175  ft.  north  of  Hoyt 
avenue  (Block  No.  873,  Lot  No.  59), 
Long  Island  City,  Borough  of  Queens. 

969-40- A — 366  Kingston  avenue,  west  side,  100  ft.  6  in. 

(95  ft.  6  in.)  north  of  Crown  street  (Block 
No.  1292,  Lot  No.  44),  Borough  of  Brook¬ 
lyn. 


1101-40- A — 2481  Richmond  Terrace,  north  side,  120  ft.  west 
of  Granite  avenue  (Block  No.  1107,  Lot 
No.  36),  Port  Richmond,  Borough  of  Rich¬ 
mond. 


DECEMBER  3,  1940,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  December 
3,  1940,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 

cal.  no.  402-40-BZ — Application,  April  16,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Lama  and  Proskauer,  applicants,  on 
behalf  of  Clifford  E.  Mills,  owner,  to 
permit  in  a  residence  use  district  and 
“F”  area  district  the  erection  and  juain- 
tenance  of  a  building  to  be  used  as  a 
gas  station,  auto  laundry,  lubritorium, 
office  and  boiler  room  in  conjunction 
with  a  gasoline  service  station  on  a  plot 
of  ground  previously  occupied  as  a 
gasoline  service  station ;  premises  144- 
39  to  144-47  Farmers  boulevard,  south¬ 
east  corner  of  South  Conduit  avenue 
(Block  No.  4517,  Lot  No.  1  and  part  of 
Lot  No.  3),  Springfield,  Borough  of 
Queens. 

cal.  no.  285-36-BZ — Application  of  Frederick  W.  Rothamel, 
applicant,  on  behalf  of  Otto  Gebhardt, 
owner  ( Re vonah,  Laundry,  Incorporated, 
lessee),  reopened  April  9,  1940,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  use  dis¬ 
trict  the  storage  of  more  than  five  (5) 
motor  vehicles  (previously  granted  on 
condition — re  change  of  occupancy  of  an 
existing  building  to  a  garage  for  more 
than  five  (5)  motor  vehicles,  motor 
vehicle  repair  shop  and,  also,  gasoline 
service  station)  ;  premises  72-27  Cypress 
Hills  street,  northeast  side,  199.41  ft. 
south  of  Myrtle  avenue  (Block  No. 
3600,  Lot  No.  125),  Glendale,  Borough 
of  Queens. 

cal.  no.  879-40-BZ — Application,  August  30,  1940,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  H.  I.  Feldman,  applicant,  on 
behalf  of  Boiaz  Realty  Corporation, 
owner,  to  permit  in  a  residence  use  dis¬ 
trict  the  alteration  and  conversion  of 
occupancy  of  part  of  a  multiple  dwelling 
to  business  use  (stores)  ;  premises  2081 
Grand  Concourse,  northwest  corner  of 
East  180th  street  (Block  Noo.  3161,  Lot 
No.  30),  Borough  of  The  Bronx. 

cal.  no.  583-40-BZ — Application,  May  28,  1940,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Henry  Nordheim,  applicant,  on  be¬ 
half  of  O’Brien  Building  Company,  In¬ 
corporated,  owner  (Charles  Barnett, 
lessee),  to  permit  in  a  business  use 
district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
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motor  vehicles;  premises  3096-3102 
Webster  avenue,  south  side.  25  ft.  west 
of  East  204th  street  (Block  No.  3330, 
Lot  No.  68),  Borough  of  The  Bronx. 

cal.  no.  512-40-BZ— Application,  May  14,  1940,  under  sec¬ 
tions  7b,  7c  and  21  of  the  building  zone 
resolution,  of  Henry  Nordheim,  appli¬ 
cant,  on  behalf  of  Salvatore  Rullo, 
owner,  to  permit,  partly  in  a.  business 
use  district  and  partly  in  an  unre¬ 
stricted  use  district,  the  conversion  of 
occupancy  of  a  building  to  a  motor 
vehicle  repair  shop;  premises  2623 
Roberts  avenue,  north  side,  100  ft.  west 
of  Blondell  avenue,  and  1409  Blondell 
avenue  (Block  No.  4074,  Lot  Nos.  22 
and  29),  Borough  of  The  Bronx. 

cal.  No.  97-37-BZ — Application  of  Theodore  R.  Feinberg, 
applicant,  on  behalf  of  Eleanor  C 
Stoffel,  Cornelius  Cameron  and  Lillian 
Covert,  owners  (Harry  Lander,  lessee), 
reopened  October  8,  1940,  under  section 
7h  of  the  building  zone  resolution,  to 
permit  in  a  business  use  district,  for  a 
temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1404-1428  East  New  York 
avenue,  southwest  corner  of  Amboy 
street  (Block  No.  3495.  Lot  Nos.  12 
and  16),  Borough  of  Brooklyn. 

cal.  no.  253-40-BZ — Application,  March  6,  1940,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  Oscar  Goldschlag,  appli¬ 
cant,  on  behalf  of  Direct  Realty  Com¬ 
pany,  owner,  to  permit  on  a.  plot  lo¬ 
cated  in  a  business  use  district  and 
residence  use  district,  the  parking  and 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  1060-1070  St.  Nich¬ 
olas  avenue  and  510-520  West  164th 
street,  southeast  corner  (Block  No. 
2121,  Lot  No.  13),  Borough  of  Man¬ 
hattan. 

cal.  no.  951-40-BZ — Application,  October  1,  1940,  under 
section  7c  of  the  building  zone  resolu¬ 
tion,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Italian  Center  of 
Queens.  Incorporated,  owner,  to  permit 
in  a  business  use  district,  extending 
into  a  residence  use  district,  the  erec¬ 
tion  of.  a  building  to  be  used  as  office, 
auditorium,  banquet  rooms,  club  rooms 
and  kitchen;  premises  102-31  Queens 
boulevard,  southeast  corner  of  68th 
avenue  (Block  No.  2137,  Lot  No.  8), 
Forest  Hills,  Borough  of  Queens. 

(Cal.  no.  375-40-BZ — Application,  April  11,  1940,  under  sec¬ 
tions  7a,  7c  and  21  of  the  building  zone 
resolution,  of  Thomas  O’Rourke  Gal¬ 
lagher.  applicant,  on  behalf  of  Walter 
A.  Beaudel,  owner  (Beaudel  Brothers, 
lessees),  to  permit  in  a  residence  use 
district  the  alteration  and  reconstruction 
of  an  existing  gasoline  service  station ; 
premises  144-12  Springfield  boulevard, 
northwest  corner  of  North  Conduit 
boulevard,  and  186-08  144th  avenue. 


southwest  corner  of  Springfield  boule¬ 
vard  (Block  No.  3816,  Lot  No.  76  and 
part  of  Lot  No.  63),  Springfield  Gar¬ 
dens,  Borough  of  Queens. 

cal.  no.  489-38-BZ — Application  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Sam  Schwartz 
and  Joseph  Schwartz,  owners,  reopened 
October  3.  1939,  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a 
residence  use  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  (previously  denied  by  the  Board)  ; 
premises  219-01  North  Conduit  boule¬ 
vard  (avenue)  and  144-01  to  144-09 
Springfield  boulevard,  northeast  corner 
(Block  No.  3820,  Lot  No.  4),  Spring- 
field  Gardens,  Borough  of  Queens. 

cal.  no.  94-38-BZ — Application  of  William  L.  Schrauth,  ap¬ 
plicant,  on  behalf  of  Jeho  Company,  In¬ 
corporated,  owner,  reopened  July  16, 
1940,  for  rehearing,  under  section  7h  of 
the  building  zone  resolution,  to  permit 
in  a  business  use  district  the  parking 
and  storage  of  more  than  five  (5)  motor 
vehicles  (previously  denied)  ;  premises 
89-04  166th  street,  southwest  corner  of 
89th  avenue  (Block  No.  9795  [866 1 . 
Lot  No.  72),  Jamaica,  Borough  of 
Queens. 

cal.  no.  1028-40-BZ— Application,  October  24,  1940,  under 
sections  21  and  7a  of  the  building  zone 
resolution,  of  Aymar  Embury  II,  appli¬ 
cant,  on  behalf  of  Metropolitan  Jockey 
Club,,  owner,  to  permit  in  a  residence 
use  district  the  alteration  and  extension 
of  business  buildings  used  in  conjunc¬ 
tion  with  a  race  track;  premises  163-24 
and  165-10  Baisley  boulevard,  south 
side,  200  ft.  east  of  New  York  boule¬ 
vard  (Block  No.  3300,  Lot  No.  2), 
Jamaica,  Borough  of  Queens. 

Appeals  from  Administrative  Decisions. 

1029-40-A — 165-10  Baisley  boulevard,  south  side,  480  ft.  east 
of  New  York  boulevard  (Block  No.  3300, 
Lot  No.  2),  Jamaica,  Borough  of  Queens 
(under  section  35,  General  City  Law — re 
bed  of  mapped  street). 

1019-40-A — 102-31  Queens  boulevard,  southeast  corner  of 
68th  avenue  (Block  No.  2.137,  Lot  No.  8), 
Forest  Hills,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Charman. 


DECEMBER  3,  1940,  2  P.  M. 

Appeal  from  Administrative  Decision. 

992-40- A — 522  East  133rd  street,  south  side,  300  ft.  west 
of  St.  Ann’s  avenue  (Block  No.  2260,  Lot 
No.  7).  Borough  of  The  Bronx. 


DECEMBER  10,  1940,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
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of  the  building  zone  resolution,  Tuesday  morning,  December 
10,  1940,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 


cal.  no.  260-40-BZ — Application,  March  5,  1940,  under  sec¬ 
tion  7i  of  the  building  zone  resolution, 
of  Paul  Carchiolo  and  Nils  Jensen, 
applicants  and  lessees,  on  behalf  of 
Sadie  Rosen,  owner,  to  permit  on  the 
business  portion  of  a  plot,  located  partly 
in  a  business  use  district  and  partly  in 
a  residence  use  district,  the  conversion 
of  occupancy  of  an  existing  building  to 
a  motor  vehicle  repair  shop ;  premises 
5501-5513  18th  avenue,  southeast  cor¬ 
ner  of  55th  street  (Block  No.  5494,  Lot 
No.  29).  Borough  of  Brooklyn. 

cal.  no.  521-40-BZ — Application,  May  15,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Abraham  Saul,  applicant  and  owner, 
to  permit  in  a  residence  use  district  and, 
also,  “E”  area  district,  the  maintenance 
of  an  extension  at  the  rear  of  the  second 
story  of  an  existing  dwelling ;  said  ex¬ 
tension  does  not  comply  with  “E”  area 
requirements;  premises  1818  East  29th 
street,  west  side,  126  ft.  south  of  Ave¬ 
nue  R  (Block  No.  6834,  Lot  No.  10), 
Borough  of  Brooklyn. 

cal.  no.  446-40-BZ — Application,  April  26,  1940,  under  sec¬ 
tion  7c  of  the  building  zone  resolution, 
of  Arthur  H.  Haaren,  applicant,  on 
behalf  of  Kesbec,  Incorporated,  owner 
(James  McAllister,  lessee),  to  permit 
in  a  business  use  district  the  extension 
of  a  gasoline  service  station  so  as  to 
include  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  4431-4441  Broadway,  west 
side,  108  ft.  south  of  West  190th  street 
(Block  No.  2180,  Lot  Nos.  492  and 
494),  Borough  of  Manhattan. 


cal.  no.  818-40-BZ — Application,  July  26.  1940,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  M.  A.  Boule,  applicant,  on  behalf  of 
Sylvia  M.  Bullowa,  owner  (John  Car- 
mody,  lessee),  to  permit  in  a  business 
use  district,  for  a  temporary  period 
of  not  more  than  two  (2)  years,  the 
parking  and  storage  of  more  than  five 
(5)  motor  vehicles;  premises  1882-1884 
Second  avenue,  east  side,  25  ft.  north 
of  East  97th  street  (Block  No.  1669, 
Lot  No.  2),  Borough  of  Manhattan. 


cal.  no.  819-40-BZ — Application,  July  26,  1940,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  M.  A.  Boule,  applicant,  on  behalf  of 
Sylvia  M.  Bullova,  owner  (John  Car- 
mody,  lessee),  to  permit  in  a  business 
use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  1888-1890 
Second  avenue,  east  side,  50  ft.  south  of 
East  98th  street  (Block  No.  1669,  Lot 
Nos.  51  and  52),  Borough  of  Man¬ 
hattan. 


cal.  no.  1016-40-BZ— Application,  October  23,  1940,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Theodore  R.  Feinberg,  appli¬ 
cant,  on  behalf  of  Kauffman  Lewenthal 
Realty  Company,  owner,  to  permit  in  a 
residence  use  district  the  alteration  and 
conversion  of  occupancy  of  part  of  an 
existing  building  to  business  use 
(store)  ;  premises  649  Water  street, 
south  side,  266  ft.  8  in.  east  of  Gouver- 
neur  Slip  (Block  No.  243,  Lot  No. 
106),  Borough  of  Manhattan. 

cal.  no.  278-40-BZ — Application  of  William  R.  Altman,  ap¬ 
plicant.  on  behalf  of  One  Jumel  Realty 
Corporation,  owner,  reopened  Novem¬ 
ber  8,  1939,  under  sections  7i  and  21 
of  the  building  zone  resolution,  to  per¬ 
mit  in  a  business  use  district  the  con¬ 
version  of  occupancy  of  part  of  a  garage 
for  more  than  five  (5)  motor  vehicles 
(previously  granted  by  the  Board) 
from  garage  use  to  a  motor  vehicle  re¬ 
pair  shop;  premises  441  West  167th 
street  and  1  Jumel  place,  northeast  cor¬ 
ner  (Block  No.  2112,  Lot  No.  58), 
Borough  of  Manhattan. 

cal.  no.  729-38-BZ — Application  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Talbo  Gasoline 
Company,  Incorporated,  owner,  re¬ 
opened  October  8.  1940,  under  sections 
7c  and  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  use  dis¬ 
trict  the  alteration  and  extension  in 
area  of  an  existing  gasoline  service 
station  (previously  denied  by  the 
Board)  ;  premises  3150-3158  Boston 
Post  road,  southeast  corner  of  Laconia 
avenue  (Block  No.  4614,  Lot  No.  9), 
Borough  of  The  Bronx. 

cal.  no.  812-40-BZ — Application,  July  22,  1940,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Arthur  H.  Haaren,  ap¬ 
plicant,  on  behalf  of  Edlar  Realty  Cor¬ 
poration,  owner  (Alex  White,  lessee), 
to  permit  in  a  business  use  district  the 
extension  of  a  gasoline  service  station 
so  as  to  permit  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  3150  Broadway,  southeast 
corner  of  Moylan  place  (Block  No 
1980,  Lot  No.  61),  Borough  of  Man¬ 
hattan. 

HARRIS  H.  MURDOCK,  Chairman. 


DECEMBER  10,  1940,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

696-39- A — 2321  Third  avenue  and  201  East  126th  street. 

northeast  corner  (Block  No.  1791,  Lot  No. 
1),  Borough  of  Manhattan. 

1078-40-A — 52-15  Grand  avenue,  north  side,  465.30  ft.  east 
of  49th  (Owens)  street  (Block  No.  2594, 
Lot  Nos.  1  and  34,  Block  No.  2593.  Lot 
Nos.  1  and  34,  Block  No.  2605,  Lot  No.  1, 
and  Block  No.  2606,  Lot  No.  1),  Maspeth, 
Borough  of  Queens  (under  section  35,  Gen¬ 
eral  City  Law — re  bed  of  mapped  street). 
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DECEMBER  17,  1940,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning ,  December 
17,  1940,  at  10  o’clock,  in  Room  1013.  Municipal  Building, 
Manhattan,  on  the  following  matters : 

cal.  no.  351-40-BZ — Application,  April  5,  1940,  under  sec¬ 
tions  21  and  7f  of  the  building  zone 
resolution,  of  William  F.  Regan,  appli¬ 
cant,  on  behalf  of  William  F.  Regan, 
owner,  to  permit  in  a  business  use  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station;  premises  1000- 
1012  Brooklyn  avenue  and  3522-3524 
Snyder  avenue,  southwest  corner  (Block 
No.  4906,  Lot  Nos.  9  and  10),  Borough 
of  Brooklyn. 

cal.  no.  977-40-BZ— Application,  October  8,  1940,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  James  A.  Boyle,  applicant,  on 
behalf  of  William  M.  Calder  Company, 
owner,  to  permit  in  a  street,  zoned  for 
residence  use  up  to  within  100  ft.  of  an 
intersecting  street  zoned  for  business 
use,  entrances  to  stores,  offices  or  show 
rooms  located  more  than  25  ft.  from 
the  intersecting  street ;  premises  3047 
Avenue  U  and  2080-2090  Coyle  street, 
northwest  corner  (Block  No.  7339,  Lot 
No.  40),  Borough  of  Brooklyn. 

cal.  no.  865-40-BZ — Application,  August  21,  1940,  under 
sections,  7h  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  The  Louis  Fried¬ 
man  Realty  Company,  Incorporated, 
owner  (Norman  Resnick,  lessee),  to 
permit  in  a  business  use  district,  for  a 
temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  368-378  Kings  highway,  south¬ 
west  corner  of  West  3rd  street  (Block 
No.  6653,  Lot  Nos.  34,  38,  43  and  44), 
Borough  of  Brooklyn. 

cal.  no.  401-31-BZ — Application  of  Sidney  L.  Strauss,  ap¬ 
plicant,  on  behalf  of  Webster  Commit¬ 
tee,  Incorporated,  and  Wilson  and 
Company,  owners  (Fifth  Atlantic  Cor¬ 
poration,  lessee;  Thomas  Karas,  sub¬ 
lessee),  reopened  July  2.  1940,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  use  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station  upon  a  plot,  pre¬ 
viously  granted  by  the  Board,  for  a 
temporary  period  of  not  more  than  two 
(2)  years,  for  parking  and  storage  of 
more  than  five  (5)  motor  vehicles;  it 
is  proposed,  also,  to  continue  the  tem¬ 
porary  parking  and  storage  use ;  prem¬ 
ises  624-626  Atlantic  avenue  and  9 
Fifth  avenue,  northeast  corner,  and  627 
Pacific  street  (Block  No.  1119,  Lot 
Nos.  1  and  64),  Borough  of  Brooklyn. 

cal.  no.  304-40-BZ — Application,  March  25,  1940.  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  J.  M.  Berlinger,  applicant,  on 
behalf  of  F.  W.  Realty  Corporation, 
owner,  to  permit  in  a  residence  use 


district  the  conversion  of  occupancy  of 
part  of  an  existing  multiple  dwelling 
from  residence  use  to  business  use 
(stores)  ;  premises  11-15  West  8th 
street,  north  side,  206  ft.  6  in.  west  of 
Fifth  avenue  (Block  No.  572,  Lot  Nos. 
49,  50  and  51),  Borough  of  Manhattan. 

cal.  no.  647-40-BZ- — Application,  June  13,  1940,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Oscar  Goldschlag,  applicant,  on  be¬ 
half  of  Eugene  Higgins,  owner,  to  per¬ 
mit  in  a  business  use  district,  for  a 
temporary  period  of  two  (2)  years,  the 
parking  and  storage  of  more  than  five 
(5)  motor  vehicles;  premises  3321-3323 
Broadway  and  601-607  West  134th 
street,  northwest  corner  (Block  No. 
2001,  Lot  Nos.  29  and  30),  Borough  of 
Manhattan. 

cal.  no.  1021-40-BZ — Application,  October  24,  1940,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Leon  J.  Shapiro,  applicant,  on  s 
behalf  of  Robert  Bass,  owner,  to  per¬ 
mit  in  a  business  use  district,  on  a  lot 
abutting  a  residence  use  district,  the  i 
alteration  of  a  business  building  (store) 
in  such  a  manner  that  there  will  be 
show  windows  and  store  entrances  more 
than  25  ft.  from  the  corner  of  the 
street;  premises  464  Clarkson  avenue, 
southeast  corner  of  Brooklyn  avenue 
(Block  No.  4841,  Lot  No.  16),  Bor¬ 
ough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


DECEMBER  17,  1940,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

882-40-A — 148  39th  street,  southwest  corner  of  Second  ave¬ 
nue  (Bush  Building  No.  19,  fourth  floor) ; 
(Block  No.  706,  Lot  No.  1),  Borough  of 
Brooklyn. 

1004-40-A — 228  Bay  street,  west  side,  151  ft.  north  of  Han¬ 
nah  street  (Block  No.  498,  Lot  No.  74), 
Tompkinsville,  Borough  of  Richmond. 

1100-40- A — 80-40  Cooper  avenue,  south  side,  422  ft.  east  of 
80th  street  (Block  No.  3806,  Lot  No.  2), 
Glendale,  Borough  of  Queens  (under  sec¬ 
tion  35,  General  City  Law — re  bed  of 
mapped  street). 


JANUARY  14,  1941,  10  A.  M. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  January 
14,  1941,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matter : 

cal.  no.  249-39-BZ — Application,  February  28, _  1940;  dis- 
miseed  for  lack  of  prosecution  July  1°- 
1939;  reopened  and  restored  to  Calendar 
September  17,  1940,  under  section  7f  of 
the  building  zone  resolution,  of  Lama 
and  Proskauer,  applicants,  on  behalf  of 
Koppers  Company,  owner,  to  permit  ;n 
a  business  use  district,  for  a  stated  term 
of  years,  the  erection  and  maintenance 
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of  a  gasoline  service  station;  premises  FEBRUARY  18,  1941,  2  P.  M. 

84-11  to  84-21  Astoria  boulevard  and 

24-02  to  24-12  85th  street,  northwest  Appeal  from  Administrative  Decision. 

corner,  and  84-12  to  84-20  24th  avenue  ^  , 

f  Block  No  1096  nart  of  I  nt  Wn  n  553-37-A — 1815-1825  Ocean  avenue,  east  side.  280  ft.  south 

Jackson  Heights)'  Borough  of  Queens!  of  Avenue  M  (Block  No.  7656,  Lot  No. 

55  and  part  of  Lot  Nos.  54  and  58),  Bor- 
HARRIS  H.  MURDOCK,  Chairman.  ough  ot  Brooklyn. 


MINUTES 

*  — 

BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  NOVEMBER  19,  1940. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
■  Blum  and  Assistant  Chief  McCarthy. 

The  minutes  of  the  regular  meeting  of  the  Board  held  on 
Wednesday  morning,  November  6,  1940,  and  the  minutes  of 
the  regular  meeting  of  the  Board  held  on  Wednesday  after¬ 
noon,  November  6,  1940,  were  approved  as  printed  in  Bul- 
1  letin  No.  46,  Volume  25. 


BUILDING  ZONE  CASES. 

94-38-BZ. 

APPLICANT — William  L.  Schrauth  and  Earl  J.  Helmick, 
for  Jeho  Company,  Incorporated,  owner. 

SUBJECT — Application  reopened  July  16,  1940,  for  rehear¬ 
ing  (re  decision  of  the  borough  superintendent  of 
buildings),  under  section  7h  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district  the 
parking  and  storage  of  more  than  five  (5)  motor 
vehicles  (previously  denied). 

PREMISES  AFFECTED— 89-04  166th  street,  southwest 
corner  of  89th  avenue  (Block  No.  866,  Lot  No.  72), 
Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  William  L.  Schrauth. 

For  Opposition:  Jacob  Garlick,  Raphael  Kasper, 
Lloyd  S.  Snedeker  and  G.  F.  Partrick. 

ACTION  OF  BOARD — Laid  over  to  December  3,  1940,  at 
10  A.M.,  for  decision  by  the  Board  without  further 
argument. 


489-38-BZ. 

APPLICANT — Lama  and  Proskauer,  for  Sam  Schwartz 
and  Joseph  Schwartz,  owners. 

SUBJECT — Application  reopened  October  3,  194(X  under 
section  21  of  the  building  zone  resolution  (re  deci¬ 
sion  of  the  borough  superintendent  of  buildings),  to 
permit  in  a  residence  use  district  the  erection  and 
maintenance  of  a  gasoline  service  station  (previously 
denied  by  the  Board). 

PREMISES  AFFECTED— 219-01  North  Conduit  boule¬ 
vard  (avenue)  and  144-01  to  144-09  Springfield 
boulevard,  northeast  corner  (Block  No.  3820,  Lot 
No.  4),  Springfield  Gardens,  Borough  of  Queens. 
APPEARANCES — 

For  Applicant:  Alfred  A.  Lama. 

For  Opposition :  Harold  Klorfein,  Department  of 
Parks. 

ACTION  OF  BOARD — Laid  over  to  December  3,  1940,  at 
10  A.M.,  for  further  consideration  by  the  Board. 


349-39-BZ. 

APPLICANT — Lama  and  Proskauer,  for  Koppers  Com¬ 
pany,  owner. 


SUBJECT — Application  reopened  and  restored  to  Calendar 
September  17,  1940  (re  decision  of  the  borough 
superintendent  of  buildings),  under  section  7f  of  the 
building  zone  resolution,  to  permit  in  a  business  use 
district,  for  a  stated  term  of  years,  the  erection  and 
maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED— 84-11  to  84-21  Astoria  boule¬ 
vard,  24-02  to  24-12  85th  street,  northwest  corner, 
and  84-12  to  84-20  24th  avenue  (Block  No.  1096, 
part  of  Lot  No.  1),  Jackson  Heights,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  A.  J.  Whalen. 
For  Opposition:  None. 

For  Administration :  Harold  Klorfein,  Department 
of  Parks. 

ACTION  OF  BOARD — Laid  over  to  January  14,  1941,  at 
10  A.M..  for  additional  information  from  applicant 
and  for  further  consideration  by  the  Board. 


351-40-BZ. 

APPLICANT — William  F.  Regan  (applicant),  for  William 
F.  Regan,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  business  use 
district  the  erection  and  maintenance  of  a  gasoline 
service  station. 

PREMISES  AFFECTED— 1000-1012  Brooklyn  avenue  and 
3522-3524  Snyder  avenue,  southwest  corner  (Block 
No.  4906,  Lot  Nos.  9  and  10),  Borough  of  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Joseph  T.  Kearney  and  William  F. 
Regan  (applicant)  and  William  F.  Regan 
owner) . 

ACTION  OF  BOARD — Laid  over  to  December  17,  1940, 
at  10  A.M.,  for  proper  notification  of  affected  prop¬ 
erty  owners  not  later  than  December  5,  1940. 


375-40-BZ. 

APPLICANT — Thomas  O’Rourke  Gallagher,  for  Walter 
A.  Beaudel,  owner  (Beaudel  Brothers,  lessee). 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  sections  7a,  7c  and  21 
of  the  building  zone  resolution,  to  permit  in  a  resi¬ 
dence  use  district  the  alteration  and  reconstruction 
of  an  existing  gasoline  service  station. 

PREMISES  AFFECTED — 144-12  Springfield  boulevard, 
northwest  corner  of  North  Conduit  avenue,  and 
186-08  144th  avenue,  southwest  corner  of  Springfield 
boulevard  (Block  No.  3816,  Lot  No.  76  and  part  cf 
Lot  No.  63),  Springfield  Gardens,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant  :Thomas  O’Rourke  Gallagher,  Lauritz 
Lauritzen  and  Walter  A.  Beaudel. 


1581 


MINUTES 


For  Opposition:  Harold  Klorfein,  Department  of 
parks. 

ACTION  OF  BOARD— Laid  over  to  December  3.  1940,  at 
10  A.M.,  for  conference  with  the  Board  by  appli¬ 
cant  and  architect  as  to  plans  filed. 


812-40-BZ. 

APPLICANT— Arthur  H.  Haaren,  for  Edlar  Realty  Cor¬ 
poration,  owner  (Alex  White,  lessee). 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  sections  7c  and  21 
of  the  building  zone  resolution,  to  permit  in  a  busi¬ 
ness  use  district  the  extension  of  a  gasoline  service 
station  so  as  to  permit  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 3150  Broadway,  southeast  cor¬ 
ner  of  Moylan  place  (Block  No.  1980,  Lot  No.  61), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  John  G.  Coleman,  E.  Calder  and 
Arthur  H.  Haaren. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  December  10,  1940, 
at  10  A.M.,  pending  filing  of  plans  by  applicant 
and  further  consideration  by  the  Board. 


297-40-BZ. 

APPLICANT— Henry  Nordheim,  for  The  Mutual  Life  In¬ 
surance  Company,  owner  (Louwer  Garage  Cor¬ 
poration,  lessee) . 

SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  sections  7h  and  21 
of  the  building  zone  resolution,  to  permit,  partly 
in  a  business  use  district  and  partly  in  a  residence 
use  district,  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 1407-1419  College  avenue,  west 
side.  215  ft.  south  of  East  171st  street  (Block  No. 
2786,  parts  of  Lot  Nos.  2,  6  and  29),  Borough  of 
The  Bronx. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  ROARD — Application  withdrawn  without 
argument  on  written  request  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


398-40-BZ. 

APPLICANT — Anthony  M.  DeRose,  for  Nuarb  Realty 
Company,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  section  21  of  the 
building  zone  resolution,  to  permit  in  an  F  area 
residence  use  district  the  maintenance  of  a  dwelling 
without  the  required  setback  and  with  side  yards 
less  than  the  required  widths. 

PREMISES  AFFECTED — 940  Metcalf  avenue,  east  side, 
176  ft.  4  in.  south  of  Eastern  boulevard  (Block  No. 
3659,  Lot  No.  20),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Anthony  M.  DeRose  and  Frank  C. 
Braun. 

For  Opposition:  None. 

For  Administration :  M.  Thiede,  Department  of 
Housing  and  Buildings,  and  Harold  Klorfein, 
Department  of  Parks. 

ACTION  OF  BOARD — Application  dismissed  as  being 
improperly  before  the  Board. 


THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(398-40-BZ) 

Whereas,  Anthony  M.  DeRose,  for  Nuarb  Realty  Com¬ 
pany,  owner,  filed  April  16,  1940,  an  application  under  sec¬ 
tion  21  of  the  building  zone  resolution,  to  permit  in  an  F 
area  residence  use  district  the  maintenance  of  a  dwelling 
without  the  required  setback  and  with  side  yards  less  than 
the  required  widths ;  premises  94U  Metcalf  avenue,  east  side, 
176  ft.  4  in.  south  of  Eastern  boulevard  (Block  No.  3659, 
Lot  No.  20),  Borough  of  The  Bronx;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  November  19,  1940,  after  due  notice  by  publicatoin  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  and  area  district  maps  accompanying 
the  building  zone  resolution  show  that  Metcalf  avenue  is  in  j 
a  residence  use  F  area  district;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Alteration  Application  No.  121-39,  dated  April 
4,  1940,  reads: 

“1.  Objection  not  removed.  ‘Building  does  not  con¬ 
form  to  area  district  F  requirements.  Section  16,  build¬ 
ing  zone  resolution,  examination  not  further  consid¬ 
ered.’  ” 

and 

Whereas,  the  premises  consist  of  a.  plot  of  ground  with 
a  frontage  of  34  ft.  6  in.  on  Metcalf  avenue  and  a  depth  of 
100  ft.,  on  which  there  exists  a  three-story  and  attic  build-  1 
ing,  18  ft.  by  50  ft.  in  area,  to  be  occupied  by  two  families; 
the  building  does  not  conform  to  the  residence  use  F  area 
district  requirements  in  that  the  building  is  set  on  the  build¬ 
ing  line  instead  of  the  required  15  ft.  setback,  the  side  court  ’ 
is  3  ft.  11%  in.  instead  of  the  required  5  ft.,  and  the  per¬ 
centage  of  the  lot  occupied  is  28.4  at  the  first  and  second 
stories  and  19.7  at  the  third  story;  and 
Whereas,  the  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 

Whereas,  it  appears  that  a  certificate  of  occupancy  has 
been  issued  by  the  borough  superintendent  of  buildings;  and 
W hereas,  the  Board  deemed  that  until  such  certificate  of 
occupancy  is  revoked,  the  variance  of  the  zoning  resolution 
applied  for  should  not  be  entertained. 

Resolved,  that  the  application  be  and  it  hereby  is  dismissed 
as  being  improperly  before  the  Board. 


330-22-BZ. 

APPLICANT — Paul  Friedman,  for  Kings  Highway  Com¬ 
munity  Corporation,  owner  (Community  Amuse¬ 
ment  Corporation,  lessee). 

SUBJECT — Application  reopened  June  4,  1940  (re  decision 
of  the  borough  superintendent  of  buildings),  under 
sections  7c  and  21  of  the  building  zone  resolution, 
to  permit  the  extension  and  change  of  use  of  an 
existing  building  now  occupied  as  bowling  alleys, 
library,  stores,  auditorium  and  meeting  room  to 
stores,  motion  picture  theatre  with  marquee  and 
signs  extending  from  business  use  district  into  a  1 
residence  use  district  and  to  permit  the  proposed 
rear  extension  to  occupy  a  portion  of  the  rear  yard 
in  excess  of  that  permitted  by  section  17a  of  the  ‘ 
building  zone  resolution. 

PREMISES  AFFECTED— 1663-1669  East  17th  street,  east 
side,  57  ft.  2)4  in.  south,  of  Kings  highway  (Block 
No.  6780,  Lot  No.  55),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Paul  Friedman  and  George  A. 

Marshall. 

For  Opposition :  Lawrence  Guion. 

ACTION  OF  BOARD — Application  denied. 
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THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

THE  RESOLUTION— 

(330-22-BZ) 


Whereas,  this  application,  to  permit,  partly  in  a  business 
use  district  and  partly  in  a  residence  use  district,  the  erec¬ 
tion  of  a  building,  partly  used  for  business  purposes,  premises 
1665  East  17th  street,  Borough  of  Brooklyn,  was  granted 
by  the  Board  May  2,  1922,  on  certain  conditions,  the  resolu¬ 
tion  amended  June  27,  1922,  and  April  5,  1938;  and 
Whereas,  Paul  briedman,  for  Kings  Highway  Com¬ 
munity  Corporation,  owner  (Community  Amusement  Cor¬ 
poration,  lessee),  requested  reopening  of  the  application,  to 
permit,  under  sections  7c  and  21  of  the  building  zone  reso¬ 
lution,  the  extension  and  change  of  use  of  the  existing 
building  occupied  as  bowling  alleys,  library,  stores,  audito¬ 
rium  and  meeting  room,  to  stores,  motion  picture  theatre 
with  marquee  and  signs  extending  from  business  use  district 
into  residence  use  district,  and  to  permit  the  proposed  rear 
extension  to  occupy  a  portion  of  the  rear  yard  in  excess  of 
that  permitted  under  section  17a  of  the  building  zone  reso¬ 
lution  ;  premises  1663-1669  East  17th  street,  east  side,  57  ft. 
2l/2  in.  south  of  Kings  highway  (Block  No.  6780,  Lot  No. 
■55),  Borough  of  Brooklyn;  and 
Whereas,  this  application  was  reopened  by  vote  of  the 
Board  June  4,  1940,  subject  to  the  usual  procedure;  and 
W  hereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  November  19,  1940,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Kings  highway  is  in  a  business 
use  district;  East  17th  street  is  in  a  residence  use  district; 
and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Alteration  Application  No.  3935-40,  dated 
August  2,  1940,  reads: 

_  “1.  Original  building,  partially  in  a  business  and  par¬ 
tially  in  a  residence  use  district  was  granted  by  the 
Board  of  Standards  and  Appeals  under  Cal.  No.  330-22- 
BZ.  The  proposed  extension  and  change  of  use  to 
stores  and  theatre,  with  marquee  and  signs,  and  there¬ 
fore  contrary  to  Art.  II,  Sec.  3  of  the  Building  Zone 
Resolution ;  also,  the  proposed  extension  occupies,  in  the 
residence  use  portion,  the  rear  yard  required  by  Art. 
IV,  Sec.  17(a)  of  the  Building  Zone  Resolution. 

2.  The  proposed  change  of  occupancy  of  a  Class  3 
building  over  10  feet  high  to  a  motion  picture  theatre 
is  contrary  to  Sec.  2.1. 3.5  and  Sec.  4.2.1  of  the  Building 
Code.” 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  71  ft. 
by  100  ft.  in  area,  on  which  is  located  a.  three-story  non- 
hreproof  building,  60  ft.  by  90  ft.  in  area,  occupied  as  bowl¬ 
ing  alleys,  library,  two  stores,  auditorium  and  meeting 
room ;  it  is  proposed  to  change  the  occupancy  of  the  building 
to  two  stores,  motion  picture  theatre  for  less  than  600  seats 
and  projection  room;  and 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  there  was  insufficient 
basis  for  the  use  of  its  discretion  under  the  provisions  of  sec¬ 
tion  7,  subdivision  c,  of  the  building  zone  resolution,  and, 
further,  that  the  applicant  had  failed  to  substantiate  a  basis 
of  appeal  under  section  21  of  the  building  zone  resolution  and 
was,  therefore,  not  entitled  to  relief  on  the  grounds  of  prac¬ 
tical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  decision  of  the  borough  superintendent 
pf  buildings,  on  Alteration  Application  No.  3935-40,  be  and 
it  hereby  is  affirmed  and  that  the  application  be  and  it  here¬ 
by  is  denied. 


562-32-BZ. 

APPLICANT — Lama  and  Proskauer,  for  Silgreen  Holding 
Corporation,  owner. 

SUBJECT— Application  reopened  November  15,  1939  (re 
decision  of  the  borough  superintendent  of  buildings), 
under  section  21  of  the  building  zone  resolution,  to 
permit  in  a  business  use  district  the  maintenance 
of  a  gasoline  service  station,  previously  granted  by 
the  Board  for  a  temporary  period. 

PREMISES  AFFECTED — 208-16  Foch  boulevard,  south¬ 
west  corner  of  Springfield  boulevard  (Block  No. 
3358,  Lot  No.  50),  St.  Albans,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(562-32-BZ) 

Whereas,  this  application,  to  permit  in  a  business  use 
district,  under  section  21  of  the  building  zone  resolution,  the 
erection  and  maintenance  of  a  gasoline  service  station,  prem¬ 
ises  southwest  corner  of  Foch  boulevard  and  Springfield 
boulevard  (Block  No.  3358,  Lot  No.  50),  St.  Albans,  Bor¬ 
ough  of  Queens,  was  granted  by  the  Board  March  21,  1933, 
for  a  period  of  five  (5)  years;  and 
Whereas,  Theodore  R.  Feinberg,  for  Silgreen  Holding 
Corporation,  owner,  requested  an  extension  of  the  permit, 
which  permit  had  expired  by  limitation;  and 
Whereas,  this  application  was  reopened  by  vote  of  the 
Board  November  15,  1938,  subject  to  usual  procedure;  and 
Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
November  19,  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Springfield  boulevard  and  Foch 
boulevard  are  in  business  use  districts ;  Nashville  avenue  and 
117th  road  are  in  residence  and  business  use  districts;  and 
Whereas,  the  decision  of  the  borough  superintendent  cf 
buildings,  on  New  Building  Application  No.  2795-1933, 
reads : 

“Since  the  period  of  5  years  allowed  by  the  Board  of 
Standards  and  Appeals  in  its  resolution  of  March  21, 
1933,  has  now  expired,  it  is  necessary  to  secure  a  fur¬ 
ther  extension  by  the  Board  of  the  permit  for  the  above 
premises.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  100  ft.  on  Springfield  boulevard  and  100  ft. 
on  Foch  boulevard,  occupied  as  a  gasoline  service  station 
(previously  granted  by  the  Board  for  a  temporary  period  of 
five  [5]  years,  which  temporary  period  has  expired)  ;  it  is 
proposed  to  maintain  the  use  of  the  premises  as  a  gasoline 
service  station ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  by  the  Board  on  March 
21,  1933,  so  that  as  amended  the  resolution  shall  read: 

“Granted  for  a  term  of  ten  (10)  years,  under  section 
7f  of  the  building  zone  resolution,  to  permit  the  site  to 
be  continued  as  a  gasoline  service  station,  on  condition 
that  there  shall  be  erected  on  the  southerly  and  westerly 
lot  lines,  except  where  walls  of  existing  accessory  build¬ 
ings  occur,  a  masonry  wall  constructed  of  face  brick  on 
both  sides,  not  less  than  6  ft.  in  height ;  that  such  wall 
may  be  reduced  to  a  height  of  4  ft.  for  a  distance  within 
10  ft.  of  either  street  building  line;  that  the  wall  shall 
be  extended  along  the  building  line  of  Springfield  boule- 
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vard  toward  the  southeast  corner  for  a  distance  of  20  ft., 
as  shown  on  revised  plans  marked  ‘Received  November 
16,  1940’;  that  existing  pumps  shall  be  relocated  so  as 
to  be  not  nearer  than  15  ft.  to  either  street  building  line; 
that  the  curb  cuts  shall  not  exceed  two  cuts,  each  30  ft. 
in  width,  to  Foch  boulevard;  that  any  existing  curb  cuts 
exceeding  these  dimensions  shall  be  filled  and  the  curbs 
restored ;  that  no  portion  of  any  curb  cuts  shall  be 
nearer  than  5  ft.  to  the  side  lot  line  as  extended  and  not 
nearer  than  10  ft.  to  the  corner  of  Foch  boulevard  and 
Springfield  boulevard ;  that  the  entrances  to  Springfield 
boulevard  shall  not  exceed  two,  each  30  ft.  in  width ; 
that  when  the  curbs  are  constructed  or  restored  along 
Springfield  boulevard,  no  part  of  such  curb  cut  shall  be 
nearer  than  10  ft.  to  the  interior  lot  line  to  the  south  as 
extended  nor  10  ft.  from  the  intersection  of  Foch  boule¬ 
vard  and  Springfield  boulevard ;  that  there  shall  be 
constructed  at  the  intersection  of  Springfield  boulevard 
and  Foch  boulevard  an  area  not  less  than  10  ft.  along 
each  street  line,  triangular  in  shape,  protected  by  a  con¬ 
crete  curbing  not  less  than  6  in.  by  6  in.  and  shall  he 
suitably  planted ;  that  planting  shall  also  be  maintained 
as  indicated  to  the  south  and  west;  that  signs  shall  be 
restricted  to  permanent  signs  attached  to  the  facade  of 
the  accessory  building  and  to  the  illuminated  globes  of 
the  pumps,  excluding  all  roof  signs  and  temporary  signs, 
but  permitting  the  erection  within  the  building  line  of  a 
post  standard  for  supporting  a  sign,  which  may  be  illu¬ 
minated,  advertising  only  the  brand  of  gasoline  on  sale, 
and  permitting  such  sign  to  extend  beyond  the  building 
line  for  a  distance  of  not  more  than  4  ft.;  that  the  bal¬ 
ance  of  the  lot  where  not  occupied  by  accessory  build¬ 
ing,  pumps  and  planting,  shall  be  surfaced  with  concrete 
paving,  Colprovia  or  other  suitable  impervious  mate¬ 
rial  ;  that  the  existing  accessory  building  as  permitted 
in  the  resolution  adopted  by  the  Board  March  21,  1933, 
shall  not  be  increased  in  height  or  area ;  that  all  permits 
shall  be  obtained  and  all  work  completed  within  one 
(1)  year  from  the  date  of  this  amended  resolution.” 


362-34-BZ. 


APPLICANT — Abraham  N.  Horwitz,  for  1230  Jerome 
Avenue  Corporation,  owner. 

SUBJECT — Application  reopened  October  8,  1940,  for  con¬ 
sideration  as  to  extension  of  permit — re  Applica¬ 
tion  (decision  of  the  commissioner  of  buildings), 
previously  granted  on  condition  under  section  21  of 
the  building  zone  resolution,  permitting  in  a  busi¬ 
ness  use  district  the  change  of  occupancy  of  an 
existing  building  to  a  garage  for  more  than  five  (5) 
motor  vehicles  for  a  temporary  period. 
PREMISES  AFFECTED — 1230-1234  Jerome  avenue,  east 
side,  165  ft.  6  in.  north  of  East  167th  street  (Block 
No.  2489,  Lot  No.  8),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Abraham  N.  Horwitz  and  S. 
Surkis. 

For  Opposition:  Jennie  Brae,  Milton  Kleinman  and 
~y  pQ  Alster 

ACTION  OF  BOARD — Permit  extended. 

THE  VOTE  TO  EXTEND  PERMIT— 


Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  . 

Negative  . 


4 

0 


THE  RESOLUTION— 


(362-34-BZ) 


Whereas,  this  application,  to  permit  in  a  business  use 
district,  under  section  21  of  the  building  zone  resolution, 
the  change  of  occupancy  of  a,n  existing  building  to  a  garage 
for  more  than  five  (5)  motor  vehicles,  premises  1230-1214 
Jerome  avenue,  east  side,  165  ft.  6  in.  north  of  East  167th 
street  (Block  No.  2489,  Lot  No.  8),  Borough  of  The  Bronx. 


was  granted  by  the  Board  September  17,  1935,  for  a  tem¬ 
porary  period  of  two  (2)  years  on  certain  conditions,  the 
resolution  amended  September  14,  1937 ;  and 

Whereas,  Abraham  N.  Horwitz,  for  1230  Jerome  Ave¬ 
nue  Corporation,  owner,  requested  reopening  of  the  applica¬ 
tion  and  extension  of  the  permit,  which  permit  had  expired 
by  limitation ;  and 

Whereas,  this  application  was  reopened  by  vote  of  the 
Board  October  8,  1940,  so  as  to  permit  the  required  publica¬ 
tions  in  the  Bulletin  of  the  Board. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  of  September  17,  1935,  as 
amended  by  resolution  adopted  September  14,  1937,  so  that 
as  amended  the  resolution  shall  read : 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  and  that  the  application  be  and 
it  hereby  is  granted  under  section  21  for  a  period  of 
two  (2)  years  from  the  date  of  this  amended  resolution, 
permitting  the  existing  building  to  be  used  as  a  storage 
garage  for  not  over  fifteen  (15)  motor  vehicles  and 
permitting  the  two  brake  testing  machines  now  installed 
to  be  continued,  on  condition  that  no  motor  vehicle  re¬ 
pairing  shall  be  carried  on  other  than  that  involved  in 
the  testing  and  adjusting  of  brakes,  and  granted  only 
as  long  as  these  conditions  are  maintained.” 


399-40-BZ. 

APPLICANT— Anthony  M.  DeRose,  for  Marie  Braun, 
owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  section  21  of  the 
building  zone  resolution,  to  permit  in  an  F  area 
residence  use  district  the  erection  of  a  dwelling 
set  back  from  the  building  line  less  than  the  re¬ 
quired  15  ft.,  to  be  provided  with  side  yards  less 
than  the  required  widths  and  to  occupy  a  greater 
area  of  the  lot  than  permitted. 

PREMISES  AFFECTED — 942  Metcalf  avenue,  east  side, 
151  ft.  4  in.  south  of  Eastern  boulevard  (Block  No. 
3659,  Lot  No.  21),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Anthony  M.  DeRose  and  Frank  C. 
Braun. 

For  Opposition:  None. 

For  Administration :  M.  Thiede,  Department  of 
Housing  and  Buildings,  and  Harold  Klorfein, 
Department  of  Parks. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(399-40-BZ) 

Whereas,  Anthony  M.  DeRose,  for  Marie  Braun,  owner, 
filed  April  16,  1940,  an  application  under  section  21  of  the 
building  zone  resolution,  to  permit  in  an  F  area  residence 
use  district  the  erection  of  a  dwelling  set  back  from  the 
building  line  less  than  the  required  15  ft.,  to  be  provided 
with  side  yards  less  than  the  required  widths  and  to  occupy 
a  greater  area  of  the  lot  than  permitted ;  premises  942  Met¬ 
calf  avenue,  east  side,  151  ft.  4  in.  south  of  Eastern  boule¬ 
vard  (Block  No.  3659,  Lot  No.  21),  Borough  of  The 
Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting. 
November  19,  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and  _ 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Metcalf  avenue  is  in  a  residence 
use  and  F  area  district;  and 
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Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Alteration  Application  No.  779-39,  dated  April 
4,  1940,  reads: 

“1.  Objection  not  removed.  Building  does  not  con¬ 
form  to  Area  District  F  requirements.  Sec.  16,  Build¬ 
ing  Zone  Resolution.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  with 
a  frontage  of  26  ft.  1  in.  and  a  depth  of  100  ft.,  on  which 
has  been  placed  a  one-story  building,  20  ft.  by  S3  ft.  2  in. 
in  area,  to  be  occupied  as  a  one-family  dwelling;  and 
Whereas,  these  premises  and  the  surounding  area  were 
inspected  by  a  committee  of  the  Board :  and 
Whereas,  the  Board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  of  appeal  under'  section  21  of  the  building 
zone  resolution  and  was,  therefore,  entitled  to  relief  on  the 
grounds  of  temporary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution  and  that  the 
application  be  and  it  hereby  is  granted,  under  section  21 
thereof,  for  a  term  of  five  (5)  years,  on  condition  that  in 
all  other  respects  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto,  and 
on  the  further  co>idition  that  the  building  shall  not  be  erected 
nearer  to  the  street  building  line  of  Metcalf  avenue  than 
5  ft. ;  that  all  permits  required  shall  be  obtained  and  all 
work  involved  completed  within  one  (1)  year  from  the  date 
of  this  resolution. 


400-40-BZ. 

APPLICANT — Anthony  M.  DeRose,  for  Marie  Braun, 
owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  section  21  of  the 
building  zone  resolution,  to  permit  in  an  F  area 
residence  use  district  the  maintenance  of  a  dwelling 
exceeding  the  area  of  coverage  permitted  to  be  set 
back  from  the  building  line  less  than  the  required 
15  ft.  and  to  be  provided  with  a  side  yard  of  less 
than  the  required  width. 

PREMISES  AFFECTED — 944  Metcalf  avenue,  east  side, 
124.42  ft.  south  of  Eastern  boulevard  (Block  No. 
3659,  Lot  No.  22),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Anthony  M.  DeRose  and  Frank  C. 
Braun. 

For  Opposition:  None. 

For  Administration :  M.  Thiede,  Department  of 
Housing  and  Buildings,  and  Harold  Klorfein, 
Department  of  Parks. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(400-40-BZ) 

Whereas,  Anthony  M.  DeRose,  for  Marie  Braun,  owner, 
filed  April  16,  1940,  an  application  under  section  21  of  the 
building  zone  resolution,  to  permit  in  an  F  area  residence 
use  district  the  erection  of  a  dwelling  exceeding  the  area  of 
coverage  permitted  to  he  set  back  from  the  building  line 
less  than  the  required  15  ft.  and  to  be  provided  with  a  side 
yard  of  less  than  the  required  width ;  premises  944  Metcalf 
avenue,  east  side,  124.42  ft.  south  of  Eastern  boulevard 
(Block  No.  3659,  Lot  No.  22),  Borough  of  The  Bronx; 
and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
\tC  ®oar^  Standards  and  Appeals,  at  its  regular  meeting, 
November  19,  1940  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 


Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Metcalf  avenue  is  in  a  residence 
use  and  F  area  district;  and 
Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Alteration  Application  No.  506-39,  dated  No¬ 
vember  16,  1939,  reads : 

“This  is  to  notify  you  that  Alteration  Application  and 
Permit  No.  506-39,  approved  October  13,  1939,  are 
hereby  revoked,  under  Sec.  C26.180.0  of  the  Adminis¬ 
trative  Code,  for  the  reason  that  a  false  statement  was 
made  in  the  application. 

The  application  refers  to  District  (under  the  Building 
Zone  Resolution)  as  being  in  a  business  use  district.  1% 
Height  District  and  C  area  District,  whereas  the  zoning 
maps  show  the  premises  as  being  located  in  a  residence 
use  district,  Height  District  and  F  area  District. 

You  are  hereby  directed  to  stop  all  work  being  done 
under  said  application  forthwith.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  26  ft. 
in-  by  100  ft.  in  area,  on  which  is  located  a  one-story 
building,  to  be  occupied  as  a  one-family  dwelling;  and 
.  Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  of  appeal  under  section  21  of  the  building 
zone  resolution  and  was,  therefore,  entitled  to  relief  on  the 
grounds  of  temporary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted,  under  section  21  there¬ 
of,^  on  condition  that  the  building  shall  not  be  increased  in 
height  or  area  and.that.no  extension  shall  be  constructed 
nearer  to  the  building  line  than  exists  at  present;  that  in 
all  other  respects  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto. 


401-40-BZ. 

APPLICANT— Anthony  M.  DeRose,  for  Marie  Braun 
owner. 

SUBJECT  Application  (re  decision  of  the  borough  super- 
lntendent  of  buildings),  under  section  21  0f  the 
building  zone  resolution,  to  permit  in  an  F  area 
residence  use  district  the  erection  of  a.  dwelling  to 
be.  set  back  from  the  building  line  less  than  the  re¬ 
quired  15  ft.  and  Jo  be  provided  with  side  yards  1  in. 
less  than  the  width  required 

EMIoF?9  AFFECTED— 946  Metcalf  avenue,  east  side,. 

r  s?uth  of  Eastern  boulevard  (Block  No. 

APPEARANCES-0'  h  B°r°“gh  °f  The  Bronx' 

For  Applicant :  Anthony  M.  DeRose  and  Frank  C 
Braun. 

For  Opposition :  None. 

For  Administration :  M.  Thiede,  Department  of 
Housing  and  Buildings,  and  Harold  Klorfein 
.  Department  of  Parks. 

THE1  VOTC— B0ARD~ ApPlkati0n  Rranted  0,1  condition. 

Affirmative :  Chairman  Murdock,  Commissioners 
Ravage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  . 

Negative  .  .  q 

THE  RESOLUTION— 

(401-40-BZ) 

file^HAnnf  ^ATo4°nny  M‘  D?OS.e’  for  Marie-  Braun.  owner, 
filed  April  16,  1940,  an  application  under  section  21  of  the 

building  zone  resolution,  to  permit  in  an  F  area  residence 
use  district  the  erection  of  a  dwelling  to  be  set  back  from 
the  building  line  less  than  the  required  15  ft.  and  to  be  pro¬ 
vided  with  side  yards  1  in.  less  than  the  width  required- 
premises  946  Metcalf  avenue,  east  side,  94.42  ft  south  of 
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Eastern  boulevard  (Block  No.  3659,  Lot  No.  23),  Borough 
of  The  Bronx ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
November  19,  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  and  area  district  maps  accompanying 
the  building  zone  resolution  show  that  Metcalf  avenue  is  in 
a  residence  use  and  F  area  district;  and 
Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Alteration  Application  No.  752-39,  dated  April 
4,  1940,  reads : 

“1.  Objection  not  removed.  Building  does  not  con¬ 
form  to  Area  District  F  requirements.  Sec.  16,  Build¬ 
ing  Zone  Resolution.  Examination  not  further  con¬ 
sidered.” 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  with 
a  frontage  of  30  ft.  and  a  depth  of  100  ft.,  on  which  is  to  be 
placed  a  one-story  building,  20  ft.  2  in.  by  44  ft.  in  area,  to 
be  occupied  as  a  one-family  dwelling;  and 
Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  of  appeal  under  section  21  of  the  building 
zone  resolution  and  was,  therefore,  entitled  to  relief  on  the 
grounds  of  temporary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted,  under  section  21  there¬ 
of,  for  a  term  of  five  (5)  years,  on  condition  that  in  all 
other  respects  the  building  and  occupancy  shall  comply  with 
all  laws,  rules  and  regulations  applicable  thereto,  and  on 
the  further  condition  that  the  building  shall  not  be  erected 
nearer  to  the  street  building  line  of  Metcalf  avenue  than 
5  ft. ;  that  all  permits  required  shall  be  obtained  and  all 
work  involved  completed  within  one  (1)  year  from  the  date 
Of  this  resolution. 


'672-40-BZ. 

APPLICANT — Joseph  B.  Lynch,  for  Mary  DuBritz  and 
Rose  DuBritz.  owners  (Colonial  Beacon  Oil  Com¬ 
pany,  lessee) . 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  sections  7c  and  21 
of  the  building  zone  resolution,  to  permit  in  a  busi¬ 
ness  use  district  the  removal  of  existing  buildings 
and  replacement  with  new  buildings  and  relocation 
of  pumps  on  an  existing  gasoline  service  station. 

PREMISES  AFFECTED — 413-419  Empire  boulevard  and 
458-464  New  York  avenue,  northwest  corner  (Block 
No.  1309,  Lot  No.  120),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blumand  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(672-40-BZ) 

Whereas,  Joseph  B.  Lynch,  fqr  Mary  DuBritz  and  Rose 
DuBritz,  owners  (Colonial  Beacon  Oil  Company,  lessee), 
filed  June  20,  1940,  an  application  under  sections  7c  and  21 
of  the  building  zone  resolution,  to  permit  in  a  business  use 
district  the  removal  of  existing  building  and  replacement 
with  new  buildings  and  relocation  of  pumps  in  an  existing 
gasoline  service  station;  premises  413-419  Empire  boulevard 
and  458-464  New  York  avenue,  northwest  corner  (Block 
No.  1309,  Lot  No.  120),  Borough  of  Brooklyn;  and 


Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
November  19,  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  New  York  avenue  and  Empire 
boulevard  are  in  business  use  districts ;  and 
Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  New  Building  Application  No.  2608-40,  dated 
June  7,  1940,  reads: 

“Proposed  new  building  to  be  used  as  office,  auto 
laundry  and  lubritory  to  be  erected  on  existing  gasoline 
service  station,  located  in  a  business  zone  is  contrary  to 
Article  II,  Section  4a.  (46)  of  the  Building  Zone  Reso¬ 
lution.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  67  ft. 
4)4  in.  by  53  ft.  2  in.  in  area,  on  which  is  located  a  one- 
story  building,  two  pumps  and  an  existing  gasoline  service 
station ;  it  is  proposed  to  remove  the  present  building  and 
pumps  and  to  erect  a  new  building  to  be  used  for  office  and 
rest  room,  heater  room  and  lubritorium ;  and 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  c,  of  the  building  zone  resolution. 

Resolved .  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted,  under  section  7c  there¬ 
of,  to  permit  the  reconstruction  and  rearrangement  of  the 
legally  existing  gasoline  service  station  substantially  as  in¬ 
dicated  on  revised  plans  marked  “Received  June  20,  1940,” 
on  condition  that  all  existing  buildings  shall  be  entirely  re¬ 
moved  and  the  new  accessory  building  shall  be  erected 
toward  the  northwest  corner  of  the  premises  as  indicated; 
that  such  building  shall  not  exceed  one  story  in  height  and 
shall  be  constructed  of  incombustible  materials,  except  that 
the  roof  beams  and  boarding,  door  frames  and  doors,  window 
frames  and  sash  may  be  of  wood  and  provided  that  the 
ceiling  throughout  is  fire-retarded  in  accordance  with  the 
rules  of  the  Board;  that  the  boiler-room  shall  be  separated 
from  the  balance  of  the  building  by  fireproof  construction 
and  enterable  only  from  the  exterior ;  that  there  shall  be 
no  window  openings  to  adjoining  premises  to  the  west; 
that  there  shall  be  no  doors  to  the  greasing  section  unless 
the  equipment  is  of  the  hydraulic  type  or  unless  the  ven¬ 
tilating  system  is  constructed  with  ducts  from  the  bottom  of 
the  greasing  pit  exhausting  through  the  roof ;  that  any  fan 
or  blower  shall  be  of  a  type  as  approved  for  explosive  at¬ 
mospheres  ;  that  there  shall  be  erected  along  the  westerly 
lot  line  and  northerly  lot  line  a  masonry  wall  not  less  than 
6  ft.  in  height  constructed  of  common  brick  or  cement  block 
stuccoed  on  both  sides  and  properly  coped ;  that  such  wall 
may  be  reduced  to  4  ft.  in  height  for  a  distance  of  10  ft. 
back  from  either  street  building  line ;  that  a  gate  may  be 
installed  in  such  wall  where  indicated  to  Malbone  street; 
that  there  shall  be  constructed  at  the  intersection  of  Empire 
boulevard  and  New  York  avenue  a  triangular  block  of  con¬ 
crete  not  less  than  1  ft.  in  height  and  extending  not  less 
than  5  ft.  along  either  street  building  line ;  that  entrances 
to  the  premises  shall  consist  of  not  more  than  two  curb 
cuts  from  Empire  boulevard,  not  exceeding  28  ft.  in  width 
each,  and  two  curb  cuts  to  New  York  avenue  not  exceeding 
20  ft.  in  width,  each ;  that  no  part  of  any  curb  cut  shall  be 
nearer  than  3  ft.  to  the  building  line  as  extended ;  that  no 
pumps  shall  be  erected  nearer  than  10  ft.  to  Empire  boule¬ 
vard  or  15  ft.  to  New  York  avenue;  that  the  premises  where 
not  covered  by  accessory  building  and  pumps  shall  be  cement 
paved  or  surfaced  with  Colprovia  or  other  suitable  imper¬ 
vious  material ;  that  signs  shall  be  restricted  to  permanent 
signs  attached  to  the  accessory  building  and  to  the  illu¬ 
minated  globes  of  the  pumps,  excluding  all  roof  signs  and 
temporary  signs,  but  permitting  the  erection  within  the 
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building  line  of  two  post  standards,  each  for  supporting  a 
sign,  which  may  be  illuminated,  advertising  only  the  brand  of 
gasoline  on  sale  and  permitting  such  sign  to  extend  beyond 
the  building  line  for  a  distance  of  not  more  than  4  ft.;  that 
there  shall  be  no  parking  or  storage  of  cars  other  than  those 
being  serviced;  that  there  shall  be  no  motor  vehicle  repair¬ 
ing  done  on  the  premises ;  that  no  portable  gasoline  pumps 
shall  be  used  on  or  in  front  of  the  premises ;  that  all  permits 
shall  be  obtained  and  all  work  completed  within  one  (1) 
year  from  the  date  of  this  resolution. 


843-40-BZ. 

APPLICANT — Daer  Properties,  Incorporated,  owner. 
SUBJECT — Application  (re  decision  of  the  acting  borough 
superintendent  of  buildings),  under  section  7c  of 
the  building  zone  resolution,  to  permit  in  a  residence 
use  district,  extending  from  a  business  use  district, 
the  alteration  of  an  existing  multiple  dwelling  with 
stores  on  the  first  story  so  as  to  provide  additional 
store  use  in  the  residence  use  district. 

PREMISES  AFFECTED — 147-149  West  Tremont  avenue 
and  1796-1806  University  avenue,  northeast  corner 
(Block  No.  2868,  Lot  No.  1),  Borough  of  The 
Bronx. 

APPEARANCES— 

For  Applicant:  William  S.  Read. 

For  Opposition :  Sam  S.  Kaplen. 

For  Administration:  M.  Thiede,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(843-40-BZ) 

Whereas,  Daer  Properties,  Incorporated,  owner,  filed 
August  6,  1940,  an  application  under  section  7c  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  residence  use  district, 
extending  from  a  business  use  district,  the  alteration  of  an 
existing  multiple  dwelling  with  stores  on  the  first  story  so 
as  to  provide  additional  store  use  in  the  residence  use  dis¬ 
trict ;  premises  147-149  West  Tremont  avenue  and  1796-1806 
University  avenue,  northeast  corner  (Block  No.  2868,  Lot 
No.  1),  Borough  of  The  Bronx;  and 
Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
November  19,  1940.  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
W hereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  West  Tremont  avenue  and  Uni¬ 
versity  avenue  are  in  business  and  residence  use  districts ; 
Harrison  avenue  is  in  a  residence  and  business  use  district ; 
Morton  place  is  in  a  residence  use  district;  and 
Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Alteration  Application  No.  83-1939,  dated 
August  1,  1940,  reads: 

“1.  Portion  of  building  in  which  alteration  for  stores 
is  proposed,  is  located  in  a  residence  district.  Alteration 
is  contrary  to  provisions  of  Article  2,  Section  3  of  the 
Building  Zone  Resolution.” 
and 

Whereas,  the  existing  building  is  six  stories  in  height, 
of  non-fireproof  construction,  with  a  frontage  of  83  ft.  2  in. 
on  West  Tremont  avenue  and  approximately  160  ft.  on  Uni¬ 
versity  avenue,  occupied  as  a  Class  A  multiple  dwelling  with 
stores  on  part  of  the  first  story;  the  north  portion  of  the 
building  extends  into  the  residence  use  district  for  a  distance 
of  approximately  15  ft.  and  the  remainder  is  located  in  a 
business  use  district ;  it  is  proposed  to  extend  the  area  of 
the  northerly  store,  part  of  which  proposed  extension  to  be 
located  in  the  residence  use  district;  the  area  covered  by  the 


proposed  extension  is  now  occupied  partly  as  a  court  and 
partly  for  residence  use;  and 
Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  c,  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted,  under  section  7c  there¬ 
of,  to  permit,  in  part,  the  extension  of  business  use  as  pro¬ 
posed,  into  the  more  restricted  area,  on  condition  that  the 
existing  building  shall  not  be  increased  in  height  or  area; 
that  no  additional  show  windows  shall  be  erected  on  Uni¬ 
versity  avenue;  that  the  space  now  occupied  for  residential 
purposes  or  uses  accessory  thereto,  shall  not  be  decreased, 
and  that  the  extension  of  business  use  herein  permitted  shall 
be  restricted  to  the  portion  of  the  existing  building  within 
the  residence  use  area  now  occupied  as  a  part  of  the 
restaurant  on  University  avenue;  that  in  all  other  respects 
the  building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto. 


925-40-BZ. 

APPLICANT — I.  L.  Crausman,  for  Gelson  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  business  use 
district  the  erection  of  a  business  building  (stores) 
with  show  windows  and  entrances  extending  more 
than  25  ft.  along  a  street  abutting  a  residence  use 
district. 

PREMISES  AFFECTED — 4349-4351  Broadway  and  706 
West  186th  street,  southwest  corner  (Block  No. 
2180,  part  of  Lot  No.  135),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  I.  L.  Crausman  and  Joseph  Gelt- 
man. 

For  Opposition:  John  R.  Jones. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

THE  RESOLUTION— 

(925-40-BZ) 

Whereas,  I.  L.  Crausman.  for  Gelson  Realty  Corporation, 
owner,  filed  September  18,  1940.  an  application  under  section 
21  of  the  building  zone  resolution,  to  permit  in  a  business 
use  district  the  erection  of  a  business  building  (stores)  with 
show  windows  and  entrances  extending  more  than  25  ft. 
along  the  street  abutting  a  residence  use  district ;  premises 
4349-4351  Broadway  and  706  East  186th  street,  southwest 
corner  (Block  No.  2180,  part  of  Lot  No.  35),  Borough  of 
Manhattan ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
November  19,  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Broadway  is  in  a  business  use 
district;  Bennet  avenue  and  West  186th  street  are  in  resi¬ 
dence  use  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  New  Building  Application  No.  116-40,  dated 
August  30,  1940,  reads : 

“Amendment  disapproved  August  30,  1940.  Proposed 
erection  of  a  building  abutting  a  residence  district  and 
containing  store  with  show  windows  and  entrance  ex- 
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tending  more  than  25  feet  into  intersecting  street  is  in 
violation  of  Sec.  191  h  of  zone  resolution.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  100  ft.  on  West  186th  street  and  47.56  ft.  on 
Broadway,  on  which  it  is  proposed  to  erect  a  one-story. 
Class  3  building,  covering  the  entire  area  of  the  lot,  to  be 
occupied  for  stores ;  three  stores  will  be  erected  on  the 
Broadway  front  having  a  depth  of  43  ft.  3  in.  from  Broad¬ 
way,  and  a  rear  portion  of  the  lot  will  be  developed  with 
five  stores,  extending  along  the  186th  street  frontage ;  each 
store  will  have  a  separate  entrance  leading  to  186th  street 
and  all  of  the  five  stores  will  have  entrances  and  show  win¬ 
dows  located  more  than  25  ft.  distant  from  Broadway ;  and 
Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  the  applicant  failed  to 
substantiate  a  basis  of  appeal  under  section  21  of  the  build¬ 
ing  zone  resolution  and  was,  therefore,  not  entitled  to  relief 
on  the  grounds  of  practical  difficulty  and  unnecessary  hard¬ 
ship. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  on  New  Building  Application  No.  116-40,  be 
and  it  hereby  is  affirmed  and  that  the  application  be  and  it 
hereby  is  denied. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

553-37-A. 

APPLICANT — Benjamin  Saltzman,  for  Department  of 
Housing  and  Buildings,  Borough  of  Brooklyn. 

SUBJECT — Application  for  revocation  of  Certificate  of 
Occupancy  No.  47150  and  Permit  No.  7488-27 
issued  by  the  commissioner  of  buildings — re  main¬ 
tenance  of  a  gasoline  service  station  and  auto  acces- 
sories. 

PREMISES  AFFECTED — 1815-18L5  Ocean  avenue,  east 
side,  280  ft.  south  of  Avenue  M  (Block  No.  7656, 
Lot  No.  55  and  part  of  Lot  Nos.  54  and  58),  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Bernard  Trencher. 

ACTION  OF  BOARD — Laid  over  to  February  18,  1941, 
at  10  A.M.,  on  request  of  applicant. 


602-40-A. 

APPLICANT— Paul  Friedman,  for  Kings  Highway  Com¬ 
munity  Corporation,  owner  (Community  Amuse¬ 
ment  Corporation,  lessee). 

SUBJECT  Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 1663-1669  East  17th  street,  east 

*n-  south  of  Kings  highway  (Bloch 

APPEARANCES-^  N°'  55)’  B°r°Ugh  °f  Brooklyn- 

.  For  Applicant:  Paul  Friedman. 

ACTION  OF  BOARD — Appeal  withdrawn  without  argu¬ 
ment  on  request  of  applicant. 

THE  VOTE  TO  WITHDRAW— 


Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

Negative  .  .  n 


Adjourned,  1 :20  P.M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  NOVEMBER  19,  1940. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Assistant  Chief  McCarthy. 


BUILDING  ZONE  CASES. 

872-39-BZ. 

APPLICANT — Theodore  R.  Feinberg,  for  Berk  Bres 
Realty  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  Calendar  (decision  of  the  borough 
superintendent  of  buildings),  under  sections  7a  and 
7h  of  the  building  zone  resolution,  to  permit  in  a 
business  use  district  the  proposed  extension  of  ac¬ 
cessory  building  on  premises  used  as  gasoline  service 
station,  also  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles  (previously  withdrawn). 

PREMISES  AFFECTED— 7001-7019  Bay  parkway  and 
1-21  Avenue  O,  southwest  corner  (Block  No.  6574, 
Lot  No.  6),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Theodore  R.  Feinberg. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock  and  Commis¬ 


sioners  Savage  and  Blum  .  3 

Negative  .  0 

Absent :  Assistant  Chief  McCarthy .  1 


1530-39-BZ. 


APPLICANT — Morris  Perlstein,  for  Providence  Marino, 
owner  (Harold  Holzhauser,  lessee). 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  retail  use 
district  the  conversion  of  occupancy  of  a  frame 
building  containing  a  cow  stable  and  hay  loft  to 
riding  academy  and  stable  for  more  than  five  (5) 
horses  and  hay  loft. 

PREMISES  AFFECTED — 89-38  70th  drive,  southeast 
corner  of  Sybilla  street  (Block  No.  3899,  Lot  No. 
32),  Forest  Hills,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Morris  Perlstein,  P.  Marino  Lester, 
C.  Ringe  and  Harold  Holzhauser. 

For  Opposition:  Victor  D.  Borst,  Jr..  Wm.  S. 
Sperling,  John  P.  McKenna,  Patrolman  Wil¬ 
liam  J.  Connolly  and  D.  E.  Meriness. 


For  Administration:  Nicholas  A.  Post,  Health  De¬ 
partment,  and  Frank  Lend,  Department  of 
Investigation. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(1530-39-BZ) 


Whereas,  Morris  Perlstein,  for  Providence  Marino, 
owner  (Harold  Holzhauser,  lessee),  filed  December  21.  1939, 
an  application  under  section  21  of  the  building  zone  reso¬ 
lution,  to  permit,  partly  in  a  business  use  district  and  partly 
in  a  retail  use  district,  the  conversion  of  occupancy  of  a 
frame  building  containing  a  cow  stable  and  hay  loft  to  a 
riding  academy,,  stable  for  more  than  five  (5)  horses  and 
hay  loft ;  premises  89-38  70th  drive,  southeast  corner  of 
Sybilla  street  (Block  No.  3899,  Lot  No.  32),  Forest  Hills, 
Borough  of  Queens ;  and 
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Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting. 
November  19,  1940,  alter  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  70th  drive  is  in  residence,  retail, 
business  and  unrestricted  use  districts;  Sybilla  street  is  in 
business,  unrestricted  and  retail  use  districts;  Walnut  street 
is  in  residence  and  retail  use  districts ;  and 
W  herea^,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Application  No.  1412-1939,  dated  November 
27,  1939.  reads : 

“1.  Converting  a  frame  building  containing  a  cow 
stable  and  hay  loft  to  riding  academy  and  stable  for  15 
horses  and  hay  loft  contrary  to  zone  resolution  Art.  2, 
Sec.  4,  Sub.  Div.  36  and  also  contrary  to  Art.  5,  Sec. 
4.1.2— Bldg.  Code.” 
and 

Whereas,  the  premises  consist  of  an  irregular  shaped 
plot  of  ground  having  a  frontage  of  114.21  ft.  on  70th  drive, 
10  ft.  6  in.  along  the  north  lot  line  and  100.8  ft.  along  east 
lot  line;  upon  the  plot  there  is  located  a  two-story  frame 
building  having  a  frontage  of  37  ft.  on  70th  drive,  a  dis¬ 
tance  of  10  ft.  6  in.  along  the  north  lot  line  and  a  distance 
of  71  ft.  along  the  east  lot  line;  the  building  was  formerly 
occupied  as  a  cow  barn  for  forty  (40)  cows  and  is  now 
occupied  as  a  riding  academy  and  stable  for  more  than  five 
(5)  horses;  it  is  proposed  to  maintain  this  stable  use;  and 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  acting  on  Application  No.  1412-39,  Objection 
No.  1,  be  and  it  hereby  is  modified  and  that  the  application 
be  and  it.  hereby  is  granted,  under  section  7e,  to  permit  the 
continuation  of  the  use  as  a  riding  stable  for  a  term  of  one 
(1)  year  from  date  of  this  action,  on  condition  that  the 
building  is  not  increased  in  height  or  area  and  complies 
with  the  requirements  of  the  Health  Department  and  the 
Department,  of  Housing  and  Buildings  therefor  and,  also, 
complies  with  the  requirements  of  the  resolution  adopted 
by  the  Board  under  this  date  under  Cal.  No.  670-40-A. 


27 2-22-BZ. 

APPLICANT — J.  M.  Silvey,  for  6902-6908  Queens  Boule¬ 
vard,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment — re  Application  (decision  of  the  super¬ 
intendent  of  buildings),  previously  granted  on  con¬ 
dition  under  section  7e  of  the  building  zone  resolu¬ 
tion,  permitting  in  a  business  use  district  the  erec¬ 
tion  of  a  garage  for  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED — Southeast  corner  of  Queens 
boulevard  and  Fiske  avenue  (Block  No.  1523.  Lot 
No.  9),  Woodside,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  J.  M.  Silvey. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock  and  Commis¬ 


sioners  Savage  and  Blum  .  3 

Negative  .  0 

Absent :  Assistant  Chief  McCarthy  .  1 

THE  RESOLUTION— 

(272-22-BZ) 


.Whereas,  this  application,  to  permit  in  a  business  use 
district,  under  section  7e  of  the  building  zone  resolution,  the 
erection  of  a  garage  for  more  than  five  (5)  motor  vehicles, 
premises  southeast  corner  of  Queens  boulevard  and  Fiske 
avenue  (Block  No.  1523,  Lot  No.  9),  Woodside,  Borough 


of  Queens,  was  granted  by  the  Board  May  23,  1922,  on 
certain  conditions ;  and 

Whereas,  J.  M.  Silvey,  for  6902-6908  Queens  Boule¬ 
vard,  Incorporated,  present  owner,  requested  amendment  of 
the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  on  May  23,  1922,  by 
adding  thereto : 

“that  in  the  event  this  building  is  occupied  as  a  service 
station  for  the  sale  of  new  or  used  cars  and  the  owner 
desires  to  occupy  the  space  within  the  unrestricted  dis¬ 
trict  in  the  rear  for  a  depth  not  exceeding  30  ft.  for 
repairing  and  adjustments  of  such  cars  as  are  sold  or 
taken  in  trade,  such  motor  vehicle  repairing  may  be 
permitted.” 


103-31-BZ. 

APPLICANT — Lama  and  Proskauer,  for  Aljac  Garage 
and  Repair  Shop,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time — re  Application  (decision  of  the 
borough  superintendent  of  buildings),  under  sec¬ 
tion  21  of  the  building  zone  resolution,  permitting 
in  a  business  use  district  the  extension  of  a  gaso¬ 
line  service  station  (previously  granted  by  the 
Board — re  garage  for  more  than  five  [5]  motor 
vehicles) . 

PREMISES  AFFECTED — 124-17  Metropolitan  avenue, 
north  side,  20.68  ft.  east  of  124th  place  (Block  No. 
9243,  Lot  Nos.  185,  189  and  218),  Richmond  Hill, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock  and  Commis¬ 


sioners  Savage  and  Blum  .  3 

Negative  .  0 

Absent:  Assistant  Chief  McCarthy  .  1 

THE  RESOLUTION— 

(103-31-BZ) 


Whereas,  this  application,  to  permit  in  a  business  use 
district  the  erection  and  maintenance  of  a  garage  for  more 
than  five  (5)  motor  vehicles,  premises  124-17  Metropolitan 
avenue,  north  side,  20.68  ft.  east  of  124th  place  (Cuthbert 
place)  ;  (Block  No.  9243.  Lot  Nos.  185,  189  and  318), 
Richmond  Hill,  Borough  of  Queens,  was  granted  by  the 
Board  June  24,  1932;  and 

Whereas,  Lama  and  Proskauer,  for  Aljac  Garage  and 
Repair  Shop,  Incorporated,  owner,  requested  an  extension 
of  time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appelas  does 
hereby  amend  its  resolution  adopted  on  November  14,  1939, 
only  so  far  as  it  has  reference  to  obtaining  permits  and 
completion  of  the  work,  so  that  as  amended  this  portion  of 
the  resolution  shall  read: 

“.  .  .  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  one  (1)  year  from  the  date  of  this 
amended  resolution. 


354-32-BZ. 

APPLICANT — Mae  McKeon  (Charles  A.  McKeon,  lessee, 
deceased),  Dan-Irv  Realty  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
commissioner  of  buildings),  under  section  21  of  the 
building  zone  resolution,  permitting  in  a  business 
use  district  the  maintenance  of  parking  space  for 
more  than  five  (5)  motor  vehicles  for  a  temporary 
period. 
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PREMISES  AFFECTED — 598  Flatbush  avenue,  west 
side,  176  ft.  7j£  in.  north  of  Chester  court  (Block 

APPEARANCES  ^  N°'  136)’  Borough  of  Brooklyn- 
For  Applicant:  Edward  J.  O’Connor. 

ACTION  OF  BOARD — Application  reopened  and  permit 

extended. 


THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock  and  Commis¬ 


sioners  Savage  and  Blum  .  3 

Negative  . .  0 

Absent :  Assistant  Chief  McCarthy . "  . .  "  1 

THE  RESOLUTION— 

(354-32-BZ) 


Whereas,  this  application,  affecting  premises  598  Flat- 
bush  avenue,  west  side,  176  ft.  7%  in.  north  of  Chester 
court  (Block  No.  5026.  Lot  No.  136),  Borough  of  Brook¬ 
lyn,  was  granted  by  the  Board  November  4,  1932,  for  a 
temporary  period  of  two  (2)  years,  on  certain  conditions, 
resolution  amended  January  24,  1933,  and  December  8, 
1936;  and 

Whereas,  Mae  McKeon,  for  Dan-Irv  Realty  Corpora¬ 
tion,  owner,  requested  an  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  on  December  8.  1936, 
only  so  far  as  it  has  reference  to  the  term  of  the  permit,  so 
that  as  amended  this  portion  of  the  resolution  shall  read : 


“granted  under  section  7,  subdivision  h  thereof,  for  a 
temporary  term  of  twoi  (2)  years  from  the  date  of  this 
amended  resolution.” 


490-37-BZ. 


APPLICANT — Jules  Lipitz,  for  Bernard  Berkowitz, 
lessee,  for  Central  Hanover  Bank  and  Trust  Com¬ 
pany,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit— re  Application  (decision' of  the 
borough  superintendent  of  buildings),  under  sec¬ 
tions  _7h  and  21  of  the.  building  zone  resolution,  to 
permit,  partly  in  a  business  use  district  and  partly 
in  a  residence  use  district,  for  a  temporary  period 
of  not  more  than  two  (2)  years,  the  parking  and 
storage  of  more  .  than  five  (5)  motor  vehicles 
(granted  on  condition  under  section  7h — re  that 
portion  of  plot  within  the  business  use  district). 

PREMISES  AFFECTED — 246  Nagle  avenue  southwest 
corner  of  West  204th  street  (Block  No.  2218,  Lot 
No.  25).  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Jules  Lipitz. 

ACTION  OF  ROARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT _ 

Affirmative:  Chairman  Murdock  and  Commis¬ 
sioners  Savage  and  Blum  .  3 

Negative  .  0 

Absent:  Assistant  Chief  ’  McCarthy  !  1 

THE  RESOLUTION— 

(490-37-BZ) 


.  Whereas,  this  application,  under  section  7h  of  the  build¬ 
ing  zone  resolution,  to  permit,  partly  in  a  business  use  dis¬ 
trict  and  partly  in  a  residence  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles,  premises  246 
Nagle  avenue,  southwest  corner  of  West  204th  street  (Block 
No.  2218,  Lot  No.  25),  Borough  of  Manhattan,  was  granted 
by  y1  e  Board  October  25,  1938,  on  certain  conditions;  and 

Whereas,  Jules  Lipitz,  for  Bernard  Berkowitz,  for  Cen¬ 
tral  Hanover  Bank  and  7  rust  Company,  owner,  requested 
an  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  Ps  resolution  adopted  on  October  25,  1938, 


only  so  ar  as  it  has  reference  to  the  term  of  the  permit,  so 
that  as  amended  this  portion  of  the  resolution  shall  read: 

“ granted  under  section  7,  subdivision  h  thereof,  for  a 
temporary  term  of  two  (2)  years  from  the  date  of  this 
amended  resolution.” 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

858-40-A. 

APPLICANT — Frederick  P.  Kelley,  for  Lenox  Hill  Neigh¬ 
borhood  Association,  Incorporated,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED — 321-331  East  70th  street,  north 
side,  175  ft.  west  of  First  avenue  (Block  No.  1445, 
Lot  Nos.  14  to  19,  inclusive),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  to  November  26,  1940, 
at  2  P.M.  No  appearance  made. 


882-40-A. 

APPLICANT — D.  A.  Collins  Manufacturing  Company, 
Incorporated  (lessee),  for  Bush  Terminal  Corpora¬ 
tion,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED — 148  39th  street,  southwest  cor¬ 
ner  of  Second  avenue  (Bush  Building  No.  19, 
fourth  floor)  ;  (Block  No.  706,  Lot  No.  1),  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Harry  Zimen. 

ACTION  OF  BOARD — Laid  over  to  December  17,  1940, 
at  2  P.M.,  pending  action  on  Carroll  Int.  291  (354). 


992-40-A. 

APPLICANT — James  J.  Deegan,  for  Anton  Heiss,  owner. 
SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 522  East  133rd  street,  south 
side,  300  ft.  west  of  St.  Ann’s  avenue  (Block  No. 
2260,  Lot  No.  7),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  James  J.  Deegan. 

For  Administration :  Inspector  Meyer,  Fire  De¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  December  3,  1940, 
at  2  P.M.,  for  Fire  Department  representative  to 
make  inspection. 


1004-40- A. 

APPLICANT — Oscar  Nusser,  owner. 

SUBJECT — Appeal  from  a.  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 228  Bay  street,  west  side,  151 
ft.  north  of  Hannah  street  (Block  No.  498,  Lot 
No.  74),  Tompkinsville,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  to  December  17.  1940, 
at  2  P.M.  Applicant  to  be  notified. 


1067-40- A. 

APPLICANT — Sol.  A.  Herzog,  for  Select  Photo  Com¬ 
pany,  Incorporated,  lessee. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 1229  St.  Nicholas  avenue,  west 
side,  54  ft.  north  of  West  171st  street  (Block  No. 
2141,  part  of  Lot  No.  21),  Borough  of  Manhattan. 
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APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  to  November  26,  1940, 
at  2  P.M.  No  appearances  made.  Applicant  to  be 
notified. 


862-40- A. 

APPLICANT — Max  Hirsh,  for  Barrett  Company,  owner 
(Harris  Warehouses,  Incorporated,  lessees). 
SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — East  side  of  Smith  street,  from 
Halleck  street  to  Sigournev  street  (Block  No.  493, 
Lot  No.  1),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Max  Hirsh,  Louis  Marks  and  Isi¬ 
dore  Meyer. 

For  Administration :  Inspector  Meyer,  Fire  De¬ 
partment. 

ACTION  OF  BOARD — Appeal  withdrawn  after  argu¬ 
ment.  Applicant  to  take  matter  up  with  Building 
Department. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


889-40-A. 


APPLICANT — Theodore  E.  Goeller,  for  22  Jones  Street 
Corporation,  owner  (N.  Summergrade  and  Sons, 
Incorporated,  lessees). 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 22-24  Jones  street,  south  side, 
140  ft.  east  of  Bleecker  street  (Block  No.  590,  Lot 
No.  16),  Borough  of  Manhattan. 

APPEARANCES— 


For  Applicant:  Theodore  E.  Goeller. 

For  Administration:  Inspector  Maher.  Fire  De¬ 
partment. 

ACTION  OF  BOARD — Appeal  withdrawn  after  argu¬ 


ment,  to  comply. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  . 

Negative  . 


4 

0 


974-40-A. 

APPLICANT — Jack  Z.  Cohen,  for  Chand  Realty  Corpora¬ 
tion,  uAmer. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 3-7  West  22nd  street,  north 
side,  120  ft.  west  of  Fifth  avenue  (Block  No.  824, 
Lot  No.  32),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Larry  Meltzer  and  Charles  Schier- 
meister. 

For  Administration:  Fred  Dahlem,  Department  of 
Housing  and  Buildings,  and  Inspector  Maher, 
Fire  Department. 

ACTION  OF  BOARD — -Appeal  withdrawn  after  argu¬ 
ment. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock.  Commissioners 

Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


1003-40-A. 

APPLICANT — Michael  Glick,  for  Remsark  Realty  Cor¬ 
poration,  owner  (Rabbi  S.  Flaum,  lessee). 


SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 1013  East  Tremont  avenue, 
north  side,  100  ft.  east  of  Bryant  avenue  (Block 
No.  3135,  Lot  No.  47),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Michael  Glick  and  Hyman  Get- 
zoff. 

ACTION  OF  BOARD — Appeal  withdrawn  after  argu¬ 


ment. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  . 

Negative  . 


4 

0 


1077-40-A. 

APPLICANT — Harry  A.  Yarish,  for  Morris  Siegel,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 468  East  54th  street,  west  side, 
140  ft.  north  of  Beverly  road  (Block  No.  4738,  Lot 
No.  27),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Morris  Hannes,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn  on  written  re¬ 
quest  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock  and  Commis¬ 


sioners  Savage  and  Blum  .  3 

Negative  .  0 

Absent :  Assistant  Chief  McCarthy  .  1 


1087-40-A. 


APPLICANT — Edgar  J.  Moeller,  for  Trustees  of  Columbia 
University  of  the  City  of  New  York,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 865  Tenth  avenue  and  500 
West  57th  street,  southwest  corner  (Block  No. 
1085,  Lot  No.  36),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Edgar  J.  Moeller  and  William 
Whitenack. 

For  Administration:  Fred  Dahlem,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn  after  argu¬ 
ment. 


THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  . 

Negative  . 


4 

0 


670-40-A. 

APPLICANT — Moris  Perlstein,  for  Providence  Marino, 
owner  (Harold  Holzhauser,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 89-38  70th  drive,  southeast 
corner  of  Sybilla  street  (Block  No.  3899,  Lot  No. 
32),  Forest  Hills,  Borough  of  Queens  (under  sec¬ 
tion  35,  General  City  Law — re  bed  of  mapped 
street) . 

APPEARANCES— 

For  Applicant:  Morris  Perlstein.  P.  Marino  Lester, 
C.  Ringe  and  Harold  Holzhauser. 

For  Opposition:  Victor  D.  Borst,  Jr. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
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THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(670-40- A) 

Whereas,  Morris  Perlstein,  for  Providence  Marino, 
owner  (Harold  Holzhauser,  lessee),  filed  June  20,  1940,  an 
appeal  from  a  decision  of  the  borough  superintendent  of 
buildings;  premises  89-38  70th  drive,  southeast  corner  of 
Sybilla  street  (Block  No.  3899,  Lot  No.  32),  Forest  Hills, 
Borough  of  Queens;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Alteration  Application  No.  1412-39,  dated 
March  13,  1940,  reads  : 

“2.  Part  of  building  located  in  proposed  mapped 
street  is  contrary  to  Sec.  35,  Art.  3  of  the  General  City 
Law.” 

and 

Whereas,  the  premises  consist  of  an  irregular  shaped 
plot,  fronting  121.31  ft.  on  70th  drive,  10  ft.  6  in.  along  the 
north  lot  line,  100.8  ft.  along  the  east  lot  line  and  75.06  ft. 
along  the  south  lot  line;  the  building  erected  thereon  is  two 
stories  (20  ft.)  in  height,  37  ft.  fronting  on  70th  drive  by 
71  ft.  in  area ;  occupied  as  a  riding  academy  and  stable  for 
more  than  five  (5)  horses  on  the  first  story  and  hay  loft  on 
the  second  story;  previously  occupied  as  a  cow  stable;  the 
premises  are  located  partly  in  a  business  use  district  and 
partly  in  a  retail  use  district;  and 

Whereas,  the  applicant  contends  that  the  building  was 
erected  in  1914  as  a  cow  stable;  that  as  market  production 
became  impossible  in  the  City  of  New  York,  the  use  of  this 
building  as  a  cow  stable  was  discontinued;  that  the  only 
possible  use  is  that  of  a  riding  academy  and  stable  for  more 
than  five  (5)  horses  and  hay  loft  as  now  proposed;  that  to 
deny  this  appeal  would  prohibit  the  owner  the  use  of  this 
property. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  on  Alteration  Application  No.  1412-39,  Ob¬ 
jection  No.  2,  be  and  it  hereby  is  modified  and  that  the  ap¬ 
peal  be  and  it  hereby  is  granted,  under  authority  given  to 
the  Board  under  section  35  of  the  General  City  Law,  to 
permit  the  continuation  of  the  existing  building  within  the 
bed  of  Sybilla  street,  as  indicated  on  plans  filed  under  Cal. 
No.  1530-39-BZ,  for  the  term  and  under  the  conditions  as 
therein  stated,  on  condition  that  at  the  expiration  of  the 
term  of  one  (1)  year  that  the  portion  of  the  building  be¬ 
tween  the  bed  of  Sybilla  street  shall  be  removed  and  no 
claim  for  damages  made  therefor,  unless  the  permit  is  duly 
extended  by  this  Board  under  Cal.  No.  1530-39-BZ. 


876-40-A. 

APPLICANT— Brickner  Auto  Supply  Company,  Incor¬ 
porated,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 5073-5075  Broadway,  west 
side,  238.64  ft.  south  of  West  218th  street  (Block 
No.  2243,  Lot  No.  266),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Norman  Brickner. 

For  Administration :  Inspector  Meyer,  Fire  De¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(876-40-A) 

Whereas,  Brickner  Auto1  Supply  Company,  Incorporated, 
owner,  filed  August  26,  1940,  an  appeal  from  an  order  of  the 


fire  commissioner;  premises  5073-5075  Broadway,  west  side, 
238.64  ft.  south  of  West  218th  street  (Block  No.  2243,  Lot 
No.  266),  Borough  of  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissoiner,  Order  No. 
23200-LC,  dated  August  20,  1940,  reads: 

“With  reference  to  your  application  dated  June  25, 
1940,  for  a  permit  to  store  small  arms  ammunition  at 
above  location,  I  regret  to  inform  you  that  this  de¬ 
partment  is  without  power  to  grant  such  a  permit  for 
the  reason : 

Premises  in  part  are  used  for  the  storage  and  sale  of 
paint  etc.  Sec.  C19-38.0-D-5,  Article  5  of  the  Adminis¬ 
trative  Code. 

YOU  ARE  THEREFORE  HEREBY  ADVISED  • 
TO 

(1)  Discontinue  the  storage  and  sale  of  ammunition 
on  these  premises  in  excess  of  200  small  arms  cartridges. 

Sec.  C19-38.0-a,  Article  5  of  the  Administrative  Code. 

Note:  Permit  required  for  paint  storage  if  and  when 
quantity  exceeds  20  gallons.” 

and  i 

Whereas,  the  building  is  two  stories  (30  ft.)  in  height, 

50  ft.  by  100  ft.  in  area;  of  Class  3  construction;  erected  in  i 
1920;  located  in  a  business  use  district,  and  occupied:  cellar, 
storage  of  toys  and  auto  parts  and  paints ;  first  story,  retail 
sales,  storage  of  auto  parts  and  paints  and  ammunition;  i 
second  story,  retail  sale  of  toys  and  one-family  dwelling;  i 
total  occupancy  throughout,  three  persons ;  certificate  of  oc¬ 
cupancy  has  not  been  filed ;  and 

Whereas,  the  applicant  contends  that  the  maximum 
amount  of  paint  stored  is  eighty  gallons,  in  sealed  cans, 
each  can  being  one  quart  capacity ;  the  ammunition  stored  is 
in  original  packages,  with  not  over  200  packages  stored  on 
open  shelving,  the  balance  is  stored  in  compartments  of  a 
large  fireproof  safe  located  on  the  ground  floor ;  that  storage 
of  paints  and  ammunition  in  the  original  packages  are  not  > 
in  close  proximity,  and  as  the  entire  premises  are  accupied 
by  one  tenant,  it  is  requested  that  permission  be  granted  to 
continue  the  storage  of  the  ammunition.  | 

Resolved,  that  the  order  of  the  fire  commissioner.  Order 
No.  23200-LC,  be  and  it  hereby  is  modified  and  that  the  ap¬ 
peal  be  and  it  hereby  is  granted  on  condition  that  the  am¬ 
munition  shall  be  stored  solely  in  a  safe,  satisfactory  to  the 
fire  commissioner,  and  shall  not  exceed  the  following  quan¬ 
tities :  1,500  rounds  of  12,  16  and  20  gauge  shells,  3,000 
rounds  of  22  calibre  short  and  also  long  rifle  and  200  rounds 
of  32  calibre  cartridges,  making  a  total  of  4,700  rounds. 


883-40-A. 

APPLICANT — The  American  Automatic  Sprinkler  Com¬ 
pany,  for  Pilgrim  Holding  Company,  Incorporated, 
owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 827  Sixth  avenue  (formerly 
No.  479),  west  side,  38.8  ft.  south  of  West  29th 
street  (Block  No.  804,  Lot  No.  40),  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant :  Ernest  L.  Pruden. 

For  Administration :  Inspector  Maher,  Fire  De¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(883-40-A) 

Whereas,  The  American  Automatic  Sprinkler  Company, 
for  Pilgrim  Holding  Company,  Incorporated,  owner,  filed 
August  9,  1940,  an  appeal  from  an  order  and  a  decision  of 
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the  fire  commissioner ;  premises  827  Sixth  avenue  (formerly 
No.  479),  west  side,  38.8  ft.  south  of  West  29th  street 
(Block  No.  804,  Lot  No.  40),  Borough  of  Manhattan;  and 

Whf.reas.  the  order  of  the  fire  commissioner,  Order  No. 
5532-LF,  dated  August  29,  1939,  reads: 

“1.  Install  an  approved  wet  automatic  sprinkler  sys¬ 
tem  in  cellar,  having  at  least  one  source  of  water  supply 
arranged  and  equipped  as  per  Art.  16,  Chapter  26,  Adm. 

Code.” 

and 

Whereas,  said  order  was  referred  to  in  a  decision  of  the 
fire  commissioner  dated  August  1,  1940;  and 

Whereas,  the  building  is  four  stories  (42  ft.)  in  height, 
20  ft.  by  64  ft.  in  area ;  of  Class  3  construction ;  located  in  an 
unrestricted  use  district;  erected  in  1920,  and  occupied: 
cellar,  storage  of  stationery  supplies;  first  story,  store  and 
print  shop,  8  persons;  second  story,  storage  and  office,  3 
persons;  third  story,  vacant;  fourth  storv,  vacant;  Certifi¬ 
cate  of  Occupancy  No.  12675  was  issued  July  11,  1927,  per¬ 
mitting  storage  in  cellar,  store  on  the  first  story  and  factory 
above ;  and 

Whereas,  the  applicant  contends  that  the  cellar  ceiling 
is  fire-retarded  with  Vi  in.  plaster  boards;  that  the  two 
upper  floors  are  vacant;  that  no  highly  combustible  mate¬ 
rials.  are  stored  and  the  occupancy  is  not  hazardous ;  per¬ 
mission  is  requested  to  permit  the  installation  of  dry  auto¬ 
matic  sprinkler  system  without  an  alarm. 

Resolved,  that  the  order  of  the  fire  commissioner,  Order 
No.  5532-LF,  Item  No.  1,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
a  non-automatic  sprinkler  system  shall  be  installed  through¬ 
out  the  cellar  complying  with  the  requirements  of  the 
Sprinkler  Rules  of  the  Board  of  Standards  and  Appeals 
therefor,  except  that  the  water  for  such  system  may  be  taken 
from  the  domestic  water  supply  of  the  building,  provided 
the  existing  house  supply  is  not  less  than  1  y2  in.  in  diameter 
from  the.  main  to  the  building  line ;  that  the  hose  inlet  on 
the  exterior  of  the  building  may  be  of  the  single  type ;  that 
no  interior  alarm  need  be  installed,  and  that  in  all  other 
respects  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto,  as  modified 
by  the  Board  under  Cal.  No.  205-22-S. 


884-40-A. 

APPLICANT — McDowell  Sprinkler  Corporation,  for 

Darling  Estate,  Incorporated,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 136-138  West  24th  street,  south 
side,  298  ft.  east  of  Seventh  avenue  (Block  No. 
799,  Lot  No.  60),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Edward  Kiernan. 

For  Administration:  Inspector  Maher,  F*ire  De¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(884-40-A) 

Whereas,  McDowell  Sprinkler  Corporation,  for  Darling 
Estate,  Incorporated,  owner,  filed  August  15,  1940,  an  appeal 
from  an  order  and  a  decision  of  the  fire  commissioner; 
premises  136-138  West  24th  street,  south  side.  298  ft.  west  of 
Seventh  avenue  (Block  No.  799,  Lot  No.  60),  Borough  of 
Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  Order  No. 
5403-LF,  dated  August  4,  1939,  reads: 

“Install  an  approved  wet  automatic  sprinkler  system 
throughout  cellar  having  at  least  one  source  of  water 


supply  arranged  and  equipped  as  per  Article  16,  Chap¬ 
ter  26,  Adm.  Code.” 

and 

Whereas,  said  order  was  referred  to  in  a  decision  of  the 
fire  commissioner  dated  July  24,  1940;  and 

Whereas,  the  building  is  five  stories  (65  ft.)  in  height, 
50  ft.  by  98  ft.  in  area ;  of  Class  3  construction ;  located  in  an 
unrestricted  use  district;  erected  in  1888,  and  occupied: 
cellar,  manufacturing  mirrors,  1  person;  first  story,  same,  2 
persons ;  second  story,  manufacture  of  paper  tissue,  20  per¬ 
sons  ;  third  story,  iron  works,  4  persons ;  fourth  story, 
manufacture  of  bedding,  5  persons ;  fifth  story,  same,  5  per¬ 
sons  ;  and 

Whereas,  the  applicant  contends  that  the  cellar  is  used 
for  the  storage  and  packing  of  mirror  glass;  that  not  more 
than  one  bale  of  excelsior  will  be  used  at  one  time  for  pack¬ 
ing  purposes ;  this  excelsior  will  be  kept  in  metal-lined  bins 
with  fusible  link  cover  located  in  fireproof  vault  at  front  of 
the  basement;  that  there  are  two  2  ft.  by  3  ft.  grilles  under 
the  show  window,  which  afford  ventilation,  as  well  as  two 
open  stairs  and  an  elevator  shaft  running  to  the  basement ; 
that  it  is  proposed  to  install  a  non-automatic  sprinkler  sys¬ 
tem  throughout  the  cellar  without  an  alarm ;  that  the 
sprinkler  head  covering  the  excelsior  bin  will  be  cross- 
connected  with  the  1  in.  supply  as  an  extra  protection. 

Resolved,  that  the  order  of  the  fire  commissioner,  Order 
No.  5403-LF,  be  and  it  hereby  is  modified  and  that  the  ap¬ 
peal  be  and  it  hereby  is  granted  on  condition  that  there  shall 
be  installed  throughout  the  cellar  a  non-automatic  sprinkler 
system  complying  with  the  requirements  of  the  Sprinkler 
Rules  of  the  Board  of  Standards  and  Appeals  therefor, 
except  that  the  automatic  alarm  need  not  be  installed;  that 
the  hose  inlet  may  be  of  the  single  type;  that  all  fittings 
and  hangers  shall  be  of  malleable  iron;  that  the  hose  inlet 
cap  and  sign  stating  the  area  covered  by  the  sprinkler  sys¬ 
tem  shall  be  painted  aluminum;  that  the  excelsior  shall  be 
stored  in  a  bin  approved  for  such  use  with  self-closing 
cover. 


886-40-A. 

APPLICANT — H.  S.  Products  Finishing  Corporation 
(lessee),  for  1768  Dean  Street  Corporation,  owner. 
SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 1768-1782  Dean  street,  south 
side,  233  ft.  2  in.  west  of  Rochester  avenue  (Block 
No.  1349,  Lot  Nos.  21  to  30,  inclusive),  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  B.  C.  Sprague. 

For  Administration :  Inspector  Meyer,  Fire  De¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(886-40-A) 

Whereas,  H.  S.  Products  Finishing  Corporation  (lessee), 
for  1768  Dean  Street  Corporation,  owner,  filed  August  28, 
1940,  an  appeal., from  an  order  of  the  fire  commissioner; 
premises  1768-1782  Dean  street,  south  side,  233  ft.  2  in. 
west  of  Rochester  avenue  (Block  No.  1349,  Lot  Nos.  21  to 
30,  inclusive),  Borough  of  Brooklyn;  and 
Whereas,  the  order  of  the  fire  commissioner,  Order  No. 
84523-LC,  dated  July  31,  1940,  reads: 

“You  are  hereby  notified  that  an  inspection  of  the 
above  premises  used  to  store  paints,  etc.  shows  that  the 
following  must  be  done  before  the  permit  requested  by 
you  can  be  issued. 

8.  Provide  an  approved  storage  system  for  the  stor¬ 
age  of  naphtha  and  tuluol.  Plans  and  specifications  to 
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be  filed  with  and  approved  by  the  Division  of  Build¬ 
ings,  before  work  of  installing  storage  tanks  are  com¬ 
menced.  Tanks  to  be  tested  and  installation  supervised 
by  a  representative  of  the  Division  of  Combustibles, 
Fire  Department.” 
and 

Whereas,  the  building  is  one  story  (18  ft.)  in  height, 
175  ft.  by  104  ft.  in  area;  of  Class  3  construction;  equipped 
with  a  sprinkler  system;  located  in  an  unrestricted  use  dis¬ 
trict;  erected  in  1914,  and  used  since  1921  as  follows: 
cellar,  furnace  room;  first  story,  enameling,  20  persons; 
Certificate  of  Occupancy  No.  2452  issued  December  12,  1921, 
is  for  an  automobile  paint  shop ;  and 

Whereas,  the  applicant  contends  that  the  paint  solvents 
are  stored  in  a  special  building  separated  from  the  balance 
of  the  plant  by  a  12  in.  brick  wall  and  double  fire  doors ; 
this  room  is  equipped  with  vapor-proof  lights  and  switches 
and  is  sprinklered ;  that  a  drum  of  tuluol  or  naphtha  is  pur¬ 
chased  at  one  time;  that  neither  of  these  solvents  is  used 
continuously  as  the  applicants  are  in  the  job  finishing  busi¬ 
ness  and  do  not  know  in  advance  what  solvent  might  be  re¬ 
quired  for  the  next  job,  and  that  for  the  small  amount  of 
solvent  involved,  the  installation  of  an  underground  system 
would  be  a  hardship ;  it  is  proposed  to  purchase  tuluol  or 
naphtha  in  one  drum  lots  and  to  transfer  same  immediately 
to  approved  safety  cans  for  storage  or  for  transfer  to  spra^y 
booth ;  that  in  many  instances  Solvesso  or  other  substitute 
high  flashpoint  solvents  may  be  used  with  the  occasional 
use  of  toluol  or  naphtha. 

Resoh>ed,  that  the  order  of  the  fire  commissioner.  Order 
No.  84523-LC,  be  and  it  hereby  is  modified  and  that  the  ap¬ 
peal  be  and  it  hereby  is  granted  on  condition  that  there  shall 
not  at  any  time  be  stored  more  than  one  fifty-gallon  drum 
each  of  toluol,  and  naphtha ;  that  such  drums  shall  be  stored 
as.  proposed  in  a  room  separated  from  the  balance  of  the 
building  with  fireproof  walls  and  fireproof  doors ;  that  such 
room  shall  be  sprinklered  and  all  lights  shall  be  of  the  vapor- 
proof  type;  that  fixed  or  natural  ventilation  satisfactory  to 
the  fire  commissioner  shall  be  maintained  at  all  times;  that 
there  shall  be  maintained  in  such  room  not  less  than  two 
2^-gallon  foam  extinguishers;  that  the  inflammable  liquid 
shall  be  drawn  off  as  needed  into  five-gallon  safetv  cans  by 
means  of  pumps  approved  for  such  use  bv  the  Under¬ 
writers’  Laboratories  or  the  Factory  Mutual  Laboratories 
and  not  more  than  five  gallons  shall  be  so  maintained  within 
the  factory  at  any  one  time  as  required. 


911-40-A. 

APPLICANT — Arthur  F.  Winter,  for  F.  W.  Woolworth 
Company,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 5312-5316  Fifth  avenue,  north 
side,  50  ft.  2  in.  east  of  54th  street  (Block  No. 
815,  Lot  Nos.  42,  43  and  44),  Borough  of  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  C.  E.  Arthurs. 

For  Administration:  Thomas  A.  Larkin,  Fire  De¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(911-40-A) 

Whereas,  Arthur  F.  Winter,  for  F.  W.  Woolworth  Com¬ 
pany,  owner,  filed  September  13,  1940,  an  appeal  from  an 
order  and  a  decision  of  the  fire  commissioner ;  premises 
5312-5316  Fifth  avenue,  north  side,  50  ft.  2  in.  east  of  54th 


street  (Block  No.  815,  Lot  Nos.  42,  43  and  44),  Borough 
of  Brooklyn ;  and 

Whereas,  the  order  of  the  fire  commissioner,  Order  No. 
4104-LF,  dated  January  31,  1940,  reads:  l 

“1.  Provide  a  separate  and  distinct  system  of  Auto¬ 
matic  Sprinklers  in  the  cellar  having  at  least  one  source 
of  water  supply,  arranged  and  equipped  as  provided  in 
Chapter  26,  Article  15,  Administrative  Code.” 
and 

Whereas,  said  order  was  issued  under  section  09-161.0 
of  the  Administrative  Code;  and 

Whereas,  said  order  was  referred  to  in  a  decision  of  the 
fire  commissioner  dated  August  20,  1940;  and 
Whereas,  the  building  is  two  stories  (30  ft.)  in  height, 

75  ft.  by  100  ft.  in  area;  of  Class  3  construction;  located  in 
a  business  use  district;  erected  in  1909,  and  occupied  since 
1922  as  follows:  cellar,  preparation  of  stock,  boiler-room  and  Ij 
coal  storage,  5  persons;  first  story,  store,  600  persons;  sec¬ 
ond  story,  office  and  girls’  room,  20  persons ;  and 
Whereas,  applicant  contends  that  there  is  a  fireproof 
enclosed  stairway  leading  from  front  of  basement  to  the 
front  of  the  first  story  and  there  is  also  a  fireproof  enclosed 
stairway  leading  from  rear  of  basement  to  the  first  story; 
that  there  is  a  fireproof  enclosed  stairway  leading  from  base¬ 
ment  to  the  second  story  to  provide  egress  to  54th  street; 
there  are  openings  in  the  granite  base  of  the  show  window 
bulkhead  and  a  sidewalk  freight  elevator  which  provides 
ventilation  through  basement;  that  the  room  used  for  baling 
paper  is  fireproof,  enclosed  and  provided  with  self-closing 
doors ;  that  the  merchandise  carried  in  the  basement  is  com¬ 
mon  to  this  type  of  occupancy  and  the  celluloid  merchandise 
being  .7  of  1  per  cent ;  all  aisles  are  3  ft.  wide  and  are  kept 
clear  at  all  times ;  basement  ceiling  is  fire-retarded  and  all 
partitions  in  the  basement  are  fireproof. 

Resolved,  that  the  order  of  the  fire  commissioner,  Order 
No.  4104-LF,  Item  No.  1,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that  , 
there  shall  be  installed  throughout  the  cellar  a  non-auto¬ 
matic  dry  sprinkler  system  complying  with  the  requirements 
of  the  Building  Code  therefor,  except  that  the  automatic 
alarm  need  not  be  installed;  that  sprinkler  heads  may  be 
spaced  25  per  cent,  in  excess  of  the  requirements ;  that  all 
fittings  and  hangers  shall  be  of  malleable  iron ;  that  all  hori¬ 
zontal  lines  may  be  close  to  the  ceiling  with  proper  pitch  and 
1J4  in.  drain  and  with  heads  pendant,  except,  however,  that  , 
sprinkler  heads  installed  in  the  unpacking  space,  waste- 
paper  room  and  kitchen,  if  any,  shall  be  connected  with  the  , 
domestic  water  supply  line  of  the  building ;  that  the  dry  and 
wet  lines  shall  be  cross-connected  and  so  equipped  with  , 
check  valves  at  the  domestic  water  supply  and  at  the  pumper  { 
inlet  that  all  heads  shall  be  under  Fire  Department  control 
from  the  sidewalk  pumper  inlet;  that  there  shall  be  a 
Siamese  hose  inlet  of  approved  type  on  the  exterior  of  the 
building  at  Fifth  avenue  at  least  10  in.  above  the  sidewalk, 
and  that  the  cap  of  this  Siamese  hose  inlet  and  sign  stating  , 
area  covered  shall  be  painted  aluminum. 


912-40-A. 

APPLICANT — Arthur  F.  Winter,  for  F.  W.  Woolworth 
Company,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 1281  Broadway,  north  side,  229 
ft.  3  in.  west  of  Grove  street  (Block  No.  3293,  Lot 
No.  25),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  C.  E.  Arthurs. 

For  Administration:  Thomas  A.  Larkin.  Fire  De¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 
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THE  RESOLUTION— 

(912-40- A) 

Whereas,  Arthur  F.  Winter,  for  F.  W.  Woolworth  Com¬ 
pany,  owner,  filed  September  13,  1940,  an  appeal  from  an 
order  and  a  decision  of  the  fire  commissioner ;  premises 
1281  Broadway,  north  side,  229  ft.  3  in.  west  of  Grove 
street  (Block  No.  3293,  Lot  No.  25),  Borough  of  Brook¬ 
lyn  ;  and 

W  hereas,  the  order  of  the  fire  commissioner.  Order  No. 
4291-LF,  dated  February  29,  1940,  reads: 

“1.  Install  an  approved  wet  automatic  sprinkler  sys¬ 
tem  in  basement  having  at  least  one  source  of  water 
supply,  arranged  and  equipped  as  per  Article  16,  Chap¬ 
ter  26,  Administrative  Code.” 

and 

Whereas,  said  order  was  referred  to  in  a  decision  of  the 
fire  commissioner  dated  August  24,  1940;  and 

Whereas,  the  ^building  is  two  stories  (27  ft.)  in  height, 
45  ft.  6  in.  by  172  ft.  in  area;  of  Class  3  construction;  lo¬ 
cated  in  a  business  district;  erected  in  1888,  and  occupied 
since  1904  as  follows:  cellar,  storage,  boiler-room  and  paper 
room  and  preparation  of  stock,  4  persons ;  first  story,  sales, 
girls’  room  and  toilet  room,  1  person,  for  which  no  certifi¬ 
cate  of  occupancy  has  been  issued ;  and 

Whereas,  the  applicant  contends  that  there  is  a  fireproof 
enclosed  stairway  leading  from  basement  to  rear  of  first 
story  adjacent  to  rear  exit  and  fireproof  enclosed  stairway 
leading  from  basement  to  front  of  first  story  adjacent  to 
front  exit;  that  there  are  openings  in  the  base  of  the  show 
window  bulkhead  and  a  freight  slide  which  provides  ven¬ 
tilation  to  the  basement;  basement  is  also  ventilated  by  an 
areaway :  that  the  room  used  for  storage  of  coal  in  base¬ 
ment  is  fireproof ;  that  the  merchandise  carried  in  the  base¬ 
ment  is  common  to  this  type  of  occupancy ;  that  the  amount 
of  celluloid  stored  is  approximately  .7  of  1  per  cent,  of  the 
stock:  all  halls  are  3  ft.  wide;  basement  ceiling  is  fire- 
retarded  and  all  basement  partitions  are  fireproof. 

Resolved,  that  the  order  of  the  fire  commissioner.  Order 
No.  4291-LF,  Item  No.  1,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
there  shall  be  installed  throughout  the  cellar  a  non-auto¬ 
matic  dry  sprinkler  system  complying  with  the  requirements 
of  the  Building  Code  therefor,  except  that  the  automatic 
alarm  need  not  be  installed;  that  sprinkler  heads  may  be 
spaced  25  per  cent,  in  excess  of  the  requirements;  that  all 
fittings  and  hangers  shall  be  of  malleable  iron;  that  all 
horizontal  lines  may  be  close  to  the  ceiling  with  proper  pitch 
and  1J4'  in.  drain  and  with  heads  pendant,  except,  however, 
that  sprinkler  heads  installed  in  the  unpacking  space,  waste- 
paper  room  and  kitchen,  if  any,  shall  be  connected  with  the 
domestic  water  supply  line  of  the  building;  that  the  dry  and 
wet  lines  shall  be  cross-connected  and  so  equipped  with 
check  valves  at  the  domestic  water  supplv  and  at  the  pumper 
inlet  that  all  heads  shall  be  under  Fire  Department  control 
from  the  sidewalk  pumper  inlet :  that  there  shall  be  a 
Siamese  inlet  of  approved  type  on  the  exterior  of  the  building 
at  least  10  in.  above  the  sidewalk,  and  that  the  cap  of  this 
Siamese  hose  inlet  and  sign  stating  area  covered  shall  be 
painted  aluminum. 


91 3-40- A. 

APPLICANT — Arthur  F.  Winter,  for  Henry  Ohland, 
owner  (F.  W.  Woolworth  Company,  lessee). 
SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 7408-7410  Fifth  avenue,  west 
side,  67  ft.  1 )4  in.  south  of  74th  street  (Block  No. 
5930,  Lot  No.  40),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  C.  E.  Arthurs. 

For  Administration:  Thomas  A.  Larkin.  Fire  De¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(91 3-40- A) 

Whereas,  Arthur  F.  Winter,  for  Henry  Ohland.  owner 
(F.  W.  Woolworth  Company,  lessee),  filed  September  13, 
1940,  an  appeal  from  an  order  and  a  decision  of  the  fire 
commissioner;  premises  7408-7410  Fifth  avenue,  west  side, 
67  ft.  1)4  in.  south  of  74th  street  (Block  No.  5930,  Lot  No. 
40),  Borough  of  Brooklyn;  and 
Whereas,  the  order  of  the  fire  commissioner,  Order  No. 
4712-LF,  dated  May  28,  1940,  reads: 

“1.  Provide  a  separate  and  distinct  system  of  Auto¬ 
matic  Sprinklers  in  cellar  having  at  least  one  source 
of  water  supply,  arranged  and  equipped  as  provided  in 
Chapter  26,  Article  16,  Administrative  Code  of  the  City 
of  New  York.  C-19-161.0  Administrative  Code.” 
and 

Whereas,  said  order  was  referred  to  in  a  decision  of  the 
fire  commissioner  dated  August  20.  1940;  and 
Whereas,  the  building  is  two  stories  (36  ft.)  in  height, 
40  ft.  by  112  ft.  average  in  area;  of  Class  3  construction; 
located  in  a  business  district;  erected  in  1922,  and  occu¬ 
pied  :  cellar,  stock  room,  coal  storage  and  boiler-room  and 
paper  room,  2  persons;  second  story,  dwelling,  four  fam¬ 
ilies  ;  Certificate  of  Occupancy  No.  5523  was  issued  De¬ 
cember  16,  1924,  for  store  and  two-family  dwelling;  and 
Whereas,  the  applicant  contends  that  there  is  a  fireproof 
enclosed  stairway  leading  from  basement,  terminating  on 
first  story,  near  the  street  front  and  a  fireproof  enclosed  stair¬ 
way  leading  from  rear  of  basement  and  terminating  at  rear 
of  first  story;  that  there  are  openings  in  the  granite  bases 
of  the  show  window  bulkhead  at  sidewalk  level  which  pro¬ 
vide  ventilation  to  the  basement;  that  the  room  used  for 
storage  of  baled  paper  in  the  basement  is  of  fireproof  con¬ 
struction  ;  that  the  toilet  in  the  basement  is  fireproof,  en¬ 
closed  ;  that  the  coal  storage  room  is  fireproof,  enclosed ; 
that  the  merchandise  stored  is  common  to  this  type  of  oc¬ 
cupancy  and  the  amount  of  celluloid  merchandise  stored 
is  approximately  .7  of  1  per  cent. ;  that  all  aisles  are  3  ft. 
wide  and  that  basement  ceiling  is  fire-retarded  and  all  base¬ 
ment  partitions  are  fireproof. 

Resolved,  that  the  order  of  the  fire  commissioner,  Order 
No.  4712-LF,  Item  No.  1,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
there  shall  be  installed  throughout  the  cellar  a  non-auto¬ 
matic  dry  sprinkler  system  complying  with  the  requirements 
of  the  Building  Code  therefor,  except  that  the  automatic 
alarm  need  not  be  installed ;  that  sprinkler  heads  may  be 
spaced  25  per  cent,  in  excess  of  the  requirements ;  that  all 
fittings  and  hangers  shall  be  of  malleable  iron ;  that  all 
horizontal  lines  may  be  close  to  the  ceiling  with  proper  pitch 
and  1%  in.  drain  and  with  heads  pendant,  except,  however, 
that  sprinkler  heads  installed  in  the  unpacking  space,  waste- 
paper  room  and  kitchen,  if  any,  shall  be  connected  with  the 
domestic  water  supply  line  of  the  building ;  that  the  dry  and 
wet  lines  shall  be  cross-connected  and  so  equipped  with 
check  valves  at  the  domestic  water  supply  and  at  the  pumper 
inlet  that  all  heads  shall  be  under  Fire  Department  control 
from  the  sidewalk  pumper  inlet ;  that  there  shall  be  a  single 
hose  inlet  of  approved  type  on  the  exterior  of  the  building 
at  least  10  in.  above  the  sidewalk,  and  that  the  cap  of  this 
hose  inlet  and  sign  stating  area  covered  shall  be  painted 
aluminum. 


924-40-A. 

APPLICANT — Arthur  F.  Winter,  for  Samuel  L.  Kahn 
and  Henry  Kahn,  owners  (F.  W.  Woolworth  Com¬ 
pany,  lessee). 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 
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PREMISES  AFFECTED — 416-418  Knickerbocker  avenue, 
west  side,  50  ft.  south  of  Himrod  street,  and  222 
Himrod  street  (Block  No.  3278,  Lot  No.  28), 
Borough  of  Brooklyn. 

APPEARANCES— 


For  Applicant:  C.  E.  Arthurs. 

For  Administration:  Thomas  A.  Larkin,  Fire  De¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 


Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  . 

Negative  . 


4 

0 


THE  RESOLUTION— 

(924-40- A) 


Whereas,  Arthur  F.  Winter,  for  Samuel  L.  Kahn  and 
Henry  Kahn,  owners  (F.  W.  Woolworth  Company,  lessee), 
filed  September  13,  1940,  an  appeal  from  an  order  and  a 
decision  of  the  fire  commissioner ;  premises  416-418  Knicker¬ 
bocker  avenue,  west  side,  50  ft.  south  of  Himrod  street,  and 
222  Himrod  street  i(Block  No.  3278,  Lot  No.  28),  Borough 
of  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  Order  No. 
4243-LF,  dated  February  21,  1940,  reads : 


“1.  Install  an  approved  wet  automatic  sprinkler  sys¬ 
tem  in  basement  having  at  least  one  source  of  water 
supply,  arranged  and  equipped  as  per  Art.  16,  Ch.  26, 
Administrative  Code.  C19.161.0.  Administrative  Code.” 
and 

Whereas,  said  order  was  referred  to  in  a  decision  of  the 
fire  commissioner  dated  August  20,  1940;  and 

Whereas,  the  building  is  one  story  and  pent  house  (26 
ft.)  in  height,  25  ft.  on  Himrod  street  and  50  ft.  on  Knicker¬ 
bocker  avenue,  with  a  depth  of  100  ft. ;  of  Class  3  construc¬ 
tion;  located  in  a  business  use  district;  erected  in  1928,  and 
occupied :  cellar,  storage,  2  persons ;  first  story,  sales,  300 
persons ;  pent  house,  girls’  room  and  toilet ;  Certificate  of 
Occupancy  No.  82943  was  issued  June  23,  1937,  permitting 
such  occupancy ;  and 

Whereas,  applicant  contends  that  there  is  a  fireproof 
stairway  leading  from  basement  to  rear  of  first  story  and 
a  fireproof  enclosed  stairway  leading  to  front  of  first  story ; 
both  of  these  stairways  are  equipped  with  fireproof,  self¬ 
closing  doors  at  basement  level ;  that  there  are  openings  in 
the  granite  base  of  the  store  window  bulkhead  and  a  fire¬ 
man’s  exit  from  basement  to  sidewalk,  with  sidewalk  doors 
and  a  front  elevator  with  sidewalk  doors  which  provide 
ventilation  to  the  basement;  that  the  room  used  for  storage 
of  paper  in  the  basement  is  fireproof ;  that  the  coal  storage 
room  is  fireproof ;  that  the  aisles  are  3  ft.  wide ;  that  the 
basement  ceiling  is  fire-retarded ;  that  all  basement  parti¬ 
tions  are  fireproof ;  that  the  amount  of  celluloid  merchandise 
stored  is  .7  of  1  per  cent,  of  the  entire  stock. 

Resolved,  that  the  order  of  the  fire  commissioner,  Order 
No.  4243-LF,  Item  No.  1,  be  and  it  hereby  is.  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
there  shall  be  installed  throughout  the  cellar  a  non-auto¬ 
matic  dry  sprinkler  system  complying  with  the  requirements 
•of  the  Building  Code  therefor,  except  that  the  automatic 
alarm  need  not  be  installed ;  that  sprinkler  heads  may  be 
spaced  25  per  cent,  in  excess  of  the  requirements ;  that  all 
fittings  and  hangers  shall  be  of  malleable  iron ;  that  all  hori¬ 
zontal  lines  may  be  close  to  the  ceiling  with  proper  pitch 
and  1)4  in.  drain  and  with  heads  pendant,  except,  however, 
that  sprinkler  heads  installed  in  the  unpacking  space,  waste- 
paper  room  and  kitchen,  if  any,  shall  be  connected  with  the 
domestic  water  supply  line  of  the  building;  that  the  dry  and 
wet  lines  shall  be  cross-connnected  and  so  equipped  with 
check  valves  at  the  domestic  water  supply  and  at  the  pumper 
inlet  that  all  heads  shall  be  under  Fire  Department  control 
from  the  sidewalk  pumper  inlet ;  that  there  shall  be  a  single 
hose  inlet  of  approved  type  on  the  exterior  of  the  building 
on  each  street  at  least  10  in.  above  the  sidewalk;  that  the 


cap  of  this  hose  inlet  and  sign  stating  area  covered  shall  be! 
painted  aluminum. 

936-40- A. 

APPLICANT — Mannie  Altvater  (lessee),  for  Altvater 
Realty  Corporation,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner.  , 

PREMISES  AFFECTED — 31  West  71st  street,  north 
side,  348  ft.  west  of  Central  Park  West  (Block 
No.  1124,  Lot  No.  18),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  H.  Pirns. 

For  Administration:  Inspector  Maher,  Fire  De¬ 
partment. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

THE  RESOLUTION— 

(936-40- A) 

Whereas,  Mannie  Altvater  (lessee),  for  Altvater  Realty 
Corporation,  owner,  filed  September  25,  1940,  an  appeal 
from  an  order  and  a  decision  of  the  fire  commissioner; 
premises  31  West  71st  street,  north  side,  348  ft.  west  of 
Central  Park  West  (Block  No.  1124,  Lot  No.  18),  Bor¬ 
ough  of  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  Order  No. 
9232-LF,  dated  July  23,  1940,  reads: 

“3.  Provide  telegraphic  communication  with  Fire 
Department  Headquarters,  as  provided  for  by  the  Ad¬ 
ministrative  Code.  Section  487e-2.0-b.” 
and 

Whereas,  said  order  was  referred  to  in  a  decision  of  the 
fire  commissioner  dated  September  20,  1940 ;  and 
Whereas,  the  building  is  located  in  a  residence  use  dis¬ 
trict,  twelve  stories  (100  ft.)  in  height,  25  ft.  by  90  ft.  in 
area ;  of  Class  1  construction ;  equipped  with  a  standpipe 
system;  erected  in  1917;  occupied  throughout  as  a  hotel; 
and 

Whereas,  the  applicant  contends  that  the  building  is  now 
equipped  with  a  fire  alarm  system,  watchman’s  time  de¬ 
tector  system  and  a  standpipe  system ;  that  there  is  a  tele¬ 
phone  in  every  room  which  is  connected  with  a  switchboard 
equipped  with  five  (5)  outgoing  trunk  lines  and  in  charge 
of  an  operator  twenty-four  hours  a  day ;  that  in  view  of  1 
these  conditions,  it  is  requested  that  Item  No.  3  of  the  order 
be  varied. 

Resolved,  that  the  order  of  the  fire  commissioner,  Order 
No.  9232-LF,  Objection  No.  3,  be  and  it  hereby  is  affirmed 
and  that  the  appeal  be  and  it  hereby  is  denied. 


939-40-A. 

APPLICANT — Lama  and  Proskauer,  for  Morris  Messner, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 128  Flushing  avenue,  southwest 
corner  of  Clermont  avenue  (Block  No.  2032,  Lot 
No.  29),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  Morris  Mess¬ 
ner. 

For  Administration:  Morris  Hannes,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock  and  Commis¬ 
sioners  Savage  and  Blum  . 

Negative  .  ® 

Absent :  Assistant  Chief  McCarthy  .  * 
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THE  RESOLUTION— 

(939-40- A) 

Whereas,  Lama  and  Proskaucr,  for  Morris  Messner 
owner,  filed  September  25,  1940,  an  appeal  from  a  decision 
of  the  borough  superintendent  of  buildings;  premises  128 
Flushing  avenue,  southwest  corner  of  Clermont  avenue 
(Block  No.  2032,  Lot  No.  29),  Borough  of  Brooklyn;  and 
Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Permit  No.  785-28,  dated  September  20,  1940 
and  Violation  No.  266-40,  read: 

“In  reply  to  your  letter  of  September  18th,  1940, 
with  respect  to  the  premises  mentioned  above,  you  are 
hereby  informed  that  Permit  No.  785/28  was  revoked 
for  a  misstatement  of  fact  in  that  the  location  of  the 
gasoline  service  station  violated  Section  21  of  the  Build¬ 
ing  Zone  Resolution,  as  amended  May  22,  1925. 

.  This  revocation  is  based  on  the  plans  for  New  Build- 
mg  Application  No.  504  filed  on  January  13th,  1928 
upon  which  the  above  Permit  was  issued.  These  plans 
falsely  stated  that  there  were  no  school  entrances  or 
exits  on  Clermont  Avenue  between  Flushing  and  Park 
Avenues.  The  fact  in  the  matter  is  that  the  Sacred 
Heart  Institute  has  had  entrances  and  exits  on  Cler¬ 
mont  Avenue  between  Flushing  and  Park  Avenues 
prior  to  the  time  that  the  application  had  been  filed. 

Section  21 -A  of  the  Building  Zone  Resolution,  as 
amended  June  28th,  1940,  provides  for  the  protection  of 
children  under  16  years  of  age  in  duly  organized  schools 
licensed  by  the  Board  of  Regents.  All  elementary  and 
)?n<^er  jurisdiction  of  the  Superintendent 
of  Catholic  Schools,  Diocese  of  Brooklyn,  enjoy  cer- 
tificahon  by  the  Board  of  Regents  and  are  entitled  to 
all  rights  and  privileges  appertaining  to  such  jurisdic¬ 
tion. 

The  Sacred  Heart  Institute  is  under  the  jurisdiction 
of  the  Superintendent  of  Catholic  Schools  and  is  there¬ 
fore  a  school  legally  registered  and  recognized  by  the 
Board  of  Regents  of  the  New  York  State  Department 
of  Education. 

Accordingly,  your  request  for  a  reconsideration  is 
hereby  denied.” 

Whereas,  Violation  Order  No.  266-40,  dated  August  2 
?40,  reads: 

.  “You  W>N  please  take  notice  that  there  exists  a  viola¬ 
tion  of  Sections  21  and  22  of  Article  5  of  the  Building 
Zone  Resolution  of  the  Board  of  Estimate  and  Appor¬ 
tionment  adopted  Julv  25,  1916,  in  that 
Permit  785/28  under .  Application  504/28  issued  for 
the  use  of  gasoline  station.  This  permit  was  revoked 
by  the  Superintendent  July  31,  1940,  for  misstatement 
of  facts,  in  the  permit. 

Premises  is  now  being  occupied  without  a  Certificate 
of  Occupancy  from  this  Department.  Also  premises  is 
less  than  200  feet  from  the  nearest  exit  or  entrance  to  a 
Parochial  School. 

Discontinue  use  of  premises  as  a  gasoline  station  at 
once, 
id 

Whereas,  the  premises  consist  of  a  plot  fronting  25  ft. 
i  Flushing  avenue  and  75  ft.  on  Clermont  avenue,  upon 
hich  there  exists  a  one-story  building  (15  ft.)  in  height, 
Cdass  3  construction,  36  ft.  by  23  ft.  8  in.  in  area ;  occu- 
ed  as  an  office,  lubritorium  and  storeroom  in  conjunction 
th  gasoline  service  station  operated  on  the  premises ;  and 
Whereas,  the  applicant  contends  that  permit  for  this 
tiding  was  granted  bv  the  Building  Department  in  1928 
der  Permit  No.  785-28;  that  on  July  31,  1940,  this  per- 
t  was  revoked  by  the  borough  superintendent  of  buildings 
"  misstatement  of  facts  in  the  application ;  that  these  facts 
'led  to.  reveal  that  there  was  at  that  time  a  parochial 
iool  within  200  ft.  from  nearest  entrance  or  exit:  that 
-  present  owner  came  into  possession  of  the  property  by 
tue  of  a  foreclosure  of  premises  in  1933;  that  in  1928  it 


was  the  practice  of  the  Department  of  Housing  and  Build¬ 
ings  to  measure  the  line  of  travel  to  an  exit  or  entrance  of 
a  school  directly  to  the  building  entrance  and  not  a  gate  in 
the  fence  which  leads  to  a  yard;  that  request  was  made  to 
the  Building  Department  pertaining  to  reinstatement  of  this 
permit  under  the  present  law,  which  states  as  follows:  “21-A 
—Applies  to  a  duly  organized  school  licensed  by  the  Board 
of  Regents  for  children  under  sixteen  years  of  age;  the 
school  on  this  block  is  shown  as  the  Sacred  Heart  School 
with  its  main  entrance  at  27-35  Adelphi  street;  inquiry  to 
the  Board  of  Regents  reveals  that  this  school  is  not  licensed 
Jy  A“}e  State  Board  of  Regents  as  called  for  in  section 
zll-A  ;  that  attached  herewith  is  photostatic  copy  of  letter 
received  from  the  director  of  the  University  of  the  State 
of  New  York  setting  forth  above  facts;  that  it  is  therefore 
respectfully  requested  that  the  permit  be  reinstated;  and 
Whereas,  it  appeared  that  no  work  was  done  as  to  the 
new  building  proposed  under  Permit  No.  785  of  1928,  and 
that  the  owner  based  his  occupancy  on  prior  permits  and 
on  an  application  filed  in  1929  for  alteration  of  the  building 
constructed  prior  to  1928;  and 
Whereas,  after  full  hearing  the  applicant  withdrew  the 
appeal  so  as  to  apply  for  a  certificate  of  occupancy  based  on 
permitted  use  prior  to  1928. 

Resolved,  that  the  appeal  be  and  it  hereby  is  withdrawn. 


955-40-A. 


APPLICANT — New  York  City  Housing  Authority,  owner. 
SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 10-26  41st  avenue,  south  side, 
250  ft.  west  of  East  12th  street  (Block  No.  465, 
Lot  No.  35,  and  Block  No.  466,  Lot  No.  35),  Long 
Island  City,  Borough  of  Queens 

APPEARANCES— 


For  Applicant:  John  P.  Riley. 

For  Administration:  Thomas  A.  Larkin,  Fire  De¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  o 


THE  RESOLUTION— 

(955-40-A) 


Whereas,  New  York  City  Housing  Authority,  owner, 
filed .  September  30,  1940,  an  appeal  from  an  order  and  a 
decision  of  the  fire  commisioner;  premises  10-26  41st  ave¬ 
nue.  south  side,  250  ft.  west  of  East  12th  street  (Block  No. 
465,  Lot.  No.  35,  and  Block  No.  466,  Lot  No.  35),  Long 
Island  City,  Borough  of  Queens;  and 
Whereas,  the  order  of  the  fire  commissioner,  Order  No. 
5164-LF,  dated  August  9,  1940,  reads: 


“1.  Install  an  adequate  interior  electric  fire  alarm 
system  in  accordance  with  the  Rules  of  the  Board  of 
Standards  and  Appeals,  and  the  enclosed  approved  lay¬ 
out,  as  per  rules  Board  of  Standards  and  Appeals.  487e- 
2.0.  c.l  Administrative  Code.” 


Whereas,  said  order  was  repeated  in  a  decision  of  the 
fire  commissioner  dated  September  26.  1940;  and 
Whereas,  the  building  is  one  story  (13  ft.)  in  height,  146 
ft.  by  61  ft.  8  in.  in  area ;  of  Class  1  construction :  located 
in  an  unrestricted  use  district;  erected  in  1939,  and  occu¬ 
pied  as  a  children’s  center  for  150  children  and  ten  adults; 
and 

Whereas,  the  applicant  contends  that  the  building  is  onlv 
one  story  in  height,  with  no  occupied  basement,  so  that 
egress  is  easy  in  case  of  fire;  that  the  building  has  direct 
access  on  all  sides  either  to  a  street  or  to  an  open  area  of 
considerable  size;  that  the  building  is  of  fireproof  construc¬ 
tion  throughout ;  in  each  of  the  rooms  in  which  the  children 
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congregate  there  are  doors  with  panic  bolts  opening  out  to 
the  street  or  a  large,  open  area;  these  rooms  accommodate 
not  over  twenty-five  children  at  one  time  varying  in  age 
from  three  to  five  years,  therefore  all  children  are  old 
enough  to  walk  and  could  leave  without  aid;  that  since 
each  room  has  its  own  adequate  and  individual  exit  there 
would  be  no  purpose  served  in  having  a  fire  alarm  system 
as  the  entire  building  could  be  vacated  within  a  few  mo¬ 
ments  in  case  of  emergency;  that  the  children’s  center  is 
operated  as  a  part  of  Queensbridge  Houses  which  is  a  gov¬ 
ernment  subsidized  low-cost  housing  project;  the  children 
are  at  all  times  under  the  close  supervision  of  competent 
workers  who  would  direct  them  in  leaving  the  building  in 
case  of  any  fire;  that  the  installation  of  the  alarm  system 
ordered  by  the  Fire  Department  would  give  no  better  pro¬ 
tection  than  is  available  at  the  present  time  and  would  only 
entail  unnecessary  installation  and  maintenance  expense. 

Resolved  that  the  order  of  the  fire  commissioner,  Order 
No.  5164-LF,  Item  No.  1,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
the  premises  shall  be  maintained  as  proposed  and  shall  not 
be  extended  in  height  or  area ;  that  at  all  times  during 
school  hours  the  building  shall  be  under  the  supervision  of  a 
sufficient  number  of  trained  attendants ;  that  the  existing 
exits  from  the  building  shall  be  equipped  with  approved 
panic  bolts  with  doors  opening  outwardly ;  that  a  periodic 
fire  drill  shall  be  maintained ;  that  a  telephone  of  the  non¬ 
coin  type  with  direct  connection  shall  be  installed  on  the 
premises  in  a  conveniently  central  location  available  at  all 
times  with  a  sign  posted  giving  the  telephone  number  of 
fire  headquarters. 


957-40-A. 

APPLICANT — Charles  Landesman,  for  3  Vestry  Street 
Corporation,  owner  (B.  D.  Kaplan  and  Company, 
Incorporated,  lessee). 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 32  Laight  street,  north  side, 
120  ft.  west  of  Varick  street  (Block  No.  220.  Lot 
No.  42),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Charles  Landesman  and  S.  Walter 
Katz. 

For  Administration :  Inspector  Maher,  Fire  De¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION — 

(957-40-A) 

Whereas,  Charles  Landesman,  for  3  Vestry  Street  Cor¬ 
poration,  owner  (B.  D.  Kaplan  and  Company,  Incorporated, 
lessee) filed  October  2,  1940,  an  appeal  from  an  order  and 
a  decision  of  the  fire  commissioner;  premises  32  Laight 
street,  north  side.  120  ft.  west  of  Varick  street  (Block  No. 
220,  Lot  No.  42),  Borough  of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  Order  No. 
9283-LF,  dated  July  29,  1940,  reads: 

“1.  Provide  a  fixed  fire  extinguishing  system  or 
other  means  for  the  extinguishment  of  fire  satisfactory 
to  the  Fire  Commissioner,  throughout  the  building  C 19- 
161.0.A-C.” 
and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
September  19,  1940,  reads: 

“In  reply  to  your  letter  in  reference  to  Order  No. 
9283-LF  pending  against  the  above  premises  and  re¬ 
quiring  the  installation  of  a  fixed  fire  extinguishing 
system  throughout  the  building,  you  are  advised  as  fol¬ 
lows  : 


The  matter  has  been  under  consideration  and  you  are 
advised  that  in  view  of  the  fact  that  there  are  no  open¬ 
ings  between  11  Vestry  Street  and  32  Laight  Street,  it 
is  the  decision  of  this  Department  that  the  Resolution 
of  the  Board  of  Standards  and  Appeals  under  Calendar 
85-40-A  did  not  effect  32  Laight  Street. 

Your  request  to  rescind  Order  No.  9283-LF  must 
therefore  be  denied.” 
and 

Whereas,  the  building  is  six  stories  (76  ft.)  in  height, 
31.6  ft.  by  87.7  ft.  in  area;  of  Class  3  construction;  located 
in  an  unrestricted  use  district;  erected  in  1909,  and  occu¬ 
pied  since  1929  for  the  storage  of  woolen  clippings,  three 
persons  throughout ;  and 

Whereas,  the  applicant  contends  that  the  premises  ini 
question  are  immediately  to  the  rear  of  No.  11  Vestry' 
street,  which  was  the  subject  of  a  variance  under  Cal.  No. 
85-40-A;  that  this  building  is  connected  to  Ho.  11  Vestry 
street  by  a  fire  escape;  that  there  is  no  manufacturing  of  any 
kind  carried  on  in  the  building;  that  the  building  is  used 
solely  for  the  storage  of  rags  and  wool  clippings  with  never, 
more  than  two  employees  on  the  premises;  that  the  building, 
is  unheated  and  the  basement  is  vacant;  that  the  building 
is  equipped  with  a  stairway  and  elevator  completely  closed 
and  equipped  with  fire  doors  on  all  floors ;  that  egress  to 
the  roof  is  by  means  of  a  ladder  and  scuttle ;  in  view  of 
these  facts,  the  fire  commissioner’s  order  was  erroneous  and 
should  be  reversed.  , 

Resolved,  that  the  order  of  the  fire  commissioner,  Order , 
No.  9283-LF,  Item  No.  1,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
the  cellar  of  this  building  shall  not  be  used  for  the  storage 
of  combustibles  unless  a  non-automatic  dry  sprinkler  sys- , 
tern  is  installed  therein ;  that  all  windows  and  doors  open-  j 
ing  to  the  interior  court  shall  be  fireproof  and  self-closing;  i 
that  all  rubbish  shall  be  removed  from  each  story ;  that  the 
automatic  fire  alarm  system  and  watchman’s  service  shall , 
be  maintained ;  that  in  all  other  respects  the  storage  of  com¬ 
bustible  material  and  the  maintenance  of  the  building  shall 
be  to  the  satisfaction  of  the  fire  commissioner;  that  such 
portable  fire-fighting  equipment  shall  be  installed  as  the  fire 
commissioner  may  direct. 


966-40- A. 

APPLICANT — Charles  Landesman,  for  3  Vestry  Street 
Corporation,  owner  (B.  D.  Kaplan  and  Company, 
Incorporated,  lessee). 

SUBJECT— Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 3  Vestry  street,  south  side,  20  1 
ft.  west  of  Varick  street  (Block  No.  220,  Lot  No. 
21),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Charles  Landesman  and  S.  Walter 
Katz. 

For  Administration:  Inspector  Meyer,  Fire  De¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  . .  4 

Negative  .  ® 

THE  RESOLUTION— 

(966-40-A) 

Whereas,  Charles  Landesman,  for  3  Vestry  Street  Cor¬ 
poration,  owner  (B.  D.  Kaplan  and  Company,  Incorporated,  ' 
lessee),  filed  October  2,  1940,  an  appeal  from  an  order  of 
the  fire  commissioner ;  premises  3  Vestry  street,  south  side, 
20  ft.  west  of  Varick  street  (Block  No.  220,  Lot  No.  21), 
Borough  of  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  Order  No. 
23361 -LF,  dated  September  4,  1940,  reads: 

“Before  a  permit  may  be  issued  for  the  storage  of 
combustible  fibre,  the  following  must  be  done . 
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and 


1.  I  royide  a  fixed  fire  extinguishing  system  or  other 
means  for  the  extinguishment  of  fire  satisfactory  to  the 
hire  Commissioner.  Section  C19-149.0-C-4,  Article  ?6 
of  the  Administrative  Code.’ 

Wil1  **  “?ued  to  exPire  Jan“ary 

1st,  1941.  Expiration  date  subject  to  further  extension 
on  condition  that  requirement  be  met  by  that  date;  it  is 
understood  that  stock  will  at  no  time  exceed  1/3  the 
safe  bearing  capacity  of  any  floor  (on  which  it  is 
stored)  as  certified  to  by  the  Department  of  Housing 
and  Buildings. 

It  is  unlawful  for  you  to  store  a  combustible  fibre 
without  a  permit.  Please  notify  this  department 
promptly  when  this  order  has  been  complied  with.” 


Whereas,  the  building  is  six  stories  (76  ft.)  in  height 
24.9  ft.  by  175.5  ft.  in  area;  of  Class  3  construction;  located 
in  an  unrestricted  use  district;  erected  in  1909;  occupied 
since  1925  as  follows:  cellar,  storing  of  wool  clippings; 

.  first  storv,  same;  second  story,  dining  room,  kitchen  and 
sample  room ,  third  story,  storage  of  wool  clippings ;  fourth 
story,  same;  fifth  story,  baling  wool  clippings;  sixth  story, 
same,  twenty  (20)  persons  throughout  the  building;  and 
Whereas,  applicant  contends  that  the  present  business 
has  been  carried  on  at  this  location  for  fifteen  years,  during 
which  time  there  have  been  no  fires ;  that  there  are  no  resi¬ 
dential  buildings  in  the  neighborhood  and  no  manufacturing 
is  done  in  the  building ,  that  the  second  story  is  occupied 
dy  the  company’s  executives  as  a  dining  room  and  kitchen; 
that  the  balance  of  the  second  story  is  used  for  storage  of 
wool  clippings  and  as  a  sample  room ;  that  the  dining  room 
ind  sample  room  are  air  conditioned ;  that  the  building  is 
inder  constant  supervision  twenty-four  hours  of  the  day; 
hat  the  building  is  equipped  with  an  automatic  fire  alarm 
>ystem  connected  to  the  Automatic  Fire  Alarm  Company ; 
hat  night  watchman  and  clock  service  is  maintained;  that 
here  is  a  fire  hydrant  directly  in  front  of  the  premises  and 
•ne  diagonally  across  the  street ;  that  the  building  fronts  on 
wo  streets,  with  the  exception  of  loose  clippings  in  prepara- 
ion  for  baling  on  the  fifth  and  sixth  stories,  which  never 
xceed  one  ton;  the  only  goods  stored  in  the  building  con¬ 
's1  of  baled  wool  clippings ;  that  the  building  is  kept  locked 
t  a  1  times;  that  the  stock  is  kept  a  safe  distance  from  the 
/inflows  and  is  never  piled  nearer  than  8  ft.  to  the  ceiling; 
lat  ample  aisle  space  is  maintained;  that  the  premises  are 
nheated  except  for  the  second  story ;  that  the  building  con- 
ects  to  premises  5,  7  and  9  Vestry  street  by  fire  doors  to 
ie  first,  second,  third  and  fourth  stories  and  connects 
i rough  all  these  buildings  and  No.  11  Vestry  street  by  fire 
aors  on  the  fifth  and  sixth  stories ;  that  there  are  two  ed¬ 
itors  in  the  premises  equipped  with  fire  doors  on  every 
a°r ;  that  there  are  two  stairways ;  that  the  building  is  ac- 
■ssible  from  the  roofs  of  adjoining  buildings;  that  egress 
m.be  had  from  the  roof  of  this  building;  that  to  require 
e  installment  of  an  automatic  sprinkler  system  would  sub- 
ct  the  owner  to  an  unnecessary  hardship ;  that  the  condi- 
3ns  m  this  building  are  similar  to  those  accepted  by  the 
aard  under  Cal.  No.  588-21-A  and  Cal.  No.  85-40-A ;  that 
view  of  these  conditions,  the  fire  commissioner’s  order 
Quid  be  reversed. 

•f' the  order  of  the  fire  commissioner.  Order 
a  zodol-LC  Item  No.  1,  be  and  it  hereby  is  modified  and 
at  the  appea  be  and  it  hereby  is  granted  on  condition  that 
e  cellar  of  this  building  shall  not  be  used  for  the  storage 
combustibles  unless  a  non-automatic  dry  sprinkler  svs- 
n  is  installed  throughout  the  cellar;  that  all  rubbish  shall 
removed  from  each  story,  and  that  in  all  other  respects 
'  forage  of  combustible  material  and  the  maintenance  of 
in  mg  shall  be  satisfactory  to  the  fire  commissioner; 
it  such  fire-fighting  material  shall  be  installed  as  the  fire 
nmissioner  shall  direct,  and  that  the  automatic  fire  alarm 
tern  and  watchman’s  service  shall  be  maintained. 


PREM£ISF^PR?lrTPnn  oi ?er°f  the  fire  commissioner. 
PREMISES  AFFECTED— -215  Ryerson  street,  east  side, 

4-5  ft  north  of  DeKalb  avenue  (Block  No.  1920 

APPEARANCES—  '  B°r°USh  °f  Br0°kl),n' 

Eor  Applicant:  F.  Villmo. 

For  Administration:  Inspector  Meyer,  Fire  De¬ 
partment. 

TH^VOTE— BCIARD— Appeal  granted  on  condition. 

Affirmative:  Chairman  Murdock  and  Commis¬ 
sioners  Savage  and  Blum  .  3 

Negative:  Assistant  Chief  McCarthy  .  1 

THE  RESOLUTION— 

(970-40-A) 

Whereas,  Pratt  Institute,  owner,  filed  October  4  1940 
an  appeal  from  an  order  of  the  fire  commissioner;  premises 
-15  Ryerson  street,  east  side.  425  ft.  north  of  DeKalb  ave- 
nue  (Block  No.  1920,  Lot  No.  16),  Borough  of  Brooklyn; 

S4onrITR^AS^  thj  ^rder  the  fire  commissioner,  Order  No. 
84906-LC,  dated  September  16,  1940,  reads: 

Brovide  a  rpom  of  fireproof  construction,  with 
self-closing  fireproof  door  on  6th  floor  and  place  there- 
!n e  refrigeration  box  which  now  extends  into  the 
hallway.  Said  room  to  be  adequately  ventilated  to  the 
open  air.  C-19-96-4.  Administrative  Code 
2.  Hood  all  gas  ranges  on  6th  story  in  cooking 
school  and  make  all  doors  from  same  self-closing  and 
fireproof.  C-19-96-8,  Administrative  Code.” 
and 

Whereas  the.  building  is  six  stories  (100  ft.)  in  height 
96  ft.  by  85  ft.  in  area;  of  Class  6  construction;  located  in 
a  residence  use  B  area  district;  erected  in  1887.  and  occu- 
piecl  as  a  school,  with  kitchens  and  laboratories  located  on 
the  sixth  story;  and 

Whereas  the  applicant  contends  that  to  comply  with 
Item  Nos.  1  and  2  of  the  fire  commissioner’s  order  ^t  the 

^  T  tl,m.e  )vouId  ,cause  confusion  and  inconvenience  while 
the  schoo1  is  m  session;  that  it  is  proposed  to  provide  a  fire- 
proof  room  in  space  now  occupied  by  two  offices,  as  shown 
on  plans  filed  herewith,  and  to  install  therein  the  refriger- 

tu°l' qUf  • 10n  whlch  are  now  located  on  the  sixth  story  • 
tFha.t?the .refrigerators  contain  not  more  than  six  pounds  of 
ccfngerant ;  that  in  addition  to  constructing  the  pro- 
posed  fireproof  room  it  will  be  necessary  to  provide  sub- 
-titute  office  space  by  completely  changing  partitions  in 
,?-0rtl0n  ?f  t!?e  Elding;  that  this  work  would  seri- 
ously  dnsrupt  the  classes,  and  it  is  further  requested  that  a 

X  h  Srf-itCd  tV  -the  Board  as  to  Permi't  the  work  to  be 
schS)?d  Untl  SUCh  timC  3S  Wl11  meet  the  convem'ence  of  the 

Nrf  84Q1VW  that  the  order  of  the  fire  commissioner,  Order 
Z°:  8t9?t\C;uItem  N?s-  1  and  2,  be  and  it  hereby  is  modi- 
fied  and  that  the  appeal  be  and  it  hereby  is  granted  on  con 
dition  that  the  refrigerator  located  in  the  room  in  which 
open  flame  exists  shall  contain  not  more  than  three  pounds 
f  Freon  and  that  such  room  shall  be  not  less  than  500  sq 
ft.  in  area  and  shall  have  not  less  than  five  windows  opening 
directly  to  the  outer  air;  that  the  refrigerator  locked  in  Ihf 

JndhXSha^  no/.contam  more  than  six  pounds  of  Freon 
and  that  such  refrigerators  shall  be  so  located  as  to  comply 

\  ith  the  requirements  of  the  Administrative  Code  and  to  the 
satisfaction  of  the  fire  commissioner  wTERTn  eight  (8)  months 
from  the  date  of  this  resolution.  months 


'-40-A. 

PLICA  NT — Pratt  Institute,  owner. 


979-40-A. 

APPLICANT— G.  Richard  Davis  and  Company  Incor 

andatc’  TTh  CSaneS  -F*  Noyes-  Bertram  'Stroock 
and  G.  Richard  Davis,  owners  (Lamport  Manu- 

?rRTirrTCU1mff  Company,  lessee). 

.SUBJECT— Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 
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PREMISES  AFFECTED — 365  Broadway,  northwest  cor¬ 
ner  of  Franklin  street  (Block  No.  175,  Lot  No. 
33),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  William  F.  Stock. 

For  Administration :  Inspector  Maher,  Fire  De¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(979-40-A) 

Whereas,  G.  Richard  Davis  and  Company,  Incorporated, 
for  Charles  F.  Noyes,  Bertram  Stroock  and  G.  Richard 
Davis,  owners,  filed  October  8,  1940,  an  appeal  from  an 
order  and  a  decision  of  the  fire  commissioner;  premises  365 
Broadway,  northwest  corner  of  Franklin  street  (Block  No. 
175,  Lot  No.  33),  Borough  of  Manhattan and 

Whereas,  the  order  of  the  fire  commissioner,  Order  No. 
9357-LF,  dated  August  12,  1940,  reads: 

“1.  Install  an  approved  standpipe  system  arranged 
and  equipped  as  per  Art.  17,  Chap.  26,  Adm.  Code.” 

and 

Whereas,  said  order  was  repeated  in  a  decision  of  the 
fire  commissioner,  dated  September  23.  1940,  which  reads : 

“In  reply  to  your  letter  in  reference  to  Order  No. 
9357-LF  requiring  a  standpipe  system,  you  are  advised 
that  Art.  17,  Chapter  26,  Adm.  Code  requires  such  a 
system  in  all  existing  buildings  exceeding  85  feet  in 
height. 

A  careful  measurement  of  this  building  shows  the 
height  to  be  90  feet. 

An  automatic  sprinkler  system  does  not  waive  the 
requirement  for  the  standpipe  system  in  a  building  of 
this  height.” 
and 

Whereas,  the  building  is  six  stories  (90  ft.  10J4  in.)  in 
height,  50  ft.  2  in.  by  150  ft.  Sy2  in.  in  area;  of  Class  -— 
construction;  located  in  a  business  use  district;  erected  in 
1860;  now  being  equipped  with  a  sprinkler  system,  and  occu¬ 
pied:  sub-cellar  and  cellar,  storage;,  first  story,  store; 
mezzanine,  vacant ;  second  to  sixth  stories,  inclusive,  offices ; 
it  is  proposed  to  be  occupied :  sub-cellar  and  cellar,  storage ; 
first  story,  office,  showroom  and  storage;  mezzanine,  of¬ 
fice;  second  to  fifth  stories,  inclusive,  storage;  sixth  story, 
office  and  showroom ;  and 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
install  a  complete  two-source  sprinkler  system  with  15,000- 
gallon  tank,  a  5,000-gallon  booster  pump  and  a  6  in.  city 
main  connection;  that  it  is  requested  the  requirement  of 
the  standpipe  order  be  waived  in  view  of  the  low  height  of 
the  building  and  in  view  of  the  proposed  sprinkler  protec¬ 
tion. 

Resolved,  that  the  order  of  the  fire  commissioner,  Order 
No.  9357-LF,  Item  No.  1,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
the  building  shall  not  be  occupied  for  factory  purposes  and 
that  an  approved  sprinkler  system  shall  be  installed,  as  pro¬ 
posed,  throughout ;  that  in  all  other  respects  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto. 


1033-40-A. 

APPLICANT — Alexander  Zager,  for  Utopia  Estates,  In¬ 
corporated,  owner. 

SUBJECT — Appeal  from  decisions  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 171-04,  171-08,  171-12,  171-16, 
171-20,  171-24.  171-28,  171-32,  171-36,  171-40  and 
171-44  Pidgeon  Meadow  road,  south  side,  between 


171st  street  and  Fresh  Meadow  lane  (Block  No. 
5576,  Lot  No.  1),  Flushing,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Hyman  Stein. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock  and  Commis¬ 


sioners  Savage  and  Blum  .  3 

Negative  .  0 

Absent:  Assistant  Chief  McCarthy  .  1 

THE  RESOLUTION— 

(1033-40-A) 


Whereas,  Alexander  Zager,  for  Utopia  Estates,  Incor¬ 
porated,  owner,  filed  October  29.  1940,  an  appeal  from  deci¬ 
sions  of  the  borough  superintendent  of  buildings ;  premises 
171-04  to  171-44  Pidgeon  Meadow  road,  south  side,  between 
171st  street  and  Fresh  Meadow  lane  (Block  No.  5576,  Lot 
No.  1),  Flushing,  Borough  of  Queens;  and 
Whereas,  the  decisions  of  the  borough  superintendent  of 
buildings,  on  New  Building  Application  Nos.  5744  to  5754- 
40,  inclusive,  dated  October  18.  1940,  read: 

“The  erection  of  a.  frame  building  within  the  fire  limits 
is  contrary  to  Section  4.1.2  Building  Code.” 
and 

Whereas,  the  premises  consist  of  a  plot  fronting  103.99 
ft.  on  171st  street  and  428  ft.  on  Pidgeon  Meadow  road,  with 
a  depth  of  100  ft.  therefrom;  located  in  business  and  resi¬ 
dence  use  D  area  districts ;  it  is  proposed  to  subdivide  the 
plot  into  eleven  separate  lots  and  to  erect  on  each  lot  a 
one  or  one  and  one-half  story  frame  one-family  dwelling, 
25  ft.  by  38  ft.  8  in.  in  area,  and  a  one-car  private  garage, 

11  ft.  by  19  ft.  6  in.  in  area;  the  dwellings  will  be  surfaced 
on  the  exterior  with  brick  veneer  to  plate  line  and  with 
asbestos  shingles  above;  the  roofs  will  be  surfaced  with 
asphalt  shingles ;  garages  will  be  of  Class  3  construction, 
with  hip  roofs  surfaced  with  asphalt  shingles  and  front 
frame  dormers  surfaced  with  wood  siding  or  asbestos 
shingles ;  dwellings  will  be  set  back  from  Pidgeon  Meadow 
road  a  distance  of  15  ft.,  into  which  setback  front  entrances 
may  project  for  a  distance  of  5  ft.;  side  yards  will  be  pro¬ 
vided  on  the  easterly  sides  of  8  ft.  in  width,  except  for  the 
dwelling  to  be  located  at  the  intersection  of  171st  street  and 
Pidgeon  Meadow  road  which  will  have  a  side  yard  on  the 
easterly  side  of  5  ft. ;  side  yards  provided  on  the  westerly 
sides  will  be  5  ft.  in  width,  except  for  the  dwelling  to  be 
located  at  the  intersection  of  171st  street  and  Pidgeon 
Meadow  road,  which  will  be  set  back  from  171st  street  not 
less  than  2  ft.  at  any  point;  garages  will  be  located  not 
nearer  than  1  ft.  to  side  and  rear  lot  lines  and  will  be  used 
as  accessory  to  the  dwelling;  and 

Whereas,  the  applicant  contends  that  the  owner  has  pur¬ 
chased  all  of  the  land  surrounding  the  premises  in  question 
and  is  now  developing  said  area  with  buildings  of  similar 
construction ;  that  a  declaration  of  restriction  has  been  filed 
restricting  all  the  property  owned  by  the  applicant  to  resi¬ 
dential  use;  that  in  order  to  harmonize  with  the  existing 
development  and  to  meet  the  present  sales  market  it  is 
necessary  to  construct  the  buildings  as  proposed,  as  the 
construction  of  Class  3  dwellings  would  not  be  warranted  , 
by  the  possible  sales  market  in  this  area. 

Resolved,  that  the  decisions  of  the  borough  superintendent 
of  buildings,  on  New  Building  Application  Nos.  5744  to , 
5754-40,  inclusive,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
dwellings  and  accessory  garages  shall  be  constructed  as  pro¬ 
posed;  that  each  dwelling  shall  be  restricted  to  the  occu¬ 
pancy  of  one  family;  that  in  all  other  respects  the  buildings 
shall  comply  with  all  laws,  rules  and  regulations  applicable 
to  a  similar  building  erected  outside  the  fire  limits. 


1034-40- A. 

APPLICANT — Alexander  Zager,  for  Utopia  Estates,  In¬ 
corporated,  owner. 
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SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 49-06  Fresh  Meadow  lane,  west 
side,  between  Auburndale  lane  and  Pidgeon  Meadow 
road  (Block  No.  5576,  Lot  No.  1),  Flushing.  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant :  Hyman  Stein. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock  and  Commis¬ 


sioners  Savage  and  Blum  .  3 

Negative  .  0 

Absent :  Assistant  Chief  McCarthy  .  1 

THE  RESOLUTION— 

(1034-40- A) 


Whereas,  Alexander  Zager,  for  Utopia  Estates,  Incor¬ 
porated,  owner,  filed  October  29,  1940,  an  appeal  from  a  deci¬ 
sion  of  the  borough  superintendent  of  buildings;  premises 
49-06  Fresh  Meadow  lane,  west  side,  between  Auburndale 
lane  and  Pidgeon  Meadow  road  (Block  No.  5576,  Lot  No. 
1),  Flushing,  Borough  of  Queens;  and 
Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  New  Building  Application  No.  5755-40,  dated 
October  18,  1940,  reads: 

“The  erection  of  a  frame  building  within  the  fire  limits 
is  contrary  to  Section  4.1.2  Building  Code.” 

I  and 

Whereas,  the  premises  consist  of  a  plot  fronting  7  ft.  on 
Pidgeon  Meadow  road,  89.13  ft.  on  Fresh  Meadow  lane, 
86.26  ft.  on  Underhill  avenue  and  100.89  ft.  along  the  west¬ 
erly  lot  line ;  located  in  business  and  residence  use  D  area 
districts ;  it  is  proposed  to  erect  on  the  plot  a  one  and  one- 
half  story  frame  one-family  dwelling,  25  ft.  by  38  it.  8  in. 
in  area,  and  a  private  garage,  19  ft.  6  in.  by  11  ft.  in  area; 
of  Class  3  construction;  the  dwelling  will  be  set  back  from 
Fresh  Meadow  lane  a  distance  of  5  ft.,  from  Pidgeon 
Meadow  road  for  a  distance  of  22  ft.  and  the  garage  will 
be  set  back  from  Underhill  avenue  for  a  distance  of  2  ft. ; 
a  side  yard  will  be  provided  on  the  westerly  side  of  the 
dwelling  5  ft.  in  width ;  the  dwelling  will  be  surfaced  on  the 
exterior  of  the  first  story  with  masonry  veneer  and  with 
asbestos  shingles  above ;  the  roof  will  be  surfaced  with 
asphalt  shingles;  the  garage  will  be  of  Class  3  construction 
with  hip  roof  surfaced  with  asphalt  shingles,  with  front 
frame  dormer  surfaced  with  wood  siding  or  asbestos 
shingles ;  the  garage  will  be  located  not  nearer  than  1  ft.  to 
the  westerly  lot  line;  front  entrance  steps  for  the  dwelling 
may  project  into  the  setbacks  from  Fresh  Meadow  lane  and 
Pidgeon  Meadow  road;  side  entrance  steps  may  project 
into  side  yards  a  distance  of  3  ft. ;  and 
Whereas,  the  applicant  contends  that  the  appeal  should  be 
granted  for  the  same  reasons  as  under  Cal.  No.  1033-40-A. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  on  New  Building  Application  No.  5755-40,  be 
and  it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  dwelling  and  accessory 
garage  shall  be  constructed  as  proposed ;  that  the  dwelling 
shall  be  restricted  to  the  occupancy  of  one  family;  that  in 
all  other  respects  the  building  shall  comply  with  all  laws, 
rules  and  regulations  applicable  to  a  similar  building  erected 
outside  the  fire  limits. 


1035-40-A. 

APPLICANT — Alexander  Zager,  for  Utopia  Estates,  In¬ 
corporated,  owner. 

SUBJECT — Appeal  from  decisions  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 48-1 1  and  48-15  171st  street, 
east  side,  103.99  ft.  south  of  Pidgeon  Meadow  road 
(Block  No.  5576,  Lot  No.  1),  Flushing,  Borough 
of  Queens. 


APPEARANCES— 

For  Applicant :  Hyman  Stein. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock  and  Commis¬ 


sioners  Savage  and  Blum  .  3 

Negative  .  0 

Absent:  Assistant  Chief  McCarthy  .  1 

THE  RESOLUTION— 

(1035-40-A) 


Whereas,  Alexander  Zager,  for  Utopia  Estates,  Incor¬ 
porated,  owner,  filed  October  29.  1940,  an  appeal  from  deci¬ 
sions  of  the  borough  superintendent  of  buildings ;  premises 
48-11  and  48-15  171st  street,  east  side,  103.99  ft.  south  of 
Pidgeon  Meadow  road  (Block  No.  5576,  Lot  No.  1).  Flush¬ 
ing,  Borough  of  Queens ;  and 

Whereas,  the  decisions  of  the  borough  superintendent  of 
buildings,  on  New  Building  Application  Nos.  5763  and  5764- 
40,  dated  October  18,  1940,  read: 

“The  erection  of  a  frame  building  within  the  fire  limits 
is  contrary  to  Section  4.1.2  Building  Code.” 
and 

Whereas,  the  premises  consist  of  a  plot  fronting  105.02 
ft.  on  171st  street,  with  a  depth  of  128  ft.  along  the  north¬ 
erly  lot  line  and  117.40  ft.  along  the  southerly  lot  line;  lo¬ 
cated  in  business  and  residence  use  D  area  districts ;  it  is 
proposed  to  subdivide  the  plot  into  two  separate  lots  and  to 
erect  on  each  lot  a  one  or  one  and  one-half  story  frame  one- 
family  dwelling,  25  ft.  by  38  ft.  8  in.  in  area,  and  a  private 
garage,  11  ft.  by  19  ft.  6  in.  in  area;  the  dwellings  will  be 
set  back  from  171st  street  a  distance  of  15  ft.  and  will  be 
provided  with  side  yards  on  the  northerly  side  of  9  ft.  in 
width  and  on  the  southerly  side  of  not  less  than  3  ft. ;  the 
garage  will  be  located  not  nearer  than  1  ft.  to  the  side  and 
rear  lot  lines ;  front  entrances  may  project  into  the  setback 
from  171st  street  a  distance  of  5  ft. ;  dwellings  will  be  sur¬ 
faced  on  the  exterior  of  the  first  story  with  masonry  veneer 
and  with  asbestos  shingles  above ;  roofs  will  be  surfaced 
with  asphalt  shingles ;  garages  will  be  of  Class  3  construction 
with  hip  roofs  surfaced  with  asphalt  shingles  and  front 
frame  dormers  surfaced  with  wood  siding  or  asbestos 
shingles ;  garages  will  be  used  as  accessory  to  the  dwell¬ 
ings  ;  and 

W hereas,  the  applicant  contends  that  the  appeal  should  be 
granted  for  the  same  reasons  as  under  Cal.  No.  1033-40-A. 

Resolved,  that  the  decisions  of  the  borough  superintendent 
of  buildings,  on  New  Building  Application  Nos.  5763  and 
5764-40.  be  and  it  hereby  is  modified  and  that  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  the  dwellings  and 
accessory  garages  shall  be  constructed  as  proposed ;  that 
each  dwelling  shall  be  restricted  to  the  occupancy  of  one 
family  ;  that  in  all  other  respects  the  building  shall  comply 
with  all  laws,  rules  and  regulations  applicable  to  a  similar 
building  erected  outside  the  fire  limits. 


1036-40- A. 

APPLICANT — Alexander  Zager,  for  Utopia  Estates,  In¬ 
corporated,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 48-12  171st  street,  west  side, 
93.59  ft.  south  of  Pidgeon  Meadow  road  (Block 
No.  5575,  Lot  No.  48),  Flushing,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Hyman  Stein. 

AC  I  ION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock  and  Commis¬ 


sioners  Savage  and  Blum  .  3 

Negative  .  0 

Absent:  Assistant  Chief  McCarthy  .  1 
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THE  RESOLUTION— 

(1036-40- A) 

Whereas,  Alexander  Zager,  for  Utopia  Estates,  Incor¬ 
porated,  owner,  filed  October  29,  1940,  an  appeal  from  a  deci¬ 
sion  of  the  borough  superintendent  of  buildings ;  premises 
48-12  171st  street,  west  side,  93.59  ft.  south  of  Pidgeon 
Meadow  road  (Block  No.  5575,  Lot  No.  48),  Flushing,  Bor¬ 
ough  of  Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings, on  New  Building  Application  No.  5765-40,  dated 
October  18,  1940,  reads: 

“The  erection  of  a  frame  building  within  the  fire  limits 
is  contrary  to  Section  4.1.2  Building  Code.” 
and 

Whereas,  the  premises  consist  of  a  plot  fronting  38.99  ft. 
on  171st  street,  with  a  depth  of  111.36  ft.  along  the  southerly 
lot  line ;  located  in  business  and  residence  use  D  area  dis¬ 
tricts  ;  it  is  proposed  to  erect  on  the  plot  a  one  or  one  and 
one-half  story  frame  one-family  dwelling,  25  ft.  by  38  ft.  8 
in.  in  area,  and  a  private  garage,  11  ft.  by  19  ft.  6  in.  in 
area,  of  Class  3  construction ;  the  dwelling  will  be  set  back 
from  171st  street  a  distance  of  15  ft.,  into  which  setback 
front  entrance  may  project  a  distance  of  5  ft. ;  a  side  yard 
will  be  provided  on  the  northerly  side  of  8  ft.  6  in.  and  on 
the  southerly  side  of  4  ft. ;  garage  will  be  located  not  nearer 
than  1  ft.  to  side  or  rear  lot  lines ;  the  dwelling  will  be  sur¬ 
faced  on  the  exterior  with  masonry  veneer  on  the  first  story 
and  asbestos  shingles  above;  roof  will  be  surfaced  with  as¬ 
phalt  shingles ;  garage  will  be  of  Class  3  construction,  with 
hip  roof  surfaced  with  asphalt  shingles  and  front  frame 
dormer  surfaced  with  wood  siding  or  asbestos  shingles ;  and 

Whereas,  the  applicant  contends  that  the  appeal  should  be 
granted  for  the  same  reasons  as  under  Cal.  No.  1033-40-A. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  on  New  Building  Application  No.  5765-40,  be 
and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  dwelling  and  acces¬ 
sory  garage  shall  be  constructed  as  proposed ;  that  the 
dwelling  shall  be  restricted  to  the  occupancy  of  one  family ; 
that  in  all  other  respects  the  building  shall  comply  with  all 
laws,  rules  and  regulations  applicable  to  a  similar  building 
erected  outside  the  fire  limits. 


1037-40-A. 

APPLICANT — Alexander  Zager,  for  Utopia  Estates,  In¬ 
corporated,  owner. 

SUBJECT — Appeal  from  decisions  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 170-28,  170-32,  170-36,  170-40 
and  170-44  Pidgeon  Meadow  road,  southwest  corner 
of  171  st  street  and  south  side  of  Pidgeon  Meadow 
road,  31  ft.,  69.5  ft.  and  108  ft.  west  of  171st  street 
(Block  No.  5575,  Lot  No.  48),  Flushing,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  Hyman  Stein. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE—  _ 

Affirmative:  Chairman  Murdock  and  Commis¬ 


sioners  Savage  and  Blum  . 3 

Negative  .  0 

Absent:  Assistant  Chief  McCarthy  .  1 

THE  RESOLUTION— 

(1037-40-A) 


Whereas,  Alexander  Zager,  for  Utopia  Estates,  Incor¬ 
porated,  owner,  filed  October  29.  1940,  an  appeal  from  deci¬ 
sions  of  the  borough  superintendent  of  buildings ;  premises 
170-28  to  170-44  Pidgeon  Meadow  road,  southwesterly  side, 
between  170th  place  and  171st  street  (Block  No.  5575,  Lot 
No.  48),  Flushing,  Borough  of  Queens;  and 


Whereas,  the  decisions  of  the  borough  superintendent  cx 
buildings,  on  New  Building  Application  Nos.  5766  to  5770- 
40,  inclusive,  dated  October  18,  1940,  read: 

“The  erection  of  a  frame  building  within  the  fire  limits 
is  contrary  to  Section  4.1.2  Building  Code.” 
and 

Whereas,  the  premises  consist  of  a  plot  fronting  185  ft. 
on  Pidgeon  Meadow  road,  with  a  depth  of  90  ft.  and  100  ft. 
therefrom;  located  in  a  business  and  residential  use  D  area 
district ;  it  is  proposed  to  subdivide  the  plot  into  five  sep-  I 
arate  lots  and  to  erect  on  each  lot  a  one  or  one  and  one- 
half  story  frame  one-family  dwelling,  25  ft.  by  38  ft.  8  in. 
in  area,  and  a  private  garage,  11  ft.  by  19  ft.  6  in.  in  area,  \ 
of  Class  3  construction ;  the  dwellings  will  be  set  back  from 
Pidgeon  Meadow  road  a  distance  of  15  ft.,  into  which  set-  3 
back  front  entrance  may  project  a  distance  of  5  ft.;  the  f 
corner  buildings  will  be  set  back  from  170th  place  8  ft.  6  in. 
and  from  171st  street  6  ft.,  respectively;  the  dwelling  to  be  3 
located  at  the  intersection  of  Pidgeon  Meadow  road  and  E 
171st  street  will  have  a  side  yard  on  the  northwesterly  side 
of  5  ft.  in  width;  the  dwelling  to  be  located  at  the  inter-  ! 
section  of  170th  place  and  Pidgeon  Meadow  road  will  have  < 
a  side  yard  on  the  southeasterly  side  of  5  ft.  in  width ;  the  : 
three  other  dwellings  to  be  located  on  the  central  portion  of 
the  plot  will  have  side  yards  on  the  northwesterly  side  of  ’ 
5  ft.  in  width  and  on  the  southeasterly  side  of  8  ft.  6  in.  in  i 
width ;  garages  will  be  located  not  nearer  than  1  ft.  to  side  < 
or  rear  lot  lines ;  dwellings  will  be  surfaced  on  the  exterior  1 
of  first  story  with  masonry  veneer  and  with  asbestos  shingles 
above;  roofs  will  be  surfaced  with  asphalt  shingles;  garages 
will  be  of  Class  3  construction,  with  frame  front  dormers 
surfaced  with  wood  siding  or  asbestos  shingles  and  roofs 
surfaced  with  asphalt  shingles ;  and 

Whereas,  the  applicant  contends  that  the  appeal  should  be 
granted  for  the  same  reasons  as  under  Cal.  No.  1033-40-A.  1 

Resolved,  that  the  decisions  of  the  borough  superintendent  : 
of  buildings,  on  New  Building  Application  Nos.  5766  to 
5770-40,  inclusive,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the  : 
dwellings  and  accessory  garages  shall  be  constructed  as  pro¬ 
posed  ;  that  each  dwelling  shall  be  restricted  to  the  occupancy 
of  one  family ;  that  in  all  other  respects  the  buildings  shall 
comply  with  all  laws,  rules  and  regulations  applicable  to  1 
a  similar  building  erected  outside  the  fire  limits. 


1038-40- A. 

APPLICANT — Alexander  Zager,  for  Utopia  Estates,  In¬ 
corporated,  owner. 

SUBJECT — Appeal  from  decisions  of  the  borough  super-  1 
intendent  of  buildings. 

PREMISES  AFFECTED— 170-04,  170-08.  170-12,  170-16 
and  170-20  Pidgeon  Meadow  road,  southeast  corner 
of  170th  street  and  southwest  corner  of  170th  place 
and  south  side  of  Pidgeon  Meadow  road,  40  ft.,  30 
ft.  and  120  ft.  west  of  170th  place  (Block  No.  5575, 
Lot  No.  2),  Flushing,  Borough  of  Queens. 
APPEARANCES—  1 

For  Applicant:  Hyman  Stein. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock  and  Commis¬ 
sioners  Savage  and  Blum  .  3 

Negative  .  0 

Absent :  Assistant  Chief  McCarthy  .  1 

THE  RESOLUTION— 

(1038-40- A) 

Whereas,  Alexander  Zager,  for  Utopia  Estates,  Incor¬ 
porated,  owner,  filed  October  29.  1940,  an  appeal  from  deci¬ 
sions  of  the  borough  superintendent  of  buildings  ;  premises 
170-04  to  170-20  Pidgeon  Meadow  road,  south  side,  between  ' 
170th  street  and  170th  place  (Block  No.  5575,  Lot  No.  2), 
Flushing,  Borough  of  Queens ;  and 
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Whereas,  tlic  decisions  of  the  borough  superintendent  of 
buildings,  on  New  Building  Application  Nos.  5771  to  5775- 
40,  inclusive,  dated  October  18,  1940,  read: 

“The  erection  of  a  frame  building  within  the  fire  limits 
is  contrary  to  Section  4.1.2  Building  Code.” 

and 

Whereas,  the  premises  consist  of  a  plot  fronting  206.69 
ft.  on  Pidgeon  Meadow  road,  88.38  ft.  on  170th  street  and 
100  ft.  on  170th  place;  located  in  a  business  and  residence 
use  I)  area  district ;  it  is  proposed  to  subdivide  the  plot  into 
five  separate  lots  and  to  erect  on  each  lot  a  one  or  one  and 
one-half  story  frame  one-family  dwelling,  25  ft.  by  38  ft.  8 
in.  in  area,  and  a  private  garage,  11  ft.  by  19  ft.  6  in.  in 
area,  of  Class  3  construction ;  the  dwellings  will  be  set  back 
from  Pidgeon  Meadow  road  a  distance  of  approximately 
15  ft.,  into  which  setback  front  entrance  may  project  a  dis¬ 
tance  of  5  ft. ;  side  yards  will  be  provided  on  the  south¬ 
easterly  sides  10  ft.  in  width  and  on  the  northwesterly  side 
5  ft.  in  width ;  the  dwelling  to  be  located  at  the  corner  of 
170th  street  will  be  set  back  from  170th  street  an  average 
of  15  ft.  and  the  dwelling  to  be  located  on  170th  place  will 
be  set  back  from  170th  place  10  ft.;  the  dwellings  will  be 
surfaced  on  the  exterior  of  the  first  story  with  masonry 
veneer  and  with  asbestos  shingles  above ;  roofs  will  be 
surfaced  with  asphalt  shingles ;  garages  will  be  of  Class  3 
construction,  with  hip  roofs  surfaced  with  asphalt  shingles 
and  front  frame  dormers  surfaced  with  wood  siding  or  as¬ 
bestos  shingles ;  and 

Whereas,  the  applicant  contends  that  the  appeal  should  be 
granted  for  the  same  reasons  as  under  Cal.  No.  1033-40-A. 

Resolved,  that  the  decisions  of  the  borough  superintendent 
of  buildings,  on  New  Building  Application  Nos.  5771  to 
5775-40,  inclusive,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
dwellings  and  accessory  garages  shall  be  constructed  as 
proposed ;  that  each  dwelling  shall  be  restricted  to  the  occu¬ 
pancy  of  one  family ;  that  in  all  other  respects  the  buildings 
shall  comply  with  all  laws,  rules  and  regulations  applicable 
to  a  similar  building  erected  outside  the  fire  limits. 


1039-40-A. 

APPLICANT — Alexander  Zager,  for  Utopia  Estates,  In¬ 
corporated,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 48-11  170th  street,  south  side, 
88.38  ft.  west  of  Pidgeon  Meadow  road  (Block  No. 
5575,  Lot  No.  2),  Flushing,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Hyman  Stein. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

I  THE  VOTE— 

Affirmative:  Chairman  Murdock  and  Commis¬ 


sioners  Savage  and  Blum  .  3 

Negative  .  0 

Absent :  Assistant  Chief  McCarthy  .  1 

THE  RESOLUTION— 

(1039-40-A) 


Whereas,  Alexander  Zager,  for  Utopia  Estates,  Incor¬ 
porated,  owner,  filed  October  29,  1940,  an  appeal  from  a  deci¬ 
sion  of  the  borough  superintendent  of  buildings ;  premises 
48-11  170th  street,  south  side,  88.38  ft.t  west  of  Pidgeon 
Meadow  road  (Block  No.  5575,  Lot  No.  2),  Flushing,  Bor¬ 
ough  of  Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  New  Building  Application  No.  5776-40,  dated 
October  18,  1940,  reads: 

‘‘The  erection  of  a  frame  building  within  the  fire  limits 
is  contrary  to  Section  4.1.2  Building  Code.” 

and 

Whereas,  the  premises  consist  of  a  plot  fronting  46.06  ft. 
on  170th  street  and  a  depth  of  114.27  ft.  along  the  northerly 


lot  line ;  located  in  a  business  and  residence  use  D  area  dis¬ 
trict  ;  it  is  proposed  to  erect  on  the  plot  a  one  and  one-half 
story  frame  one-family  dwelling,  25  ft.  by  38  ft.  8  in.  in 
area,  and  a  private  garage.  11  ft.  by  19  ft.  6  in.  in  area,  of 
Class  3  construction;  the  dwelling  will  be  surfaced  on  the 
exterior  of  the  first  story  with  masonry  veneer  and  with 
asbestos  shingles  above ;  roofs  will  be  surfaced  with  asphalt 
shingles;  the  dwelling  will  be  set  back  from  170th  street  a 
distance  of  15  ft.,  into  which  setback  front  entrance  steps 
may  project  5  ft.;  side  yards  will  be  provided  on  both  sides 
10  ft.  in  width  ;  garage  will  be  of  Class  3  construction,  with 
hip  roof  surfaced  with  asphalt  shingles  and  front  frame 
dormer  surfaced  with  wood  siding  or  asbestos  shingles ;  and 

Whereas,  the  applicant  contends  that  the  appeal  should  be 
granted  for  the  same  reasons  as  under  Cal.  No.  1033-40-A. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  on  New  Building  Application  No.  5776-40,  be 
and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  dwelling  and  acces¬ 
sory  garage  shall  be  constructed  as  proposed ;  that  the 
dwelling  shall  be  restricted  to  the  occupancy  of  one  family ; 
that  in  all  other  respects  the  building  shall  comply  with  all 
laws,  rules  and  regulations  applicable  to  a  similar  building 
erected  outside  the  fire  limits. 


1045-40-A. 

APPLICANT — Julius  Eckmann,  for  Nerwal  Realty  Cor¬ 
poration,  owner  (Sears,  Roebuck  and  Company, 
lessee). 

SUBJECT — Appeal  from  a  decision — re  an  order  of  the 
borough  superintendent  of  buildings. 

PREMISES  AFFECTED — 358-372  West  31st  street  and 
362-370  Ninth  avenue,  southeast  corner  (Block  No. 
754.  Lot  No.  78),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Julius  Eckmann  and  Jacob  Lang- 
fur. 

For  Administration:  Fred  Dahlem,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(1045-40-A) 

Whereas,  Julius  Eckmann,  for  Nerwal  Realty  Corpora¬ 
tion,  owner  (Sears,  Roebuck  and  Company,  lessee),  filed 
October  29,  1940,  an  appeal  from  a  decision — re  an  order  of 
the  borough  superintendent  of  buildings ;  premises  358-372 
West  31st  street  and  362-370  Ninth  avenue,  southeast  cor¬ 
ner  (Block  No.  754,  Lot  No.  78).  Borough  of  Manhattan; 
and 

Whereas,  the  order  of  the  superintendent  of  buildings, 
on  Violation  No.  5121-40,  dated  September  12,  1940,  reads: 

“You  will  please  take  notice  that  there  exists  a  viola¬ 
tion  of  Section  2.1.2.1  of  the  Building  Code,  C26-174.0 
Administrative  Code  at  the  premises  hereinafter  de¬ 
scribed,  in  that 

Of  having  erected  combustible  partitions  in  a  fireproof 
building  without  a  permit  on  various  floors  throughout 
the  building,  contrary  to  Section  C26-174.0  of  the  Code. 

Remedy : 

You  are  hereby  directed  to  secure  a  permit  for  the 
work  noted  above,  and  if  said  work  is  illegal,  make  such 
necessary  changes  as  are  required  to  secure  a  permit.” 
and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  dated  November  12,  1940,  reads: 

“Answering  your  letter  of  November  9th,  1940  in 
relation  to  the  above  violation  and  premises,  you  are 
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advised  that  the  building  being  over  150  feet  in  height, 
combustible  partitions  are  not  permitted  as  same  would 
be  contrary  to  Section  C26-667.0.” 

and 

Whereas,  the  building  is  sixteen  stories  (196  ft.)  in 
height,  220  ft.  by  98.9  ft.  in  area;  of  Class  1  construction; 
equipped  with  standpipe  and  sprinkler  systems ;  located  in  a 
business  use  district;  erected  in  1930,  and  occupied:  cellar, 
boiler-room,  machinery  and  storage.  25  persons ;  first  story, 
trucking  and  store,  50  persons ;  second  story,  stock  and 
shipping,  97  persons ;  third  story,  stock,  shipping,  offices  and 
showrooms,  93  persons;  fourth  story,  stock,  shipping  and 
cafeteria,  57  persons ;  fifth  and  sixth  stories,  offices,  93  and 
80  persons,  respectively ;  seventh  story,  stock,  shipping  and 
showrooms,  50  persons ;  eighth  story,  offices,  80  persons ; 
ninth,  tenth  and  eleventh  stories,  offices  and  stock  rooms, 
112,  86  and  97  persons,  respectively;  twelfth,  thirteenth  and 
fourteenth  stories,  offices  and  showrooms,  139,  54  and  53 
persons,  respectively ;  fifteenth  story,  offices,  stock  and 
switchboard,  77  persons ;  sixteenth  story,  offices  and  artists’ 
studio,  47  persons ;  and 

Whereas,  the  applicant  contends  that  there  is  m>  manu¬ 
facturing  done  on  the  premises ;  that  the  building  is  occu¬ 
pied  by  one  tenant  throughout;  that  some  wood  and  steel 
partitions  were  installed  with  the  approval  of  the  Building 
Department  prior  to  the  issuance  of  the  certificate  of  occu¬ 
pancy  ;  that  the  partitions  located  on  the  twelfth  and  thir¬ 
teenth  stories  are  of  wood  construction  and  had  been  ap¬ 
proved  by  the  Bureau  of  Buildings  in  accordance  with  sec¬ 
tion  355,  subdivision  h,  of  the  old  Building  Code;  that  sub¬ 
sequently  changes  became  necessary  and  partition  changes 
were  made;  that  the  building  is  equipped  with  a  100  per 
cent,  sprinkler  system  supplied  from  two  10,000-gallon 
gravity  tanks  and  two  7,500-gallon  pressure  tanks  equipped 
with  a  Fire  Department  connection ;  that  night  watch¬ 
men’s  service  is  maintained  and  supervised;  that  there  is  a 
standpipe  system  with  a  7,500-gallon  reserve  tank ;  that 
very  few  partitions  are  located  above  the  150  ft.  height 
level ;  that  sprinkler  changes  have  been  made  to  correspond 
with  the  relocation  of  partitions ;  that  in  view  of  the  ex¬ 
cellent  fire  protection  installed  and  the  efficient  maintenance 
of  the  building  by  the  tenant,  it  is  respectfully  requested  that 
the  Board  accept  the  present  partitions. 

Resolved ,  that  the  decision  of  the  borough  superintendent 
■of  buildings,  on  Violation  No.  5121-40,  dated  November  12, 
1940,  be  and  it  hereby  is  modified  and  that  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  the  sprinkler  sys¬ 
tem,  standpipe  system,  night  watchmen  system,  shall  be 
maintained  at  all  times ;  that  whenever  it  is  proposed  to  re¬ 
locate  or  install  new  partitions,  that  such  shall  comply  with 
the  requirements  of  the  Building  Code  therefor;  that  this 
variance  shall  be  continued  only  so  long  as  the  building  is 
maintained  as  proposed  to  the  satisfaction  of  the  fire  commis¬ 
sioner  and  occupied  throughout  exclusively  by  the  present 
tenant  or  its  successors  in  the  same  line  of  business ;  that 
in  all  other  respects  the  building  and  occupancy  shall  com¬ 
ply  with  all  laws,  rules  and  regulations  applicable  thereto. 


1047-40-A. 

APPLICANT — Solomon  Ostrov,  for  The  Greater  New 
York  Savings  Bank,  owner  (Artistic  Paper  Box 
Company,  Incorporated,  lessee). 

SUBJECT-— Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 52-54  Sands  street  and  137-48 
Adams  street,  southwest  corner  (Block  No.  86,  Lot 
Nos.  7  and  8),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Solomon  Ostrov  and  Irving  Elias. 
For  Administration :  Thomas  A.  Larkin,  Fire  De¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(1047-40-A) 

Whereas,  Solomon  Ostrov,  for  The  Greater  New  York 
Savings  Bank,  owner  (Artistic  Paper  Box  Company,  In¬ 
corporated,  lessee),  filed  October  29,  1940,  an  appeal  from 
an  order  of  the  fire  commissioner ;  premises  52-54  Sands 
street  and  137-48  Adams  street,  southwest  corner  (Block 
No.  86,  Lot  Nos.  7  and  8),  Borough  of  Brooklyn;  and 
Whereas,  the  order  of  the  fire  commissioner,  Order  No.  j 
4749-LF,  dated  May  3,  1940',  reads: 

“1.  Install  an  approved  wet  automatic  sprinkler  sys¬ 
tem  throughout  building  having  at  least  one  source  of 
water  supply,  arranged  and  equipped  as  per  Article  16, 
Chapter  26,  Adm.  Code.  C19-161.0  Adm.  Code.” 

and 

Whereas,  the  building  is  two  stories  (29  ft.  8  in.)  in  , 
'height,  50  ft.  by  118  ft.  10  in.  in  area;  of  Class  1  construc¬ 
tion;  erected  in  1920;  located  in  an  unrestricted  use  dis¬ 
trict,  and  occupied :  cellar,  storage,  no  persons ;  first  story, 
storage  and  offices,  2  persons ;  second  story,  factory,  30  per¬ 
sons  ;  and 

Whereas,  the  applicant  contends  that  the  cardboard  and 
paper  stored  on  the  first  story  is  separated  from  the  balance 
of  the  building  by  fireproof  construction ;  that  the  cardboard 
and  paper  stored  in  the  basement  is  similarly  separated ;  that 
ample  provision  is  made  for  extinguishing  fires  by  the  proper 
placement  of  water  pails  as  well  as  water  tanks  and  fire  , 
extinguishers ;  that  the  building  is  accessible  from  two 
streets  for  fire-fighting  purposes ;  that  in  view  of  these  , 
facts,  it  is  contended  that  the  order  requiring  the  installa¬ 
tion  of  a  sprinkler  system  is  unreasonable  and  an  abuse  of  ^ 
discretion. 

Resolved,  that  the  order  of  the  fire  commissioner.  Order 
No.  4749-LF,  Objection  No.  1,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  such  portable  fire-fighting  appliances  shall  be  installed 
as  the  fire  commissioner  shall  direct,  and  granted  so  long 
as  the  building  is  occupied  by  one  tenant  as  proposed ;  that  > 
in  all  other  respects  the  building  and  occupancy  shall  com¬ 
ply  with  all  laws,  rules  and  regulations  applicable  thereto. 

» 

i 

1059-40- A. 

APPLICANT — William  M.  Adelman,  for  Cunningham 
Park  Building  Corporation,  owner. 

SUBJECT — Appeal  from  decisions  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 80-04,  80-08  and  80-12  193rd 
street,  southwest  corner  of  Union  Turnpike  (Block 
No.  7273,  Lot  No.  1),  Flushing,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Hyman  Stein. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock  and  Commis¬ 
sioners  Savage  and  Blum  .  3 . 

Negative  .  0 

Absent:  Assistant  Chief  McCarthy .  1 

THE  RESOLUTION— 

(1059-40- A) 

Whereas,  William  M.  Adelman,  for  Cunningham  Park 
Building  Corporation,  owner,  filed  November  4,  1940,  an 
appeal  from  decisions  of  the  borough  superintendent  of  build¬ 
ings;  premises  80-04,  80-08  and  80-12  193rd  street,  south¬ 
west  corner  of  Union  Turnpike  (Block  No.  7273,  Lot  No. 

1),  Flushing,  Borough  of  Queens;  and 
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Whereas,  the  decisions  of  the  borough  superintendent  of 
buildings,  on  New  Building  Application  Nos.  6840,  6845  and 
6846-40,  dated  October  14  and  21,  1940,  read: 

“The  erection  of  a  frame  building  within  the  fire 
limits  is  contrary  to  Section  4.1.2 — Building  Code.” 

and 

Whereas,  the  premises  consist  of  a  plot  fronting  100  ft. 
on  Union  Turnpike  and  120  ft.  on  193rd  street;  located  in  a 
business  and  residence  use  D  area  district;  it  is  proposed  to 
subdivide  the  plot  into  three  separate  lots  and  to  erect 
thereon  three  one-family  frame  dwellings  and  three  private 
garages ;  two  of  the  dwellings  will  be  27  ft.  by  27  ft.  in 
area,  and  one  will  be  26  ft.  6  in.  by  33  ft.  6  in.  in  area ;  the 
dwellings  will  not  exceed  two  and  one-half  stories  in  height; 
garages  will  be  11  ft.  by  19  ft.  8  in.  in  area;  dwellings  will 
be  set  back  from  193rd  street  a  distance  of  23  ft.,  into 
which  setback  bay  windows  may  project  2  ft.  and  front 
entrances  and  steps  may  project  7  ft.;  the  building,  located 
at  the  corner  of  Union  Turnpike,  will  be  set  back  from 
Union  Turnpike  a  distance  of  8  ft.;  side  yards  will  be 
provided  along  the  north  lot  lines  not  less  than  8  ft.  in  width, 
and  along  the  south  lot  lines  not  less  than  4  ft.  in  width ; 
garages  will  be  located  not  nearer  than  3  ft.  to  side  and 
rear  lot  lines ;  the  dwellings  will  be  surfaced  on  the  exterior 
at  the  first  story  with  masonry  veneer,  with  stucco,  asbestos 
shingles  or  masonry  veneer  above ;  roofs  will  be  surfaced 
with  slate;  side  entrances  may  project  into  side  yard  a  dis¬ 
tance  of  3  ft.  and  chimney  breasts  may  project  into  side 
yards  a  distance  of  2  ft. ;  garages  will  be  surfaced  on  the 
exterior  with  masonry  veneer,  except  for  front  frame 
dormers,  which  will  be  surfaced  with  wood  siding;  garage 
roofs  will  be  surfaced  with  slate ;  and 

Whereas,  the  applicant  contends  that  the  use  of  the  prem¬ 
ises  for  business  purposes  is  impractical ;  that  to  leave  the 
property  unbuilt  upon  would  cause  it  to  remain  an  eyesore; 
that  the  proposed  buildings  will  be  in  harmony  with  the 
balance  of  the  development,  and.  therefore,  permission  is  re¬ 
quested  to  construct  same  as  proposed  in  harmony  with  the 
remainder  of  the  area  owned  by  the  same  owner. 

Resolved,  that  the  decisions  of  the  borough  superintendent 
of  buildings,  on  New  Building  Application  Nos.  6840,  6845 
and  6846-40,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  dwellings 
and  accessory  garages  shall  be  constructed  as  proposed ;  that 
each  dwelling  shall  be  restricted  to  the  occupancy  of  one 
family;  that  in  all  other  respects  the  building  shall  comply 
with  all  laws,  rules  and  regulations  applicable  to  a  similar 
building  erected  outside  the  fire  limits. 


Whereas,  the  decisions  of  the  borough  superintendent  of 
buildings,  on  New  Building  Application  Nos.  6842,  6843  and 
6844-40,  dated  October  21,  1940.  read: 

“The  erection  of  a  frame  building  within  the  fire 
limits  is  contrary  to  Section  4.1.2 — Building  Code.” 
and 

Whereas,  the  premises  consist  of  a  plot  fronting  100  it. 
on  Union  Turnpike  and  120  ft.  on  192nd  street;  located  in 
a  business  and  residence  use  D  area  district;  it  is  proposed 
to  subdivide  the  plot  into  three  separate  lots  and  to  erect 
thereon  three  one-family  frame  dwellings  and  three  frame 
private  garages;  two  of  the  dwellings  will  be  27  ft.  by  27 
ft.  in  area,  and  one  will  be  26  ft.  6  in.  by  33  ft.  6  in.  in  area ; 
the  dwellings  will  not  exceed  two  and  one-half  stories  in 
height;  garages  will  be  11  ft.  by  19  ft.  8  in.  in  area;  the 
dwellings  will  be  set  back  from  192nd  street  a  distance  of 
23  ft.,  into  which  setback  bay  windows  may  project  2  ft. 
and  front  entrance  and  steps  may  project  7  ft. ;  the  build¬ 
ing  located  at  the  corner  of  Union  Turnpike  will  be  set  back 
from  Union  Turnpike  a  distance  of  8  ft.;  side  yards  will  be 
provided  along  the  north  lot  lines  not  less  than  8  ft.  in  width 
and  along  the  south  lot  lines  not  less  than  4  ft.  in  width; 
garages  will  be  located  not  nearer  than  3  ft.  to  side  and 
rear  lot  lines ;  the  dwellings  will  be  surfaced  on  the  exterior 
at  the  first  story  with  masonry  veneer  and  with  stucco, 
asbestos  shingles  or  masonry  veneer  above;  roofs  will  be 
surfaced  with  slate;  side  entrances  may  project  into  side 
yards  a  distance  of  3  ft.  and  chimney  breasts  may  project 
into  side  yards  a  distance  of  2  ft. ;  garages  will  be  surfaced 
on  the  exterior  with  masonry  veneer,  except  for  front  frame 
dormers,  which  will  be  surfaced  with  wood  siding;  garage 
roofs  will  be  surfaced  with  slate ;  and 

W hereas,  the  applicant  contends  that  the  use  of  the  prem¬ 
ises  for  business  purposes  is  impractical;  that  to  leave  the 
property  unbuilt  upon  would  cause  it  to  remain  an  eyesore ; 
that  the  proposed  buildings  will  be  in  harmony  with  the 
balance  of  the  development,  and,  therefore,  permission  is 
requested  to  construct  same  as  proposed  in  harmony  with 
the  remainder  of  the  area  owned  by  the  same  owner. 

Resolved,  that  the  decisions  of  the  borough  superintendent 
of  buildings,  on  New  Building  Application  Nos.  6842.  6843 
and  6844-40,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  dwellings 
and  accessory  garages  shall  be  constructed  as  proposed ;  that 
each  dwelling  shall  be  restricted  to  the  occupancy  of  one 
family ;  that  in  all  other  respects  the  building  shall  comply 
with  all  laws,  rules  and  regulations  applicable  to  a  similar 
building  erected  outside  the  fire  limits. 


1060-40-A. 

APPLICANT — William  M.  Adelman,  for  Cunningham 
Park  Building  Corporation,  owner. 

SUBJECT — Appeal  from  decisions  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 80-03,  80-07  and  80-11  192nd 
street,  southeast  corner  of  Union  Turnpike  (Block 
No.  7273,  Lot  No.  1),  Flushing,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Hyman  Stein. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock  and  Commis¬ 
sioners  Savage  and  Blum  .  3 

Negative  .  0 

Absent:  Assistant  Chief  McCarthy  .  1 

THE  RESOLUTION— 

(1060-40-A) 

Whereas.  William  M.  Adelman,  for  Cunningham  Park 
Building  Corporation,  owner,  filed  November  4,  1940,  an 
appeal  from  decisions  of  the  borough  superintendent  of 
buildings;  premises  80-03,  80-07  and  80-11  192nd  street, 
southeast  corner  of  Union  Turnpike  (Block  No.  7273,  Lot 
No.  1),  Flushing,  Borough  of  Queens;  and 


1061 -40-A. 

APPLICANT — William  M.  Adelman,  for  Cunningham 
Park  Building  Corporation,  owner. 

SUBJECT — Appeal  from  decisions  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 80-04,  80-08  and  80-12  192nd 
street,  southwest  corner  of  Union  Turnpike  (Block 
No.  7272,  Lot  No.  1),  Flushing,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Hyman  Stein. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock  and  Commis¬ 
sioners  Savage  and  Blum  .  3 

Negative  .  0 

Absent:  Assistant  Chief  McCarthy  .  1 

THE  RESOLUTION— 

(1061-40-A) 

Whereas,  William  M.  Adelman,  for  Cunningham  Park 
Building  Corporation,  owner,  filed  November  4,  1940,  an 
appeal  from  decisions  of  the  borough  superintendent  of  build¬ 
ings ;  premises  80-04,  80-08  and  80-12  192nd  street,  south¬ 
west  corner  of  Union  Turnpike  (Block  No.  7272,  Lot  No. 
1),  Flushing,  Borough  of  Queens;  and 
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Whereas,  the  decisions  of  the  borough  superintendent  of 
buildings,  on  New  Building  Application  Nos.  6841,  6847  and 
6848-40,  dated  October  14  and  21,  1940,  read: 

“The  erection  of  a  frame  building  within  the  fire 
limits  is  contrary  to  Section  4.1.2 — Building  Code.” 
and 

Whereas,  the  premises  consist  of  a  plot  fronting  100  ft. 
on  Union  Turnpike  and  120  ft.  on  192nd  street;  located  in  a 
business  and  residence  use  D  area  district;  it  is  proposed  to 
subdivide  the  plot  into  three  separate  lots  and  to  erect 
thereon  three  one-family  frame  dwellings  and  three  frame 
private  garages ;  two  of  the  dwellings  will  be  27  ft.  by  27 
ft.  in  area,  and  one  will  be  26  ft.  6  in.  by  33  ft.  6  in.  in  area ; 
the  dwellings  will  not  exceed  two  and  one-half  stories  in 
height;  garages  will  be  11  ft.  by  19  ft.  8  in.  in  area;  dwell¬ 
ings  will  be  set  back  from,  192nd  street  a.  distance  of  23  ft., 
into  which  setback  bay  windows  may  project  2  ft.  and  front 
entrances  and  steps  may  project  7  ft.;  the  building  located 
at  the  corner  of  Union  Turnpike  will  be  set  back  from 
Union  Turnpike  a  distance  of  8  ft. ;  side  yards  w*dl  be  pro¬ 
vided  along  the  north  lot  lines  not  less  than  8  ft.  in  width 
and  along  the  south  lot  lines  not  less  than  4  ft.  in  width; 
garages  will  be  located  not  nearer  than  3  ft.  to  side  and  rear 
lot  lines;  the  dwellings  will  be  surfaced  on  the  exterior  at 
the  first  story  with  masonry  veneer  and  with  stucco,  as¬ 
bestos  shingles  or  masonry  veneer  above ;  roofs  will  be  sur¬ 
faced  with  slate;  side  entrances  may  project  into  side  yards 
a  distance  of  3  ft.  and  chimney  breasts  may  project  into 
side  yards  a.  distance  of  2  ft. ;  garages  will  be  surfaced  on 
the  exterior  with  masonry  veneer,  except  for  front  frame 
dormers,  which  will  be  surfaced  with  wood  siding;  garage 
roofs  will  be  surfaced  with  slate ;  and 

Whereas,  the  applicant  contends  that  the  use  of  the  prem¬ 
ises  for  business  purposes  is  impractical ;  that  to  leave  the 
property  unbuilt  upon  would  cause  it  to  remain  an  eyesore; 
that  the  proposed  buildings  will  be  in  harmony  with  the 
balance  of  the  development,  and,  therefore,  permission  .  is 
requested  to  construct  same  as  proposed  in  harmony  with 
the  remainder  of  the  area  owned  by  the  same  owner. 

Resolved,  that  the  decisions  of  the  borough  superintendent 
of  buildings,  on  New  Building  Application  Nos.  6841,  6847 
and  6848-40,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  dwellings 
and  accessory  garages  shall  be  constructed  as  proposed ;  that 
each  dwelling  shall  be  restricted  to  the  occupancy  of  one 
family ;  that  in  all  other  respects  the  building  shall  comply 
with  all  laws,  rules  and  regulations  applicable  to  a  similar 
building  erected  outside  the  fire  limits. 


1066-40- A. 

APPLICANT — William  J.  Boegel,  for  Sisters  of  St. 
Joseph,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 9901  Shore  road,  southeast 
corner  of  99th  street  (Block  No.  6133,  Lot  Nos.  11 
and  13),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  William  J  Boegel. 

For  Administration :  Morris  Hannes,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(1066-40- A) 

Whereas,  William  J.  Boegel,  for  Sisters  of  St.  Joseph, 
owner,  filed  November  6,  1940,  an  appeal  from  a  decision 
of  the  borough  superintendent  of  buildings ;  premises  9901 


Shore  road,  southeast  corner  of  99th  street  (Block  No. 
6133,  Lot  Nos.  11  and  13),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  an  amendment  to  New  Building  Application 
No.  952-40,  dated  October  31,  1940,  reads: 

“1.  Mechanical  ventilation  of  this  building  is  re¬ 
quired  by  Sect.  5. 1.9.1  of  the  Bldg.  Code.  ’ 

and 

Whereas,  the  building  will  be  one  story  (26  ft.)  in  height, 
54  ft.  8  in.  by  105  ft.  2  in.  in  area;  of  Class  6  construction; 
located  in  a  residence  use  district ;  occupied  as  a  gymnasium 
for  450  persons;  and 

Whereas,  the  applicant  contends  mat  the  building  will  be 
used  primarily  for  physical  training  classes  of  from  twenty-  ‘ 
five  to  thirty  girls ;  that  the  building  is  free  standing ;  that  ( 
the  room  as  now  planned  will  have  four  groups  of  three 
double-hung  windows  on  each  side,  each  window  2  ft.  8  in.  by 
6  ft.  6  in.,  and,  also,  six  roof  ventilators ;  that  the  room  will  | 
not  be  used  for  continuous  periods  of  more,  than  two  hours ;  . 
that  the  cost  to  provide  mechanical  ventilation,  and  operation  ■ 
of  the  system  would  be  excessive,  especially  since  the  build- 
ing  is  occupied  for  only  part  of  the  day  and  approximately  | 
only  180  days  in  each  year. 

Resolved ,  that  the  decision  of  the  borough  superintendent  ( 
of  buildings,  on  New  Building  Application  No.  952-40,  Ob¬ 
jection  No.  1,  be  and  it  hereby  is  modified  and  that  the  ap¬ 
peal  be  and  it  hereby  is  granted  on  condition  that  the  build¬ 
ing  shall  not  be  increased  in  height  or  area ;  that  the  win-  | 
dows  and  ventilators  as  proposed  shall  be  maintained;  that 
at  no  time  shall  the  occupancy  of  the  bulding  exceed  150 
persons,  and  granted  only  so  long  as  the  building  is  occupied 
as  proposed  and  in  all  other  respects  complies  with  all  re¬ 
quirements  of  all  laws,  rules  and  regulations  applicable  } 
thereto. 


1068-40- A.  , 

APPLICANT— Edward  Kiernan,  for  McDowell  Sprinkler  i 
Company,  for  Central  Hanover  Bank  and  Trust  : 
Company,  Trustees,  owner. 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 118  Nassau  street,  east  side,  , 
116.9  ft.  north  of  Ann  street  (Block  No‘.  92,  Lot 
No.  26),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Edward  Kiernan. 

For  Administration:  Inspector  Maher,  Fire  De¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4  ■ 

Negative  .  ^ 

THE  RESOLUTION— 

(1068-40- A) 

Whereas,  Edward  Kiernan,  for  McDowell  Sprinkler 
Company,  for  Central  Hanover  Bank  and  Trust  Company,  , 

Trustees,  owner,  filed  November  6,  1940,  an  appeal  from 

an  order  and  a  decision  of  the  fire  commissioner ;  premises 
118  Nassau  street,  east  side,  116.9  ft.  north  of  Ann  street 
(Block  No.  92,  Lot  No.  26),  Borough  of.  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  Order  No. 
8924-LF,  dated  June  18.  1940,  reads: 

“1.  Install  an  approved  wet  automatic  sprinkler  sys¬ 
tem  in  cellar,  having  at  least  one  source  of  water  supply 
arranged  and  equipped  as  per  Article  16,  Chapter  26, 
Adm.  Code.” 

and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
October  14,  1940,  reads: 

“In  reply  to  your  request  to  rescind  Item  1  of  order 
No.  8924-LF,  requiring  a  standard  wet  automatic 
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sprinkler  system  in  the  cellar,  a  reinspection  has  been  cated  in  a  business  and  residence  use  D  area  district;  it  is 
made  and  in  view  of  the  lack  of  a  direct  entrance  to  proposed  to  subdivide  the  plot  into  seven  separate  lots  and 
the  cellar  from  sidewalk,  inadequate  means  of  ventila-  to  erect  on  six  of  these  lots  a  one  or  one  and  one-half  story 
tion  and  combustible  materials  stored  in  such  cellar,  frame  one-family  dwelling,  25  ft.  by  38  ft  8  in  in  area  and 
your  request  must  be  denied.”  a  private  garage,  11  ft.  by  19  ft.  6  in.  in  area,  and  ok  the 

antl  remaining  lot  a  one  and  one-half  story  frame  one-family 

Whereas,  the  building  is  five  stories  (56.2  ft.)  in  height.  dwelling,  38  ft.  8  in.  by  29  ft.  in  area,  and  a  one-car  private 

17  ft.  by  75  ft.  in  area;  of  Class  3  construction;  located  in  garage,  11  ft.  by  19  ft.  6  in.  in  area;  the  dwellings  will  be 

an  unrestricted  use  district;  erected  prior  to  1870,  and  oc-  set  back  from  Underhill  avenue  a  distance  of  15  ft.,  into 
cupied:  sub-cellar,  vacant;  cellar,  drug  storage,  2  persons;  which  setback  front  entrances  may  project  a  distance  of 
first  story,  drug  sales,  5  persons ;  second  story,  optician,  1  5  ft*,  except  that  the  dwelling  to  be  located  on  the  lot,  86.26 

person;  third  story,  drug  storage,  no  persons;  fourth  and  ft-  west  of  Fresh  Meadow  lane,  such  setback  of  15  ft.  will 
fifth  stories,  vacant ;  and  be  to  the  main  wall  of  the  building  with  front  entrance  pro- 

Whereas,  the  applicant  contends  that  there  is  an  existing  jecting  4  ft.  into  such  setback  and  front  entrance  steps  an 

perforated  pipe  system  in  the  sub-cellar,  which  will  be  additional  5  ft.;  that  side  yards  shall  be  provided  on  the 
placed  in  working  order  in  compliance  with  the  require-  easterly  lot  lines  of  5  ft.  in  width  each ;  for  the  five  build- 
ment  of  the  fire  commissioner;  that  it  would  be  a  hardship  ings  to  be  located  within  221.80  ft.  of  171st  street  yards 

at  this  time  to  require  the  owner  to  install  a  wet  sprinkler  will  be  provided  on  the  westerly  sides  of  not  less  than  10  ft. 

system,  and,  therefore,  permission  is  requested  to  install  a  width;  the  dwelling  to  be  located  on  the  lot  214.11  ft! 
non-automatic  sprinkler  system  without  alarm  in  the  cellar.  west  of  Fresh  Meadow  lane  will  have  a  side  yard  on  the 

Resolved,  that  the  order  of  the  fire  commissioner,  Order  westerly  side  of  12  ft.  and  on  the  easterly  side  of  9  ft. ;  the 

No.  8924-LF,  Objection  No.  1,  as  repeated  in  a  decision  of  dwelling  to  be  located  on  the  lot  86.26  ft.  west  of  Fresh 

the  fire  commissioner  October  14,  1940,  be  and  it  hereby  is  Meadow  lane  will  have  a  side  yard  on  the  westerly  side  of 

modified  and  that  the  appeal  be  and  it  hereby  is  granted  on  5  ft.  and  will  be  located  not  nearer  than  8  ft.  to  the  rear 

condition  that  there  shall  be  installed  throughout  the  cellar  lot  bne;  the  dwelling  to  be  located  on  the  northeasterly 

a  wet  automatic  sprinkler  system  complying  with  the  re-  corner  of  171st  street  and  Underhill  avenue  (171-03  Under- 
quirements  of  the  Building  Code  therefor,  except  that  the  hill  avenue)  will  be  set  back  from  171st  street  an  average  of 
water  supply  may  be  taken  from  the  domestic  water  supply  ^  ft.;  garages  will  be  located  not  nearer  than  1  ft.  to  side 
of  the  building,  provided  that  such  supply  is  not  less  than  or  ,rear  lot  lines ;  the  dwellings  will  be  surfaced  on  the  ex- 
154  in.  in  diameter;  that  a  single  hose  inlet  may  be  installed  terior  of  the  first  story  with  masonry  veneer  and  with  as- 

!  on  the  street  frontage  for  the  cellar  system  in  addition  to  bestos  shingles  above;  roofs  will  be  of  approved  asphalt 

the  existing  Siamese  inlet  for  use  in  connection  with  the  shingles;  garages  will  be  of  Class  3  construction,  with  hip 
perforated  pipe  system  in  the  sub-cellar  and  which  is  to  be  roofs  surfaced  with  asphalt  shingles,  with  front  frame 

put  m  proper  working  order  satisfactory  to  the  fire  com-  dormers  surfaced  with  wood  siding  or  asbestos  shingles ; 

missioner ;  that  proper  signs  shall  be  installed  on  each  hose  and 

inlet,  indicating  the  area  covered,  and  such  signs  on  the  Whereas,  the  applicant  contends  that  the  appeal  should  be 
caps  shall  be  painted  aluminum;  that  the  waterflow  alarm  granted  for  the  same  reasons  as  under  Cal.  No.  1033-40-A 
may  be  omitted.  Resolved,  that  the  decisions  of  the  borough  superintendent 

_  of  buildings,  on  New  Building  Application  Nos.  5756  to 

lf)7.  4n  .  5/6--40  inclusive,  be  and  it  hereby  is  modified  and  that  the 

ADDT  TrlxTT  . ,  ,  appea1  be  and  it  hereby  is  granted  on  condition  that  the 

ArrLI CAJ\  i— Alexander  Zager,  for  Utopia  Estates,  In-  dwellings  and  accessory  garages  shall  be  constructed  as  pro- 
corporated,  owner.  posed ;  that  each  dwelling  shall  be  restricted  to  the  occu- 

SUBJECT  Appeal  from  decisions  of  the  borough  super-  pancy  of  one  family;  that  in  all  other  respects  the  buildings 
_  __  intendent  of  buildings.  shall  comolv  with  all  laws,  rules  and  regulations  applicable 

PREMISES  AFFECTED— 171-03.  171-07,  171-11,  171-15,  to  a  similar  building  erected  outside  the  fire  limits. 

171-19,  171-23  and  171-29  Underhill  avenue,  north 
side,  between  171st  street  and  Fresh  Meadow  lane 

(Block  No.  5576,  Lot  No.  1),  Flushing,  Borough  - - — 

of  Queens. 

APPEARANCES—  1076-40-A 

For  Applicant:  Hyman  Stein.  .  ' 

j^-TION  OF  BOARD — Appeal  granted  on  condition.  ;BPLICA\T  ^ax  Siegel,  for  Mills  Hotel  Trust,  owner. 

THE  VOTE —  SUBJECT — Appeal  from  a  decision  of  the  borough  super- 

Affirmative:  Chairman  Murdock  and  Commis- 

sioners  Savage  and  Blum  .  3  REMISES  AFFECTED — 161  West  36th  street  and  485 

Negative  .  . 0  Seventh  avenue  (Block  No.  812,  Lot  No.  1)  Bor- 

Absent  :  Assistant  Chief  McCarthy  ....!!!!!!!  ‘  1  *  nDr,  .  °U$L  Manhattan- 

THE  RESOLUTION-  APPEARANCES- 

n  077  AO  A  A  bor  Apphcant :  Max  Siegel. 

UU/J-W-A)  For  Administration:  Fred  Dahlem,  Department  of 

Whereas,  Alexander  Zager,  for  Utopia  Estates,  Incor-  Ar— T„XT  ^S°£SAn?T^nd  ABuildings- 
porated,  owner,  filed  November  12,  1940,  an  appeal  from  mu^uXTiF  BOARD— Appeal  granted  on  condition, 
decisions  of  the  borough  superintendent  of  buildings;  prem-  aoE  •  c-.  • 

ises  171-03  to  171-29  Underhill  avenue,  northeast  corner  of  Affirmative:  Chairman  Murdock,  Commissioners 

171st  street  (Block  No.  5576,  Lot  No.  1)  Flushing  Bor-  Savage  and  Blum  and  Assistant  Chief  Mc- 

ough  of  Queens;  and  ’  Carthv  .  4 

Whereas,  the  decisions  of  the  borough  superintendent  of  Negative  .  0 

buildings,  on  New  Building  Application  Nos.  5756  to  5762-  THE  RESOLUTION— 

40.  inclusive,  dated  October  29,  1940,  read:  (1076-40- \) 

“The  erection  of  a  frame  building  within  the  fire  limits  Whfrfas  Max  Sire-el  for  Mhh 
and  ,s  contrary  ,o  Section  4.1.2  Midin,  Code."  Med  No^ber'p  dlSn  VTSi 

,  .  .  borough  superintendent  of  buildings;  premises  161  West 

Whereas,  the  premises  consist  of  a  plot  fronting  395.65  36th  street  and  485  Seventh  avenue  (Block  No  812  lot 

ft.  on  Underhill  avenue  and  103.05  ft.  on  171st  street:  lo-  No.  1),  Borough  of  Manhattan;  and 
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Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Building  Notice  Application  No.  4016-40,  dated 
November  8,  1940,  reads: 

“Celotex  ceiling  not  permitted  B.C.  10.9.2.8  and  B.C. 
10.9.2.3.” 
and 

Whereas,  the  building  is  fifteen  stories  and  basement 
(156  ft.)  in  height,  169  ft.  10  in.  by  88  ft.  9  in.  in  area;  of 
Class  1  construction;  located  in  an  unrestricted  use  B  area, 
district;  erected  in  1905,  and  occupied:  sub-cellar,  boiler- 
room  and  storage;  basement,  sitting  room  and  hotel  acces¬ 
sories  ;  first  to  fifteenth  stories,  inclusive,  transient  hotel,  150 
sleeping  rooms  per  story ;  and 

Whereas,  the  applicant  contends  that  the  building  is  of 
fireproof  construction;  that  the  sitting  room  or  lounge  was 
recently  modernized  and,  among  other  things,  the  ceiling 
was  covered  with  l/i  in.  thick  Celotex  tile  board  cemented 
directly  to  the  ceiling  construction;  that  the  installation  of 
Celotex  was  disapproved  by  the  borough  superintendent  of 
buildings  as  it  is  classified  as  combustible  construction  and 
not  considered  trim;  that  it  is  requested  that  the  existing 
ceiling  covering  as  installed  be  accepted  in  view  of  the  use 
of  the  room  being  limited  solely  to  the  sitting  room  and 
lounge  for  the  hotel ;  that  this  room  is  completely  separated 
from"  the  balance  of  the  building  by  fireproof  construction; 
that  existing  openings  leading  to  the  lobby  will  be  provided 
with  fireproof,  self-closing  doors ;  that  the  building  is  equip- 
ped  with  a  fire  alarm  system  with  a  station  located  immedi- 
ately  outside  the  door  of  the  room  in  question;  that  there 
is  a  standpipe  hose  outlet  located  in  the  room  in.  question , 
that  the  room  is  at  all  times  under  the  supervision  of  a 
clerk;  that  the  ceiling  is  12  ft.  in  height  and  is,  therefore, 
not  easily  subject  to  conflagration. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  on  Building  Notice  Application  No.  4016-40,  be 
and  it  hereby  is  'modified  and  that  the  appeal  be  and  .  it 
hereby  is  granted  on  condition  that  the  proposed  Celotex  tile 
board  shall  be  cemented  directly  to  the  fireproof  ceiling 
construction;  that  in  all  other  respects  the  building  and. oc¬ 
cupancy  shall  complyy  with  all  laws,  rules  and  regulations 
applicable  thereto;  that  the  fire  alarm  system  and  standpipe 
system  shall  be  maintained  to  the  satisfaction  of  the  fire 
commissioner  at  all  times ;  that  the  existing  openings  to  the 
lobby  will  be  provided  with  approved  fireproof,  self-closing 
doors. 


1079-40- A. 

APPLICANT— Sidney  L.  Strauss,  for  Waverly  Corpora¬ 
tion,  owner. 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 100-102  Worth  street,  south 
side,  175  ft.  east  of  Broadway  (Block  No.  157,  Lot 
No.  12),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Sidney  L.  Strauss. 

For  Administration :  Inspector  Maher,  Fire  De¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

Negative  .  0 

THE  RESOLUTION— 

(1079-40- A) 

Whereas,  Sidney  L.  Strauss,  for  Waverly  Corporation, 
owner,  filed  November  13,  1940,  an  appeal  from  an  order 
and  a  decision  of  the  fire  commissioner;  premises  100-102 
Worth  street,  south  side,  175  ft.  east  of  Broadway  (Block 
No.  157.  Lot  No.  12),  Borough  of  Manhattan;  and 


Whereas,  the  order  of  the  fire  commissioner,  Order  No. 
7603-LF,  dated  March  11,  1940,  reads: 

“1.  Install  an  approved  standpipe  system  arranged 
and  equipped  as  per  Art.  17,  Ch.  26,  Adm.  Code.  09- 
161.0  Adm.  Code.” 

and 

Whereas,  the  decision  of  the  fire  commissioner, 
October  29,  1940,  reads: 

“In  reply  to  your  letter  in  reference  to  Item  1  of 
Order  No.  7603  LF,  you  are  advised  that  the.  height 
of  the  building  as  described  by  the  Adm.  Code  is  89  ft. 
high,  and  your  request  to  rescind  this  item  must  be 
denied.” 

and 

Whereas,  the  building  is  six  stories  (89  ft.)  in  height, 
50  ft.  1  in.  by  75  ft.  in  area;  of  Class  3  construction.;  located i 
in  an  unrestricted  use  B  area  district;  erected  in  1869; 
equipped  with  a  perforated  pipe  system  in  cellar  and  sub¬ 
cellar;  occupied  as  follows:  sub-cellar,  boiler-room  and 
storage,  1  person;  cellar,  storage,  no  persons;  first  story, 
sale  of  office  furniture,  3  persons;  second  story,  office,  13 
persons;  third  story,  sale  of  office  stationery  supplies,  4 
persons;  fourth  story,  part  office  and  part  vacant,  3  per¬ 
sons;  fifth  story,  office,  16  persons;  sixth  story,  vacant; 
and 

Whereas,  the  applicant  contends  that  there  is  a  perforated1 
pipe  system  in  the  ceiling  of  the  cellar  and  sub-cellar  con¬ 
nected  to  the  Siamese  at  the  street  front.;  that  there  is  anti 
existing  2 in.  standpipe  riser  on  the  outside  of  the  building 
with  coupling  at  street  level  and  coupling  at  each  of  the 
floors,  including  the  roof;  there  is  .a  high-pressure  fire 
hydrant  directly  in  front  of  the  premises ;  that  at  the  time 
the  building  was  erected  the  limit  for  standpipe  was  100  ft.; 
that  the  maximum  height  from  sidewalk  level  to  the  roof  is 
89  ft.  at  front  and  approximately  86  ft.  at  the  rear ;  that 
there  is  a  fireproof  enclosed  stair  from  sub-cellar  to  roof, 
equipped  with  fireproof  doors  at  all  openings,  and  a  legal 
fire  escape  at  the  front  of  the  building;  that  there  is  a 
combination  freight  and  passenger  elevator  from  cellar  to 
top  story,  fireproof,  enclosed;  there  is  a  sidewalk  elevator 
from  sidewalk  to  sub-cellar ;  that  it  is  respectfully  requested 
that  the  requirements  for  standpipe  system  be  waived  and 
accepted  as  it  exists.  , 

Resolved,  that  the  order  of  the  fire  commissioner,.  Order1 
No.  7603-LF,  as  repeated  in  a  decision  of  the  fire  commissioner 
October  29,  1940,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the  per¬ 
forated  pipe  system  in  the  cellar  and  sub-cellar  shall  be 
maintained  to  the  satisfaction  of  the  fire  commissioner; 
that  the  existing  standpipe  system  shall  be  similarly  main¬ 
tained  ;  that  the  building  shall  not  be  increased  in  height  or 
area,  and  that  in  all  other  respects  the  building  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto. 


1082-40-A. 

APPLICANT— J.  M.  Berlinger,  for  444  86th  Street  Hold¬ 
ing  Company.  Incorporated,  owner  (Tupli  Shops, 
Incorporated,  lessee). 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 444  86th  street,  south  side,  337 
ft.  lJJ?  in.  east  of  Fourth  avenue  (Block  No.  6045, 
Lot  No.  24),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  J.  M.  Berlinger,  C.  I.  Goldman  and 
Harry  L.  Schein. 

For  Administration :  Morris  Hannes,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . .  •  u 

Negative:  Chairman  Murdock  and  Commis¬ 
sioners  Savage  and  Blum  .  ^ 

Absent:  Assistant  Chief  McCarthy  .  1 
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the  resolution— 

(1082-40- A) 

Whereas,  J.  Ai.  Berlinger,  for  444  86th  Street  Holding 
Company,  incorporated,  owner,  hied  November  13,  1940,  an 
appeal  lrom  a  decision  of  the  borough  superintendent  of 
buudmgs;  premises  444  86th  street,  337  ft.  146  in.  east  of 
Fourth  avenue  (Block  No.  0043,  Lot  No.  24),  Borough  of 
Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Alteration  Application  No.  3372-40,  dated  No¬ 
vember  1,  1940,  reads: 

"Exit  stairs  should  be  provided  with  direct  egress  to 
the  street  as  required  by  Sect.  6.3.3  of  the  Code.” 

and 

\\  iiEKEAS,  the  building  is  three  stories  (22  it.  10  in.)  in 
lieignt,  zo  it.  by  55  it.  in  area;  of  Class  3  construction; 
locate u  in  a  business  use  district;  erected  in  1921,  and  occu- 
pieu:  cellar,  storage  and  boiler-room,  1  person;  lirst  story, 
store,  iz  persons ;  second  story,  dwelling,  0  persons ;  no 
certmcate  oi  occupancy  has  been  issued;  and 

\\  iiEKEAS,  it  is  proposed  to  erect  an  extension  in  the 
rear  containing  a  stairway  leading  lrom  hrst  to  second  story 
ana  lrom  lirst  story  to  cellar ;  it  is  also  proposed  to  remove 
tne  existing  stairway  at  Iront  oi  the  building;  to  discon¬ 
tinue  tne  use  oi  the  second  story  as  a  dwelling  and  to  use 
sucli  space  in  conjunction  with  the  occupancy  oi  the  hrst 
story;  to  alter  the  store  front  without  disturbing  any  part 
oi  tlie  iront  wall ;  and 

Whereas,  the  applicant  contends  that  the  building  will  be 
occupied  by  one  tenant;  that  the  store  on  the  hrst  story 
will  be  used  ior  the  sale  and  display  of  wearing  apparel; 
mat  tne  second  story  has  a  private  oihce  and  stock  space  m 
conjunction  with  the  hrst  story;  tliat  the  plans  hied  with  the 
borough  superintendent  oi  buildings  provide  for  the  use  of 
stair  trom  second  story  to  the  hrst  story  and  to  the  street 
through  tlie  hrst  story  store;  that  the  ceiling  of  the  store 
and  tne  cellar  will  be  hre-retarded ;  that  egress  can  also  be 
had  tnrough  the  rear  yard  by  means  of  gates  in  the  existing 
lence  and  adjoining  premises;  that  tlie  building  is  only  two 
stories  in  height  and  access  can  be  had  to  the  roof  by  means 
oi  a  stationary  iron  ladder  and  scuttle  and  thence  to  ad¬ 
joining  roots  at  same  level;  that  there  will  be  no  customers 
admitted  to  the  second  story ;  that  as  the  building  is  only 
18  it  4  in.  wide,  it  is  proposed  to  utilize  tlie  entire  frontage 
ior  display  purposes;  that  in  view  of  the  low  occupancy  of 
the  second  story,  it  would  be  a  hardship  to  insist  upon 
compliance  with  the  requirements  of  tlie  Building  Code. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  on  Alteration  Application  No.  3372-40,  be  and 
it  hereby  is  affirmed  and  that  the  appeal  be  and  it  hereby  is 
denied. 


1089-40- A. 

APPLICANT — Jacob  Lubroth,  for  Belle  Bergner.  owner. 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 53  Exeter  street,  east  side,  256 
ft.  south  of  Shore  road  (Block  No.  7516,  Lot  No. 
1272),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Jacob  Lubroth. 

For  Administration :  Morris  Hannes,  Department 


of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . . .  0 

Negative:  Chairman  Murdock  and  Commis¬ 
sioners  Savage  and  Blum  .  3 

Absent:  Assistant  Chief  McCarthy  .  1 

THE  RESOLUTION— 

(1089-40- A) 


Whereas,  Jacob  Lubroth,  for  Belle  Bergner,  owner,  filed 
November  14,  1940,  an  appeal  from  a  decision  of  the  borough 


superintendent  of  buildings ;  premises  33  Exeter  street,  east 
side.  256  ft.  south  of  Shore  road  (Block  No.  7516,  Lot  No. 
1272),  Borough  of  Brooklyn;  and 
Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Alteration  Application  No.  5107-40,  dated 
November  8,  1940,  reads : 

“1.  Proposed  change  of  occupancy  is  contrary  to 
Section  2. 1.3.5  in  its  application  to  Section  8.7.2.I.” 
and 

Whereas,  the  building  is  two  stories  and  attic  (30  ft.)  in 
height,  35  ft.  by  35  ft.  in  area ;  of  Class  4  construction ; 
erected  in  1927;  located  in  a  residence  use  district;  occupied 
as  a  one-family  dwelling ;  it  is  proposed  to  be  occupied : 
cellar,  ordinary  use ;  first  story  and  second  story,  one  family 
combined ;  attic,  one  family ;  and 

Whereas,  the  applicant  contends  that  the  building  occu¬ 
pies  less  than  21  per  cent,  of  the  plot  area  and  is  set  back 
from  interior  lot  lines  a  distance  of  10  ft.  and  15  ft.,  respec¬ 
tively  ;  that  all  exterior  walls  are  brick  veneered ;  that  the 
building  is  not  being  enlarged,  and  that  it  is  a  considerable 
financial  burden  for  the  owner  to  carry  this  property  as  a 
one-family  dwelling. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  on  Alteration  Application  No.  5107-40,  be  and 
it  hereby  is  affirmed  and  that  the  appeal  be  and  it  hereby  is 
denied. 


1092-40- A. 

APPLICANT — Saul  Goldsmith,  for  James  H.  Gilvarry, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 388-390  Court  street,  southwest 
corner  of  Carroll  street  (Block  No.  356,  Lot  No. 
27),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Allen  Halperin. 

For  Administration:  Morris  Hannes,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE — 

Affirmative :  Chairman  Murdock  and  Commis¬ 


sioners  Savage  and  Blum  .  3 

Negative  .  0 

Absent :  Assistant  Chief  McCarthy  .  1 

THE  RESOLUTION— 

(1092-40- A) 


Whereas,  Saul  Goldsmith,  for  James  H.  Gilvarry,  owner, 
filed  November  15,  1940,  an  appeal  from  a  decision  of  the 
borough  superintendent  of  buildings ;  premises  388-390  Court 
street,  southwest  corner  of  Carroll  street  (Block  No.  356, 
Lot  No.  27),  Borough,  of  Brooklyn;  and 
Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  relative  to  Certificate  of  Occupancy  No.  2002, 
dated  November  14,  1940,  reads: 

“This  is  to  acknowledge  receipt  of  your  communica¬ 
tion  of  recent  date  concerning  the  revocation  of  Cer¬ 
tificate  of  Occupancy  No.  2002  issued  for  the  above 
premises. 

Your  request  is  herewith  denied  because  of  lack  of 
jurisdiction.  The  Board  of  Standards  &  Appeals  is  the 
only  Municipal  agency  vested  with  the  power  to  revoke  a 
Certificate  of  Occupancy.” 
and 

Whereas,  the  building  is  three  stories  (45  ft.)  in  height, 
40  ft.  by  60  ft.  in  area ;  of  Class  3  construction ;  located  in 
a  business  use  district;  erected  in  1880,  and  occupied:  cellar, 
storage;  first  story,  store;  second  story,  restaurant,  15  per¬ 
sons;  third  story,  dwelling,  two  families;  fourth  story,  stor¬ 
age  of  household  goods ;  it  is  proposed  to  be  occupied : 
cellar,  storage  and  boiler-room ;  first  story,  two  stores ; 
second  story,  four  families ;  third  story,  four  families ; 
fourth  story  to  be  removed;  Certificate  of  Occupancy  No. 
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2002,  issued  June  6,  1929,  permits  the  present  use  and  occu¬ 
pancy  ;  and 

W  hereas,  the  applicant  contends  that  the  purpose  of  the 
appeal  is  for  the  revocation  of  Certificate  of  Occupancy  No. 
2002  issued  June  6,  1929,  and  Alteration  83  of  1929  upon 
which  the  certificate  of  occupancy  was  issued ;  to  reestab¬ 
lish  the  status  of  the  premises  to  its  original  classification 
of  Old  Law  Tenement  in  order  to  carry  out  the  intentions 
of  the  owner  under  Alteration  5481  filed  with  the  Depart¬ 
ment  of  Housing  and  Buildings  on  October  28,  1940;  that 
Certificate  of  Occupancy  No.  2002  calling  for  a  store  and 
two-family  occupancy  was  secured  as  a  temporary  expedient 
and  not  as  a  permanent  occupancy ;  that  it  is  now  proposed, 
under  Alteration  Application  No.  5481-40,  to  make  the  build¬ 
ing  fully  comply  with  the  Multiple  Dwelling  Law  as  to 
hre-retarding.  etc.,  and  modernize  and  rehabilitate  the  build¬ 
ing,  installing  new  bathrooms  and  new  kitchens  for  each 
family  at  each  floor  and  rearranging  some  partitions  for 
better  layouts. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  refusing  to  revoke  the  certificate  of  occupancy, 
be  and  it  hereby  is  reversed  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  Certificate  of  Occupancy 
No.  2002  be  and  it  hereby  is  revoked  in  order  to  carry  out 
the  intention  of  the  owner  under  Alteration  Application  No. 
5481-40,  to  restore  the  building,  formerly  a  tenement,  to  a 
tenement,  in  full  compliance  with  the  requirements  therefor 
as  set  forth  in  article  7  of  the  Multiple  Dwelling  Law. 


1093-40-A. 

APPLICANT — Irving  Adelsohn,  for  Mount  Zion  Baptist 
Church,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 1807  Bath  avenue,  northwest 
corner  of  Bay  19th  street  (Block  No.  6403,  Lot 
No.  1).  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Irving  Adelsohn  and  Rev.  S.  L. 
Arington. 

For  Administration:  Morris  Hannes,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock  and  Commis¬ 


sioners  Savage  and  Blum  .  3 

Negative  .  0 

Absent :  Assistant  Chief  McCarthy  .  1 

THE  RESOLUTION— 

(1093-40-A) 


Whereas,  Irving  Adelsohn,  for  Mount  Zion  Baptist 
Church,  owner,  filed  November  15,  1940.  an  appeal  from 
a  decision  of  the  borough  superintendent  of  buildings ;  prem¬ 
ises  1807  Bath  avenue,  northwest  corner  of  Bay  19th  street 
(Block  No.  6403,  Lot  No.  1),  Borough  of  Brooklyn;  and 
Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Alteration  Application  No.  5169-40,  dated  No¬ 
vember  15.  1940,  reads: 

“2.  Proposed  use  of  1st  fl.  of  present  frame  building 
for  public  use  is  contrary  to  4.2.1  of  Code.” 
and 

Whereas,  the  building  is  two  stories  (23  ft.)  in  height, 
50  ft.  by  50  ft.  in  area  at  first  story  and  30  ft.  6  in.  by  50 
ft.  in  area  at  second  story ;  of  Class  4  construction ;  located 
in  a  residence  use  district;  erected  in  1895,  and  occupied: 
cellar,  ordinary  use ;  first  story,  prayer  room  and  dining 
room,  75  persons;  second  story,  caretaker’s  apartment;  and 
Whereas,  Violation  No.  3601-40  was  issued  September 
10,  1940,  which  reads  as  follows: 

“You  will  please  take  notice  that  there  exists  a  viola¬ 
tion  of  Section  2.1. 3.5  of  the  building  code  and  sect. 
C26-183.0  of  the  admin,  code  at  the  premises  herein¬ 


after  described,  in  that  Building  being  occupied  a: 
church  on  first  story  and  two  familes  on  2nd  story 
Building  is  a  one  story  frame.  First  story  occupies 
as  church ;  second  story  occupied  by  two  families. 

Remedy:  You  are  hereby  directed  to  obtain  a  cer 
tificate  of  occupancy  and  cease  use  of  building  unti 
certificate  of  occupancy  has  been  obtained.” 

and 

Whereas,  the  applicant  contends  that  it  is  proposed  t< 
use  the  westerly  portion  of  the  first  story  as  a  prayer  room 
that  the  easterly  portion  of  the  first  story  is  to  be  used  as  ^ 
dining  room  by  the  members  of  the  congregation;  that  th> 
sexton  lives  on  the  second  story ;  that  the  use  is  temporar; 
until  sufficient  funds  are  realized  for  erection  of  a  neV| 
building ;  that  the  building  is  well  built ;  that  the  easterl; 
and  northerly  walls  are  brick  filled  and  are  to  be  coverei 
with  asbestos  shingles  on  first  and  second  stories ;  that  th 
westerly  wall  on  first  story  is  of  brick  and  the  front  wall  o 
first  story  will  be  of  brick;  that  the  building  is  fully  de 
tached,  having  a  rear  yard  7  ft.  wide  and  a  side  yard  21) 
ft.  8J4  in. ;  that  the  actual  prayer  area  is  about  1,132  sq.  ft. 
that  no  children  are  taught  on  the  premises  nor  is  anj 
school  conducted;  floor  loads  and  exits  will  comply;  tha 
the  cellar  ceiling  will  be  fire-retarded,  and  stairs  from  cella 
to  first  story  will  be  enclosed  in  fireproof  partitions  witl 
fireproof  door  leading  thereto. 

Resolved,  that  the  decision  of  the  borough  superintenden 
of  buildings,  on  Alteration  Application  No.  5169-40,  Objec 
tion  No.  2,  be  and  it  hereby  is  modified  and  that  the  appea 
be  and  it  hereby  is  granted  on  condition  that  the  buildinj 
shall  be  used  only  as  proposed;  that  the  alterations  as  pro 
posed  shall  be  carried  out ;  that,  in  addition,  there  shall  b 
provided  a  ladder  on  the  side  extension  roof  of  sufficieri| 
length  to  reach  the  ground  to  permit  exit  from  the  secon^ 
story  by  means  of  the  window  and  such  roof ;  that  thi 
variance  is  granted  for  a  term  of  two  (2)  years  from  th 
date  of  this  resolution;  that  the  building  shall  not  be  in 
creased  in  height  or  area.  , 


884-39-A. 

APPLICANT— James  A.  Shea,  for  Sarah  Barch,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  borough  super 
intendent  of  buildings  (reopened  September  17 
1940,  for  rehearing  by  order  of  the  Court;  pre 
viously  denied  by  the  Board). 

PREMISES  AFFECTED— 81-19  Kneeland  avenue,  nortl 
side,  27  ft.  west  of  Codwise  place  (Block  No.  2472 
Lot  No.  72),  Elmhurst,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  James  A.  Shea.  , 

For  Opposition :  Charles  C.  Morano.  ] 

ACTION  OF  BOARD— Action  of  Board  of  September 
26,  1939,  reaffirmed. 

THE  VOTE  TO  AFFIRM  ACTION  OF  SEPTEM, 
BER  26,  1939- 

Affirmative  :  Chairman  Murdock  and  Commis-  j 

sioners  Savage  and  Blum  .  • 

Negative  . 1 

Absent :  Assistant  Chief  McCarthy  . 

THE  RESOLUTION— 

(884-39-A) 

Whereas,  this  appeal  from  a  decision  of  the  borougl 
superintendent  of  buildings,  affecting  premises  81-19  Knee 
land  avenue,  north  side,  27  ft.  west  of  Codwise  place  (BlocI 
No.  2472,  Lot  No.  72),  Elmhurst,  Borough  of  Queens 
was  denied  by  the  Board  September  26,  1939;  and 
Whereas,  this  appeal  was  reopened  by  vote  of  the  Boan 
September  17,  1940,  by  order  of  the  Court;  and  .  . 

Whereas,  the  Board  deemed  that  the  previous  decisioi 
of  September  26,  1939,  denying  the  appeal,  should  be  re 

affirmed.  _  , 

Resolved,  that  the  action  of  the  Board  of  September  20 

1939,  be  and  it  hereby  is  reaffirmed. 
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VARIATION  OF  THE  LABOR  LAW. 

551 -40- S. 

APPLICANT — Jack  Z.  Cohen,  for  Chand  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  Calendar — re  Variation  from  the  re¬ 
quirements  of  the  Labor  Law  as  cited  in  orders  and 
a  decision  of  the  fire  commissioner  and  a  decision 
— re  an  order  of  the  acting  borough  superintendent 
of  buildings  (previously  withdrawn). 

PREMISES  AFFECTED — 3-7  West  22nd  street,  north 
side,  120  ft.  west  of  Fifth  avenue  (Block  No.  824, 
Lot  No.  32),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Larry  Meltzer  and  Charles  Schier- 
meister. 

For  Administration:  Fred  Dahlem,  Department  of 
Housing  and  Buildings,  and  Inspector  Maher. 
Fire  Department. 

ACTION  OF  BOARD — Request  to  reopen  withdrawn  after 
argument. 

THE  VOTE  TO  WITHDRAW  REQUEST  TO  RE¬ 
OPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


APPLIANCE  SUBMITTED  FOR  APPROVAL. 

1015-40-SA. 

APPLICANT — William  V.  McDevit,  for  Sears,  Roebuck 
and  Company,  owner. 

SUBJECT — Hercules  Junior,  Model  2101,  Oil  Burner,  ap¬ 
proval  of. 

APPEARANCES— 

For  Applicant :  William  V.  McDevit. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with,  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock  and  Commis¬ 


sioners  Savage  and  Blum  .  3 

Negative  .  0 

Absent :  Assistant  Chief  McCarthy  .  1 

THE  RESOLUTION— 

(1015-40-SA) 


Whereas,  William  V.  McDevit,  for  Sears,  Roebuck  and 
Company,  owner,  filed  October  23.  1940.  an  application  with 
the  Board  of  Standards  and  Appeals  for  approval  of  the 
appliance  known  as  the  Hercules  Junior,  Model  2101,  Oil 
Burner;  and 

Whereas,  this  appliance  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

November  18,  1940. 

Cal.  No.  1015-40-SA. 

Subject:  Hercules  Junior,  Model  2101,  Oil  Burner,  ap¬ 
proval  of. 

William  V.  McDevit,  for  Sears.  Roebuck  and  Com¬ 
pany,  owner,  filed  October  23,  1940,  an  application  with 
the  Board  of  Standards  and  Appeals  for  approval  of  the 
Hercules  Junior,  Model  2101.  Oil  Burner  under  the 
provision  of  09-57.0,  Administrative  Code,  and  the 
Oil  Burner  Rules  of  the  Board  of  Standards  and  Ap¬ 
peals.  The  burner  was  inspected  and  tested  at  56  Clove 
Lake  place  November  7,  1940,  in  the  presence  of  Com¬ 
missioner  Blum  and  Chief  Engineer  Huber  of  the  Board 
of  Standards  and  Appeals,  William  V.  McDevit  and 


S.  S.  Eldridge  and  Samuel  Gutenberg,  representing  the 
Sears,  Roebuck  Company,  and  was  found  to  work  satis¬ 
factorily  with  no  flarebacks  or  unusual  carbon  deposits. 
When  the  oil  was  shut  off  the  burner  shut  down  in  104 
seconds. 

The  2101  burner  is  a  pressure  atomizing  mechanical 
draft  type  of  oil  burner  designed  for  use  in  small  heat¬ 
ing  plants. 

ASSEMBLY 

The  assembly  consists  of  motor,  ignition  trans¬ 
former,  fuel  oil  pump  and  regulating  valve,  Sorocco 
type  of  blower,  a  gun  assembly  consisting  of  electrodes, 
electrode  insulators,  casting  for  holding  them  central 
in  the  tube,  oil  tube  leading  from  the  pressure  side  of 
the  pump  on  to  which  the  nozzle  is  attached,  the  whole 
assembly  being  inside  of  the  blast  tube  and  arranged 
and  located  in  such  a  manner  as  to  be  readily  taken 
out  of  the  tube  for  inspection  and  service. 

This  burner  is  equipped  with  a  Sunlight  1/10  horse¬ 
power  60  cycle  110  volt,  A.C.  long  hour  duty  type 
motor  having  an  overload  relay  built  in  the  end  bell 
of  the  motor. 

The  pump  is  made  by  the  Sundstrand  Machine  Tool 
Company  and  is  a  rotary  internal  gear  type  having  a 
mechanical  seal  to  protect  against  leaks  around  the 
shaft.  Also  incorporated  in  the  same  casting  is  the 
piston  type  regulating  valve  controlling  the  amount 
of  pressure  under  which  oil  is  delivered  to  the  nozzle. 
An  adjustment  is  provided  for  varying  the  amount  of 
pressure  on  the  fuel  oil  delivered  to  the  nozzle.  This 
pressure  is  adjusted  to  100  pounds. 

The  fan  used  is  manufactured  by  Torrington  Manu¬ 
facturing  Company  and  is  5  in.  x  3  in.  in  size. 

Controls  furnished  are  made  by  the  Mercoid  Cor¬ 
poration  and  consist  of  a  main  line  safety  control,  a 
room  thermostat,  a  limit  control  for  either  steam  or 
hot  water  or  warm  air. 

The  fan  housing,  blast  tube,  base,  mounting  flange 
and  pump  housing  are  made  of  cast  iron.  This  burner 
is  approved  bv  the  Underwriters’  Laboratories  and 
Commercial  Standards  for  a  capacity  of  not  greater 
than  1.35  gallons  per  hour. 

As  a  result  of  this  inspection  and  test,  it  is  recom¬ 
mended  that  the  Hercules  Junior,  Model  2101.  Oil 
Burner,  be  approved  for  use  in  New  York  City  in  do¬ 
mestic  and  commercial  installations  with  fuel  oil  not 
heavier  than  No.  3  U.  S.  Department  of  Commerce 
standards,  for  use  with  a  nozzle  having  a  fuel  capacity 
of  not  greater  than  1.35  gallons  per  hour,  when  in¬ 
stalled  in  accordance  with  the  Oil  Burner  Rules  of 
the  Board  of  Standards  and  Appeals  and  with  this 
report,  on  condition  that  the  burner  bear  a  label  per¬ 
manently  attached,  reading : 

“Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Cal.  No.  1015-40- 
SA.” 

(Sgd.)  BERNARD  A.  SAVAGE. 

Commissioner. 

CHARLES  M.  BLUM, 

Commissioner. 

LESLIE  V.  HUBER. 

Chief  Engineer. 

Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
appliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Hercules  Junior, 
Model  2101,  Oil  Rurner.  on  condition  that  the  appliance  be 
manufactured,  installed,  labeled,  stamped  or  tagged  in  ac¬ 
cordance  with  the  above  report. 
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i 


MATERIALS  SUBMITTED  FOR  APPROVAL. 
157-38-SM. 

APPLICANT— The  Dextrone  Company,  owner. 
SUBJECT— Lith-I-Bar  Joist,  approval  of. 
APPEARANCES— 

For  Applicant :  Louis  Falco. 

ACTION  OF  BOARD— Application  for  approval  dismissed 
for  lack  of  prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Murdock  and  Commis¬ 
sioners  Savage  and  Blum  . 3 

Negative  . Q 

Absent:  Assistant  Chief  McCarthy  .  1 

THE  RESOLUTION— 

(157-38-SM) 

Whereas,  The  Dextrone  Company,  owner,  filed  March 
10,  1938,  an  application  with  the  Board  of  Standards  and 
Appeals  for  approval  of  the  material  known  as  the  Lith-I- 
Bar  Joist;  and 

Whereas,  the  applicant  failed  to.  prosecute  the  applica¬ 
tion  for  approval  although  dulv  notified  to  do  so.  # 

Resolved,  that  the  application  for  approval  be  and  it 
hereby  is  dismissed  for  lack  of  prosecution. 


749-38-SM. 

APPLICANT— Zenitherm  Products.  Incorporated,  owner. 
SUBJECT— Zenitherm  (wall  and  floor  covering),  approval 
of. 

APPEARANCES— 

For  Applicant:  Thomas  B.  Garvin. 

ACTION  OF  BOARD— Application  for  approval  dismissed 
for  lack  of  prosecution. 


THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Murdock  and  Lommis- 

sioners  Savage  and  Blum  .  j 

Negative  . •.•••••••••• . 

Absent :  Assistant  Chief  McCarthy  . 


THE  RESOLUTION— 

(749-38-SM) 

Whereas,  The  Zenitherm  Products,  Incorporated,  ownei 
filed  August  26,  1938,  an  application  with  the  Board  c 
Standards  and  Appeals  for  approval,  of  the  material  know 
as  Zenitherm  (wall  and  floor  covering)  ;  and 

Whereas,  the  applicant  failed,  to  prosecute  the  application 
for  approval  although  duly  notified  to  do  so. 

Resolved,  that  the  application  for  approval  be  and  it  hereb 
is  dismissed  for  lack  of  prosecution. 


1049-40-SM. 

APPLICANT— Jacob  Frankel,  owner.  .  j 

SUBJECT— Frankel  Suspending  Devices  for  a  Life  bavir 
Rope  and  Belt  for  Scaffold  Use,  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Application  for  approval  wit! 

drawn  upon  written  reciuest  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock  and  Commis-  , 

sioners  Savage  and  Blum  .  j 

Negative  .  ! 

Absent:  Assistant  Chief  McCarthy  . 


Recessed  at  5:25  P.M.,  November  19.  to  November  20.  194/ 
at  10  A.M.;  adjourned  at  12:30  P.M.,  November  20,  1SK 

Joseph  J.  Doyle,  Chief  Cler. 

_  J- 


NOTICE 


MULTIPLE  DWELLING  LAW  ON  SALE. 
Copies  of  the  Multiple  Dwelling  Law  are  now  on  sale  at 
the  Distribution  Division  of  the  City  Record  Office,  Room 
2213,  Municipal  Building.  Manhattan.  Price  50c:  bv  mail  54c. 
Copies  of  the  Supplemental  Rules  and  Regulations  of 


=:: 

the  Housing  Division  of  the  Department  of  .  Housing  a  l 
Buildings  on  Fire  Retarding,  Fire  Escapes,  Fire  Stairs  a  l 
Fire  Towers  are  now  on  sale  at  the  Distribution  DiyisU 
of  the  City  Record  Office.  Room  2213,  Municipal  Buildir, 
Manhattan.  Price  10c;  bv  mail  12c. 


- 


FORMS  FOR  NOTICE  TO  PROPERTY  OWNERS 


Applicants,  under  the  building  zone  resolution,  are  en¬ 
titled  to  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  thev  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appe? 
Room  1018.  Municipal  Building.  Manhattan,  at  three  cetf> 
each— postage  to  be  added  if  the  forms  are  forwarded  “ 
mail. 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  Board  and  of  the  further  publication  of  t; 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  til 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  faihc 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  Board  is  to  dispose  of  J 
cases  promptly ;  therefore,  no  appeal  or  application 
be  held  in  abeyance  by  reason  of  failure  of  the  appelkl 
or  applicant  to  file  necessary  data,  or  by  any  other  metlil 
of  delay. 

Sixth.  That  no  appeal  or  application  will  be  accepted  r 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  d;a 
required  bv  law  are  supplied,  as  specified  on  the  blak 
appeal  or  application  forms. 
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This  issue  of  the  Bulletin  contains  in  the  order  given — 
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Court  Decision. 

Rules  Directory. 

The  Hearing  Calendar. 

Minutes  of  Regular  Meeting  November  26,  1940,  at  10 
A.M.,  Affecting  Calendar  Numbers  39-31-BZ,  117-32- 
BZ,  1321-39-BZ,  416-40-BZ,  424-17-BZ,  329-37-BZ,  224- 
1  38-BZ,  1 182-39-BZ,  690-40-BZ  and  695-40-BZ. 


Minutes  of  Regular  Meeting  November  26,  1940,  at  2 
P.M.,  Affecting  Calendar  Numbers  388-37-BZ,  229-34- 
BZ,  330-33-BZ,  492-37-BZ,  742-39-BZ,  605-40-BZ,  632- 
40-BZ,  969-40-A,  858-40-A,  354-40-A,  994-40-A,  1067- 
40-A,  1 101-40-A,  928-21-A,  496-19-S,  785-20-S,  242-39- 
SM,  1224-39-SM  and  837-40-SM. 

’aint,  Varnish  and  Lacquer  Spraying  Rules. 

Approved  Paint,  Varnish  and  Lacquer  Spraying  Equip¬ 
ment. 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  in. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013.  Municipal  Building, 
Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers.  pertaining  to  the  work  of  the  hoard,  will  he  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

4  nv  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
he  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commissioner 
of  buildings  or  fire  commissioner)  and  file  with  this  hoard 
a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directons. 


Approved  Fuel  Oil  Fill  Pipe  Terminals. 


HARRIS  H.  MURDOCK.  Chairman. 


CALENDAR 


DOCKET. 

New  Cases  Filed  up  to  November  26,  1940. 

Cal.  No.  Department.  Premises  Affected. 

1107-40-A . H.B.B . 2111-2131  East  36th  street,  east 

side,  216  ft.  6  in.  south  of 
Avenue  T,  and  2102-2148  East 
36th  street,  west  side,  170  ft. 
10  in.  south  of  Avexrue  T 
(Block  No.  8535,  Lot  Nos. 
46  to  49,  inclusive,  52,  54  to 
57,  inclusive,  59,  60,  62,  63, 
64  and  66,  and  Block  No. 
8536,  Lot  Nos.  26,  28,  29,  31, 
32,  34  and  35),  Borough  of 
Brooklyn,  Decision. 


1108-40- A . F.D . 400-410  East  Fordham  road, 

south  side,  from  Webster  ave¬ 
nue  to  Park  avenue,  2506-2526 
Webster  avenue  and  4747-4763 
Park  avenue  (Block  No.  3033, 
Lot  No.  12),  Borough  of  The 
Bronx, 

6426-L.F.  and  Decision. 


1109-40-A . H.B.B . 5901  Seventh  avenue,  southeast 

corner  of  59th  street  (Block 
No.  866,  Lot  No.  10),  Bor¬ 
ough  of  Brooklyn, 

Alt.  5513-40. 


1110-40-A . H.B.Bx.. .  .626  St.  Ann’s  avenue,  east  side, 

73.89  ft.  south  of  Westchester 
avenue  (Block  No.  2616,  Lot 
No.  22),  Borough  of  The 
Bronx,  Alt.  874-40. 


1 1 1 1-40-BZ ....  H.B.M ....  600  Eleventh  avenue  and  554 

West  45th  street,  southeast 
corner  (Block  No.  1073,  Lot 
No.  1),  Borough  of  Manhat¬ 
tan, 

Drop  Curb  Applic.  4083-40. 


1112-40-A . H.B.B . 72-82  Franklin  avenue,  northwest 

corner  of  Park  avenue  (Block 
No.  1884,  Lot  Nos.  7  and  75 
to  78,  inclusive),  Borough  of 
Brooklyn, 

Alt.  Nos.  3586-40  to  3591-40, 
inclusive. 


1113-40-A . H.B.Q . 73-03  and  73-07  189th  street, 

southeast  corner  of  75th  ave¬ 
nue  and  east  side  of  189th 
street,  581  ft.  north  of  75th 
avenue  (Block  No.  7177,  Lot 
No.  1),  Flushing,  Borough  of 


Queens, 

N.B.  7153-40  and 
N.B.  7164-40. 


1114-40-SM . Trulock  Safety  Screen  (Combin¬ 

ation  Detention  and  Insect 
Screen) ,  manufactured  by 
Carl  E.  Trulock,  Material. 


1115-40-BZ. ..  .H.B.B . 2101-2129  Surf  avenue,  northwest 

corner  of  West  21st  street 
(Block  No.  7058,  Lot  Nos. 
27  to  50,  inclusive),  Borough 
of  Brooklyn, 

D.C.  Applic.  1705-40. 


1116-40-BZ. ..  .H.B.B . 2100-2116  Surf  avenue,  southwest 

corner  of  West  21st  street 
(Block  No.  7071,  Lot  Nos. 
106  to  115,  inclusive),  Bor¬ 
ough  of  Brooklyn, 

D.C.  Applic.  1706-40. 


1117-40-SA . Simpson  Electric  Company  Am¬ 

meters,  Voltmeters  and  Mil- 
liammeters,  AC  and  DC 
Types,  Appliance. 


1118- 40-SA . Central  Station  Signals,  Incor¬ 

porated,  Automatic  Fire  Alarm 
System,  Appliance. 

1 1 19- 40-BZ . . . . H.B.Q . 137-35  Queens  boulevard,  north¬ 


east  corner  of  84th  road 
(Block  No.  9651,  Lot  No. 
15),  Briarwood,  Borough  of 
Queens, 

Misc.  Applic.  9163-40. 


1120- 40-BZ. ..  .H.B.Q . 137-15  Queens  boulevard,  north¬ 

west  corner  of  84th  road 
(Block  No.  9652,  Lot  No. 
96),  Briarwood,  Borough  of 
Queens, 

Misc.  Applic.  7858-40.. 

1121- 40-BZ. ..  .H.B.Q . 94-14  to  94-36  Roosevelt  avenue, 

south  side,  from  94th  street 
to  95th  street,  40-03  94th 
street  and  40-02  95th  street 
(Block  No.  701,  Lot  Nos.  92,' 
94,  96  and  97),  Elmhurst, 
Borough  of  Queens, 

Alt.  175-40. 

1122- 40-A . H.B.M ....  153-159  West  27th  street,  north 

side,  106  ft.  2J4  in.  east  of 
Seventh  avenue  (Block  No. 
803,  Lot  No.  7).  Borough  of : 
Manhattan, 

Misc.  Applic.  931-40. 
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Restored  to  Calendar. 

388-37-BZ - H.B.Bx.. .  .2159  White  Plains  avenue,  west 

side,  250  ft.  south  of  Pelham 
Parkway  South  (Block  No. 
4317,  part  of  Lot  No.  60), 
Borough  of  The  Bronx, 

B.N.  766-40. 


COURT  DECISION. 

440  East  102nd  Street  Corporation  vs.  the  Board  of  Standards  and 
Appeals.  On  November  21,  1939,  the  Board  granted  ap¬ 
peal  to  revoke  permit,  certificate  of  occupancy  for  a  gaso¬ 
line  station  and  curb  cuts,  under  Cal.  No.  1219-39-A,  on 
the  ground  that  transforming  premises  used  as  a  stable 
and  its  accessories  to  the  structural  unit  as  a  gasoline 
station  is  not  permitted  as  a  matter  of  right  under  sec¬ 
tion  6 ;  premises  440  East  102nd  street,  southwest  corner 
of  East  Kiver  drive.  Borough  of  Manhattan. 

The  Appellate  Division  unanimously  reversed  the  order 
of  Special  Term  reversing  the  Board  and  reinstated  the 
Board's  determination.  The  facts  agreed  upon  were  that 
prior  to  1934  the  premises  were  in  an  unrestricted  district 
but  on  December  7,  1934,  were  rezoned  for  residential  use; 
that  the  premises  had  been  used  for  stable  and  junk  yard 
purposes  since  prior  to  1916  ;  that  of  four  buildings  exist¬ 
ing  on  the  premises  two  were  demolished  by  the  Park 
Department  in  connection  with  widening  of  the  East 
Riser  drive,  one  was  destroyed  by  fire  and  the  remaining 
building,  while  unaltered  on  the  interior  was  stuccoed  on 
the  exterior  for  use  in  connection  with  the  transformation 
of  the  premises  into  a  modern  gasoline  station,  in  sub¬ 
stitution  of  what  had  previously  existed  on  that  part  of 
the  premises  left  after  condemnation  proceedings. 

The  Court  held  in  part:  “We  think  that  tne  decision 
of  the  Board  of  Standards  and  Appeals  was  correct  and 
should  have  been  confirmed.  We  base  our  holding,  first, 
upon  the  ground  that  the  alteration  of  the  premises 
herein  involved  a  structural  alteration  of  the  building 
found  thereon,  as  well  as  of  the  whole  premises ;  and, 
second,  upon  the  ground  that  the  change  of  use  involved 
was  not  permitted  under  Section  6  of  the  Building  Zone 
ltesolution,  in  view  of  the  alteration  made  in  the  building 
and  premises.”  ....  “Both  sides  concede  that  if  a 
structural  alteration  was  made  in  the  building  found  on 
the  premises  involved,  Section  6  would  not  permit  the 
change  in  use  proposed  herein.”  ....  “It  is  plain  that 
these  whole  premises  were  completely  made  over  in  con¬ 
nection  with  the  present  change  of  use.”  ....  “There 
was  a  material  alteration  at  least  in  the  outside  of  the 
only  building  found  on  the  plot,  which  taken  in  connection 
with  the  other  changes  made  on  the  premises,  must  be  held 
to  be  a  structural  alteration  of  said  building  as  that 
term  is  used  in  the  statute.”  ....  “We  deem  that  a 
proper  finding  upon  the  undisputed  facts  would  have  been 
that  the  changes  made  in  the  remaining  building,  con¬ 
sidered  in  the  light  of  the  general  alteration  of  the  prem¬ 
ises,  constituted  a  structural  alteration  of  that  building 
as  well  as  of  the  premises.”  (N.Y.L.J.,  November  23, 
1940). 


DESIGNATIONS:  H.B. — Department  of  Housing  and  Buildings; 
H.B.B.— Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M.— 
Department  of  Housing  and  Buildings,  Manhattan  ;  H.B.Q. — De¬ 
partment  of  Housing  and  Buildings,  Queens ;  H.B.R. — Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx. — Department  of 
Housing  and  Buildings,  Bronx;  II. D. —  Health  Department,  and 
r.D. — Fire  Department. 


RULES 


Blended  Cements,  Rules  for  Testing 

and  Use  of . 

Carbon  Dioxide  I.iquefier  Rules 
Certificates  of  Occupancy,  approved 

form  . 

Concrete  Flat  Slabs,  Rules 
Concrete  Masonry  Units.  Rules  for 
Manufacture,  Testing  and  Use 
of  . 

Concrete  Rules  (Hydrated  Lime) 

Elevator  Rules  . 

Exit  Rules  ( Revolving  Doors) 
Factory  Exit  Rules 

Fire  Alarm  Rules  (Interior)  . 

Fire  Drill  Rules  . . , 

Fire-resistive,  Flameproof  Materials, 


Last  Publication  in  Bulletin 


.Oct. 

15, 

1940— 

-Vol. 

25, 

No. 

42 

Oct. 

8. 

1940- 

-Vol. 

25, 

No. 

41 

.Aug. 

23, 

1938- 

-Vol. 

23, 

No. 

34 

J  uly 

13, 

1937  — 

-Vol. 

22, 

No. 

28 

k 

Aug. 

27. 

1940— 

-Vol. 

25. 

No. 

35 

Aug. 

3, 

1937— 

-Vol. 

22, 

No. 

31 

Mar. 

3, 

1936— 

-Vol. 

21. 

No. 

9 

June 

15, 

1937— 

-Vol. 

22, 

No. 

24 

Aug. 

13. 

1940— 

-Vol. 

25, 

No. 

33 

Aug. 

13. 

1940— 

-Vol. 

25. 

No. 

33 

Sept. 

17. 

1940— 

-Vol. 

25, 

No. 

38 

Oct. 

22. 

1940— 

Vol. 

25. 

No. 

43 

Fire  Retarding  Rules  for  Garages, 

etc . Aug. 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for . Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  . Aug. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 

Insulating  Fibre  Board  Rules . Nov. 

Oil  Burner  Rules . Oct. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . Oct. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules  . Dec. 

Platform  Trucks,  Specifications  for  Nov. 

Plumbing  Rules  .  Aug. 

Plumbing  Rules  (Prevention  of  Con¬ 
tamination  of  Water  Supply)  ...  Sept, 

Procedure,  Rules  of . Sept. 

Refrigerating  Systems,  Extract  A.C.Oct. 

Smoking  in  Factories,  Rules  for . Oct. 

Sprinkler  Rules  . June 

Standpipe  Fireline  Rules . June 

Structural  Alterations,  Reporting  ...June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc. . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code) . Apr. 


20,  1940— Vol.  25,  No.  34 
13,  1937— Vol.  22,  No.  15 

21,  1919— Vol.  4,  No.  3 

20,  1940— Vol.  25,  No.  34 
7,  1925— Vol.  10,  No.  14 
5,  1928— Vol.  13,  No.  23 
5,  1940— Vol.  25,  No.  45 
29,  1940— Vol.  25,  No.  44 

22,  1940— Vol.  25,  No.  43 

3.  1940— Vol.  25,  No.  49 
24,  1936— Vol.  21,  No.  47 
3,  1937— Vol.  22,  No.  31 

10,  1940— Vol.  25,  No.  37 

7,  1937— Vol.  22,  No.  36 

8.  1940— Vol.  25,  No.  41 
8,  1940— Vol.  25,  No.  41 

29,  1937— Vol.  22,  No.  26 
8.  1937— Vol.  22,  No.  23 
7,  1932— Vol.  17,  No.  23 
24,  1936— Vol.  21,  No.  47 
24,  1936— Vol.  21,  No.  47 

10,  1923— Vol.  8,  No.  15 


LIST  OF  APPROVED  APPLIANCES 


Anti-Siphon  Valves  . Mar. 

Fireline  Hose  Valves . Mar. 

Fuel  Oil  Burners  for  Domestic  and 

Commercial  Use  . Sept. 

Fuel  Oil  Pipe  Terminals  . Dec. 

Fuel  Oil  Burners  for  Industrial  Use.Sept. 

Fuel  Oil  Pumps  . oct. 

Gas  Heaters  . Sept. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Equipment  . Dec. 

Range  Oil  Burners  and  Space 

Heaters  . Sept. 

Vacuum  Breakers  . Sept. 


5,  1935— Vol.  20,  No.  10 
5,  1935 — Vol.  20,  No.  10 

3,  1940— Vol.  25,  No.  36 
3,  1940— Vol.  25,  No.  49 
3,  1940— Vol.  25,  No.  36 
29,  1940— Vol.  25,  No.  44 
3,  1940— Vol.  25,  No.  36 

3,  1940— Vol.  25,  No.  49 

3,  1940— Vol.  25,  No.  36 
10,  1940 — Vol.  25,  No.  37 


DECEMBER  3,  1940,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand- 
a'"ds  and  AppeaL  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning ,  December 
3,  1940,  at  10  o  clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 

cal.  no.  402-40-BZ  Application,  April  16,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Lama  and  Proskauer,  applicants,  on 
behalf  of  Clifford  E.  Mills,  owner,  to 
permit  in  a  residence  use  district  and 
“F”  area  district  the  erection  and  main¬ 
tenance  of  a  building  to  be  used  as  a 
gas  station,  auto  laundry,  lubritorium, 
office  and  boiler  room  in  conjunction 
with  a  gasoline  service  station  on  a  plot 
of  ground  previously  occupied  as  a 
gasoline  service  station;  premises  144- 
39  to  144-47  Farmers  boulevard,  south¬ 
east  corner  of  South  Conduit  avenue 
(Block  No.  4517,  Lot  No.  1  and  part  of 
Lot  No.  3),  Springfield,  Borough  of 
Queens. 

cal.  no.  285-36-BZ — Application  of  Frederick  W.  Rothamel, 
applicant,  on  behalf  of  Otto  Gebhardt, 
owner  (Revonali,  Laundry,  Incorporated, 
lessee),  reopened  April  9,  1940,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  use  dis¬ 
trict  the  storage  of  more  than  five  (5) 
motor  vehicles  (previously  granted  on 
condition— re  change  of  occupancy  of  an 
existing  building  to  a  garage  for  more 
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than  five  (5)  motor  vehicles,  motor 
vehicle  repair  shop  and,  also,  gasoline 
service  station)  ;  premises  72-27  Cypress 
Hills  street,  northeast  side,  199.41  ft. 
south  of  Myrtle  avenue  (Block  No. 
3600,  Lot  No.  125),  Glendale,  Borough 
of  Queens. 

cal.  no.  879-40-BZ — Application,  August  30,  1940,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  H.  I.  Feldman,  applicant,  on 
behalf  of  Boiaz  Realty  Corporation, 
owner,  to  permit  in  a  residence  use  dis¬ 
trict  the  alteration  and  conversion  of 
occupancy  of  part  of  a  multiple  dwelling 
to  business  use  (stores)  ;  premises  2081 
Grand  Concourse,  northwest  corner  of 
East  180th  street  (Block  Noo.  3161,  Lot 
No.  30),  Borough  of  The  Bronx. 

cal.  no.  583-40-BZ — Application,  May  28,  1940,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Henry  Nordheim,  applicant,  on  be¬ 
half  of  O’Brien  Building  Company,  In¬ 
corporated,  owner  (Charles  Barnett, 
lessee),  to  permit  in  a  business  use 
district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  3096-3102 
Webster  avenue,  south  side.  25  ft.  west 
of  East  204th  street  (Block  No.  3330, 
Lot  No.  68),  Borough  of  The  Bronx. 

cal.  no.  512-40-BZ — Application,  May  14,  1940,  under  sec¬ 
tions  7b,  7c  and  21  of  the  building  zone 
resolution,  of  Henry  Nordheim,  appli¬ 
cant,  on  behalf  of  Salvatore  Rullo, 
owner,  to  permit,  partly  in  a.  business 
use  district  and  partly  in  an  unre¬ 
stricted  use  district,  the  conversion  of 
occupancy  of  a  building  to  a  motor 
vehicle  repair  shop ;  premises  2623 
Roberts  avenue,  north  side,  100  ft.  west 
of  Blondell  avenue,  and  1409  Blondell 
avenue  (Block  No.  4074,  Lot  Nos.  22 
and  29),  Borough  of  The  Bronx. 

cal.  no.  97-37-BZ — Application  of  Theodore  R.  Feinberg, 
applicant,  on  behalf  of  Eleanor  C. 
Stoffel,  Cornelius  Cameron  and  Lillian 
Covert,  owners  (Harry  Lander,  lessee), 
reopened  October  8,  1940,  under  section 
7h  of  the  building  zone  resolution,  to 
permit  in  a  business  use  district,  for  a 
temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1404-1428  East  New  York 
avenue,  southwest  corner  of  Amboy 
street  (Block  No.  3495,  Lot  Nos.  12 
and  16),  Borough  of  Brooklyn. 

cal.  no.  253-40-BZ— -Application,  March  6,  1940,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  Oscar  Goldschlag,  appli¬ 
cant,  on  behalf  of  Direct  Realty  Com¬ 
pany,  owner,  to  permit  on  a.  plot  lo¬ 
cated  in  a  business  use  district  and 
residence  use  district,  the  parking  and 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  1060-1070  St.  Nich¬ 
olas  avenue  and  510-520  West  164th 


street,  southeast  corner  (Block  No. 
2121,  Lot  No.  13),  Borough  of  Man¬ 
hattan. 

al.  no.  951-40-BZ — Application,  October  1,  1940,  under 
section  7c  of  the  building  zone  resolu¬ 
tion,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Italian  Center  of 
Queens,  Incorporated,  owner,  to  permit 
in  a  business  use  district,  extending 
into  a  residence  use  district,  the  erec¬ 
tion  of  a  building  to  be  used  as  office, 
auditorium,  banquet  rooms,  club  rooms 
and  kitchen;  premises  102-31  Queens 
boulevard,  southeast  corner  of  68th 
avenue  (Block  No.  2137,  Lot  No.  8), 
Forest  Hills,  Borough  of  Queens. 

al.  no.  375-40-BZ — Application,  April  11,  1940,  under  sec¬ 
tions  7a,  7c  and  21  of  the  building  zone 
resolution,  of  Thomas  O’Rourke  Gal¬ 
lagher.  applicant,  on  behalf  of  Walter 
A.  Beaudel,  owner  (Beaudel  Brothers, 
lessees),  to  permit  in  a  residence  use 
district  the  alteration  and  reconstruction 
of  an  existing  gasoline  service  station ; 
premises  144-12  Springfield  boulevard, 
northwest  corner  of  North  Conduit 
boulevard,  and  186-08  144th  avenue, 
southwest  corner  of  Springfield  boule¬ 
vard  (Block  No.  3816,  Lot  No.  76  and 
part  of  Lot  No.  63),  Springfield  Gar¬ 
dens,  Borough  of  Queens. 

al.  no.  489-38-BZ — Application  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Sam  Schwartz 
and  Joseph  Schwartz,  owners,  reopened 
October  3.  1939,  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a 
residence  use  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  (previously  denied  by  the  Board)  ; 
premises  219-01  North  Conduit  boule¬ 
vard  (avenue)  and  144-01  to  144-09 
Springfield  boulevard,  northeast  corner 
(Block  No.  3820,  Lot  No.  4),  Spring- 
field  Gardens,  Borough  of  Queens. 

al.  no.  94-38-BZ — Application  of  William  L.  Schrauth,  ap¬ 
plicant,  on  behalf  of  Jeho  Company,  In¬ 
corporated,  owner,  reopened  July  16, 
1940,  for  rehearing,  under  section  7h  of 
the  building  zone  resolution,  to  permit 
in  a  business  use  district  the  parking 
and  storage  of  more  than  five  (5)  motor 
vehicles  (previously  denied)  ;  premises 
89-04  166th  street,  southwest  corner  of 
89th  avenue  (Block  No.  9795  [866 1, 
Lot  No.  72),  Jamaica,  Borough  of 
Queens. 

al.  no.  1028-40-BZ — Application,  October  24,  1940,  under 
sections  21  and  7a  of  the  building  zone 
resolution,  of  Aymar  Embury  II,  appli¬ 
cant,  on  behalf  of  Metropolitan  Jockey 
Club,  owner,  to  permit  in  a  residence 
use  district  the  alteration  and  extension 
of  business  buildings  used  in  conjunc¬ 
tion  with  a  race  track;  premises  163-24 
and  165-10  Baisley  boulevard,  south 
side,  200  ft.  east  of  New  York  boule¬ 
vard  (Block  No.  3300,  Lot  No.  2), 
Jamaica,  Borough  of  Queens. 
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Appeals  from  Administrative  Decisions. 

1029-40-A — 165-10  Baisley  boulevard,  south  side,  480  ft.  east 
of  New  York  boulevard  (Block  No.  3300, 
Lot  No.  2),  Jamaica,  Borough  of  Queens 
(under  section  35,  General  City  Law — re 
bed  of  mapped  street). 

1019-40-A — 102-31  Queens  boulevard,  southeast  corner  of 
68th  avenue  (Block  No.  2137,  Lot  No.  8), 
Forest  Hills,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Charman. 


DECEMBER  3,  1940,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

992-40- A — 522  East  133rd  street,  south  side,  300  ft.  west 
of  St.  Ann’s  avenue  (Block  No.  2260,  Lot 
No.  7).  Borough  of  The  Bronx. 

969-40-A — 366  Kingston  avenue,  west  side,  100  ft.  6  in. 

(95  ft.  6  in.)  north  of  Crown  street  (Block 
No.  1292,  Lot  No.  44),  Borough  of  Brook¬ 
lyn. 

1099-40-A — 212-216  West  48th  street,  south  side.  128  ft. 

west  of  Broadway  (Block  No.  1019,  Lot 
No.  46),  Borough  of  Manhattan. 

821-40-A — 436  West  57th  street,  south  side,  300  ft.  east  of 
Eleventh  avenue  (Block  No.  1066,  Lot  No. 
50),  Borough  of  Manhattan. 

1122-40-A — 153-159  West  27th  street,  north  side,  106  ft. 

2x/z  in.  east  of  Seventh  avenue  (Block  No. 
803,  Lot  No.  7),  Borough  of  Manhattan. 

1127-40-A — 80-88  Hugh  J.  Grant  Circle,  south  side,  95.69 
ft.  west  of  East  177th  street,  and  1925 
Newbold  avenue  (Block  No.  3795,  Lot 
No.  9),  Borough  of  The  Bronx. 


DECEMBER  10,  1940,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  December 
10,  1940,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 


cal.  no.  260-40-BZ — Application,  March  5,  1940,  under  sec¬ 
tion  7i  of  the  building  zone  resolution, 
of  Paul  Carchiolo  and  Nils  Jensen, 
applicants  and  lessees,  on  behalf  of 
Sadie  Rosen,  owner,  to  permit  on  the 
business  portion  of  a  plot,  located  partly 
in  a  business  use  district  and  partly  in 
a  residence  use  district,  the  conversion 
of  occupancy  of  an  e.xisting  building  to 
a  motor  vehicle  repair  shop ;  premises 
5501-5513  18th  avenue,  southeast  cor¬ 
ner  of  55th  street  (Block  No.  5494,  Lot 
No.  29).  Borough  of  Brooklyn. 


cal.  no.  521-40-BZ — Application,  May  15,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 


of  Abraham  Saul,  applicant  and  owner, 
to  permit  in  a  residence  use  district  and, 
also,  “E”  area  district,  the  maintenance 
of  an  extension  at  the  rear  of  the  second 
story  of  an  existing  dwelling ;  said  ex¬ 
tension  does  not  comply  with  “E”  area 
requirements;  premises  1818  East  29th 
street,  west  side,  126  ft.  south  of  Ave¬ 
nue  R  (Block  No.  6834,  Lot  No.  10), 
Borough  of  Brooklyn. 

cal.  no.  446-40-BZ — Application,  April  26,  1940,  under  sec¬ 
tion  7c  of  the  building  zone  resolution, 
of  Arthur  H.  Haaren,  applicant,  on 
behalf  of  Kesbec.  Incorporated,  owner 
(James  McAllister,  lessee),  to  permit 
in  a  business  use  district  the  extension 
of  a  gasoline  service  station  so  as  to 
include  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  4431-4441  Broadway,  west 
side,  108  ft.  south  of  West  190th  street 
(Block  No.  2180,  Lot  Nos.  492  and 
494),  Boiough  of  Manhattan. 

cal.  no.  818-40-BZ — Application,  July  26,  1940,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  M.  A.  Boule,  applicant,  on  behalf  of 
Sylvia  M.  Bullowa,  owner  (John  Car- 
mody,  lessee),  to  permit  in  a  business 
use  district,  for  a  temporary  period 
of  not  more  than  two  (2)  years,  the 
parking  and  storage  of  more  than  five 
(5)  motor  vehicles;  premises  1882-1884 
Second  avenue,  east  side,  25  ft.  north 
of  East  97th  street  (Block  No.  1669, 
Lot  No.  2),  Borough  of  Manhattan. 


cal.  no.  819-40-BZ — Application,  July  26,  1940,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  M.  A.  Boule,  applicant,  on  behalf  of 
Sylvia  M.  Bullova,  owner  (John  Car- 
mody,  lessee),  to  permit  in  a  business 
use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  1888-1890 
Second  avenue,  east  side.  50  ft.  south  of 
East  98th  street  (Block  No.  1669,  Lot 
Nos.  51  and  52),  Borough  of  Man¬ 
hattan. 

cal.  no.  1016-40-BZ— Application,  October  23,  1940,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Theodore  R.  Feinberg,  appli¬ 
cant,  on  behalf  of  Kauffman  Lewenthal 
Realty  Company,  owner,  to  permit  in  a 
residence  use  district  the  alteration  and 
conversion  of  occupancy  of  part  of  an 
existing  building  to  business  use 
(store)  ;  premises  649  Water  street, 
south  side,  266  ft.  8  in.  east  of  Gouver- 
neur  Slip  (Block  No.  243,  Lot  No. 
106),  Borough  of  Manhattan. 

cal.  no.  278-40-BZ — Application  of  William  R.  Altman,  ap¬ 
plicant,  on  behalf  of  One  Jumel  Realty 
Corporation,  owner,  reopened  Novem¬ 
ber  8,  1939,  under  sections  7i  and  21 
of  the  building  zone  resolution,  to  per¬ 
mit  in  a  business  use  district  the  con¬ 
version  of  occupancy  of  part  of  a  garage 
for  more  than  five  (5)  motor  vehicles 
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(previously  granted  by  the  Board) 
from  garage  use  to  a  motor  vehicle  re¬ 
pair  shop;  premises  441  West  167th 
street  and  1  Jumel  place,  northeast  cor¬ 
ner  (Block  No.  2112,  Lot  No.  58), 
Borough  of  Manhattan. 

cal.  no.  729-38- BZ  Application  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Talbo  Gasoline 
Company,  Incorporated,  owner,  re¬ 
opened  October  8,  1940,  under  sections 
7c.  and  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  use  dis¬ 
trict  the  alteration  and  extension  in 
area  of  an  existing  gasoline  service 
station  (previously  denied  by  the 
Board)  ;  premises  3150-3158  Boston 
Post  road,  southeast  corner  of  Laconia 
avenue  (Block  No.  4614,  Lot  No.  9), 
Borough  of  The  Bronx. 

cal.  no.  812-40-BZ — Application,  July  22,  1940,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Arthur  H.  Haaren,  ap¬ 
plicant,  on  behalf  of  Edlar  Realty  Cor¬ 
poration,  owner  (Alex  White,  lessee), 
to  permit  in  a  business  use  district  the 
extension  of  a  gasoline  service  station 
so  as  to  permit  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  3150  Broadway,  southeast 
corner  of  Moylan  place  (Block  No 
1980,  Lot  No.  61),  Borough  of  Man¬ 
hattan. 


cal.  no.  39-31-BZ — Application  of  Reginald  S.  Hardy,  ap¬ 
plicant,  on  behalf  of  Woodhaven-Lib- 
erty  Realty  Corporation,  owner,  re¬ 
opened  May  21,  1940,  under  sections 
7f  and  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  use  dis¬ 
trict.  _  for  a  stated  term  of  years,  the 
erection  and  maintenance  of  a  gasoline 
service  station ;  premises  93-02  to  93-06 
Rockaway  boulevard  and  103-55  to  103- 
69  93rd  street,  southeast  corner  (Block 
No.  9115,  part  of  Lot  No.  39),  Wood- 
haven,  Borough  of  Queens. 

cal.  no.  416-40-BZ  Application,  April  22,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  Sambur,  applicant,  on  be¬ 
half  of  Central  Hanover  Bank  and 
Trust  Company,  owner  (Harry  Wolin- 
sky,  lessee),  to  permit  in  a  business  use 
district  the  conversion  of  occupancy  of 
the  first  story  of  an  existing  building 
to  a  motor  vehicle  repair  shop ;  prem¬ 
ises  135  West  52nd  street,  north  side, 
325  ft.  east  of  Seventh  avenue  (Block 
No.  1005,  Lot  No.  14),  Borough  of 
Manhattan. 


cal.  no.  1321-39-BZ— Application,  October  26,  1939,  under 
sections  7h  and  21  of  the  building  zone 
resolution,  of  Anna  Weschler,  appli¬ 
cant  and  lessee,  on  behalf  of  Bernard 
Flood,  owner,  to  permit,  partly  in  a 
residence  use  district  and  partly  in  a 
business  use  district,  the  parking  and 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  142-23  Roosevelt 
avenue,  north  side,  200  ft.  east  of  Union 


street  (Block  No.  5020,  Lot  No.  47), 
Flushing,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


DECEMBER  10,  1940,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

696-39- A — 2321  Third  avenue  and  201  East  126th  street, 
northeast  corner  (Block  No.  1791,  Lot  No.' 
1),  Borough  of  Manhattan. 

1078-40-A — 52-15  Grand  avenue,  north  side,  465.30  ft.  east 
of  49th  (Owens)  street  (Block  No.  2594, 
Lot  Nos.  1  and  34,  Block  No.  2593,  Lot 
Nos.  1  and  34,  Block  No.  2605,  Lot  No.  1, 
and  Block  No.  2606,  Lot  No.  1),  Maspeth, 
Borough  of  Queens  (under  section  35,  Gen¬ 
eral  City  Law — re  bed  of  mapped  street). 

849-40-A — 419-423  East  48th  street,  north  side,  100  ft.  west 
of  Beekman  place  (Block  No.  1360,  Lot 
No.  11),  Borough  of  Manhattan. 

1142-40- A — 2301-2323  Beverly  road  and  2360-2420  Bedford 
avenue,  northwest  corner  (Block  No.  5133, 
Lot  No.  14),  Borough  of  Brooklyn. 


DECEMBER  17,  1940,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  December 
17,  1940,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 

cal.  no.  351-40-BZ — Application,  April  5,  1940,  under  sec-  ! 

tions  21  and  7f  of  the  building  zone 
resolution,  of  William  F.  Regan,  appli¬ 
cant,  on  behalf  of  William  F.  Regan, 
owner,  to  permit  in  a  business  use  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station;  premises  1090- 
1012  Brooklyn  avenue  and  3522-3524 
Snyder  avenue,  southwest  corner  (Block 
No.  4906,  Lot  Nos.  9  and  10),  Borough 
of  Brooklyn. 

cal.  no.  977-40-BZ — Application,  October  8,  1940,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  James  A.  Boyle,  applicant,  on 
behalf  of  William  M.  Calder  Company, 
owner,  to  permit  in  a  street,  zoned  for 
residence  use  up  to  within  100  ft.  of  an 
intersecting  street  zoned  for  business 
use,  entrances  to  stores,  offices  or  show 
rooms  located  more  than  25  ft.  from 
the  intersecting  street;  premises  3047 
Avenue  U  and  2080-2090  Coyle  street, 
northwest  corner  (Block  No.  7339,  Lot 
No.  40),  Borough,  of  Brooklyn. 

cal.  no.  865-40-BZ — Application,  August  21,  1940,  under 
sections  7h  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  The  Louis  Fried¬ 
man  Realty  Company,  Incorporated, 
owner  (Norman  Resnick,  lessee),  to 
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permit  in  a  business  use  district,  for  a 
temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  368-378  Kings  highway,  south¬ 
west  corner  of  West  3rd  street  (Rlock 
No.  6653,  Lot  Nos.  ,34,  38.  43  and  44), 
Borough  of  Brooklyn. 

cal.  no.  401-31-BZ — Application  of  Sidnev  L.  Strauss,  ap¬ 
plicant,  on  behalf  of  Webster  Commit¬ 
tee,  Incorporated,  and  Wilson  and 
Company,  owners  (Fifth  Atlantic  Cor¬ 
poration,  lessee;  Thomas  Karas,  sub¬ 
lessee),  reopened  July  2.  1940,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  use  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station  upon  a  plot,  pre¬ 
viously  granted  by  the  Board,  for  a 
temporary  period  of  not  more  than  two 
(2)  years,  for  parking  and  storage  of 
more  than  five  (5)  motor  vehicles;  it 
is  proposed,  also,  to  continue  the  tem¬ 
porary  parking  and  storage  use;  prem¬ 
ises  624-626  Atlantic  avenue  and  9 
Fifth  avenue,  northeast  corner,  and  627 
Pacific  street  (Block  No.  1119,  Lot 
Nos.  1  and  64),  Borough  of  Brooklyn. 

cal.  no.  304-40-BZ— Application,  March  25,  1940.  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  J.  M.  Berlinger,  applicant,  on 
behalf  of  F.  W.  Realty  Corporation, 
owner,  to  permit  in  a  residence  use 
district  the  conversion  of  occupancy  of 
part  of  an  existing  multiple  dwelling 
from  residence  use  to  business  use 
(stores)  ;  premises  11-15  West  8th 
street,  north  side,  206  ft.  6  in.  west  of 
Fifth  avenue  (Block  No.  572,  Lot  Nos. 
49,  50  and  51),  Borough  of  Manhattan. 

cal.  no.  647-40-BZ — Application,  June  13,  1940,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Oscar  Goldschlag.  applicant,  on  be¬ 
half  of  Eugene  Higgins,  owner,  to  per¬ 
mit  in  a  business  use  district,  for  a 
temporary  period  of  two  (2)  years,  the 
parking  and  storage  of  more  than  five 
(5)  motor  vehicles;  premises  3321-3323 
Broadway  and  601-607  West  134th 
street,  northwest  corner  (Block  No. 
2001,  Lot  Nos.  29  and  30),  Borough  of 
Manhattan. 

cal.  no.  1021-40-BZ — Application,  October  24,  1940,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Leon  J.  Shapiro,  applicant,  on 
behalf  of  Robert  Bass,  owner,  to  per¬ 
mit  in  a  business  use  district,  on  a  lot 
abutting  a  residence  use  district,  the 
alteration  of  a  business  building  (store) 
in  such  a  manner  that  there  will  be 
show  windows  and  store  entrances  more 
than  25  ft.  from  the  corner  of  the 
street;  premises  464  Clarkson  avenue, 
southeast  corner  of  Brooklyn  avenue 
(Block  No.  4841,  Lot  No.  16),  Bor¬ 
ough  of  Brooklyn. 

Cal.  no.  177-32-BZ — Application  of  Herbert  J.  Krapp,  ap¬ 
plicant,  on  behalf  of  Trebuhs  Realty 
Company,  Incorporated,  owner,  re¬ 
opened  April  9,  1940,  under  section  7h 


of  the  building  zone  resolution,  to  per¬ 
mit  in  a  business  use  district  the  park¬ 
ing  and  storage  of  more  than  five  (5) 
motor  vehicles  (previously  denied  by 
the  Board  as  a  gasoline  service  sta¬ 
tion)  ;  premises  160-166  West  End 
avenue  and  251-261  West  67th  street, 
northeast  corner  (Block  No.  1159,  Lot 
No.  1),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


DECEMBER  17,  1940,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

882-40-A — 148  39th  street,  southwest  corner  of  Second  ave¬ 
nue  (Bush  Building  No.  19,  fourth  floor)  ; 
(Block  No.  706,  Lot  No.  1),  Borough  of 
Brooklyn. 

1004-40-A — 228  Bav  street,  west  side,  151  ft.  north  of  Han¬ 
nah  street  (Block  No.  498,  Lot  No.  74), 
Tompldnsville,  Borough  of  Richmond. 

11 00-40- A — 80-40  Cooper  avenue,  south  side,  422  ft.  east  of 
80th  street  (Block  No.  3806,  Lot  No.  2), 
Glendale,  Borough  of  Queens  (under  sec¬ 
tion  35,  General  City  Law — re  bed  of 
mapped  street). 

881-40-A — 291-301  Metropolitan  avenue,  northwest  corner 
of  Roebling  street  (Block  No.  2353.  Lot 
No.  13),  Borough  of  Brooklyn. 


DECEMBER  31,  1940,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions  of 
the  building  zone  resolution,  Tuesday  morning,  December 
31,  1940,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 

cal.  no.  518-40-BZ — Application,  May  15,  1940.  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Edward  A.  Schuman,  applicant  and 
owner  (Forest  Hills  Cement  Block 
Company,  Incorporated,  lessee) ,  to  per¬ 
mit  in  a  business  use  district  the  use 
of  premises  for  the  manufacture  of 
cement  blocks;  premises  117-30  Spring- 
field  boulevard,  west  side,  44.54  ft. 
north  of  118th  avenue  (Block  No.  3358, 
Lot  No.  61),  St.  Albans,  Borough  of 
Queens. 

cal.  no.  942-40-BZ — Application,  September  27,  1940,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Ratlan  Realty 
Corporation,  owner,  to  permit,  partly 
in  a  business  use  district  and  partly  in 
an  unrestricted  use  district,  the  recon¬ 
struction  and  structural  alterations  of 
a  building  and,  also,  premises  used  as  a 
public  garage,  motor  vehicle  repair 
shop,  auto  laundry,  grease  pits  and 
gasoline  service  station;  premises  1927- 
1943  Atlantic  avenue  and  17-31  Ban¬ 
croft  place,  northeast  corner  (Block 
No.  1558.  Lot  Nos.  1  and  32),  Bor¬ 
ough  of  Brooklyn. 
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cal.  no.  990-40-BZ — Application,  October  1,  1940,  under 
sections  7 a  and  7c  of  the  building  zone 
resolution,  of  Charles  M.  Spindler,  ap¬ 
plicant,  on  behalf  of  H.  D.  Hammond 
Garage,  Incorporated,  owner,  to  per¬ 
mit  on  a  premises  located  partly  in  a 
business  use  district  and  partly  in  an 
unrestricted  use  district,  the  extension 
of  a  gasoline  service  station;  premises 
6518-6524  Fort  Hamilton  parkway,  913- 
929  66th  street,  northwest  corner,  and 
912-922  65th  street  (Block  No.  5750, 
Lot  Nos.  13  and  26),  Borough  of 
Brooklyn. 

cal.  no.  807-40-BZ — Application,  July  19,  1940,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  Henry  Nordheim,  appli¬ 
cant,  on  behalf  of  Richard  Stiegler, 
owner  (Sarah  Stern,  lessee),  to  permit 
in  a  business  use  district,  for  a  tem¬ 
porary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage,  of 
more  than  five  (5)  motor  vehicles; 
premises  1168-1178  River  avenue,  east 
side,  129  ft.  north  of  McClellan  street 
(Block  No.  2488,  part  of  Lot  No.  1), 
Borough  of  The  Bronx. 

cal.  no.  390-27-BZ — Application  of  Reginald  S.  Hardy,  ap¬ 
plicant,  on  behalf  of  Morben  Realty 
Corporation,  owner,  reopened  October 
15,  1940,  under  section  7f  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  busi¬ 
ness  use  district,  for  a  stated  term  of 
years,  the  erection  and  maintenance  of 
a  gasoline  service  station  (previously 
denied  by  the  Board  under  section  21 
of  the  building  zone  resolution)  ;  prem¬ 
ises  73-42  Cooper  avenue,  south  Aide, 
22.22  ft.  west  of  74th  street  (Block  No. 
3811,  Lot  No.  8),  Glendale,  Borough 
of  Queens. 

cal.  no.  712-38-BZ — Application  of  Sidney  L.  Strauss,  ap¬ 
plicant,  on  behalf  of  Steeples  Manage¬ 
ment  Corporation,  owner,  reopened  and 
restored  to  Calendar  November  13, 
1940,  under  _  section  21  of  the  building 
zone  resolution,  to  permit  in  a  residence 
use  district  the  maintenance  of  business 
use  in  part  of  the  cellar  and  in  part  of 
the  first  story  of  an  existing  multiple 
dwelling  (previously  dismissed  for  lack 
of  prosecution)  ;  premises  1604-1648 
Ocean  avenue,  west  side,  120  ft.  south 
of  Avenue  K  (Block  No.  6730,  Lot 
Nos.  63  and  72),  Borough  of  Brook¬ 
lyn. 

cal.  no.  1131-40-BZ — Annlication,  November  29,  1940,  under 
sections  7b  and  21  of  the  building  zone 
resolution,  of  Emil  H.  Schwab,  Tr., 
applicant,  on  behalf  of  Emil  Schwab. 
Sr.,  Emma,  Schwab  and  Emil  H. 
Schwab,  Jr.,  owners,  to  permit,  partly 
in  a  residence  use  district  and  partly 
in  a  business  use  district,  the  mainte¬ 
nance  of  a  business  use  (stores)  on  the 
first  story  of  an  existing  multiple 
dwelling ;  premises  2485  Creston  ave¬ 
nue,  west  side,  56  ft.  north  of  East 
Fordham  road  (Block  No.  3174,  Lot 
No.  30),  Borough  of  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


DECEMBER  31,  1940,  2  P.  M. 

Appeal  from  Administrative  Decision. 

1006-40-A — 141-143  Coolidge  avenue,  north  side,  236.65  ft. 

west  of  Daniels  street  (Block  No.  6339, 
Lot  No.  54),  Jamaica,  Borough  of  Queens 
(under  section  35,  General  City  Law — re 
bed  of  mapped  street). 


JANUARY  7,  1941,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions  of 
the  building  zone  resolution,  Tuesday  morning ,  January 
7,  1941,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 

cal.  no.  377-40-BZ — Application,  April  11,  1940,  under  sec¬ 
tion  7g  of  the  building  zone  resolution, 
of  William  P.  Collins,  applicant  and 
lessee,  on  behalf  of  Long  Island  Rail¬ 
road  Company,  owner,  to  permit  in  an 
unrestricted  use  district  the  parking  of 
more  than  five  (5)  motor  vehicles  on 
a  plot  located  on  the  same  street  and 
between  the  same  two  (2)  intersecting 
streets  with  a  school;  premises  10-25 
49th  avenue,  north  side,  59.94  ft.  west 
of  Jackson  avenue  (Block  No.  44,  Lot 
Nos.  10  to  19,  inclusive),  Long  Island 
City,  Borough  of  Queens. 

i 

cal.  no.  983-40-BZ — Application,  October  10,  1940,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Dime  Savings  Bank 
of  Brooklyn,  owner,  to  permit,  partly 
in  a  business  use  district  and  partly  in 
an  unrestricted  use  district,  for  a  tem¬ 
porary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
413-417  Flatbush  Avenue  Extension, 
east  side,  136  ft.  1 %  in.  south  of  DeKalb 
avenue  (Block  No.  2093,  Lot  No.  85), 
Borough  of  Brooklyn. 

cal.  no.  828-40-BZ — Application,  July  30,  1940,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Gaetano  Tuzzolino,  applicant  and 
lessee,  on  behalf  of  Milton  Hirschman, 
owner,  to  permit  in  a  business  use  dis¬ 
trict,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  northeast  cor¬ 
ner  of  White  Plains  road  and  East 
236th  street  (Block  No,  5043,  Lot  No. 
6),  Borough  of  The  Bronx. 

cal.  no.  604-40-BZ — Application,  June  5,  1940,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Paul  Friedman,  applicant,  on  behalf 
of  Mary  B.  MacKay,  owner  (Etta 
Ginsberg,  lessee),  to  permit  in  a  busi¬ 
ness  use  district,  for  a  temporary  period 
of  not  more  than  two  (2)  years,  the 
parking  and  storage  of  more  than  five 
(5)  motor  vehicles;  premises  74-92 
Bay  Ridge  avenue,  south  side,  200  ft. 
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east  of  Narrows  avenue  (Block  No. 
5869,  Lot  No.  19),  Borough  of  Brook¬ 
lyn. 


cal.  no.  271-39-BZ — Application  of  Albert  C.  Benson,  ap¬ 
plicant,  on  behalf  of  Socony- Vacuum 
Oil  Company,  Incorporated,  owner, 
reopened  October  15,  1940,  under  sec¬ 
tion  7c  of  the  building  zone  resolution, 
to  permit  in  a  business  use  district  the 
extension  of  an  existing  gasoline  service 
station  (previously  granted  on  certain 
conditions  by  the  Board;  Board’s  deci¬ 
sion  reversed  by  Special  Term,  Supreme 
Court,  without  prejudice  to  taking  fur¬ 
ther  proceedings  before  the  Board)  ; 
premises  96-23  to  96-29  Queens  boule¬ 
vard  and  95-02  to  95-14  63rd  road, 
northeast  corner  (Block  No.  2088.  Lot 
No.  22),  Elmhurst,  Borough  of  Queens. 


cal.  no.  926-40-BZ— Application,  September  18,  1940,  under 
section  7c  of  the  building  zone  resolu¬ 
tion,  of  Louis  A.  Kiesewetter,  appli¬ 
cant,  on  behalf  of  The  Texas  Company, 
owner,  to  permit  in  a  business  use  dis¬ 
trict  the  erection  of  an  accessory  build¬ 
ing  on  an  existing  gasoline  service 
station;  premises  1698  Boston  road  and 
1705  Southern  boulevard,  southeast 
corner  (Block  No.  2978,  Lot  No.  191), 
Borough  of  The  Bronx. 


maintenance  of  a  multiple  dwelling 
having  a  garage  for  more  than  five 
(5)  motor  vehicles  for  the  use  of  the 
tenants  of  the  multiple  dwelling  only ; 
premises  50-90  Riverside  Drive  West, 
west  side,  from  West  158th  street  to 
West  161st  street  (Block  No.  2135, 
Lot  Nos.  60,  32,  37  and  92),  Borough 
of  Manhattan. 


Appeal  from  Administrative  Decision. 

cal.  no.  758-40- A-MD — Application,  July  9,  1940,  under 
section  60  of  the  Multiple  Dwelling 
Law.  of  Arthur  Weiser,  applicant,  on 
behalf  of  Wheelock  Avenue  Corpora¬ 
tion,  owner  (Margate  Estates,  Incor¬ 
porated,  lessee),  to  permit,  partly  in  a 
business  use  district  and  partly  in  a  resi¬ 
dence  use  district,  the  erection  and 
maintenance  of  a  multiple  dwelling  hav¬ 
ing  a  garage  for  more  than  five  (5) 
motor  vehicles  for  the  use  of  the  ten¬ 
ants  of  the  multiple  dwelling  only ; 
premises  50-90  Riverside  Drive  West, 
west  side,  from  West  158th  street  to 
West  161st  street  (Block  No.  2135,  Lot 
Nos.  60,  32,  37  and  92),  Borough  of 
Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


cal.  no.  1084-40-BZ — Application,  November  13,  1940,  under 
sections  7a,  7b  and  21  of  the  building 
zone  resolution,  of  A.  J.  Daidone,  ap¬ 
plicant.  on  behalf  of  Department  of 
Public  Works,  City  of  New  York, 
owner,  to  permit  in  a  business  use  dis¬ 
trict  the  erection  and  maintenance  of  a 
building  accessory  to  a  sewage  disposal 
plant;  premises  150-63  131st  street, 
blocks  bounded  by  150th  avenue,  155th 
avenue,  131st  street  and  134th  street 
(Block  No.  2718,  Lot  No.  1,  and  Block 
No.  2720,  Lot  No.  24),  Jamaica,  Bor¬ 
ough  of  Queens. 


cal.  no.  1085-40-BZ — Application,  November  13,  1940,  under 
sections  7a,  7b  and  21  of  the  building 
zone  resolution,  of  A.  J.  Daidone.  ap¬ 
plicant,  on  behalf  of  Department  of 
Public  Works,  City  of  New  York, 
owner,  to  permit  in  a  business  use  dis¬ 
trict  the  erection  and  maintenance  of  a 
building  accessory  to  a  sewage  disposal 
plant;  premises  150-54  134th  street, 
blocks  bounded  by  150th  avenue,  155th 
avenue,  131st  street  and  134th  street 
(Block  No.  2718,  Lot  No.  1,  and  Block 
No.  2720,  Lot  No.  24),  Jamaica,  Bor¬ 
ough  of  Queens. 


JANUARY  14,  1941,  10  A.  M. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  January 
14,  1941,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matter : 

lal.  no.  249-39-BZ — Application,  February  28,  1940;  dis- 
miseed  for  lack  of  prosecution  July  18, 
1939;  reopened  and  restored  to  Calendar 
September  17,  1940,  under  section  7f  of 
the  building  zone  resolution,  of  Lama 
and  Proskauer,  applicants,  on  behalf  of 
Koppers  Company,  owner,  to  permit  in 
a  business  use  district,  for  a  stated  term 
of  years,  the  erection  and  maintenance 
of  a  gasoline  service  station ;  premises 
84-11  to  84-21  Astoria  boulevard  and 
24-02  to  24-12  85th  street,  northwest 
corner,  and  84-12  to  84-20  24th  avenue 
(Block  No.  1096,  part  of  Lot  No.  1). 
Jackson  Heights,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


cal.  no.  1139-40-BZ — Application,  December  2,  1940,  under 
section  21  of  the  building  zone  resolu¬ 
tion.  of  Arthur  Weiser,  applicant,  on 
behalf  of  Wheelock  Avenue  Corpora¬ 
tion,  owner  (Margate  Estates,  Incor¬ 
porated,  lessee),  to  permit,  partly  in  a 
business  use  district  and  partly  in  a 
residence  use  district,  the  erection  and 


FEBRUARY  18,  1941,  2  P.  M. 

Appeal  from  Administrative  Decision. 

553-37-A — 1815-1825  Ocean  avenue,  east  side.  280  ft.  south 
of  Avenue  M  (Block  No.  76 56,  Lot  No 
55  and  part  of  T.ot  Nos.  54  and  58),  Bor 

ough  of  Brooklyn. 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  NOVEMBER  26,  1940. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Assistant  Chief  McCarthy. 

The  minutes  of  the  regular  meeting  of  the  Board  held  on 
Wednesday  morning,  November  13.  1940,  and  the  minutes 
oi  tlie  regular  meeting  of  the  Board  held  on  Wednesday 
aiternoon,  iNovember  13,  1940,  were  approved  as  printed  in 
Bulletin  No.  47,  Volume  25. 


BUILDING  ZONE  CASES. 

o9-31-BZ. 

APPLICANT — Reginald  S.  Hardy,  for  Woodhaven-Liberty 
Kealty  Corporation,  owner. 

BUijjALi — Application  reopened  May  21,  1940  (re  deci¬ 
sion  ot  the  borough  superintendent  of  buildings ) , 
under  sections  7f  and  21  of  the  building  zone  reso¬ 
lution,  to  permit  in  a  business  use  district,  for  a 
stated  term  of  years,  the  erection  and  maintenance 
of  a  gasoline  service  station. 

PREMISES  Ah  h  EC  I  ED — 93-02  to  93-06  Rockaway 
boulevard  and  103-55  to  103-69  93rd  street,  south¬ 
east  corner  (Block  No.  9115.  part  of  Lot  No.  39), 
Woodhaven,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Reginald  S.  Hardy. 

For  Opposition:  William  J.  Dillon. 

ACTION  OF  BOARD — Laid  over  to  December  10,  1940, 
at  10  A.M.,  for  further  consideration  pending  sub¬ 
mission  of  plans. 


177-32-BZ. 

APPLICANT — Herbert  J.  Krapp,  for  Trebuhs  Realty 
Company,  Incorporated,  owner. 

SUBJECT — Application  reopened  April  9,  1940  (re  decision 
of  the  acting  borough  superintendent  of  buildings), 
under  section  7h  of  the  building  zone  resolution,  to 
permit  in  a  business  use  district  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles  (pre¬ 
viously  denied  by  the  Board  as  a  gasoline  service 
station) . 

PREMISES  AFFECTED- — 160-166  West  End  avenue  and 
251-261  West  67th  street,  northeast  corner  (Block 
No.  1159,  Lot  No.  1),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Herbert  J.  Krapp  and  Ray  Whit¬ 
aker. 

For  Opposition:  Samuel  Statler  and  others. 

ACTION  OF  BOARD — Laid  over  to  December  17.  1940, 
at  10  A.M.  Applicant  to  notify  all  affected  prop¬ 
erty  owners  by  registered  mail  not  later  than  De¬ 
cember  6,  1940. 


1321-39-BZ. 

APPLICANT — Anna  Weschler,  lessee,  for  Bernard  Flood, 
owner. 

SUBJECT — Application  (  re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  sections  7h  and  21 
of  the  building  zone  resolution,  to  permit,  partly  in 
a  residence  use  district  and  partly  in  a  business  use 
district,  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles. 

PREMISES  AFFECTED — 142-23  Roosevelt  avenue,  north 
side,  200  ft.  east  of  Union  street  (Block  No.  5020, 
Lot  No.  47),  Flushing.  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Anna  Weschler  and  L.  Weschler. 


ACTION  OF  BOARD — Laid  over  to  December  10,  1940, 
at  10  A.M.  Applicant  to  notify  all  affected  prop¬ 
erty  owners  by  regular  mail  not  later  than  De¬ 
cember  6,  1940. 


416-40-BZ. 

APPLICANT — William  Sambur,  for  Central  Hanover 
Bank  and  Trust  Company,  owner  (Harry  Wolin- 
sky,  lessee). 

SUBJECT — Application  (re  decision  of  the  acting  borough 
superintendent  of  buildings),  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  business  use 
district  the  conversion  of  occupancy  of  the  first 
story  of  an  existing  building  to  a  motor  vehicle 
repair  shop. 

PREMISES  AFFECTED — 135  West  52nd  street,  north 
side,  325  ft.  east  of  Seventh  avenue  (Block  No. 
1005,  Lot  No.  14),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Alfred  W.  Roberts,  Jr.,  and  Rose 
Sambur. 

ACTION  OF  BOARD — Laid  over  to  December  10,  1940, 
at  10  A.M.  Applicant  to  notify  all  affected  prop¬ 
erty  owners  by  registered  mail. 


424-1 7-BZ. 

APPLICANT — John  T.  Dooling,  owner  (Fordham  Motor 
Sales,  Incorporated,  lessee). 

SUBJECT— Application  reopened  September  12.  1939  (re 
decision  of  the  acting  borough  superintendent  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district  the 
conversion  of  occupancy  of  a  garage  for  more  than 
five  (5)  motor  vehicles  (previously  granted  by  the 
Board)  so  as  to  include  a  motor  vehicle  repair 
shop. 

PREMISES  AFFECTED— 565  East  Fordham  road  and 
2545  Hoffman  street,  northwest  corner  (Block  No. 
3273,  Lot  No.  293),  Borough  of  The  Bronx 
APPEARANCES— 

For  Applicant:  John  T.  Dooling  and  D.  M.  Jen¬ 
nings. 

For  Opposition:  Agnes  Daly,  Elizabeth  Hillock, 
Dora  Cozzolino  and  Angelo  Cesa. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  . ” , .  Q 


THE  RESOLUTION— 

(424-17-BZ) 

Whereas,  this  application,  to  permit  in  a  business  use 
district  the  erection  of  a  garage  for  more  than  five  (5) 
motor  vehicles,  premises  northwest  corner  of  Fordham  road 
and  Hoffman  street,  Borough  of  The  Bronx,  was  granted 
by  the  Board  May  15,  1917,  on  certain  conditions;  and 
Whereas,  John  T.  Dooling,  owner,  for  Fordham  Motor 
Sales,  Incorporated  (lessee),  filed  September  12,  1939.  an 
application  under  section  21  of  the  building  zone  resolution, 
to  permit  in  a  business  use  district  the  conversion  of  occu¬ 
pancy  of  a  garage  for  more  than  five  (5)  motor  vehicles 
so  as  to  include  a  motor  vehicle  repair  shop ;  premises 
565  East  Fordham  road  and  2545  Hoffman  street  (Block 
No.  3273,  Lot  No.  293),  Borough  of  The  Bronx;  and 
Whereas,  this  application  was  reopened  by  vote  of  the 
Board  September  12,  1939;  and 
Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
November  26,  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
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Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Fordham  road  is  in  a  business 
use  district ;  Hoffman  street  is  in  a  residence  and  business 
use  district;  East  191st  street  is  in  a  residence  use  district; 

and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  dated  May  20,  1940,  and  as  amended  September 
26,  1940,  reads: 

“Please  be  advised  that  your  application  for  the  con¬ 
version  of  occupancy  of  the  building  occupied  as  a 
garage  for  more  than  five  (5)  motor  vehicles  and  show 
room,  to  a  garage  for  more  than  five  (5)  motor  ve¬ 
hicles,  show  room  and  motor  vehicle  repair  shop,  is 
contrary  to  Article  2,  Section  4  of  the  Zoning  Resolu¬ 
tion  of  the  City  of  New  York.” 
and 

Whereas,  the  building  is  one  story  (14  ft.)  in  height, 
fronting  50  ft.  on  East  Fordham  road  and  83  ft.  on  Hoff¬ 
man  street ;  of  Class  3  construction ;  located  in  a  business 
use  district;  it  is  proposed  to  occupy  part  of  the  existing 
garage  for  more  than  five  (5)  motor  vehicles  as  a  motor 
vehicle  repair  shop;  and 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board. 

Resolved,  that  the  Board  of  Standards  ond  Appeals  does 
hereby  amend  the  resolution  adopted  by  the  Board  on  May 
15,  1917,  so  that  as  amended  the  resolution  shall  read: 

“ Resolved .  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  any  necessary  permits  for  the  prosecu¬ 
tion  of  the  work  shall  be  obtained  within  one  (1)  year 
from  the  date  of  this  approval. 

Resolved  further,  that  in  the  event  the  owner  desires 
to  occupy  the  building  as  a  sales  store  in  the  front  and 
service  station  in  the  rear,  such  use  may  be  permitted 
under  section  li,  on  condition  that  the  building  is  not 
increased  in  height  or  area  atid  that  such  service  work 
that  is  done  shall  consist  solely  of  repairs  in  connection 
with  cars  ozvned  or  traded  in  by  the  tenant;  that  in  the 
event  the  tenant  occupies  also  the  adjoining  building  at 
561-563  Fordham  road,  a  door  opening  may  be  con¬ 
structed  in  the  separating,  wall,  provided  such  opening 
docs  not  exceed  3  ft.  in  zvidth  and  is  protected  by  a  door 
or  doors  approved  for  three-hour  test;  that  no  additional 
doors  or  zvindozvs  shall  be  constructed ;  that  such  port¬ 
able  fire-fighting  appliances  shall  be  maintained  on  the 
premises  as  the  fire  commissioner  shall  direct;  that  all 
permits  shall  be  obtained  and  all  work  completed  within 
six  (6)  months  from  the  date  of  this  amended  resolu- 
tion.” 


329-37-BZ. 

APPLICANT— William  Shary,  for  P.  and  A.  D.  Rubin, 
Incorporated,  owner. 

SUBJECT — Application  reopened  July  2,  1940  (re  decision 
of  the  borough  superintendent  of  buildings),  under 
sections  7b,  7c  and  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  residence  use  district  the  erec¬ 
tion  of  an  extension  to  be  used  for  business  pur¬ 
poses  (store)  to  an  existing  building  used  for  mul¬ 
tiple  dwelling  with  stores,  located  partly  in  a  busi¬ 
ness  use  district  and  partly  in  a  residence  use  dis¬ 
trict  (previously  granted  by  the  Board). 
PREMISES  AFFECTED— 888  Grand  Concourse  and  172- 
180  East  161st  street,  southeast  corner  (Block  No. 
2459,  Lot  No.  34),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  William  Shary,  Joe  Sito  and  A.  D. 
Rubin. 

For  Opposition :  Eliot  E.  Berkwit  and  S.  Sidney 

Smith. 

ACTION  OF  BOARD — Resolution  amended. 


THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioner 
Savage  and  Assistant  Chief  McCarthy  .... 
Negative:  Commissioner  Blum  . 


3 

1 


THE  RESOLUTION— 

(329-37-BZ) 

Whereas,  this  application,  to  permit,  partly  in  a  residence 
use  district  and  partly  in  a  business  use  district,  under  sec¬ 
tion  7c  of  the  building  zone  resolution,  the  erection  and 
maintenance  of  a  multiple  dwelling  with  stores  on  the  first 
story,  premises  888  Grand  Concourse,  southeast  corner  cf 
East  161st  street  (Block  No.  2459,  Lot  No.  34),  Borough 
of  The  Bronx,  was  granted  by  the  Board  on  November  16, 
1937,  on  certain  conditions;  and 
Whereas,  William  Shary,  for  P.  and  A.  D.  Rubin, 
owners,  filed  September  24,  1940,  an  application,  under  sec¬ 
tions  7b,  7c  and  21  of  the  building  zone  resolution,  to  per¬ 
mit,  partly  in  a  business  use  district  and.  partly  in  a  residence 
use  district,  the  erection  of  an  extension  to  such  existing 
building ;  such  extension  to  be  occupied  for  business  use  in 
conjunction  with  the  existing  stores ;  and 
Whereas,  this  application  was  reopened  by  vote  of  the 
Board  July  2,  1940;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
November  26,  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  East  161st  street  is  in  a.  busi¬ 
ness  use  district  to  a  depth  of  100  ft.,  from  the  east  side  of 
Grand  Concourse  to  100  ft.  west  of  Sheridan  avenue;  Grand 
Concourse  is  in  residence  and  business  use  districts ;  Sher¬ 
idan  avenue  is  in  an  unrestricted  use  district;  East  1 59th 
street  is  in  residence  and  unrestricted  use  districts;  and 
Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Alteration  Application  No.  393-40,  dated  June 
11,  1940,  reads: 

“A-l.  Proposed  extension  for  business  purposes  in 
present  six  story  and  cellar  non-fireproof  Class  ‘A’ 
Multiple  Dwelling  in  Residence  portion  of  lot  is.  con¬ 
trary  to  the  provisions  of  Art.  2,  Sec.  3  of  the  Building 
Zone  Resolution.” 

and 

Whereas,  the  premises  consist  of  a  plot  fronting  188.55 
ft.  on  East  161st  street,  137  ft.  on  Grand  Concourse  and 
41  ft.  on  Sheridan  avenue;  located  partly  in  residence,  busi¬ 
ness  and  unrestricted  use  districts;  the  southerly  .10  ft.  for  a 
distance  back  from  Grand  Concourse  of  approximately  237 
ft.  is  zoned  for  residence  use ;  the  Board  previously  granted 
a  variance  so  as  to  permit  the  extension  of  the.  stores  into 
the  residential  portion  of  the  plot  for  an  approximate  depth 
of  31  ft.  2  in.  from  Grand  Concourse;  it  is  now  proposed 
to  construct  a  further  extension,  one  story  in  height  and 
46  ft.  8  in.  by  8  ft.  in  area,  so  as  to  bring  the  total  extension 
of  store  use  in  the  residence  use  portion  of  the  plot  to  a 
depth  of  77  ft.  10  in.  from  Grand  Concourse;  and 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  bv  the  Board,  on  No¬ 
vember  16,  1937,  so  that  as  amended  the  resolution  shall 
read : 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution 
and  that  the  application  be  and  it  hereby  is  granted , 
under  section  7c,  to  permit  the  extension  of  business  of 
the  street  floor  onlv  of  the  building  into  the  residential 
area,  on  condition  that  such  space  shall  be  used  only  as  a 
retail  store,  excluding  a  fish  store,  meat  market,  deli¬ 
catessen  shop,  bake  shop  having  ovens,  or  other  use 
deemed  by  the  commissioner  to  be  objectionable,  ex¬ 
cluding  any  signs  on  the  building  beyond  the  building 
line  or  on  the  lot  line  wall  within  the  residential  area ; 
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that  there  shall  be  no  windows  in  the  lot  line  wall  of 
the  first  story  opening  on  the  adjoining  premises  to  the 
south;  that  the  store  front  construction  shall, be  sub¬ 
stantially  as  indicated  on  plans  filed  with  this  appeal, 
with  plate  glass  show  windows,  and  at  no  time  con¬ 
structed  as  an  open  front  store,  and  that  in  all  other 
respects  the  requirements  of  the  zoning  resolution  shall 
be  complied  with  and  that  all  permits  shall  be  obtained 
and  all  work  shall  be  completed  within  one  (1)  year 
from  the  date  of  this  resolution. 

Resolved  further,  that  in  the  event  the  owner  desires 
to  construct  an  extension  in  the  order  court,  as  indicated 
on  plans  marked  ‘Received  September  24,  1940,’  such  ex¬ 
tension  to  a  retail  store  may  be  permitted,  on  condition 
that  such  extension  is  constructed  of  fireproof  materials 
throughout  and  does  not  exceed  the  height  of  one  story 
above  grade  and  in  no  event  exceeds  a  height  of  13  ft.; 
that  such  space  shall  be  used  solely  as  a  store  room  and 
not  as  a  kitchen  or  dining  space;  that  there  shall  be  no 
windows  or  other  openings  erected  in  the  exterior  wall 
along  the  lot  line  or  to  the  outer  court;  that  no  skylight 
shall  be  erected  in  the  roof;  that  there  shall  be  an  in¬ 
terior  ventilating  system  with  in  and  out  ventilation 
maintained  at  all  times  on  the  retail  store  premises  and, 
in  addition,  there  shall  be  a  stack  from  the  kitchen  ex¬ 
tended  through  the  main  roof  of  the  building;  that  in  all 
other  respects  all  laws,  rides  and  regulations  applicable 
thereto  shall  be  complied  with,  including  the  require¬ 
ments  of '  this  resolution  as  hereinabove  set  forth;  that 
all  permits  shall  be  obtained  and  all  ivork  completed 
within  one  (1)  year  from  the  date  of  this  amended  reso¬ 
lution.” 


224-38-BZ. 


APPLICANT — Lama  and  Proskauer,  for  Hanover  Service 
Station,  Incorporated,  owner. 

SUBJECT— Application  reopened  September  17,  1940  (re 
decision  of  the  borough  superintendent  of  build¬ 
ings),  under  section  7f  of  the  building  zone  reso¬ 
lution,  to  permit  in  a  business  use  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— 32-11  to  32-19  Cross  Island 
boulevard  and  198-05  to  198-11  33rd  avenue,  north¬ 
east  corner  (Block  No.  6025,  part  of  Lot  No.  36), 
Bayside,  Borough  of  Queens. 

APPEARANCES— 


For  Applicant:  Alfred  A.  Lama  and  Joseph  Sacky. 
For  Opposition:  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(224-38-BZ) 


Whereas,  this  application,  to  permit,  partly  in  a  residence 
use  district  and  partly  in  a  business  use  district,  under  sec¬ 
tion  21  of  the  building  zone  resolution,  the  erection  and 
maintenance  of  a  gasoline  service  station,  premises  32-11  to 
32-19  Cross  Island  boulevard  and  198-05  to  198-09  33rd  ave¬ 
nue,  _  northeast  corner  (Block  No.  6025,  Lot  No.  36), 
Bayside,  Borough  of  Queens,  was  denied  by  the  Board  Tune 
7,  1938;  and 

Whereas,  Lama  and  Proskauer,  for  Hanover  Service 
Station,  Incorporated,  owner,  filed  July  15,  1940,  an  applica¬ 
tion,  under  section  7f  of  the  building  zone  resolution,  to 
permit  in  a  business  use  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station;  premises  32-11  to  32- 
19  Cross  Island  boulevard  and  198-05  to  198-11  33rd  avenue, 
northeast  corner  (Block  No.  6025,  part  of  Lot  No.  36),  Bay- 
side,  Borough  of  Queens ;  and 

Whereas,  this  application  was  reopened  by  vote  of  the 
Board  September  17,  1940;  and 


Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
November  26,  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Cross  Island  boulevard  is  in  a 
business  use  district;  33rd  avenue,  32nd  road  and  Jordan 
street  are  in  residence  and  business  use  districts ;  and 
Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  New  Building  Application  No.  1519-1940,  dated 
October  18,  1940,  reads : 

“1.  The  creation  of  a  gasoline  service  station  in  a 
business,  district,  is  contrary  to  Article  2,  section  4  of 
the  Zoning  Law.” 
and 

Whereas,  the  premises  consist  of  an  irregular  shaped 
plot  of  ground  having  a  frontage  of  102  ft.  4  in.  on  Cross 
Island  boulevard  and  91  ft.  2  in.  on  33rd  avenue;  an  irregu¬ 
lar  shaped  area  of  the  plot  at  the  north  is  located  in  the  resi¬ 
dence  use  district  and  the  remainder  is  located  in  the  busi¬ 
ness  use  district ;  it  is  proposed  to  erect  a  building,  44  ft.  by 
100  ft.  in  area,  to  be  used  as  office,  sales  room,  lubritorium 
and  auto  laundry,  to  install  the  necessary  tanks  and  pumps, 
and  to  occupy  the  plot  as  a  gasoline  service  station  for  a 
stated  term  of  years ;  and 

Whereas,  the  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  f,  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted,  under  section  7f  there¬ 
of,  for  a  term,  of  ten  (10)  years,  to  permit  the  premises 
under  appeal  within  the  business  use  district  to  be  occupied 
as  a  gasoline  service  station,  on  condition  that  the  plot  shall 
be  leveled  substantially  to  the  grade  of  Cross  Island  boule¬ 
vard  and  shall  be  arranged  substantially  as  indicated  on 
revised  plans  marked  “Received  November  23,  1940,”  and 
indicated  as  Plan  “C” ;  that  complete  working  drawings 
shall  be  submitted  for  further  consideration  by  the  Board 
before  same  are  filed,  with  the  Building  Department  and  for 
such  additional  conditions  as  the  Board  deems  necessary  to 
apply;  that  such  working  drawings  shall  be  filed  within 
two  (2)  weeks  from  the  date  of  this  action. 


1 182-39-BZ. 

APPLICANT — Henry  Nordheim,  for  Post  Sherman  Cor¬ 
poration,  owner  (Abraham  Rubenstein,  lessee). 

SI  EJECT — Application  (re  decision  of  the  acting  borough 
superintendent  of  buildings),  under  section  7h  of  the 
building  zone  resolution,  to  permit  in  a  business 
use  district  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 1231  Boscobel  avenue,  west 
side,  100  ft.  north  of  Jerome  avenue  (Block  No. 
2506,  Lot  No.  58),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Henry  Nordheim  and  Abraham 
Rubenstein. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(1 182-39-BZ) 

Whereas,  Henry  Nordheim,  for  Post  Sherman  Corpora¬ 
tion,.  owner,  filed  September  26,  1939,  an  application,  under 
section  7h  of  the  building  zone  resolution,  to  permit  in  a 
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business  use  district  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  1231  Boscobel  avenue, 
west  side,  100  ft.  north  of  Jerome  avenue  (Block  No.  2506, 
Lot  No.  58),  Borough  of  The  Bronx;  and 
Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
November  20,  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
W hereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Boscobel  avenue  is  in  a  business 
use  district;  Jerome  avenue  and  Cromwell  avenue  are  in 
business  and  residence  use  districts;  Shakespeare  avenue  is 
in  a  residence  and  business  use  district;  and 
Wiierkas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  an  application  for  a  certificate  of  occupancy, 
dated  September  21,  1939,  reads : 

“Please  be  advised  that  your  application  for  a  cer¬ 
tificate  of  occupancy  for  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles  at  the  above  prem¬ 
ises,  is  denied,  as  the  premises  are  located  in  a  business 
district,  as  established  by  the  amended  building  zone 
resolution,  where  such  occupancy  is  unlawful.” 
and 

Whereas,  the  premises  consist  of  an  irregular  shaped 
plot  of  ground  having  a  frontage  of  102  ft.  on  Boscobel 
avenue,  a  depth  of  86  ft.  and  a  distance  of  160  ft.  along  the 
rear  lot  line ;  it  is  proposed  to  occupy  the  site  for  a  tem¬ 
porary  period  of  not  more  than  two  (2)  years  for  the  park¬ 
ing  and  storage  of  more  than  five  (5)  motor  vehicles;  and 
Whereas,  the  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  h,  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted,  under  section  7h  there¬ 
of,  for  a  term  of  two  (2)  years,  to  permit  the  premises  to 
be  occupied  for  the  parking  and  storage  of  motor  vehicles, 
on  condition  that  only  motor  vehicles  of  the  pleasure-car 
type  shall  be  so  stored  and  parked ;  that  the  premises  shall 
be  leveled  substantially  to  the  grade  of  Boscobel  avenue  and 
shall  be  surfaced  with  clean  gravel  or  other  suitable  mate¬ 
rial,  properly  rolled  and  graded  for  surface  drainage,  and 
bound  with  an  asphalt  binder  to  prevent  dusting  and  to  pro¬ 
vide  an  impervious  surface;  that  there  shall  be  erected  on 
the  interior  lot  lines,  where  walls  of  adjoining  premises  do 
not  occur,  a  substantial  woven-wire  fence  of  the  chain  link 
type  with  anchored  steel  posts,  not  less  than  6  ft.  in  height, 
with  no  openings  therein  to  adjoining  premises ;  that  a 
similar  fence  shall  be  erected  along  the  building  line  of  Bos¬ 
cobel  avenue  except  that  there  may  be  an  entrance  toward 
the  south  not  exceeding  15  ft.  in  width  with  curb  cut  op¬ 
posite  of  not  over  8  ft.  in  width ;  that  during  the  term  of 
this  permit  the  premises  shall  be  used  for  no  other  purpose 
other  than  that  herein  provided;  that  no  signs  shall  be  per¬ 
mitted  except  that  there  may  be  a  sign  not  over  15  sq.  ft. 
in  area  attached  to  the  fence  and  not  extending  beyond  the 
building  line  advertising  the  parking  and  storage  use  and 
stating  the  fees  charged ;  that  lights  for  general  illumination 
shall  be  on  post  standards  with  metal  reflectors  so  arranged 
as  to  reflect  toward  the  center  of  the  premises ;  that  proper 
aisles  shall  be  maintained  at  all  times  for  easv  ingress  and 
egress;  that  a,  space  of  not  less  than  18  in.  shall  be  left  be¬ 
tween  alternate  rows  of  cars  for  ready  access  thereto;  that 
no  building  shall  be  erected  thereon,  except  that  there  may 
be  erected  a  building  not  over  100  sq.  ft.  in  area  and  not 
over  one  story  in  height,  which  may  be  of  frame  construc¬ 
tion,  to  be  used  solely  as  an  office  and  shelter  for  the  at¬ 
tendant;  that  such  portable  fire-fighting  appliances  shall  he 
maintained  as  the  fire  commissioner  shall  direct;  that  all 
permits  shall  be  obtained  and  all  work  completed  within 
six  (6)  months  from  the  date  of  this  action. 


690-40-BZ. 

APPLICANT — John  McBride,  lessee,  for  Fordbrad  Realty 
Company,  Incorporated,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  section  7h  of  the 
building  zone  resolution,  to  permit  in  a  business  use 
district,  for  a  temporary  period  of  not  more  than 
two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 91-06  Northern  boulevard, 
south  side,  between  91st  street  and  92nd  street 
(Block  No.  1439.  part  of  Lot  No.  1),  Jackson 
Heights,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Hyman  Muss  and  John  McBride. 
For  Opposition:  James  J.  Cotter  and  R.  Cronin. 
ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(690-40-BZ) 

Whereas,  John  McBride,  lessee,  for  Fordbrad  Realty 
Company,  Incorporated,  owner,  filed  June  26,  1940,  an  ap¬ 
plication  under  section  7h  of  the  building  zone  resolution,  to 
permit  in  a  business  use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles;  premises  91-06  Northern 
boulevard,  south  side,  between  91st  street  and  92nd  street 
(Block  No.  1439,  part  of  Lot  No.  1),  Jackson  Heights, 
Borough  of  Queens ;  and 

W hereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
November  26,  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
W  hereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Northern  boulevard  is  in  a  busi¬ 
ness  use  district;  91st  street  and  92nd  street  are  in  residence 
and  business  use  districts ;  and 
Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Miscellaneous  Application  No.  3773-40,  dated 
June  6,  1940.  reads: 

“The  parking  and  storage  of  more  than  5  motor  ve¬ 
hicles  within  a  business  district  is  contrary  to  Article 
2,  section  C  of  the  Zone  Law.” 
and 

Whereas,  the  premises,  part  of  a  larger  parcel,  consist  of 
a  plot  of  ground  having  a  frontage  of  200  ft.  on  Northern 
boulevard,  100  ft.  on  91st  street  and  100  ft.  on  92nd  street, 
which  it  is  proposed  to  use  for  a  temporary  period  of  not 
more  than  two  (2)  years  for  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles;  and 

Whereas,  the  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7h 
of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted,  under  section  7h  there¬ 
of  for  a  term  of  two  (2)  years,  to  permit  the  premises  to 
be  occupied  for  the  parking  and  storage  of  motor  vehicles, 
on  condition  that  only  motor  vehicles  of  the  pleasure-car 
type  shall  be  so  stored  or  parked ;  that  the  premises  shall  be 
leveled  substantially  to  the  grade  of  the  surrounding  streets 
and  shall  be  surfaced  with  steam  cinders,  clean  gravel  or 
other  suitable  material  which  shall  be  bound  with  asphalt 
and  properly  rolled  so  as  to  provide  an  impervious  and  rea¬ 
sonably  smooth  surface  and  ground  drainage;  that  there 
shall  be  erected  on  the  interior  lot  line  a  substantial  chain 
link  wire  fence  not  less  than  6  ft.  in  height  with  anchored 
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metal  posts  without  any  opening  therein  to  the  balance  of  the 
block;  that  a  similar  fence  shall  be  erected  on  the  street 
building  lines  of  91st  street,  92nd  street  and  Northern  boule¬ 
vard  with  no  openings  therein,  except  an  opening  from  91st 
street,  as  indicated  on  plans  marked  “Received  June  26, 
1940,”  as  an  entrance  and  exit;  that  such  entrance  shall 
not  exceed  20  ft.  in  width ;  that  the  curb  cut  opposite  shall 
not  exceed  such  width  ;  that  during  the  term  of  this  permit 
the  premises  shall  be  used  for  no  other  use  than  the  parking 
and  storage  of  motor  vehicles  herein  permitted,  and  no 
buildings  shall  be  erected  thereon,  except  there  may  be 
erected  a  building  not  over  100  sq.  ft.  in  area  and  not  ex¬ 
ceeding  one  story  in  height,  which  may  be  of  frame,  for 
use  as  an  office  and  shelter  for  the  attendant ;  that  proper 
aisles  shall  be  maintained  at  all  times  for  easy  entrance  and 
egress ;  that  a  space  of  not  less  than  18  in.  shall  be  left  be¬ 
tween  alternate  rows  of  cars  for  ready  access  thereto;  that 
such  portable  fire-fighting  appliances  shall  be  maintained  as 
the  fire  commissioner  shall  direct;  that  signs  shall  be  re¬ 
stricted  to  one  sign  attached  to  the  fence  near  the  entrance, 
advertising  the  parking  and  storage  use  and  the  fees  charged, 
such  sign  not  to  exceed  15  sq.  ft.  in  area  and  not  to  extend 
beyond  the  building  line;  that  any  lights  erected  for  general 
illumination  shall  be  on  pipe  standards  with  metal  reflectors 
so  arranged  as  to  reflect  toward  the  center  of  the  premises ; 
that  all  permits  required  shall  be  obtained  and  all  work  com¬ 
pleted  within  six  (6)  months  from  the  date  of  this  resolu¬ 
tion;  that  the  occupancy  as  a  parking  lot  shall  not  com¬ 
mence  until  the  termination  of  the  zoning  variance  granted 
by  the  Board  under  Cal.  No.  1421-39-BZ,  affecting  premises 
90-02  Northern  boulevard,  south  side,  between  90th  street 
and  91st  street,  Block  No.  1438,  part  of  Lot  No.  1,  which 
variation  terminates  on  March  17,  1941. 


695-40-BZ.  . i 

APPLICANT — Abraham  Green,  for  Manhattan  Storage 
and  Warehouse  Company,  owner. 

SUBJECT — Application  (re  decision  of  the  acting  borough 
superintendent  of  buildings),  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  business  use 
district  the  change  of  occupancy  from  a  garage  for 
five  (5)  motor  vehicles  to  a  garage  for  ten  (10) 
motor  vehicles. 

PREMISES  AFFECTED — 148  West  53rd  street,  south 
side.  191.8  ft.  east  of  Seventh  avenue  (Block  No. 
1005,  Lot  Nos.  56  and  156),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Abraham  Green. 

For  Opposition:  B.  Katz. 

ACTION  OF  BOARD — Application  granted  on  condition 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(695-40-BZ) 

Whereas,  Abraham  Green,  for  Manhattan  Storage  and 
Warehouse  Company,  owner,  filed  June  24,  1940,  an  appli¬ 
cation  under  section  7f  of  the  building  zone  resolution,  to 
permit  in  a  business  use  district  the  change  of  occupancy 
from  a  garage  for  five  (5)  motor  vehicles  to  a  garage  for 
ten  (10)  motor  vehicles;  premises  148  West  53rd  street, 
south  side.  191.8  ft.  east  of  Seventh  avenue  (Block  No. 
1005,  Lot  Nos.  56  and  156),  Borough  of  Manhattan;  and 
W hereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
November  26,  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  West  53rd  street  is  in  a  business 
and  retail  use  district;  West  52nd  street  is  in  a  business-1 
and  retail-1  use  district;  Seventh  avenue  is  in  a  retail-1 


and  retail  use  district;  Sixth  avenue  is  in  a  retail  use  dis¬ 
trict  ;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  an  application  for  a  certificate  of  occupancy, 
dated  August  7,  1940,  reads: 

“In  answer  to  your  letter  of  June  17th,  1940  with 
reference  to  your  application  dated  June  6th,  1940  for  a 
certificate  of  occupancy  to  garage  for  more  than  five 
automobiles,  we  wish  to  advise  you  that  same  has  been  i 
denied  for  the  reason  that  the  premises  are  located  in  a 
business  district  where  this  occupancy  is  prohibited  by 
section  4  of  the  Building  Zone  Resolution.” 

and 

Whereas,  the  existing  building  is  of  Class  3  construction, 
with  a  frontage  of  33.4  ft.  and  a  depth  of  55  ft.  4  in.,  one 
story  in  height;  it  is  proposed  to  convert  the  occupancy  of 
the  existing  five  (5)  car  garage  to  a  garage  for  ten  (10) 
motor  vehicles ;  and 

Whereas,  the  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7f 
of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district  ' 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted,  under  section  7f  there¬ 
of,  for  a.  term  of  two  (2)  years,  to  permit  the  existing 
building  to  be  occupied  as  a  non-storage  garage  for  not  more 
than  ten  (10)  cars,  on  condition  that  the  building  shall  not 
be  increased  in  height  or  area,  and  that  during  such  term 
no  signs  of  any  character  shall  be  attached  to-  the  building; 
that  there  shall  be  no  repairing  of  motor  vehicles  on  the 
premises;  that  no  openings  from  this  building  to  adjoining 
buildings  shall  be  constructed  and  any  existing  openings 
shall  be  blocked  up  with  approved  masonry ;  that  in  all 
other  respects  the  building  and  occupancy  shall  comply  with  « 
all  laws,  rules  and  regulations  applicable  thereto;  that  all 
permits  required  shall  be  obtained  and  all  work  completed 
within  three  (3)  months  from  the  date  of  this  resolution. 


Adjourned,  12:05  P.M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  NOVEMBER  26,  1940. 

Present :  Chairman  Murdock,  Commissioners  Savage  and  1 
Blum  and  Assistant  Chief  McCarthy. 


BUILDING  ZONE  CASES. 

388-37-BZ. 

APPLICANT — Samuel  Rosenblum,  for  W.  P.  A.  Realty 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  (re  decision  of  the  acting 
borough  superintendent  of  buildings),  under  sec¬ 
tions  7c  and  7h  of  the  building  zone  resolution,  to 
permit  in  a  business  use  district  the  further  exten¬ 
sion  in  area — re  parking  and  storage  of  more  than 
five  (5)  motor  vehicles  (previously  granted  by  the 
Board). 

PREMISES  AFFECTED — 2159  White  Plains  avenue,  west 
side,  250  ft.  south  of  Pelham  Parkway  South 
(Block  No.  4317,  part  of  Lot  No.  60),  Borough  of 
The  Bronx. 

APPEARANCES— 

For  Applicant :  Samuel  Rosenblum. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 
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THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


229-34-BZ. 

APPLICANT — Edgar  J.  Moeller,  for  John  J.  McCluskey, 

owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time — re  Application  (decision  of  the 
commissioner  of  buildings)  previously  granted  on 
condition  under  section  21  of  the  building  zone  reso¬ 
lution,  permitting  in  a  business  use  district  the  erec¬ 
tion  and  maintenance  of  a  repair  shop  for  motor 
vehicles  in  connection  with  automobile  sales  build¬ 
ing. 

PREMISES  AFFECTED — 531-535  East  Fordham  road, 
northeast  corner  of  Bathgate  avenue  (Block  No. 
3273.  Lot  Nos.  305  and  307),  Borough  of  The 

Bronx. 

APPEARANCES— 

For  Applicant:  Edgar  J.  Moeller. 

ACTION  OF  BOARD — Request  to  reopen  withdrawn 
without  prejudice. 

THE  VOTE  TO  WITHDRAW  REQUEST  TO  RE¬ 
OPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


330-33-BZ. 

APPLICANT — Jopaul  Realty  Corporation,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
commissioner  of  buildings),  under  section  21  of  the 
building  zone  resolution,  permitting  in  a  business 
use  district  the  erection  and  maintenance  of  a  gaso¬ 
line  service  station  for  a  temporary  period. 
PREMISES  AFFECTED — North  side  of  Northern  boule¬ 
vard,  386  ft.  west  of  Alley  Creek  (Block  No.  2033, 
Lot  No.  630),  Little  Neck,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  George  Bisgier  and  George  De 
Combo. 

For  Opposition :  Harold  Klorfein,  Department  of 

parks 

ACTION  OF  BOARD — Application  reopened  and  permit 

extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock.  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(330-33-BZ) 

Whereas,  this  application,  affecting  premises  north  side 
of  Northern  boulevard,  386  ft.  west  of  Alley  Creek  (Block 
No.  2033,  Lot  No.  6.30),  Little  Neck,  Borough  of  Queens, 
was  granted  by  the  Board  February  14,  1934,  on  certain 
conditions,  the  term  of  the  permit  extended  from  time  to 
time,  and  applicant  requests  a  further  extension  of  the  per¬ 
mit. 

Resolved ,  that  the  resolution  adopted  by  the  Board  on 
February  14.  1934,  as  last  amended  by  resolution  adopted 
June  11,  1940,  be  and  it  hereby  is  amended ,  only  so  far  as 
it  has  reference  to  the  term  of  the  permit,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“ granted  for  a  term  of  six  (6)  months  from  the  date  of 
this  amended  resolution 


492-27-BZ. 


API  LfCANT — Interborough  Engineering  Company,  for 
Max’s  Gas  Stations,  Incorporated,  owner. 

SUBJECT — Application  for  consideration— reopening  and 
amendment— re  Application  (decision  of  the  bor¬ 
ough  superintendent  of  buildings),  under  section  21 
of  the  building  zone  resolution,  permitting  in  a 
business  use  district  the  erection  and  maintenance 
of  a  gasoline  service  station. 

PREMISES  AFFECTED— 1134-1144  East  New  York 
avenue,  southwest  corner  of  East  98th  street  (Block 
No.  4600,  Lot  No.  7),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  V.  B.  Berotto. 


AC  1  ION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 


Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  Q 


THE  RESOLUTION— 

(492-27-BZ) 


Whereas,  this  application,  affecting  premises  1134-1144 
East  New  York  avenue,  southwest  corner  of  East  98th 
street  (Block  No.  4600,  Lot  No.  7),  Borough  of  Brooklyn, 
was  granted  by  the  Board  at  its  meeting  February  28,  1933. 
on  certain  conditions,  resolution  amended  May  31,  1933j 
September  15,  1936,  and  November  8,  1939,  and  applicant 
requested  a  further  amendment. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  February  28,  1933, 
as  last  amended  November  8,  1939.  so  that  as  amended  the 
resolution  shall  read : 


“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution 
and  that  the  application  be  and  it  hereby  is  granted  on 
condition  that  there  shall  be  erected  along  the  street 
lines  of  the  property,  other  than  at  entrances  as  herein 
permitted,  a  concrete  curbing  at  least  12  in.  wide  and 
at  least  5  in.  in  height,  with  rounded  top ;  that  there 
may  be  not  over  two  entrances  to  East  98th  street  and 
not  over  two  entrances  to  East  New  York  avenue,  each 
not  exceeding  30  ft.  in  width ;  no  portion  of  any  open¬ 
ing  to  be  nearer  than  5  ft.  to  the  corner  formed  by  the 
intersection  of  the  two  streets  and  no  portion  of  any 
opening  nearer  to  another  than  5  ft. ;  that  the  curb  cuts 
opposite  openings  shall  not  exceed  35  ft.  in  width  each; 
that  there  shall  be  a  total  of  not  over  four  twin  pumps 
and  none  nearer  than  10  ft.  from  the  building  line;  that 
there  shall  be  no  portable  gasoline  pumps  used  on  the 
property  or  for  servicing  cars  at  the  curb ;  that  all  ad¬ 
vertising  shall  be  confined  to  the  globes  of  the  pumps 
and  to  permanent  signs  placed  against  the  existing  ac¬ 
cessory  buildings,  prohibiting  all  temporary  signs  of 
every  nature  and  all  roof  signs,  but  permitting  the  erec¬ 
tion  of  not  more  than  two  post  standards  within  the 
building  line  for  the  support  of  signs,  which  may  be 
illuminated,  advertising  only  the  brand  of  gasoline  on 
sale,  provided  such  signs  do  not  extend  beyond  the 
building  line  for  a  distance  of  more  than  5  ft. ;  that  any 
other  accessory  buildings  that  may  be  built  shall  be  of 
fireproof  construction,  not  over  one  story  in  height,  har¬ 
monizing  with  the  existing  accessory  buildings,  and 
erected  along  the  interior  property  lines  of  the  plot; 
that  there  shall  be  a  brick  wall  constructed  on  the  in¬ 
terior  lot  line  and  constructed  of  face  brick  to  match 
that  on  the  present  accessory  buildings  between  this 
property  and  the  next  property  adjoining  on  East  New 
York  avenue;  that  this  wall  shall  be  not  less  than  8  ft. 
in  height  and  unpierced  and  properly  coped  with  stone 
or  terra  cotta  and  may  be  racked  back  at  the  rate  of 
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1  ft.  in  4  ft.  for  a  distance  of  10  ft.  from  East  New 
York  avenue,  starting  with  the  wall  not  less  than  4  ft. 
in  height  at  that  point;  that  there  shall  be  no  open 
flame  permitted  on  the  site;  that  there  shall  be  no  ad¬ 
ditional  excavations  other  than  those  existing  under 
the  present  grease  pits  and  under  the  present  office; 
that  the  existing  cellar  excavation  under  the  office  shall 
be  cut  off  from  all  other  parts  of  the  property  with 
fireproof  walls  and  with  the  ceiling  fire-retarded  in  ac¬ 
cordance  with  the  rules  of  the  Board  of  Standards  and 
Appeals  and  the  cellar  enterable  only  from  the  exterior 
and  used  only  for  the  heating  system  and  for  no  other 
use;  that  all  permits  shall  be  obtained  within  three  (3) 
months  and  work  completed  within  six  (6)  months 
from  the  date  of  this  amended  resolution. 

Resolved  further,  that  in  the  event  the  owner  desires 
to  install  four  (4)  additional  550-gallon  approved  gaso¬ 
line  storage  tanks,  located  substantially  as  indicated  on 
plans  filed  marked  ‘Received  October  30,  1939,’  making 
a  total  of  seven  (7)  storage  tanks  on  the  premises,  such 
installation  may  be  made,  provided  in  all  other  respects 
the  resolution  adopted  by  the  Board  is  complied  with. 

Resolved  further,  that  in  the  event  the  owner  desires 
to  install  four  (4)  additional  550-gallon  approved  gaso¬ 
line  storage  tanks,  located  substantially  as  indicated  on 
plans  filed,  marked  ‘Received  November  26,  1940,’  mak¬ 
ing  a  total  of  eight  (8)  storage  tanks  on  the  premises, 
such  installation  may  be  made,  provided  that  in  all  other 
respects  the  resolution  adopted  by  the  Board  is  complied 
with.” 


742-39-BZ. 

APPLICANT — John  F.  Meehan,  for  F.  D.  Koehler  Com- 
^  pany,  Incorporated,  owner. 

SUBJECT  Application  for  consideration — reopening  and 
extension  of  time— re  Application  (decision  of  the 
borough  superintendent  of  buildings)  previously 
granted  on  condition,  under  section  21  of  the  build¬ 
ing  zone  resolution,  permitting  in  a  business  use 
district  the  reconstruction  of  the  accessory  building 
on  an  existing  gasoline  service  station. 

PREMISES  AFFECTED — 1218-1222  Clove  road  and  1201- 
1205  Victory  boulevard,  northwest  corner  (Block 
No.  328,  Lot  No.  60),  West  New  Brighton,  Bor¬ 
ough  of  Richmond. 

APPEARANCES— 

For  Applicant:  John  F.  Meehan. 

For  Administration:  John  J.  O’Keefe,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  q 


THE  RESOLUTION— 

(742-39-BZ) 

Whereas,.  this  application,  under  section  21  of  the  building 
zone  resolution,  to  permit  in  a  business  use  district  the  re¬ 
construction  of  the  accessory  buildings  on  an  existing  gaso¬ 
line  service  station,  premises  1218-122 2  Clove  road  and  1201- 
1205  Victory  boulevard,  northwest  corner  (Block  No.  328, 
Lot  No.  60),  West  New  Brighton,  Borough  of  Richmond, 
was  granted  by  the  Board  October  24,  1939,  on  certain  con¬ 
ditions,  and  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  on  October  24,  1939, 
only  so  far  as  it  has  reference  to  obtaining  permits  and  com¬ 
pletion,  of  the  work,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“that  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  three  (3)  months  from  the  date  of  this 
amended  resolution .” 


605-40-BZ. 

APPLICANT— Max  Siegel,  for  City  of  New  York,  owner 
of  Lot  No.  28  (Brick’s  Service  Station,  lessee),  and 
Brick’s  Service  Station,  owner  of  Lot  Nos.  32  and 

33* 

SUBJECT  Application  for  consideration  —  reopening, 
amendment  of  resolution  and  approval  of  plans— re 
Application  (decision  of  the  borough  superintendent 
of  buildings)  previously  granted  on  condition,  under 
section  7f  of  the  building  zone  resolution,  permit¬ 
ting  in  a  business  use  district  the  alteration  and 
extension  of  an  existing  gasoline  service  station  for 
a  temporary  period 

PREMISES  AFFECTED — 20-40  Grand  Street  Extension 
and  255-26a  South  4th  street,  southeast  corner 
(Block  No.  2434,  Lot  Nos.  28,  32  and  33),  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Max  Siegel. 

ACTION  OF  BOARD — Application  reopened,  resolution 
amended  and  plans  approved. 

THE  VOTE  TO  REOPEN,  AMEND  RESOLUTION 
AND  APPROVE  PLANS— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

N  egative  .  Q 


THE  RESOLUTION— 

(605-40-BZ) 

Whereas,  this  application,  to  permit  in  a  business  use 
district  the  alteration  and  extension  of  an  existing  gasoline 
service  station,  premises  20-40  Grand  Street  Extension  and 
255-265  South  4th  street,  southeast  corner  (Block  No.  2434, 
Lot  Nos.  28,  32  and  33),  Borough  of  Brooklyn,  was  granted 
by  the  Board  October  22,  1940,  for  a  term  of  ten  (10) 
years  under  section  7f  of  the  building  zone  resolution;  and 

Whereas,  the  applicant  requested  amendment  of  the 
resolution  and  approval  of  plans  referred  to  in  the  resolu¬ 
tion. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  by  the  Board  on  Octo¬ 
ber  22,  1940,  so  that  as  amended  the  resolution  shall  read: 

‘  Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution 
and  that  the  application  be  and  it  hereby  is  granted, 
under  section  7,  subdivision  f  thereof,  for  a  term  of  ten 
(10)  years  from  October  22,  1940,  to  permit  the  exten¬ 
sion  of  the  legally  established  station  on  Lot  No.  32, 
so  as  to  include  Lot  Nos.  33  and  28,  on  condition  that 
the  station  shall  be  reconstructed  and  rearranged  sub¬ 
stantially  as  indicated  on  plans  filed  with  this  applica¬ 
tion  and  marked  ‘Received  June  6,  1940’;  that  all  exist¬ 
ing  structures  and  tanks  shall  be  removed  from  the 
premises  ;  that  the  new  accessory  building  shall  be  con¬ 
structed  of  incombustible  material,  except  roof  beams 
and  roof  boarding  may  be  of  wood,  provided  roof  is 
surfaced  with  natural  slate  as  indicated ;  that  no  win¬ 
dows  shall  be  erected  on  the  interior  lot  line  to  the  east ; 
that  anv  windows  or  other  openings  erected  on  street 
lot  lines  to  the  south  shall  be  filled  with  approved 
glass  brick ;  that  the  openings  to  the  accessory  building 
may  have  wood  closure  doors,  provided  the  greasing 
equipment  is  of  the  hydraulic  type  shown ;  that  the 
balance  of  the  plot,  except  where  planting  areas  are 
indicated,  shall  be  surfaced  with  Colprovia  or  other 
suitable  material ;  that  the  planting  area  shall  be  main¬ 
tained  with  curb  protection  around  same  not  less  than 
6  in.  in  height  and  6  in.  in  width ;  that  no  gasoline 
pumps  shall  be  erected  nearer  than  15  ft.  to  either  street 
line  and  such  pumps  shall  be  of  the  parkway  design  as 
approved  by  the  Park  Department ;  that  the  accessory 
building  shall  be  constructed  with  face  brick  and  main¬ 
tained  unpainted ;  that  the  pedestals  of  the  gasoline 
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pumps  shall  be  of  solid  masonry  harmonizing  with  ac¬ 
cessory  building;  that  entrances  shall  be  restricted  to 
three  (3)  to  Grand  Street  Extension,  not  exceeding  30 
It.  in  width  each,  and  two  (2)  to  South  4th  street  of 
similar  width ;  that  all  curbs,  other  than  the  herein  per¬ 
mitted  curb  cuts,  shall  be  restored ;  that  the  sidewalk 
on  Grand  Street  Extension  and  South  4th  street  shall 
be  replaced  with  new  surfacing;  that  there  shall  be  no 
open  excavation  under  the  accessory  building;  that  any 
heater  room  shall  be  separated  from  the  balance  of  the 
accessory  building  by  fireproof  construction  and  enter- 
able  only  from  the  exterior;  that  during  the  term  of 
this  permit  the  premises  shall  be  used  for  no  other  use 
than  as  a  gasoline  service  station  with  accessory  uses 
herein  permitted  and  indicated;  that  there  shalfbe  no 
parking  of  automobiles  except  those  being  serviced  and 
that  there  shall  be  no  motor  vehicle  repairing ;  that  no 
portable  gasoline  tanks  shall  be  used  on  or  from  the 
premises,  and  signs  shall  be  restricted  to  a  permanent 
sign  attached  to  the  accessory  building  and  to  illumina¬ 
ted  globes  of  the  pumps,  excluding  all  roof  and  tem¬ 
porary  signs,  but  permitting  the  erection  near  the  build¬ 
ing  line  of  the  street  intersection  of  a  post  standard, 
advertising  solely  the  brand  of  gasoline  on  sale,  and 
permitting  such  sign  to  extend  beyond  the  building  line 
a  distance  of  4  ft.  and  to  be  illuminated ;  that  similar 
signs  may  be  erected  attached  to  accessory  building  on 
Grand  Street  Extension  to  the  east  and  on  South  4th 
street  also  to  the  east ;  that  before  plans  are  filed  with 
the  borough  superintendent  of  buildings,  complete  work¬ 
ing  drawings,  including  landscaping  plan,  showing  the 
type  of  material  proposed  to  be  planted,  shall  be  sub¬ 
mitted  to  the  Board  for  approval  by  the  chairman  in 
behalf  of  the  Board  in  compliance  with  this  resolution ; 
that  such  plans  shall  be  submitted  within  two  (2) 
months  from  October  22,  1940,  and  that  after  approval 
of  such  plans,  all  permits  shall  be  obtained  and  all  work 
shall  be  completed  within  one  (1)  year  thereafter. 

Resolved  further,  that  in  the  event  the  owner  desires 
to  construct  a  greasing  pit  in  place  of  hydraulic  equip¬ 
ment  hereinbefore  referred  to,  such  greasing  pit  may  be 
installed  within  the  accessory  building  and  the  closure 
door  may  be  installed  provided  the  greasing  pit  is  ven¬ 
tilated  by  means  of  a  duct  from  the  bottom  of  the  pit  up 
through  the  roof  with  a  motor-driven  fan  as  approved 
for  explosive  atmospheres;  that  the  ceilings  throughout 
shall  be  fire-retarded  in  accordance  with  the  rules  of  the 
Board ;  that  the  plans  required  to  be  filed  for  approval 
marked  ‘Received  November  19,  1940,’  are  hereby  ap¬ 
proved  as  complying  with  the  requirements  of  this  reso¬ 
lution  as  amended 


632-40-BZ. 

APPLICANT — National  Parking  Company.  Incorporated 
(lessee) .  for  Norvin  H.  Green,  executor,  under  the 
will  of  Erskine  Hewitt  (deceased). 

SUBJECT — Application  (re  decision  of  the  acting  borough 
superintendent  of  buildings),  under  sections  7h  and 
21  of  the  building  zone  resolution,  to  permit  in  a 
business  use  district  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 9  Lexington  avenue,  east  side, 
74  ft.  south  of  East  22nd  street  (Block  No.  877, 
Lot  No.  67),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  rf 
prosecution. 

THE  VOTE  Tp  DISMISS— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(632-40-BZ) 

Wherkas,  National  Parking  Company,  Incorporated 
(lessee),  for  Norvin  H.  Green,  executor,  under  the  will  of 
Erskine  Hewitt  (deceased),  owner,  filed  June  11,  1940,  an 
application  under  sections  7h  and  21  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles;  premises 
9  Lexington  avenue,  east  side,  74  ft.  south  of  East  22nd 
street  (Block  No.  877,  Lot  No.  67),  Borough  of  Manhat¬ 
tan  ;  and 

Whereas,  the  applicant  failed  to  complete  the  papers  in 
the  subject  case  although  duly  notified  to  do  so. 

Resolved,  that  the  application  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 
969-40- A. 

APPLICANT — Lama  and  Proskauer,  for  Benjamin  J. 
Friedman,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 366  Kingston  avenue,  west  side, 
100  ft.  6  in.  (95  ft.  6  in.)  north  of  Crown  street 
(Block  No.  1292,  Lot  No.  44),  Borough  of  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  Benjamin  J. 
Friedman. 

For  Administration:  Morris  Hannes,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  December  3,  1940,  at 
2  P.M..  for  applicant  to  recheck  plans. 


858-40-A. 

APPLICANT — Frederick  P.  Kelley,  for  Lenox  Hill  Neigh¬ 
borhood  Association,  Incorporated,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 

PREMISSES  AFFECTED — 321-331  East  70th  street,  north 
side,  175  ft.  west  of  First  avenue  (Block  No.  1445, 
Lot  Nos.  14  to  19,  inclusive),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Appeal  withdrawn  on  written  re¬ 
quest  of  applicant,  to  comply. 

THE  VOTE  Tp  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


354-40- A. 

APPLICANT — Chester  W.  Cambell,  Borough  Superin¬ 
tendent,  for  Department  of  Housing  and  Buildings, 
Borough  of  Queens. 

OWNER  OF  PREMISES — Paul  and  Juliet  Toth. 
SUBJECT — Revocation  of  Certificate  of  Occupancy  No. 

4923A  and  Permit  No.  N.  B.  3110-37. 
PREMISES  AFFECTED— 24-46  24th  street,  west  side, 
175  ft.  north  of  Hoyt  avenue  (Block  No.  873,  Lot 
No.  59),  Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Aaron  Halpern. 

For  Owner:  A.  A.  Wilson. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 
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THE  RESOLUTION— 

(354-40- A) 

Whereas,  Chester  W.  Cambell,  Borough  Superintendent, 
for  Department  of  Housing  and  Buildings,  Borough  of 
Queens,  filed  April  8,  1940,  an  appeal  for  revocation  of  Cer¬ 
tificate  of  Occupancy  No.  4923A  and  Permit  No.  N  B. 
3110-37;  premises  24-46  24th  street,  west  side,  175  ft.  north 
of  Hoyt  avenue  (Block  No.  873,  Lot  No.  59),  Long  Island 
City,  Borough  of  Queens ;  and 

Whereas,  the  premises  consist  of  a  plot  25  ft.  by  100  ft. 
in  area;  located  in  a  residence  use  D  area  district;  there 
has  been  erected  on  the  plot  a  two-story  building,  24  ft.  IOJ2 
in.  in  height  and.  19  ft.  by  11J4  in.  by  63  ft.  in  area;  of 
Class  3  construction ;  occupied  as  follows :  cellar,  storage ; 
first  story,  dwelling,  one  family ;  second  story,  dwelling,  two 
families ;  and 

Whereas,  it  is  contended  by  the  borough  superintendent 
of  buildings  that  this  appeal  for  revocation  is  predicated  on 
sections  666  and  668  of  the  New  York  City  Charter ;  that 
it  is  sought  to  revoke  Certificate  of  Occupancv  No.  4923A 
and  New  Building  Permit  No.  3110-37;  that  New  Building 
Application  No.  3110-37  specifies  the  soil  “  to  be  fine,  dry 
sand,”  and  an  examination  by  the  Department  of  Housing 
and  Buildings  discloses  that  the  earth  below  the  footings 
appear  to  be  top  soil  or  loam,  which  is  not  approved  mate¬ 
rial  upon  which  to  found  such  a  building;  that  the  founda¬ 
tion  of  the  building,  in  question  is  2  ft.  higher  than  the  foot¬ 
ings  of  .  the  adjoining  building,  and  that  tie  wires,  inter¬ 
spaced  in  the  foundation  wall  of  the  adjoining  buildings, 
have  evidently  been  used  to  tie  in  the  wires  which  held  the 
forms  used  in  pouring  the  foundation  for  the  building  in 
question ;  that  in  view  of  these  facts,  the  certificate  of  occu¬ 
pancy  and  permit  to  build  should  be  revoked ;  and 

Whereas,  this  appeal  was  the  subject  of  a  report  by  a 
committee  of  the  Board,  which  report  reads : 


REPORT  OF  COMMITTEE. 

November  15,  1940. 

Re:  Cal.  No.  354-40-A. 

24-46  24th  street,  west  side,  175  ft.  north  of  Hoyt  ave¬ 
nue  (Block  No.  873,  Lot  No.  59),  Long  Island  City, 
Borough  of  Queens. 

This  is  an  appeal  filed  by  the  Department  of  Housing 
and  Buildings  for  the  consideration  of  the  Board  as  to 
the  correctness  of  the  issuance  of  Certificate  of  Occu¬ 
pancy  No.  4923. 

.  The  premises  in  question  consist  of  two-story  mul¬ 
tiple  dwelling,  20  ft.  by  63  ft.,  arranged  for  three  fam¬ 
ilies,  erected  on  a  plot  25  ft.  by  100  ft.  The  plans  were 
approved  under  New  Building  Application  3110  of  1937 
on  July  30,  1937.  The  building  was  reported  as  com¬ 
pleted  in  January,  1938.  On  January  17  a  temporary 
certificate  of  occupancy.  No.  4891,  was  issued,  followed 
by  a  permanent  certificate  of  occupancy,  No.  4923,  on 
January  21,  1938.  This  certificate  was  issued  to 
“owner”..  The  application  gave  the  owner  as  “Astoria 
River-View  Homes,  Incorporated,  Constance  Azzarone, 
president.”  At  the  time  this  building  was  constructed, 
a  similar  building  was  erected  by  the  same  owner  on 
the  adjoining  lot  to  south  under  New  Building  Applica¬ 
tion  No.  3109  of  1937,  for  which  a  permanent  certificate 
of  occupancy,  No.  4922,  was  issued  on  January  21,  1938. 

The  record  shows  that  as  to  the  building  in  question 
at  24-46  24th  street,  a  contract  of  sale  was  entered  into 
on  August  5.  1938,  and  title  was  passed  on  September 
13,  1938,  from  Astoria  River- View  Homes,  Incorporated, 
to  Paul  and  Juliet  Toth,  189  Greenwich  street,  New 
York  City,  upon  payment  of  $5,000  cash  and  the  balance 
in  the  form  of  a  mortgage  in  the  sum  of  $5,300  held  by 
the  Astoria  Federal  Savings  and  Loan  Association.  An 
affidavit  of  Paul  Toth  and  Juliet  Toth  was  presented  at 
a  hearing  before  the  Board,  setting  forth  the  above  facts 


and  stating  that  a  search  by  the  Title  Guarantee  and 
Trust  Company  prior  to  closing  of  title  indicated  that 
there  were  no  pending  violations,  but  that  during  con¬ 
struction  complaints  had  been  lodged  with  the  Depart¬ 
ment  by  Frank  Catalano  against  the  builder  and  that  a 
lis  pendens  was  filed  by  him  on  January  17,  1938,  which 
was  later  cancelled  and  that  subsequently  an  action  for 
damages  was  commenced  in  the  Supreme  Court  which, 
after  the  records  of  the  Department  were  introduced 
in  evidence  at  the  trial,  was  dismissed  on  the  merits. 
The  affidavit  further  states  that,  after  numerous^  inspec¬ 
tions  by  the  Department,  it  was  determined  that  there 
was  no  evidence  of  settlement  or  soil  overload  and  that 
the  premises  were  in  a  safe  condition,  and,  further,  that 
were  the  Board  to  revoke  the  certificate  of  occupancy, 
the  new  owners’  investment  would  be  destroyed  and 
that  they  had  invested  their  savings  in  good  faith  rely¬ 
ing  upon  the  certificate  of  occupancy. 

The  complaint  of  Frank  Catalano,  owner  of  the  ad¬ 
joining  building  at  24-44  24th  street,  appears  to  be  that 
his  building  has  been  damaged  by  the  construction  of 
the  building  in  question  at  24-46  24th  street  and  that 
cracks  which  are  claimed  are  due  to  settlement  have  ap¬ 
peared  in  his  wall  adjoining. 

Specifically,  Mr.  Catalano  claims : 

1.  That  the  adjoining  wall  was  constructed  on 
filled  ground. 

2.  That  the  adjoining  wall  does  not  extend  down 
to  the  level  of  his  but  is  some  2  ft.  higher  and  is 
contrary  to  law. 

3.  That  the  adjoining  wall  encroaches  on  his  lot 
for  a  distance  of  2  in. 

4.  That  the  new  wall  is  bonded  to  his  wall  due 
to  the  form  wires  used  in  his  wall  being  connected 
to  the  wires  holding  the  forms  of  the  new  wall. 

The  committee  of  the  Board  has  examined  all  the 
available  records  as  to  construction  and  inspection  of 
the  building  in  question  and  the  mass  of  correspondence 
in  the  Department  files  and  in  the  files  of  the  Mayor’s 
office.  Knowing  nothing  of  the  matter  until  it  was 
presented  to  the  Board  in  the  form  of  an  application  to 
review  the  correctness  of  the  issuance  of  the  certificate 
of  occupancy,  the  complaints  have  been  considered  with 
no  preconceived  impression  as  to  their  merits  but  solely 
to  ascertain  the  true  facts  and  deal  justly  with  both 
owners  involved. 

To  this  end,  applications  for  buildings  in  the  area 
have  been  examined,  including  the  group  of  buildings 
of  which  Mr.  Catalano’s  house  is  one,  constructed  in 
1926,  for  the  purpose  of  ascertaining  whether  there  is 
any  evidence  of  the  area  being  one  of  filled  ground. 
These  applications  vary  as  to  the  statements  of  the 
ground  condition  from  “fine  sand”  to  “sand”  to  “sand 
and  gravel”  and  to  “sand  and  clay”.  As  to  the  building 
in  question,  it  was  stated  that  the  ground  was  “fine, 
dry  sand”.  The  statement  as  to  Mr.  Catalano’s  house 
is  that.  the.  ground  is  “sand  and  clay”.  There  is  no 
indication  in  any  of  these  that  the  area  is  one  of  filled 
ground. 

The  committee  of  the  Board  which  inspected  both 
houses  from  cellar  to  roof  was  shown  the  hole  in  the 
Catalano  foundation  which  Mr.  Catalano  had  cut  for 
the  purpose  of  exposing  the  depth  of  the  adjacent  wall 
and  the  soil  conditions.  It  is  quite  possible  that  at 
the  time  the  walls  of  Mr.  Catalano’s  house  were  con¬ 
structed  in  1926,  the  necessary  excavation  for  his  walls 
required  digging  below  the  then  natural  grade  of  the 
adjoining  lot  and  that  after  completion  this  trench  was 
back  filled,  which  would  be  the  natural  assumption  and 
which  would  account  for  the  impression  that  the  soil 
was  filled  ground.  It  must  be  borne  in  mind,  however, 
that  an  interval  of  over  ten  years  had  elapsed  between 
the  construction  of  the  two  walls  which  should  have 
permitted  natural  compacting  of  the  earth, 


1630 


MINUTES 


The  base  of  the  wall  of  the  building  at  24-46  ’"s 
shown  on  the  plans  as  approximately  2  ft.  higher  than 
the  Catalano  wall.  It  might  be  readily  argued  that  the 
new  wall  could  well  have  been  taken  down  to  the  depth 
of  the  adjacent  wall.  There  was  no  specific  Code  re¬ 
quirement  tor  this  and  it  is  readily  understandable  that 
there  could  be  none,  otherwise  on  a  street  with  a  grade 
the  foundations  of  a  row  of  houses  would  progressively 
be  deeper  and  deeper.  For  the  relatively  light  load  of 
the  house  in  question,  the  wall  as  constructed,  even  if  not 
carried  to  the  depth  of  the  adjoining  wall  should  pro¬ 
vide  ample  bearing. 

A  survey  furnished  by  the  present  owner  of  24-46 
prepared  by  Robert  E.  Carlin,  City  Surveyor,  Long 
Island  City,  shows  the  northerly  building  wall  of  No 
24,-46  and,  shows  this  wall  clear  of  the  lot  line  for  its 
1 H.  .le.ngth.  -03  in-  and  encroaching  at  no  point  on  the 
adjoining  lot.  There  can  be  no  question  that  the  wall 
abuts  the  adjoining  wall  which  was  undoubtedly  used 
as  a  form  for  that  side  of  the  new  wall.  This  is  usual 
and  desirable.  It  wood  forms  were  used  on  both  sides 
of  the  new  wall,  the  inside  boards  could  not  have  been 
removed  and  would  have  been  left  to  rot,  to  the  disad¬ 
vantage  of  both  owners,  providing  a  space  for  damp¬ 
ness. 

It  would  not  be  unusual  for  a  builder  to  connect  his 
form  wires  in  constructing  an  adjoining  wall  to  the  new 
form  wires  if  available  in  an  existing  wall.  This  is 
apparently  what  happened  here  and  it  is  said  that  parts 
oi  the  existing  wall  were  chipped  away  presumably  to 
make  the  wire  splices.  The  committee  can  find  no  evi¬ 
dence  that  this  was  done,  but  would  see  no  harm  if  it 
was-  The  poured  concrete  of  the  new  wall  would  un¬ 
doubtedly  flow  into  the  crevices  of  the  old  wall  but  no 
true  bond  could  thereby  be  formed.  If  there  were 
settlement  such  fillings  would  shear. 

The  committee  has  studied  the  very  complete  report 
addressed  to  Commissioner  Wilson  by  Borough  Super¬ 
intendent  Cambell,  dated  January  2,  1940.  It  records 
the  complaints  registered  by  Mr.  Catalano,  beginning 
with  the  one  filed  with  the  Department  on  April  2,  1938 
two  months  or  more  after  the  issuance  of  the  certificate 
of  occupancy.  This  report  is  eminently  fair  and  records 
the  efforts  made  to  have  the  builders  of  the  new  house 
make  such  reasonable  repairs  as  Mr.  Catalano  might 
request.  The  builder  is  recorded  as  apparently  being 
willing  to  do  anything  within  reason,  at  the  same  time 
disclaiming  any  liability,  but  it  was  found  that  nothing 
short  of  removing  the  building  so  there  would  be  no 
encroachment  or  physical  contact  would  be  satisfactory 

The  committee  of  the  Board,  consisting  of  Chairman 
Murdock  and  Commissioners  Savage  and  Blum,  have 
inspected  the  premises  on  two  occasions  since  the  hear¬ 
ing  At  one,  the  walls  were  examined  carefully  from 
cedar  to  roof.  The  hair  cracks  in  the  wall  were  pointed 
out.  The  roof  was  examined.  There  is  nothing  to  in¬ 
dicate  that  the  cracks  are  due  to  settlement  either  of 
the  Catalano  waff  or  because  of  the  contact  of  the  new 
wall.  The  committee  would  characterize  the  cracks  as 
usual  shrinkage  cracks  and  certainly  not  of  a  type 
which  in  any  way  lessens  the  carrying  capacity  of  the 
wall.  If  there  were  settlement,  cracks  would  show  in 
the  new  wall  which  do  not  appear  present,  and  would 
show  particularly  in  the  front  and  rear  walls  of  the 
Catalano  house  if  there  were  unequal  settlement  of  the 
side  walls  of  the  Catalano  house.  The  usual  evidence 
of  unequal  settlement  is  the  breaking  of  masonry  joints 
of  the  front  and  rear  walls  particularly  at  window  or 
door  openings.  There  is  no  such  evidence.  If  the  new 
wall  were  erected  on  filled  ground,  it  would  be  equally 
true  that  the  older  wall  was  also  erected  on  filled 
ground.  The  committee  does  not.  however,  believe  this 
to  he  the  case  as  to  either  wall. 

If  the  committee  could  find  any  tangible  basis  for 
setting  aside  the  certificate  of  occupancy,  it  would  not 
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hesitate  to  do  so  if  by  so  doing  it  could  bring  about  a 
correction  of  an  injustice.  It  must,  however,  also  con¬ 
sider  the  status  of  the  present  owners  of  the  building 
in  question  who  have  through  no  fault  of  their  own 
been  threatened  with  the  revocation  of  a  certificate  cf 
occupancy  on  which  they  confidently  relied  before  in¬ 
vesting  their  savings.  While  the  committee  would  not 
hesitate  to  recommend  revocation  of  the  certificate  of 
occupancy  if  just  ground  could  be  found,  the  Board  must 
give  consideration  to  the  law  as  established  by  the  Court 
of  Appeals  in  Edwards  vs.  Murdock  as  to  the  intent  of 
section  301  of  the  Multiple  Dwelling  Law.  While  no 
certificate  of  compliance  was  issued  in  accordance  with 
that  section,  the  certificate  of  occupancy  as  in  the  Ed¬ 
wards  case  can  be  viewed  as  the  equivalent  on  which  a 
new  owner  may  confidently  rely. 

Having  made  an  exhaustive  study  of  this  problem 
with  a  Purpose  to  recommend  only  a  fair  and  proper 
?,ctl-for  the  Board  *°t  take>  the  committee  cannot  find 
that  the  appeal  should  be  granted  to  revoke  the  certifi¬ 
cate  of  occupancy. 

(Sgd.)  HARRIS  H.  MURDOCK, 

Chairman. 

BERNARD  A.  SAVAGE, 
CHARLES  M.  BLUM, 

Committee. 

norbeEgraniedhiS  reP°rt  recommended  that  the  appeal  should 
Resolved  that  the  appeal  of  the  borough  superintendent 
denied0^  ^  Certlficate  of  occupancy  be  and  it  hereby  is 


i  fr¬ 
aud 


994-40-A. 

APPLICANT— Lama  and  Proskauer,  for  Empire  State 
STIR TprVrnf  C,°  mpany  °wner. 

J  i^rof  b^dingcs:s,ons  of  the  borough  super- 

PREAUSES  AFFECTED  34.40  Varick  street,  east  side, 
xt  L8Ain\Sr0u  h,?  Bridgewater  street  (Block 

Brooklyn’  ^  N°S‘  ^  14 ’  15  and  22)’  Borough  of 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama,  Merrit  T.  Metz 
and  Michael  Domger. 

THE1  VOThplBOARD~ApPeal  granted  on  condition. 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  A 

Negative  . !!!!..!!. .  q 

THE  RESOLUTION— 

(994-40-A) 

Whereas,  Lama  and  Proskauer,  for  Empire  State  Var¬ 
nish  Company,  owner,  filed  October  11,  1940,  an  anneal 
from  decisions  of  the  borough  superintendent  of  buildings  • 
premises  34-40  Varick  street,  east  side,  100  ft.  8'/2  in  south 
of  Bridgewater  street  (Block  No.  2664,  Lot  Nos.  12,13,  14, 
and  22),  Borough  of  Brooklyn;  and 
Whereas,  the  decision  of  the  borough  superintendent  of 

N0'  2221'4°'  da'ed  Sep' 

,  This  is  a  frame  building,  not  a  shed.  A  frame 
buildmg  is  contrary  to  Sect.  4.1.2  of  the  Building  Code. 

,  .  fhc  storage  of  inflammable  mixtures  in  a  frame 

tbrat?vTgCode0"trary  t0  ^  9'C19’590  of  the  Adminis- 
and 

Whereas,  the  decision  of  the  borough  superintendent  of 

ApP',Ca“0n  Na  2222-40’  da,ed  Sep- 
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“1.  An  all  metal  structure  when  used  for  the  manu¬ 
facturing  or  storage  of  inflammable  nature  should  be 
located  at  least  15  ft.  from  the  nearest  lot  line  as  re¬ 
quired  by  Sect.  4.2.1  (f)  of  the  Building  Code. 

2.  This  building  is  structurally  weak  and  does  not 
comply  with  the  requirements  of  the  Building  Code  as 
to  stress.” 
and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Alteration  Application  No.  2223-40,  dated  Sep¬ 
tember  30,  1940,  reads: 

“1.  The  storage  of  oil  in  a  frame  structure  is  con¬ 
trary  to  the  Administrative  Code  Sec.  09-130  (4). 

2.  Structure  is  structurally  weak  and  does  not  com¬ 
ply  with  the  Building  Code  as  to  construction.” 
and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Alteration  Application  No.  2224-40,  dated  Sep¬ 
tember  30,  1940,  reads: 

“1.  A  frame  building  is  contrary  to  the  Building 
Code — Sect.  4.1.2. 

2.  The  structure  is  structurally  weak  and  does  not 
comply  with  the  Building  Code  as  to  construction. 

3.  The  storage  of  inflammable  mixtures  in  a  frame 
building  is  contrary  to  the  Administrative  Code  Art. 
9-C-19-59.0.” 

and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Alteration  Application  No.  2225-40.  dated  Sep¬ 
tember  30,  1940,  reads: 

“1.  A  frame  building  is  contrary  to  the  Building 
Code,  Sec.  4.1.2. 

2.  The  storage  of  inflammable  mixtures  in  a  frame 
building  is  contrary  to  the  Administrative  Code.  Art. 
A-C-19-59.0.” 
and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Alteration  Application  No.  2226-40,  dated  Sep¬ 
tember  30,  1940,  reads : 

“1.  A  frame  building  within  the  fire  limits  is  con¬ 
trary  to  Sect.  4.1.2  of  the  Building  Code. 

2.  The  storage  of  inflammable  mixture  is  contrary 
to  the  Adm.  Code,  Art.  9-C-19-59.0,  when  within  a 
frame  building.” 
and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Alteration  Application  No.  2227-40,  dated  Sep¬ 
tember  30,  1940.  reads : 

“1.  A  frame  building  within  the  fire  limits  is  con¬ 
trary  to  Sect.  4.1.2  of  the  Building  Code. 

The  storage  of  an  inflammable  mixture  in  a  frame 
building  is  contrary  to  the  Adm.  Code,  Art.  9-C-19- 
59.0.” 

and 

Whereas,  the  premises  consist  of  a  plot  110  ft.  by  75  ft., 
irregular,  in  area;  located  in  an  unrestricted  use  district; 
which  has  been  in  use  since  1932  for  the  manufacture  of 
varnish ;  and 

Whereas,  the  applicant  contends  that  the  plant  consists 
of  several  one-story  frame  and  metal  sheds  of  makeshift 
affairs  which  are  used  for  storage,  mixing  and  shipping; 
that  the  cooking  is  done  in  a  fireproof  kettle  house;  that 
the  plant  is  equipped  with  fire-fighting  apparatus  approved 
by  the  Fire  Department;  that  at  the  present  time  the  com¬ 
pany  is  manufacturing  to  meet  orders  of  the  national  de¬ 
fense  program ;  that  this  is  the  manufacture  of  insulating 
varnish  for  cables  used  in  automotive  and  aviation  equip¬ 
ment;  that  they  are  also  manufacturing  special  coating  for 
waterproof  garments  used  by  the  armed  forces  of  the  United 
States;  that  the  owners  are  ready  to  install  any  additional 


fire-fighting  equipment  that  the  Board  may  deem  necessary; 
that  the  buildings  which  are  weak  in  construction  will  be 
made  safe;  that,  therefore,  in  view  of  the  foregoing  facts, 
it  is  respectfully  requested  that  the  appeal  be  granted. 

Resolved,  that  the  decisions  of  the  borough  superintendent 
of  buildings  on  Alteration  Application  Nos.  2221  to  2227-40, 
inclusive,  Objection  Nos.  1  and  3,  be  and  it  hereby  is  modi¬ 
fied  and  that  the  appeal  be  and  it  hereby  is  granted,  permit¬ 
ting  the  occupancy  of  the  existing  buildings  for  a  term  of 
one  (1)  year  from  the  date  of  this  resolution,  on  condition 
that  the  buildings  shall  not  be  increased  in  height  or  area; 
that  the  corrugated  iron  fence  shall  be  maintained  around 
the  premises ;  that  such  portions  of  the  buildings  as  are 
deemed  structurally  weak  by  the  borough  superintendent  of 
buildings  shall  be  made  safe  to  his  satisfaction ;  that  such 
portable  fire-fighting  appliances  shall  be  maintained  on  the  I 
premises  as  the  fire  commissioner  shall  direct. 


1067-40- A. 

APPLICANT— Sol.  A.  Herzog,  for  Select  Photo  Com¬ 
pany,  Incorporated,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 1229  St.  Nicholas  avenue, 
west  side,  54  ft.  north  of  West  171st  street  (Block 
No.  2141,  part  of  Lot  No.  21),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Inspector  Meyer,  Fire  De¬ 
partment.  | 

ACTION  OF  BOARD — Appeal  dismissed  for  lack  of  prose¬ 
cution. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 

a 


THE  RESOLUTION— 

(1067-40- A) 

Whereas,  Sol.  A.  Herzog,  for  Select  Photo  Company, 
Incorporated,  owner,  filed  November  6,  1940,  an  appeal  from 
an  order  and  a  decision  of  the  fire  commissioner ;  premises 
1229  St.  Nicholas  avenue,  west  side,  54  ft.  north  of  West 
171st  street  (Block  No.  2141,  part  of  Lot  No.  21),  Bor¬ 
ough  of  Manhattan ;  and 

Whereas,  at  the  public  hearing  there  was  no  appearance 
made  on  behalf  of  the  applicant  although  due  notice  of  hear¬ 
ing  had  been  made. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


1101-40- A. 

APPLICANT — Brown  Linseed  Corporation,  owner. 
SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 2581  Richmond  Terrace,  north 
side,  120  ft.  west  of  Granite  avenue  (Block  No. 
1107,  Lot  No.  36),  Port  Richmond,  Borough  of 
Richmond. 

APPEARANCES— 

For  Applicant:  James  F.  McMullen  and  Francis 
Brown. 

For  Administration:  Inspector  Meyer,  Fire  De¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Negative  .  ® 
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THE  RESOLUTION— 

(1101-40-A) 

Whereas,  Brown  Linseed  Corporation,  owner,  filed  No¬ 
vember  18,  1940,  an  appeal  from  an  order  and  a  decision 
of  the  fire  commissioner ;  premises  2581  Richmond  Terrace, 
north  side,  120  ft.  west  of  Granite  avenue  (Block  No.  1107, 
Lot  No.  36),  Port  Richmond,  Borough  of  Richmond;  and 

Whereas,  the  order  of  the  fire  commissioner,  Order  No. 
21189-LC,  dated  March  1,  1940,  reads: 

“8.  Discontinue  the  use  of  auxiliary  tanks  in  excess 
of  60  gallons.” 

and 

Whereas,  said  order  was  repeated  in  a  decision  of  the 
fire  commissioner  dated  November  15,  1940;  and 

Whereas,  the  building  is  one  story  (30  ft.)  in  height, 
46  ft.  by  103  ft.  in  area;  located  in  an  unrestricted  use  dis¬ 
trict  ;  occupied  as  a  power  house  in  connection  with  an  in¬ 
dustrial  plant  existing  on  the  premises  used  for  the  manu¬ 
facture  of  linseed  oil ;  and 

Whereas,  the  applicant  contends  that  the  installation 
consists  of  a  main  fuel  oil  tank  and  two  auxiliary  tanks,  one 
of  110  gallons  and  one  of  275  gallons  capacity,  designed  to 
operate  the  engines  for  a  period  of  four  hours  without  re¬ 
filling;  that  these  tanks  are  filled  by  fuel  oil  transfer  pumps 
from  the  main  storage  tank  and  are  provided  with  an  over¬ 
flow  connection  and  return  line  to  the  main  storage  tank; 
that  the  auxiliary  tanks  are  vented  in  accordance  with  the 
Oil  Burner  Rules ;  that  the  engines  are  fed  from  the  auxil¬ 
iary  tanks  by  gravity  to  the  service  pumps  located  on  the 
Diesel  engines;  that  these  gravity  lines  are  equipped  with  a 
Dowie  non-syphon  valve  which  automatically  stops  the  flow 
of  oil  in  the  event  that  the  gravity  line  should  fail;  that 
the  Diesel  engines  consist  of  one  340  kilowatt  supplied  by 
an  auxiliary  tank  of  110  gallons,  one  200  kilowatt  and  one 
250  kilowatt  supplied  by  a  single  275-gallon  auxiliary  tank; 
that  the  capacity  of  these  tanks  is  necessary  for  the  efficient 
and  uninterrupted  operation  of  the  Diesel  engines;  that 
auxiliary  tanks  of  sixty  gallons  capacity  in  compliance  with 
the  requirements  of  the  Oil  Burner  Rules  would  not  permit 
the  satisfactory  operation  and  would  necessitate  stationing 
a  man  in  constant  attendance  at  the  auxiliary  tanks  in  order 
to  avoid  the  ever-present  possibility  of  depletion  of  the  fuel 
oil  supply ;  that  the  installation  is  in  charge  of  licensed 
engineers  in  constant  attendance;  that  a  constant  supply  of 
steam  is  maintained  to  drive  the  steam-operated  fire  pumps ; 
that  three  hand-operated  fire  extinguishers  are  located  at 
accessible  points. 

Resolved,  that  the  order  of  the  fire  commissioner,  Order 
No.  21189-LC,  Item  No.  8,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  conditoin 
that  the  proposed  tanks,  one  of  110  gallons  capacity  and  one 
of  275  gallons,  shall  comply  in  all  respects  with  the  require¬ 
ments  of  the  Oil  Burner  Rules  of  the  Board  of  Standards 
and  Appeals;  that  the  tank  shall  be  not  less  than  10  gauge 
in  thickness ;  that  in  all  other  respects  the  oil  burning  equip¬ 
ment  and  tanks  shall  comply  with  the  Oil  Burner  Rules  of 
the  Board. 


928-21-A. 

APPLICANT— Amalgamated  Warehouses,  Incorporated, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment— re  Appeal  from  an  order  and  a  deci¬ 
sion  of  the  fire  commissioner. 

PREMISES  AFFECTED — 99-109  Jane  street,  north  side, 
100-108  Horatio  street,  south  side,  70  ft.  west  of 
Washington  street  (Block  No.  642,  Lot  No.  14), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  James  A.  Vaughan. 

ACTION  Oh  BOARD — Appeal  reopened  and  resolution 
amended. 


THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(928-21-A) 

Whereas,  this  appeal  from  a  decision  of  the  fire  commis¬ 
sioner,  affecting  premises  99-109  Jane  street,  north  side,  and 
100-108  Horatio  street  south  side,  70  ft.  west  of  Washing¬ 
ton  street  (Block  No.  642,  Lot  No.  14),  Borough  of  Man¬ 
hattan,  was  granted  by  the  Board  October  20,  1921,  on 
certain  conditions,  the  resolution  amended  February  14, 
1940;  and 

Whereas,  the  owner  requested  a  further  amendment  of 
the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  October  20,  1921,  as 
amended  February  14,  1940,  so  that  as  amended  the  reso¬ 
lution  shall  read : 

“ Resolved ,  that  the  decision  of  the  fire  commissioner 
be  and  it  hereby  is  modified  and  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  a  2)4  in.  standpipe 
line  be  installed  and  that  the  area  of  the  pent  house  be 
not  increased. 

Resolved  further,  that  in  the  event  the  building  is  not 
increased  in  height  or  area  and  there  is  a  transverse 
ivall  built  continuously  across  the  building  from  floor  to 
ceiling  so  as  to  separate  the  building  into  hvo  substan¬ 
tially  equal  portions  and  there  are  no  openings  in  such 
wall,  the  requirements  of  this  resolution  may  still  be 
considered  to  hold,  provided  such  transverse  wall  is 
constructed  of  approved  masonry  and  not  less  than  6  in. 
in  thickness;  that  the  existing  standpipe  equipment  may 
be  removed,  provided  the  occupancy  of  the  building  is 
deemed  non-hasar dous  by  the  fire  commissioner  and  such 
fire-fighting  appliances  are  installed  in  each  portion  of 
the  building  as  the  fire  commissioner  shall  direct,  and 
that  in  all  other  respects  the  building  and  occupancy 
shall  comply  until  all  laws,  rules  and  regulations  applic¬ 
able  thereto.” 


VARIATIONS  OF  THE  LABOR  LAW. 
496-19-S. 

APPLICANT — John  B.  Snook’s  Sons-Victor  C.  Farrar,  for 
Metropolitan  Life  Insurance  Company,  owner. 
SUB J EC  T — Application  for  consideration — reopening  and 
amendment — re  Variation  from  the  requirements  of 
the  Labor  Law  as  cited  in  an  order  of  the  fire 
commissioner. 

PREMISES  AFEECTED — 72-78  Spring  street,  southeast 
corner  of  Crosby  street  (Block  No.  482,  Lot  No. 
16).  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Herbert  C.  Bowman. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(496-19-S) 

Whereas,  this  application  for  a  variation  from  the  re¬ 
quirements  of  the  Labor  Law  as  cited  in  an  order  of  the 
fire  commissioner,  premises  72-~8  Spring  street,  southeast 
corner  of  Crosbv  street  (Block  No.  482,  Lot  No.  16),  Bor¬ 
ough  of  Manhattan,  was  granted  by  the  Board  July  22, 
1919,  on  certain  conditions ;  and 
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Whereas,  John  B.  Snook’s  Sons-Victor  C.  Farrar,  for 
Metropolitan  Life  Insurance  Company,  owner,  requested 
amendment  of  the  resolution  as  to  occupancy  per  floor. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  on  July  22,  1919,  by 
adding  thereto  : 

“that  the  occupancy  per  floor  may  be  permitted  as  cal¬ 
culated  under  the  requirements  of  the  Labor  Law  with 
due  allowance  for  the  sprinkler  system,  and  that  in  all 
respects  the  building  and  occupancy  shall  comply  with 
all  laws,  rules  and  regulations  applicable  thereto  other 
than  as  herein  permitted  and  as  varied  aider  Cal.  No. 
785-20-S.” 


THE  RESOLUTION— 

(242-39-SM) 

Whereas,  Penn  Metal  Company,  Incorporated,  owner, 
filed  February  27,  1939,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  material  known 
as  Penn  Metal  Company  Metal  Lath  and  Lathing  Acces¬ 
sories  ;  and 

Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report j  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 


785-20-S. 

APPLICANT — John  B.  Snook’s  Sons-Victor  C.  Farrar, 
for  Metropolitan  Life  Insurance  Company,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
amendment — re  Variation  from  the  requirements  of 
the  Labor  Law  as  cited  in  an  order  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 72-78  Spring  street,  southeast 
corner  of  Crosby  street  (Block  No.  482,  Lot  No. 
16),  Borough  of  Manhattan. 

APPEARANCES— 

Foor  Applicant:  Herbert  C.  Bowman. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(785-20-S) 

Whereas,  this  application  for  a  variation  from  the  re¬ 
quirements  of  the  Labor  Law  as  cited  in  an  order  of  the  fire 
commissioner,  premises  72-78  Spring  street,  southeast  cor¬ 
ner  of  Crosby  street  (Block  No.  482,  Lot  No.  16),  Borough 
of  Manhattan,  was  granted  by  the  Board  January  11,  1921, 
on  certain  conditions ;  and 

Whereas,  John  B.  Snook’s  Sons-Victor  C.  Farrar,  for 
Metropolitan  Life  Insurance  Company,  owner,  requested 
amendment  of  the  resolution  as  to  occupancy  per  floor. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  on  January  11,  1921, 
by  adding  thereto: 


that  the  occupancy  per  floor  may  be  permitted  as  cal¬ 
culated  under  the  requirements  of  the  Labor  Lazv  with 
due  allowance  for  the  sprinkler  system,  and  that  in  all 
respects  the  building  and  occupancy  shall  comply  with 
all  laws,  rules  and  regulations  applicable  thereto  other 
than  as  herein  permitted  and  as  varied  under  Cal  No. 
496-19-S.” 


MATERIALS  SUBMITTED  FOR  APPROVAL. 
242-39-SM. 

Metal  Company,  Incorporated,  owner. 
SUBJECT— Penn  Metal  Company  Metal  Lath  and  Lathing 
Accessories,  approval  of. 

APPEARANCES— 

For  Applicant:  Eugene  G.  Fusaro. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  . q 


November  25,  1940. 

Re :  Cal.  No.  242-39-SM. 

Subject:  Penn  Metal  Company  Lath  and  Lathing  Ac¬ 
cessories,  approval  of. 

Penn  Metal  Company,  Incorporated,  of  Boston,  Mass., 
filed  February  27,  1939,  an  application  with  the  Board 
of  Standards  and  Appeals  for  approval  of  materials 
(hereinafter  referred  to)  under  the  pertinent  provisions 
of  the  Administrative  Building  Code. 

These  materials  are  manufactured  at  the  applicant’s 
plant  in  Parkersburg,  W.  Va.  Expanded  metal  lath 
(trade  name  Meshtex)  products  are  produced  on  a 
rotary  type  lath  machine  in  which  steel  strips  of  such 
gauge  as  is  necessitated  by  the  required  weight  of  the 
finished  material  are  fed  into  a  pair  of  rotary  slitters 
which  cut  small  slits  longitudinally  through  the  strip. 
The  slitted  strips  are  next  engaged  by  chains  which 
expand  the  strips.  This  expanding  process  widens  the 
original  strip  and  pulls  in  its  length  and  the  result  is  a 
full  length  sheet  of  uniform  diamond-shaped  openings. 

After  being  trimmed,  the  sheet  passes  through  a  pair 
of  painting  rolls  and  is  soaked  in  black  asphaltum  paint, 
oven  heated  to  a  temperature  of  200  degrees  Fahrenheit 
for  ten  to  twelve  minutes  and  then  bundled  into  bundles 
of  ten  sheets  totaling  20  square  yards.  The  same  gen¬ 
eral  methods  are  pursued  in  manufacturing  the  other 
types  of  lath  hereinafter  referred  to,  with  variations  for 
each  particular  type. 

Samples  of  metal  lath  were  selected  from  stock  in 
the  Bronx  warehouse  of  the  company,  measured  and 
weighted  by  John  F.  Fitzsimons  of  the  Engineering 
Division  of  the  Board  and  the  results  are  as  set  forth 
herein. 


Material 

Weight 

p.s.y. 

Gauge 

Expanded  Metal  Diamond  Mesh 
2.5  Meshtex  (painted)  . 

2.44 

26 

3.0  Meshtex  (painted)  . 

2.83 

25 

3.4  Meshtex  (painted)  . 

3.14 

24 

3.4  Meshtex  (painted) 

(self-furring)  . 

3.21 

24 

3.4  Meshtex  (galvanized)  . 

3.27 

24 

Flat  Rib  %  Inch  Deep 

2.75  Durabond  (painted)  . 

2.7 

28 

3.00  Durabond  (painted)  . 

2.86 

28 

3.4  Durabond  (painted)  . 

3.24 

26 

3.6  Durabond  (galvanized)  . 

3.56 

25 

H  Inch  Metal  Lath 

3.0  Masterib  (painted)  . 

3.0 

25 

3.4  Masterib  (painted) . 

3.23 

25 

4.0  Masterib  (galvanized)  . 

3.84 

24 

3.6  Masterib  (galvanized)  . 

3.55 

25 

Corner  Bead 

Standard  Wing  (galvanized) 

6.84 

26 

2j>4  Inch  Flange  (galvanized)  . . 

6.20 

26 

Bull  Nose  (galvanized)  . 

7.20 

26 

Scalloped  Edge  (galvanized) 

5.68 

26 

Standard  Expansion  (galvanized) 

3.50 

26 

Rail  Corner  Bead  (galvanized) 
non-perforated  . 

.157  per  ft. 

23 
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Floor  Runner  (galvanized) 

No.  125  .  .183  per  ft.  20 

Ceiling  Runner  (galvanized) 

No.  150  . 15  20 

Corner  Bead  Clips  (galvanized)  ..  24 

Rail  Corner  Bead  Clips 

(galvanized)  .  23 

Wall  Ties  (galvanized)  .  25 


Recommendations 

On  the  basis  of  the  foregoing  data,  the  Committee 
recommends  the  approval  of  Penn  Metal  Company 
Metal  Lath  and  Lathing  Accessories,  as  follows : 

Lath  weighing  less  than  three  pounds  per  square  yard 
be  approved  for  use  as  a  substitute  for  combustible  lath 
under  C26-458.0  (8.4.10.2).  Such  lath,  however,  shall 
weigh  not  less  than  two  and  one-half  pounds  per  square 
yard. 

Lath  weighing  three  pounds  per  square  yard  or  over 
be  approved  for  use  as  metal  lath  under  C26-459.0  (8.4. 
10.3)  and  C26-460.0  (8.4.10.4)  when  installed  in  ac¬ 
cordance  with  the  requirements  therefor. 

All  accessories  listed  herein  be  approved  when  in¬ 
stalled  under  the  requirements  of  the  Administrative 
Building  Code  under  C26-191.0  (2.2.3)  and  C26-178.0 
(2.12.5). 

_  It  is  further  recommended  that  the  use  of  these  mate¬ 
rials  be  limited  to  the  specific  uses  permitted  for  each 
type. of  lath  and  that  it  be  applied  as  provided  for  in  the 
pertinent  provisions  of  the  Administrative  Building 
Code.  In.  cases  where  no  specific  requirements  exist, 
the  material  may  be  installed  in  accordance  with  the 
manufacturer’s  specifications. 

It  is  also  recommended  that  the  materials  shall  be 
manufactured  and  applied  as  provided  for  herein,  ex¬ 
cept  that  lath  weight  shall  be  permitted  a  tolerance  of 
5  per  cent. 

Each  bundle  or  container  shall  be  labeled  or  stamped 
reading  as  follows:  “Approved  by  the  Board  of  Stand¬ 
ards  and  Appeals  for  Use  in  New  York  City  Under 
Cal.  No.  242-39-SM.”  Where  the  lath  weight  is  less 
than  three  pounds  per  square  yard  such  lath  shall  bear 
additional  wording  reading  as  follows:  “This  metal  lath 
may  only  be  used  where  combustible  lath  is  permitted.” 
It  is  not  intended,  however,  that  the  prohibitions  of  C26- 
458.0  a.b  (8.4.10.2)  a.b  apply  to  lath  weighing  less  than 
three  pounds  per  square  yard  as  herein  recommended 
for  approval.  .The  installation  of  such  lath,  however, 
shall  comply  with  all  the  requirements  of  the  Code  for 
metal  lath  as  provided  in  C26-459.0  (8.4.10.3). 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 

CHARLES  M.  BLUM. 

Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests. 

Id 

Whereas,  this  report  recommended  the  approval  of  this 
aterial. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
•rebv  approve  the  material  known  as  Penn  Metal  Com- 
nv  Metal  Lath  and  Lathing  Accessories,  on  condition  that 
e  material  be  manufactured,  installed,  labeled,  stamped  or 
?ged  in  accordance  with  the  above  report. 


24-39-SM. 

PPLICANT — Sloan  Valve  Company,  owner. 

JBJECT — Application  reopened  September  17,  1940 — re 
amendment  of  resolution —  re  Sloan  V-100-A 
Vacuum  Breaker. 


APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  Q 


THE  RESOLUTION— 

(1224-39-SM) 

Whereas,  Sloan  Valve  Company,  owner,  filed  October 
6.  1939,  an  application  with  the  Board  of  Standards  and 
Appeals  for  approval  of  the  material  known  as  the  Sloan 
V-100-A  Vacuum  Breaker;  and 
Whereas,  this  material  was  approved  by  vote  of  the 
Board  October  6,  1939,  in  accordance  with  the  report  of  the 
Committee  on  Tests ;  and 

.  Whereas,  the  owner  requested  amendment  of  the  resolu¬ 
tion  so  as  to  include  approval  of  improved  models;  and 
Whereas,  this  application  was  reopened  by  vote  of  the 
Board  September  17,  1940,  and  referred  to  the  Committee 
on  Tests  for  test  and  report;  and 
W hereas,  the  report  of  the  Committee  on  Tests  reads : 

REPORT  OF  COMMITTEE  ON  TESTS. 

November  25,  1940. 

Re:  Cal.  No.  1224-39-SM. 

Subject:  Sloan  V-100-A  Vacuum  Breaker,  approval  of. 

The  Sloan  Valve  Company  filed  October  6,  1939,  an 
application  with  the  Board  of  Standards  and  Appeals 
for  approval  of  the  Sloan  V-100-A  Vacuum  Breaker 
under  the  provisions  of  C26-1277.0  (14.8.2.8),  Adminis¬ 
trative  Building  Code. 

This  vacuum  breaker  was  approved  by  the  Board 
November  8,  1939,  and  applicant  requested  a  reopening 
of  the  application  and  an  amendment  of  the  resolution 
to  include  improved  and  modified  models.  The  appli¬ 
cation  was  reopened  by  vote  of  the  Board  September 
17,  1940,  and  referred  to  the  Committee  on  Tests  for 
test  and  report. 

This  improved  vacuum  breaker  was  tested  at  the 
vacuum  test  bench  of  the  Department  of  Water  Supply, 
Gas  and  Electricity  on  October  30,  1940,  in  the  presence 
of  Messrs.  J.  A.  Edwards  and  P.  C.  Platt,  representing 
the  Sloan  Company,  Commissioner  Bernard  A.  Savage 
and  Engineer  J.  F.  Fitzsimons  of  the  Board  of  Stand¬ 
ards  and  Appeals  and  Chief  Inspector  O.  J.  Burke  of 
the  Department  of  Water  Supply, _  Gas  and  Electricity. 

Both  the  improved  and  the  modified  units  employ  the 
same  mechanical  principle  as  the  original  V-100  tested 
on  October  13,  1939,  under  the  same  Board  of  Stand¬ 
ards  and  Appeals  calendar  number  except  that  the  water¬ 
way  through  the  check  valve  orifice  is  streamlined  and 
the  diameter  of  the  check  valve  opening  is  reduced  from 
1  in.  to  V&  in.  Both  the  improved  and  the  modified 
units  employ  the  identical  vacuum  breaking  member, 
the  units  varying,  in  that  the  improved  unit  has  a  curved 
outer  casing  and  the  modified  has  a  straight  line  outer 
casing.  The  manufacturer’s  advise  that  the  curved  line 
casing  model  was  being  discontinued  and  that  the 
straight  line  model  would  be  continued  in  manufacture. 

Both  of  the  units  successfully  withstood  26  in.  Hg. 
vacuum  and  also  an  endurance  test  of  five  minutes 
under  23  in.  Hg.  vaccum.  Both  units  also  permitted 
satisfactory  flushing  of  the  water  closet  bowl  under  a 
residual  head  of  ten  pounds  pressure. 

The  above  tests  indicate  that  the  Sloan  V-100-A 
Vacuum  Breaker,  both  in  the  improved  and  modified 
models,  meet  the  requirements  of  section  14.8.2.8  of  the 
Building  Code. 

On  the  basis  of  this  test  and  report,  it  is  recom¬ 
mended  that  the  resolution  adopted  by  the  Board  No- 
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vember  8,  1939,  be  amended  to  include  approval  of  the 
Sloan  V-100-A  as  improved  under  the  conditions  orig¬ 
inally  set  forth  in  the  report  of  the  Committee  on  Tesls 
dated  November  6,  1939. 


(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 


and 


CHARLES  M.  BLUM, 

Commissioner. 
LESLIE  V.  HUBER, 

Chief  Engineer. 
Committee  on  Tests. 


Whereas,  this  report  recommended  amendment  of  the 
resolution  so  as  to  include  approval  of  the  improved  models 
Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  November  8,  1939,  so 
that  as  amended  the  resolution  shall  read : 


* Resolved ,  that  the  Board  of  Standards  and  Appeals 
does  hereby  approve  the  material  known  as  the  Sloan 
V-100-A  Vacuum  Breaker,  as  improved,  on  condition 
that  the  material  be  manufactured,  installed,  operated 
and  labeled,  stamped  or  tagged  in  accordance  with 
above  report.” 


837-40-SM. 

APPLICANT — The  Indiana  Brass  Company,  owner. 
SUBJECT  Indiana  Brass  Company  Anti-Syphon  Float 
Valve  No.  88,  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  _  OF  BOARD— Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  Q 


THE  RESOLUTION— 

(837-40-SM) 

Whereas,  Indiana  Brass  Company,  owner,  filed  August 
2,  1940,  an  application  with  the  Board  of  Standards  and 
Appeals  for  approval  of  the  material  known  as  the  Indiana 
Brass  Company  Anti-Syphon  Float  Valve  No.  88 ;  and 
Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 


REPORT  OF  COMMITTEE  ON  TESTS. 


The  Indiana  Brass  Company,  owner,  filed  August  2 
1940,  an  application  with  the  Board  of  Standards  and 
Appeals  for  approval  of  the  Indiana  Brass  Company 
Anti-Syphon  bloat  Valve  No.  88,  under  the  provisions 
of  C26-1272.0  (14.8.2.8),  Administrative  Building  Code. 

1  he  anti-syphon  valve  was  inspected  and  tested  at  the 
vacuum  test  bench  of  the  Department  of  Water  Supply, 
Gas  and  Electricity  on  October  30,  1940,  in  the  presence 
of  Engineer  J.  F.  Fitzsimons  of  the  Board  of  Standards 
and  Appeals,  Chief  Inspector  O.  J.  Burke  of  the  De¬ 
partment  of  Water  Supply,  Gas  and  Electricity,  and 
Mr.  G.  E.  Crawford,  representing  the  manufacturer.  ■ 

The  mechanical  principle  of  the  unit  is  that  the  outlet' 
of  the  ball  cock  is  located  more  than  in.  above  the 
overflow  pipe  of  the  flush  tank,  and  the  outlet  instead  of 
being  equipped  with  a  hush  valve,  utilizes  a  rod  pro-' 
truding  from  the  center  of  the  outlet  opening. In  the 
opening  itself  is  set  a  series  of  copper  deflection  plates 
which  direct  the  flow  against  the  rod,  causing  the  water 
to  fall  in  a  solid  body  and  minimizing  the  noise  occa¬ 
sioned  by  this  flow. 

The  Committee  on  Tests  recommended  the  approval 
of  the  Indiana  Brass  Company  Anti-Syphon  Float 
Valve  No.  88  for  use  in  New  York  City  when  installed 
in  accordance  with  this  report,  on  condition  that  each 
duct  shall  have  a  label  reading : 

Within  a  circle  on  the  periphery  at  the  top,  the  word 
“App’vd,”  at  the  bottom  “B.  S.  &  A.,”  in  the  middle 
“N.  Y.  C.”  and  “837-40-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 

CHARLES  M.  BLUM^ 

Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  the  Indiana  Brass 
Company  Anti-Syphon  Float  Valve  No.  88,  on  condition 
that  the  material  be  manufactured,  installed,  labeled,  stamped 
or  tagged  in  accordance  with  the  above  report. 


November  25,  1940. 

Re :  Cal.  No.  837-40-SM. 

Subject:  Indiana  Brass  Company  Anti-Syphon  Float  Adjourned,  3:15  P.M. 

Valve  No.  88,  approval  of.  Joseph  J.  Doyle,  Chief  Clerk.  J 


NOTICE 


MULTIPLE  DWELLING  LAW  ON  SALE. 
Copies  of  the  Multiple  Dwelling  Law  are  now  on  sale  at 
the  Distribution  Division  of  the  City  Record  Office,  Room 
2213,  Municipal  Building,  Manhattan.  Price  50c;  by  mail  54c. 
Copies  of  the  Supplemental  Rules  and  Regulations  of 


the  Housing  Division  of  the  Department  of  Housing  and 
Buildings  on  Fire  Retarding,  Fire  Escapes,  Fire  Stairs  and 
Fire  Towers  are  now  on  sale  at  the  Distribution  Division 
of  the  City  Record  Office.  Room  2213,  Municipal  Building 
Manhattan.  Price  10c;  bv  mail  12c. 


I  OHMS  FOR  NOTICE  TO  PROPERTY  OWNERS 


Applicants,  under  the  building  zone  resolution,  are  en¬ 
titled  to  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
Room  1018,  Municipal  Building,  Manhattan,  at  three  cents 
each — postage  to  be  added  if  the  forms  are  forwarded  by 
mail. 
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RULES  GOVERNING  THE  USE  OF  EQUIPMENT  FOR  SPRAYING  OF  PAINTS  VAR¬ 
NISHES,  LACQUERS  AND  OTHER  FLAMMABLE  SURFACE  COATINGS 

ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  TUNE  10  193? 

AND  REVISED,  JULY  16,  1937,  EFFECTIVE  AUGUST  16,  1937. 


[353-30-SR] 

Authority : 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  subdivisions  2  and  3  of 
the  Charter  of  the  City  of  Neiv  York,  to  effectuate  the 
provisions  of  C19-84.0,  C19-85.0  and  C19-86.0  of  the  Ad¬ 
ministrative  Code. 

Rule  1.  Application. 

1.1  No  person,  firm  or  corporation  shall  SPRAY,  DIP 
or  IMMERSE  any  article  or  thing  within  the  City 
of  New  York  with  any  flammable  paints,  varnishes, 
lacquers  or  any  other  inflammable  or  combustible 
substances,  mixtures  or  compounds  commonly  used 
for  painting,  varnishing,  staining  or  similar  pur¬ 
poses  except  in  conformance  with  these  rules,  and 
under  a  permit  issued  by  the  Fire  Chief  and  Com¬ 
missioner.  Where  the  quantity  of  spraying  material 
used  in  a  day  does  not  exceed  two  (2)  quarts,  the 
Fire  Chief  and  Commissioner  may  modify  or  waive 
these  rules. 

L2  APPLICATIONS.  Application  for  the  required 
permit  to  store  and  use  the  above-mentioned  articles 
shall  be  made  to  the  Fire  Chief  and  Commissioner 
on  forms  prescribed  by  him  and  shall  contain  such 
information  as  he  may  require.  When  a  spray, 
dipping,  immersing,  storage  or  mixing  room  is  to 
be  installed,  plans  shall  be  filed  with  the  Borough 
Superintendent  of  Buildings  before  3 .  permit  is 
issued. 

1.3  RESTRICTIONS.  No  spraying,  dipping  or  im¬ 

mersing  of  any  article  or  thing  within  the  City  of 
New  York  with  any  flammable  paints,  varnishes, 
lacquers  or  any  other  flammable  substances,  mix¬ 
tures^  or  compounds  commonly  used  for  painting, 
varnishing. .  staining  or  similar  purposes  shall  be 
permitted  in  any  premises  or  portion  thereof  as 
follows : 

1.3.1  Which  is  occupied  as  a  Class  A  or  B  Multiple 
Dwelling  or  a  dwelling  for  one  or  two  fam¬ 
ilies. 

1.3.2  Which  is  artificially  lighted  by  any  means 
other  than  electricity. 

1.3.3  Which  is  heated  by  other  than  the  use  of 
steam  or  hot  water  circulating  systems. 


Rule  2. 

2.1 


2.2 


Definitions. 

The  term  “SPRAY  or  SPRAYING  SPACE 
“DIPPING  SPACE  or  IMMERSING  SPACE 
when  used  in  these  rules  shall  mean  that  portion  o 
the  premises  used  for  the  actual  work  of  spraying 
dipping  or  immersing  any  article  or  thing  with  an- 
flammable  paints,  varnishes,  lacquers  or  any  othe 
flammable  substances,  mixtures  or  compounds,  com 
monly  used  for  painting,  varnishing,  staining  or  sim 
ilar  purposes  in  any  booth  or  room  approved. 

The  term  “CABINET  BOOTH”  when  used  in  thes* 
rules  shall  mean  a  compartment  with  a  back,  toi 
and  two  sides  equipped  with  air  exhaust  facilities 
located  within  a  room  or  any  portion  of  any  prem 
lses  where  spraying  with  any  flammable  paints 
varnishes,  lacquers  or  any  other  flammable  sub 
stances,  mixtures  or  compounds  commonly  used  foi 
painting,  varnishing,  staining  or  similar  purposes  I 
carried  on. 


2.3  The  term  “CANOPY  BOOTH  or  HOOD”  when 
used  in  these  rules  shall  mean  an  installation  con¬ 
sisting  of  a  metal  canopy  or  hood,  without  any  side 
or  end  panels  enclosing  the  object  sprayed  and  an 
air  exhaust  system  under  which  spraying  with  any 
flammable  paints,  varnishes,  lacquers  or  any  other 
flammable  substances,  mixtures  or  compounds  com¬ 
monly  used  for  painting,  varnishing,  staining  or 
similar  purposes  is  carried  on. 

2.4  1  he  term  TUNNEL  BOOTH”  when  used  in 
these  rules  shall  mean  a  compartment  consisting  cf 
two  sides  and  top,  equipped  with  an  air  exhaust 
system  in  which  spraying  with  any  flammable  paints, 
varnishes,  lacquers  or  any  other  flammable  sub¬ 
stances,  mixtures  or  compounds  commonly  used  for 
painting,  varnishing,  staining  or  similar  purposes  is 
carried  on. 

2.5  The  term  “SPRAY  ROOM”  when  used  in  these 
rules  shall  mean  a  fully  enclosed  room  approved 
for  such  use  in  which  any  article  or  thing  is  sprayed 
by  any  flammable  paints,  varnishes,  lacquers  or  any 
other  flammable  substances,  mixtures  or  compounds 
commonly  used  for  painting,  varnishing,  staining  or 
similar  purposes  is  carried  on. 

2.6  The  term  “DIPPING  ROOM”  when  used  in  these 
rules  shall  mean  a  fully-enclosed  room  approved  for 
such  use  in  which  any  article  or  thing  is  dipped, 
spread  or  immersed  in  any  flammable  paints,  var¬ 
nishes,  lacquers  or  any  other  flammable  substances, 
mixtures  or  compounds  commonly  used  for  paint¬ 
ing,  varnishing,  staining  or  similar  purposes  is 
carried  on. 

2.7  The  term  “FIREPROOF  or  FIRE-RESISTING 
PARTITIONS”  used  in  these  rules  shall  mean  the 
standards  set  in  the  Labor  Law  and  the  Rules  of 
the  Board  of  Standards  and  Appeals  for  factory 
buildings.  All  openings  in  this  type  of  partition 
shall  only  be  equipped  with  self-closing,  fireproof 
doors. 

2.8  The  term  “STORAGE  ROOM”  when  used  in  these 
rules  shall  mean  a  fully-enclosed  room  used  for 
the  storage  and  mixing  of  any  inflammable  paints, 
varnishes,  lacquers  or  any  flammable  substances, 
mixtures  or  compounds  commonly  used  for  paint¬ 
ing,  varnishing,  staining  or  similar  purposes. 

2.9  The  term  “CERTIFICATE  OF  FITNESS”  when 
used  in  these  rules  shall  mean  the  written  permis¬ 
sion  granted  by  the  Fire  Chief  and  Commissioner  to 
an  individual  to  supervise  and  handle  spraying,  dip¬ 
ping  and  immersing  materials  and  equipment,  in 
accordance  with  the  provisions  of  Section  Cl 9-14.0 
of  the  Administrative  Code  and  these  Rules. 

2.10  The  term  “PERMIT”  when  used  in  these  rules 
shall  mean  the  written  permission  issued  to  a  per¬ 
son,  firm  or  corporation  by  the  Fire  Chief  and  Com¬ 
missioner,  to  store  and  use  materials  covered  by 
Sections  C19-12.0  and  C19-84.0  of  the  Administrative 
Code  and  these  Rules. 


Rule  3.  Ventilation. 

3.1  Spraying  or  dipping  spaces  shall  be  ventilated  when 
in  operation  so  that  the  movement  of  air  shall  be 
at  least  one  hundred  (100')  linear  feet  per  minute 
in  the  breathing  zone  of  the  operator  and  be  of  suf¬ 
ficient  capacity  to  prevent  the  accumulation  of  mist 
or  vapors. 
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3  2  Air  shall  be  admitted  to  the  spraying,  dipping  or 
immersing  spaces  in  an  amount  equal  to  the  capacity 
of  the  fan  or  fans  and  in  such  a  manner  as  to  avoid 
short-circuiting  the  path  of  air  in  the  working  zone 
of  such  spaces.  Exhaust  fans  shall  be  kept  running 
constantly  while  spraying  or  mixing  and  for  a  suf¬ 
ficient  length  of  time  thereafter  to  exhaust  all  vapors, 
fumes  or  residues  of  spraying  materials  from  the 
spray  booth  or  spray  room. 

3.3  EQUIPMENT.  Motors  shall  be  located  outside  of 
spraying,  dipping  or  immersing  spaces  except  as 
provided  in  Rule  4. 

Rule  4.  Specifications  for  Spray  Booths,  Spray 
Rooms  and  Dip  Rooms. 

4.1  Spray  booths  shall  be  constructed  of  metal  or  in¬ 
combustible  material  satisfactory  to  the  administra¬ 
tive  official  having  jurisdiction,  be  adequately  ven¬ 
tilated  with  mechanical  ventilation ;  if  lighted  to  be 
in  conformity  with  these  rules.  The  necessary  fire 
protection  shall  be  maintained  at  all  times. 

4.1.1  Spray,  dip  and  immersing  rooms  shall  be  con- 
constructed  of  fireproof  or  fire-resisting  par¬ 
titions  with  waterproof  floors,  adequately 
ventilated  by  mechanical  means,  equipped  with 
the  necessary  fire  protection ;  if  lighted  and 
heated  to  be  conformity  with  these  rules. 
Eloor  drains  leading  to  the  house  drainage 
system  or  the  public  sewer,  shall  not  be  per¬ 
mitted.  Where  more  than  sixty  (60)  gallons 
of  material  in  open  tanks  are  used,  a  drain  to 
an  approved  tank  located  outside  the  building 
shall  be  provided. 

4.1.2  Panels  of  polished  wired  glass  or  plate  glass 
at  least  one-quarter  of  an  inch  ( J4 )  thick,  not 
exceeding  seven  hundred  and  twenty  (720) 
square  inches  in  area  and  not  more  than 
forty-eight  (48)  inches  in  any  linear  dimen¬ 
sion  may  be  used  in  the  sides  of  a  spray  booth 
or  room. 

4.1.3  The  inner  sides  of  walls,  ceilings  and  the 
floors  of  all  spraying  or  dipping  spaces  shall 
have  a  smooth  surface. 

4.1.4  All  openings  in  spray,  dip  or  immersing  rooms 
shall  be  protected  by  fireproof  doors.  Only 
windows  opening  to  a  street  may  be  permitted 
or  a  window  not  on  a  lot  line  more  than  20 
ft.  distant  from  windows  of  adjacent  build¬ 
ings  not  in  same  plane  may  be  used  for 
ventilation. 

4.1.5  Ferrous  metal  used  in  the  construction  of 
spraying,  dipping  or  immersing  spaces  shall 
be  thoroughly  painted  on  the  inside  or  be 
galvanized. 

4.1.6  All  spraying,  dipping  or  immersing  spaces 
shall  be  so  constructed  that  a  reasonable 
length  longer  is  maintained  than  required  for 
the  article  or  thing  to  be  sprayed,  dipped  or 
immersed.  Ferrous  metal  shall  not  be  used 
for  such  floor  surface. 

4.1.7  At  least  three  (3)  feet  of  clear  working  space 
shall  always  be  maintained  for  each  operator 
spraying,  clipping  or  immersing  any  article  or 
thing. 

4.2  SPECIFICATIONS  FOR  DUCTS,  PIPES  AND 
FANS. 

4  2.1  All  ducts  used  for  ventilating,  spray,  dip  or 
immersing  spaces  shall  be  constructed' of  metal 
of  not  less  than  the  following  gauges  of 
metal. 

Ducts  twenty-four  (24")  inches  or  less  in 
diameter  No.  22  gauge. 


Ducts  over  twenty-four  (24")  inches  and 
not  over  thirty-six  (36")  inches  in 
diameter  No.  20  gauge. 

Ducts  exceeding  thirty-six  (36")  inches 
in  diameter  No.  18  gauge. 

4.2.2  Ducts  shall  be  strongly  constructed  and  be 
installed  in  a  workmanlike  manner.  They 
shall  be  rigidly  supported. 

4.2.3  Ventilating  ducts  shall  run  as  directly  as 
practicable  to  the  outer  air  and  be  protected 
with  a  hood  against  the  weather.  The  ex¬ 
haust  terminal  or  hood  shall  also  be  protected  i 
with  a  screen  of  copper  or  bronze  with  a  mesh 
not  larger  than  one-quarter  04")  inch. 

4.2.4  Where  a  duct  passes  through  a  non-fireproof 
roof,  the  duct  shall  be  protected  at  such  point 
by  an  outer  pipe  or  sleeve  with  an  air  space 
of  at  least  one  (1")  inch  between  the  sleeve 
and  duct.  The  outer  pipe  shall  be  not  less 
than  two  (2")  inches  from  any  woodwork  and 
such  woodwork  shall  be  covered  with  metal. 

4.2.5  Ventilating  ducts  shall  not  terminate  within 
ten  (10)  feet  measured  horizontally  of  any 
chimney  outlet,  unprotected  air  intakes  or  of 
any  door  or  window  in  an  adjoining  building. 

4.2.6  If  induced  draft  is  used  to  create  an  air  move¬ 
ment,  the  air  shall  be  supplied  from  a  point 
outside  the  spray  or  dip  or  immersing  space. 
Fans  and  motor  must  be  located  outside  the 
spray  or  dip  space,  except  approved  explo¬ 
sion-proof  motor  and  non-ferrous  blade  fans. 

4.2.7  The  exhaust  system  from  any  spray,  dip  or 
immersing  space  shall  not  be  connected  to  any 
other  ventilating  system  or  be  discharged  into 
a  chimney  or  flue  used  for  the  purpose  of 
conveying  gases  of  combustion. 

4.2.8  Exhaust  fan  blades  shall  be  constructed  of 
non-ferrous  metal.  All  exhaust  and  ventilat¬ 
ing  fans  to  be  permanently  connected  to  their 
source  of  power,  using  metallic  conduit. 
Rheostats  in  fan  bases  not  permitted.  Fan 
blades  not  coming  in  direct  contact  with 
spraying  fumes,  need  not  comply  with  this 
requirement. 

4.3  Storage  rooms  shall  be  constructed  of  fireproof  or 
fire-resisting  partitions  with  waterproof  floors  and 
be  adequately  ventilated  by  either  natural  or  me¬ 
chanical  means. 

4.4  No  motors,  switches,  rheostats,  lamps  or  other  elec¬ 
trical  equipment  shall  be  located  in  spray,  dipping 
or  immersing  rooms  or  within  ten  (10)  feet  of  any 
spray  compartment,  sprav  booth,  immersing  or  dip¬ 
ping  space  unless  such  electrical  equipment  be  of  a 
type  approved  for  use  in  explosive  atmospheres 
and  where  a  conduit  leads  from  a  hazardous  loca¬ 
tion  to  a  non-hazardous  location,  the  conduit  shall 
be  sealed  off  by  an  approved  sealing  compound. 
Except  that  alternating  current  induction  motors 
of  the  totally  enclosed  type,  having  no  brushes, 
make  and  break  contacts,  collectors  or  other  arcing 
or  sparking  parts  may  be  located  within  ten  (10) 
feet  of  a  spray  booth,  spray  compartment  or  dip¬ 
ping  space  when  approved  by  the  administrative  of¬ 
ficial  having  jurisdiction. 

4.4.1  Artificial  lighting  shall  be  only  by  means  of 
electricity. 

4.5  LIGHTING  FIXTURES. 

4.5  1  When  lighting  fixtures  are  located  within  10 
feet  of  a  spray  booth,  spraying  compartment 
or  dipping  space,  they  shall  be  of  the  rigid 
stem  type,  enclosing  all  wiring  and  be  equipped 
with  keyless  sockets  having  vaporproof  globes, 
protected  by  wire  guards. 
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4.5.2  All  electrical  equipment  shall  be  installed  and 
grounded  as  provided  by  the  Administrative 
Code  covering  electrical  equipment  and  per¬ 
manently  connected  to  their  source  of  current 
supply,  using  metallic  conduit. 

4.5.3  No  pin  plug  receptacles  shall  be  used. 

4.5.4  All  electric  light  wiring  shall  be  enclosed  in 
metal  conduits  and  shall  conform  to  Rule  4.4. 

4.5.5  The  use  of  portable  cords  or  trailer  lights  are 
prohibited. 

Rule  5.  Maintenance  and  Operation. 

5.1  Every  premises  wherein  a  spraying,  dipping,  or  im¬ 
mersing  space  is  maintained  and  operated  shall  be 
continuously  under  the  charge  and  supervision  of 
one  or  more  persons  holding  a  certificate  of  fitness, 
whose  duty  shall  be  to  see  that  the  spray,  dipping 
and  immersing  space  rules  and  the  terms  of  the 
permit  are  not  violated.  No  other  duties  shall  inter¬ 
fere  with  the  enforcement  of  these  rules. 

5.2  Smoking  or  the  carrying  of  lighted  cigars,  cigar¬ 
ettes  or  pipes  in  spray,  dipping  of  immersing  space 
is  prohibited. 

5.3  No  person  shall  be  permitted  within  a  spray  space 
between  the  spray  gun  and  the  exhaust  outlet  while 
the  spray  gun  is  in  use. 

5.4  Spraying,  dipping  or  immersing  spaces  and  its  sur¬ 
roundings  shall  be  kept  clean  at  all  times  and  shall 
be  kept  clear  of  all  materials,  equipment  and  uten¬ 
sils  not  required  in  the  operation  of  the  spray.  Side 
walls,  ceilings,  baffle  plates,  etc.,  shall  be  sprayed 
with  soap  and  water  solution,  before  cleaning,  or 
cardboard  or  masking  paper  can  be  fastened  before 
any  operation  and  after  said  operation  be  removed 
from  the  premises  in  approved  waste  cans. 

5.5  Floors  within  and  surrounding  spray,  dip  or  im¬ 

mersing  spaces  shall  be  kept  clean  and  free  from 
waste  material  at  all  times. 

5.6  Spray  rooms,  booths,  fans,  ducts,  and  other  equip¬ 

ment  shall  be  cleaned  frequently  and  maintained 
in  clean  and  efficient  working  condition ;  lacquer 

spraying  booths  shall  be  wet  down  before  clean¬ 

ing. 

5.7  Implements  used  for  cleaning  shall  be  made  of  non- 
ferrous  material  to  avoid  sparks. 

5.8  Metal  waste  cans  with  self-closing  covers  shall  be 
provided  for  all  spraying,  dipping  or  immersing 
spaces  and  storage  rooms.  The  number  to  be  in¬ 
stalled  shall  be  determined  by  the  administrative 
official  having  jurisdiction. 

5.9  Approved  fire  appliances  shall  be  installed  in  all 

spraying,  dipping  or  immersing  spaces  and  in  stor¬ 
age  rooms  as  may  be  determined  by  the  administra¬ 
tive  official  having  jurisdiction. 

5.10  Accumulation  of  flammable  waste,  sweepings  or  de¬ 
posits  from  spray,  dip  or  immersing  space  is  pro¬ 
hibited.  All  such  waste  shall  be  placed  in  approved 
waste  cans  and  be  removed  from  the  premises  at 
the  close  of  work  each  day. 

5.11  All  sand  papering  of  lead  painted  surfaces  shall  be 
done  with  wet  sand  paper. 

5.12  No  motor  vehicle  shall  be  taken  into  or  out  of  a 
spray  space  under  its  own  power.  Batteries  shall 
be  removed  before  the  process  of  spraying  is  begun. 

Rule  6.  Storage  and  Mixing. 

6.1  Main  supplies  of  spray  coating  materials  and  thin- 
ners  shall  be  kept  in  an  outside  storage  building, 
storage  rooms  or  in  vented  metal  cabinets  in  accord¬ 
ance  with  the  following  amounts : 

6.1.1  Spraying  materials  not  in  excess  of  20  gallons 


may  be  stored  in  metal  cabinets  or  wood  cab¬ 
inets,  metal  covered  on  both  sides  including 
the  door.  All  cabinets  to  be  ventilated  at  top 
and  bottom. 

6.1.2  Spraying  materials  in  excess  of  20  gallons  and 
not  exceeding  100  gallons  may  be  stored  in 
double-walled  metal  cabinets  vented  directly 
to  the  outer  air. 

6.1.3  Spraying  materials  in  excess  of  100  gallons 
shall  be  stored  in  a  separate  exterior  storage 
building  of  fireproof  or  fire-resisting  material 
with  ventilated  plain  glass  skylight  or  in  a 
storage  room  constructed  fireproof  in  a  fire¬ 
proof  building  or  fire-resisting  in  a  non-fire- 
proof  building.  The  maximum  amount  of 
spraying  materials  to  be  stored  in  a  storage 
room  of  a  non-fireproof  building  shall  be  deter¬ 
mined  by  the  administrative  official  having 
jurisdiction.  Storage  rooms  shall  have  a  win¬ 
dow  opening  to  the  outer  air  but  such  window 
shall  not  be  on  a  lot  line,  enclosed  court,  nor 
opposite  within  twenty  feet  of  windows  of  ad¬ 
jacent  buildings  nor  part  of  the  same  premises, 
such  window  openings  to  be  fireproofed  and 
lower  half  provided  with  open  louvres  or  ven¬ 
tilated  by  metal  duct  or  fan  at  least  8  inches  in 
•diameter.  The  floors  of  all  storage  rooms 
shall  be  waterproof  up  to  a  height  of  at  least 
6  inches  from  the  floor  and  be  properly  pitched 
for  drainage  purposes  to  a  low  point  within 
the  enclosure.  Any  drain  in  such  storage 
room  shall  not  be  connected  to  the  house 
drainage  system  or  street  sewer.  The  sill  of 
the  door  shall  be  at  least  6  inches  above  the 
finished  floor.  All  doors  to  be  tin-clad,  ap¬ 
proved,  fireproof  and  self-closing. 

6.1  4  Mixing  or  thinning  of  coating  materials  shall 
be  conducted  in  a  storage  building  or  storage 
room,  except  that  containers  of  total  capacity 
not  exceeding  ten  gallons  may  be  opened  and 
their  contents  mixed  in  the  spray  room  or 
room  in  which  booths  are  located  while  the 
air  exhaust  system  is  operating. 

6.1.5  Working  supplies  sufficient  for  not  more  than 
one  day’s  use  but  not  exceeding  twenty  gallons 
to  each  booth,  nor  a  total  of  one  hundred 
gallons,  may  be  kept  in  the  spray  room  or 
room  in  which  spray  booths  are  located ;  cov¬ 
ers  of  containers  must  be  kept  thereon  when 
such  containers  are  not  actually  in  use.  This 
amount  is  in  addition  to  the  amount  allowed 
in  6.1.7. 

6.1.6  Gravity  feed  material  containers  for  supplying 
spray  guns  shall  not  exceed  ten  gallons  in 
capacity  and  shall  be  supported  by  wire  cables 
or  metal  brackets  having  a  factor  of  safety  of 
two  when  filled  with  the  heaviest  spraying 
materials  used. 

6.1.7  Pressure  feed  tanks  and  other  equipment  for 
use  in  connection  with  direct  spraying  under 
air  pressure  shall  be  restricted  to  tanks  of 
not  more  than  sixty  gallons,  individual  ca¬ 
pacity.  designed,  constructed  and  approved  for 
this  specific  purpose  bv  the  Board  of  Stand¬ 
ards  and  Appeals.  Each  tank  shall  be  pro¬ 
vided  with  a  safety  valve  set  at  a  pressure 
not  exceeding  eighty  pounds.  All  gravity 
feed  containers  and  other  spraying  equipment 
shall  be  approved  as  above. 

6.1.8  The  installation  of  all  electrical  wiring, 
switches,  lighting  and  all  other  electrical  equip¬ 
ment,  and  the  provisions  of  these  rules  against 
carrying  matches  or  smoking  and  prohibiting 
flame  or  spark-producing  devices,  shall  also 
apply  to  storage  or  mixing  rooms. 
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6.2  STORAGE  of  spraying,  dipping  and  immersing 
materials  shall  not  be  in  excess  of  two  hundred 
(200)  gallons  in  a  storage  room,  but  in  a  building 
in  which  nitro  cellulose  products  are  manufactured, 
stored  or  kept  the  amount  shall  be  not  over  twenty- 
five  (25)  gallons  as  per  Section  C19-1 13.0,  subdivi¬ 
sion  h  of  the  Administrative  Code. 

6.3  Sprinkler  heads  shall  be  provided  in  all  spray,  dip 
or  immersing  spaces  and  storage  rooms  and  shall 
be  installed  in  accordance  with  the  Sprinkler  Rules 
of  the  Board  of  Standards  and  Appeals,  except  in 
non-sprinklered  buildings  where  sprinkler  connec¬ 
tion  may  be  made  to  the  house  water  supply. 

6.4  Sprinkler  heads  in  spray,  dip  and  immersing  spaces 
shall  be  cleaned  at  least  once  a  week  under  the 
supervision  of  the  person  holding  the  certificate  of 
fitness  and  a  coating  of  light  grease  or  vaseline 
shall  be  applied  after  each  cleaning  to  prevent  the 
formation  of  a  hard  deposit  and  render  the  sprinkler 
useless  in  case  of  fire.  The  use  of  paper  bags  or 
other  materials  about  sprinkler  heads  is  prohibited. 

Rule  7.  General  Requirements. 

Notice — Attention  is  called  to  the  provisions  of  the  Ad¬ 
ministrative  Code  as  to  violations  reading  as  follovjs : 

Section  09-152.0  of  the  Administrative  Cofie.  “Any  per¬ 
son  zvho  shall  willfully  violate  or  neglect  or  refuse  to  com¬ 
ply  with  any  of  the  provisions  of  this  chapter  in  addition  to 
any  other  penalties  prescribed  by  law  or  ordinance  shall, 
upon  conviction ,  be  punished  by  a  fine  of  not  more  than 
$500  or  by  imprisonment  not  exceeding  6  months,  or  by  both 
such  fine  and  imprisonment.” 

NOTE: — The  principal  cause  of  fires  in  spray-booth  in¬ 
stallations  are :  broken  electric  lamps  and  other 
electrical  defects ;  cleaning  the  interior  of  booths, 
fans  and  motors  with  highly  flammable  solvents ; 
accumulation  of  deposits  in  the  tubes  and  vent 
pipes  from  neglect  in  cleaning  them  frequently ; 
unnecessary  accumulation  of  waste  and  refuse, 
smoking  and  a  general  lack  of  cleanliness. 

(a)  “No  Smoking”  signs,  with  letters  at  least  2  inches 
in  height,  shall  be  posted  in  all  spray  rooms  and 
paint  storage  rooms  or  building. 

(b)  No  combustible  material  shall  be  stored  or  main¬ 
tained  within  15  feet  of  any  spray  booth. 

(c)  All  stocks  shall  be  arranged  so  as  not  to  interfere 
with  the  operation  of  automatic  sprinkler  heads. 


Rule  8.  Existing  Spray  Booths  and  Installations. 

These  rules  shall  be  retroactive  in  the  following  respects:. 
Rule  1.3  Heating  of  Rooms. 

Rule  3.1  Air  Exhaust  System. 

3.2  Air  Supply  and  Mixing. 

Rule  4.1  Construction  of  Spray  Booths. 

4.1.3  Surfacing  of  Booths. 

4.1.5  Surfacing  of  Booths. 

4.2.2  Maintenance  of  Ducts. 

4.2.5  Electric  Lighting. 

4.2.6  Method  of  Induced  Draft. 

4.4  Separation  of  Booth  from  Flame. 

4.4  Location  of  Motors. 

Rule  5.1  Certificate  of  Fitness. 

5.2  Smoking,  Matches,  etc. 

5.6  Maintenance  of  Equipment. 

5.7  Cleaning  Implements. 

5.9  Fire  Appliances. 

5.10  Accumulation  and  disposal  of  waste  mate¬ 

rials. 

5.12  Motor  Vehicles  in  booths  or  rooms. 

Rule  6.  Storage  and  Mixing. 

Rule  7.  General  Requirements. 

NOTE: — Rules  6.1,  6.2,  6.3  and  6.4  may  not  be  applied 
in  fireproof  buildings  equipped  with  an  ap¬ 
proved  existing  automatic  sprinkler  system 
where  the  general  conditions  of  cleanliness 
are  properly  maintained  at  all  times. 


Rule  9.  Approval  Forms  and  Plans. 

There  shall  be  filed  before  installation  with  the  adminis¬ 
trative  official  by  the  purchaser  (or  by  the  seller  thereof) 
an  application  form  on  sheet  8  inches  by  10  inches,  which 
form  shall  give  the  proper  name  and  address  of  booth  user 
and  also  the  floor  on  which  the  booth  or  booths  are  to  be 
installed.  An  ink  drawing  of  the  floor  upon  which  the 
booth  will  be  located  shall  be  submitted  on  the  form  sheet ; 
such  drawing  shall  show  by  feet  and  inches  the  location 
of  exits,  chimneys  and  booths. 

When  a  storage  and  mixing  room  is  to  be  installed,  plans 
drawn  to  a  scale  of  at  least  1/16  of  an  inch  to  a  foot  shall 
be  filed  with  the  administrative  official  for  examination 
and  approval.  Such  plan  shall  show  on  the  floor  plan  the 
location  of  all  booths,  storage  and  mixing  rooms,  exits  and 
all  chimneys  and  exterior  openings  within  15  feet  of  the 
storage  rooms  and  vent  ducts. 


-  .  . ....  — 

APPROVED  APPLIANCES 


APPROVED  PAINT,  VARNISH  AND 


Name  Calendar  No. 

Automatic  Paint  Sprayer  . 477-37-SA 

Bjnks  Circulating  System  for  Paint  Spraying  851-39-SA 
Binks-Hu-Ro-Thor-Hurley  Spray  Equipment. ..  .338-32-S A 

De  Vilbiss  Spray-Painting  Equipment . 336-32-SA 

Eclipse  Spray  Painting  Equipment . 151-38-SA 

Eureka  Paint  Sprayer . 478-37-SA 


APPROVED  FUEL  OIL 

Name  Calendar  No. 

Alro  .  720-38- S  A 

Fee  and  Mason  .  10-36-SA 

Flagg  .  345-35- S  A 

.1.  H.  N .  ..  292-3  5- S  A 

Mallory  Fill  Pipe  Terminal  .  990-39-SM 

Moore  and  Kling,  6  inch  Type  D .  184-38-SA 

Newbury  .  223-35-SA 


LACQUER  SPRAYING  EQUIPMENT 

Name  Calendar  No. 

Milburn  Spray  Painting  Equipment  . 492-38-SA 

Paasche  Spray  Painting  Equipment . 363-32-SA 

Sharpe  Spray  Guns,  Models  B-21,  C-21,  RA-21, 

RC-21,  GA-37,  GC-37,  Bear-Cat,  K,  KF,  ICO, 

L,  M-2,  M-4,  FA-36  and  FC-36 . 604-38-SA 

Spraco  Spray  Painting  Equipment . 479-32-SA 


FILL  PIPE  TERMINALS 

Name  Calendar  No. 

Preferred  .  213-35-SA 

Rhode  Island  .  204-35-SA 

Seal-O-Strain  .  48-35-SA 

Sealtite  ...  ...  .  . .  231-35-SA 

Simplex  214-35-SA  j] 

Weco  .  78-38-SA 
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This  issue  of  the  Bulletin  contains  in  the  order  given — 
Docket. 

Rules  Directory. 

The  Hearing  Calendar. 

Minutes  of  Regular  Meeting  December  3,  1940,  at  10 
A.M.,  Affecting  Calendar  Numbers  97-37-BZ,  94-38- 
BZ,  253-40-BZ,  402-40-BZ,  583-40-BZ,  285-36-BZ  489- 

38- BZ,  375-40-BZ,  512-40-BZ,  879-40-BZ,  951-40-BZ, 
1028-40-BZ,  1019-40-A  and  1029-40-A. 

Minutes  of  Regular  Meeting  December  3,  1940,  at  2 
P.M., Affecting  Calendar  Numbers  555-40-BZ,  675-40- 
BZ,  330-22-BZ,  168-29-BZ,  475-31-BZ,  763-38-BZ,  68- 
36-BZ,  170-36-BZ,  262-37-BZ,  454-37-BZ,  608-37-BZ, 
1197-38-BZ,  821-40- A,  602-40-A,  1127-40-A,  969-40-A, 
992-40-A,  1099-40- A,  1122-40-A,  216-34-A,  295-29-SA, 
903-40-SA,  948-40-SA,  1044-40-SA,  749-38-SM,  1539- 

39- SM,  877-40-SM  and  1114-40-SM. 

Corrections  Affecting  Calendar  Numbers  552-37-A  and 
985-40-SM. 

iules  for  the  Testing  and  Use  of  Blended  Cements, 
iules  for  Tests  of  Fire-resistive,  Flameproofed  Mate¬ 
rials,  such  as  Textiles,  Paper,  Similar  Material  and 
Adhesives  used  for  Decorative  Purposes  and  Treated 
Acoustical  Draperies,  Carpets  and  Similar  Materials, 
for  use  in  places  of  Public  Assembly  and  Special 
Occupancy  Structures. 

lules  for  Inspection  of  Opening  Protective  Assemblies. 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  bis  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commissioner 
of  buildings  or  fire  commissioner)  and  file  with  this  board 
a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directons. 

HARRIS  H.  MURDOCK.  Chairman. 
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DOCKET. 

New  Cases  Filed  up  to  December  3,  1940. 

Cal.  No.  Department.  Premises  Affected. 

1123- 40-BZ  H.B.Q . 168-05  Depot  road,  northeast  corner 

of  168th  street  (Block  No. 
5295,  Lot  No.  24),  Flushing, 
Borough  of  Queens, 

Misc.  Applic.  10209-40. 

1124- 40-SA . Gas- Vac  Winter  Air-Conditioner, 

Appliance. 

1125- 40-BZ. ..  .H.B.Q . 43-02  to  43-10  Queens  boulevard 

and  45-01  43rd  street,  south¬ 
east  corner  (Block  No.  168, 
Lot  No.  26),  Long  Island 
City,  Borough  of  Queens, 

N.B.  7214-40. 


1126-40- A . H.B.B . 568  Atlantic  avenue  (570  dis¬ 

played),  south  side,  97  ft.  10 
in.  west  of  Fourth  avenue 
(Block  No.  186,  Lot  No.  34), 
Borough  of  Brooklyn, 

Amendment  to  Roof  Sign 
Applic.  6307-39. 


11 27-40- A . H.B.Bx.. .  .80-88  Hugh  J.  Grant  Circle, 

south  side,  95.69  ft.  west  of 
East  177th  street,  and  1925 
Newbold  avenue  (Block  No. 
3795,  Lot  No.  9),  Borough  of 
The  Bronx,  N.B.  885-39. 


1128-40-A . H.B.B . 534-538  Eastern  parkway  and 

834-848  Nostrand  avenue, 
southwest  corner  (Block  No. 
1268,  part  of  Lot  No.  38),  Bor¬ 
ough  of  Brooklyn, 

Alt.  5345-40. 


1129-40-BZ. ..  .H.B.Bx.. .  .2750  Webster  avenue,  east  side, 

1,051  ft.  south  of  Bedford 
Park  boulevard  (Block  No. 
3273,  part  of  Lot  No.  101), 
Borough  of  The  Bronx, 
Decision — re  Certificate  of 
Occupancy. 


1130-40-A . H.B.M....144  Avenue  C  and  701  East  9th 

street,  northeast  corner  (Block 
No.  379,  Lot  No.  1),  Bor¬ 
ough  of  Manhattan, 

Decision — re  B.N.  3050-39  and 
Viol.  4042-39. 


1131-40-BZ - H.B.Bx — 2485  Creston  avenue,  west  side, 

56  ft.  north  of  East  Fordham 
road  (Block  No.  3174,  Lot 


No.  30),  Borough  of  The 
Bronx,  Alt.  911-40. 


11 32-40- A . F.D . 22-42  Warren  street,  south  side, 

407  ft.  9  in.  west  of  Columbia 
street  (Block  No.  303,  part  of 
Lot  No.  1),  Borough  of  Brook¬ 
lyn,  85315-L.C. 


1133-40-A . H.B.Q . 64-41  Wetherole  street,  north 

side,  65  ft.  east  of  64th  road 
(Block  No.  3097,  Lot  No.  64), 
Rego  Park,  Borough  of 
Queens,  Alt.  2765-40. 


1134-40-SM . Nailock  Steel  Channels  and 

Screwlock  Backing  for  Acous¬ 
tical  Tile  (Suspended  Ceiling 
System) ,  manufactured  by 
Atlas  Supply  Company, 

Material. 


1135-40-BZ. ..  .H.B.Q . 78-02  82nd  street,  southwest  cor¬ 

ner  of  78th  avenue  (Block  . 
No.  3832,  Lot  No.  49),  Glen-  , 
dale,  Borough  of  Queens, 

N.B.  6198-40. 


1136-40-A . H.B.Q . 85-27  61st  road,  northeast  corner 

of  85th  street  (Block  No. 
2948,  Lot  No.  12),  Rego 
Park,  Borough  of  Queens, 

Alt.  688-40. 


1137- 40-SA . Silent  Glow  and  Mid-West 

(Heavy  Oil)  Oil  Burners, 
Models  211H,  311H  and  114H 
and  Caloroil  (Heavy  Oil)  Oil 
Burner,  Models  HR-4H,  HR- 
5H  and  HR-6H,  Appliance. 

1138- 40-A . F.D . 30-36  Crosby  street,  west  side, 

100.9  ft.  north  of  Grand  street 
(Block  No.  473,  Lot  No.  21), 
Borough  of  Manhattan,  J 

7493-L.F.  and  Decision. 


11 39- 40-BZ. ..  .H.B.M. ..  .50-90  Riverside  Drive  West,  west 

side,  from  West  158th  street 
to  West  161st  street  (Block 
No.  2135,  Lot  Nos.  60,  32,  37 
and  92),  Borough  of  Manhat¬ 
tan,  N.B.  48-40. 

— 

1140- 40-BZ. ..  .H.B.Bx. ..  .1050-1098  River  avenue,  east 

side,  from  East  165th  street  to 
McClellan  street,  61-69  East 

165th  street  and  40-48  Mc¬ 
Clellan  street  (Block  No. 

2487,  Lot  No.  1),  Borough  of 
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The  Bronx, 

Decision — re  Certificate  of 
Occupancy. 

1141-40- A . H.B.M ...  .408-412  West  13th  street,  south 

side,  124.2  ft.  west  of  Ninth 
avenue  (Block  No.  645,  Lot 
Nos.  35,  36  and  37,  inclusive), 
Borough  of  Manhattan, 

N.B.  195-40. 


Restored  to  Calendar. 

475-31-BZ - H.B.B . 76-78  East  28th  street,  west  side, 

153  ft.  9%  in.  south  of  Albe¬ 
marle  road  (Block  No.  5129, 
Lot  Nos.  15  and  16),  Borough 
of  Brooklyn,  Alt.  4079-40. 


330-22-BZ. ..  .H.B.B . 1663-1669  East  17th  street,  east 

side,  57  ft.  2)4  in.  south  of 
Kings  highway  (Block  No. 
6780,  Lot  No.  55),  Borough 
of  Brooklyn,  Alt.  3935-40. 


602-40-A . H.B.B . 1663-1669  East  17th  street,  east 

side,  57  ft.  2)4  in.  south  of 
Kings  highway  (Block  No. 
6780,  Lot  No.  55),  Borough 
of  Brooklyn,  Alt.  3935-40. 

749-38-SM . Zenitherm  (Floor  and  Wall  Cover¬ 

ing),  manufactured  by  Zeni¬ 
therm  Products,  Incorporated, 

Material. 


1539-39-SM . Kramer  Vacuum  Breaker,  manu¬ 

factured  by  MacDonald  Hard¬ 
ware  Manufacturing  Company, 

Material. 


DESIGNATIONS:  H.B. — Department  of  Housing  and  Buildings; 
H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn  ;  H.B.M. — 
Department  of  Housing  and  Buildings,  Manhattan  ;  H.B.Q. — De¬ 
partment  of  Housing  and  Buildings,  Queens ;  H.B.R. — Department 
}f  Housing  and  Buildings,  Richmond ;  H.B.Bx. — Department  of 
Housing  and  Buildings,  Bronx ;  H.D. — Health  Department,  and 
F.D. — Fire  Department. 


RULES 


Last 

Publication  in 

Bulletin 

Bended  Cements,  Rules  for  Testing 

and  Use  of . 

.Dec. 

10, 

1940- 

-Vol. 

25, 

No. 

60 

Carbon  Dioxide  Liquefier  Rules . 

Oct. 

8, 

1940— Vol. 

25, 

No. 

41 

Certificates  of  Occupancy,  approved 

form  . .... . . 

,Aug. 

23. 

1938- 

-Vol. 

23. 

No. 

34 

Concrete  Fiat  Slabs,  Rules . 

July 

13, 

1937- 

-Vol. 

22, 

No. 

28 

Concrete  Masonry  Units,  Rules  for 

Manufacture,  Testing  and  Use 

of  . 

Aug. 

27, 

1940- 

-Vol. 

25, 

No. 

35 

Concrete  Rules  (Hydrated  Lime) . 

Aug. 

3, 

1937- 

-Vol. 

22, 

No. 

31 

Clevator  Rules  . 

Mar. 

3. 

1936- 

-Vol. 

21. 

No. 

9 

Cxit  Rules  (Revolving  Doors) . 

June 

15, 

1937- 

-Vol. 

22, 

No. 

24 

•'actory  Exit  Rules . 

Aug. 

13. 

1940- 

-Vol. 

25, 

No. 

33 

'ire  Alarm  Rules  (Interior) . 

Aug. 

13. 

1940- 

-Vol. 

25. 

No. 

33 

"ire  Drill  Rules  . 

17. 

1940— Vol. 

25. 

No. 

38 

''ire-resistive.  Flameproof  Materials, 

etc..  Rules  for  Testing  of  . 

Dec. 

10, 

1940— Vol. 

25. 

No. 

50 

'ire  Retarding  Rules  for  Garages. 

etc.  . 

Aug. 

20. 

1940- 

-Vol. 

25. 

No. 

34 

Fusion  Welding  and  Gas  Cutting 


Opening  Protective  Assemblies, 

Rules  for  Inspection  of . 

Paint,  Varnish  and  Lacquer  Spray 
ing  Rules  . 


Plumbing  Rules  (Prevention  of  Con- 


Wire  Glass  Rules  (Amendment  to 


.Apr. 

13, 

1937— Vol. 

22, 

No. 

15 

.Jan. 

21, 

1919— Vol. 

4. 

No. 

8 

•  Aug. 

20, 

1940— Vol. 

25, 

No. 

34 

Apr. 

7, 

1925— Vol. 

10, 

No. 

14 

June 

5, 

1928— Vol. 

13, 

No. 

23 

Nov. 

5, 

1940— Vol. 

25, 

No. 

45 

.Oct. 

29, 

1940— Vol. 

25, 

No. 

44 

Dec. 

10, 

1940— Vol. 

25. 

No. 

60 

Dec. 

3. 

1940— Vol. 

25, 

No. 

49 

Nov. 

24, 

1936— Vol. 

21, 

No. 

47 

Aug. 

3, 

1937— Vol. 

22, 

No. 

31 

Sept. 

10. 

1940— Vol. 

25, 

No. 

37 

Sept. 

7, 

1937— Vol. 

22, 

No. 

36 

Oct. 

8. 

1940— Vol. 

25. 

No. 

41 

Oct. 

8, 

1940— Vol. 

25, 

No. 

41 

June 

29. 

1937— Vol. 

22. 

No. 

26 

.June 

8. 

1937— Vol. 

22, 

No. 

23 

June 

7, 

1932— Vol. 

17, 

No. 

23 

Nov. 

24, 

1936— Vol. 

21, 

No. 

47 

Nov. 

24, 

1936— Vol. 

21. 

No. 

47 

Apr. 

10, 

1923— Vol. 

8, 

No. 

15 

LIST  OF  APPROVED  APPLIANCES 

Anti-Siphon  Valves  . Mar.  6,  1935 — Vol.  20, 

Fireline  Hose  Valves . Mar.  5,  1935 — Vol.  20, 

Fuel  Oil  Burners  for  Domestic  and 

Commercial  Use  . Sept.  3,  1940 — Vol.  25, 

Fuel  Oil  Pipe  Terminals  . Dec.  3,  1940 — Vol.  25, 

Fuel  Oil  Burners  for  Industrial  Use.Sept.  3,  1940 — Vol.  25*, 

Fuel  Oil  Pumps  . Oct.  29,  1940 — Vol!  25’, 

Gas  Heaters  . Sept.  3,  1940— Vol.  25, 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Equipment  . Dec.  3,  1940 — Vol.  25, 

Range  Oil  Burners  and  Space 

Heaters  . Sept.  3.  1940 — Vol.  25, 

Vacuum  Breakers  . Sept.  10,  1940— Vol.  25, 


No.  10 
No.  10 

No.  36 
No.  49 
No.  36 
No.  44 
No.  36 

No.  49 

No.  36 

No.  ST 


DECEMBER  10,  1940,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  December 
10,  1940,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters: 


cal.  no.  260-40-BZ — Application,  March  5,  1940,  under  sec¬ 
tion  7i  of  the  building  zone  resolution, 
of  Paul  Carchiolo  and  Nils  Jensen, 
applicants  and  lessees,  on  behalf  of 
Sadie  Rosen,  owner,  to  permit  on  the 
business  portion  of  a  plot,  located  partly 
in  a  business  use  district  and  partly  in 
a  residence  use  district,  the  conversion 
of  occupancy  of  an  existing  building  to 
a  motor  vehicle  repair  shop;  premises 
5501-5513  18th  avenue,  southeast  cor¬ 
ner  of  55th  street  (Block  No.  5494,  Lot 
No.  29),  Borough  of  Brooklyn. 


cal.  no.  521-40-BZ — Application,  May  15,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Abraham  Saul,  applicant  and  owner, 
to  permit  in  a  residence  use  district  and, 
also,  “E”  area  district,  the  maintenance 
of  an  extension  at  the  rear  of  the  second 
story  of  an  existing  dwelling ;  said  ex¬ 
tension  does  not  comply  with  “E”  area 
requirements ;  premises  1818  East  29th 
street,  west  side,  126  ft.  south  of  Ave¬ 
nue  R  (Block  No.  6834,  Lot  No.  10), 
Borough  of  Brooklyn. 

cal.  no.  446-40-BZ — Application,  April  26,  1940,  under  sec- 
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tion  7c  of  the  building  zone  resolution, 
of  Arthur  H.  Haaren,  applicant,  on 
behalf  of  Kesbec,  Incorporated,  owner 
(James  McAllister,  lessee),  to  permit 
in  a  business  use  district  the  extension 
of  a  gasoline  service  station  so  as  to 
include  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  4431-4441  Broadway,  west 
side,  108  ft.  south  of  West  190th  street 
(Block  No.  2180,  Lot  Nos.  492  and 
494),  Borough  of  Manhattan. 

cal.  no.  818-40-BZ— Application,  July  26.  1940,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  M.  A.  Boule,  applicant,  on  behalf  of 
Sylvia  M.  Bullowa,  owner  (John  Car- 
mody,.  lessee),  to  permit  in  a  business 
use  district,  for  a  temporary  period 
of  not  more  than  two  (2)  years,  the 
parking  and  storage  of  more  than  five 
(5)  motor  vehicles;  premises  1882-1884 
Second  avenue,  east  side,  25  ft.  north 
of  East  97th  street  (Block  No.  1669, 
Lot  No.  2),  Borough  of  Manhattan. 


cal.  no.  819-40-BZ — -Application,  July  26,  1940,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  M.  A.  Boule,  applicant,  on  behalf  of 
Sylvia  M.  Bullova,  owner  (John  Car- 
mody,.  lessee),  to  permit  in  a  business 
use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  1888-1890 
Second  avenue,  east  side.  50  ft.  south  of 
East  98th  street  (Block  No.  1669,  Lot 
Nos.  51  and  52),  Borough  of  Man¬ 
hattan. 

cal.  no.  1016-40-BZ — Application,  October  23,  1940,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Theodore  R.  Feinberg,  appli¬ 
cant,  on  behalf  of  Kauffman  Lewenthal 
Realty  Company,  owner,  to  permit  in  a 
residence  use  district  the  alteration  and 
conversion  of  occupancy  of  part  of  an 
existing  building  to  business  use 
(store)  ;  premises  649  Water  street, 
south  side,  266  ft.  8  in.  east  of  Gouver- 
neur  Slip  (Block  No.  243,  Lot  No. 
106),  Borough  of  Manhattan. 

cal.  no.  278-40-BZ — Application  of  William  R.  Altman,  ap¬ 
plicant.  on  behalf  0f  One  Jumel  Realty 
Corporation,  owner,  reopened  Novem¬ 
ber  8,  1939,.  under  sections  7i  and  21 
of.  the  building  zone  resolution,  to  per¬ 
mit  in  a  business  use  district  the  con¬ 
version  of  occupancy  of  part  of  a  garage 
for  more  than  five  (5)  motor  vehicles 
(previously  granted  by  the  Board) 
from  garage  use  to  a  motor  vehicle  re¬ 
pair  shop;  premises  441  West  167th 
street  and  1  Jumel  place,  northeast  cor¬ 
ner  (Block  No.  2112,  Lot  No.  58), 
Borough  of  Manhattan. 

cal.  no.  729-38-BZ  Application  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Talbo  Gasoline 
Company,  Incorporated,  owner,  re¬ 
opened  October  8.  1940,  under  sections 
7c  and  21  of  the  building  zone  resolu¬ 


tion,  to  permit  in  a  business  use  dis¬ 
trict  the  alteration  and  extension  ir 
area  of  an  existing  gasoline  service 
station  (previously  denied  by  the 
Board)  ;  premises  3150-3158  Boston 
Post  road,  southeast  corner  of  Laconia 
avenue  (Block  No.  4614,  Lot  No.  9), 
Borough  of  The  Bronx. 

cal.  no.  812-40-BZ — Application,  July  22,  1940,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Arthur  H.  Haaren,  ap¬ 
plicant,  on  behalf  of  Edlar  Realty  Cor¬ 
poration,  owner  (Alex  White,  lessee), 
to  permit  in  a  business  use  district  the 
extension  of  a  gasoline  service  station 
so  as  to  permit  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  3150  Broadway,  southeast 
corner  of  Moylan  place  (Block  No 
1980,  Lot  No.  61),  Borough  of  Man-, 
hattan. 

cal.  no.  39-31-BZ — Application  of  Reginald  S.  Hardy,  ap¬ 
plicant,  on  behalf  of  Woodhaven-Lib- 
erty  Realty  Corporation,  owner,  re¬ 
opened  May  21,  1940,  under  sections 
7f  and  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  use  dis¬ 
trict..  for  a  stated  term  of  years,  the  ' 
erection  and  maintenance  of  a  gasoline 
service  station ;  premises  93-02  to  93-06 
Rockaway  boulevard  and  103-55  to  10.3- 
69  93rd  street,  southeast  corner  (Block 
No.  9115,  part  of  Lot  No.  39),  Wood- 
haven,  Borough  of  Queens. 

cal.  no.  416-40-BZ— Application,  April  22,  1940,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  Sambur,  applicant,  on  be¬ 
half  of  Central  Hanover  Bank  and 
Trust  Company,  owner  (Harry  Wolin- 
sky,  lessee),  to  permit  in  a  business  use 
district  the  conversion  of  occupancy  of 
the  first  story  of  an  existing  building 
to  a  motor  vehicle  repair  shop ;  prem¬ 
ises  135  West  52nd  street,  north  side, 
325  ft.  east  of  Seventh  avenue  (Block 
No.  1005,  Lot  No.  14).  Borough  of 
Manhattan. 


cal.  no.  1321-39-BZ— Application,  October  26,  1939,  under 
sections  7h  and  21  of  the  building  zone 
resolution,  of  Anna  Weschler,  appli¬ 
cant  and  lessee,  on  behalf  of  Bernard 
Flood,  owner,  to  permit,  partly  in  a 
residence  use  district  and  partly  in  a 
business  use  district,  the  parking  and 
storage  of  more  than  five  (5)  motor 
vehicles ;  premises  142-23  Roosevelt 
avenue,  north  side,  200  ft.  east  of  Union 
street  (Block  No.  5020,  Lot  No.  47); 
Flushing.  Borough  of  Queens. 

cal.  no.  402-40-BZ— Application,  April  16,  1940,  under  sec- 
tion  21  of  the  building  zone  resolution, 
of  Lama  and  Proskauer,  applicants,  on 
behalf  of  Clifford  E.  Mills.  owner,  to 
permit  in  a  residence  use  district  and 
“F”  area  district  the  erection  and  main¬ 
tenance  of  a  building  to  be  used  as  a 
gas  station,  auto  laundry,  lubritorium, 
office  and  boiler  room  in  conjunction 
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with  a  gasoline  service  station  on  a  plot 
of  ground  previously  occupied  as  a 
gasoline  service  station;  premises  144- 
39  to  144-47  Farmers  boulevard,  south¬ 
east  corner  of  South  Conduit  avenue  rA, 
(Block  No.  4517,  Lot  No.  1  and  part  of 
Lot  No.  3),  Springfield,  Borough  of 
Queens. 

HARRIS  H.  MURDOCK,  Chairmen. 


DECEMBER  10,  1940,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

696-39-A— 2321  Third  avenue  and  201  East  126th  street 
northeast  corner  (Block  No.  1791,  Lot  No. 
1),  Borough  of  Manhattan. 

178-40-A— 52-15  Grand  avenue,  north  side,  465.30  ft.  east 
of  49th  (Owens)  street  (Block  No  2594 
Lot  Nos.  1  and  34,  Block  No.  2593  Lot 
Nos.  1  and  34,  Block  No.  2605,  Lot  No  1 
and  Block  No.  2606,  Lot  No.  1),  Maspeth,’ 
Borough  of  Queens  (under  section  35,  Gen¬ 
eral  City  Law — re  bed  of  mapped  street). 

,49-40- A— 419-423  East  48th  street,  north  side,  100  ft.  west 
of  Beekman  place  (Block  No.  1360,  Lot 
No.  11),  Borough  of  Manhattan. 

42-40- A— 2301-2323  Beverly  road  and  2360-2420  Bedford 
avenue,  northwest  corner  (Block  No.  5133, 
Lot  No.  14),  Borough  of  Brooklyn. 

21-40-A— 436  YVest  57th  street,  south  side,  300  ft.  east  of 
Eleventh  avenue  (Block  No.  1066,  Lot  No. 
50),  Borough  of  Manhattan. 


DECEMBER  17,  1940,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
's  3  v  •,  j-ppea  s  of  a  Public  hearing  under  the  provisions 
in/in  °inA zone  res°lution,  Tuesday  morning,  December 
1940.  at  10  o  clock,  in  Room  1013.  Municipal  Building, 
nhattan,  on  the  following  matters : 


Avenue  U  and  2080-2090  Coyle  street, 
northwest  corner  (Block  No.  7339,  Lot 
No.  40),  Borough  of  Brooklyn. 

no.  865-40-BZ— Application,  August  21,  1940,  under 
sections  7h  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  The  Louis  Fried¬ 
man  Realty  Company,  Incorporated, 
owner  (Norman  Resnick,  lessee),  to 
permit  in  a  business  use  district,  for  a 
temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more,  than  five  (5)  motor  vehicles; 
premises  368-378  Kings  highway,  south¬ 
west  corner  of  West  3rd  street  (Block 
No.  6653,  Lot  Nos.  34,  38,  43  and  44), 
Borough  of  Brooklyn. 

cal.  no.  401-31-BZ  Application  of  Sidney  L.  Strauss,  ap¬ 
plicant,  on  behalf  of  Webster  Commit¬ 
tee,  Incorporated,  and  Wilson  and 
Company,  owners  (Fifth  Atlantic  Cor¬ 
poration,  lessee;  Thomas  Karas,  sub¬ 
lessee),  reopened  July.  2.  1940,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  use  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station  upon  a  plot,  pre¬ 
viously  granted  by  the  Board,  for  a 
temporary  period  of  not  more  than  two 
(2)  years,  for  parking  and  storage  of 
more  than  five  (5)  motor  vehicles;  it 
is  proposed,  also,  to  continue  the  tem¬ 
porary  parking  and  storage  use;  prem¬ 
ises  624-626  Atlantic  avenue  and  9 
Fifth  avenue,  northeast  corner,  and  62 7 
Pacific  street  (Block  No.  1119,  Lot 
Nos.  1  and  64),  Borough  of  Brooklyn. 

cal.  no.  304-40-BZ — Application,  March  25,  1940.  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  J.  M.  Berlinger,  applicant,  on 
behalf  of  F.  W.  Realty  Corporation, 
owner,  to  permit  in  a  residence  use 
district  the  conversion  of  occupancy  of 
part  of  an  existing  multiple  dwelling 
from  residence  use  to  business  use 
(stores)  ;  premises  11-15  West  8th 
street,  north  side,  206  ft.  6  in.  west  of 
Fifth  avenue  (Block  No.  572,  Lot  Nos. 
49,  50  and  51),  Borough  of  Manhattan. 


-  no.  351 -40-BZ— Application,  April  5,  1940,  under  sec-  cal, 
tions  21  and  7f  of  the  building  zone 
resolution,  of  William  F.  Regan,  appli¬ 
cant,  on  behalf  of  William  F.  Regan, 
owner,  to  permit  in  a  business  use  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station;  premises  1000- 
1012  Brooklyn  avenue  and  3522-3524 
Snyder  avenue,  southwest  corner  (Block 
No.  4906,  Lot  Nos.  9  and  10),  Borough 
of  Brooklyn. 

•  no.  977-40-BZ— Application,  October  8,  1940,  under 

section  21  of  the  building  zone  resolu-  cal. 
tion,  of  James  A.  Boyle,  applicant,  on 
behalf  of  William  M.  Calder  Company, 
owner,  to  permit  in  a  street,  zoned  for 
residence  use  up  to  within  100  ft.  of  an 
intersecting  street  zoned  for  business 
use,  entrances  to  stores,  offices  or  show 
rooms  located  more  than  25  ft.  from 
the  intersecting  street;  premises  3047 


no.  647-40-BZ— Application,  June  13,  1940,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Oscar  Goldschlag,  applicant,  on  be¬ 
half  of  Eugene  Higgins,  owner,  to  per¬ 
mit  in  a  business  use  district,  for  a 
temporary  period  of  two  (2)  years,  the 
parking  and  storage  of  more  than  five 
(5)  motor  vehicles;  premises  3321-3323 
Broadway  and  601-607  West  134th 
street,  northwest  corner  (Block  No. 
2001,  Lot  Nos.  29  and  30),  Borough  of 
Manhattan. 

no.  1021-40-BZ— Application,  October  24,  1940,  under 
section  21  of.  the  building  zone  resolu¬ 
tion,  of  Leon  J.  Shapiro,  applicant,  on 
behalf  of  Robert  Bass,  owner,  to  per¬ 
mit  in  a  business  use  district,  on  a  lot 
abutting  a  residence  use  district,  the 
alteration  of  a  business  building  (store) 
in  such  a  manner  that  there  will  be 
show  windows  and  store  entrances  more 
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than  25  ft.  from  the  corner  of  the 
street ;  premises  464  Clarkson  avenue, 
southeast  corner  of  Brooklyn  avenue 
(Block  No.  4841,  Lot  No.  16),  Bor¬ 
ough  of  Brooklyn. 

cal.  no.  177-32-BZ — Application  of  Herbert  J.  Krapp,  ap¬ 
plicant,  on  behalf  of  Trebuhs  Realty 
Company,  Incorporated,  owner,  re¬ 
opened  April  9,  1940,  under  section  7h 
of  the  building  zone  resolution,  to  per¬ 
mit  in  a  business  use  district  the  park¬ 
ing  and  storage  of  more  than  five  (5) 
motor  vehicles  (previously  denied  by 
the  Board  as  a  gasoline  service  sta¬ 
tion)  ;  premises  160-166  West  End 
avenue  and  251-261  West  67th  street, 
northeast  corner  (Block  No.  1159,  Lot 
No.  1),  Borough  of  Manhattan. 

cal.  no.  94-38-BZ — Application  of  William  L.  Schrauth,  ap¬ 
plicant,  on  behalf  of  Jeho  Company,  In¬ 
corporated,  owner,  reopened  July  16, 
1940,  for  rehearing,  under  section  7h  of 
the  building  zone  resolution,  to  permit 
in  a  business  use  district  the  parking 
and  storage  of  more  than  five  (5)  motor 
vehicles  (previously  denied)  ;  premises 
89-04  166th  street,  southwest  corner  of 
89th  avenue  (Block  No.  9795  [866|, 
Lot  No.  72),  Jamaica,  Borough  of 
Queens. 

cal.  no.  97-37-BZ — Application  of  Theodore  R.  Feinberg, 
applicant,  on  behalf  of  Eleanor  C. 
Stotfel,  Cornelius  Cameron  and  Lillian 
Covert,  owners  (Harry  Lander,  lessee), 
reopened  October  8,  1940,  under  section 
7h  of  the  building  zone  resolution,  to 
permit  in  a  business  use  district,  for  a 
temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles: 
premises  1404-1428  East  New  York 
avenue,  southwest  corner  of  Amboy 
street  (Block  No.  3495.  Lot  Nos.  12 
and  16),  Borough  of  Brooklyn. 

cal.  no.  253-40-BZ — Application,  March  6,  1940,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  Oscar  Goldschlag,  appli¬ 
cant,  on  behalf  of  Direct  Realty  Com¬ 
pany,  owner,  to  permit  on  a.  plot  lo¬ 
cated  in  a  business  use  district  and 
residence  use  district,  the  parking  and 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  1060-1070  St.  Nich¬ 
olas  avenue  and  510-520  West  164th 
street,  southeast  corner  (Block  No. 
2121,  Lot  No.  13),  Borough  of  Man¬ 
hattan. 

HARRIS  H.  MURDOCK,  Chairman. 

DECEMBER  17,  1940,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

882-40-A — 148  39th  st’'ppf.  «ou*  Invent  corner  of  Second  ave¬ 
nue  (Bush  Building  No.  19,  fourth  floor)  : 
(Block  No.  706,  Lot  No.  1),  Borough  of 
Brooklyn. 

1004-40- A — 228  Bar  street.  \ve=t  side.  151  ft.  north  of  Han¬ 
nah  street  (Block  No.  498.  Lot  No.  74), 
Tompkinsville,  Borough  of  Richmond. 


11 00-40- A — 80-40  Cooper  avenue,  south  side,  422  ft.  east  c 
80th  street  (Block  No.  3806,  Lot  No.  2) 
Glendale,  Borough  of  Queens  (under  sec 
tion  35,  General  City  Law — re  bed  o 
mapped  street). 

881-40-A — 291-301  Metropolitan  avenue,  northwest  come 
of  Roebling  street  (Block  No.  2353,  Lo 
No.  13),  Borough  of  Brooklyn. 


DECEMBER  31,  1940,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand 
ards  and  Appeals  of  a  public  hearing  under  the  provisions  o 
the  building  zone  resolution,  Tuesday  morning,  December 
31,  1940,  at  10  o’clock,  in  Room  1013,  Municipal  Building 
Manhattan,  on  the  following  matters: 

cal,  no.  518-40-BZ — Application,  May  15,  1940.  under  sec-. 

tion  21  of  the  building  zone  resolution 
of  Edward  A.  Schuman,  applicant  anc 
owner  (Forest  Hills  Cement  Bloc! 
Company,  Incorporated,  lessee),  to  per¬ 
mit  in  a  business  use  district  the  us( 
of  premises  for  the  manufacture  of 
cement  blocks;  premises  117-30  Spring- 
field  boulevard,  west  side,  44.54  ft 
north  of  118th  avenue  (Block  No.  3358 
Lot  No.  61),  St.  Albans,  Borough  oi 
Queens. 

cal.  no.  942-40-BZ — Application,  September  27,  1940,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Ratlan  Realty 
Corporation,  owner,  to  permit,  partly 
in  a  business  use  district  and  partly  in 
an  unrestricted  use  district,  the  recon¬ 
struction  and  structural  alterations  of 
a  building  and,  also,  premises  used  as  a 
public  garage,  motor  vehicle  repair 
shop,  auto  laundry,  grease  pits  and 
gasoline  service  station ;  premises  1927- 
1943  Atlantic  avenue  and  17-31  Ban¬ 
croft  place,  northeast  corner  (Block 
No.  1558,  Lot  Nos.  1  and  32),  Bor¬ 
ough  of  Brooklyn. 

cal.  no.  990-40-BZ — Application,  October  1,  1940,  under 
sections  7a  and  7c  of  the  building  zone 
resolution,  of  Charles  M.  Spindler.  ap¬ 
plicant,  on  behalf  of  H.  D.  Hammond 
Garage,  Incorporated,  owner,  to  per¬ 
mit  on  a  premises  located  partly  in  a 
business  use  district  and  partly  in  an 
unrestricted  use  district,  the  extension 
of  a  gasoline  service  station ;  premises 
6518-6524  Fort  Hamilton  parkway,  913- 
929  66th  street,  northwest  corner,  and 
912-922  65th  street  (Block  No.  5750. 
Lot  Nos.  13  and  26),  Borough  of 
Brooklyn. 

cal.  no.  807-40-BZ — Application,  July  19,  1940,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  Henry  Nordheim,  appli¬ 
cant,  on  behalf  of  Richard  Stiegler, 
owner  (Sarah  Stern,  lessee),  to  permit 
in  a  business  use  district,  for  a  tem¬ 
porary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
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more  than  five  (5)  motor  vehicles; 
premises  1168-1178  River  avenue,  east 
side,  129  ft.  north  of  McClellan  street 
(Block  No.  2488,  part  of  Lot  No.  1) 
Borough  of  The  Bronx. 


in.  south  of  Kings  highway  (Block  No. 
6780,  Lot  No.  55),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


cai..  no.  390-27-BZ— Application  of  Reginald  S.  Hardy,  ap¬ 
plicant,  on  behalf  of  Morben  Realty 
Corporation,  owner,  reopened  October 
15,  1940,  under  section  7f  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  busi¬ 
ness  use  district,  for  a  stated  term  of 
years,  the  erection  and  maintenance  of 
s  gasoline  service  station  (previously 
denied  by  the  Board  under  section  21 
of  the  building  zone  resolution)  ;  prem¬ 
ises  73-42  Cooper  avenue,  south  side, 
22.22  ft.  west  of  74th  street  (Block  No. 
3811,  Lot  No.  8),  Glendale,  Borough 
of  Queens. 

CAI..  NO.  71 2-38-BZ— Application  of  Sidney  L.  Strauss,  ap¬ 
plicant,  on  behalf  of  Steeples  Manage¬ 
ment  Corporation,  owner,  reopened  and 
restored  to  Calendar  November  13 
1940,  under,  section  21  of  the  building 
zone  resolution,  to  permit  in  a  residence 
use  district  the  maintenance  of  business 
use  in  part  of  the  cellar  and.  in  ^art  of 
the  first  story  of  an  existing  multiple 
dwelling  (previously  dismissed  for  lack 
of  prosecution)  ;  premises  1604-1648 
Ocean  avenue,  west  side,  120  ft.  south 
of  Avenue  K  (Block  No.  6730,  Lot 
Nos.  63  and  72),  Borough  of  Brook¬ 
lyn. 

cai..  no.  1  ldl-40-BZ — Application.  November  29,  1940,  under 
sections  /b  and  21  of  the  building  zone 
resolution,  of  Emil  H.  Schwab,  Jr., 
applicant,  on  behalf  of  Emil  Schwab. 
Sr.,  Emma  Schwab  and  Emil  H. 
Schwab.  Jr.,  owners,  to  permit,  partly 
in  a  residence  use  district  and  partly 
in  a  business  use  district,  the  mainte¬ 
nance  of  a  business  use  (stores)  on  the 
first  story  of  an  existing  multiple 
dwelling;  premises  2485  Creston  ave¬ 
nue,  west  side,  56  ft.  north  of  East 
Fordham  road  (Block  No.  3174,  Lot 
No.  30),  Borough  of  The  Bronx. 

cal.  no.  330-22-BZ— Application  of  Paul  Friedman,  appli¬ 
cant,  on  behalf  of  Kings  Highway 
Community  Corporation,  owner  (Com¬ 
munity  Amusement  Corporation,  lessee) 
reopened  December  3,  1940,  for  rehear¬ 
ing  under  new  proposal,  under  sections 
7c  and  21  of  the  building  zone  resolu¬ 
tion,  to  permit,  partly  in  a  residence 
use  district  and  partly  in  a  business  use 
district,  the  change  of  use  of  an  existing 
building  from  bowling  alleys,  library, 
stores,  auditorium  and  meeting  room 
(previously  granted  by  the  Board)  to 
stores  and  motion  picture  theatre  (pre¬ 
viously  denied  by  the  Board)  ;  premises 
1663-1669  East  17th  street,  east  side, 

57  ft.  2^2  in.  south  of  Kings  highway 
(Block  No.  6780,  Lot  No.  55) ,  Bor¬ 
ough  of  Brooklyn. 

Appeal  from  Administrative  Decision. 

602-40- A— 1663-1669  East  17th  street,  east  side,  57  ft.  2K 


DECEMBER  31,  1940,  2  P.  M. 

Appeal  from  Administrative  Decision. 

1006-40-A— 141-143  Coolidge  avenue,  north  side,  236.65  ft. 

west  of  Daniels  street  (Block  No.  6339, 
Lot  No.  54),  Jamaica,  Borough  of  Queens 
(under  section  35,  General  City  Law — re 
bed  of  mapped  street). 


JANUARY  7,  1941,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand- 
ar<  s  an.d  Appeals  of  a  public  hearing  under  the  provisions  of 
„  e  building  zone  resolution,  Tuesday  morning .  January 
/,  1941,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 

cal.  no.  377-40-BZ— Application,  April  11,  1940,  under  sec¬ 
tion  7g  of  the  building  zone  resolution, 
of  William  P.  Collins,  applicant  and 
lessee,  on  behalf  of  Long  Island  Rail¬ 
road  Company,  owner,  to  permit  in  an 
unrestricted  use  district  the  parking  of 
more  than  five  (5)  motor  vehicles  on 
a  plot  located  on  the  same  street  and 
between  the  same  two  (2)  intersecting 
streets  with  a  school ;  premises  10-25 
49th  avenue,  north  side,  59.94  ft.  west 
of  Jackson  avenue  (Block  No.  44,  Lot 
Nos.  10  to  19,  inclusive),  Long  Island 
City,  Borough  of  Queens. 

CAL.  NO.  983-40-BZ— Application,  October  10,  1940,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Dime  Savings  Bank 
of  Brooklyn,  owner,  to  permit,  partly 
in  a  business  use  district  and  partly  in 
an  unrestricted  use  district,  for  a  tem¬ 
porary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
413-417  Flatbush  Avenue  Extension, 
east  side,  136  ft.  \  yA  in.  south  of  DeKalb 
avenue  (Block  No.  2093,  Lot  No.  85), 
Borough  of  Brooklyn. 

cal.  no.  828-40-BZ— Application,  July  30,  1940,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Gaetano  Tuzzolino,  applicant  and 
lessee,  on  behalf  of  Milton  Hirschman, 
owner,  to  permit  in  a  business  use  dis¬ 
trict,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  northeast  cor¬ 
ner  of  White  Plains  road  and  East 
236th  street  (Block  No.  5043,  Lot  No. 
6),  Borough  of  The  Bronx. 

cal.  no.  604-40-BZ— Application.  June  5,  1940,  under  sec¬ 
tion  7 h  of  the  building  zone  resolution, 
of  Paul  Friedman,  applicant,  on  behalf 
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of  Mary  B.  MacKay,  owner  (Etta 
Ginsberg,  lessee),  to  permit  in  a  busi¬ 
ness  use  district,  for  a  temporary  period 
of  not  more  than  two  (2)  years,  the 
parking  and  storage  of  more  than  five 
(5)  motor  vehicles;  premises  74-92 
Bay  Ridge  avenue,  south  side.  200  ft. 
east  of  Narrows  avenue  (Block  No. 
5869,  Lot  No.  19),  Borough  of  Brook¬ 
lyn. 


cal.  no.  271-39-BZ — Application  of  Albert  C.  Benson,  ap¬ 
plicant,  on  behalf  of  Socony-Vacuum 
Oil  Company,  Incorporated,  owner, 
reopened  October  15,  1940,  under  sec¬ 
tion  7c  of  the  building  zone  resolution, 
to  permit  in  a  business  use  district  the 
extension  of  an  existing  gasoline  service 
station  (previously  granted  on  certain 
conditions  by  the  Board;  Board’s  deci¬ 
sion  reversed  by  Special  Term,  Supreme 
Court,  without  prejudice  to  taking  fur¬ 
ther  proceedings  before  the  Board)  ; 
premises  96-23  to  96-29  Queens  boule¬ 
vard  and  95-02  to  95-14  63rd  road, 
northeast  corner  (Block  No.  2088.  Lot 
No.  22),  Elmhurst,  Borough  of  Queens. 


cal.  no.  926-40-BZ — Application,  September  18,  1940,  under 
section  7c  of  the  building  zone  resolu¬ 
tion,  of  Louis  A.  Kiesewetter,  appli¬ 
cant,  on  behalf  of  The  Texas  Company, 
owner,  to  permit  in  a  business  use  dis¬ 
trict  the  erection  of  an  accessory  build¬ 
ing  on  an  existing  gasoline  service 
station;  premises  1698  Boston  road  and 
1705  Southern  boulevard,  southeast 
corner  (Block  No.  2978,  Lot  No.  191), 
Borough  of  The  Bronx. 


cal.  no.  1084-40-BZ — Application,  November  13,  1940,  under 
sections  7a,  7b  and  21  of  the  building 
zone  resolution,  of  A.  J.  Daidone,  ap¬ 
plicant.  on  behalf  of  Department  of 
Public  Works,  City  of  New  York, 
owner,  to  permit  in  a  business  use  dis¬ 
trict  the  erection  and  maintenance  of  a 
building  accessory  to  a  sewage  disposal 
plant;  premises  150-63  131st  street, 
blocks  bounded  by  150th  avenue,  155th 
avenue,  131st  street  and  134th  street 
(Block  No.  2718,  Lot  No.  1,  and  Block 
No.  2720,  Lot  No.  24),  Jamaica,  Bor¬ 
ough  of  Queens. 


cal.  no.  1085-40-BZ — Application,  November  13,  1940,  under 
sections  7a,  7b  and  21  of  the  building 
zone  resolution,  of  A.  J.  Daidone.  ap¬ 
plicant,  on  behalf  of  Department  of 
Public  Works,  City  of  New  York, 
owner,  to  permit  in  a  business  use  dis¬ 
trict  the  erection  and  maintenance  of  a 
building  accessory  to  a  sewage  disposal 
plant;  premises  150-54  134th  street, 
blocks  bounded  by  150th  avenue,  155th 
avenue,  131st  street  and  134th  street 
(Block  No.  2718,  Lot  No.  1,  and  Block 
No.  2720,  Lot  No.  24),  Jamaica,  Bor¬ 
ough  of  Queens. 


cal.  no.  1139-40-BZ— Application,  December  2,  1940,  under 


section  21  of  the  building  zone  resolu¬ 
tion.  of  Arthur  Weiser,  applicant,  on 
behalf  of  Wheelock  Avenue  Corpora¬ 
tion,  owner  (Margate  Estates,  Incor¬ 
porated,  lessee),  to  permit,  partly  in  a 
business  use  district  and  partly  in  a 
residence  use  district,  the  erection  and 
maintenance  of  a  multiple  dwelling 
having  a  garage  for  more  than  five 
(5)  motor  vehicles  for  the  use  of  the 
tenants  of  the  multiple  dwelling  only; 
premises  50-90  Riverside  Drive  West, 
west  side,  from  West  158th  street  to 
West  161st  street  (Block  No.  2135, 
Lot  Nos.  60,  32,  37  and  92),  Borough 
of  Manhattan. 

Appeal  from  Administrative  Decision. 

cal.  no.  758-40-A-MD — Application.  July  9,  1940,  under 
section  60  of  the  Multiple  Dwelling  : 
Law.  of  Arthur  Weiser,  applicant,  on 
behalf  of  Wheelock  Avenue  Corpora¬ 
tion,  owner  (Margate  Estates,  Incor¬ 
porated,  lessee),  to  permit,  partly  in  a 
business  use  district  and  partly  in  a  resi¬ 
dence  use  district,  the  erection  and 
maintenance  of  a  multiple  dwelling  hav-  , 
ing  a  garage  for  more  than  five  (5) 
motor  vehicles  for  the  use  of  the  ten¬ 
ants  of  the  multiple  dwelling  only; 
premises  50-90  Riverside  Drive  West, 
west  side,  from  West  158th  street  to 
West  161st  street  (Block  No.  2135,  Lot 
Nos.  60,  32,  37  and  92),  Borough  of 
Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  7,  1941,  2  P.  M. 

Appeal  from  Administrative  Decision. 

861-40-A — 2101-2123  Albemarle  road,  south  side,  190  ft.  east 
of  Flatbush  avenue  (Block  No.  5102.  Lot 
No.  59)  ;  (Apartment  No.  1-N),  Borough 
of  Brooklyn. 


JANUARY  14,  1941,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  January 
14,  1941,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 

cal.  no.  249-39-BZ — Application,  February  28,  1940;  dis- 
miseed  for  lack  of  prosecution  July  18, 
1939;  reopened  and  restored  to  Calendar 
September  17,  1940,  under  section  7f  of 
the  building  zone  resolution,  of  Lama 
and  Proskauer,  applicants,  on  behalf  of 
Koppers  Company,  owner,  to  permit  ;n 
a  business  nse  district,  for  a  stated  term 
of  years,  the  erection  and  maintenance 
of  a  gasoline  service  station ;  premises 
84-11  to  84-21  Astoria  boulevard  and 
24-02  to  24-12  85th  street,  northwest 
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coiner,  and  84-12  to  84-20  24th  avenue 
(Block  No.  1096,  part  of  Lot  No.  1), 
Jackson  Heights,  Borough  of  Queens. 

cal.  no.  533-40-BZ  Application,  May  28,  1940,  under  sec¬ 
tion  7 h  of  the  building  zone  resolution, 
of  Henry,  Nordheim,  applicant,  on  be¬ 
half  of  O’Brien  Building  Company,  In¬ 
corporated,  owner  (Charles  Barnett, 
lessee),  to  permit  in  a  business  use 
district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  3096-3102 
Webster  avenue,  south  side.  25  ft.  west 


of  East  204th  street  (Block  No.  3330, 
Lot  No.  68),  Borough  of  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  18,  1941,  2  P.  M. 

Appeal  from  Administrative  Decision. 

553-37-A — 1815-1825  Ocean  avenue,  east  side.  280  ft.  south 
of  Avenue  M  (Block  No.  7656,  Lot  No. 
55  and  part  of  Lot  Nos.  54  and  58),  Bor¬ 
ough  ot  Brooklyn. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING.  DECEMBER  3,  1940. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Assistant  Chief  McCarthy. 

The  minutes  of  the  regular  meeting  of  the  Board  held  on 
Tuesday  morning,  November  19,  1940,  and  the  minutes  of 
the  regular  meeting  of  the  Board  held  on  Tuesday  after¬ 
noon,  November  19,  1940,  were  approved  as  printed  in  Bul¬ 
letin  No.  48,  Volume  25. 


BUILDING  ZONE  CASES. 

97-37-BZ. 

APPLICANT — Theodore  R.  Feinberg,  for  Eleanor  C. 
Stoffel,  Cornelius  Cameron  and  Lillian  Covert, 
owners  (Harry  Lander,  lessee). 

SUBJECT— -Application  reopened  October  8,  1940  (re  de¬ 
cision  of  the  borough  superintendent  of  buildings), 
under  section  7h  of  the  building  zone  resolution,  to 
permit  in  a  business  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5)  motor  ve- 
hides. 

PREMISES  ’  AFFECTED— 1404-1428  East  New  York 
avenue,  southwest  corner  of  Amboy  street  (Block 
No.  3495,  Lot  Nos.  12  and  16),  Borough  of  Brook- 
lyn. 

APPEARANCES— 

For  Applicant:  Paul  Friedman. 

For  Opposition:  Paul  P.  Meltzer. 

ACTION  OF  BOARD — Laid  over  to  December  17,  1940, 
at  10  A.M.,  on  written  request  of  applicant. 


94-38-BZ. 

APPLICANT— William  L.  Schrauth  and  Earl  J.  Helmick 

cTTDTn'^0r  Jeho  .Company,  Incorporated,  owner. 

SUBJECT— Application  reopened  July  16,  1940,  for  rehear¬ 
ing  (re  decision  of  the  borough  superintendent  oi 
buildings),  under  section  7h  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district  the 
parking  and  storage  of  more  than  five  (5)  motoi 
vehicles  (previously  denied). 

PREMISES  A  FEE  Cl  ED — 89-04  166th  street,  southwesl 
corner  of  89th  avenue  (Block  No.  866,  Lot  No 

,  _  72),  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

A^T^>For  Applicant :  William  L.  Schrauth. 

ACTION  OF  BOARD — Laid  over  to  December  17,  1940 
at  10  A.M.,  for  further  consideration  by  the  Board 


253-40-BZ. 

APPLICANT — Oscar  Goldschlag,  for  Direct  Realty  Com¬ 
pany,  owner. 

SUBJECT — Application  (  re  decision  of  the  acting  borough 
superintendent  of  buildings),  under  sections  7h  and 
21  of  the  building  zone  resolution,  to  permit  on  a 
plot  located  in  a  business  use  district  and  residence 
use  district  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 1060-1070  St.  Nicholas  avenue 
and  510-520  West  164th  street,  southeast  corner 
(Block  No.  2121,  Lot  No.  13),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Charles  A.  Cohen,  Milton  Gold¬ 
schlag,  Michael  M.  Azar,  Albert  G.  Anderson 
and  C.  J.  Brody. 

For  Opposition:  Sol  A.  Herzog,  Edward  Beilin, 
Sam  Gleich  and  Leo  Eskries. 

ACTION  OF  BOARD — Laid  over  to  December  17,  1940, 
at  10  A.M.,  for  decision  by  the  Board  without  fur¬ 
ther  argument. 


402-40-BZ. 


APPLICANT— Lama  and  Proskauer,  for  Clifford  E.  Mills, 
owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  residence 
use  F  area  district  the  erection  and  maintenance 
of  a  building  to  be  used  as  a  gas  station,  auto 
laundry,  lubritorium,  office  and  boiler  room  in  con¬ 
junction  with  a  gasoline  service  station  on  a  plot 
of  ground  previously  occupied  as  a  gasoline  service 
station. 


t  ivLviviioxLo  i\r  r  1  rLU- 


boulevard,  southeast  corner  of  South  Conduit  ave¬ 
nue  (Block  No.  4517,  Lot  No.  1  and  part  of  Lot 

APPEARANCk|TngfieId'  B°r0Ugh  °f  QUeenS' 


For  Applicant:  Alfred  A.  Lama. 

For  Opposition:  Harold  Klorfein,  Department  of 
Parks.  , 

ACTION  OF  BOARD — Laid  over  to  December  10,  1940, 
at  10  A.M.,  for  applicant  to  file  another  set  of  re¬ 
vised  plans  carrying  out  suggestions  of  Board. 


583-40-BZ. 

APPLICANT— Henry  Nordheim,  for  O'Brien  Building 
Company.  Incorporated,  owner  (Charles  Barnett, 
lessee). 
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SUBJECI  Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  section  7h  of  the 
building  zone  resolution,  to  permit  in  a  business 
use  district,  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 3096-3102  Webster  avenue, 
south  side,  25  ft.  west  of  East  204th  street  (Block 
No.  3330,  Lot  No.  68),  Borough  of  The  Bronx 
APPEARANCES—  S  e  ^ronx- 

For  Applicant:  Henry  Nordheim,  James  W. 
O’Brien,  Charles  Barnett,  John  Gallagher,  Bob 
M.  German,  Samuel  Domesk,  Ida  Barnett, 
Louis  Kern  and  Geo.  Stanley. 

For  Opposition :  Benjamin  Antin,  S.  Rimland  and 
Earl  Gallant. 

ACTION  OP  BOARD — Laid  over  to  January  14,  1941  at 
10  A.M.,  for  inspection  by  a  committee  of  'the 
Board  and  decision  by  the  Board  without  further 
argument. 


285-36-BZ. 

APPLICANT— Frederick  W.  Rothamel,  for  Otto  Gebhardt, 
(Revonah  Laundry,  Incorporated,  lessee). 

B UBJ EC  1  Application  reopened  April  9,  1940  (re  deci¬ 
sion  of  the  borough  superintendent  of  buildings), 
under  section  21  of  the  building  zone  resolution,  to 
permit  in  a  business  use  district  the  storage  of  more 
than  five.  (5)  motor  vehicles  (previously  granted 
on  condition — re  change  of  occupancy  of  an  exist¬ 
ing  building  to  a  garage  for  more  than  five  (5) 
motor  vehicles,  motor  vehicle  repair  shop  and,  also 
gasoline  service  station). 

PREMISES  AFPECTED — 72-27  Cypress  Hills  street 
northeast  side,  199.41  ft.  south  of  Myrtle  avenue 
Lot  No.  125),  Glendale,  Borough 

of  Queens. 

APPEARANCES— 

For  Applicant:  Frederick  W.  Rothamel,  Pauline 
Gebhardt  and  William  Jay  Yarpp. 

For  Opposition:  None. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  . '  q 


THE  RESOLUTION— 

(285-36-BZ) 

Whereas,  this  application,  to  permit  in  a  business  use 
district,  under  section  21  of  the  building  zone  resolution,  the 
change  of  occupancy  of  an  existing  building  to  a  garage 
for  more  than  five  (5)  motor  vehicles,  motor  vehicle  repair 
shop  and  gasoline  service  station,  premises  72-27  Cypress 
Hills  street,  northeast  side,  199  ft.  south  of  Myrtle  avenue 
(Block  No.  3600,  Lot  No.  125),  Glendale,  Borough  of 
Queens,  was  granted  by  the  Board  January  19,  1937,  on 
certain  conditions;  and 

Whereas,  Frederick  W.  Rothamel,  for  Otto  and  Pauline 
Gebhardt,  owners,  requested  reopening  of  the  application  to 
permit,  under  section  21  of  the  building  zone  resolution,  the 
storage  of  more  than  five  (5)  motor  vehicles;  and 
Whereas,  this  application  was  reopened  by  vote  of  the 
Board  April  9,  1940,  subject  to  the  usual  procedure;  and 
W hereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
December  3.  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
W hereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Cypress  Hills  street,  Myrtle  avenue 
and  74th  avenue  are  in  business  use  districts ;  65th  place  is  in 
a  residence  and  business  use  district;  and 
Whereas,  the  decision  of  the  borough  superintendent  of 
buddings,  on  Application  No.  1127-1940,  dated  March  5 
1940,  reads: 


“Certificate  of  occupancy  numbers  given  are  appar¬ 
ently  incorrect.  Give  proper  number. 

The  storing  of  more  than  5  motor  vehicles  in  a  busi¬ 
ness  district  is  contrary  to  Art.  2,  Section  4  of  the 
Building  Zone  Resolution. 

As  this  building  was  acted  on  by  the  Board  of  Stand¬ 
ards  and  Appeals  under  285-36-BZ  any  variations  there¬ 
from  must  be  submitted  to  same  Bd.  for  their  consid-  ! 
eration.” 
and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  50  ft.  front  by  80  ft.  maximum  in  depth,  and  one 
story  in  height;  the  existing  building  is  used  as  a  five  (5)  ' 

car  garage,  automobile  repair  shop  and  for  greasing  cars; 
it  is  proposed  to  convert  the  use  of  the  building  to  a  garage 
for  more  than  five  (5)  motor  vehicles;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  January  19,  1937, 
so  that  as  amended  the  resolution  shall  read: 

“ Granted ,  under  sections  7f  and  7i,  for  a  term  of  five 
(5)  years  from  the  date  of  this  resolution,  to  permit 
the  building  to  be  occupied  as  a  storage  garage  for  not 
more  than  fifteen  (15)  motor  vehicles  and  as  an  auto¬ 
mobile  repair  shop  in  connection  therewith,  on  condition 
that  during  the  term  of  this  permit  such  occupancy  shall 
be  solely  for  the  storage  and  servicing  of  light  trucks 
and  for  motor  vehicles  used  in  connection  with  the  ten¬ 
ant  s  business  as  a  laundry ;  that  no  machinery  shall  be 
installed  in  connection  with  the  repair  work  requiring 
motor  power  greater  than  one-quarter  horsepower  per 
machine ,  that  there  shall  be  no  forge  or  anvil  used  on 
the  premises.;  that  permits  shall  be  obtained  from  the 
fire  commissioner  for  any  welding  or  acetylene  torch 
equipment  used  on  the  premises  requiring  such  permit; 
that  the  existing  gasoline  equipment  consisting  of  one 
pump  and  the  550-gallon  tank  located  within  the  building 
may  be  continued,  provided  the  gasoline  is  dispensed 
only  to  the  motor  vehicles  of  the  tenant  stored  and 
serviced  within  the  building;  that  there  shall  be  no 
windows  or  other  openings  in  the  interior  lot  line  walls ; 
that  the  ceiling  throughout  shall  be  protected  with  not 
less  than  28  gauge  metal  ceiling;  that  no  alterations 
shall  be  made  to  the  building  front;  that  the  building  1 
shall  not  be  increased  in  height  or  area;  that  a  new  ' 
certificate  of  occupancy  shall  be  obtained  cqnsistent 
with  the  uses  granted  herein;  that  no  sign  shall  be  in¬ 
stalled  other  than  those  now  existing  and  no  roof  sign 
shall  be  erected;  that  such  additional  portable  fire¬ 
fighting  equipment  shall  be  maintained  as  the  fire  com¬ 
missioner  shall  direct ;  that  all  permits  required  shall  be 
obtained  within  thirty  (30)  days  from  the  date  of  this 
amended  resolution 


489-38-BZ. 

APPLICANT  Lama  and  Proskauer,  for  Sam  Schwartz 
and  Joseph  Schwartz,  owners. 

SUBJECT— Application  reopened  October  3.  1940,  under 
section  21  of  the  building  zone  resolution  (re  de¬ 
cision  of  the  borough  superintendent  of  buildings), 
to  permit  in  a  residence  use  district  the  erection 
and  maintenance  of  a  gasoline  service  station  (pre¬ 
viously  denied  by  the  Board). 

PREMISES  AFFECTED — 219-01  North  Conduit  boule¬ 
vard  (avenue)  and  144-01  to  144-09  Springfield 
boulevard,  northeast  corner  (Block  No.  3820,  Lot 
No.  4),  Springfield  Gardens,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Opposition:  Harold  Klorfein,  Department  of 
Parks. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Commissioners  Savage  and  Blum 
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and  Assistant  Chief  McCarthy  .  3 

Negative:  Chairman  Murdock  .  1 

THE  RESOLUTION— 

(489-38-BZ) 


Whereas,  this  application,  to  permit  in  a  residence  use 
district,  under  section  21  of  the  building  zone  resolution, 
the  erection  and  maintenance  of  a  gasoline  service  station, 
premises  219-01  North  Conduit  boulevard  and  144-01  to  144- 
Uy  Springfield  boulevard,  northeast  corner  (Block  No.  3820, 
Lot  No.  4),  Springfield  Gardens,  Borough  of  Queens,  was 
denied  by  the  Board  January  17,  1939,  without  prejudice  to 
reopening  and  further  consideration  after  construction  of  the 
overpass  of  Springfield  boulevard  over  Sunrise  highway ; 
and 

Whereas,  Lama  and  Proskauer,  for  Sam  Schwartz  and 
Joseph  Schwartz,  owners,  requested  reopening  of  the  appli¬ 
cation  and  consideration  by  the  Board;  and 
Whereas,  this  application  was  reopened  by  vote  of  the 
Board  October  3,  1939,  subject  to  the  usual  procedure;  and 
Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
December  3,  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  North  Conduit  avenue  is  in  a 
residence  use  district;  Springfield  boulevard.  144th  avenue 
and  South  Conduit  boulevard  are  in  residence  and  business 
use  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  New  Building  Application  No.  3290-36,  dated 
June  4,  1940,  reads: 

“Permit  No.  3290-1936  has  expired  by  limitation  on 
Sept.  30,  1937  and  cannot  be  renewed  as  premises  are 
now  in  a  residence  district  in  which  the  erection  of  a 
gasoline  service  station  is  contrary  to  Article  2,  section 
3  of  the  Building  Zone  Resolution.” 
and 

Whereas,  the  premises  consist  of  an  irregular  shaped 
plot  of  ground  having  a  frontage  of  301.6  ft.  on  North  Con¬ 
duit  boulevard,  119.7  ft.  on  Springfield  boulevard  and  282.1 
ft.  along  144th  avenue ;  it  is  proposed  to  erect  upon  the  site 
a  one-story  building,  50  ft.  4  in.  by  43  ft.  in  area,  to  be  used 
as  office,  lubritorium  and  auto  laundry,  and  to  install  the 
necessary  tanks  and  pumps  for  a  gasoline  service  station; 
and 

Whereas,  the  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  of  appeal  under  section  21  of  the  building 
zone  resolution  and  was,  therefore,  entitled  to  relief  on  the 
grounds  of  practical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution  and  that  the 
application  be  and  it  hereby  is  granted,  under  section  21 
thereof,  for  a  term  of  ten  (10)  years  from  the  date  of  this 
resolution,  to  permit  the  premises  to  be  occupied  as  a  gaso¬ 
line  service  station,  on  condition  that  the  premises  shall  be 
leveled  and  graded  substantially  to  the  grade  of  the  adjoin¬ 
ing  streets ;  that  the  gasoline  station  shall  be  arranged  sub¬ 
stantially  as  indicated  on  revised  plans  marked  “Received 
November  16,  1940”;  that  the  accessory  building  shall  be 
located  toward  the  northerly  portion  of  the  plot  and  shall  be 
constructed  of  incombustible  materials,  except  that  the  roof 
beams  and  roof  boarding,  door  frames  and  doors,  window 
frames  and  sash  and  the  cupola  may  be  of  wood,  provided 
the  roof  is  surfaced  with  natural  slate  or  heavy  asbestos 
shingles  and  the  roof  of  the  cupola  is  covered  with  heavy 
copper  and  the  ceilings  are  fire-retarded  throughout  in  ac¬ 
cordance  with  the  rules  of  the  Board  of  Standards  and  Ap¬ 
peals  ;  that  the  building  shall  be  faced  with  face  brick  on  all 
sides  and  left  unpainted ;  that  the  planting  areas,  properly 
landscaped,  shall  be  maintained  at  all  times  with  curb  pro¬ 
tection  not  less  than  6  in.  in  width  and  6  in.  in  height;  that 
plans  for  such  planting  shall  be  submitted  to  the  Park  De¬ 


partment  and  approved  by  them  for  material  and  arrange¬ 
ment;  that  the  balance  of  the  plot  where  not  occupied  by 
accessory  building,  planting  and  pumps  shall  be  paved  with 
concrete,  Colprovia,  or  other  similar  impervious  material ; 
that  the  gasoline  pumps  shall  be  not  nearer  than  15  ft.  to  the 
street  building  line  of  North  Conduit  avenue  or  Springfield 
boulevard ;  that  there  shall  be  no  pumps  or  entrance  from 
144th  avenue;  that  all  pumps  shall  be  of  the  type  and  design 
as  approved  by  the  Park  Department  for  use  on  parkways ; 
that  entrances  shall  be  restricted  to  three  from  North  Con¬ 
duit  boulevard  and  two  from  Springfield  boulevard,  each  not 
exceeding  25  ft.  in  width;  that  the  curb  cuts  opposite  shall 
be  of  similar  width;  that  signs  shall  be  restricted  to  per¬ 
manent  signs  attached  to  the  accessory  building  and  to  the 
illuminated  globes  of  the  pumps  and  to  post  standards  for 
brand  signs,  excluding  all  temporary  signs  and  roof  signs; 
that  such  signs  shall  be  submitted  to  and  approved  by  the 
Park  Department;  that  the  post  standards  for  supporting 
brand  signs  shall  be  within  the  building  line;  that  such 
signs  may  be  illuminated,  provided  they  advertise  only  the 
brand  of  gasoline  on  sale ;  that  during  the  term  of  this  per¬ 
mit  the  premises  shall  be  used  for  no  other  uses  than  herein 
permitted;  that  no  motor  vehicle  repairing  shall  be  carried 
on ;  that  there  shall  be  no  parking  or  storage  of  cars  other 
than  those  being  serviced ;  that  the  greasing  equipment  shall 
be  of  the  hydraulic  type;  that  the  boiler-room  shall  be  con¬ 
structed  of  incombustible  material  and  be  separated  from 
the  balance  of  the  building  and  be  enterable  only  from  the 
exterior ;  that  complete  working  drawings,  in  accordance 
with  the  requirements  of  this  resolution,  shall  be  submitted 
for  approval  to  the  chairman  prior  to  filing  same  with  the 
borough  superintendent  of  buildings;  that  such  plans  shall 
be  filed  within  one  (1)  month  from  the  date  of  this  resolu¬ 
tion,  and  after  approval  of  same,  all  permits  required  shall 
be  obtained  and  all  work  involved  completed  within  one  (1) 
year  thereafter. 


375-40-BZ. 

APPLICANT — Thomas  O’Rourke  Gallagher,  for  Walter 
A.  Beaudel,  owner  (Beaudel  Brothers,  lessee). 
SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  sections  7a,  7c  and 
21  of  the  building  zone  resolution,  to  permit  in  a 
residence  use  district  the  alteration  and  reconstruc¬ 
tion  of  an  existing  gasoline  service  station. 
PREMISES  AFFECTED — 144-12  Springfield  boulevard, 
northwest  corner  of  North  Conduit  avenue,  and 
186-08  144th  avenue,  southwest  corner  of  Spring- 
field  boulevard  (Block  No.  3816,  Lot  No.  76  and 
part  of  Lot  No.  63),  Springfield  Gardens,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  Thomas  O’Rourke  Gallagher,  Wal¬ 
ter  A.  Beaudel  and  Lauritz  Lauritzen. 

For  Opposition:  S.  M.  Rapps  and  Harold  Klor- 
fein.  Department  of  Parks. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(375-40-BZ) 

Whereas,  Thomas  O’Rourke  Gallagher,  for  Walter  A. 
Beaudel,  owner  (Beaudel  Brothers,  lessee),  filed  April  11, 
1940,  an  application  under  sections  7a,  7c  and  21  of  the 
building  zone  resolution,  to  permit  in  a  residence  use  dis¬ 
trict  the  alteration  and  reconstruction  of  an  existing  gasoline 
service  station;  premises  144-12  Springfield  boulevard 
(Block  No.  3816,  Lot  No.  76  and  part  of  Lot  No.  63), 
Springfield  Gardens,  Borough  of  Queens;  and 
Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
December  3,  1940,  after  due  notice  by  publication  in  the 
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Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

W hereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  North  Conduit  avenue  is  in  a 
residence  use  district;  Springfield  boulevard  is  in  a  residence 
and  business  use  district;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  New  Building  Application  No.  1468-40,  dated 
June  2/,  1940,  reads: 

“1.  The  erection  of  a  gasoline  service  station  within 
a  residence  use  district  is  contrary  to  Art.  2,  Sec.  3  of 
the  Building  Zone  Resolution.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  with 
frontage  of  159  ft.  6  in.  on  Springfield  boulevard  and  125  ft. 
on  North  Conduit  avenue,  ocupied  as  a  gasoline  service  sta¬ 
tion  ;  there  is  located  on  the  plot  a  small  one-story  stucco 
office  building,  14  ft.  2^  in.  by  8  ft.  2)4  in.;  a  frame  two- 
car  garage,  14  ft.  by  2D  ft.  in  area,  which  is  now  occupied  as 
greasing  pits,  and  an  old  frame  building  14  it.  2  in.  by  30 
ft.  in  area  occupied  as  an  auto  accessory  store;  it  is  pro¬ 
posed  to  remove  these  buildings  and  to  remodel  the  station 
as  shown  on  plans  filed;  and 

Whereas,  the  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  c,  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution  and  that  the 
application  be  and  it  hereby  is  granted,  under  section  7c 
thereof,  to  permit  the  existing  gasoline  station  to  be  re¬ 
arranged  and  reconstructed  substantially  as  indicated  on  re¬ 
vised  plans  marked  “Received  December  2,  1940”;  that  all 
buildings  now  on  the  premises  shall  be  removed  or  recon¬ 
structed  as  proposed;  that  the  accessory  building  shall  be 
constructed  of  incombustible  materials,  except  that  the  roof 
beams  and  roof  boarding  may  be  of  wood,  provided  the 
roof  is  surfaced  with  natural  slate  or  approved  heavy  as¬ 
bestos  shingles;  that  the  ceilings  shall  be  fire-retarded 
throughout  in  accordance  with  the  rules  of  the  Board  of 
Standards  and  Appeals;  that  the  door  frames  and  doors 
may  be  of  wood;  that  any  windows  on  the  lot  line  shall  be 
fireproof,  glazed  with  wire  glass  and  be  self-closing  or  shall 
have  the  openings  filled  with  approved  glass  block;  that  the 
accessory  building  shall  be  substantially  in  accordance  with 
the  design  as  shown  on  plans  marked  “Received  December 
2,  1940,”  and  shall  be  constructed  on  the  exterior  of  face 
brick,  left  unpainted;  that  the  plot  shall  be  leveled  substan- 
tiall  to  the  grade  of  North  Conduit  boulevard  and  Spring- 
field  boulevard  and  have  a  retaining  wall  constructed  along 
the  westerly  lot  line  continuously  from  North  Conduit 
boulevard  to  144th  avenue;  that  gasoline  pumps  erected 
shall  be  not  nearer  than  12  ft.  to  North  Conduit  boulevard 
or  nearer  than  18  ft.  to  the  street  building  line  of  Spring- 
field  boulevard,  as  proposed  to  be  widened,  except  that 
until  the  proposed  widening  of  Springfield  boulevard  is  ac¬ 
complished,  the  pumps  shown  paralleling  Springfield  boule¬ 
vard  may  be  erected  not  nearer  than  20  ft.  to  the  present 
street  building  line  of  Springfield  boulevard;  that  planting 
shall  be  arranged  as  indicated  on  plans  marked  “Received 
December  2,  1940”;  that  in  the  event  of  the  widening  of 
Springfield  boulevard,  a  planting  area  shall  be  established 
at  the  intersection  of  Springfield  boulevard  and  North  Con¬ 
duit  avenue  for  a  distance  of  not  less  than  10  ft.  along  each 
street  building  line;  that  during  the  term  of  this  permit 
the  premises  shall  be  used  for  no  other  use  than  as  herein 
permitted,  and  as  a  sales  room  in  the  rear  building  for  ac¬ 
cessories  and  a  single-car  garage  for  the  owner;  that  there 
shall  be  no  motor  vehicle  repairing  on  the  premises  and 
there  shall  be  no  parking  or  storage  of  cars  other  than 
those  being  serviced;  that  entrances  shall  be  restricted  to 
two  (2)  from  Springfield  boulevard  not  exceeding  25  ft. 
in  width  each  and  two  to  North  Conduit  boulevard  of  sim¬ 
ilar  width,  with  curb  cuts  opposite  of  similar  width,  except 
that  there  may  be  a  curb  cut  to  permit  entrance  directly  to 


the  private  one-car  garage  on  144th  avenue;  that  no  signs 
shall  be  permitted,  except  permanent  signs  attached  to  the 
accessory  building  and  to  the  illuminated  globes  of  the 
pumps,  excluding  all  temporary  and  roof  signs,  but  permit¬ 
ting  the  erection  of  post  standards  within  the  building  line 
for  supporting  signs,  which  may  be  illuminated,  advertising 
only  the  brand  of  gasoline  on  sale;  that  such  signs  shall  be 
restricted  to  locations  within  the  plot  at  the  intersection  of 
North  Conduit  boulevard  and  Springfield  boulevard  and  the 
intersection  of  Springfield  boulevard  and  144th  avenue; 
that  all  such  signs  shall  be  as  approved  by  the  Park  De¬ 
partment  under  requirements  of  law  and  shall  not  extend 
beyond  the  building  line;  that  the  gasoline  pumps  and  ped¬ 
estals  shall  be  of  the  type  and  design  approved  by  the  Park 
Department  for  use  on  parkways;  that  where  not  occupied 
by  the  accessory  building,  planting  and  pumps,  the  entire 
surface  of  the  premises  shall  be  paved  with  cement,  Col- 
provia  or  other  similar  impervious  material,  properly  pitched 
to  provide  ground  drainage;  that  unless  the  greasing  equip¬ 
ment  is  of  the  hydraulic  type,  any  grease  pits  installed  shall 
be  ventilated  by  means  of  ducts  from  the  bottom  of  the  pit 
through  the  roof  by  a  motor-driven  fan  of  the  type  as  ap¬ 
proved  for  explosive  atmospheres ;  that  the  boiler-room 
shall  be  at  the  grade  level,  except  for  the  necessary  pit  to 
provide  pitch  and  shall  be  constructed  of  fireproof  material 
and  separated  from  the  balance  of  the  building  and  enterable 
only  from  the  exterior ;  that  complete  working  drawings,  in 
accordance  with  the  requirements  of  this  resolution,  shall  be 
submitted  for  approval  to  the  chairman  prior  to  filing  same 
with  the  borough  superintendent  of  buildings ;  that  after 
such  approval  all  permits  required  shall  be  obtained  and  all 
work  completed  within  one  (1)  year  thereafter. 


512-40-BZ. 

APPLICANT — Henry  Nordheim.  for  Salvatore  Rullo, 
owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  sections  7b,  7c  and 
21  of  the  building  zone  resolution,  to  permit,  partly 
in  a  business  use  district  and  partly  in  an  unre¬ 
stricted  use  district,  the  conversion  of  occupancy 
of  a  building  to  a  motor  vehicle  repair  shop. 
PREMISES  AFFECTED — 2623  Roberts  avenue,  north 
side,  100  ft.  west  of  Blondell  avenue,  and  1409  Blon- 
dell  avenue  (Block  No.  4074,  Lot  Nos.  22  and  29), 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Henry  Nordheim,  Salvatore  Rullo 
and  Samuel  Rullo. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

THE  RESOLUTION— 

(512-40-BZ) 

Whereas,  Henry  Nordheim.  for  Salvatore  Rullo,  owner, 
filed  May  14,  1940,  an  application  under  sections  7b,  7c  and 
21  of  the  building  zone  resolution,  to  permit,  partly  in  a 
business  use  district  and  partly  in  an  unrestricted  use  dis¬ 
trict,  the  conversion  of  occupancy  of  a  building  to  a  motor 
vehicle  repair  shop ;  premises  2623  Roberts  avenue,  north 
side,  100  ft.  west  of  Blondell  avenue,  and  1409  Blondeil 
avenue  (Block  No.  4074,  Lot  Nos.  22  and  29),  Borough  of 
The  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
December  3,  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Roberts  avenue  and  Halperin  ave¬ 
nue  are  in  business  and  unrestricted  use  districts ;  Blondell 
avenue  is  in  an  unrestricted  use  district;  Williamsbridge 
road  is  in  a  business  use  district;  and 
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Whereas,  the  decision  of  the  borough  superintendent  of 
puildings,  on  an  application  for  a  certificate  of  occupancy, 
dated  May  8,  1940,  reads : 

“Please  be  advised  that  your  application  for  a  Cer¬ 
tificate  of  Occupancy  for  the  use  of  the  one-story  brick, 
(non-fireproof)  building  at  above  location,  as  a  Motor 
Vehicle  Repair  Shop,  is  denied,  as  the  premises  is  with¬ 
in  a  business  district  as  established  by  the  Amended 
Building  Zone  Resolution,  where  such  occupancy  is  con¬ 
trary  to  Article  2,  Section  4  of  said  resolution.” 
and 

Whereas,  the  premises  consist  of  an  irregular  shaped 
plot  of  ground  with  a  frontage  of  43  ft.  on  Roberts  avenue, 
34  ft.  on  Blondell  avenue  and  a  distance  of  164  ft.  along  the 
north  lot  line;  the  Roberts  avenue  frontage  of  the  plot  is 
located  in  the  unrestricted  use  district  while  the  remainder 
of  the  plot  is  in  the  business  use  district ;  upon  the  Blondell 
avenue  frontage  of  the  plot  there  is  located  a  two-story 
frame  dwelling  while  on  the  westerly  portion  of  the  plot 
there  is  located  a  two-car  garage  and  a  one-story  non- 
fireproof  building,  25  ft.  by  approximately  40  ft.  in  area;  it 
is  proposed  to  use  this  latter  building  as  a  motor  vehicle 
repair  shop;  and 

Whereas,  the  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  deemed  that  there  was  insufficient 
basis  for  the  use  of  its  discretion  under  the  provisions  of 
section  7,  subdivisions  b  and  c,  of  the  building  zone  reso¬ 
lution,  and,  further,  that  the  applicant  had  failed  to  sub¬ 
stantiate  a  basis  of  appeal  under  section  21  of  the  building 
zone  resolution,  and  was,  therefore,  not  entitled  to  relief  on 
the  grounds  of  practical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  dated  May  8,  1940,  be  and  it  hereby  is  affirmed 
and  that  the  application  be  and  it  hereby  is  denied, 

879-40-BZ. 

APPLICANT — H.  I.  Feldman,  for  Boiaz  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Application  (  re  decision  of  the  acting  borough 
superintendent  of  buildings),  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  residence 
use  district  the  alteration  and  conversion  of  occu¬ 
pancy  of  part  of  a  multiple  dwelling  to  business  use 
(stores). 

PREMISES  AFFECTED — 2081  Grand  Concourse,  north¬ 
west  corner  of  East  180th  street  (Block  No.  3161, 
Lot  No.  30),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  S.  N.  Alderman. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 


Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

THE  RESOLUTION— 

(879-40-BZ) 


Whereas,  H.  I.  Feldman,  for  Boiaz  Realty  Corporation, 
owner,  filed  August  30,  1940,  an  application  under  section 
21  of  the  building  zone  resolution,  to  permit  in  a  residence 
use  district  the  alteration  and  conversion  of  occupancy  of 
part  of  a  multiple  dwelling  to  business  use  (stores)  ;  prem¬ 
ises  2081  Grand  Concourse,  northwest  corner  of  East  180th 
street  (Block  No.  3161,  Lot  No.  30),  Borough  of  The 
Bronx ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
December  3,  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Grand  Concourse,  Creston  avenue, 
East  180th  street  and  East  181st  street  are  each  in  residence 
srd  business  use  districts;  and 


Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Alteration  Application  No.  425-40,  dated  June 
20,  1940,  reads: 

“A-l  :  Stores  proposed  are  unlawful.  Article  2.  Sec¬ 
tion  3,  Zone  Resolution. 

NOTE:  Building  site  is  entirely  within  a  ‘Residence 
District.’  ” 

and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  with  a  93  ft.  8  in.  frontage  on  Grand  Concourse 
and  100  ft.  on  East  180th  street,  five  stories  and  basement 
in  height ;  it  is  proposed  to  alter  and  to  convert  the  occupancy 
of  part  of  the  basement  story  of  the  existing  multiple 
dwelling  to  business  use  (stores)  ;  and 
Whereas,  the  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  deemed  that  the  applicant  failed  to 
substantiate  a  basis  of  appeal  under  section  21  of  the  building 
zone  resolution,  and  was,  therefore,  not  entitled  to  relief  on 
the  grounds  of  practical  difficulty  and  unnecessary  hard¬ 
ship. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  on  Alteration  Application  No.  425-40,  Objec¬ 
tion  No.  1,  be  and  it  hereby  is  affirmed  and  that  the  appli¬ 
cation  be  and  it  hereby  is  denied. 


951-40-BZ. 

APPLICANT — Lama  and  Proskauer.  for  Italian  Center  of 
Queens,  Incorporated,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  section  7c  of  the 
building  zone  resolution,  to  permit  in  a  business 
use  district,  extending  into  a  residence  use  district, 
the  erection  of  a  building  to  be  used  as  office, 
auditorium,  banquet  rooms,  club  rooms  and  kitchen. 
PREMISES  AFFECTED — 102-31  Queens  boulevard,  south¬ 
east  corner  of  68th  avenue  (Block  No.  2137,  Lot 
No.  8),  Forest  Hills,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  Cornelius  G. 
De  Loca. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock.  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(951-40-BZ) 

Whereas,  Lama  and  Proskauer,  for  Italian  Center  of 
Queens,  Incorporated,  owner,  filed  October  1,  1940,  an  ap¬ 
plication  under  section  7c  of  the  building  zone  resolution,  to 
permit  in  a  business  use  district,  extending  into  ai  residence 
use  district,  the  erection  of  a  building  to  be  used  as  office, 
auditorium,  banquet  rooms,  club  rooms  and  kitchen :  prem¬ 
ises  102-31  Oueens  boulevard,  southeast  corner  of  68th  ave¬ 
nue  (Block  No.  2137,  Lot  No'.  8),  Forest  Hills,  Borough  of 
Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
December  3,  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas.,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Queens  boulevard  is  in  a  business 
and.  residence  use  district :  68th  a  venue  is  in  a  residence  and 
business  use  district ;  68th  road  is  in  a  residence  use  dis¬ 
trict ;  Yellowstone  boulevard  is  in  a  business  use  district; 
and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  New  Building  Application  No.  3186-40,  dated 
September  23,  1940.  reads: 

“3.  Building  carried  on  as  a  business  and  extending 
partly  in  a  residence  district  is  contrary  to  Section  3 
of  the  Zone  Law.” 
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and 

Whereas,  the  proposed  building  will  be  of  Class  3  con¬ 
struction  with  a  frontage  of  63  ft.  3  in.  and  a  depth  of  104 
ft.  11  in.,  two  stories  in  height;  a  small  irregular  shaped 
area  of  the  building,  having  a  frontage  of  approximately  4 
ft.  6  in.  on  68th  avenue,  is  located  in  a  residence  use  district, 
while  the  remainder  of  the  building  is  in  a  business  use  dis¬ 
trict  ;  it  is  proposed  to  use  the  building  as  office,  auditorium, 
kitchen,  banquet  and  club  rooms ;  and 

Whereas,  the  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7c 
of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution  and  that 
the  application  be  and  it  hereby  is  granted,  under  section  7c 
thereof,  to  permit  the  extension  of  the  proposed  use  into  the 
more  restricted  district,  as  indicated  on  plans  and  statement 
filed  herewith,  on  condition  that  such  portion  of  the  prem¬ 
ises  within  the  residential  use  area  shall  be  used  solely  for 
rear  yard  and  brick-enclosed  stairway  in  connection  with 
the  building  and  shall  remain  otherwise  unbuilt  upon,  as 
indicated ;  that  the  main  floor  shall  be  constructed  of  Class 
1  or  Class  2  construction  ;  that  in  all  other  respects  the 
building  and  occupancy  shall  comply  with  all  laws,  rules  and 
regulations  applicable  thereto  as  modified  by  the  Board  on 
this  date  under  Cal.  No.  1019-40-A. 


1028-40-BZ. 

APPLICANT — Aymar  Embury  II,  for  Metropolitan  Jockey 
Club,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  sections  21  and  7a 
of  the  building  zone  resolution,  to  permit  in  a  resi¬ 
dence  use  district  the  alteration  and  extension  of 
business  buildings  used  in  conjunction  with  a  race 
track. 

PREMISES  ’  AFFECTED— 163-24  and  165-10  Baisley 
boulevard,  south  side,  200  ft.  ea,st  of  New  York 
boulevard  (Block  No.  3300,  Lot  No.  2),  Jamaica, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  David  J.  Brown,  Aymar  Embury 
II,  Louis  Jensen,  Lillian  Smith  and  Helen 
Bauer. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  Q 


THE  RESOLUTION— 

(1028-40-BZ) 

Whereas.  Aymar  Emburv  II,  for  Metropolitan  Jockey 
Club,  owner,  filed  October  24.  1940,  an  application  under 
sections  21  and  7a  of  the  building  zone  resolution,  to  permit 
in  a  residence  use  district  the  alteration  and  extension  of 
business  buildings  used  in  conjunction  with  a  race  track; 
premises  163-24  and  165-10  Baislev  boulevard,  south  side 
200  ft.  east  of  New  York  boulevard  (Block  No.  3300,  Lot 
No.  2),  Jamaica,  Borough  of  Queens;  and 
Wtierfas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
December  3,  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Baisley  boulevard  is  in  a  business 
use  district;  129th  avenue  is  in  a  residence  and  business  use 
district;  New  York  boulevard  is  in  a  business  use  district; 
165th  street  is  in  a  residence  and  business  use  district;  166th 
street  is  in  a  residence  and  business  use  district;  167th 
street  is  in  a  residence  and  business  use  district';  168th 


street  is  in  a  residence  and  business  use  district;  169th 
street  is  in  a  residence  and  business  use  district;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  New  Building  Application  No.  6786-1940, 
dated  October  11,  1940,  reads: 

“The  extension  of  a  business  building  in  a  residence 
district  is  contrary  to  Article  2,  Section  3  of  the  zoning 
law.” 

and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  New  Building  Application  No.  6787,  dated 
October  11,  1940,  reads: 

“The  erection  of  a  business  building  in  a  residence 
district  is  contrary  tot  article  2,  section  3  of  the  Zoning 
Law.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground 
bounded  by  New  York  boulevard,  Baisley  boulevard,  the 
right-of-way  of  the  Long  Island  Railroad  and  (generally) 
134th  avenue;  occupied  as  a  race  track  by  the  Metropolitan 
Jockey  Club;  it  is  proposed  to  remove  part  of  the  westerly 
portion  of  the  existing  paddock  and  to  erect  a  two-story 
building,  35  ft.  bv  80  ft.  in  area,  to  be  used  as  a  jockey 
house ;  also,  to  remove  existing  buildings,  to  remodel  and 
extend  the  grandstand,  as  shown  on  plans  filed  with  this 
application ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7c 
of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted,  under  section  7c  there¬ 
of,  on  condition  that  the  buildings  as  proposed  shall  not  be 
further  extended  in  height  and  area,  and  that  in  all  other 
respects  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto  as  modified  by  the  Board  under  Cal.  No. 
1029-40-A;  that  all  permits  required  shall  be  obtained  and  all 
work  completed  within  one  (1)  year  from  the  date  of  this 
resolution. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 
1019-40-A. 

APPLICANT — Lama  and  Proskauer.  for  Italian  Center  of 
Queens,  Incorporated,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 102-31  Queens  boulevard,  south¬ 
east  corner  of  68th  avenue  (Block  No.  2137,  Lot 
No.  8).  Forest  Hills,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  Cornelius  G. 
De  Loca. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(1019-40-A) 

Whereas,  Lama  and  Proskauer,  for  Italian  Center  of 
Queens,  Incorporated,  owner,  filed  October  23,  1940.  an 
appeal  from  a  decision  of  the  borough  superintendent  of 
buildings;  premises  102-31  Queens  boulevard,  southeast 
corner  of  68th  avenue  (Block  No.  2137,  Lot  No.  8),  Forest 
Hills,  Borough  of  Queens;  and 
W hereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  New  Building  Application  No.  3186-40,  dated 
September  23,  1940.  reads: 

“1.  Building  is  over  5,000  square  feet  in  area,  must 
be  fireproof  as  required  by  Sec.  4.2.1. 

2.  Building  is  over  20  ft.  in  height  must  be  fire¬ 
proof  as  required  by  Sec.  4.2.1.” 
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and 

Whereas,  the  proposed  building  will  be  63  ft.  3  in  by 
104  ft.  11  in.  in  area,  two  stories  (34  ft.  6  in.)  in  height- 
of  Class  3.  construction ;  located  in  a  business  and  residence 
use  district,  and  be  occupied:  basement,  banquet  and  club 
room,  boiler-room  and  kitchen,  150  persons;  first  story, 
auditorium.  300  persons ;  second  storv,  office  and  club  rooms 
50  persons;  and  ’ 

Whereas,  the  applicant  contends  that  the  building  is  to  be 
used  for  the  welfare  of  the  entire  Borough  of  Queens ; 
that  in  view  of  this,  it  is  respectfully  requested  that  the 
appeal  be  granted. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  on  New  Building  Application  No.  3186-40, 
Objection  Nos.  1  and  2,  be  and  it  hereby  is  modified  and 
that  the  appeal  he  and  it  hereby  is  granted  on  condition  that 
the  building  shall  not  be  increased  further  in  height;  that 
the  secondary  means  of  exit  shown  as  an  exterior  iron 
stairway  shall  be  brick-enclosed;  that  in  all  other  respects 
the  building  shall  meet  all  requirements  of  all  laws,  rules 
and  regulations  applicable  thereto,  including  the  zoning 
resolution,  as  varied  by  the  Board  on  this  date  under  Cal. 


Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  on  New  Building  Application  No.  6787-40, 
Objection  No.  2,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is.  granted,  under  the  authority 
granted  the  Board  under  section  35  of  the  General  City  Law, 
on  condition  that  the  building  shall  otherwise  comply  with 
the  requirements  of  all  laws,  rules  and  regulations  applic¬ 
able  thereto,  including  the  building  zone  resolution,  as  varied 
by  the  Board  under  Cal.  No.  1028-40-BZ,  and  that  such 
permit  is  granted  for  a  term,  of  ten  (10)  years;  that  if 
streets  are  opened  in  the  interim  no  claim  shall  exceed  the 
cost  of  construction  of  the  building  within  the  bed  of  the 
mapped  street,  less  reduction  at  the  rate  of  ten  (10)  per 
cent,  per  annum  of  such  cost  starting  with  the  date  of  com¬ 
pletion  of  such  construction. 


Adjourned,  1  :30  P.M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  DECEMBER  3,  1940. 


1029-40-A. 

APPLICANT  Aymar  Embury  II,  for  Metropolitan  Jockey 
Club,  owner. 

SLBTECT  Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 165-10  Baisley  boulevard,  south 
fue.  t  ft-  east  of  New  York  avenue  (Block  No. 
3300.  Lot  No.  2).  Jamaica,,  Borough  of  Queens 
funder  section  35,  General  City  Law — re  bed  of 
Manned  street). 

APPEARANCES— 

For  Applicant:  Aymar  Embury  II  and  David 
Brown. 

ACTION  or  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative .  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

Negative  .  .  a 

THE  RESOLUTION— 


(1029-40-A) 

Whereas,  Avmar  Embury  IT.  for  Metropolitan  Jockev 
Club,  owner  filed  October  24,  1940.  an  appeal  from  a  deci¬ 
sion.  of  the  borough  superintendent  of  buildings,  pursuant  to 
section  35  of  the  General  City  Law,  for  permission  to  erect 
a  building  m  the  bed  of  mapped  streets  (166th  street,  167th 
stre,et-  lo&h  stj;eet  and  169th  street),  south  of  Baisley  boule¬ 
vard  (Block  No.  3300,  Lot  No.  2),  Jamaica,  Borough  of 
Queens;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  New  Building  Application  No.  6787-40,  dated 
October  11,  1940,  reads: 

~.  The  erection  of  a  structure  in  the  beds  of  mapped 
streets,  is  not  permitted.” 

and 

Whereas,  due  notice  has  been  had  by  publication  in  the 
Bulletin  of  the  Board,  supplemented  by  publication  in  the 
Long  Island  Daily  Press ;  and 

Whereas,  the  proposed  building  will  be  1,160  ft.  by  110 
tt.  in  area  three  stories  (46  ft.)  in  height;  of  Class  3  con¬ 
struction;  located  in  a  residence  use  D  area  district;  occu¬ 
pied  as  a  grandstand  in  connection  with  the  race  track  now 
operated  on  the  premises ;  it  is  proposed  to  remove  part  of 
tie  westerly  portion  of  the  existing  paddock  and  to  erect  a 
two-story  building,  35  ft.  bv  80  ft.  in  area,  to  be  used  as  a 
jockey  house,  and,  also,  to  remove  existing  buildings,  to 
remodel  and  to  extend  the  grandstand,  as  shown  on  maps 
with  this  application ;  and 

Whereas,  the  applicant  contends  that  the  existing  build- 
ngs  are  in  the  bed  of  mapped  streets  and  the  proposed 
nnldings  will  not  cross  any  additional  streets. 


Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Assistant  Chief  McCarthy. 


BUILDING  ZONE  CASES. 

555-40-BZ. 

APPLICANT — Alfred  H.  Eccles,  for  Forest  Hills  Heights 
Corporation,  owner  (Joseph  Kaleel,  lessee). 

SUBJECT  Application  (re  decision  of  the  borough  super- 
int.endent  of  buildings),  under  section  7h  of  the 
building  zone  resolution,  to  permit  in  a  business  use 
district  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles. 

PREMISES  AFFECTED — 100-20  Queens  boulevard  and 
100-34  67th  road  (Ouality  street),  southwest  cor¬ 
ner  (Block  No.  3170,  Lot  No.  31),  Forest  Hills, 
Boroueh  of  Queens. 

APPEARANCES— 

For  Applicant:  Frances  Rochalis. 

ACTION  OF  BOARD — Application  withdrawn  on  re¬ 
quest  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock.  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  q 


675-40-BZ. 

APPLICANT — Toseph  Lau.  for  Abraham  B.  Cox  and 
Henrv  B.  Cannon,  owners. 

SUBJECT  Armlication  (re  decision  of  the  acting  borough 
superintendent  of  buildings),  under  section  7a  of 
the  building  zone  resolution,  to  permit  in  a  business 
use  district  the  conversion  of  occupancy  of  an 
eviefinp-  hnildincr  to  a  motor  vehicle  repair  shop. 

PREMISES  AFFECTED — 1233  Second  avenue,  west  side, 
75  ft.  8  in.  south  of.  East  65th  street  (Block  No. 

.  nil  T  ot  No.  25), -  Borough  of  Manhattan. 

APPEARANCES— 

For  Annlicant:  None. 

ACTION  OF  BOARD — Application  withdrawn  on  written 
renuest. 


THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock.  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  q 


330-22- BZ. 

APPLICANT-  Paul  Friedman,  for  Kings  Highway  Com¬ 
munity  Corporation,  owner  (Community  Amuse¬ 
ment  Corporation,  lessee). 
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SUBJECT — Application  for  consideration — reopening  and 
rehearing  on  new  proposal — re  Application  (deci¬ 
sion  of  the  borough  superintendent  of  buildings), 
under  sections  7c  and  21  of  the  building  zone  reso¬ 
lution,  to  permit  the  extension  and  change  of  use 
of  an  existing  building  now  occupied  as  bowling 
alleys,  library,  stores,  auditorium  and  meeting 
room  to  stores,  motion  picture  theatre  with  marquee 
and  signs,  extending  from  a  business  use  district  into 
a  residence  use  district,  and  to  permit  the  proposed 
rear  extension  to  occupy  a  portion  of  the  rear  yard 
in  excess  of  that  permitted  by  section  17(a)  of  the 
building  zone  resolution  (previously  denied^. 

PREMISES  AFFECTED— 1663-1669  East  17th  street, 
east  side,  57  ft.  2 in.  south  of  Kings  highway 
(Block  No.  6780,  Lot  No.  55),  Borough  of  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant :  Paul  Friedman. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure,  and  set  for  hearing  December  31, 
1940,  at  10  A.M. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  . .  0 


168-29-BZ. 

APPLICANT — Interborough  Engineering  Company,  for 
Frank  Memola,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment — re  decision  of  the  borough  superin¬ 
tendent  of  buildings — re  Application  previously 
granted  on  condition  under  section  21  of  the  build¬ 
ing  zone  resolution,  permitting  in  a  business  use 
district  the  erection  and  maintenance  of  a  gasoline 
service  station. 

PREMISES  AFFECTED— 1810-1816  East  177th  street, 
southwest  corner  of  Taylor  street  (Block  No.  3881, 
Lot  No.  21),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Ribelle  Perotto. 

ACTION  OF  BOARD — -Request  to  reopen  denied. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock  and  Assistant 

Chief  McCarthy  .  2 

Negative  Commissioners  Savage  and  Blum  ....  2 


475-31-BZ. 

APPLICANT — Allen  A.  Blaustein,  for  Jennie  Gironi. 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment — re  additional  use  (re  decision  of  the 
borough  superintendent  of  buildings),  under  sec¬ 
tions  21  and  7i  of  the  building  zone  resolution,  to 
permit  in  a  business  use  district  the  change  of  oc¬ 
cupancy  of  a  garage  for  more  than  five  (5)  motor 
vehicles  (previously  granted  by  the  Board)  to 
garage  for  more  than  five  (5)  motor  vehicles  and 
motor  vehicle  repair  shop. 

PREMISES  AFFECTED — 76-78  East  28th  street,  west 
side,  153  ft.  9Jd  in.  south  of  Albemarle  road  (Block 
No.  5129,  Lot  Nos.  15  and  16),  Borough  of  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Allen  A.  Blaustein. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


763-38-BZ. 

APPLICANT — Herman  Kron,  for  New  York  Telephone 
Company,  owner  (Jacob  Goldstein,  lessee). 
SUBJECT — Application  for  consideration — reopening  anc 
rehearing — based  on  alleged  new  facts — re  Applica¬ 
tion  (decision  of  the  acting  borough  superintendenl 
of  buildings),  under  sections  7h  and  21  of  th< 
building  zone  resolution,  to  permit  in  a  business 
use  district,  for  a  temporary  period  of  not  mor< 
than  two  (2)  years,  the  parking  and  storage  o 
more  than  five  (5)  motor  vehicles  (previously 
denied). 

PREMISES  AFFECTED— 728  and  732-744  Second  ave 
nue,  east  side,  24.8  ft.  south  of  East  40th  street 
and  303  East  39th  street  (Block  No.  945,  Lot  Nos 
1,  4  and  6),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Herman  Kron  and  Bernard  F 
Stern. 

ACTION  OF  BOARD — Request  to  reopen  withdraw 
without  prejudice. 

THE  VOTE  TO  WITHDRAW  REQUEST  TO  RE 
OPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  . 

Negative  . 


68-36-BZ. 

APPLICANT — Lama  and  Proskauer,  for  Joseph  P.  Day 
Incorporated,  owner. 

SUBJECT— Application  for  consideration— reopening  an 
extension  of  time— re  Application  (decision  of  th 
commissioner  of  buildings),  under  section  21  of  th 
building  zone  resolution,  permitting  in  a  residenc 
use  C  area  district  the  erection  and  maintenanc 
of  a  garage  for  more  than  five  (5)  motor  vehick 
and,  also,  the  omission  of  the  required  rear  yard. 
PREMISES  AFFECTED— 40-48  Brighton  11th  stre< 
(Hoff  street),  west  side,  314  ft.  11  in.  south  c 
Neptune  avenue  (Block  No.  7516,  Lot  No.  2386 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

ACTION  OF  BOARD — Application  reopened  and  tin 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME — 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  . 

Negative  . 

THE  RESOLUTION— 

(68-36-BZ) 

Whereas,  this  application,  affecting  premises  40 
Brighton  11th  street  (Hoff  street),  west  side,  314  ft.  11  i 
south  of  Neptune  avenue  (Block  No.  7516,  Lot  No.  2386 
Borough  of  Brooklyn,  was  granted  by  the  Board  June 
1936,  on  certain  conditions,  time  extended  June  2,  193 
May  24,  1938,  and  December  19,  1939,  and  applicant  r 
quests  a  further  extension  of  time  to  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  do 
hereby  amend  the  resolution  adopted  by  the  Board  on  Jui 
2,  1936,  only  so  far  as  it  has  reference  to  the  completion  i 
work,  so  that  as  amended  this  portion  of  the  resolution  shs 
read : 

“that  all  permits  required  shall  be  obtained  and  a 
work  completed  within  one  (1)  year  from  the  date  >. 
this  amended  resolution 


170-36-BZ. 

APPLICANT— Nathan  A.  Goldenthal,  for  Michael  J.  Sh< 
and  Hannah  Shea,  owners. 

SUBJECT — Application  for  consideration — reopening  ar 
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extension  of  permit — re  Application  (decision  of  the 
commissioner  of  buildings),  under  section  21  of  the 
building  zone  resolution,  permitting  in  a  residence 
use  district  the  occupancy  of  a  portion  of  a  plot 
of  ground  as  an  open  air  parking  space  for  more 
than  five  (5)  motor  vehicles  and,  also,  permitting 
the  conversion  of  occupancy  of  an  existing  structure 
on  the  plot  to  three  (3)  three-car  garages  for  a 
temporary  period. 

PREMISES  AFFECTED — 25-13  35th  street,  east  side, 
92.04  ft.  south  of  Astoria  boulevard  (Block  No. 
633,  Lot  Nos.  30,  31  and  32),  Long  Island  City, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Martin  M.  Goldenthal. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  . .  0 


THE  RESOLUTION— 

(170-36-BZ) 

Whereas,  Nathan  A.  Goldenthal,  for  Michael  J.  Shea 
and  Hannah  Shea,  owners,  filed  June  4,  1936,  an  appli¬ 
cation  under  the  building  zone  resolution,  to  permit  in  a 
residence  use  district  the  occupancy  of  a  portion  of  a  plot 
of  ground  as  an  open  air  parking  space  for  more  than 
five  (5)  motor  vehicles  and,  also,  to  permit  the  conversion 
of  occupancy  of  an  existing  structure  on  the  plot  to  three 
three-car  garages;  premises  25-13  35th  street,  east  side,  92.04 
ft.  south  of  Astoria  boulevard  (Block  No.  633,  Lot  Nos. 
30,  31  and  32),  Long  Island  City,  Borough  of  Queens; 
and 

Whereas,  this  application  was  granted  by  the  Board 
February  9,  1937,  the  term  of  the  permit  extended  Novem¬ 
ber  6,  1938,  on  certain  conditions,  and  applicant  requested  a 
further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  of  February  9,  1937,  as  amended 
November  6,  1938,  only  so  far  as  it  refers  to  the  term  of 
the  permit,  so  that  as  amended  the  resolution  shall  read : 

" Resolved ,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution 
and  that  the  application  be  and  it  hereby  is  granted, 
under  section  7.  subdivision  h  thereof,  for  a  temporary 
term  of  two  (2)  years  from  the  date  of  this  amended 
resolution,  to  permit  six  existing  one-car  garages  lo¬ 
cated  on  the  rear  of  the  lot  to  be  used  for  storage  of 
pleasure  motor  vehicles,  on  condition  that  the  three  ad¬ 
ditional  existing  one-car  garages  shall  be  used  as  legally 
permitted  under  the  zone  resolution ;  that  the  balance 
of  the  premises  shall  not  be  used  for  the  storage  or 
parking  of  cars  or  for  any  other  use  that  is  non-con¬ 
forming  in  the  residential  use  district ;  that  the  existing 
tool  house  located  at  the  front  of  the  property  toward 
the  south  shall  be  removed ;  that  the  existing  wire  mesh 
fence  on  the  lot  lines  and  on  the  street  line  shall  be 
maintained  in  good  repair  with  not  more  than  the  two 
existing  entrances  from  the  street;  that  this  variation 
shall  continue  only  so  long  as  the  premises  remain  in 
the  ownership  and  control  of  the  present  owner  and  in 
no  event  beyond  the  two-year  period  herein  granted ; 
that  no  sign  shall  be  maintained  and  no  lights  for  the 
general  illumination  of  the  premises  installed.” 


262-37-BZ. 

APPLICANT — Henry  W.  Schober,  for  Herbert  H.  Peters, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  commissioner  of  buildings),  under  sections  7h 


and  21  of  the  building  zone  resolution,  permitting, 
partly  in  a  business  use  district  and  partly  in  a  resi¬ 
dence  use  district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 21-11  Menahan  street,  north 
side,  101.67  ft.  east  of  Grandview  avenue  (Block 
No.’  2204,  Lot  Nos.  68,  71  and  80).  Ridgewood, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Henry  W.  Schober. 

ACTION  OF  BOARD— Application  reopened  and  permit 
extended.  „ 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

Negative  .  ^ 

THE  RESOLUTION— 

(262-37-BZ) 

Whereas  Henry  W.  Schober,  for  Herbert  H.  Peters, 
owner,  filed’ June  4,  1937,  an  application  under  sections  /h 
and  21  of  the  building  zone  resolution,  to  permit,  partly  in  a 
business  use  district  and  partly  in  a  residence  use  district, 
for  a  temporary  period  of  not  more  than  two  (2)  years,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles: 
premises  21-11  Menahan  street,  north  side,  101.67  ft.  east 
of  Grandview  avenue  (Block  No.  204,  Lot  Nos.  68,  71  and 
80) ,  Ridgewood,  Borough  of  Queens ;  and 

Whereas,  this  application  was  granted  by  the  Board 
October  4,  1938,  for  a  temporary  term  of  two  (2)  years 
under  section  7h  of  the  building  zone  resolution,  and  the 
applicant  requested  an  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  October  4,  1938,  only 
so  far  as  it  has  reference  to  the  term  of  the  permit,  so  that 
as  amended  this  portion  of  the  resolution  shall  read : 

“granted  for  a  temporary  term  of  two  (2)  years  from 
the  date  of  this  amended  resolution .” 


454-37-BZ. 

APPLICANT— Lama  and  Proskauer,  for  Mary  A.  Breslin 
and  Elsie  F.  Breslin.  owners  (Joseph  Papagno, 


lessee) .  . 

SUBJECT — Application  for  consideration— reopening  and 
extension  of  permit— re  Application  (decision  of  the 
acting  borough  superintendent  of  buildings) ,  under 
sections  7h  and  21  of  the  building  zone  resolution, 
permitting,  partly  in  a  business  use  district  and 
partly  in  a  residence  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 9105-9115  Third  avenue,  east 
side,  31  ft.  4J4  in.  south  of  91st  street,  and  310-320 
91st  street  (Block  No.  6086,  Lot  No.  6),  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  Joseph  Papagno. 

ACTION  OF  BOARD — Application  reopened  and  permit 


extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT — 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

Negative  .  u 

THE  RESOLUTION— 

(454-37-BZ) 


Whereas,  Lama  and  Proskauer,  for  Mary  A.  Breslin 
and  Elsie  F.  Breslin,  owners  (Joseph  Papagno,  lessee), 
filed  September  22,  1937,  an  application  under  sections,  /h 
and  21  of  the  building  zone  resolution,  to  permit,  partly  in  a 
business  use  district  and  partly  in  a  residence  use  district, 
for  a  temporary  period  of  not  more  than  two  (2)  years,  the 
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parking-  and  storage  of  more  than  five  (5)  motor  vehicles* 
premises  9105-9115  Third  avenue,  east  side,  31  ft.  4 %  in’, 
south  of  91st  street,  and  310-320  91st  street  (Block  No. 
6086,  Lot  No.  6),  Borough  of  Brooklyn;  and 

Whereas,  this  application  was  granted  by  the  Board 
January  10,  1939,  on  certain  conditions,  for  a  temporary 
term  of  two  (2)  years  under  sections  7 h  and  21  of  the 
building  zone  resolution ;  and 

Whereas,  the  applicant  requested  an  extension  of  the 
permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals'  does 
hereby  amend  the  resolution  adopted  on  January  10,  1939, 
so  that(  as  amended  the  resolution  shall  read : 

Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution 
and  that  the  application  be  and  it  hereby  is  granted 
under  section  7h,  for  a  temporary  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to  per¬ 
mit  the  premises  under  appeal  to  be  used  for  the  park¬ 
ing  and  storage  of  more  than  five  (5)  motor  vehicles, 
on  condition  that  only  automobiles  of  the  pleasure-car 
type  shall  be  so  stored  or  parked;  that  the  plot  shall  be 
leveled  to  the  grade  of  the  surrounding  streets  and  sur¬ 
faced  with  steam  cinders  or  other  material  suitably 
rolled  and  bound  to  prevent  dusting ;  that  there  shall  be 
erected  on  the  interior  lot  lines,  where  walls  of  existing 
buildings  do  not  occur,  substantial  fences ;  that  a,  similar 
fence,  shall  be  erected  on  91st  street  with  no  opening 
therein  to  91st  street;  that  the  sole  entrance  to  the 
property  shall  be  from  Third  avenue;  that  on  the  Third 
avenue  building  line  a  substantial  fence  shall  be  erected, 
which  may  consist  of  the  existing  billboards,  which  may 
be  continued  on  the  Third  avenue  frontage  during  the 
term  of  this  variance ;  that  no  additional  signs  shall  be 
erected  on  the  premises  other  than  a  sign  at  the  entrance 
advertising  the  parking  use,  such  sign  not  to  exceed 
15  sq.  ft.  in  area;  that  during  the  term  of  this  variance 
the  plot  shall  be  used  for  no  other  use  than  that  herein 
permitted ;  that  proper  aisles  for  easy  access  and  egress 
shall  be  maintained  at  all  times ;  that  no  buildings  shall 
be  erected  on  the  premises,  except  a  building  not  over 
150  sq.  ft.  in  area  and  one  story  in  height,  which  may 
be  of  frame  construction,  as  an  office  and  shelter  for  the 
attendant.,  that  such  portable  fire-fighting  appliances 
shall  be  installed  as  the  fire  commissioner  may  direct ; 
that  the  curb  cut  opposite  the  entrance  shall  not  exceed 
15  ft.  in  width.” 


608-37-BZ. 

APPLICANT— Patrick  J.  Keating  (lessee),  for  First 
Methodist  Episcopal  Church,  owner. 

SUBJECT  Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  commissioner  of  buildings),  under  sections  7h 
and  21  of  the  building  zone  resolution,  permitting, 
partly  in  a  business  use  district  and  partly  in  a 
residence  use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 142-17  Roosevelt  avenue,  north 
side,  150.83  ft.  east  of  Union  street  (Block  No. 

APPEARANCES—0’  ^  ’  Flushing’  Borough  of  Queens. 
For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

Negative  .  0 

THE  RESOLUTION— 

(608-37-BZ) 

Whereas.  Patrick  J.  Keating,  for  First  Methodist  Epis¬ 


copal  Church,  owner,  filed  December  21,  1937,  an  appli¬ 
cation  under  sections  7h  and  21  of  the  building  zone  reso¬ 
lution,  to  permit,  partly  in  a  business  use  district  and  partly 
in  a  residence  use  district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  premises  142-17  Roosevelt 
avenue,  north  side,  150.83  ft.  east  of  Union  street  (Block 
No.  5020,  Lot  No.  49),  Flushing,  Borough  of  Queens;  and 
Whereas,  this  application  was  granted  by  the  Board 
October  18,  1938,  on  certain  conditions,  under  sections  7h 
and  21  of  the  building  zone  resolution,  for  a  temporary  term 
of  two  (2)  years,  and  the  applicant  requested  an  extension 
of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  October  18,  1938, 
so  that  as  amended  the  resolution  shall  read: 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution 
and  that  the  application  be  and  it  hereby  is  granted 
under  section  7,  subdiznsion  h,  of  the  building  zone  reso¬ 
lution,  for  a  temporary  term  of  two  (2)  years  from  the 
date  of  this  amended  resolution,  to  permit  the  premises 
under  appeal  to  be  used  for  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles,  on  condition  that 
only  cars  of  the  pleasure-car  type  shall  be  stored  cr 
parked ;  that  all  existing  buildings  shall  be  removed 
from  the  premises,  except  there  may  be  a  building  not 
over  one  story  in  height,  of  frame  construction,  not 
over  150  sq.  ft.  in  area,  used  solely  as  an  office  and 
shelter  for  attendant;  that  during  the  term  of  this 
variance  the  lot  shall  be  used  for  no  other  uses  than 
herein  permitted;  that  the  lot  shall  be  graded  substan¬ 
tially  to  the  level  of  Roosevelt  avenue  and  shalf  be 
covered  with  steam  cinders  or  clean  gravel  or  other 
suitable  material,  properly  rolled  and  bound  to  prevent 
dusting ;  that  there  shall  be  erected  on  the  interior  and 
street  building  lines  a  substantial  woven-wire  fence, 
not  less  than  6  ft.  in  height,  except  for  one  entrance  to 
Roosevelt  avenue  not  exceeding  20  ft.  in  width ;  that 
curb  cut  opposite  shall  not  exceed  20  ft.  in  width’;  that 
the  curb  where  now  broken  down  shall  be  restored, 
except  for  the  herein  permitted  curb  cut;  that  any 
lights  erected  for  general  illumination  shall  be  so  placed 
as  to  reflect  toward  the  center  of  lot,  using  metallic 
reflectors,  and  reflecting  away  from  adjoining  occu¬ 
pancies  ;  that  proper  aisles  shall  be  maintained  fit  all 
times  for  easy  access  and  egress ;  that  such  portable 
fire-fighting  appliances  shall  be  provided  as  the  fire 
commissioner  shall  direct.” 


1197-38-BZ. 


Art'LlLAN  1 — Edgar  J.  Moeller,  for  Three  Fourteen 
West  Thirty-Fourth  Street  Corporation,  owner 
(Allen  Kerr,  lessee). 

SUBJECT  Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  . borough  superintendent  of  buildings),  under 
section  7h.  of  the  building  zone  resolution,  permitting 
in  a  retail  use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 314-318  West  34th  street,  south 
side,  225  ft.  west  of  Eighth  avenue  (Block  No. 
757,  Lot  Nos.  46,  47  and  48),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 


For  Applicant:  Edgar  J.  Moeller. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 


1658 


MINUTES 


Negative  .  0 

THE  RESOLUTION— 

(1197-38-BZ) 

Whereas,  Edgar  J.  Moeller,  for  Three  Fourteen  West 
Thirty-Fourth  Street  Corporation,  owner  (Allen  Kerr, 
lessee),  filed  December  23,  1938,  an  application  under  sec¬ 
tion  7h  of  the  building  zone  resolution,  to  permit  in  a  retail 
use  district,  for  a  temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  314-318  West  34th  street,  south 
side,  225  ft.  west  of  Eighth  avenue  (Block  No.  757,  Lot 
Nos.  46,  47  and  48),  Borough  of  Manhattan;  and 

Whereas,  this  application  was  granted  by  the  Board 
February  15,  1939,  on  certain  conditions,  and  the  applicant 
requested  an  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  February  15.  1939, 
only  so  far  as  it  has  reference  to  the  term  of  permit,  so 
that  as  amended  this  portion  of  the  resolution  shall  read : 
“granted  for  a  temporary  term  of  two  (2)  years  from 
the  date  of  this  amended  resolution 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

821 -40- A. 

APPLICANT — Samuel  Rosenblum,  for  Fanny  Leon,  owner 
(Joe’s  Automotive  Electric  Service,  Incorporated, 
lessee) . 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner  and  a  decision  of  the  borough 
superintendent  of  buildings. 

PREMISES  AFFECTED — 436  West  57th  street,  south 
side,  300  ft.  east  of  11th  avenue  (Block  No.  1066, 
Lot  No.  50),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  Rosenblum. 

For  Administration:  Fred  Dahlem,  Department  of 
Housing  and  Buildings,  and  Inspector  Meyer, 
Fire  Department. 

ACTION  OF  BOARD— Laid  over  to  December  10.  1940, 
at  2  P.M.,  for  applicant  to  correct  plans. 


602-40- A. 

APPLICANT — Paul  Friedman,  for  Kings  Highway  Com¬ 
munity  Corporation,  owner  (Community  Amuse¬ 
ment  Corporation,  lessee). 

SUBJECT — Application  for  consideration — reopening  and 
rehearing  on  new  proposal — re  Appeal  from  a  de¬ 
cision  of  the  borough  superintendent  of  buildings 
(previously  withdrawn). 

PREMISES  AFFECTED— 1663-1669  East  17th  street, 
east  side,  57  ft.  2^2  in.  south  of  Kings  highway 
(Block  No.  6780,  Lot  No.  55),  Borough  of  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Paul  Friedman. 

ACTION  OF  BOARD— Appeal  reopened,  restored  to  Cal¬ 
endar  and  set  for  hearing  December  31,  1940’,  at 
10  A.M. 

THE  VOTE  TO  REOPEN.  RESTORE  TO  CALEN¬ 
DAR  AND  SET  FOR  HEARING— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

Negative  .  0 


11 27-40- A. 

APPLICANT— New  Era  Management  Corporation,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 80-88  Hugh  J.  Grant  Circle, 
south  side,  95.69  ft.  west  of  East  177th  street,  and 


1925  Newbold  avenue  (Block  No.  3795,  Lot  No.  9), 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  None. 

For  Administration :  M.  C.  E.  Theide,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn  without  argu¬ 
ment. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

Negative  .  0 


969-40-A. 

APPLICANT — Lama  and  Proskauer,  for  Benjamin  J. 
Friedman,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 366  Kingston  avenue,  west 
side.  95  ft.  6  in.  north  of  Crown  street  (Block  No. 
1292  Lot  No.  44),  Borough  of  Brooklyrf. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  Benjamin  J. 
Friedman. 

For  Administration :  Morris  Hannes,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  ^ 

Negative  .  0 

THE  RESOLUTION— 

(969-40-A) 

Whereas,  Lama  and  Proskauer,  for  Benjamin  J.  Fried¬ 
man.  owner,  filed  October  4,  1940,  an  anneal  from  a  decision 
of  the  borough  superintendent  of  buildings ;  premises  366 
Kingston  avenue,  west  side,  95  ft.  6  in.  north  of  Crown 
street  (Block  No.  1292,  Lot  No.  44),  Borough  of  Brook¬ 
lyn  :  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Alteration  Application  No.  2718-40,  dated  No¬ 
vember  14,  1940,  reads: 

“1.  Proposed  extension  of  gasoline  service  station  in 
a  business  use  district  is  contrary  to  Art.  II,  Sec.  4(a) 
of  Zone  Resolution.” 

and 

Whereas,  Violation  No.  1867-40  was  issued  April  30, 
1940,  for  occupying  these  premises  contrary  to  section  2. 1.3.1 
of  the  Building  Code  and  section  C26-181.0  of  the  Adminis¬ 
trative  Code  in  that  the  building  is  being  occupied  as  a  gas 
selling  station  without  a  certificate  of  occupancy;  and 
Whereas,  the  premises  consist  of  a  plot  32  ft.  3$^  in. 
by  40  ft.  in  area :  located  in  a  business  use  C  area  district : 
upon  the  plot  there  exists  a  two-story  Class  3  building,  24 
ft.  in  height  and  24  ft.  6  in.  by  40  ft.  in  area ;  erected  in 
1921,  and  occupied:  cellar,  ordinary  use;  first  story,  store; 
second  story,  one  family ;  it  is  proposed  to  be  occupied : 
cellar,  same;  first  storv,  store  and  gasoline  selling  station; 
second  story,  one  family ;  and 

Whereas,  Certificate  of  Occupancy  No.  56944  was  issued 
for  restaurant,  beautv  parlor  and  one-familv  dwelling;  and 
Whereas,  the  applicant  contends  that  this  is  an  appeal 
made  to  clarify  a  discrepancy  existing  between  the  records 
of  the  Department  of  Housing  and  Ruildines  and  those  of 
the  Eire  Department:  that  on  April  30,  1940.  the  owners 
received  a  violation  from  the  Department  of  Housing  and 
Buildings  to  procure  a  certificate  of  occupancy  for  a  gasoline 
selling  station :  that  application  for  the  certificate  was  made 
under  Alteration  Application  No.  2718-40  describing  the 
premises  as  ‘‘Beginning  at  a  point  on  the  west  side  of  King¬ 
ston  avenue  distant  95  ft.  6  in.  north  from  corner  formed 
by  the  intersection  of  Kingston  avenue  and  Crown  street 
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running  thence  south  32  ft.  3)4  in.,  thence  east  40  ft.  to  the 
point  or  place  of  beginning” ;  that  the  Fire  Department 
records  show  the  area  to  be  27  ft.  by  100  ft. ;  that  in 
view  of  the  foregoing  facts,  it  is  respectfully  requested  that 
this  appeal  be  granted. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  on  Alteration  Application  No.  2718-40,  Objec¬ 
tion  No.  1,  be  and  it  hereby  is  viodified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  existing 
gasoline  pump  and  tank  shall  not  be  extended  beyond  its 
present  location  on  Lot  No.  44,  Block  No.  1292,  having  a 
frontage  of  32  ft.  3)4  in.  on  Kingston  avenue  and  a  depth 
of  40  ft.,  being  removed  a  distance  of  95  ft.  6  in.  northerly 
from  the  intersection  of  Crown  street  and  Kingston  ave¬ 
nue  ;  that  the  certificate  of  occupancy  shall  be  issued  for  the 
premises  in  question  if  found  to  comply  with  all  laws,  rules 
and  regulations  in  all  respects ;  that  the  Fire  Department 
records  shall  be  corrected  to  conform  with  the  above ;  that 
the  certificate  of  occupancy  relating  to  the  adjoining  prem¬ 
ises  at  No.  368  Kingston  avenue  shall  be  corrected  accord¬ 
ingly,  such  premises  having  a  frontage  of  20  ft.  4  in.  and 
being  located  75  ft.  2  in.  northerly  from  the  corner  formed 
by  the  intersection  of  Crown  street  and  Kingston  avenue. 


992-40-A. 

APPLICANT — James  J.  Deegan,  for  Anton  Heiss,  owner. 
SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 522  East  133rd  street,  south 
side,  300  ft.  west  of  St.  Ann’s  avenue  (Block  No. 
2260,  Lot  No.  7),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  James  J.  Deegan. 

For  Administration:  Inspector  Meyer,  Fire  De¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(992-40-A) 

Whereas,  James  J.  Deegan,  for  Anton  Heiss,  owner, 
filed  October  11,  1940,  an  appeal  from  an  order  of  the  fire 
commissioner;  premises  522  East  133rd  street,  south  side, 
300  ft.  west  of  St.  Ann’s  avenue  (Block  No.  2260,  Lot  No. 
7),  Borough  of  The  Bronx;  and 
Whereas,  the  order  of  the  fire  commissioner,  Order  No. 
23484-LC.  dated  September  11,  1940;  reads: 

“Before  a  permit  may  be  issued  for  you  to  conduct  a 
technical  establishment,  the  following  must  be  done: 

1.  Provide  an  approved  buried  storage  system  for  the 
reception  of  reclaimed  solvents.  Note:  Plan  to  be  filed 
with  and  approved  by  the  Department  of  Housing  and 
Buildings. 

2. _  Provide  a  fireproof  room  in  which  to  keep  solvent 
awaiting  reclamation. 

7.  Provide  a  fixed  fire  extinguishing  system  or  other 
means  for  the  extinguishment  of  fire  satisfactory  to  the 
Fire  Commsisioner.” 

and 

Whereas,  the  building  is  one  story  (12  ft.  6  in.)  in 
height,  19  ft.  4  in.  by  22  ft.  in  area;  of  Class  5  construction; 
located  in  an  unrestricted  use  district;  erected  in  1919,  and 
occupied  as  a  welding  shop,  two  persons;  it  is  proposed  to 
be  occupied  for  the  refining  of  solvents,  two  persons ;  no 
certificate  of  occupancy  has  been  issued;  and 
Whereas,  the  applicant  contends,  as  to  Objection  No.  1, 
that  the  reclaimed  solvent  is  not  stored  on  the  premises  but 
is  packed  in  drums  or  cans  directly  upon  completion  of  the 
refining  process  and  shipped  immediately ;  that  cans  and 
drums  containing  solvent  remain  on  the  premises  only  until 
a  trucking  service  picks  up  same  for  delivery  to  their  des¬ 


tinations ;  that,  as  to  Objection  No.  2,  n®  storage  room 
is  needed  for  the  incoming  solvents  as  they  are  put  in  the 
refining  process  directly  upon  receipt;  that,  as  to  Objection 
No.  7,  this  item  is  appealed  from  due  to  the  fact  that  the 
applicant  does  not  understand  what  is  required. 

Resolved,  that  the  order  of  the  fire  commissioner,  Order 
No.  23484-LC,  as  to  Objection  No.  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  reclaimed  solvent  shall  be  stored  in  steel 
drums  in  the  open  air  on  the  unbuilt  upon  portion  of  the 
lot ;  that  materials  received  prior  to  reclaiming  shall  be 
similarly  stored  in  steel  drums;  that  at  no  time  shall  there 
be  more  than  two  (2)  drums  of  material,  prior  to  or  after 
reclaiming,  stored  within  the  building;  that  each  of  the  two 
existing  stills  shall  be  equipped  with  a  relief  valve  venting 
to  the  outer  air ;  that  such  safety  valves  are  to  be  set  to 
blow  off  at  twenty  pounds  and  that  such  portable  fire¬ 
extinguishing  appliances  shall  be  maintained  as  the  fire  com¬ 
missioner  shall  direct;  that  there  shall  be  no  opening  con¬ 
necting  the  space  in  which  the  high  pressure  steam  boiler  is 
located  and  the  reclaiming  operation;  that  such  boiler-room 
enclosure  shall  be  enterable  solely  from  the  outside,  and  the 
partitions  between  the  two  sections  of  the  buildings  shall  be 
protected  by  means  of  asbestos  sheets  against  the  corrugated 
iron  to  make  it  as  nearly  vapor-proof  as  possible,  and  that 
the  other  items  of  Order  No.  23484-LC  thereto  shall  be 
complied  with,  and  granted  for  a  term  of  two  (2)  years 
from  the  date  of  this  resolution ;  that  the  building  shall  not 
be  increased  in  height  or  area,  and  in  all  other  respects 
shall  comply  with  all  laws,  rules  and  regulations  applicable 
thereto. 

1099-40- A. 

APPLICANT — W.  J.  McCoy,  Jr.,  engineer,  for  Worthing¬ 
ton  Pump  and  Machinery  Corporation,  for  Stanley 
Mark  Strand  Corporation,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 212-216  West  48th  street,  south 
side,  140.4  ft.  west  of  Broadway  (Block  No.  1019, 
Lot  No.  46),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  W.  J.  McCoy,  Jr.  and  William  F. 
Bishop. 

For  Administration:  Inspector  Meyer,  Fire  De¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE—  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(1099-40- A) 

Whereas,  W.  J.  McCoy  Jr.,  engineer,  for  Worthington 
Pump  and  Machinery  Corporation,  for  Stanley  Mark  Strand 
Corporation,  owner,  filed  November  19,  1940,  an  appeal 
from  an  order  and  a  decision  of  the  fire  commissioner; 
premises  212-216  West  48th  street,  south  side,  128  ft.  west 
of  Broadway  (Block  No.  1019,  Lot  No.  46),  Borough  of 
Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  Order  No. 
23289-LC,  dated  August  27,  1940,  reads: 

‘‘Before  a  permit  may  be  issued  for  you  to  operate  or 
maintain  a  refrigerating  plant,  the  following  must  be 
done: 

4.  Conduct  the  discharge  from  pressure  relief  valves 
to  the  outer  air.  Note:  Applies  to  (2)  Class  B  sys¬ 
tems  containing  2000  lbs.  and  68  lbs.  F  12.” 

and 

Whereas,  said  order  was  referred  to'  in  a  decision  of  the 
fire  commissioner  dated  October  17,  1940;  and 
Whereas,  jthe  building  is  five  stories  (60  ft.)  in  height, 
75  ft.  by  47.7  ft.  in  area;  of  Class  6  construction:  erected 
in  1914;  located  in  a  retail-1  use  district;  equipped  with  a 
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standpipe  and  a  sprinkler  system,  and  occupied:  cellar, 
shipping  and  machinery  room,  4  persons;  first  story,  office 
and  store,  10  persons;  second  story,  photographic  studio,  10 
persons;  third  and  fourth  stories,  same,  10  persons  each 
floor;  fifth  story,  same.  5  persons;  and 

Whereas,  the  refrigerating  system  involved  is  a  260-ton 
centrifugal  system  to  provide  cooled  water  which  is  used  to 
air-condition  the  Strand  Theatre;  the  equipment  consists  of 
a  centrifugal  compressor  driven  by  a  300  horsepower  motor, 
a  44  in.  diameter  bv  13  ft.  long  Freon-11  tubular  cooler  and 
a  36 44  in.  diameter  by  13  ft.  long  Freon-11  tubular  condenser 
with  flash  tank  and  safety  devices ;  the  tubular  cooler  and  the 
condenser  are  equipped  with  safety  relief  valves  located  on 
top  of  the  vessels  and  set  to  operate  at  fifteen  pounds;  the 
complete  operating  charge  for  the  system  is  1,800  pounds 
of  Freon-11;  and  .  . 

Whereas,  the  applicant  contends  that  the  Administrative 
Code  does  not  distinguish  between  irritating  and  non¬ 
irritating  refrigerants  and  does  not  specifically  cover  the 
venting  of  safety  devices  to  outside  the  building  on  systems 
using  Freon-11  refrigerant;  that  the  proposed  amendment  to 
the  Administrative  Code  distinguishes  between  irritating  and 
non-irritating  refrigerants  and  does  not  require  the  venting 
of  safety  valves  to  outside  of  buildings  for.  systems  using 
Freon  refrigerants;  that  the  physical  properties  of  Freon-11 
refrigerant  obviate  the  necessity  of  venting  safety  valves  to 
the  outside  of  buildings;  and  . 

Whereas,  proposed  Local  Law  Introductory  296,  intro¬ 
duced  June  21,  1940,  in  relation  to  air  cooling  and  refrigera¬ 
tion  systems  is  now  under  consideration  by  the  Council  and 
under' its  terms  in  section  09-103.0,  paragraph  g,  a  relief 
valve  is  not  required  to  be  piped  to  the  outside  of  the  build¬ 
ing  where  the  refrigerant  used  is  listed  in  Group  I  as  estab¬ 
lished  under  section  C19-98.0 ;  and 

Whereas,  the  refrigerant  proposed  is  Freon-11,  which  is 
among  those  included  in  Group  I. 

Resolved,  that  the  order  of  the  fire  commissioner,  Order 
No.  23289-LC,  Item  No.  4,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that,  as  to  the  requirement  appealed  from,  the  installation 
shall  comply  with  the  requirements  of  proposed  Local  Law 
Introductory  No.  296,  introduced  June  21,  1940,  and  that 
in  all  other  respects  the  installation  shall  comply  with  the 
requirements  of  the  Administrative  Code  therefor  and  the 
system  shall  be  maintained  to  the  satisfaction  of  the  fire 
commissioner. 


11 22-40- A. 

APPLICANT— Market  Fur  Dressing  Company,  Incor¬ 
porated  (lessee),  for  Advance  Estates,  Incorporated, 
owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 153-159  West  27th  street,  north 
side,  106  ft.  2)4  in.  east  of  Seventh  avenue  (Block 
No.  803,  Lot  No.  7),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  A.  Henry  Fox. 

For  Administration:  Fred  Dahlem,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  . 

THE  RESOLUTION— 

(1122-40- A) 

Whereas,  Market  Fur  Dressing  Company,  Incorporated, 
for  Advance  Estates,  Incorporated,  owner,  filed  November 
26,  1940,  an  appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings;  premises  153-159  West  27th  street, 
north  side,  106  ft.  2)4  in.  east  of  Seventh  avenue  (Block  No. 
803,  Lot  No.  7),  Borough  of  Manhattan;  and 


Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Application  No.  931-40,  dated  November  13, 
1940,  reads: 

“2.  Show  height  of  6th  floor  above  street  level. 

Note  the  height  exceeds  50  ft.;  installation  is  contrary 

to  rule  8.3.2  oil  burner  rules. 

3.  Line  from  pump  in  basement  to  burner  shows  Vi 

copper  tubing,  same  contrary  to  rule  7.1.2.” 

Whereas,  the  building  is  twelve  stories  (145  ft.)  m 
height,  99  ft.  by  99  ft.  in  area;  of  Class  1  construction; 
equipped  with  a  standpipe  and  sprinkler  system ;  located  in 
an  unrestricted  use  district;  erected  in  1912,  and  occupied, 
cellar,  boiler-room  and  storage,  6  persons;  first  story,  stores, 
30  persons ;  second  story,  paper  box  manufacturing,  60  per¬ 
sons ;  third  story,  furrier,  printer  and  paper,  60  persons; 
fourth  story,  furrier,  50  persons;  fifth  story,  furrier,  50  per- 
sons ;  sixth  story,  fur  skin  dressers,  60  persons ;  seventh 
story  fur  and  embroidery,  50  persons;  eighth  story,  fur, 
cloaks  and  suits,  50  persons;  ninth  story,  fur  and  embroid¬ 
ery,  50  persons ;  tenth  story,  furs,  50  persons ;  eleventh 
story,  furs.  50  persons ;  twelfth  story,  furs  and  dresses,  50 

persons;  and  ,  .  .  ... 

Whereas,  the  applicant  contends  that  the  nature  ot  the 

business  requires  the  use  of  steam ;  that  in  order  to  produce 
steam  they  installed  a  boiler  fired  by  No.  2  fuel  oil;  that  as 
the  quantity  of  oil  necessary  to  continuously  operate  the 
burner  is  greater  than  that  permitted  to  be  stored  above  the 
first  story  of  the  building,  a  larger  tank  is  required  ;  that 
this  tank  is  of  a  275  gallons  capacity  and  is  located  in  the 
basement  of  the  premises ;  that  the  oil  from  this  tank  is 
piped  from  the  basement  to  the  sixth  story  by  means  of  an 
approved  Teesdale  pump;  that  the  oil  is  conveyed  through 
heavy  copper  tubing  ()4  in.  diameter — 049  gauge)  encased 
in  1  in.  wrought  iron  nipe  for  protection  against  mechanical 
injury;  that  the  maximum  distance  for  pumping  oil  above 
the  grade  story  under  the  rules  is  50  ft.;  that  the  distance 
above  the  grade  is  60  ft.;  that  the  applicant  is  willing  at 
all  times  to  provide  any  additional  safeguards  that  the 

Board  may  deem  fit.  . 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  on  Application  No.  931-40.  Objection  Nos.  2 
and  3,  be  and  it  hereby  is  modified  and  that  the.  appeal  be 
and  it  hereby  is  granted  on  condition  that  the  installation 
shall  not  exceed  a  total  height  of  60  ft.  above  grade ;  that 
the  copper  tubing  shall  be  encased  in  wrought  iron  piping 
for  protection,  and  that  in  all  other  respects  the  require- 
ments  of  the  Oil  Burner  Rules  of  the  Board  of  Standards 
and  Appeals  shall  be  complied  with  and  the  installation 
maintained  to  the  satisfaction  of  the  fire  commissioner. 


516-34- A. 

\PPLICANT — Haeuser  Shellac  Company,  Incorporated, 
lessee 

SUBJECT — Application  for  consideration— reopening  and 
extension  of  permit — re  Appeal  from  an  order  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 52-64  Warren  street,  south 
side,  214  ft.  west  of  Columbia  street  (Block  No. 
303,’  Lot  No.  1),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Arthur  Haffner. 

ACTION  OF  BOARD — Appeal  reopened  and  permit  ex- 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT — 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  » 

Negative  .  u 

THE  RESOLUTION— 

(216-34-A) 

Whereas,  this  appeal  from  an  order  of  the  fire  com¬ 
missioner,  affecting  premises.  52-64  Warren  street,  south 

side.  214  ft.  west  of  Columbia  street  (Block  No.  303,  Lot 
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No.  1),  Borough  of  Brooklyn,  was  granted  by  the  Board 
June  18,  1935,  for  a  term  of  one  (1)  year,  on  certain  con¬ 
ditions,  the  term  of  the  permit  extended  July  7,  1936,  June 
8,  1937,  as  amended  June  27,  1938,  and  July  5,  1939.  and  the 
applicant  requested  a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  ametid  its  resolution  of  June  18,  1935,  as  last  amended 
by  resolution  adopted  July  5,  1939,  only  so  far  as  it  has  ref¬ 
erence  to  the  term  of  permit,  so  that  as  amended  this  portion 
of  the  resolution  shall  read: 

“granted  for  a  term  of  one  (1)  year  from  June  27, 
1940.” 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 

295-29- S  A. 

APPLICANT — The  Heil  Company,  owner. 

SUBJECT — Application  reopened  November  13.  1940 — re 
amendment  of  resolution  to  include  approval  of  Heil 
Activ-Flame  Oil  Burner,  Models  XI,  X3  and  X6 
(Heil  Combustion  Oil  Burner,  Model  D,  previously 
approved). 

APPEARANCES— 

For  Applicant:  Irving  T.  Hecht. 

ACTION  OF  BOARD- — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(295-29-SA) 

Whereas,  Prossen-Meder  Corporation,  for  Combustion 
Fuel  Oil  Burner  Company,  owner,  filed  April  30,  1929,  an 
application  with  the  Board  of  Standards  and  Appeals  for 
the  approval  of  the  appliance  known  as  the  Combustion  Fuel 
Oil  Burner,  Type  B ;  and 

Whereas,  this  appliance  was  approved  by  vote  of  the 
Board  December  31.  1929,  the  resolution  amended  September 
26,  1933,  so  as  to  permit  the  change  of  name  and  approval 
of  this  burner  to  the  Heil  Combustion  Fuel  Oil  Burner, 
Type  B,  the  resolution  further  amended  December  6,  1938, 
so  as  to  permit  the  marketing  of  this  burner  under  the  name 
of  Dietz  Oil  Burner,  Type  B ;  and 
Whereas,  The  Heil  Company,  owner,  requested  amend¬ 
ment  of  the  resolution  so  as  to  include  approval  of  addi¬ 
tional  models,  XI,  X3  and  X6  and 
Whereas,  this  application  was  reopened  by  vote  of  the 
Board  November  13.  1940,  and  referred  to  the  Committee 
on  Tests  for  test  and  report,  which  report  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

November  25,  1940. 

Re:  Cal.  No.  295-29-SA. 

Subject:  Combustion  Fuel  Oil  Burner,  Type  B,  amend¬ 
ment  of  resolution. 

The  Board  of  Standards  and  Appeals  on  December  3, 
1929,  approved  the  Combustion  Fuel  Oil  Burner,  Type 
B.  On  September  26,  1933,  the  name  of  the  burner 
was  changed  to  Heil  Combustion  Fuel  Oil  Burner, 
Type  B.  On  December  6,  1938,  the  resolution  was 
amended  to  market  the  burner  as  the  Dietz  Oil  Burner, 
Type  B,  which  was  sold  in  four  sizes,  known  as  I.S.S., 
2A,  3  and  4. 

It  is  now  requested  that  the  resolution  be  amended  to 
include  additional  models,  known  as  XI,  X3  and  X6, 
which  differ  in  size  only:  XI  is  two  gallons  per  hour; 
X3,  three  gallons  per  hour;  X6,  six  gallons  per  hour. 
The  new  models  differ  from  the  former  models  and 
sizes  in  the  following  respects:  a  Fuel  Stat  unit  has 
been  substituted  for  individual  pump  regulating  valve 
and  strainer  (Sundstrand  for  XI  and  Webster  for  X3 
and  X6)  with  direct  motor  drive  instead  of  belt  drive, 
a  Leland  or  Marathon  %  horsepower  motor  on  XI  and 


1/6  horsepower  motor  on  X3  and  X6.  The  controls 
consist  of  Minneapolis  Honeywell  or  Heil-Perfect. 
M.H.  RA17 — Protecto-relay  or  5500  D — Heil  Perfect 
M.H.  P104 — Pressure  Control  or  750  D — Heil  Perfect 
M.H.  Till — Thermostat  or  150  D — Heil  Perfect 

With  hot  water  installation  a  Minneapolis  Honeywell 
LI  70  or  Heil  650  D  is  used.  The  oil  used  is  not  heavier 
than  No.  3  U.  S.  Department  of  Commerce  standards. 
The  burners  have  been  approved  by  the  Underwriters’ 
Laboratories,  File  No.  MP505. 

Inspection  and  test  of  this  burner  have  been  made  by 
the  Committee  on  Tests  and  the  burners  found  to  oper¬ 
ate  without  flarebacks  or  undue  carbon  and  when  oil 
was  shut  off  to  check  same,  the  burner  stopped  oper¬ 
ating  in  ninety  seconds. 

On  the  basis  of  the  inspection  and  test,  it  is  recom¬ 
mended  that  the  resolution  adopted  by  the  Board  De¬ 
cember  31,  1929,  as  amended  September  26,  1933,  and 
December  6,  1938,  be  further  amended  to  include  the 
approval  of  the  Heil  Activ-Flame  Oil  Burner,  Models 
XI,  X3  and  X6,  under  the  conditions  set  forth  in  this 
report  and  in  the  resolution  of  December  6,  1938. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 

CHARLES  M.  BLUM, 

Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  December  31.  1929, 
as  last  amended  December  6,  1938,  to  include  approval  of 
the  Heil  Activ-Flame  Oil  Burner,  Models  XI,  X3  and  X6, 
on  condition  that  the  appliance  be  manufactured,  installed, 
labeled,  stamped  or  tagged  in  accordance  with  the  above 
report  and  under  the  conditions  as  set  forth  in  the  resolu¬ 
tion  of  December  6,  1938. 

903-40-SA. 

APPLICANT — Kres-Kno  Oil  Burner  Manufacturing  Com¬ 
pany,  owner. 

SUBJECT — Kres-Kno  Ball  Flame  Domestic  Burner,  Models 
BFTDR,  BFE,  BFToDR.  BFWDR,  BFSE  and 
BFDPR,  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(903-40-SA) 

Whereas,  B.  I.  Stamm,  for  Kres-Kno  Oil  Burner  Manu¬ 
facturing  Company,  owner,  filed  September  11,  1940,  an  ap¬ 
plication  with  the  Board  of  Standards  and  Appeals  for  ap¬ 
proval  of  the  appliance  known  as  the  Kres-Kno  Ball  Flame 
Domestic  Burner,  Models  BFTDR,  BFE,  BFToDR  BFSE, 
BFWDR  and  BFDPR;  and 
Whereas,  this  appliance  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

December  2,  1940. 

Re:  Cal.  No.  903-40-SA. 

Subject:  Kres-Kno  Ball  Flame  Domestic  Burner,  Models 
BFTDR,  BFE,  BFToDR,  BFSE,  BFWDR  and 
BFDPR,  approval  of. 

B.  I.  Stamm,  for  Kres-Kno  Oil  Burner  Manufacturing 
Company,  of  New  York  City,  owner,  filed  September 
11,  1940,  an  application  with  the  Board  of  Standards  and 
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Appeals  for  approval  of  the  Kres-Kno  Ball  Flame  Do¬ 
mestic  Oil  Burner,  as  noted  above,  under  the  provisions 
of  09-57,  Administrative  Code,  and  the  Oil  Burner 
Rules  of  the  Board  of  Standards  and  Appeals. 

The  Ball  Flame  Package  Oil  Burner  is  of  the  mechan¬ 
ical  draft  pot  type  consisting  of  the  following  assembly. 
A  1/40  horsepower  Rodman  Motor,  a  Sorocco  Type 
fan,  an  air  duct  to  the  burner  pot  of  18  gauge  metal,  a 
cast  iron  oil  pot  surrounded  by  a  chrome  steel  airport 
shell,  a  burner  ring  and  a  cast  iron  top  plate  for  inter¬ 
locking  oil  burner  unit  to  air  duct  box. 

The  controls  consist  of  Automatic  Products  or  Detroit 
Lubricator  Constant  Level  Valve  to  control  the  level 
of  the  oil  in  the  pot  and  to  maintain  a  maximum  and 
minimum  flow  of  oil.  A  Detroit  Lubricator  or  General 
Controls  Solenoid  valve  with  a  by-pass  allowing  suf¬ 
ficient  oil  to  flow  to  the  oil  pilot  light  for  ignition  pur¬ 
poses  is  furnished. 

The  burner  is  supplied  from  a  three  or  six-gallon  oil 
tank  located  about  5  ft.  from  the  burner  or  from  a  275- 
gallon  unit. 

The  burner  was  inspected  and  tested  at  56  West  24th 
street.  New  York  City.  Present  at  the  test  was  Com¬ 
missioner  Blum  and  Chief  Engineer  Huber,  represent¬ 
ing  the  Board  of  Standards  and  Appeals,  and  B.  J. 
Stamm  representing  the  manufacturers.  There  were  no 
undue  carbon  deposits  and  no  flareback  and  the  burner 
operated  satisfactorily. 

The  models  specified  differ  only  as  to  controls — 
BFTDR  means  oven  temperature  control,  BFE  means 
solenoid  valve,  BFToDR  thermal  hot  water  control, 
BFSE  thermal  control  for  hot  air  furnaces,  BFWDR 
combination  electric  control. 

As  a  result  of  this  inspection  and  test,  it  is  recom¬ 
mended  that  the  Kres-Kno  Ball  Flame  Package  Oil 
Burner  be  approved  for  use  in  New  York  City  for  do¬ 
mestic  installation  with  fuel  oil  not  heavier  than  No.  3 
U.  S.  Department  of  Commerce  standards,  pro¬ 
vided  the  burner  shall  be  installed  in  accordance  with  the 
Oil  Burner  Rules  of  the  Board  of  Standards  and  Ap¬ 
peals  ;  that  the  burner  shall  have  a  label  permanently 
affixed  reading,  “Approved  by  the  Board  of  Standards 
and  Appeals  for  use  in  New  York  City  under  Cal.  No. 
903-40-SA,”  and  in  addition,  when  the  burned  is  used 
with  three  or  six-gallon  tanks,  the  following  additional 
requirements  shall  be  complied  with : 

1.  When  exposed  oil  piping  is  more  than  8  in.  in 
length  same  shall  be  enclosed  in  iron  or  steel  piping  or 
BX  cable.  Such  piping  shall  be  securely  fastened  to  the 
floor  or  walls  with  non-combustible  fastenings  as  per 
rule  7. 

2.  That  the  stand  supporting  the  burner  in  the  fire 
box  shall  be  securely  bolted  to  the  bottom  thereof. 

3.  The  oil  supply  container  shall  be  securely  anchored 
to  the  floor  and  at  least  60  in.  away  from  the  boiler  in 
which  the  device  is  located. 

4.  Only  approved  safety  cans  shall  be  used  for  the 
storage  of  oil  and  filling  of  oil  containers. 

5.  Floor  beneath  oil  burner  device  shall  be  protected 
by  a  shield  of  at  least  in.  asbestos  or  other  equiva¬ 
lent  material,  this  shield  to  extend  under  and  at  least 
12  in.  beyond  the  outline  of  the  boiler  in  which  the  de¬ 
vice  is  installed. 

7.  The  tank  shall  be  set  rigidly  in  a  cup  shaped  base 
receptacle  of  sufficient  capacity  to  contain  one-third  the 
contents  of  the  tank  in  case  of  leakage. 

8.  That  the  device  shall  be  connected  by  a  suitable 
fluepipe  to  a  legal  chimney  or  to  the  outer  air.  this  flue 
to  be  provided  with  a  suitable  stack  check  to  nullify 
down  draft. 

9.  The  storage  of  oil  shall  be  limited  to  not  more 
than  two  four-gallon  safety  cans  in  reserve  unless  the 
installation  is  made  in  complete  conformity  with  the 
Oil  Burner  Rules. 


10.  The  Board  reserves  the  right  to  add  additional 
requirements  that  are  deemed  necessary. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 

CHARLES  M.  BLUM, 

Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests, 
and 

Whereas,  this  report  recommended  the  apporval  of  this 
appliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Kres-Kno  Ball 
Flame  Domestic  Burner,  Models  BFTDR,  BFE,  BFToDR, 
BFSE,  BFWDR  and  BFDPR,  on  condition  that  the  ap¬ 
pliance  be  manufactured,  installed,  labeled,  stamped  or  tagged 
in  accordance  with  the  above  report. 


948-40- S A. 

APPLICANT — Sanmyer  Corporation,  owner. 

SUBJECT — Hev-E-Oil  Burner,  Models  S-l,  S-2,  S-3  and 
S-4,  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

( 948-40- SA) 

Whereas,  Sanmeyer  Corporation,  owner,  filed  September 
30,  1940,  an  application  with  the  Board  of  Standards  and 
Appeals  for  approval  of  the  appliance  known  as  the  Hev-E- 
Oil  Burner.  Models  S-l,  S-2,  S-3  and  S-4;  and 
Whereas,  this  appliance  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report ;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

December  2,  1940. 

Re:  Cal.  No.  948-40-SA. 

Subject:  Hev-E-Oil  Burner,  Models  S-l,  S-2,  S-3  and 
S-4,  approval  of. 

The  Sanmeyer  Corporation  filed  September  30,  1940, 
an  application  with  the  Board  of  Standards  and  Appeals 
for  approval  of  the  Hev-E-Oil  Burner  under  the  pro¬ 
visions  of  C19-57.0,  Administrative  Code,  and  the  Oil 
Burner  Rules  of  the  Board  of  Standards  and  Appeals. 

This  burner  was  inspected  and  tested  by  the  com¬ 
mittee  of  the  Board  consisting  of  Commissioner  Blum 
and  Chief  Engineer  Huber  and  also  by  Inspector  John¬ 
son  of  the  Division  of  Combustibles  of  the  Fire  De¬ 
partment. 

This  burner  is  of  the  mechanical  draft  pressure 
atomizing  type  in  which  there  has  been  incorporated  a 
small  electric  preheater  for  the  purpose  of  burning  oils 
up  to  and  including  commercial  grade  (U.  S.  Depart¬ 
ment  of  Commerce  standard)  No.  5  fuel  oil. 

The  burner  assembly  consists  of  a  motor  made  by  the 
General  Electric  Company  or  any  other  approved  type 
of  heavy  duty  electric  motor,  a  fuel  oil  pump,  an  air 
pump,  a  blower  pressure  regulating  valve  air  operated 
and  a  strainer,  all  manufactured  by  the  Sanmeyer  Cor¬ 
poration,  the  manufacturers  of  the  burner. 

The  ignition  is  electric,  a  Jefferson  transformer  being 
used. 

The  controls  consist  of  a  Minneapolis-Honeywell 
Protectorelay  R-117  and  a  Pressuretrol  L-404  used  on 
this  installation  because  the  burner  was  used  with  steam 
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boiler.  There  is  a  further  electric  thermal  control  in¬ 
stalled  in  the  end  of  the  oil  discharge  pipe  which  main¬ 
tains  the  oil  continuously  at  a  temperature  of  approx¬ 
imately  104  to  105  degrees  Fahrenheit  in  the  preheater. 

The  preheater  is  further  protected  by  an  electric 
switch  which  in  case  of  overheating  of  the  oil  shuts  off 
the  oil  supply. 

The  regulating  valve  is  actuated  by  means  of  the  air 
pressure  built  up  by  the  primary  and  pump  and  permits 
oil  from  flowing  through  the  preheater  until  approx¬ 
imately  five  to  seven  pounds  of  air  pressure  is  main¬ 
tained.  Thus  the  oil  and  air  supply  is  interlocked  as 
required  by  the  Oil  Burner  Rules  of  the  Board. 

The  burner  was  tested  for  flame  failure  at  two  in¬ 
stallations  and  it  was  found  that  when  the  oil  supply 
was  shut  off  the  control  shut  down  the  burner  in  forty- 
five  to  fifty  seconds. 

The  burner  is  manufactured  in  four  sizes,  known  as 
S-l,  S-2,  S-3  and  S-4.  The  difference  between  them 
being  increased  oil  discharge  and  larger  air  supply  and 
fan. 

As  a  result  of  the  examination  and  test,  it  is  recom¬ 
mended  that  the  Hev-E-Oil  Burner,  Models  S-l,  S-2, 
_S-3  and  S-4  be  approved  for  domestic  and  commercial 
installations  with  fuel  oil  not  heavier  than  No.  5  U.  S. 
Department  of  Commerce  standard,  when  installed  in  ac¬ 
cordance  with  the  Oil  Burner  Rules  and  this  report, 
on  condition  that  all  installations  be  in  charge  of  an 
operator  having  a  certificate  of  fitness  and  that  the 
burner  bear  a  label  permanently  affixed  reading: 

“Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  with  fuel  oil  not  heavier 
than  No.  5,  under  Cal.  No.  948-40-SA.  Installation  of 
this  burner  must  be  in  charge  of  a  person  having  a  cer¬ 
tificate  of  fitness.’’ 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commisioner. 

CHARLES  M.  BLUM, 

Commisioner. 
LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
appliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Hev-E-Oil 
Burner,  Models  S-l,  S-2,  S-3  and  S-4,  on  condition  that 
the  appliance  be  manufactured,  installed,  labeled,  stamped 
or  tagged  in  accordance  with  the  above  report. 


1044-40-SA. 

APPLICANT — William  V.  McDevit,  for  Motor  Wheel 
Corporation,  Duo-Therm  Division,  owner. 
SUBJECT — Duo-Therm  Oil  Burning  Furnace,  Models  No. 

750  and  No.  850,  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  . .  4 

Negative  . . . .  0 


THE  RESOLUTION— 

(1044-40-SA) 

Whereas,  William  V.  McDevit,  for  Motor  Wheel  Cor¬ 
poration,  owner,  filed  October  30,  1940,  an  application  with 
the  Board  of  Standards  and  Appeals  for  approval  of  the 
appliance  known  as  the  Duo-Therm  Oil  Burner  Furnace, 
Models  No.  750  and  No.  850;  and 


Whereas,  this  appliance  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 


REPORT  OF  COMMITTEE  ON  TESTS. 

December  2.  1940. 

Re:  Cal.  No.  1044-40-SA. 

Subject:  Duo-Therm  Oil  Burning  Furnace,  Models  No. 
750  and  No.  850,  approval  of. 

William  V.  McDevit,  for  Motor  Wheel  Corporation, 
of  Lansing,  Michigan,  filed  October  30,  1940,  an  ap¬ 
plication  with  the  Board  of  Standards  and  Appeals  for 
approval  of  the  Duo-Therm  Oil  Burner  Furnace,  Models 
No.  750  and  No.  850,  under  the  provisions  of  C19-57.0, 
Administrative  Code,  and  the  Oil  Burner  Rules  of  the 
Board  of  Standards  and  Appeals. 

These  units  are  natural  draft,  vaporizing  pot  type 
burners  installed  as  an  integral  part  of  a  warm  air 
furnace.  They  are  flue  connected  and  designed  for 
operation  with  a  275-gallon  tank  with  oil  flowing  through 
strainer  needle  valve,  thence  through  a  constant  level 
valve  to  the  oil  outlet  in  the  pot.  The  air  entering 
through  side  walls  at  the  angle  (brass  baffle)  picks  up 
and  mixes  with  the  oil  vapors.  The  ignition  is  manual, 
continuous  oil  flame  is  provided  after  lighting  manu¬ 
ally. 

The  controls  consist  of  Automatic  Products  Constant 
level  valve  type  240.  A  draft  control  is  provided  on 
stack.  The  bowl  of  the  burner  is  made  of  chrome  steel. 
A  fan  is  provided  when  required  to  circulate  the  warm 
air  around  inside  of  furnace  into  the  room.  This  fan 
is  of  the  Sirocco  type  with  1/6  horsepower  motor 
equipped  with  overload  switch  and  provides  850  to  1,200 
cu.  ft.  of  air  circulation. 

Tests  were  made  of  this  burner  at  16  New  Chambers 
street  by  the  committee  of  the  Board  consisting  of 
Commissioner  Blum  and  Chief  Engineer  Huber,  and  it 
was  found  that  there  was  no  abnormal  supply  of  oil  to 
the  burner.  Continuous  oil  pilot  flame  was  not  extin¬ 
guished  by  starting  puffs  or  back  drafts.  No  explosion 
or  puff  backs  during  period  of  tests.  The  constant  level 
valve  operated  efficiently. 

The  burner  has  been  approved  bv  the  Underwriters’ 
Laboratories,  Application  No.  380898  A  Misc.  Pet.  611, 
report  filed  herewith. 

On  the  basis  of  this  inspection  and  test,  it  is  recom¬ 
mended  that  the  Duo-Therm  Oil  Burner,  Models  No. 
750  and  No.  850,  be  approved  for  use  in  New  York  City 
with  domestic  and  commercial  installations  with  fuel  oil 
not  heavier  than  No.  2  U.  S.  Department  of  Commerce 
standards,  when  manufactured  and  installed  in  accord¬ 
ance  with  the  Oil  Burner  Rules  and  this  report,  pro¬ 
vided  that  each  oil  burner  unit  shall  bear  a  label  per¬ 
manently  affixed  reading  as  follows : 

“Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City,  under  Cal.  No.  1044-40-SA.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 

CHARLES  M.  BLUM,. 

Commissioner. 


and 


LESLIE  V.  HUBER. 

Chief  Engineer. 
Committee  on  Tests. 


Whereas,  this  report  recommended  the  approval  of  this 
appliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Duo-Therm  Oil 
Burner  Furnace,  Models  No.  750  and  No.  850,  on  condition 
that  the  appliance  be  manufactured,  installed,  labeled, 
stamped  or  tagged  in  accordance  with  the  above  report. 
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MATERIALS  SUBMITTED  FOR  APPROVAL. 

749-38-SM. 

APPLICANT— Zenitherm  Products,  Incorporated,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
restoration  to  Calendar— re  Zenitherm  (Floor  and 
Wall  Covering),  approval  of  (previously  dismissed 
for  lack  of  prosecution). 

APPEARANCES— 

For  Applicant:  Thomas  P.  Garver. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  Calendar.  „  „  .  , 

THE  VOTE  TO  REOPEN  AND  RESTORE  TO  CAL¬ 
ENDAR— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  . 

Negative  .  ® 


1539-39-SM. 

APPLICANT— Boig  and  Hill,  Incorporated,  for  Mac¬ 
Donald  Hardware  Manufacturing  Company,  owner. 
SUB TECT— Kramer  Vacuum  Breaker,  approval  of. 
APPEARANCES— 


For  Applicant:  None. 

ACTION  OF  BOARD— Application  reopened,  restored  to 
Calendar  and  material  approved  in  accordance  with 
report  of  Committee  on  Tests. 

THE  VOTE  TO  REOPEN,  RESTORE  TO  CALEN¬ 
DAR  AND  APPROVE  MATERIAL — 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  f 

Negative  .  " 

THE  RESOLUTION— 

(1539-39-SM) 

Whereas,  Boig  and  Hill,  for  MacDonald  Manufacturing 
Company,  owner,  filed  December  26,  1939,  an  application 
with  the  Board  of  Standards  and  Appeals  for  approval  of 
the  material  known  as  the  Kramer  Vacuum  Breaker;  and 
Whereas  this  material  was  disapproved  by  vote  of  the 
Board  May  21,  1940;  and 

Whereas,  the  applicant  requested  reopening  of  the  ap¬ 
plication  and  further  consideration  by  the  Board,  on  this 
unit  as  improved;  and 

Whereas,  this  application  was  reopened  by  vote  of  the 

Board;  and  ,  .  ,  _ 

Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 


REPORT  OF  COMMITTEE  ON  TESTS. 

December  2,  1940. 

Re:  Cal.  No.  1539-39-SM. 

Subject:  Kramer  Vacuum  Breaker,  approval  of. 

Boig  and  Hill,  Incorporated,  agents  for  MacDonald 
Hardware  Manufacturing  Company,  of  San  Francisco, 
California,  owner,  filed  December  26,  1939,  an  applica- 
tion  with  the  Board  of  Standards  and  Appeals  for  ap¬ 
proval  of  the  Kramer  Vacuum  Breaker  under  the  pro¬ 
visions  of  C26-1 277.0  (14.8.2.8),  Administrative  Build¬ 
ing  Code. 

The  vacuum  breaker  was  submitted  to  a  test  on  April 
11,  1940,  and  as  a  result  of  its  failure  to  pass  such  test, 
was  disapproved  by  the  Board  on  May  21,  1940^  The 
applicant  has  resubmitted  an  improved  unit.  This  unit 
was  tested  at  the  vacuum  bench  of  the  Department  of 
Water  Supplv.  Gas  and  Electricity  on  October  30,  1940, 
in  the  presence  of  J.  F.  Fitzsimons,  representing  the 
Board  of  Standards  and  Appeals,  H.  Plasse,  represent¬ 
ing  the  manufacturer,  and  Chief  Inspector  Burke  of  the 
Department  of  Water  Supply,  Gas  and  Electricity. 

The  mechanical  principle  of  the  unit  a=  improved  is 
the  same  as  the  unit  disapproved  by  the  Board  Mav  -L 
1940,  the  improved  unit,  however,  increases  the  diameter 


of  the  air  way  to  the  air-port  by  increasing  the  spacing 

between  the  inner  diverting  plate  and  the  body  of  the 
valve.  The  bottom  of  the  elevation  of  the  diverting 
plate  is  also  slightly  raised  to  permit  quicker  air  relief 
to  any  vacuum  between  the  unit  and  the  fixture 

The  unit  as  improved  successfully  withstood  26  in. 
of  mercury  vacuum  and  an  endurance  test  of  five  minutes 
under  23  in.  of  mercury.  The  unit  also  permitted 
proper  flushing  of  the  watercloset  bowl  under  residual 

pressure  of  ten  pounds.  .  , 

On  the  basis  of  the  above  test,  it  is  recommended 
that  the  resolution  of  the  Board  of  May  21,  1940,  be 
amended  so  as  to  approve  the  Kramer  Vacuum  Breaker 
as  improved,  on  condition  that  the  unit  bear  a  label 
reading — “Within  a  circle  around  the  periphery  at  the 
top,  the  word,  “App’vd”  along  the  bottom,  B.S.  & 
A.”  in  the  center  two  lines,  under  line  reading,  N.Y. 
C.”  lower  line  reading,  “1539-39-SM.”  The  Board  re¬ 
serves  the  right  to  retest  this  vacuum  breaker  at  any 

time.  „  .  _  . .  „„ 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM, 

Commissioner. 
LESLIE  V.  HUBER, 

Chief  Engineer. 
Committee  on  Tests. 


Whereas,  this  report  recommended  the  approval  of  this 

^Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  the  Kramer  Vacuum 
Breaker,  as  improved,  on  condition  that  the  material  be 
manufactured,  installed,  labeled,  stamped  or  tagged  in  ac¬ 
cordance  with  the  above  report. 


877-40-SM.  /  .  , 

APPLICANT— R.  Guastavino  Company  (agent),  for  West¬ 
ern  Silicair  Products,  Incorporated,  owner. 
SUBJECT— Silicair  Acoustical  Tile  Units,  approval  of. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  * 

Negative  .  ^ 

THE  RESOLUTION— 

(877-40-SM) 

Whereas,  Western  Silicair  Products,  Incorporated, 
owner,  filed  August  27.  1940,  an  application  with  the  Board 
of  Standards  and  Appeals  for  approval  of  the  material 
known  as  Silicair  Acoustical  Tile  Units;  and 

Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 


REPORT  OF  COMMITTEE  ON  TESTS. 

November  29,  1940. 

Re:  Cal.  No.  877-40-SM. 

Subject:  Silicair  Acoustical  Tile  Units,  approval  of. 

Western  Silicair  Products,  Incorporated,  owner,  filed 
August  27,  1940,  with  the  Board  of  Standards  and  Ap¬ 
peals  an  application  for  approval  of  Silicair  Acoustical 
Tile  Units  under  section  C26-178.0,b  (2. 1.2. 5)  and  for 
use  as  an  incombustible  material  under  the  requirements 
of  C26-88.0  (1.80),  Administrative  Building  Code.. 

Silicair  sound-absorbing  units  are  composed  chiefly 
of  diatomaceous  earth  with  a  binder  of  cementitious 
adhesive  material,  manufactured  into  tile  units  to  be 
used  as  ceiling  or  wall  finish.  Incombustibility  tests 
were  conducted  on  samples  of  the  material  bv  the  Elec¬ 
trical  Testing  Laboratories  (Report  No.  153200- A  filed 
herewith)  in  a  gas  heated  crucible  furnace  of  a  type  as 
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used  for  testing  fireproofed  wood  as  provided  in  C26- 
337.0  (72.3.7),  Administrative  Building  Code.  In  Test 
A  three  specimens  6  x  4  x  ^  in.  were  in  contact  on 
one  face  with  a  flame  temperature  of  1,400  degrees 
Fahrenheit  for  five  minutes.  In  Test  B  three  speci¬ 
mens  3  x  4  x  34  in.  were  put  in  a  space  subjected  to  a 
flame  temperature  of  1,200  degrees  Fahrenheit  for  five 
minutes.  The  specimens  all  glowed  while  in  contact 
with  the  flame  and  on  removal  varied  in  glowing  form 
none  to  ten  seconds  and  in  smoking  from  none  to  three 
minutes  but  at  no  time  did  the  material  flame.  On 
cooling,  the  specimens  were  friable  and  crushed  readily 
under  pressure. 

.  Sound  absorption  tests  were  made  on  Silicair  Acous¬ 
tical  Units  by  the  Bureau  of  Standards,  U.  S.  Depart¬ 
ment  of  Commerce  (Report  dated  August  2,  1940,  filed 
herewith).  Each  sample  consisted  of  seventy-two  units 
12  in.  x  12  in.  and  having  a  thickness  of  in.,  Y\  in. 
and  in.,  respectively.  The  material  was  not  painted. 
When  these  samples  were  tested  they  were  cemented  to 
gypsum  wall  board  which  was  laid  on  the  floor  of  the 
reverberation  chamber. 

The  results  of  the  tests  are  as  follows : 


Frequency 
(  Cycles  per  second) 

128 

256 

512 

1024 

2048 

4096 

Noise  Coefficient 
Weight  in  lbs.  per.  sq.  ft. 


Coefficient  of  Sound  Absorption 
U  "  thick  y  thick  thick 


0.05 

.16 

.52 

.75 

.85 

.84 

.55 

0.51 


0.07 

.19 

.66 

.88 

.85 

.85 

.65 

0.97 


0.08 

.27 

.75 

.91 

.87 

.87 

.70 

1.0 


and 


Adhesives  used  with  this  material  shall  have  an  ad¬ 
hesive  strength  of  not  less  than  V2  lb.  per  sq.  in.  within 
24  hours  of  application.  Such  adhesives  shall  be  water¬ 
proof  and  resistant  to  alkaline  solutions  and  of  such 
natures  that  they  remain  plastic  during  application. 

On  the  basis  of  the  foregoing  data,  the  Committee 
recommends  approval  of  Silicair  Acoustical  Tile  Units, 
V2  in.,  yA  in.  and  Y  in.  thick,  as  sound  absorption  mate¬ 
rials  under  section  C26-178.0,b  (2.1.2.6)  and  as  incom¬ 
bustible  materials  under  C26-88.0  (1.80)  when  applied 
with  approved  acoustical  cement  or  when  hung  from1  an 
approved  mechanical  suspension  system  for  use  in  all 
classes  of  buildings.  It  is  further  recommended  that 
each  package  or  container  of  these  acoustical  materials 
when  used  in  New  York  City  shall  be  marked,  stamped 
or  labeled  as  follows :  “Approved  for  use  in  New  York 
City  by  the  Board  of  Standards  and  Appeals  under 
Cal.  No.  877-40-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM. 

Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests. 


Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Silicair  Acoustical 
Tile  Units,  on  condition  that  the  material  be  manufactured, 
installed,  labeled,  stamped  or  tagged  in  accordance  with  the 
above  report. 


1114-40-SM. 

APPT.ICANT — Carl  E.  Trulock,  owner. 

SUBJECT  Trulock  Safety  Screen  (Combination  Deten¬ 
tion  and  Insect  Screen),  approval  of. 

APPEARANCES— 

For  Applicant:  Carl  E.  Trulock. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 


THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(1114-40-SM) 

Whereas,  Carl  E.  Trulock,  owner,  filed  November  22, 
1940,  an  application  with  the  Board  of  Standards  and  Ap¬ 
peals  for  approval  of  the  material  known  as  the  Trulock 
Safety  Screen ;  and 

Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

November  29,  1940. 

Re:  Cal.  No.  1114-40-SM. 

Subject:  Trulock  Safety  Screen  (Window  Guards) 
(Combination  Detention  and  Insect  Screen),  approval 
of. 

Carl  E.  Trulock,  of  Larchmont.  New  York,  filed  No¬ 
vember  22,  1940,  with  the  Board  of  Standards  and  Ap¬ 
peals)  an  application  for  approval  of  the  material  known 
as  the  Trulock  Safety  Screen  under  the  provisions  of 
section  C26-178.0  (2.1.2.5b),  Administrative  Building 
Code. 

Trulock  Safety  Screens  (window  guards)  are  con¬ 
structed  with  frames  consisting  of  steel  channels  of 
thickness  not  less  than  No.  14  gauge  with  inner  and 
outer  casings  of  not  less  than  No.  16  gauge.  All  corner 
joints  are  welded  and  ground  smooth.  The  outer  casing 
is  welded  to  the  steel  channel  frames  on  the  side  ex¬ 
posed  to  the  occupant  of  the  room,  and  no  screws  are 
used  in  any  portion  of  the  frame  construction  that  is 
exposed  to  the  occupant  of  the  room. 

Shock  absorbers  with  brass  pistons,  hard  bronze  pins 
and  cadmium  plated  springs  made  of  not  less  than  .125 
hard  drawn  steel  wire  ,oil  tempered  assembled  with  cod- 
mium_  plated  screws  and  washers  and  having  a  minimum 
capacity  of  175  pounds  per  x/z  in.  of  movement  are  in¬ 
stalled  within  the  frame  on  all  four  sides  on  approx¬ 
imately  8  in.  centers.  The  mesh  is  attached  to  the  shock 
absorbers  by  means  of  a  shock  distribution  bar  applied 
to  all  four  edges. 

The  mesh  consists  of  wire  of  .028  diameter  of  special 
stainless  steel  alloys  equivalent  to  the  commonly  termed 
18  and  8  composition  and  have  a  tensile  strength  of 
125,000  pounds  per  square  inch,  woven  into  a  mesh  of 
an  open  area  of  43  per  cent,  with  double  crimped  cross¬ 
ings  and  a  tensile  strength  of  not  less  than  800  pounds 
per  linear  inch. 

Where  hinged  screens  are  used,  suitable  hinges  fur¬ 
nished  by  the  screen  manufacturer  are  entirely  concealed 
in  the  screen  frame  and  the  subframe  or  buck,  and  no 
screen  has  less  than  two  hinges.  Locks  are  of  multiple 
bolt  construction  especially  designed  for  this  type  of 
screen  having  two  or  more  bolts  as  required,  all  opera¬ 
ting  from  one  key  station,  and  are  of  a  design  to  pre¬ 
vent  the  locks  from  becoming  inoperative  by  the  inser¬ 
tion  of  foreign  matter  in  the  key  hole  or  cylinders. 
They  are  also  arranged  so  that  the  key  cannot  be  with¬ 
drawn  except  when  the  bolts  are  thrown  in  the  locked 
position.  The  steel  frames  receive  at  least  one  dipped 
factory  coat  baked  on. 

The  following  test  of  a  sample  panel  was  made  by  the 
Department  of  Public  Works,  State  of  New  York  (Re¬ 
port  dated  September  11,  1940,  filed  herewith). 

“The  panel  was  18  in.  by  36  in.  with  five  spring 
assemblies  on  each  side  and  three  at  each  end.  The 
panel  was  placed  horizontally  in  a  compression  test¬ 
ing  machine  with  a  bearing  plate  2  in.  x  2J4  in. 
at  the  center  of  the  panel.  The  load  was  applied 
vertically  and  the  deflection  noted  for  ‘various 
loads’. 
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With  a  load  of  100  pounds  the  deflection  was  .70 
in.,  at  500  pounds  it  was  1.25  in.  and  upon  removal 
of  the  load  the  deflection  was  .25  in.  At  3,150 
pounds  one  of  the  bronze  pins  broke  and  with  a  load 
of  4,150  pounds  the  deflection  was  4.50  in. 

On  the  basis  of  the  foregoing  test,  the  Committee 
recommends  the  Trulock  Safety  Screen  for  voluntary 
use  in  New  York  City  under  the  provisions  of  section 
C26-178.0  (2. 1.2.5, b)  when  manufactured  and  installed 
according  to  the  foregoing  specifications. 

It  is  further  recommended  that  all  screens  for ^  use 
under  this  approval  be  stamped,  labeled  or  marked  Ap- 
proved  for  Use  in  New  York  City  by  the  Board^of 
Standards  and  Appeals,  under  Cal.  No.  1114-40-SM. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 

CHARLES  M.  BLUM, 

Commissioner. 

LESLIE  V.  HUBER. 

Chief  Engineer. 

Committee  on  Tests. 

^Whereas,  this  report  recommended  the  approval  of  this 

maj Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  the  Trulock  Safety 
Screen,  on  condition  that  the  material  be  manufactuerd,  in¬ 
stalled,  labeled,  stamped  or  tagged  in  accordance  with  the 
above  report. 


Adjourned,  4:40  P.M. 


Joseph  J.  Doyle,  Chief  Clerk. 


♦CORRECTION. 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  Tuesday,  March  28,  1939,  as  they  ap¬ 
peared  in  Bulletin  No.  14,  Vol.  24.  are  hereby  corrected  to 
read  as  follows : 

THE  RESOLUTION— 

(552-37-A) 

Whereas,  Andrew  F.  Weber,  for  Andreas  Baudendistel, 
owner,  filed’  November  23,  1937,  an  appeal  from  a  decision 
of  the  commissioner  of  buildings,  affecting  premises  lo/- 
12  to  187-14  Linden  boulevard,  south  side,  150.51  ft.  east  of 
Long  Islland  Railroad  (Block  No.  3168,  Lot  No.  15),  St. 

Albans,  Borough  of  Queens;  and  _  .  ..  . 

Whereas  the  decision  of  the  commissioner  of  buildings, 
dated  November  22,  1937,  re  No.  4769-37,  reads: 

“Regarding  application  which  you  made  to  this  de¬ 
partment  for  issuance  of  Certificate  of  Occupancy  for 
use  of  premises  situated  at  187-12  to  14  Linden  boule¬ 
vard,  Borough  of  Queens,  for  Maternity  Hospital 
purposes,  be  advised  that  this  is  hereby  DENIED,  as 
inspection  shows  that  these  premises  do  not  comply 
with  the  rules  and  regulations  enforced  by  this  de¬ 
partment  governing  this  use  and  occupancy  ■  _ 

1.  Construction  non-fireproof— contrary  to  Section  7' 

Building  Code.  . 

4  Wall  thickness  not  as  per  Section  257,  Building 

Code.” 

Whereas,  the  building  in  question  is  two  stories,  23  ft. 
in  height,  of  non-fireproof  construction  36  ft.  by  84.19  ft. 
in  area  on  the  1st  story  and  36  ft.  by  49  ft.  in  area  above, 
on  a  lot  40  ft.  by  84  ft.  3  in.  in  area,  erected  in  1924  and  lo¬ 
cated  in  a  business  use  “D”  area  district,  to  be  occupied 
as  follows:  Cellar— storage— no  persons;  first  floor-hos¬ 
pital — 30  persons;  2nd  floor — hospital  11  persons;  and 
Whereas,  the  applicant  contends  that  the  1st  and  -nd 
floors  will  be  occupied  by  patients,  the  cellar  and  rear 
extension  w’ill  be  used  for  storage  and  work  spaces  for 
the  staff;  that  there  will  be  no  changes  in  the  construction 
of  the  building  or  any  additions,  except  relocating  certain 


non-bearing  partitions,  the  installation  of  a  dumbwaiter 
from  the  cellar  to  the  2nd  floor,  the  required  changes  m 
the  plumbing  system  and  a  new  exterior  iron  stair  to  be 
installed  at  the  rear  of  the  building  as  shown  on  drawings 
to  provide  a  secondary  means  of  exit  from  the  <-nd  floor 
to  the  side  yard  along  the  east  property  hne;  that  this 
stair  will  be  3  ft.  0  in.  wide  and  at  an  angle  of  not  more 
than  45  degrees;  that  as  to  item  No.  1,  which  states  that 
the  construction  is  non-fireproof  and  contrary  to  section 
72  of  the  building  code,  the  building  is  only  3  ft.  0  in. 
above  the  20  ft.  0  in.  limit  permitted  in  this  section  where 
a  building  may  be  non-fireproof ;  that  the  walls  of  the 
existing  building  are  of  masonry  with  wood  floor  and  root 
beams;  a  brick  bearing  wall  extends  longitudinally  for  the 
length  of  the  building  on  all  floors  dividing  the  building 
into  two  areas  on  all  stories ;  that  two  means  of  egress 
will  be  provided  for  each  story;  that  as  to  item  No.  h, 
which  states  that  the  wall  thicknesses  are  not  as  per  section 
257  of  the  building  code,  this  section  of  the  code  requires 
all  walls  of  public  and  business  buildings  _  “when  not  over 
40  ft.  in  height.  12  in.  throughout” ;  in  this  existing  build¬ 
ing  the  side  and  the  longitudinal  dividing  walls  are  8  in. 
thick  above  the  foundation;  that  section  53  of  the  building 
code  requires  a  live  load  of  40  lbs.  for  “private  and  ward 
room  floors  in  hospitals”  and  the  existing  building  _  was 
built  for  a  40  lb.  live  load,  there  would  be  no  additional 
live  load  for  the  walls  to  bear,  and  further  the  existing 
walls  are  only  60  per  cent  of  the  permitted  height  of  the 
12  in.  wall,  and  the  clear  span  on  the  east  part  of  the 
building  is  19  ft.  0  in.  and  the  clear  span  in  the  west  part 
of  the  building  is  15  ft.  0  in.;  that  the  intended  occupancy 
is  for  nine  patients  on  each  floor  with  all  the  babies  har¬ 
bored  on  the  2nd  floor  and  a  staff  of  about  five  persons 
with  a  part  of  the  staff  on  duty  at  all  times ;  and 

Whereas,  this  appeal  was  granted  by  the  board,  De¬ 
cember  4,  1937,  on  certain  conditions  and  applicant  re¬ 
quested  an  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  on  December  14,  195/, 
so  that  as  amended  it  shall  read : 

“Resolved,  that  the  decision  of  the  commissioner  of 
buildings,  dated  November  22.  1937,  in  connection 

with  application  No.  4769-37,  be  and  it  hereby  is 
modified,  and  that  the  appeal  be  and  it  hereby  is 
granted,  permitting  the  occupancy  of  the  building  as 
a  maternity,  or  proprietary  hospital,  on  condition  that 
the  building  shall  not  be  increased  in  height  and  area; 
that  the  arrangement,  number  of  beds  maintained  and 
the  maintenance  shall  be  at  all  times  subject  to  the 
approval  of  the  Department  of  Hospitals ,  that  there 
shall  be  erected  an  exterior  steel  stairway  from  the 
roof  of  the  one-story  rear  extension  to  the  side  yard 
as  an  additional  means  of  exit ;  that  the  cellar  ceiling 
shall  be  fire-retarded  and  the  heater  room  enclosed  in 
fire-retarded  partitions ;  that  such  portable  auxiliary 
fire-fighting  appliances  shall  be  installed  as  the  com- 
missioner  shall  direct ;  that  all  permits  required  shall 
be  obtained  and  all  work  completed  within  six  months 
from  the  date  of  this  amended  resolution;  that  there 
shall  be  proper  supervision  on  each  floor  during 
twenty-four  hours  of  each  day.” 


*  Correction — “1st  floor”  changed  to  “2nd  floor”  in  line  66 
of  resolution. 


♦CORRECTION. 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  on  October  22,  1940,  as  they  appeared  in 
Bulletin  No.  44,  Vol.  25,  are  hereby  corrected  to  read  as 
follows : 

THE  RESOLUTION— 

(985-40-SM) 

Whereas.  National  Gypsum  Company,  owner,  filed  Octo- 
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ber  11,  1940,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  material  known  as  Gold 
Bond  Acoustical  Products  (Econocoustic,  Acoustex,  Trava- 
coustic  and  Acoustimetal)  ;  and 
Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 


Re:  Cal.  No.  985-40-SM. 


October  18,  1940. 


Subject:  Gold  Bond  Acoustical  Products  (Econo¬ 
coustic,  Acoustex,  Travacoustic  and  Acoustimetal),  ap¬ 
proval  of. 

The  National  Gypsum  Company,  of  Buffalo.  New 
York,  filed  October  11,  1940,  an  application  with  the 
Board  of  Standards  and  Appeals  for  approval  of  its 
above-mentioned  materials  for  use  under  the  pertinent 
provisions  of  the  Administrative  Building  Code.  The 
descriptions  of  these  materials  are  as  follows: 


Econocoustic 

Econocoustic  is  made  at  Mobile,  Alabama,  from  pure 
wood  fibres  felted  into  a  porous  board  of  low  density 
(8.9  pounds  p.c.f.).  The  fibres  are  treated  to  resist  de¬ 
cay  and  are  moisture-proofed  with  an  emulsion  of  wood 
resin,  drawn  from  vats  on  a  vacuum  wheel,  passed 
through  rollers  to  the  desired  thicknesses,  oven  dried 
and_  cut  to  size.  It  is  manufactured  in  thicknesses  of 
/2  in.  and  1  in.  and  fabricated  into  units  varying  from 
12  lrn  x  12  in.  to  48  in.  x  72  in. 

This  material  is  applied  to  a  solid  backing  with  an 
adhesive  having  the  strength  of  at  least  pounds  per 
s9‘  ^V?nd  naded  at  corners  where  nailing  surfaces  are 
available.  It  may  also  be  applied  to  metal  or  wood 
furring  by  nailing.  This  material  is  not  classified  as  an 
incombustible  material.  Physical  tests  of  Econocoustic 
nled  by  the  applicant  indicate  compliance  with  the  re¬ 
quirements  of  Rule  1  of  the  Insulating  Fibre  Board 
Rules  of  the  Board  of  Standards  and  Appeals. 

A  const  ex 

Acoustex  is  made  at  Portsmouth,  New  Hampshire, 
from  pure  wood  fibres  and  a  binder  of  magnesium  oxy- 
sulphate,  passed  through  adjustable  pressure  rollers  to’ 
the  desired  thicknesses.  The  material  is  oven  dried  and 
cut  to  size.  Mineral  coloring  matter  may  be  added. 

1  his  material  is  manufactured  in  thicknesses  of  s/8  in 

}n  in-  a?d  fabricated  in  sizes  from  6  in.  x  12  in.  to 
24  m.  x  96  in.  and  is  of  cellular  construction  which  pro¬ 
vides  the  necessary  qualities  for  insulation  and  acous- 
tical  properties  and  is  a  material  claimed  to  have  con¬ 
siderable  strength  and  resistance  to  fire.  To  determine 
the  incombustibility  of  Acoustex,  tests  were  conducted 
at  Columbia  University  (report  dated  August  27,  1930 
photostatic  copy  filed  herewith)  on  1  in.  Acoustex  units 
attached  to  y2  in.  gypsum  plaster  backing.  The  log  of 
the  flame  test  which  was  conducted  for  forty  minutes 
in  accordance  with  the  Standard  “Columbia  Curve,”  on 
Acoustex^  after  the  temperature  was  brought  up  to  1.200 
aegrees  Fahrenheit  indicated  there  was  no  flaming  dur¬ 
ing  the  five-minute  interval.  At  the  end  of  thirty  min¬ 
utes  the  panel  was  glowing  over  an  area  \l/2  in.  in 
diameter  but  with  no  flaming.  This  test  was  continued 
and  at  the  end  of  forty  minutes  no  flaming  was  visible 
during  the  entire  test. 

.  This  material  is  applied  by  cementing  to  a  solid  back¬ 
ing  with  an  adhesive  haying  the  strength  of  at  least  1% 
pounds  per  sq.  in.  or  nailed  at  the  corners  where  nailing 
surfaces  are  available.  It  may  also  be  applied,  to  metal 
turring  to  form  a  suspended  ceiling  when  hung  on  “H” 
bars  and  splines. 


T ravacoustic 

Travacoustic  is  made  at  Portsmouth,  New  Hamp¬ 


shire,  from  pure  white  gypsum  (having  a  density  of 
twenty-four  pounds  p.c.f.).  A  foaming  agent  (HO) 
is  added  which  induces  multiple  air  cells  into  the  liquid 
mixture.  It  is  then  poured  into  metal  moulds,  hardened, 
and  cured  in  a  dryer.  After  curing  it  is  trimmed  to 
size  having  thicknesses  of  in.  and  1  in.  and  in  units 
6  in.  x  12  in.  to  12  in.  x  18  in.  This  material  being 
composed  of  minerals  is  incombustible.  It  is  applied  in 
the  same  manner  as  that  provided  for  in  the  Acoustex 
tile  given  above. 

Acoustimetal 

Acoustimetal  is  made  at  Chicago,  Illinois,  from  26 
gauge  Terne  Plate.  It  is  formed  into  metal  pans,  edges 
being  turned  up  to  fit  into  carrying  runners.  The  pans 
are  either  unperforated,  or  perforated  with  holes  .068 
in.  in  diameter,  4,608  holes  per  sq.  ft.  In  the  turned 
edges  of  the  pans  bosses  are  formed  to  interlock  with 
supporting  “T”  bars.  Sound  absorption  is  accomplished 
by  means  of  pads  of  compressed  rock  wool  fibres 
covered  with  flameproof  Kraft  paper.  The  flameproofing 
ingredient  used  on  the  paper  is  ammonia  salt  supplied 
by  the  Central  Paper  Company,  of  Muskegon,  Michigan. 
These  pads  rest  in  the  metal  pans  on  wire  grids,  per¬ 
mitting  the  face  surface  to  be  repainted  without  affect¬ 
ing  the  pad.  Acoustimetal  treatment  is  applied  by  clip¬ 
ping  22  gauge  rolled  “T”  bars  to  standard  \l/2  in.  chan¬ 
nel  or  angle  iron  furring,  or  screwed  to  wood  furring 
where  available. 

Acoustimetal,  since  it  is  composed  of  a  combination 
of  metal  and  mineral  rock  wool  and  flameproof  paper, 
is  incombustible.  Tests  have  been  filed  by  the  Central 
Paper  Company  which  certify  to  the  integrity  of  the 
flameproofing  treatment. 

Adhesives 

Adhesives  used  with  these  materials  are  required  to 
have  adhesive  strength  of  not  less  than  V2  pound  per 
sq.  in.  when  first  applied  and  a  strength  of  not  less 
than  1  pounds  per  sq.  in.  twenty-four  hours  after 
application.  Such  adhesives  are  waterproof  and  resist¬ 
ant  to  alkaline  solutions  and  of  such  nature  that  they 
remain  plastic  during  application. 

Acoustical  Properties 

The  acoustical  properties  of  these  various  materials 
are  tabulated  from  results  of  tests  performed  at  th  Na¬ 
tional  Bureau  of  Standards,  Washington,  D.  C-,  File 
LC  573,  dated  November  15,  1939,  together  with  in¬ 
dividual  test  reports  from  the  Bureau  of  Standards  as 
follows  : 

Report  of  Acoustex  of  March  27,  1939. 

Report  of  Travacoustic  August  22,  1940. 

Report  of  Econocoustic  (tested  under  the  name  of 
Gold  Bond  Fibre  Acoustical  Tile)  April  15,  1939,  and 
June  15.  1939. 

Report  of  Acoustimetal  November  8,  1939.  Copies  in 
duplicate  of  these  tests  are  enclosed  herewith.  Refer¬ 
ence  is  also  made  to  test  published  by  the  Acoustical 
Materials  Association,  under  Bulletin  No.  7,  dated  April, 
1940,  copy  of  which  was  also  filed  with  the  application. 

The  following  represent  the  types  of  mounting  (File 
LC585 )  . 

1.  Cemented  to  wall  board.  This  is  considered 
equivalent  to  cementing  to  plaster  or  masonry. 

2.  Nailed  on  13/16  inch  x  2-inch  furring  12  inches 
o.c.  unless  otherwise  indicated. 

4.  Laid  directly  on  laboratory  floor.  As  a  rule  the 
results  obtained  in  this  way  are  the  same  as  when  the 
tile  is  cemented  to  gypsum  wall  board. 

5.  Nailed  on  2  x  4’s  12  inches  o.c.  unless  otherwise 
indicated. 

7.  Back  of  samples  covered  with  concrete. 

_  8.  Attached  to  metal  suspension  system.  Four  inches 
air  space  back  of  tile,  unless  otherwise  indicated. 
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9.  Acoustic  tile  nailed  to  13/16  inch  x  2-inch  furring 
18  inches  o.c.  Space  between  furring  filled  with  Rock¬ 
wool. 

10.  Laid  on  2  x  8’s  12  inches  o.c. 

11.  Laid  on  24  gauge  sheet  iron,  nailed  to  13/16-inch 
x  2-inch  furring  24  inches  o.c. 

12.  Clipped  at  corners  to  Y  inch  x  l$i  inch  metal  fur¬ 
ring  12  inches  o.c.  Furring  was  clipped  to  1  Vi  inch 
channels  which  were  3  feet  6  inches  o.c. 

The  type  and  classifification  given  in  this  schedule  is  in 
accordance  with  Federal  Specification  SS-A-118,  dated 
November  20,  1939. 
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Recommendations 

On  the  basis  of  the  foregoing  data,  wherein  the  mate¬ 
rials  meet  the  sound  absorption  requirements  of  Federal 
Specications  SS-A-118  for  the  classes  as  listed,  the 
Committee  recommends  the  approval  of  the  following 
materials  as  incombustible  materials,  under  Section  C26- 
88.0  (1.80)  and  as  acoustical  materials  under  Section 
C26-178.0,b  (2. 1.2.5),  Administrative  Building  Code, 
when  made  to  the  specifications  herein  provided,  when 
applied  as  herein  prescribed  and  when  sold  under  the 
following  names:  Acoustex,  Travacoustic,  Acoustimetal. 


The  Committee  also  recommends  the  approval  of 
Econocoustic  (also  sold  under  the  name  of  Fibre  Acousti¬ 
cal  Tile)  when  manufactured  to  meet  the  sound  absorp¬ 
tion  requirements  of  Federal  Specifications  SS-A-118, 
Type  8  under  Section  C26-178.0b  (2. 1.2.5),  complying  in 
physical  properties  and  when  uses  are  in  accordance  with 
the  Board’s  “Rules  on  Uses  of  Insulating  Fibre  Board,’’ 
and  as  supplemented  herein. 

The  Committee  further  recommends  approval  for  use 
in  Class  1  and  Class  2  construction  when  backed  solidly 
with  fire-resistant  materials  in  accordance  with  the  re¬ 
quirements  of  C26-667,  paragraph  3  and  8  (10.9.2.3,  and 
10.9.2.8). 

It  is  further  recommended  that  each  package  or  con¬ 
tainer  of  these  acoustical  materials,  when  used  in  New 
York  City,  shall  be  marked,  stamped  or  labeled  as  fol¬ 
lows:  “Approved  for  use  in  New  York  City  by  the  Board 
of  Standards  and  Appeals  under  Cal.  No.  985-40-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM, 

Commissioner. 
LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Gold  Bond  Acoustical 
Products  (Econocoustic,  Acoustex,  Travacoustic  and 
Acoustimetal),  on  condition  that  the  material  be  manufac¬ 
tured,  installed,  labeled,  stamped  or  tagged  in  accordance 
with  the  above  report. 


*  Correction — The  name  “Travacoustic”  inserted  in  report 
and  resolution. 


NOTICE 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  Board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  will 
be  held  in  abeyance  by  reason  of  failure  of  the  appellant 
or  applicant  to  file  necessary  data,  or  by  any  other  method 
of  delay. 

Sixth.  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  bv  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 


FORMS  FOI!  NOTICE  TO  PROPERTY  OWNERS 


Applicants,  under  the  building  zone  resolution,  are  en¬ 
titled  to  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
Room  1018.  Municipal  Building.  Manhattan,  at  three  cents 
each — postage  to  be  added  if  the  forms  are  forwarded  by 
mail 
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RULES 


RULES  FOR  THE  TESTING  AND  USE  OF  BLENDED  CEMENTS. 

ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS,  AUGUST  2,  1940.  EFFEC¬ 
TIVE,  IN  ACCORDANCE  WITH  SECTION  665,  SUBDIVISION  C,  OF  THE  NEW  YORK 

CITY  CHARTER,  AUGUST  26,  1940. 


(584-39-SR) 

Authority : 

Pursuant  to  the  Authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  paragraph  2,  Charter  of 
the  City  of  New  York,  and  C26-189.0,  Administrative  Build¬ 
ing  Code  (2.2.1.1),  and  C26-312.0,  paragraph  c,  subdivision 
2,  Administrative  Building  Code  (7.1. 1.7.3)  reading : 
“Nothing  herein  contained  shall  be  construed  to  prohibit 
the  use  of  cements  of  other  types  zvhich  are  approved  by 
the  board  and  are  used  in  accordance  with  rides  of  the  board 
governing  their  use." 

1.0  Scope. 

1.1  The  intent  of  these  rules  is  to  provide  a  basis 
for  the  use  of  blended  cements  other  than  Portland 
Cement.  Subject  to  the  restrictions  in  the  approval 
of  the  Board  as  to  each  brand,  such  blended  cements 
may  be  used  as  substitutes  for  Portland  Cement  on 
an  equivalent  weight  basis  where  Portland  Cement 
is  permitted. 

2.0  Blended  Cements. 

2.1  Blended  cements  shall  include  an  intimately  in¬ 
terground  mixture  of  approved  Portland  Cement 
with  natural  or  artificial  products  composed  of  silica 
and  alumina,  which  shall  be  mixed  with  Portland 
Cement  in  limited  proportions,  (except  as  may  be 
otherwise  provided  for  in  the  Administrative  Code) 
and  which  will  react  in  the  presence  of  water  to 
form  a  hydraulic  cement. 

2.2  Admixtures  to  Portland  Cement  shall  have  a 
previous  record  of  satisfactory  experience. 

2.3  These  rules  shall  not  be  applicable  to  harmless 
materials  used  as  coloring,  waterproofing,  plaster- 
cizing,  and  freezing  preventatives  when  used  as  ad¬ 
mixtures  to  Portland  Cement  in  quantities  not  in 
excess  of  1%. 

3.0  Manufacture  and  quality  of  Blended  Cements. 

3.1  A  flow  sheet  in  duplicate  showing  the  process 
of  manufacture  and  blending  shall  be  filed  with  the 
Board  as  part  of  any  application  for  approval  which 
shall  include  the  origin  and  the  amount  of  materials 
used  and  proof  as  to  quality  and  uniformity. 

4.0  Available  supply  of  raw  materials. 

4.1  Evidence  shall  be  filed  with  the  Board  showing 
the  potential  supply  of  raw  material  available  to  the 
manufacture. 

5.0  Fineness. 

5.1  The  specific  surface  shall  be  not  less  than  1800 
sq.  cm.  per  gram,  as  determined  by  methods  of  test 
described  in  A.S.T.M.  specifications  C115-38T. 

5.2  The  residue  shall  not  exceed  15%  by  weight  on 
a  No.  325  standard  sieve. 

6.0  Soundness. 

6.1  A  pat  of  neat  cement  of  normal  consistency  shall 
be  subjected  to  tests  for  soundness  by  the  methods 


outlined  in  A.S.T.M.  specifications  C77-36,  and  when 
so  tested  it  shall  show  no  signs  of  distortion,  crack¬ 
ing,  checking  or  disintegration  when  subjected  to  the 
steam  test,  nor  shall  the  expansion  of  the  pat  be 
greater  than  5mm,  when  molded  in  Le  Chatelier 
tongs  and  stored  in  a  standard  moist  closet  for  24 
hours. 

6.2  In  addition  to  these  requirements,  the  expansion 
of  three  1"  x  1"  x  10"  bars  of  neat  cement  of  normal 
consistency  when  subjected  to  the  Autoclave  test, 
A.S.T.M.  tentative  method,  shall  not  have  an  expan¬ 
sion  in  excess  of  0.75%. 

7.0  Time  of  set. 

7.1  Time  of  setting  shall  be  determined  by  test  de¬ 
scribed  in  A.S.T.M.  Specification  C77-36,  and  the 
mortar  so  tested  shall  not  develop  initial  set  in  less 
than  one  hour  and  final  set  in  more  than  10  hours, 
as  tested  with  Vicat  or  Gillmore  needle. 

8.0  Compressive  strength  for  normal  blended  cements. 

8.1  The  average  compressive  strength  of  five  2-inch 
mortar  cubes  composed  of  one  part  of  blended 
cement  and  2.75  parts  graded  Ottawa  sand  by  weight 
shall  be  not  less  than  the  following: 


Age  at  Test 

Storage  of  Cubes 

♦Compressive. 

Strength 

7  days 

1  day  in  moist  air,  6 
days  in  water 

2200  lbs.  sq.  in. 

28  days 

1  day  in  moist  air,  27 
days  in  water 

3500  lbs.  sq.  in. 

♦When  tested  in  accordance  with  Fed.  Spec.  SS-C- 
158. 


8.2  Tensile  Strength. 

The  average  tensile  strength  in  lbs.  sq.  in.  of  not 
less  than  5  mortar  briquets  composed  of  one  part 
cement  and  3  parts  of  Ottawa  sand,  by  weight,  shall 
be  equal  to  or  greater  than  the  following: 


Tensile 

Strength, 

Age  at  Test  Storage  of  Briquets  Lbs.  Sq»  In. 


3  days 

1  day  in  moist  air,  2  days 

175 

in  water 

7  days 

1  day  in  moist  air,  6  days 

275 

in  water 

28  days 

1  day  in  moist  air,  27  days 

350 

in  water 

The  average  tensile  strength  of  the  mortar  at  7 
and  28  days  shall  be  higher  than  that  at  3  and  7 
days,  respectively. 


9.0  Blended  cements  having  other  properties. 

9.1  When  approval  of  the  board  is  requested  for 
the  use  of  Blended  Cements  having  high  early 
strength,  sulfate  resistance  or  low  heat  of  hydration, 
application  shall  be  made  to  the  board  for  additional 
tests  to  develop  these  properties. 
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RULES 


RULES  FOR  TESTS  OF  FIRE-RESISTIVE,  FLAMEPROOFED  MATERIALS,  SUCH  AS 
TEXTILES,  PAPER,  SIMILAR  MATERIALS  AND  ADHESIVES  USED  FOR  DECORA¬ 
TIVE  PURPOSES  AND  TREATED  ACOUSTICAL  DRAPERIES,  CARPETS  AND  SIMI¬ 
LAR  MATERIALS  FOR  USE  IN  PLACES  OF  PUBLIC  ASSEMBLY  AND  SPECIAL 
OCCUPANCY  STRUCTURES. 

ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  MAY  3,  1940.  EFFECTIVE, 
IN  ACCORDANCE  WITH  SECTION  665,  SUBDIVISION  C,  OF  THE  NEW  YORK  CITY 

CHARTER,  MAY  27,  1940. 


5.3  CONDITIONING  OF  TEST  SPECIMENS— 

The  test  samples  or  test  specimens  shall  be  dried  for  24 
hours  in  a  room  of  average  temperature  of  70°  F.,  with 


[Cal.  No.  294-40-SR] 

AUTHORITY : 

Pursuant  to  flic  authority  vested  in  the  Board  of  Standards 
and  Appeals  by  Section  666,  paragraph  2,  of  the  Charter  of 

the  City  of  Nezv  York  and  Section  C26-721.0b  (12.2)  as 
amended  by  Local  Lazo  No.  170,  approved  Novetnber  14, 
1939,  and  Section  C19-161.1  Local  Lazo  No.  112,  approved 
July  18,  1939. 

1.0  SCOPE. 

These  requirements  apply  to  flameproof ed  combustible 
materials  used  for  decorative  or  other  purposes  within  special 

occupancy  structures  as  defined  in  Section  C26-715.0  (12.1.1) 
and  other  places  of  public  assembly  as  provided  in  Section 
09-161.0,  which  was  amended  by  Local  Law  No,  112. 

2.0  GENERAL  REQUIREMENTS: 

It  shall  be  unlawful  for  any  person  to  use  any  decorations, 
drape,  curtain  or  scenery  used  for  artistic  enhancement, 
which  is  made  of  combustible  material,  unless  painted  or  satu¬ 
rated  with  a  non-combustible  material  or  liquid  or  otherwise 
rendered  safe  against  fire  to  the  satisfaction  of  the  Fire 
Commissioner  and  in  accordance  with  the  requirements,  of 
these  Rules,  in  any  building  of  a  public  character,  including 
a  hotel,  theatre,  restaurant,  public  hall,  department  store, 
and  a  building  used  or  intended  to  be  used  for  purposes,  of 
public  assembly,  amusement  or  instruction,  and  a  building 
where  large  numbers  of  persons  congregate  (See  Section 
Cl  9- 16 1.1)  except  as  exempted  in  Rule  7. 

After  flameproofing,  such  processing  as  ironing,  sewing 
and  normal  handling  shall  have  no  detrimental  effects  on  the 
treatment  of  the  material. 

3.0  APPROVAL  OF  MATERIALS  AND  METHODS 
USED  IN  FLAMEPROOFING  TEXTILES,  ETC. 

3.1  No  materials  or  methods  for  flameproofing  com¬ 
bustible  materials  for  use  under  these  Rules  shall  be  used 
unless  approved  by  the  Board. 

4.0  FLAMEPROOFING  PROPERTIES. 

The  flameproofed  material,  when  subjected  to  the  test  de¬ 
scribed  in  Rule  5.0,  shall  meet  the  following  requirements  as 
to  fire-retardant  properties. 

4.1  FLASHING — No  flashing  shall  occur  at  any 
time  on  the  length  of  the  test  specimen.  A  flashing  due 
to  fuzz  or  bad  edges  mav  be  disregarded. 

4.2  DURATION  OF  FLAME— The  average  contin¬ 
uation  of  flaming  shall  not  exceed  3  seconds. 

4.3  DURATION  OF  GLOW— The  average  continu¬ 
ation  of  glow  at  the  edge  of  the  charred  area  shall  not 
exceed  an  additional  twenty  seconds  after  the  cessation 
of  flaming.  Glow  confined  to  the  charred  area  may  be 
disregarded. 

5.0  TESTS. 

Tests  for  each  specific  installation  of  originally  treated 
combustible  material,  or  any  re-tests  thereof,  shall  be  made 
by  the  Fire  Commissioner,  or  in  a  laboratory  approved  by 
him,  in  accordance  with  the  requirements  of  these  Rules. 

5.1— SAMPLING  FOR  TEST  SPECIMENS— 
Samples  of  each  variety  of  material  and  for  every  kind  of 
treatment  shall  be  subject  to  separate  tests..  Samples 
shall  be  of  sufficient  size  to  furnish  test  specimens  pro¬ 
vided  for  in  Rule  5.2.  At  least  three  samples  shall  be 
furnished  for  everv  500  square  feet  or  fraction  thereof. 

5.2  TEST  SPECIMENS— Specimens  for  test  shall 
be  2  in.  wide  and  \2l/2  in.  long  and  shall  be  numbered 
on  one  end.  Test  specimens  shall  be  carefully  cut  from 
at  least  three  different  places  in  the  material  to  provide  a 
minimum  of  three  test  specimens  from  each  material  for 
testing. 


an  average  humidity  of  40%. 

5.4  TEST  FOR  PERMANENCE  OF  CHEMI¬ 
CALS — Test  specimens  shall  be  suspended  bv  folding 
and  pinning  one-half  inch  of  the  numbered  end  over  a 
horizontal  8-gauge  wire,  placed  two  inches  above  the 
center  of  a  7-inch  opening  in  a  3  ft.  wind  tunnel  arranged 
to  deliver  a  wind  velocity  to  the  air,  at  the  tunnel  end, 
of  700  lineal  feet,  plus  or  minus  50  ft.  per  minute,  as 
measured  by  a  suitable  anemometer  on  a  line  with  the 
wire.  In  this  position  the  test  specimens  shall  be  whipped 
for  five  minutes.  Immediately  upon  conclusion  of  this 
test,  the  specimens  shall  be  placed  in  a  closed  dry  con¬ 
tainer  until  required  for  the  flame  test. 

5.5  APPARATUS  FOR  FLAME  TEST— The  ap¬ 
paratus  shall  consist  of  a  ring  stand  20  inches  high  with 
an  adjustable  clamp  housed  in  a  metal  shield  12  inches 
square  and  20  inches  high,  open  in  front  and  at  both 
ends  and  a  Bunsen  or  Thrill  gas  burner  which  shall 
have  a  tube  of  ^-inch  inside  diameter. 

5.6  FLAME  TEST — A  whipped  test  specimen  shall 
be  taken  from  the  closed  container  required  in  Rule  5.4 
and  suspended  vertically  with  one-half  inch  of  the  num¬ 
bered  end  in  a  clip  held  in  a  clamp  on  the  ring,  stand 
so  that  the  test  specimen  shall  hang  vertically  within  and 
near  the  center  of  the  metal  shield  required  in  Rule  5.5. 
The  lower  end  of  the  test  specimen  shall  be  three-quarters 
of  an  inch  above  the  top  of  the  gas  burner  on  which  the 
air  supply  is  shut  off  completely  and  adjusted  to  give  a 
luminous  flame  1  inches  long.  The  flame  shall  be  ap¬ 
plied  for  12  seconds,  then  withdrawn.  The  result  of  the 
test  for  duration  of  flame  and  duration  of  glow  of  the 
three  test  specimens  shall  each  be  averaged  and  recorded. 
Flashing,  if  anv,  shall  be  noted. 

6.0  APPROVAL  AND  CERTIFICATION. 

The  approval  of  materials  that  have  been  flameproofed,  as 
provided  in  Rule  1.0  and  tested  as  required  in  Rule  5.0  with 
flameproofing  properties  as  given  in  Rule  4.0,  shall  be  limited 
to  one  year.  An  affidavit  by  the  person,  firm  or  corporation 
flameproofing  the  combustible  materials  shall  be  filed  with 
the  Fire  Commissioner  stating  that  the  flameproofing  com¬ 
pound  and  method  complies  with  the  approval  of  the  Board, 
with  calendar  number  thereof,  and  including  the  date  of  treat¬ 
ment  and  warranted  period  of  effectiveness  of  the  flame¬ 
proofing. 

6.1  The  Fire  Commissioner  may  require  check  tests  at 
any  time.  Upon  the  termination  of  the  approval,  as  pro¬ 
vided  for  in  Rule  6.0,  a  retest  of  the  flameproofed  com¬ 
bustible  materials  shall  conform  to  the  following: 

Flameproofed  materials  shall  withstand  a  test  of  at 
least  400°  F.,  as  measured  bv  a  pyrometer,  or  other  ac¬ 
ceptable  method,  for  approximately  one-minute’s  dura¬ 
tion  by  means  of  an  open  flame.  Under  such  test,  the 
flameproofed  material  shall  not  flash  or  support  com¬ 
bustion  and  shall  not  glow  outside  of  the  char  if  a  char 
is  set  up  by  the  open  flame.  Material  found  not  to 
conform  to  these  requirements  shall  be  removed  and 
replaced  with  materials  conforming  to  the  requirements 
of  Rule  4.0. 

7.0  EXEMPTION. 

These  Rules  shall  not  be  construed  to  apply  to  merchandise 
for  sale  or  displayed  for  sale,  to  guest  rooms  in  hotels,  to 
offices,  to  works  of  art  in  museums,  nor  to  churches  or  places 
of  religious  worship. 
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RULES 


RULES  FOR  INSPECTION  OF  APPROVED  OPENING  PROTECTING  ASSEMBLIES. 

ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  OCTOBER  20,  1939.  EFFEC¬ 
TIVE,  IN  ACCORDANCE  WITH  SECTION  665,  SUBDIVISION  C,  OF  THE  NEW  YORK 

CITY  CHARTER,  NOVEMBER  13,  1939. 


(1139-39-SR) 

Authority : 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  paragraph  2,  Charter  of 
the  City  of  New  York  and  C26-189.0  Administrative  Build¬ 
ing  Code  (2.2.1. 1)  and  C26-610.0  Administrative  Building 
Code  (10.1.18)  and  C26-660.0,  661.0  and  662.0  Administrative 
Building  Code  (10.8.1,  2  and  3). 

Note:  Where  reference  in  parenthesis  appears  after  the 
Administrative  Building  Code  section  it  refers  to  the  section 
of  the  Nezv  Building  Code  as  formerly  numbered. 

Rule  1 — Scope. 

1.1  Before  any  Opening  Protective  Assembly  is 
used  under  the  provisions  of  the  Administrative 
Building  Code,  it  shall  be  tested  as  required  in  Sec¬ 
tion  C26-610.0  (10.1.18)  and  its  Fire-Resistive  Rating 
shall  be  designated  as  “^4-Hour”,  “1-Hour”,  “1J4- 
Hour”,  or  “3-Hour”,  in  accordance  with  the  approval. 

1.2  Before  engaging  in  the  manufacture  of  ap¬ 
proved  Opening  Protective  Assemblies,  the  manufac¬ 
turer  shall  have  an  established  plant  completely  equipped 
with  the  necessary  facilities,  machinery  and  tools  for 
the  manufacture  of  the  Opening  Protective  Assemblies. 

1.3  Before  applying  for  approval  of  plant  and  per¬ 
mission  to  manufacture  approved  Opening  Protective 
Assemblies,  the  manufacturer  shall  file  a  list  of  his 
equipment  and  facilities  with  the  Board  of  Standards 
and  Appeals,  together  with  a  statement  of  the  name, 
type,  specifications  and  details  of  the  approved  door, 
which  he  agrees  to  manufacture  in  accordance  with  the 
rules  and  regulations  of  the  Board  and  the  require¬ 
ments  of  the  Administrative  Building  Code. 

1.4  All  Opening  Protective  Assemblies  made  under 
any  approval  issued  by  the  Board  of  Standards  and 
Appeals  for  the  manufacture  of  approved  Opening 
Protective  Assemblies  of  “24-Hour”,  “1-Hour”,  “134- 
Hour”  or  “3-Hour”  rating  shall  be  rejected  on  evi¬ 
dence  that  such  Opening  Protective  Assemblies  are 
not  manufactured  or  labelled  jn  accordance  with  the 
approved  specifications  of  the  Board. 

Rule  2 — Inspections. 

2.1  No  Opening  Protective  Assemblies  shall  be  in¬ 
stalled  in  any  building  until  such  Opening  Protective 
Assemblies  have  been  inspected  and  labelled  either  by 
the  Borough  Superintendent,  or  by  a  recognizd  testing 
laboratory  or  other  qualified  person  or  agency  approved 
by  the  Board  as  having  proper  facilities. 

2.2  Before  issuing  any  label  for  the  use  of  an  ap¬ 
proved  Opening  Protective  Assembly,  the  authorized 
inspection  agency  shall  first  notify  the  Borough 


Applicants,  under  the  building  zone  resolution,  are  en¬ 
titled  to  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 


Superintendent  that  inspection  will  be  made  by  him 
of  the  materials  and  construction  entering  into  the 
assembly  of  the  Opening  Protective  Assemblies,  stating 
the  location  of  the  oremises  where  the  Opening  Pro¬ 
tective  Assemblies  will  be  used,  the  Building  Permit 
number,  the  name  of  the  approved  Opening  Protective 
Assembly  and  the  manufacturer  and  the  number  of 
such  units  to  be  manufactured. 

Note:  Where  an  Opening  Protective  Assembly  is  of 
fire-proofed  wood,  such  wood  shall  be  submitted  to 
tests  for  fireproofed  wood,  as  prescribed  in  the  Admin¬ 
istrative  Building  Code,  Section  C26-331.9  (7.2.3. 1  to 
7. 2.3.9  inclusive). 

2.3  After  the  materials  have  been  cut  and  inspected, 
the  authorized  inspection  agency  shall  inspect  the 
assembly  and  fabrication  of  the  parts  and  shall  issue 
an  approved  label  only  if  the  completed  Opening 
Protective  Assemblies  comply  in  all  respects  with  the 
approved  specifications  on  file  in  the  Board  of 
Standards  and  Appeals. 

Rule  3 — Labels. 

3.1  Every  approved  Opening  Protective  Assembly 
before  installation  in  a  building  under  the  provisions 
of  the  Administrative  Building  Code,  shall  have  se¬ 
curely  attached  to  it,  a  metal  label  of  a  design 
approved  by  the  Board,  giving  the  name  of  the 
Opening  Protective  Assembly,  the  calendar  number 
of  the  approval  of  the  device,  the  fire-resistive  rating, 
the  serial  number  of  the  specific  type  of  door  and 
buck,  or  window^  the  year  of  manufacture  and  the 
name  of  the  inspection  agency. 

3.2  After  attachment  of  the  Serial  Label  to  the 
Opening  Protective  Assembly,  the  inspection  agency 
shall  advise  the  Borough  Superintendent  the  serial 
numbers,  the  address  of  the  premises  and  the  Build¬ 
ing  Permit  numbers  of  the  approved  Opening  Pro¬ 
tective  Assembly. 

3.3  The  manufacturer  may  also  attach  to  the  Open¬ 
ing  Protective  Assembly,  a  metal  label  giving  the 
name  and  location  of  the  manufacturer.  He  shall 
also  keep  an  office  record  showing  the  location  of 
each  Opening  Protective  Assembly  manufactured  by 
him,  its  serial  label  number  and  the  Building  Permit 
number ;  and  this  record  shall  be  open  for  inspection 
by  any  authorized  representative  of  the  Board  of 
Standards  and  Appeals  and  the  Department  of  Housing 
and  Buildings. 

3  4  Every  labelled  Opening  Protective  Assembly 
shall  be  constructed  and  installed  in  all  essentials  as 
tested  and  approved  and  arranged  to  receive  hard¬ 
ware  of  an  equal  type,  quality  and  material  and  ' 
requiring  no  greater  cutting  away  of  the  wood  or 
metal  than  on  the  approved  Opening  Protective  As¬ 
sembly,  as  tested. 


copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
Room  1018,  Municipal  Building,  Manhattan,  at  three  cents 
each — postage  to  be  added  if  the  forms  are  forwarded  by  ; 
mail. 


MULTIPLE  DWELLING  LAW  ON  SALE 
Copies  of  the  Multiple  Dwelling  Law  are  now  on  sale  at 
the  Distribution  Division  of  the  City  Record  Office,  Room 
2213,  Municipal  Building,  Manhattan.  Price  50c;  by  mail  54c. 
Copies  of  the  Supplemental  Rules  and  Regulations  of 


the  Housing  Division  of  the  Department  of  Housing  and 
Buildings  on  Fire  Retarding,  Fire  Escapes,  Fire  Stairs  and 
Fire  Towers  are  now  on  sale  at  the  Distribution  Division 
of  the  City  Record  Office,  Room  2213,  Municipal  Build¬ 
ing,  Manhattan.  Price  10c;  by  mail  12c. 
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Rules  Directory. 

The  Hearing  Calendar. 


Minutes  of  Regular  Meeting  December  10,  1940,  at  10 
A.M.,  Affecting  Calendar  Numbers  39-31-BZ,  729-38- 
BZ.  446-40-BZ,  812-40-BZ,  818-40-BZ,  819-40-BZ,  278- 
24-BZ,  1321-39-BZ,  260-40-BZ,  402-40-BZ,  416-40-BZ, 
521-40-BZ  and  1016-40-BZ. 


Minutes  of  Regular  Meeting  December  10,  1040,  at  2 
P.M.,  Affecting  Calendar  Numbers  51-30-BZ,  104-37- 
BZ,  108-37-BZ,  155-39-BZ,  552-38-BZ,  415-40-BZ,  696- 
39- A,  82 1-40- A,  849-40-A,  1078-40-A,  1142-40-A,  1300- 
39-A,  676-40-A,  1042-40-SA,  1043-40-SA,  673-38-SM, 
861-39-SM,  1114-39-SM,  1309-39-SM,  52-40-SM  and 
430-40-SM. 


Correction  Affecting  Calendar  Number  638-39-SM. 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  he  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon— Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli- 
ration  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commissioner 
of  buildings  or  fire  commissioner)  and  file  with  this  board 
a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directons. 


Fire  Retarding  Rules  for  Garages,  etc. 
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DOCKET. 

New  Cases  Filed  up  to  December  10,  1940. 

Cal.  No.  Department.  Premises  Affected. 

1142- 40- A . H.B.B . 2301-2323  Beverly  road  and  2360- 

2420  Bedford  avenue,  north¬ 
west  corner  (Block  No.  5133, 
Lot  No.  14),  Borough  of 
Brooklyn, 

Sprinkler  Applic.  1065-40. 

11 43- 40- A . H.B.B . 191-195  Woodpoint  road,  east 

side,  27  ft.  11)4  in.  south  of 
Skillman  avenue  (Block  No. 
2893,  Lot  No.  13),  Borough 
of  Brooklyn,  Alt.  5098-40. 

1144- 40-SM . Acoustone  (Acoustical  Tile), 

manufactured  by  U.  S.  Gyp¬ 
sum  Company,  Material. 

1145- 40-SM . Perfatone  (Acoustical  Tile), 

manufactured  by  U.  S.  Gyp¬ 
sum  Company,  Material. 

11 46- 40- SM . Mineralite  (protecting  pigment 

and  filler  for  paint),  manu¬ 
factured  by  Mineralite  Sales 
Corporation,  Material. 


1147-40-A . F.D . 4318  13th  avenue,  west  side,  20 

ft.  north  of  44th  street  (Block 
No.  5604,  Lot  No.  41),  Bor¬ 
ough  of  Brooklyn, 

4093-L.F.  and  Decision. 


1148-40-SM . “Narnoc”  Metal  Ash  and  Cigar¬ 

ette  Receptacle,  manufactured 
by  William  F.  Conran, 

Material. 


1149- 40-BZ. ..  .H.B.M. ..  .233-237  West  49th  street,  north 

side,  221  ft.  east  of  Eighth 
avenue,  and  234  West  50th 
street  (Block  No.  1021,  Lot 
Nos.  10,  55  and  56),  Borough 
of  Manhattan, 

Decision — re  Certificate  of 
Occupancy. 

1150- 40-SA . Westinghouse  Type  FC  Contact 

(for  elevators)  Appliance. 

1151- 40-SM . Acousti-Gum  Adhesive  (Acous¬ 

tical  Cement),  manufactured 
by  Templar  Products  Com¬ 
pany,  Incorporated,  Material. 


1152-40-A . H.B.Q . 125  Beach  97th  street  and  97-02 

to  97-10  Ocean  drive,  north¬ 


west  corner  (Block  No.  636, 
Lot  No.  1),  Rockaway  Beach, 
Borough  of  Queens, 

Alt.  2279-40. 


1153- 40-SM . Herrmann  and  Grace  Company 

Hollow  Metal  Double  Hung 
Window,  manufactured  by 
Herrmann  and  Grace  Com¬ 
pany,  Material.  , 

1154- 40-BZ. ..  .H.B.M. ..  .304  West  54th  street,  south  side, 

100  ft.  west  of  Eighth  avenue 
(Block  No.  1044,  Lot  No. 
37),  Borough  of  Manhattan, 
Alt.  132-39. 


1155-40-SM . Macoustic  and  Rockwall  Acous¬ 

tical  Plasters,  manufactured  by 
National  Gypsum  Company, 

Material. 


1156-40-BZ - H.B.B . 69-71  Carroll  street,  north  side, 

75  ft.  east  of  Columbia  street 
(Block  No.  348,  Lot  No.  50), 
Borough  of  Brooklyn, 

N.B.  2542-40. 


1157-40-SM . Sternalene  (flameproofing  solu¬ 

tion),  manufactured  by  Irving 
M.  Stern,  Material. 


11 58-40- A . F.D . West  side  of  12th  avenue,  bulk¬ 

head  between  53rd  street  and 
54th  street  (Block  No.  1109, 
Lot  No.  1),  North  River, 
Borough  of  Manhattan, 

Decision. 


1159-40-A - ,.F.D . Manufacture,  transportation,  stor¬ 

age  and  sale  of  anti-freeze  On- 
flammable  mixture),  known  as 
“246”  Anti-Freeze,  in  non- 
refillable  cans  in  New  York 
City,  Decision. 


1160-40-BZ. . . . H.B.Bx.. . .  120  Lincoln  avenue,  east  side, 

between  East  133rd  street  and 
East  134th  street,  273-295  East 
133rd  street  and  270-278  East 
134th  street  (Block  No.  2309, 
Lot  Nos.  1  to  9,  inclusive), 
Borough  of  The  Bronx, 

Alt.  406-40. 


1161-40-S . H.B.Bx.. .  .  120  Lincoln  avenue,  east  side, 

between  East  133rd  street  and 
East  134th  street,  273-295  East 
133rd  street  and  270-278  East 
134th  street  (Block  No.  2309, 
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Lot  Nos.  1  to  9,  inclusive), 
Borough  of  The  Bronx, 

Alt.  406-40. 

1162-40-SM . Ludlite  Bord  (Stainless  Steel¬ 

faced  Asbestos  Wallboard), 
manufactured  by  Allegheny 
Ludlum  Steel  Corporation, 

Material. 


1163-40-A . F.D . 222  Graham  avenue,  east  side, 

between  Ten  Eyck  street  and 
Stagg  street  (Block  No.  3026, 
Lot  No.  1);  (old  Lot  Nos. 
1,  3,  5,  7,  8,  9,  13,  15,  33,  33M t, 
34,  35  and  37),  Borough  of 
Brooklyn,  5504-L.F. 


1104-40-A . H.B.Q . 84-14  Northern  boulevard,  south¬ 

west  corner  of  85th  street 
(Block  No.  1433,  Lot  Nos.  1, 
2  and  3),  Jackson  Heights, 
Borough  of  Queens, 

Misc.  Applic.  10188-40. 


Restored  to  Calendar. 

loU0-39-A  _ H.B.Q . 84-05  78th  avenue,  northeast 

corner  of  84th  street  (Block 
No.  3840,  Lot  No.  24),  East 
Glendale,  Borough  of  Queens, 
Amendment  to  N.B.  7923-39. 


104-37-BZ - H.B.Q . 89-37  to  90-07  161st  street,  east 

side,  and  89-40  to  89-42  162nd 
street,  west  side,  357.04  ft. 
south  of  89th  (Shelton)  ave¬ 
nue  (Block  No.  835,  Lot  Nos. 
25  and  22),  Jamaica,  Borough 
of  Queens, 

Decision — re  Certificate  of 
Occupancy  No.  4595. 


108-37-BZ. ..  .H.B.Q . 90-05  to  90-11  160th  street,  east 

side,  and  90-06  to  90-12  161st 
street,  west  side,  50  ft.  south 
of  90th  avenue  (Block  No. 
832,  Lot  Nos.  20,  23  ^  and 
28),  Jamaica,  Borough  of 
Queens, 

Decision — re  Certificate  of 
Occupancy  No.  4594. 


51-30-BZ.... H.B.Q . 112-19  Queens  boulevard,  north 

side,  108  ft.  7)4  in.  east  of 
112th  street  (Block  No.  2264, 
Lot  No.  73),  Forest  Hills, 
Borough  of  Queens, 

Alt.  2924-40. 


155-39-BZ. . .  .H.B.M _ 145-157  Cherry  street,  south  side, 


51  ft.  west  of  Market  Slip,  and 
428  Water  street  (Block  No. 
250,  Lot  Nos.  67  to  73,  inclu¬ 
sive,  and  Lot  No.  59),  Bor¬ 
ough  of  Manhattan, 

Decision — re  Certificate  of 
Occupancy. 


DESIGNATIONS:  H.B.— Department  of  Housing  and  Building*; 
ll.B.B. — Department  of  Housing  and  Buildings.  Brooklyn  ;  H.B.M. — 
Department  of  Housing  and  Buildings,  Manhattan  ;  H.B.Q. — De¬ 
partment  of  Housing  and  Buildings,  Queens  ;  H.B.R. — Department 
of  Housing  and  Buildings,  Richmond ;  H.B.Bx. — -Department  of 
Dousing  and  Buildings.  Bronx;  H.D. — Health  Department,  and 
F.D. — Fire  Department. 


RULES 


Last  Publication  in  Bulletin 


Blended  Cements.  Rules  for  Testing 

and  Use  of . -Dec. 

Carbon  Dioxide  Liquefier  Rules  Oct- 

Certificates  of  Occupancy,  approved 

form  . —Aug. 

Concrete  Flat  Slabs,  Rules  July 

Concrete  Masonry  Units,  Rules  for 
Manufacture,  Testing  and  Use 

of  . Aug. 

Concrete  Rules  (Hydrated  Lime)  Aug. 

Elevator  Rule3  .  Mar. 

Exit  Rules  (Revolving  Doors)  June 

Factory  Exit  Rules  Aug. 

Fire  Alarm  Rules  (Interior)  Aug. 

Fire  Drill  Rule*  . —.—.—Sept. 

Fire-resistive,  Flameproof  Materials, 

etc..  Rules  for  Testing  of  Dec. 

Fire  Retarding  Rules  for  Garages, 

etc . Dec. 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for . Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  . Aug. 

Gas  Shut-Off  Rules  Apr. 

Hatchway  Protection  . June 

Insulating  Fibre  Board  Rules  Nov. 

Oil  Burner  Rules . ......Oct. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . Dec. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules  . Dec. 

Platform  Trucks,  Specifications  for  Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Prevention  of  Con¬ 
tamination  of  Water  Supply)...  Sept. 

Procedure,  Rules  of . Sept. 

Refrigerating  Systems,  Extract  A.C.Oct. 

Smoking  in  Factories,  Rules  for . Oct. 

Sprinkler  Rules  . June 

Standpipe  Fireline  Rules . June 

Structural  Alterations,  Reporting  .  June 

Tank  Trucks,  Fuel  Oil,  etc. . Nov. 

Tank  Trucks,  Gasoline,  etc. . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  606  of  Industrial  Code) . Apr. 


10,  1940— Vol.  26,  No.  60 
8.  1940— Vol.  26,  No.  41 

28,  1938— Vol.  23,  No.  84 
18,  1937— Vol.  22,  No.  28 


27,  1940— Vol.  26.  No.  36 
3,  1937— Vol.  22,  No.  31 
3,  1936— Vol.  21.  No.  9 
15,  1937— Vol.  22,  No.  24 
13.  1940— Vol.  26,  No.  33 
13.  1940— Vol.  25.  No.  S3 
17.  1940— Vol.  25,  No.  33 

10,  1940— Vol.  26,  No.  50 

17,  1940— Vol.  25,  No.  61 
13.  1937— Vol.  22,  No.  15 
21,  1919— Vol.  4,  No.  3 

20,  1940— Vol.  26,  No.  84 

7,  1926— Vol.  10,  No.  14 

6,  1928— Vol.  13,  No.  23 
5,  1940— Vol.  25,  No.  45 

29,  1940— Vol.  25,  No.  44 

10,  1940— Vol.  25,  No.  60 

3.  1940 — Vol.  26.  No.  49 
24,  1936— Vol.  21,  No.  47 

8,  1937— Vol.  22,  No.  31 

10,  1940— Vol.  25,  No.  87 

7,  1937— Vol.  22,  No.  36 

8,  1940— Vol.  25,  No.  41 
8.  1940— Vol.  25,  No.  41 

29,  1937— Vol.  22,  No.  26 
8,  1937— Vol.  22.  No.  28 
7.  1932— Vol.  17,  No.  28 
24,  1936— Vol.  21,  No.  47 
24,  1936— Vol.  21.  No.  47 

10,  1923— Vol.  8,  No.  15 


LIST  OF  APPROVED  APPLIANCES 


Anti-Siphon  Valves  . Mar. 

Fireline  Hose  Valves . Mar. 

Fuel  Oil  Burners  for  Domestic  and 

Commercial  Use  . Sept. 

Fuel  Oil  Pipe  Terminals  . Dec. 

Fuel  Oil  Burners  for  Industrial  Use.Sept. 

Fuel  Oil  Pumps  . Oct. 

Gas  Heaters  . Sept. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Equipment  . Dec. 

Range  Oil  Burners  and  Space 

Heaters  Sept. 

Vacuum  Breakers  . Sept. 


6.  1935— Vol.  20,  No.  10 
6,  1985— Vol.  20.  No.  10 

3,  1940— Vol.  26.  No.  36 
3,  1940— Vol.  25,  No.  49 
3.  1940— Vol.  25,  No.  36 
29,  1940— Vol.  25,  No.  44 
3,  1940— Vol.  26,  No.  86 

3,  1940— Vol.  25,  No.  49 

3.  1940— Vol.  25,  No.  86 

10,  1940— Vol.  25.  No.  87 


DECEMBER  17,  1940,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand- 
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ards  and  Appeals  of  a  public  hearing  under  the  provisions 

of  the  building  zone  resolution,  Tuesday  morning,  December 

17,  1940,  at  10  o’clock,  in  Room  1013.  Municipal  Building, 

Manhattan,  on  the  following  matters: 

cal.  no.  351-40-BZ — Application,  April  5,  1940,  under  sec¬ 
tions  21  and  7f  of  the  building  zone 
resolution,  of  William  F.  Regan,  appli¬ 
cant,  on  behalf  of  William  F.  Regan, 
owner,  to  permit  in  a  business  use  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station;  premises  1000- 
1012  Brooklyn  avenue  and  3522-3524 
Snyder  avenue,  southwest  corner  (Block 
No.  4906,  Lot  Nos.  9  and  10),  Borough 
of  Brooklyn. 

cal.  no.  977-40-BZ — Application,  October  8,  1940,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  James  A.  Boyle,  applicant,  on 
behalf  of  William  M.  Calder  Company, 
owner,  to  permit  in  a  street,  zoned  for 
residence  use  up  to  within  100  ft.  of  an 
intersecting  street  zoned  for  business 
use,  entrances  to  stores,  offices  or  show 
rooms  located  more  than  25  ft.  from 
the  intersecting  street ;  premises  3047 
Avenue  U  and  2080-2090  Coyle  street, 
northwest  corner  (Block  No.  7339,  Lot 
No.  40),  Borough  of  Brooklyn. 

cal.  no.  865-40-BZ — Application,  August  21,  1940,  under 
sections  7h  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  The  Louis  Fried¬ 
man  Realty  Company,  Incorporated, 
owner  (Norman  Resnick,  lessee),  to 
permit  in  a  business  use  district,  for  a 
temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  368-378  Kings  highway,  south¬ 
west  corner  of  West  3rd  street  (Block 
No.  6653,  Lot  Nos.  34,  38,  43  and  44), 
Borough  of  Brooklyn. 

cal.  no.  401-31-BZ — Application  of  Sidney  L.  Strauss,  ap¬ 
plicant,  on  behalf  of  Webster  Commit¬ 
tee,  Incorporated,  and  Wilson  and 
Company,  owners  (Fifth  Atlantic  Cor¬ 
poration,  lessee;  Thomas  Karas,  sub¬ 
lessee),  reopened  July  2.  1940,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  use  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station  upon  a  plot,  pre¬ 
viously  granted  by  the  Board,  for  a 
temporary  period  of  not  more  than  two 
(2)  years,  for  parking  and  storage  of 
more  than  five  (5)  motor  vehicles;  it 
is  proposed,  also,  to  continue  the  tem¬ 
porary  parking  and  storage  use ;  prem¬ 
ises  624-626  Atlantic  avenue  and  9 
Fifth  avenue,  northeast  corner,  and  627 
Pacific  street  (Block  No.  1119,  Lot 
Nos.  1  and  64),  Borough  of  Brooklyn. 

cal.  no.  304-40-BZ — Application,  March  25,  1940,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  J.  M.  Berlinger,  applicant,  on 
behalf  of  F.  W.  Realty  Corporation, 
owner,  to  permit  in  a  residence  use 
district  the  conversion  of  occupancy  of 
part  of  an  existing  multiple  dwelling 
from  residence  use  to  business  use 


(stores)  ;  premises  11-15  West  8th 
street,  north  side,  206  ft.  6  in.  west  of 
Fifth  avenue  (Block  No.  572,  Lot  Noe. 
49,  50  and  51),  Borough  of  Manhattan. 

cal.  no.  647-40-BZ — Application,  June  13,  1940,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Oscar  Goldschlag,  applicant,  on  be¬ 
half  of  Eugene  Higgins,  owner,  to  per¬ 
mit  in  a  business  use  district,  for  a 
temporary  period  of  two  (2)  years,  the 
parking  and  storage  of  more  than  five 
(5)  motor  vehicles;  premises  3321-3323 
Broadway  and  601-607  West  134th 
street,  northwest  corner  (Block  No. 
2001,  Lot  Nos.  29  and  30),  Borough  of 
Manhattan. 

cal.  no.  1021-40-BZ — Application,  October  24,  1940,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Leon  J.  Shapiro,  applicant,  on 
behalf  of  Robert  Bass,  owner,  to  per¬ 
mit  in  a  business  use  district,  on  a  lot 
abutting  a  residence  use  district,  the 
alteration  of  a  business  building  (store) 
in  such  a  manner  that  there  will  be 
show  windows  and  store  entrances  more 
than  25  ft.  from  the  corner  of  the 
street;  premises  464  Clarkson  avenue, 
southeast  corner  of  Brooklyn  avenue 
(Block  No.  4841,  Lot  No.  16),  Bor¬ 
ough  of  Brooklyn. 

cal.  no.  177-32-BZ — Application  of  Herbert  J.  Krapp,  ap¬ 
plicant,  on  behalf  of  Trebuhs  Realty 
Company,  Incorporated,  owner,  re¬ 
opened  April  9,  1940,  under  section  7h 
of  the  building  zone  resolution,  to  per-  ) 
mit  in  a  business  use  district  the  park¬ 
ing  and  storage  of  more  than  five  (5) 
motor  vehicles  (previously  denied  by 
the  Board  as  a  gasoline  service  sta-  1 
tion)  ;  premises  160-166  West  End 
avenue  and  251-261  West  67th  street, 
northeast  corner  (Block  No.  1159,  Lot 
No.  1),  Borough  of  Manhattan. 

cal.  no.  94-38-BZ — Application  of  William  L.  Schrauth,  ap-  i 
plicant,  on  behalf  of  Jeho  Company,  In¬ 
corporated,  owner,  reopened  July  16, 
1940,  for  rehearing,  under  section  7h  of 
the  building  zone  resolution,  to  permit 
in  a  business  use  district  the  parking 
and  storage  of  more  than  five  (5)  motor 
vehicles  (previously  denied)  ;  premises 
89-04  166th  street,  southwest  corner  of  J 
89th  avenue  (Block  No.  9795  [8661, 
Lot  No.  72),  Jamaica,  Borough  of 
Queens. 

cal.  no.  97-37-BZ — Application  of  Theodore  R.  Feinberg, 
applicant,  on  behalf  of  Eleanor  C. 
Stoffel,  Cornelius  Cameron  and  Lillian 
Covert,  owners  (Harrv  Lander,  lessee), 
reopened  October  8,  1940,  under  section 
7h  of  the  building  zone  resolution,  to 
permit  in  a  business  use  district,  for  a 
temporary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles: 
premises  1404-1428  East  New  York 
avenue,  southwest  corner  of  Amboy 
street  (Block  No.  3495.  Lot  Nos.  12 
and  16),  Borough  of  Brooklyn. 
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cal.  no.  253-40-BZ — Application,  March  6,  1940,  under  sec¬ 
tions  7 h  and  21  of  the  building  zone 
resolution,  of  Oscar  Goldschlag,  appli¬ 
cant,  on  behalf  of  Direct  Realty  Com¬ 
pany,  owner,  to  permit  on  a  plot  lo¬ 
cated  in  a  business  use  district  and 
residence  use  district,  the  parking  and 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  1060-1070  St.  Nich¬ 
olas  avenue  and  510-520  West  164th 
street,  southeast  corner  (Block  No. 
2121,  Lot  No.  13),  Borough  of  Man¬ 
hattan. 

cal.  no.  39-31-BZ — Application  of  Reginald  S.  Hardy,  ap¬ 
plicant,  on  behalf  of  Woodhaven-Lib- 
ertv  Realty  Corporation,  owner,  re¬ 
opened  May  21,  1940,  under  sections 
7f  and  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  use  dis¬ 
trict.  for  a  stated  term  of  years,  the 
erection  and  maintenance  of  a  gasoline 
service  station ;  premises  93-02  to  93-06 
Rock.away  boulevard  and  103-55  to  103- 
69  93rd  street,  southeast  corner  (Block 
No.  9115,  part  of  Lot  No.  39),  Wood- 
haven,  Borough  of  Queens 

HARRIS  H.  MURDOCK,  Chairman. 


DECEMBER  17,  1940,  2  P.  M. 

Appeals  from  Admmistrative  Decisions. 

882-40-A — 148  39th  street,  southwest  corner  of  Second  ave¬ 
nue  (Bush  Building  No.  19,  fourth  floor)  : 
(Block  No.  706,  Lot  No.  1),  Borough  of 
Brooklyn. 

1004-40-A — 228  Bav  street,  west  side,  151  ft.  north  of  Han¬ 
nah  street  (Block  No.  498,  Lot  No.  74), 
Tompkinsville,  Borough  of  Richmond. 

1100-40-A — 80-40  Cooper  avenue,  south  side,  422  ft.  east  of 
80th  street  (Block  No.  3806,  Lot  No.  2), 
Glendale,  Borough  of  Queens  (under  sec¬ 
tion  35,  General  City  Law — re  bed  of 
mapped  street). 

881-40-A — 291-301  Metropolitan  avenue,  northwest  corner 
of  Roebling  street  (Block  No.  2353.  Lot 
No.  13),  Borough  of  Brooklyn. 

1142-40- A — 2301-2323  Beverly  road  and  2360-2420  Bedford 
avenue,  northwest  corner  (Block  No.  5133, 
Lot  No.  14),  Borough  of  Brooklyn. 

1078-40-A — 52-15  Grand  avenue,  north  side,  465.30  ft.  east 
of  49th  (Owens)  street  (Block  No.  2594, 
Lot  Nos.  1  and  34,  Block  No.  2593.  Lot 
Nos.  1  and  34,  Block  No.  2605,  Lot  No.  1, 
and  Block  No.  2606,  Lot  No.  1),  Maspeth, 
Borough  of  Queens  (under  section  35,  Gen¬ 
eral  City  1-°”' — *•-  bed  of  mapped  street). 

975-40-A — 98  East  Burnside  avenue,  south  side,  from  Wal¬ 
ton  avenue  to  Morris  avenue  (Block  No. 
2829,  Lot  Nos.  45  to  53,  inclusive),  Bor¬ 
ough  of  The  Bronx. 

1168-40- A — 1163-1167  Sixth  avenue,  west  side.  25  ft.  4  in. 

north  of  West  45th  street,  and  103-107 
West  45th  street  (Block  No.  998,  Lot  Nos. 
28.  29a,  29b,  30,  31  and  32),  Borough  of 
Manhattan. 


1164-40-A — 84-14  Northern  boulevard,  southwest  corner  of 
85th  street  (Block  No.  1433,  Lot  Nos.  1, 
2  and  3),  Jackson  Heights,  Borough  of 
Queens. 

1171-40- A — 783-821  Lafayette  avenue,  northwest  corner  of 
Sumner  avenue  (Block  No.  1787,  Lot  No. 
14)  ;  (Public  School  No.  25),  Borough  of 
Brooklyn. 

1062-40-A — 259  Court  street,  east  side,  23  ft.  5  in.  north  of 
Butler  street  (Blocjc  No.  402,  Lot  No.  2), 
Borough  of  Brooklyn. 

1097-40-A — 470  86th  street  (472  displayed),  south  side,  97 
ft.  1%  in.  west  of  Fifth  avenue  (Block  No. 
6045,  Lot  No.  34),  Borough  of  Brooklyn. 

944-40-A — 19  Richards  street,  southeast  corner  of  Seabring 
street  (Block  No.  505,  Lot  No.  60).  Bor¬ 
ough  of  Brooklyn. 

1102-40-A — 108-110  West  16th  street,  south  side,  100  ft.  west 
of  Sixth  avenue  (Block  No.  791,  Lot  Nos. 
48  and  49),  Borough  of  Manhattan. 

1141-40-A — 408-412  West  13th  street,  south  side,  124.2  ft. 

west  of  Ninth  avenue  (Block  No.  645,  Lot 
Nos.  35,  36  and  37),  Borough  of  Man¬ 
hattan. 

1113-40- A — 73-03  and  73-07  189th  street,  southeast  corner  of 
75th  avenue  and  east  side  of  189th  street, 
581  ft.  north  of  75th  avenue  (Block  No. 
7177.  Lot  No.  1),  Flushing,  Borough  of 
Queens. 

1130-40- A — 144  Avenue  C  and  701  East  9th  street,  northeast 
corner  (Block  No.  379,  Lot  No.  1),  Bor¬ 
ough  of  Manhattan. 

1107-40-A — 2111-2131  East  36th  street,  east  side,  216  ft. 

south  of  Avenue  T,  and  2102-2148  East 
36th  street,  west  side,  170  ft.  10  in.  south 
of  Avenue  T  (Block  No.  8536,  Lot  Nos. 
26,  28,  29,  31.  32,  34  and  35,  and  Block  No. 
8535,  Lot  Nos.  46  to  49,  inclusive,  52  and 
54  to  57,  inclusive,  59,  60,  62,  63.  64  and 
66),  Borough  of  Brooklyn. 

1169-40- A — 1562  Broadway,  east  side,  80  ft.  6  in.  south  of 
West  47th  street  (Block  No.  999,  Lot  No. 
64),  Borough  of  Manhattan. 

1187-40- A — 406-414  East  44th  street,  south  side.  149.67  ft. 

east  of  First  avenue  (Block  No.  1355,  Lot 
No.  7),  Borough  of  Manhattan. 


DECEMBER  31,  1940,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions  of 
the  building  zone  resolution,  Tuesday  morning,  December 
31,  1940,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 

cal.  no.  518-40-BZ — Application,  May  15,  1940.  under  sec- 
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tion  21  of  the  building  zone  resolution, 
of  Edward  A.  Schuman,  applicant  and 
owner  (Forest  Hills  Cement  Block 
Company,  Incorporated,  lessee),  to  per¬ 
mit  in  a  business  use  district  the  use 
of  premises  for  the  manufacture  of 
cement  blocks;  premises  117-30  Spring- 
field  boulevard,  west  side,  44.54  ft. 
north  of  118th  avenue  (Block  No.  3358, 
Lot  No.  61),  St.  Albans,  Borough  of 
Queens. 

cal.  no.  942-40-BZ — Application,  September  27,  1940,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Ratlan  Realty 
Corporation,  owner,  to  permit,  partly 
in  a  business  use  district  and  partly  in 
an  unrestricted  use  district,  the  recon¬ 
struction  and  structural  alterations  of 
a  building  and,  also,  premises  used  as  a 
public  garage,  motor  vehicle  repair 
shop,  auto  laundry,  grease  pits  and 
gasoline  service  station;  premises  1927- 
1943  Atlantic  avenue  and  17-31  Ban¬ 
croft  place,  northeast  corner  (Block 
No.  1558,  Lot  Nos.  1  and  32),  Bor¬ 
ough  of  Brooklyn. 

cal.  no.  990-40-BZ — Application,  October  1,  1940,  under 
sections  7a  and  7c  of  the  building  zone 
resolution,  of  Charles  M.  Spindler.  ap¬ 
plicant,  on  behalf  of  H.  D.  Hammond 
Garage,  Incorporated,  owner,  to  per¬ 
mit  on  a  premises  located  partly  in  a 
business  use  district  and  partly  in  an 
unrestricted  use  district,  the  extension 
of  a  gasoline  service  station;  premises 
6518-6524  Fort  Hamilton  parkway,  913 
929  66th  street,  northwest  corner,  and 
912-922  65th  street  (Block  No.  5750, 
Lot  Nos.  13  and  26),  Borough  of 
Brooklyn. 

cal.  no.  807-40-BZ — Application,  July  19,  1940,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  Henry  Nordheim,  appli¬ 
cant,  on  behalf  of  Richard  Stiegler, 
owner  (Sarah  Stern,  lessee),  to  permit 
in  a  business  use  district,  for  a  tem¬ 
porary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1168-1178  River  avenue,  east 
side,  129  ft.  north  of  McClellan  street 
(Block  No.  2488,  part  of  Lot  No.  1), 
Borough  of  The  Bronx. 


plicant,  on  behalf  of  Steeples  Manage¬ 
ment  Corporation,  owner,  reopened  and 
restored  to  Calendar  November  13, 
1940,  under  section  21  of  the  building 
zone  resolution,  to  permit  in  a  residence 
use  district  the  maintenance  of  business 
use  in  part  of  the  cellar  and  in  part  of 
the  first  story  of  an  existing  multiple 
dwelling  (previously  dismissed  for  lack 
of  prosecution)  ;  premises  1604-1648 
Ocean  avenue,  west  side,  120  ft.  south 
of  Avenue  K  (Block  No.  6730,  Lot 
Nos.  63  and  72),  Borough  of  Brook¬ 
lyn. 

cal.  no.  1131-40-BZ — Application,  November  29,  1940,  under 
sections  7b  and  21  of  the  building  zone 
resolution,  of  Emil  H.  Schwab,  Jr., 
applicant,  on  behalf  of  Emil  Schwab, 
Sr.,  Emma  Schwab  and  Emil  H. 
Schwab,  Jr.,  owners,  to  permit,  partly 
in  a  residence  use  district  and  partly 
in  a  business  use  district,  the  mainte¬ 
nance  of  a  business  use  (stores)  on  the 
first  story  of  an  existing  multiple 
dwelling;  premises  2485  Creston  ave¬ 
nue,  west  side,  56  ft.  north  of  East 
Fordham  road  (Block  No.  3174,  Lot 
No.  30),  Borough  of  The  Bronx. 

cal.  no.  729-38-BZ — Application  of  Lama  and  Proskauer, 
applicants,  on  behali  ot  Talbo  Gasoline 
Company.  Incorporated,  owner,  re¬ 
opened  October  8,  1940,  under  sections 
7c  and  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  use  dis¬ 
trict  the  alteration  and  extension  in 
area  of  an  existing  gasoline  service 
station  (previously  denied  by  the 
Board)  ;  premises  3150-3158  Boston 
Post  road,  southeast  corner  of  Laconia 
avenue  (Block  No.  4614,  Lot  No.  9), 
Borough  of  The  Bronx. 

cal.  no.  812-40-BZ — Application,  July  22,  1940,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Arthur  H.  Haaren,  ap¬ 
plicant,  on  behalf  of  Edlar  Realty  Cor¬ 
poration,  owner  (Alex  White,  lessee), 
to  permit  in  a  business  use  district  the 
extension  of  a  gasoline  service  station 
so  as  to  permit  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  3150  Broadway,  southeast 
corner  of  Moylan  place  (Block  No 
1980,  Lot  No.  61),  Borough  of  Man¬ 
hattan. 


cal.  no.  390-27-BZ — Application  of  Reginald  S.  Hardy,  ap¬ 
plicant,  on  behalf  of  Morben  Realty 
Corporation,  owner,  reopened  October 
15,  1940,  under  section  7f  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  busi¬ 
ness  use  district,  for  a  stated  term  of 
years,  the  erection  and  maintenance  of 
a  gasoline  service  station  (previously 
denied  by  the  Board  under  section  21 
of  the  building  zone  resolution)  ;  prem¬ 
ises  73-42  Cooper  avenue,  south  side, 
22.22  ft.  west  of  74th  street  (Block  No. 
3811,  Lot  No.  8),  Glendale,  Borough 
of  Queens. 

cal.  no.  712-38-BZ — Application  of  Sidney  L.  Strauss,  ap- 


cal.  no.  330-22-BZ- — Application  of  Paul  Friedman,  appli¬ 
cant,  on  behalf  of  Kings  Highway 
Community  Corporation,  owner  (Com¬ 
munity  Amusement  Corporation,  lessee), 
reopened  December  3,  1940,  for  rehear¬ 
ing  under  new  proposal,  under  sections 
7c  and  21  of  the  building  zone  resolu¬ 
tion,  to  permit,  partly  in  a  residence 
use  district  and  partly  in  a  business  use 
district,  the  change  of  use  of  an  existing 
building  from  bowling  alleys,  library, 
stores,  auditorium  and  meeting  room 
(previously  granted  by  the  Board)  to 
stores  and  motion  picture  theatre  (pre¬ 
viously  denied  by  the  Board)  ;  premises 
1663-1669  East  17th  street,  east  side, 


1678 


CALENDAR 


57  ft.  2)4  in.  south  of  Kings  highway 
(Block  No.  6780,  Lot  No.  55),  Bor¬ 
ough  of  Brooklyn. 

Appeal  from  Administrative  Decision. 

602-40-A — 1663-1669  East  17th  street,  east  side,  57  ft.  2)4 
in.  south  of  Kings  highway  (Block  No. 
6780,  Lot  No.  55),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


DECEMBER  31,  1940,  2  P.  M. 

Appeal  from  Administrative  Decision. 

1006-40-A — 141-143  Coolidge  avenue,  north  side,  236.65  ft. 

west  of  Daniels  street  (Block  No.  6339, 
Lot  No.  54),  Jamaica,  Borough  of  Queens 
(under  section  35,  General  City  Law — re 
hed  of  mapped  street). 


JANUARY  7,  1941,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions  of 
the  building  zone  resolution,  Tuesday  morning .  January 
7,  1941,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 

cal.  no.  377-40-BZ — Application,  April  11,  1940,  under  sec¬ 
tion  7 g  of  the  building  zone  resolution, 
of  William  P.  Collins,  applicant  and 
lessee,  on  behalf  of  Long  Island  Rail¬ 
road  Company,  owner,  to  permit  in  an 
unrestricted  use  district  the  parking  of 
more  than  five  (5)  motor  vehicles  on 
a  plot  located  on  the  same  street  and 
between  the  same  two  (2)  intersecting 
streets  with  a  school ;  premises  10-25 
49th  avenue,  north  side,  59.94  ft.  west 
of  Jackson  avenue  (Block  No.  44,  Lot 
Nos.  10  to  19,  inclusive),  Long  Island 
City,  Borough  of  Queens. 

cal.  no.  983-40-BZ — Application,  October  10,  1940,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Lama  and  Proskauer,  appli¬ 
cants.  on  behalf  of  Dime  Savings  Bank 
of  Brooklyn,  owner,  to  permit,  partly 
in  a  business  use  district  and  partly  in 
an  unrestricted  use  district,  for  a  tem¬ 
porary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
413-417  Flatbush  Avenue  Extension, 
east  side,  136  ft.  1)4  in.  south  of  DeKalb 
avenue  (Block  No.  2093,  Lot  No.  85), 
Borough  of  Brooklyn. 

cal.  no.  828-40-BZ — Application,  July  30,  1940,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Gaetano  Tuzzolino,  applicant  and 
lessee,  on  behalf  of  Milton  Hirschman, 
owner,  to  permit  in  a  business  use  dis¬ 
trict,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  northeast  cor¬ 
ner  of  White  Plains  road  and  East 


236th  street  (Block  No.  5043,  Lot  No. 
6),  Borough  of  The  Bronx. 

cal.  no.  604-40-BZ — Application.  June  5,  1940,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Paul  Friedman,  applicant,  on  behalf 
of  Mary  B.  MacKay,  owner  (Etta 
Ginsberg,  lessee),  to  permit  in  a  busi¬ 
ness  use  district,  for  a  temporary  period 
of  not  more  than  two  (2)  years,  the 
parking  and  storage  of  more  than  five 
(5)  motor  vehicles;  premises  74-92 
Bay  Ridge  avenue,  south  side.  200  ft. 
east  of  Narrows  avenue  (Block  No. 
5869,  Lot  No.  19),  Borough  of  Brook¬ 
lyn. 


cal.  no.  271-39-BZ — Application  of  Albert  C  Benson,  ap¬ 
plicant,  on  behalf  of  Socony- Vacuum 
Oil  Company,  Incorporated,  owner, 
reopened  October  15,  1940,  under  sec¬ 
tion  7c  of  the  building  zone  resolution, 
to  permit  in  a  business  use  district  the 
extension  of  an  existing  gasoline  service 
station  (previously  granted  on  certain 
conditions  by  the  Board;  Board’s  deci¬ 
sion  reversed  by  Special  Term,  Supreme 
Court,  without  prejudice  to  taking  fur¬ 
ther  proceedings  before  the  Board)  ; 
premises  96-23  to  96-29  Queens  boule¬ 
vard  and  95-02  to  95-14  63rd  road, 
northeast  corner  (Block  No.  2088.  Lot 
No.  22),  Elmhurst,  Borough  of  Queens. 


cal.  no.  926-40-BZ — Application,  September  18,  1940,  under 
section  7c  of  the  building  zone  resolu¬ 
tion,  of  Louis  A.  Kiesewetter,  appli¬ 
cant,  on  behalf  of  The  Texas  Company, 
owner,  to  permit  in  a  business  use  dis¬ 
trict  the  erection  of  an  accessory  build¬ 
ing  on  an  existing  gasoline  service 
station ;  premises  1698  Boston  road  and 
1705  Southern  boulevard,  southeast 
corner  (Block  No.  2978,  Lot  No.  191), 
Borough  of  The  Bronx. 


cal.  no.  1084-40-BZ — Application,  November  13,  1940,  under 
sections  7a,  7b  and  21  of  the  building 
zone  resolution,  of  A.  J.  Daidone,  ap¬ 
plicant.  on  behalf  of  Department  of 
Public  Works,  City  of  New  York, 
owner,  to  permit  in  a  business  use  dis¬ 
trict  the  erection  and  maintenance  of  a 
building  accessory  to  a  sewage  disposal 
plant;  premises  150-63  131st  street, 
blocks  bounded  by  150th  avenue,  155th 
avenue,  131st  street  and  134th  street 
(Block  No.  2718,  Lot  No.  1,  and  Block 
No.  2720,  Lot  No.  24),  Jamaica,  Bor¬ 
ough  of  Queens. 

cal.  no.  1085-40-BZ — Application,  November  13,  1940,  under 
sections  7a,  7b  and  21  of  the  building 
zone  resolution,  of  A.  J.  Daidone.  ap¬ 
plicant,  on  behalf  of  Department  of 
Public  Works,  City  of  New  York, 
owner,  to  permit  in  a  business  use  dis¬ 
trict  the  erection  and  maintenance  of  a 
building  accessory  to  a  sewage  disposal 
plant;  premises  150-54  134th  street, 
blocks  bounded  by  150th  avenue,  155th 
avenue,  131st  street  and  134th  street 
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(Block  No.  2718,  Lot  No.  1,  and  Block 
No.  2720,  Lot  No.  24),  Jamaica,  Bor¬ 
ough  of  Queens. 


cal.  no.  1139-40-BZ — Application,  December  2,  1940,  under 
section  21  of  the  building  zone  resolu¬ 
tion.  of  Arthur  Weiser,  applicant,  on 
behalf  of  Wheelock  Avenue  Corpora¬ 
tion,  owner  (Margate  Estates,  Incor¬ 
porated,  lessee),  to  permit,  partly  in  a 
business  use  district  and  partly  in  a 
residence  use  district,  the  erection  and 
maintenance  of  a  multiple  dwelling 
having  a  garage  for  more  than  five 
(5)  motor  vehicles  for  the  use  of  the 
tenants  of  the  multiple  dwelling  only : 
premises  50-90  Riverside  Drive  West, 
west  side,  from  West  158th  street  to 
West  161st  street  (Block  No.  2135, 
Lot  Nos.  60,  32,  37  and  92),  Borough 
of  Manhattan. 

Appeal  from  Administrative  Decision. 

cal.  no.  758-40- A-MD — Application.  July  9,  1940,  under 
section  60  of  the  Multiple  Dwelling 
Law.  of  Arthur  Weiser,  applicant,  on 
behalf  of  Wheelock  Avenue  Corpora¬ 
tion,  owner  (Margate  Estates,  Incor¬ 
porated,  lessee),  to  permit,  partly  in  a 
business  use  district  and  partly  in  a  resi¬ 
dence  use  district,  the  erection  and 
maintenance  of  a  multiple  dwelling  hav¬ 
ing  a  garage  for  more  than  five  (5) 
motor  vehicles  for  the  use  of  the  ten¬ 
ants  of  the  multiple  dwelling  only ; 
premises  50-90  Riverside  Drive  West, 
west  side,  from  West  158th  street  to 
West  161st  street  (Block  No.  2135,  Lot 
Nos.  60,  32,  37  and  92),  Borough  of 
Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  7,  1941,  2  P.  M. 

Appeal  from  Administrative  Decision. 

861-40-A — 2101-2123  Albemarle  road,  south  side,  190  ft.  east 
of  Flatbush  avenue  (Block  No.  5102.  Lot 
No.  59)  ;  (Apartment  No.  1-N),  Borough 
of  Brooklyn. 


JANUARY  14,  1941,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  January 
14,  1941,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 

cal.  no.  249-39-BZ — Application,  February  28,  1940;  dis- 
miseed  for  lack  of  prosecution  July  18, 
1939;  reopened  and  restored  to  Calendar 
September  17,  1940,  under  section  7f  of 
the  building  zone  resolution,  of  Lama 
and  Proskauer,  applicants,  on  behalf  of 


Koppers  Company,  owner,  to  permit  in 
a  business  use  district,  for  a  stated  term 
of  years,  the  erection  and  maintenance 
of  a  gasoline  service  station ;  premises 
84-11  to  84-21  Astoria  boulevard  and 
24-02  to  24-12  85th  street,  northwest 
corner,  and  84-12  to  84-20  24th  avenue 
(Block  No.  1096,  part  of  Lot  No.  1), 
Jackson  Heights,  Borough  of  Queens. 

cal.  no.  583-40-BZ — Application,  May  28,  1940,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Henry  Nordheim,  applicant,  on  be¬ 
half  of  O’Brien  Building  Company,  In¬ 
corporated,  owner  (Charles  Barnett, 
lessee),  to  permit  in  a  business  use 
district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  3096-3102 
Webster  avenue,  south  side.  25  ft.  west 
of  East  204th  street  (Block  No.  3330, 
Lot  No.  68),  Borough  of  The  Bronx. 

cal.  no.  446-40-BZ — Application,  April  26,  1940,  under  sec¬ 
tion  7c  of  the  building  zone  resolution, 
of  Arthur  H.  Haaren,  applicant,  on 
behalf  of  Kesbec.  Incorporated,  owner 
(James  McAllister,  lessee),  to  permit 
in  a  business  use  district  the  extension 
of  a  gasoline  service  station  so  as  to 
include  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  4431-4441  Broadway,  west 
side,  108  ft.  south  of  West  190th  street 
(Block  No.  2180,  Lot  Nos.  492  and 
494),  Borough  of  Manhattan. 

cal.  no.  818-40-BZ — Application,  July  26.  1940,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  M.  A.  Boule,  applicant,  on  behalf  of 
Sylvia  M.  Bullowa,  owner  (John  Car- 
mody,  lessee),  to  permit  in  a  business 
use  district,  for  a  temporary  period 
of  not  more  than  two  (2)  years,  the 
parking  and  storage  of  more  than  five 
(5)  motor  vehicles;  premises  1882-1884 
Second  avenue,  east  side,  25  ft.  north 
of  East  97th  street  (Block  No.  1669, 
Lot  No.  2),  Borough  of  Manhattan. 

cal.  no.  819-40-BZ — Application,  July  26,  1940,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  M.  A.  Boule,  applicant,  on  behalf  of 
Sylvia  M.  Bullova,  owner  (John  Car- 
mody,  lessee),  to  permit  in  a  business 
use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  1888-1890 
Second  avenue,  east  side.  50  ft.  south  of 
East  98th  street  (Block  No.  1669,  Lot 
Nos.  51  and  52),  Borough  of  Man¬ 
hattan. 

cal.  no.  302-29-BZ — Application  of  Reginald  S.  Hardy,  ap¬ 
plicant,  on  behalf  of  John  Sklar  Hold¬ 
ing  Company,  Incorporated,  owner,  re¬ 
opened  July  2,  1940,  under  sections  7b, 
7c  and  21  of  the  building  zone  resolu¬ 
tion,  to  permit,  partly  in  a  business  use 
district  and  partly  in  a  residence  use 
district,  the  inclusion  of  stores  in  a 
garage  for  more  than  five  (5)  motor 
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vehicles ;  said  garage  previously  granted 
by  the  Board ;  the  stores  do  not  comply 
with  section  19h  of  the  building  zone 
resolution;  premises  146-156  East  98th 
street  and  1159-1171  Winthrop  street, 
northwest  corner  (Block  No.  4614,  Lot 
No.  38),  Borough  of  Brooklyn. 

cal.  no.  207-31-BZ — Application  of  Abraham  N.  Horwitz, 
applicant,  on  behalf  of  1146  Southern 
Boulevard  Corporation,  owner,  reopened 
November  21.  1939,  under  section  21  of 
the  building  zone  resolution,  to  permit 
in  a  business  use  district  a  motor  vehicle 
repair  shop  in  an  existing  building ;  said 
building  previously  acted  upon  by  the 
Board,  permitting  its  use  as  a  gasoline 
service  station,  auto  laundry  and  garage 
for  five  (5)  cars;  premises  1148  South¬ 
ern  boulevard,  east  side,  237  ft.  north  of 
East  167th  street  (Block  No.  2745,  Lot 
No.  11),  Borough  of  The  Bronx. 

cal.  no.  1002-40-BZ — Application,  October  16,  1940,  under 
sections  7i  and  21  of  the  building  zone 
resolution,  of  Max  Siegel,  applicant,  on 
behalf  of  Harold  Swain,  owner,  to  per¬ 
mit  in  a  business  use  district  the  erec¬ 
tion  and  maintenance  of  a  motor  vehicle 
repair  shop;  premises  1550-1552  Jerome 
avenue,  east  side,  241.79  ft.  south,  of 
East  Mount  Eden  avenue  (Block  No. 
2846,  Lot  Nos.  23,  24,  25  and  part  of 
Lot  Nos.  22  and  26),  Borough  of  The 
Bronx. 


cal.  no.  1181-39-BZ — Application,  September  26,  1939,  under 
sections  7h  and  21  of  the  building  zone 
resolution,  of  Henry  Nordheim,  appli¬ 
cant,  on  behalf  of  Jefferson  Associates, 
Incorporated,  and  Orada  Realty  Cor¬ 
poration,  owners,  to  permit,  partly  in  a 
business  use  district  and  partly  in  an 
unrestricted  use  district,  for  a  tem¬ 
porary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  northwest  corner  of  Sedgwick 
avenue  and  West  167th  street  (Block 
No.  2540,  Lot  Nos.  16,  21  and  24),  Bor¬ 
ough  of  The  Bronx. 

cal.  no.  968-40-BZ — Application.  October  4,  1940,  under 
sections  7h  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer,  ap- 
plicants,  on  behalf  of  Jamaica-Fulton 
Operating  Corporation,  owners,  to  per¬ 
mit  in  a  business  use  district,  for  a  tem¬ 
porary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  168-33  Jamaica  avenue,  north 
side,  111.50  ft.  west  of  169th  street 
(Block  No.  9799,  Lot  Nos.  7  and  42), 
Jamaica,  Borough  of  Queens. 

cai.  no.  1036-39-BZ — Application,  August  10,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Hyman  Axinn,  applicant,  on 
behalf  of  Axinn  and  Sons  Lumber  Com¬ 
pany,  Incorporated,  owners,  to  permit, 
partly  in  a  residence  use  district  and 
partly  in  a  business  use  district,  the 


parking  of  more  than  three  (3)  motor 
vehicles ;  premises  222-40  99th  avenue, 
south  side,  400  ft.  east  of  222nd  street 
(Block  No.  10805,  Lot  No.  21),  Queens 
Village,  Borough  of  Queens. 

cal.  no.  799-39-BZ — Application,  June  15,  1939,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Fox  and  Wintner,  applicants,  on  be¬ 
half  of  Frances  S.  Burrows,  owner,  to 
permit  in  a  business  use  district  the 
conversion  of  occupancy  of  an  existing 
building  to  a  garage  for  more  than  five 
(5)  motor  vehicles;  premises  4-6  East 
135th  street,  south  side,  50  ft.  east  of 
Fifth  avenue  (Block  No.  1759,  Lot  No. 
69),  Borough  of  Manhattan. 

cal.  no.  607-40-BZ — Application,  June  6,  1940,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  John  H.  W.  Krogmann. 
applicant,  on  behalf  of  Wells-Smith 
Corporation,  owner  (John  F.  Dubar, 
lessee),  to  permit  in  a  business  use  dis¬ 
trict,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5)  motor 
vehicles;  premises  89-16  to  89-32  Sut- 
phin  boulevard,  west  side,  384.11  ft. 
north  of  Jamaica  avenue  (Block  No. 
9676,  Lot  No.  13),  Jamaica,  Borough 
of  Queens. 

cal.  no.  691-40-BZ — Application,  June  25,  1940.  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  H.  Herbert  Lilien,  ap¬ 
plicant,  on  behalf  of  Merrimak  Holding 
Corporation,  owner,  to  permit  in  a  busi¬ 
ness  use  district,  for  a  temporary  period 
of  not  more  than  two  (2)  years,  the 
parking  and  storage  of  more  than  five 
(5)  motor  vehicles  on  a  plot  occupied  in 
part  as  a  gasoline  service  station ; 
premises  3325-3331  Broadway,  west 
side,  49  ft.  11  in.  north  of  West  134th 
street  (Block  No.  2001,  Lot  Nos.  31, 
32,  33  and  part  of  Lot  No.  36),  Bor¬ 
ough  of  Manhattan. 

cal.  no.  922-40-BZ — Application,  September  18,  1940,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Ely  Jacques  Kahn,  applicant,  on 
behalf  of  Jacob  Ruppert  Corporation, 
owner,  to  permit,  partly  in  a  business 
use  district  and  partly  in  an  unrestricted 
use  district,  the  conversion  of  occupancy 
of  an  existing  building  to  a  garage  for 
more  than  five  (5)  motor  vehicles; 
premises  205-223  East  93rd  street,  north 
side,  90  ft.  east  of  Third  avenue,  and 
204-222  East  94th  street  (Block  No. 
1539,  Lot  Nos.  5  and  7),  Borough  of 
Manhattan. 

HARRIS  H.  MURDOCK.  Chairman. 


JANUARY  14,  1941,  2  P.  M. 

Appeal  from  Administrative  Decision. 

821 -40- A — 436  West  57th  street,  south  side,  300  ft.  east  of 
Eleventh  avenue  (Block  No.  1066,  Lot  No. 
50),  Borough  of  Manhattan. 
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JANUARY  21,  1941,  2  P.  M. 

Appeal  from  Administrative  Decision. 

649-40-A — 419-423  East  48th  street,  north  side,  100  ft.  west 
of  Beekman  place  (Block  No.  1360,  Lot 
No.  11),  Borough  of  Manhattan. 


FEBRUARY  18,  1941,  2  P.  M. 

Appeal  from  Administrative  Decision. 

553-37-A — 1815-1825  Ocean  avenue,  east  side.  280  ft.  south 
of  Avenue  M  (Block  No.  7656,  Lot  No. 
55  and  part  of  Lot  Nos.  54  and  58),  Bor¬ 
ough  oi  Brooklyn. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  DECEMBER  10,  1940. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Assistant  Chief  McCarthy. 

The  minutes  of  the  regular  meeting  of  the  Board  held  on 
Tuesday  morning,  November  26,  1940,  and  the  minutes  of 
the  regular  meeting  of  the  Board  held  on  Tuesday  afternoon, 
November  2o,  1940,  were  approved  as  printed  in  Bulletin 
No.  49,  Volume  25. 


BUILDING  ZONE  CASES. 

39-31-BZ. 

APPLICANT — Reginald  S.  Hardy,  for  Woodhaven- Liberty 
Realty  Corporation,  owner. 

SUBJECT — Application  reopened  May  21,  1940  (re  deci¬ 
sion  of  the  borough  superintendent  of  buildings), 
under  sections  7f  and  21  of  the  building  zone  reso¬ 
lution,  to  permit  in  a  business  use  district,  for  a 
stated'  term  of  years,  the  erection  and  maintenance 
of  a  gasoline  service  station. 

PREMISES  AFFECTED— 93-02  to  ‘  93-06  Rockaway 
boulevard  and  103-55  to  103-69  93rd  street,  south¬ 
east  corner  (Block  No.  9115,  part  of  Lot  No.  39), 
Woodhaven,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Reginald  S.  Hardy. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  December  17,  1940, 
at  10  A.M.,  for  applicant  to  file  sketches  of  new 
design  of  elevation  of  building. 


729-38-BZ. 

APPLICANT— Lama  and  Proskauer,  for  Talbo  Gasoline 
Company,  Incorporated,  owner. 

SUBJECT— Application  reopened  October  8,  1940  (re  de¬ 
cision  of  the  acting  borough  superintendent  of  build¬ 
ings),  under  sections  7c  and  21  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district  the 
alteration  and  extension  in  area  of  an  existing  gaso¬ 
line  service  station  (previously  denied  by  the 
Board) . 

PREMISES  AFFECTED — 3150-3158  Boston  Post  road, 
southeast  corner  of  Laconia  avenue  (Block  No. 
4614,  Lot  No.  9),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  Morris  Bogart. 
For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  December  31,  1940, 
at  10  A.M.,  for  further  consideration,  plans  to  be 
filed  by  December  28,  1940. 


446-40-BZ. 

APPLICANT — Arthur  H.  Haaren.  for  Kesbec,  Incor¬ 
porated,  owner  (James  McAllister,  lessee). 
SUBJECT — Application  (re  decision  of  the  acting  borough 
superintendent  of  buildings),  under  section  7c  of 


the  building  zone  resolution,  to  permit  in  a  business 
use  district  the  extension  of  a  gasoline  service  sta¬ 
tion  so  as  to  include  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 4431-4441  Broadway,  west 
side,  108  ft.  south  of  West  190th  street  (Block  No. 
2180,  Lot  Nos.  492  and  494),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Arthur  H.  Haaren,  John  G.  Cole¬ 
man  and  R.  G.  Calder. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  January  14,  1941,  at 
10  A.M.,  on  request  of  applicant. 


812-40-BZ. 

APPLICANT — Arthur  H.  Haaren,  for  Edlar  Realty  Cor¬ 
poration.  owner  (Alex  White,  lessee). 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  sections  7c  and  21  of 
the  building  zone  resolution,  to  permit  in  a  business 
use  district  the  extension  of  a  gasoline  service  sta¬ 
tion  so  as  to  permit  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 3150  Broadway,  southeast  cor¬ 
ner  of  Moylan  place  (Block  No.  1980,  Lot  No.  61), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Arthur  H.  Haaren,  John  G.  Cole¬ 
man  and  R.  G.  Calder. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  December  31,  1940, 
at  10  A.M.,  for  applicant  to  file  revised  plans. 


818-40-BZ. 

APPLICANT — M.  A.  Boule,  for  Sylvia  M.  Bullowa,  owner 
(John  Carmody,  lessee). 

SUBJECT — Application  (re  decision  of  the  acting  borough 
superintendent  of  buildings),  under  section  7h  of  the 
building  zone  resolution,  to  permit  in  a  business  use 
district,  for  a  temporary  period  of  not  more  than 
two  (2)  years,  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 1882-1884  Second  avenue,  east 
side,  25  ft.  north  of  East  97th  street  (Block  No. 
1669,  Lot  No.  2),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Arthur  M.  Bullowa. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  January  14,  1941,  at 
10  A.M.,  for  further  consideration  by  the  Board. 


819-40-BZ. 

APPLICANT — M.  A.  Boule,  for  Sylvia  M.  Bullowa,  owner 
(John  Carmody.  lessee). 

SUBJECT — Application  (re  decision  of  the  acting  borough 
superintendent  of  buildings),  under  section  7h  of  the 
building  zone  resolution,  to  permit  in  a  business  use 
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district,  for  a  temporary  period  of  not  more  than 
two  (2)  years,  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 1888-1890  Second  avenue,  east 
side,  50  ft.  south  of  East  98th  street  (Block  No. 
1669,  Lot  Nos.  51  and  52),  Borough  of  Manhattan. 
APPEARANCES— 

F'or  Applicant:  Arthur  M.  Bullowa. 

F'or  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  January  14,  1941,  tt 
10  A.M.,  for  further  consideration  by  the  Board. 


27 8-24-BZ. 

APPLICANT — William  R.  Altman,  for  One  Jumel  Realty 
Corporation,  owner. 

SUBJECT — Application  reopened  November  8,  1939  (re 
decision  of  the  acting  borough  superintendent  of 
buildings),  under  sections  7 i  and  21  of  the  building 
zone  resolution,  to  permit  in  a  business  use  district 
the  conversion  of  occupancy  of  part  of  a  garage  for 
more  than  five  (5)  motor  vehicles  (previously 
granted  by  the  Board)  from  garage  use  to  a  motor 
vehicle  repair  shop. 

PREMISES  AFFECTED — 441  West  167th  street  and  1 
Jumel  place,  northeast  corner  (Block  No.  2112, 
Lot  No.  58),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Herman  Kron. 

For  Opposition:  None. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioner 
Savage  and  Assistant  Chief  McCarthy  ....  3 

Negative:  Commissioner  Blum  .  1 

THE  RESOLUTION— 

(278-24-BZ) 

Whereas,  this  application,  to  permit,  partly  in  a  residence 
use  district  and  partly  in  a  business  use  district,  the  erec¬ 
tion  and  maintenance  of  a  publio  garage  for  more  than  five 
(5)  motor  vehicles,  premises  441-451  West  167th  street 
(Block  No.  2112,  Lot  No.  58),  Borough  of  Manhattan,  was 
granted  by  the  Board  March  25,  1924,  on  certain  condtiions; 
and 

Whereas,  William  R.  Altman,  for  One  Jumel  Place,  In¬ 
corporated,  owner,  filed  April  22,  1940,  an  application  under 
sections  7i  and  21  of  the  building  zone  resolution,  to  permit 
in  a  business  use  district  the  conversion  of  occupancy  of  part 
of  the  garage  from  garage  use  to  motor  vehicle  repair  shop ; 
and 

Whereas,  this  application  was  reopened  November  8,  1939, 
subject  to  the  usual  procedure;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
December  10,  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

W hereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Edgecombe  avenue  is  in  a  resi¬ 
dence,  business  and  unrestricted  use  district;  Jumel  place 
is  in  a  business  and  unrestricted  use  district;  West  167th 
street  and  Amsterdam  avenue  are  in  business  use  districts ; 
and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  dated  March  21,  1940,  reads: 

“With  reference  to  your  application  dated  March  7, 
1940  for  a  certificate  of  occupancy  for  motor  vehicle 
repair  shop  at  the  above  premises,  you  are  advised  that 
this  occupancy  is  not  permitted  as  resolution  of  the 
Board  of  Standards  and  Appeals,  Cal.  278-24-BZ  per¬ 
mits  a  garage  for  more  than  five  motor  vehicles  only. 
Your  application  is  therefore  denied.’’ 
and 

Whereas,  the  existing  building  is  two  stories  in  height, 
of  Class  3  construction,  with  a  frontage  of  164  ft.  9  in.  on 
West  167th  street.  30  ft.  4  in.  on  Jumel  place  and  118  ft.  on 


Edgecombe  avenue,  irregular,  in  area ;  it  is  proposed  to  use 
part  ol  the  second  story  ot  the  existing  garage  tor  more  than 
five  (5)  motor  vehicles  as  a  motor  vehicle  repair  shop;  and 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  March  25,  1924,  as 
amended  by  its  resolution  approving  plans  February  8,  1924, 
so  tnat  as  amended  the  resolution  shall  read : 

“ Resolved ,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution 
and  that  the  application  be  and  it  hereby  is  granted  on 
condition  that  the  vehicular  entrances  be  restricted  to 
Jumel  place;  that  there  be  no  door  opening  on  Edge¬ 
combe  avenue ;  any  windows  on  Edgecombe  avenue 
front  shall  have  sills  at  least  6  ft.  above  sidewalk  level 
and  shall  be  equipped  with  fixed  sash,  glazed  with 
translucent  glass,  with  one  ventilator  to  each  sash ;  that 
all  windows  on  167th  street  shall  be  glazed  with  trans¬ 
lucent  glass ;  that  no  entrance  other  than  emergency 
openings  not  exceeding  3  ft.  8  in.  in  width  be  permitted 
on  167th  street;  that  the  fronts  of  street  elevations  shall 
be  finished  with  face  brick  of  light  buff  color  with 
architectural  terra  cotta  or  stone  trimmings;  that  the 
front  elevations  of  the  building  shall  be  of  attractive 
architectural  design ;  the  architect  to  make  a  return  to 
this  Board  for  approval  as  to  design  of  the  elevation 
before  submitting  working  drawings  to  the  Bureau  of 
Buildings. 

Resolved  further,  that  the  drawings  returned  to  the 
Board  for  examination,  in  compliance  with  the  require¬ 
ments  of  this  resolution,  are  hereby  approved. 

Resolved  further,  that  motor  vehicle  repairing  may  be 
permitted  under  section  7i  of  the  building  zone  resolution, 
on  condition  that  the  repairing  shall  be  confined  to  the 
central  portion  of  the  second  story  facing  167th  street, 
as  indicated  on  revised  plan  marked  ‘Received  December 
4,  1940’;  that  such  repair  work  shall  be  carried  on 
mainly  with  hand  tools  and  with  no  motor-driven  equip¬ 
ment  requiring  motor  power  of  more  than  one-half 
horsepower ;  that  there  shall  be  no  anvils  or  forges  em¬ 
ployed  and  no  heavy  work  straightening  chassis  or 
fenders;  that  such  portable  fire-fighting  equipment  shall 
be  maintained  as  the  fire  commissioner  shall  direct;  that 
any  permits  that  may  be  required  for  the  use  of  acety¬ 
lene  or  other  equipment  shall  be  subject  to  permits  as 
may  be  issued  by  the  fire  commissioner ;  that  such  addi¬ 
tional  use  shall  continue  only  so  long  as  the  building  is 
not  increased  further  in  height  or  area  ond  that  the 
space  herein  permitted  to  be  used  shall  not  be  increased 
and  shall  comply  with  the  requirements.’' 


1321-39-BZ. 

APPLICANT — Anna  Weschler,  (lessee),  for  Bernard 
Flood,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  sections  7h  and  21 
of  the  building  zone  resolution,  to  permit,  partly 
in  a  residence  use  district  and  partly  in  a  business 
use  district,  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 142-23  Roosevelt  avenue,  north 
side,  200  ft.  east  of  Union  street  (Block  No.  5020, 
Lot  No.  47),  Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Anna  Weschler. 

For  Opposition :  J.  C.  Murray. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 
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THE  RESOLUTION— 

(1321-39-BZ) 

Whereas,  Anna  Weschler  (lessee),  for  Bernard  Flood, 
owner,  filed  October  26,  1939,  an  application  under  sections 
7 h  and  21  of  the  building  zone  resolution,  to  permit,  partly 
in  a  residence  use  district  and  partly  in  a  business  use  dis¬ 
trict,  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles ;  premises  142-23  Roosevelt  avenue,  north  side,  200 
ft.  east  of  Union  street  (Block  No.  5020,  Lot  No.  47),  Bor¬ 
ough  of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
December  10,  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Roosevelt  avenue  and  Union  street 
are  in  business  and  residence  use  districts ;  38th  avenue  and 
Bowne  street  are  in  residence  and  business  use  districts ; 
and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Miscellaneous  Application  No.  7188,  dated  Sep¬ 
tember  27,  1939,  reads: 

“The  use  of  these  premises  as  a  parking  lot  for  more 
than  five  motor  vehicles  in  a  business  district  and  ex¬ 
tending  into  a  residence  district  is  contrary  to  Article 
2,  Section  3  and  4  ‘a’,  subdivision  15  of  the  Building 
Zone  resolution.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  51  ft.  and  a  depth  of  190  ft.;  the  rear  portion 
of  the  plot  extends  into  the  residence  use  district  for  a  dis¬ 
tance  of  90  ft.  while  the  remainder  of  the  plot  is  in  a  business 
use  district ;  upon  the  front  of  the  plot  there  is  located  a 
frame  dwelling ;  it  is  proposed  to  use  the  balance  of  the  plot 
for  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles ;  and 

Whereas,  the  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a,  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  h,  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution  and  that  the 
application  be  and  it  hereby  is  granted,  under  section  7h 
thereof,  for  a  temporary  term  of  two  (2)  years  from  the 
date  of  this  resolution,  to  permit  the  portion  of  the  premises 
unbuilt  upon  toward  the  rear  to  be  occupied  for  the  transient 
parking  of  automobiles,  on  condition  that  only  automobiles 
of  the  pleasure-car  type  shall  be  so  parked ;  that  the  ground 
shall  be  leveled  and  surfaced  with  clean  gravel,  steam  cinders 
or  other  suitable  material,  properly  rolled  and  bound ;  that 
proper  substantial  fencing  shall  be  maintained  on  the  side  lot 
line  at  all  times ;  that  no  signs  shall  be  erected  on  the  prem¬ 
ises  during  the  term  of  this  permit,  except  there  may  be  a 
sign  at  the  entrance  advertising  the  transient  parking  use  and 
the  rates  charged,  provided  such  sign  does  not  extend  be¬ 
yond  the  building  line  and  does  not  exceed  15  sq.  ft.  in  area; 
that  during  the  term  of  this  permit  the  premises  shall  be 
used  for  no  other  use  than  the  transient  parking  herein  per¬ 
mitted  and  for  the  residential  use  in  the  building;  that  any 
lights  for  general  illumination  shall  be  equipped  with  metal 
reflectors  and  so  arranged  as  to  reflect  toward  the  center  of 
the  premises  and  away  from  the  adjoining  residential  occu¬ 
pancies;  that  such  portable  fire-fighting  appliances  shall  be 
maintained  on  the  premises  as  the  fire  commissioner  shall 
direct;  that  all  permits  required  shall  be  obtained  and  all 
work  completed  within  six  (6)  months  from  the  date  of  this 
resolution. 


260-40-BZ. 

APPLICANT — Paul  Carchiolo  and  Nils  Jensen  (lessees), 
for  Sadie  Rosen,  owner 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  section  7i  of  the  build¬ 


ing  zone  resolution,  to  permit  on  the  business  use 
portion  of  a  plot,  located  partly  in  a  business  use 
district  and  partly  in  a  residence  use  district,  the 
conversion  of  occupancy  of  an  existing  building  to  a 
motor  vehicle  repair  shop. 

PREMISES  AFFECTED— 5501-5513  18th  avenue,  south¬ 
east  corner  of  55th  street  (Block  No.  5494,  Lot  No. 
29),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Murray  Saks  and  Paul  Carchiolo. 
For  Opposition:  Milton  Fischer,  T.  H.  Glick,  Lee 
Fein,  Adella  Fish,  Sidney  Millsten,  Harold 
Klorfein,  Department  of  Parks,  and  others. 


ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

THE  RESOLUTION— 

(260-40-BZ) 


Whereas,  Paul  Carchiolo  and  Nils  Jensen  (lessees),  for 
Sadie  Rosen,  owner,  filed  March  5,  1940.  an  application 
under  section  7i  of  the  building  zone  resolution,  to  permit 
on  the  business  use  portion  of  the  plot,  located  partly  in  a 
business  use  district  and  partly  in  a  residence  use  district, 
the  conversion  of  occupancy  of  an  existing  building  to  a 
motor  vehicle  repair  shop;  premises  5501-5513  18th  avenue, 
southeast  corner  of  55th  street  (Block  No.  5494,  Lot  No. 
29),  Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
December  10.  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  18th  avenue  is  in  a  business  and 
residence  use  district ;  55th  street  and  56th  street  are  in  resi¬ 
dence  and  business  use  districts ;  and 
Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Application  No.  5458-1939,  dated  February  7, 
1940,  reads : 

“1.  Proposed  change  of  occupancy  of  present  one 
story  metal  building  from  automobile  painting  shop  to 
automobile  repair  shop  is  contrary  to  Art.  II,  Sec.  4, 
subd.  29  of  the  Zone  Resolution  as  the  plot  is  located 
partly  in  a  business  use  and  partly  in  a  residential  use 
district.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  167  ft.  on  18th  avenue  and  112  ft.  on  55th 
street;  the  north  part  of  the  plot  extends  into  the  residence 
use  district  while  the  remainder  of  the  olot  and  the  building 
in  question  are  in  the  business  use  district ;  upon  the  central 
portion  of  the  the  18th  avenue  frontage  of  the  plot  there  is 
located  a  one-story  metal  building  30  ft.  by  50  ft.  in  area ; 
it  is  proposed  to  occupy  this  building  as  a  motor  vehicle  re¬ 
pair  shop ;  and 

Whereas,  the  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  its  discretion  to  grant  a  zoning  vari¬ 
ance  under  section  7,  subdivision  i,  of  the  building  zone  reso¬ 
lution.  to  convert  the  occupancy  of  the  existing  building  to  a 
motor  vehicle  repair  shop. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  on  Application  No.  5458-39,  be  and  it  hereby  is 
affirmed  and  that  the  application  be  and  it  hereby  is  denied. 


402-40-BZ. 

APPLICANT — Lama  and  Proskauer,  for  Clifford  E.  Mills, 
owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  section  7c  of  the 
building  zone  resolution,  to  permit  in  a  residence 
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use  F  area  district  the  erection  and  maintenance  of 
a  building  to  be  used  as  a  gas  station,  auto  laundry, 
lubritorium,  office  and  boiler-room  in  conjunction 
with  a  gasoline  service  station  on  a  plot  of  ground 
previously  occupied  as  a  gasoline  service  station. 

PREMISES  AFFECTED— 144-39  to  144-47  Farmers 
boulevard,  southeast  corner  of  South  Conduit  ave¬ 
nue  (Block  No.  4517.  Lot  No.  1  and  part  of  Lot 
No.  3),  Springfield,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Opposition:  Harold  Klorfein,  Department  of 
Parks. 

AC  1  ION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(402-40-BZ) 

Whereas,  Lama  and  Proskauer,  for  Clifford  E.  Mills, 
owner,  filed  April  16,  1940,  an  application  under  section  7c 
of  the  building  zone  resolution,  to  permit  in  a  residence  use 
F  area  district  the  erection  and  maintenance  of  a  building 
to  be  used  as  a  gas  station,  auto  laundry,  lubritorium,  office 
and  boiler-room  in  conjunction  with  a  gasoline  service  sta¬ 
tion  on  a  plot  of  ground  previously  occupied  as  a  gasoline 
service  station ;  premises  144-39  to  144-47  Farmers  boule¬ 
vard,  southeast  corner  of  South  Conduit  avenue  (Block  No. 
4517,  Lot  No.  1  and  part  of  Lot  No.  3),  Springfield,  Bor¬ 
ough  of  Queens ;  and 

W hereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
December  10,  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  South  Conduit  boulevard,  North 
Conduit  boulevard.  Sunrise  highway,  144th  drive  and 
Farmers  boulevard  are  in  residence  use  districts ;  and 

W hereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  New  Building  Application  No.  9509-40,  dated 
May  17,  1940,  and  as  amended  June  19,  1940,  reads: 

“4.  The  proposed  erection  of  a  building  to  be  used  as 
a  gas  station,  auto  laundry,  lubritorium,  office  and  boiler 
room  in  a  residence  ‘F’  district,  in  conjunction  with  a 
gasoline  selling  station,  which  use  according  to  Fire  De¬ 
partment  records  was  discontinued  and  permit  from 
Fire  Department.  Bureau  of  Combustibles  permitted  to 
lapse  on  Oct.  4,  1938,  is  contrary  to  Art.  2,  Sec.  3  of  the 
Building  Zone  Resolution.” 
and 

Whereas,  the  premises,  part  of  a  larger  parcel  of  prop¬ 
erty,  consist  of_an  irregularly  shaped  plot  of  ground  having 
a  frontage  of  78.4  ft.  on  South  Conduit  boulevard,  99.8  ft. 
on  Farmers  boulevard  and  81.4  ft.  on  144th  drive;  upon  the 
plot  there  is  a  two-story  and  attic  frame  dwelling,  two 
grease  pits,  a  small  frame  building,  a  small  frame  shed  and 
five  (5)  550-gallon  gasoline  storage  tanks;  it  is  proposed 
to  remove  these  structures  and  tanks  and  to  erect  upon  the 
site  a  one-story'  building,  41  ft.  by  25  ft.  in  area,  to  be  used 
as  office,  auto  laundrv  and  lubritorium  and.  also,  to  install 
the  necessary  tanks  and  pumps  for  a  gasoline  service  sta¬ 
tion  ;  and 

Whereas,  the  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  c,  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution  and  that 
the  application  be  and  it  hereby  is  granted,  under  section  7c 
thereof,  to  permit  the  legally  existing  gasoline  service  sta¬ 
tion  to  be  rearranged  and  reconstructed,  substantially  in  ac¬ 


cordance  with  revised  plans  marked  “Received  December  7, 
1940,”  with  a  frontage  of  78.38  ft.  on  South  Conduit  avenue 
and  43  ft.  on  Farmers  boulevard,  on  condition  that  the  prem¬ 
ises  shall  be  filled  and  graded  substantially  to  the  grade  of 
these  streets  and  that  the  gasoline  station  shall  be  arranged 
substantially  as  shown  on  such  plans ;  that  a  retaining  wall 
shall  be  constructed  toward  the  east  and  south  and  carried 
to  a  point  at  least  1  ft.  above  the  grade  of  the  lot  and  with 
a  wooden  fence  erected  thereon,  in  accordance  with  the  de¬ 
sign  submitted ;  that  such  fence  shall  be  approximately  4  ft. 
in  height  and  shall  be  kept  painted;  that  the  accessory  build¬ 
ing  shall  be  toward  the  southeasterly  corner  of  the  premises 
and  shall  be  constructed  of  incombustible  materials,  except 
that  the  roof  beams,  roof  boarding,  door  frames  and  doors, 
window  frames  and  sash  may  be  of  wood,  provided  the  ceil¬ 
ing  is  fire-retarded  throughout  in  accordance  with  the  rules 
of  the  Board  and  that  the  roof  is  surtaced  with  natural  slate 
shingles ;  that  the  exterior  of  the  building  shall  be  con¬ 
structed  of  face  brick  and  kept  unpainted ;  that  the  boiler- 
room  shall  be  separated  from  the  balance  of  the  building  bv 
fireproof  construction  and  enterable  only  from  the  exterior; 
that  the  greasing  equipment  shall  be  of  the  hydraulic  lift 
type;  that  the  planting  areas  shall  be  maintained,  as  indi¬ 
cated,  protected  with  concrete  curbs  not  less  than  6  in.  in 
width  and  6  in.  in  height;  that  all  pumps  erected  shall  be 
not  nearer  than  12  ft.  to  either  building  line,  otherwise  gen¬ 
erally  located  as  shown  on  plans  marked  “Received  Decem¬ 
ber  7,  1940”;  that  storage  tanks  shall  consist  of  four,  with 
a  capacity  of  550  gallons  each,  complying  with  the  require¬ 
ments  therefor ;  that  the  balance  of  the  premises,  where  not 
occupied  by  accessory  building,  pumps  and  planting  shall  be 
cement  paved  or  paved  with  Colprovia  or  other  suitable 
impervious  material ;  that  entrances  to  the  premises  shall  be 
restricted  to  one  to  Farmers  boulevard  with  curb  cut  not 
over  35  ft.  in  width  and  two  to  South  Conduit  boulevard 
with  curb  cuts  not  over  25  ft.  in  width  each ;  that  no  part 
of  any  curb  cut  shall  be  nearer  than  5  ft.  toi  the  lot  line  as 
prolonged ;  that  signs  shall  he  restricted  to  permanent  signs 
attached  to  the  accessory  building  and  the  illuminated  globes 
of  the  pumps,  excluding  all  roof  and  temporary  signs,  but 
permitting  the  erection  within  the  building  line  of  a  post 
standard  for  supporting  a  sign,  which  may  be  illuminated, 
advertising  solely  the  brand  of  gasoline  on  sale;  that  such 
signs  shall  also  be  approved  by  the  Park  Department ;  that 
the  landscaping  shall  also  be  as  approved  bv  the  Park  De¬ 
partment  ;  that  the  design  of  the  pumps  shall  have  masonrv 
pedestals  and  shall  be  of  a  design  as  approved  bv  the  Park 
Department  for  use  on  parkways ;  that  during  the  term  of 
this  permit  the  premises  shall  be  occupied  for  no  other  use 
than  that  herein  permitted ;  that  there  shall  be  no  parking 
of  cars  other  than  those  being  serviced  on  the  premises ; 
that  there  shall  be  no  automobile  repairing  carried  on ;  that 
there  shall  be  no  portable  gasoline  pumps  used  on  or  from 
the  premises ;  that  such  fire-fighting  appliances  shall  be 
maintained  as  the  fire  commissioner  shall  direct;  that  com¬ 
plete  working  plans  shall  be  filed  for  approval  bv  the  chair¬ 
man  in  behalf  of  the  Board  prior  to  filing  same  with  the 
borough  superintendent  of  buildings ;  that  all  permits  re¬ 
quired  shall  be  obtained  and  all  work  completed  within  one 
( 1 )  year  from  the  date  of  this  resolution. 


416-40-BZ. 

APPLICANT — Wiffiam  Sambur,  for  Central  Hanover 
Bank  and  Trust  Company,  owner  (Harry  Wolin- 
sky,  lessee). 

SUBJECT — Application  (re  decision  of  the  acting  borough 
superintendent jjf  buildings),  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  business  use 
district  the  conversion  of  occupancy  of  the  first 
story  of  an  existing  building  to  a  motor  vehicle 
repair  shop. 

PREMISES  AFFECTED— 135  West  52nd  street,  north 
side,  325  ft.  east  of  Seventh  avenue  (Block  No. 
1005,  Lot  No.  14),  Borough  of  Manhattan. 


1685 


MINUTES 


APPEARANCES— 

For  Applicant :  Rose  Sambur,  Alfred  W.  Roberts, 
Jr.,  Bruce  Somers  and  Solomon  Roshevsky. 
For  Opposition :  None. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

THE  RESOLUTION— 

(416-40-BZ) 

Whereas,  William  Sambur,  for  Central  Hanover  Bank 
and  Trust  Company,  owner  (Harry  Wolinsky,  lessee),  filed 
April  22,  1940,  an  application  under  section  21  of  the  building 
zone  resolution,  to  permit  in  a  residence  use  district  the  con¬ 
version  of  occupancy  of  the  first  story  of  an  existing  building 
to  a  motor  vehicle  repair  shop;  premises  135  West  52nd 
street,  north  side,  325  ft.  east  of  Seventh  avenue  (Block  No. 
1005,  Lot  No.  14),  Borough  of  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, - 
December  10,  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  West  52nd  street  is  in  a  business-1 
and  retail-1  use  district;  West  53rd  street  is  in  a  business 
and  retail  use  district;  Seventh  avenue  is  in  a  retail-1  and 
retail  use  district ;  Sixth  avenue  is  in  a  retail  use  district ; 
and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Alteration  Application  No.  933-40,  dated  March 
27,  1940.  reads: 

“The  use  of  premises  located  within  a  business  district 
as  an  automobile  repair  shop  is  contrary  to  Section  4, 
subd.  a-29  of  the  Building  Zone  Resolution.” 
and 

Whereas,  the  building  is  of  Class  3  construction,  25  ft. 
front  by  90  ft.  deep,  three  stories  in  height ;  it  is  proposed 
to  occupy  the  first  story  of  the  existing  building  as  a  motor 
vehicle  repair  shop  with  the  upper  stories  to  be  used  as  of¬ 
fices;  and 

W hereas,  the  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  the  applicant  failed  to 
substantiate  a  basis  of  appeal  under  section  21  of  the  build¬ 
ing  zone  resolution  and  was,  therefore,  not  entitled  to  relief 
on  the  grounds  of  practical  difficulty  and  unnecessary  hard¬ 
ship. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  on  Alteration  Application  No.  933-40,  be  and 
jt  hereby  is  affirmed  and  that  the  application  be  and  it  hereby 
is  denied. 


521-40-BZ. 

APPLICANT — Abraham  Saul,  owner. 

SUBJECT — Application  (  re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  residence 
use  and  E  area  district  the  maintenance  of  an  ex¬ 
tension  at  the  rear  of  the  second  story  of  an  existing 
dwelling,  which  extension  does  not  comply  with  the 
E  area  requirements 

PREMISES  AFFECTED— 1818  East  29th  street,  west 
side,  126  ft.  south  of  Avenue  R  (Block  No.  6834, 
Lot  No.  10),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  William  H.  Saul. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 


Negative  .  0 

THE  RESOLUTION— 

(521-40-BZ) 

Whereas,  Abraham  Saul,  owner,  filed  May  15,  1940,  an 
application  under  section  21  of  the  building  zone  resolution, 
to  permit  in  a  residence  use  and  E  area  district  the  main¬ 
tenance  of  an  extension  at  the  rear  of  the  second  story  of  an 
existing  dwelling,  which  extension  does  not  comply  with  the 
E  area  requirements ;  premises  1818  East  29th  street,  west 
side,  126  ft.  south  of  Avenue  R  (Block  No.  6834,  Lot  No. 
10),  Borough  of  Brooklyn;  and 

W hereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
December  10,  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  East  29th  street,  East  28th  street 
and  Avenue  R  are  in  residence  use  and  E  area  districts; 
and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Alteration  Application  No.  4586-40,  dated  Mav 
13,  1940,  reads: 

“8.  Proposed  extension  of  building  in  rear  of  2nd 
floor  increases  the  area  to  more  than  30%  of  area  of 
plot  as  permitted  by  Zone  Resolution  Art.  IV,  par. 
15(c)  for  residential  E  area  district.  Above  application 
is  hereby  denied.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  22  ft.  and  a  depth  of  100  ft.,  upon  which  there 
is  located  a  two-story  and  basement  Class  3  dwelling  18  ft. 
by  42  ft.  in  area;  there  has  been  erected  at  the  rear  of  the 
second  story  of  the  building  an  extension  22  ft.  by  6  ft.  in 
area ;  the  area  of  the  building  on  the  first  story  complies 
with  E  area  requirements  but  the  extension  on  the  second 
story  exceeds  the  permissible  30  per  cent,  area  of  the  plot  by 
96  sq.  ft. ;  and 

Whereas,  the  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  the  applicant  was  en¬ 
titled  to  temporary  relief  under  section  21  on  the  grounds  of 
practical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution  and  that  the 
application  be  and  it  hereby  is  granted,  under  section  21 
thereof,  on  condition  that  the  building  shall  not  be  further 
increased  in  height  or  area  and  shall  comply  with  the  re¬ 
quirements  of  the  building  zone  resolution  in  all  other  re¬ 
spects.  as  well  as  all  other  laws,  rules  and  regulations  ap¬ 
plicable  thereto  and  so  long  as  the  house  shall  be  continued 
as  a  residence  for  not  more  than  two  families. 


1016-40-BZ. 

APPLICANT — Theodore  R.  Feinberg,  for  Kauffman 
Lowenthal  Realty  Company,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  residence 
use  district  the  alteration  and  conversion  of  occu¬ 
pancy  of  part  of  an  existing  building  to  business 
use  (store). 

PREMISES  AFFECTED — 649  Water  street,  south  side, 
266  ft.  8  in.  east  of  Gouverneur  Slip  (Block  No. 
243,  Lot  No.  106),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Theodore  R.  Feinberg. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 


Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 
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THE  RESOLUTION— 

(1016-40-BZ) 

Whereas,  Theodore  R.  Feinberg,  for  Kauffman  Lowen- 
thal  Realty  Company,  owner,  filed  October  23,  1940,  an  ap¬ 
plication  under  section  21  of  the  building  zone  resolution,  to 
permit  in  a  residence  use  district  the  alteration  and  conver¬ 
sion  of  occupancy  of  part  of  an  existing  building  to  business 
use  (store)  ;  premises  649  Water  street,  south  side,  266  ft. 
8  in.  east  of  Gouverneur  Slip  (Block  No.  243,  Lot  No.  106), 
Borough  of  Manhattan ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
December  10,  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Water  street,  Front  street.  Jack- 
son  street  and  Gouverneur  Slip  are  in  residence  use  dis¬ 
tricts  ;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Application  No.  2867-40,  dated  September  76, 
1940,  reads : 

“1.  A  store  in  a  residence  district  contrary  to  Section 
3,  Article  2,  Building  Zone  Resolution.” 

and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  16  ft.  8  in.  front,  70  ft.  deep  and  three  stories  in 
height ;  it  is  proposed  to  alter  and  to  convert  the  occupancy 
of  the  first  story  of  the  existing  building  to  business  use 
(store),  with  the  upper  stories  to  be  vacant;  and 

Whereas,  the  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  the  applicant  failed  to 
substantiate  a  basis  of  appeal  under  section  21  of  the  building 
zone  resolution  and  was,  therefore,  not  entitled  to  relief  on 
the  grounds  of  practical  difficultv  and  unnecessary  hardship. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  on  Application  No.  2867-40,  Objection  No.  1, 
be  and  it  hereby  is  affirmed  and  that  the  application  be  and 
it  hereby  is  denied. 


Adjourned,  12:30  P.M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  DECEMBER  10,  1940. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Assistant  Chief  McCarthy. 


BUILDING  ZONE  CASES. 

51-30-BZ. 

APPLICANT — William  S.  Worrall,  Jr.,  for  Cord  Meyer 
Development  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  area  and  use — re  Application  (deci¬ 
sion  of  the  borough  superintendent  of  buildings), 
under  sections  7g  and  21  of  the  building  zone  reso¬ 
lution,  permitting,  partly  in  a  business  use  district 
and  partly  in  a  residence  use  district,  the  erection 
and  maintenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles  and,  also,  the 
installation  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 112-19  Queens  boulevard,  north 
side,  108  ft.  7j)j  in.  east  of  112th  street  (Block  No. 
2264,  Lot  No.  73),  Forest  Hills,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  William  S.  Worrall,  Jr. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock.  Commissioners 


Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


104-37-BZ. 

APPLICANT — Arthur  W.  Renander,  for  Adelina  Granello, 

owner. 

SUBJECT — Application  for  consideration — reopening  and 
reconsideration  on  basis  of  new  facts  (previously 
denied — re  extension  of  permit) — re  Application 
(decision  of  the  commissioner  of  buildings)  granted 
on  condition  November  9,  1937,  under  section  7h 
of  the  building  zone  resolution,  permitting  in  a  busi¬ 
ness  use  district  the  parking  of  more  than  five  (5) 
motor  vehicles  for  a  temporary  period  of  two  (2) 
years. 

PREMISES  AFFECTED— 89-37  to  90-07  161st  street,  east 
side,  and  89-40  to  89-42  162nd  street,  west  side, 
357.04  ft.  south  of  89th  (Shelton)  avenue  (Block 
No.  835,  Lot  Nos.  22  and  25),  Jamaica,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  William  A.  Eckert. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock.  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


108-37-BZ. 

APPLICANT — Arthur  W.  Renander,  for  Jamaica  Savings 
Bank,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
reconsideration  on  basis  of  new  facts  (previously 
denied— re  extension  of  permit) — re  Application 
(decision  of  the  commissioner  of  buildings)  granted 
on  condition  November  9,  1937,  under  section  7h  of 
the  building  zone  resolution,  permitting  in  a  business 
use  district  the  parking  of  more  than  five  (5)  motor 
vehicles  for  a  temporary  period  of  two  (2)  years. 

PREMISES  AFFECTED — 90-05  to  90-11  160th  street,  east 
side,  90-06  to  90-12  161st  street,  west  side,  50  ft. 
south  of  90th  avenue  (Block  No.  832.  Lot  Nos.  20, 
23 y2  and  28),  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  William  A.  Eckert. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


155-39-BZ. 

APPLICANT — Herman  Kron,  for  Tenement  Renovation 
Contracting  Company,  Incorporated,  and  Carpenters 
Equity,  Incorporated,  owners  (Salvatore  Lane, 
lessee) . 

SUBJECT — Application  for  consideration — restoration  to 
Calendar — (previously  dismissed  for  lack  of  prose¬ 
cution) — re  Application  (decision  of  the  borough 
superintendent  of  buildings),  under  section  7h  of  the 
building  zone  resolution,  to  permit,  partly  in  a  retail 
use  district  and  partly  in  a  business  use  district,  for 
a  temporary  period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED — 145-157  Cherry  street,  south 
side,  51  ft.  west  of  Market  Slip  (Block  No.  250, 
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Lot  Nos.  67  to  73,  inclusive),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  Herman  Kron. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  Calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN  AND  RESTORE  TO  CAL¬ 
ENDAR— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


552-38-BZ. 

APPLICANT — Milton  B.  Weissman,  for  Berbond  Garage 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time — re  Application  (decision  of  the 
borough  superintendent  of  buildings),  under  sec¬ 
tions  7c  and  21  of  the  building  zone  resolution,  per¬ 
mitting,  partly  in  an  unrestricted  use  district  and 
partly  in  a  residence  use  district  and  B  area  dis¬ 
trict,  the  erection  and  maintenance  of  a  garage  for 
more  than  five  (5)  motor  vehicles  and,  also,  the 
omission  of  the  required  rear  .yard. 

PREMISES  AFFECTED — 777  Sheridan  avenue,  west  side, 
152.59  ft.  north  of  East  156th  street  (Block  No. 
2458,  Lot  No.  124),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Milton  B.  Weissman. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(552-38-BZ) 

Whereas,  W.  J.  Cherry,  for  Antur  Holding  Corporation, 
c/o  N.  Y.  State  Banking  Dept.  (Bank  of  U.  S.),  owner, 
filed  June  28,  1938,  an  application  under  the  building  zone 
resolution,  to  permit,  partly  in  an  unrestricted  use  district 
and  partly  in  a  residence  use  district  and  B  area  district,  the 
erection  and  maintenance  of  a  garage  for  more  than  five  (5) 
motor  vehicles  and,  also,  the  omission  of  the  required  rear 
yard;  premises  777  Sheridan  avenue,  west  side,  152.59  ft. 
north  of  East  156th  street  (Block  No.  2458,  Lot  No.  124), 
Borough  of  The  Bronx ;  and 

Whereas,  this  application  was  granted  by  the  Board 
November  9,  1938.  on  certain  conditions,  the  time  to  obtain 
permits  and  complete  the  work  extended  October  10,  1939, 
and  applicant  requested  a  further  extension  of  time  to  ob¬ 
tain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  of  November  9,  1938,  only  so 
far  as  it  refers  to  the  time  within  which  to  obtain  permits 
and  complete  the  work,  so  that  as  amended  this  portion  of 
the  resolution  shall  read: 

“that  all  permits  required  shall  be  obtained  and  all  work 
involved  completed  within  one  (1)  year  from  the  date 
of  this  amended  resolution.” 


415-40-BZ. 

APPLICANT — Andrew  A.  Marjey,  for  Borough  Hall 
Holding  Corporation,  owner. 

SUBJECT — Application  reopened  September  17,  1940,  for 
consideration — re  amendment  of  resolution — re  Ap¬ 
plication  (decision  of  the  borough  superintendent 
of  buildings)  ;  (previously  granted  on  condition 
under  section  7c  of  the  building  zone  resolution), 
permitting,  partly  in  a  business  use  district  and 
partly  in  a  residence  use  district,  the  erection  and 


maintenance  of  a  business  building  (stores  on  first 
story  and  offices  on  second  story). 

PREMISES  AFFECTED — 124-17  Queens  boulevard  and 
125-02  82nd  avenue,  northeast  corner  (Block  No. 
9654,  Lot  Nos.  6,  12,  14  and  15),  Kew  Gardens, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Andrew  A.  Marjey. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION—  _ 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(415-40-BZ) 

Whereas,  this  application,  to  permit,  partly  in  a  business 
use  district  and  partly  in  a  residence  use  district,  under  sec- 
ton  7c  of  the  building  zone  resolution,  the  erection  and  main¬ 
tenance  of  a  business  building  (stores  on  first  story  and  of¬ 
fices  on  second  story),  premises  124-17  Queens  boulevard  and 
125-02  82nd  avenue,  northeast  corner  (Block  No.  9654,  Lot 
Nos.  6,  12,  14  and  15),  Kew  Gardens,  Borough  of  Queens, 
was  granted  by  the  Board  July  16,  1940,  on  certain  condi¬ 
tions  ;  and 

Whereas,  Andrew  A.  Marjey,  for  Borough  Hall  Holding 
Corporation,  owner,  requested  amendment  of  the  resolution; 
and 

Whereas,  this  application  was  reopened  by  vote  of  the 
Board  September  17,  1940,  and  set  for  hearing  October  1, 
1940;  and 

Whereas,  this  application  was  placed  on  the  Reserve 
Calendar  October  1,  1940,  subject  to  further  consideration  by 
the  Board,  upon  request  of  the  applicant ;  and 

Whereas,  the  applicant  requested  on  November  27,  1940, 
that  this  application  be  further  considered  by  the  Board. 

Resolved,  that  the  Board  of  Standards  and  Appeals  dr'ps 
hereby  amend  the  resolution  adopted  on  July  16.  1940,  by 
adding  thereto : 

“that  the  additional  decision  of  the  borough  superin¬ 
tendent  of  buildings,  No.  2,  dated  August  21,  1940,  is 
hereby  modified  and  that  the  application  be  and  it  hereby 
is  granted,  varying  the  requirements  of  section  19h  of 
the  building  zone  resolution,  on  condition  that  the  de¬ 
sign  of  the  proposed  building  shall  be  substantially  in 
accord  with  the  revised  plans  marked  ‘Received  Novem¬ 
ber  29,  1940’;  that  the  facade  of  the  building  on  Queens 
boulevard  and  82nd  avenue  shall  be  constructed  of  stone 
and  brick,  as  indicated,  with  a  sloping  portion  of  the 
roof  of  natural  slate  and  the  balance  of  the  roofdeck 
surfaced  with  approved  roofing  materials ;  that  the  show 
windows  shall  be  subdivided  into  small  panes,  as  shown; 
that  the  northerlv  section  of  the  frontage  of  approx¬ 
imately  27  ft.  shall  be  occupied  for  office  purposes  with 
no  display  of  merchandise ;  that  the  next  sections  south¬ 
erly,  consisting  of  two  double  stores  or  four  single 
stores,  may  be  occupied  for  merchandise  or  offices,  pre¬ 
cluding  a  delicatessen  shop,  fish  or  meat  market,  under¬ 
taker’s  parlor  or  a  bake  shop  having  ovens  on  the  prem¬ 
ises  ;  that  the  section  at  the  corner  having  a  frontage 
of  approximately  60  ft.  on  82nd  avenue  mav  be  occupied 
as  a  restaurant  or  for  other  use  having  no  display  win¬ 
dows  on  82nd  avenue ;  that  anv  windows  installed  shall 
have  the  sills  thereof  not  less  than  4  ft.  above  grade; 
that  no  restriction  of  occupancy  is  herein  intended  for 
any  space  wholly  facing  Queens  boulevard ;  that  signs 
facing  on  82nd  avenue  shall  be  restricted  to  signs  in  the 
panels  directly  over  the  shop  show  windows  and  such 
signs  shall  be  non-illuminated  and  shall  not  extend  be¬ 
yond  the  building  line ;  that  no  signs  on  any  part  of  the 
building  facing  82nd  avenue  shall  be  illuminated  or  ex¬ 
tended  beyond  the  building  line  and  no  temporary  or 
roof  signs  shall  be  displayed ;  that  anv  awnings  installed 
on  82nd  avenue  shall  have  no  wording  or  advertising 
of  any  nature ;  that  the  lot  line  wall  to  the  north  s^all 
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be  faced  with  face  brick  for  a  distance  easterly  from 
82nd  avenue  of  approximately  40  ft.  and  no  windows 
shall  be  constructed  in  this  interior  lot  line  wall  for  its 
full  depth,  except  there  may  be  constructed  openings 
filled  with  glass  block  approved  for  use  in  exterior  lot 
line  walls;  that  in  all  other  respects  the  requirements  of 
the  resolution  adopted  on  July  16,  1940,  and  as  amended 
herein  shall  be  complied  with,  and  in  all  other  respects 
the  requirements  of  the  building  zone  resolution  and  all 
other  laws,  rules  and  regulations  applicable  thereto  shall 
be  complied  with ;  that  all  permits  required  shall  be  ob¬ 
tained  and  all  work  involved  completed  within  one  (1) 
year  from  the  date  of  this  amended  resolution 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

696-3 9- A. 

APPLICANT — George  G.  Lake,  for  John  J.  Campbell,  ad¬ 
joining  property  owner. 

OWNER  OF  PREMISES— Maria  M.  Sasso. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings — re  revocation  of  Certificate 
of  Occupancy  No.  18530-32. 

PREMISES  AFFECTED— 2321  Third  avenue  and  201 
East  126th  street,  northeast  corner  (Block  No.  1791, 
Lot  No.  1)  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  George  G.  Lake. 

For  Owner :  Harry  Berlin  and  L.  Meinwald. 

For  Administration:  Fred  Dahlem,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Placed  on  Reserve  Calendar. 


821-40- A. 

APPLICANT — Samuel  Rosenblum,  for  Fanny  Leon,  owner 
(Joe’s  Automotive  Electric  Service,  Incorporated, 
lessee). 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner  and  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 436  West  57th  street,  south 
side,  350  ft.  east  of  10th  avenue  (Block  No.  1066, 
Lot  No.  50),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Samuel  Rosenblum. 

For  Administration:  Fred  Dahlem,  Department  of 
Housing  and  Buildings,  and  Inspector  Meyer, 
Fire  Department. 

ACTION  OF  BOARD — Laid  over  to  January  14,  1941,  at 
2  P.M.,  to  permit  applicant  to  examine  records  in 
Board’s  possession. 


849-40- A. 

APPLICANT — Frances  L.  Harris,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 419-423  East  48th  street,  north 
side,  100  ft.  wrest  of  Beekman  place  (Block  No. 
1360,  Lot  No.  11),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Frances  L.  Harris. 

For  Administration:  Fred  Dahlem,  Department  of 
Housing  and  Buildings,  and  Inspector  Maher, 
Fire  Department. 

ACTION  OF  BOARD — Laid  over  to  January  21,  1941,  at 
2  P.M.,  for  further  consideration  and  inspection  by 
the  Board. 


1078-40- A. 

APPLICANT — Brown  and  Matthews,  Incorporated,  for 
Long  Island  Railroad  Company,  owner. 


SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 52-15  Grand  avenue,  north  side, 
465.30  ft.  east  of  49th  (Owens)  street  (Block  No. 
2594,  Lot  Nos.  1  and  34,  Block  No.  2593,  Lot  Nos. 
1  and  34,  Block  No.  2605,  Lot  No.  1,  and  Block 
No.  2606,  Lot  No.  1),  Maspeth,  Borough  of  Queens 
(under  section  35,  General  City  Law— re  bed  of 
mapped  street). 

APPEARANCES— 

For  Applicant:  H.  G.  Matthews. 

For  Administration :  Aaron  Halpern,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  December  17,  1940, 
at  2  P.M.,  pending  information  from  borough  engi¬ 
neer. 


1142-40-A. 

APPLICANT — G.  B.  Higgins,  for  Viking  Sprinkler  Com¬ 
pany,  Incorporated,  for  Sears,  Roebuck  and  Com¬ 
pany,  lessee  and  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 2301-2323  Beverly  road  and 
2360-2420  Bedford  avenue,  northwest  corner  (Block 
No.  5133,  Lot  No.  14),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  George  B.  Higgins  and  Allen  E. 
Hendricks. 

For  Administration:  Morris  Hannes,  Department  cf 
Housing  and  Buildings,  and  Inspector  Maher, 
Fire  Department. 

ACTION  OF  BOARD — Laid  over  to  December  17,  1940, 
at  2  P.M.,  for  applicant  to  file  copy  of  approval 
by  New  York  Fire  Insurance  Exchange. 


1300-39-A. 

APPLICANT— A.  F.  Meissner,  for  Rev.  George  D.  Sher¬ 
man,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  Calendar — re  Appeal  from  a  decision 
of  the  borough  superintendent  of  buildings  (pre¬ 
viously  withdrawn). 

PREMISES  AFFECTED — 84-05  78th  avenue,  northeast 
corner  of  84th  street  (Block  No.  3840,  Lot  No.  24), 
East  Glendale,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  A.  F.  Meissner. 

For  Administration :  Aaron  Halpern,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  restored  to 
Calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN  AND  RESTORE  TO  CAL¬ 
ENDAR— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

Negative  .  0 


676-40-A. 

APPLICANT— Allan  S.  Llarrison,  for  New  York  City 
Housing  Authority,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment — re  Appeal  from  a  decision  of  the  acting 
borough  superintendent  of  buildings. 

PREMISES  AFFECTED — Blocks  bounded  by  East  102nd 
street  to  East  105th  street  and  between  First  avenue 
and  East  River  drive  (Block  Nos.  1696,  1697  and 
1698),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  John  P.  Riley  and  Geo.  E.  Strehan. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 
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THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affii  mative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(67 6-40- A) 

Whereas,  this  appeal  from  a  decision  of  the  acting  bor¬ 
ough  superintendent  of  buildings,  premises  blocks  bounded 
by  East  102nd  street.  First  avenue,  East  River  drive  and 
East  105th  street  (Block  Nos.  1696,  1697  and  1698),  Bor¬ 
ough  of  Manhattan,  was  granted  by  the  Board  July  2,  1940, 
and  the  owner  requested  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  2,  1940,  so  that 
as  amended  the  resolution  shall  read: 

“Granted  on  condition  that  the  incinerator  door  shall  be 
of  the  type  as  submitted  by  the  Parker  Manufacturing 
Company,  as  filed  under  Cal.  No.  902-40-SM,  which  has 
been  satisfactorily  tested  as  an  opening  protective  as¬ 
sembly  for  a  fire-resistive  rating  of  one  hour  (Protexol 
Report  No.  103)  ;  that  the  incinerator  door  as  tested 
shall  incorporate  changes  as  follows:  ‘Closing  of  door 
to  be  obtained  by  using  a  two-pound  counterweight,  se¬ 
cured  by  welding  or  riveting  to  the  hopper,  so  as  not 
to  be  removed,  and  two  springs  of  12  gauge  oil-tempered 
steel.  1  Vs  in.  by  yA  in.  size,  such  springs  to  be  protected 
from  the  heat  of  the  incinerator  shaft  by  at  least  lA  in. 
of  metal-covered  asbestos  around  the  exposed  side  of  the 
box  in  the  incinerator  shaft;  that  the  frame  mounting 
in  the  wall  be  separated  from  the  masonry  by  at  least 
Vs  in.  of  asbestos  extending  to  all  outside  edges  of  the 
frame;  that  the  incinerator  door  hinges  be  redesigned 
so  as  to  provide  secure  fastening  to  preclude  removal  of 
the  door  except  for  repair  or  replacement ;  that  a  small 
enamel  sign  having  white  letters  on  a  red  background 
be  secured  to  the  door  reading  ‘Keep  Closed,’  letters  in 
such  sign  to  be  at  least  J4  in.  in  height.’  ” 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 


1042-40-SA. 


APPLICANT — William  V.  McDevit,  for  Motor  Wheel 
Corporation,  Duo-Therm  Division,  owner. 

SUBJECT— Duo-Therm  Circulating  Heaters,  Models  902 
and  952,  approval  of. 

APPEARANCES— 

For  Applicant:  William  V.  McDevit. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

Negative  . ’  q 

THE  RESOLUTION— 

(1042-40-SA) 


Whereas,  William  V.  McDevit,  for  Motor  Wheel  Cor¬ 
poration,  Duo-Therm  Division,  owner,  filed  October  30 
1940,  an  application  with  the  Board  of  Standards  and  Ap¬ 
peals  for  approval  of  the  appliance  known  as  the  Duo-Therm 
Circulating  Heaters,  Models  902  and  952;  and 
Whereas,  this  appliance  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 


REPORT  OF  COMMITTEE  ON  TESTS. 


Re:  Cal.  No.  1042-40-SA. 


December  9,  1940. 


SUjJ'nCrt4  Du°-Therm  Circulating  Heaters,  Models  902 
and  952,  approval  of. 

William  V.  McDevit,  for  Motor  Wheel  Corporation 


of  Lansing.  Michigan,  Duo-Therm  Division,  filed  Octo¬ 
ber  30,  1940,  an  application  with  the  Board  of  Stand¬ 
ards  and  Appeals  for  the  approval  of  the  Duo-Therm 
Circulating  Heaters,  Models  902  and  952,  under  the  pro¬ 
visions  of  C19-57.0,  Administrative  Building  Code,  and 
the  Oil  Burner  Rules  of  the  Board  of  Standards  and 
Appeals. 

These  heaters  were  inspected  by  a  committee  of  the 
Board  consisting  of  Commissioner  Blum  and  Chief  En¬ 
gineer  Huber  at  17  New  Chambers  street,  New  York, 
on  November  29,  1940.  The  heaters  consist  of  a  chrome 
steel  vaporizing  bowl  in  which  is  mounted  a  perforated 
No.  20  gauge  steel  cylinder  with  sloping  sides  in  which 
is  located  a  baffle  plate.  Openings  in  this  cylinder  per¬ 
mit  the  entrance  of  air  into  the  burner.  At  the  top  of 
the  cylinder  there  are  a  series  of  auxiliary  air  valves  to 
insure  complete  combustion. 

The  Models  902  and  952  are  installed  in  a  circulating 
heater  cabinet  with  proper  flue  connection  and  are  equip¬ 
ped  with  five-gallon  gravity  feed  tank.  The  difference 
between  Models  902  and  952  is  in  the  size  of  the  fire 
pot;  that  of  Model  952  is  2  in.  larger  than  Model  902. 
The  oil  flow  for  Model  902  is  three-eighths  gallon  per 
hour  and  Model  952  is  one-half  gallon  per  hour. 

Between  the  tank  and  the  outer  side  of  the  heater 
cabinet  there  is  installed  the  necessary  shield  to  allow 
adequate  circulation  of  air  so  that  the  temperature  in 
tanks  is  not  raised  appreciably  by  the  operation  of  the 
burner. 

The  models  are  equipped  with  automatic  products: 
Constant  Level  and  Metering  Valves  Type  240  DR, 
240-EDR,  240-TL  or  Detroit  Lubricator  CRC-236. 
Each  tank  at  bottom  is  also  equipped  with  a  valve  for 
completely  shutting  off  the  supply  of  oil  to  the  burner. 
The  heaters  have  necessary  flue  connections  and  are 
equipped  with  draft  adjuster  dampers.  A  power  air 
attachment  with  1/40  horsepower  Sirocco  type  fan 
delivering  250  cubic  feet  of  air  per  minute.  The  burners 
are  lighted  normally. 

These  burners  were  tested  under  operating  conditions 
and  it  was  found  that  the  automatic  float  valves  did 
not  permit  any  excessive  oil  to  flow  to  the  burner  either 
under  operating  conditions  or  when  the  burner  was  not 
lighted  and  the  oil  supply  turned  on. 

The  heaters  have  been  approved  by  the  Underwriters’ 
Laboratories,  File  No.  40  C  2464,  Misc.  Pet.  651. 

On  the  basis  of  the  foregoing  inspection  and  data,  the 
Committee  recommends  that  Duo-Therm  Circulating 
Heaters,  Models  902  and  952,  be  approved  for  use  with 
fuel  oil  not  heavier  than  No.  2  or  No.  3  U.  S.  Depart¬ 
ment  of  Commerce  standards  in  domestic  and  commer¬ 
cial  installation  having  a  chimney  draft  not  less  than  0.04 
in.  water  column  and  that  each  installation  shall  include 
the  following  requirements  : 

1.  The  device  must  have  a  label  permanently  affixed 
reading:  “Approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  under  Cal.  No. 
1042-40-SA.” 

2.  Floor  beneath  the  oil  burning  device  shall  be  pro¬ 
tected  by  a  Yz  in.  asbestos  or  other  equivalent  shield 
extending  at  least  12  in.  beyond  the  outline  of  the 
device. 

3.  Only  approved  safety  cans  shall  be  used  for  the 
storage  and  filling  of  oil  containers. 

4.  The  device  shall  be  protected  by  a  suitable  flue 
pipe  to  a  legal  chimney.  The  flue  pipe  is  to  be  pro¬ 
vided  with  a  suitable  stack  check  to  nullify  down  draft. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM, 

Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests. 
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and 

Whereas,  this  report  recommended  the  approval  of  this 
appliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Duo-Therm  Cir¬ 
culating  Heaters,  Models  902  and  952,  on  condition  that  the 
appliance  be  manufactured,  installed.  labeled,  stamped  or 
tagged  in  accordance  with  the  above  report. 


1043-40-SA. 

APPLICANT — William  V.  McDevit,  for  Motor  Wheel 
Corporation,  Duo- Therm  Division,  owner. 

SUBJECT — Duo-Therm  Watti  Heater,  Model  No.  16,  ap¬ 
proval  of. 

APPEARANCES— 

For  Applicant:  William  V.  McDevit. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  . •  0 


THE  RESOLUTION— 

(1043-40-SA) 

Whereas,  William  V.  McDevit,  for  Motor  Wheel  Cor- 
poration,  Duo-Therm  Division,  owner,  filed  October  30,  1940, 
an  application  with  the  Board  of  Standards  and  Appeals  for 
approval  of  the  appliance  known  as  the  Duo-Therm  Water 
Heater,  Model  No.  16;  and 

Whereas,  this  appliance  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

December  9,  1940. 

Re:  Cal.  No.  1043-40-SA. 

Subject:  Duo-Therm  Water  Heater,  Model  No.  16,  ap¬ 
proval  of. 

William  V.  McDevit.  for  Motor  Wheel  Corporation, 
of  Lansing,  Michigan,  Duo-Therm  Division,  filed  Octo¬ 
ber  30.  1940,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  Duo-Therm  Water 
Heater.  Model  No.  16,  under  the  provisions  of  C19-57.0, 
Administrative  Code,  and  the  Oil  Burner  Rules  of  the 
Board  of  Standards  and  Appeals. 

This  unit  was  inspected  and  tested  by  a  committee 
of  the  Board  consisting  of  Commissioner  Blum  and 
Chief  Engineer  Huber  at  15  New  Chambers  street  on 
November  29,  1940.  This  unit  consists  of  a  hot  water 
boiler  having  a  burner  unit  as  an  integral  r>art  thereof. 
Tt  is  designed  for  use  with  a  standard  275-gallon  gravity- 
tank  and  the  burner  unit  itself  is  the  same  as  described 
in  Cal.  No.  1041-40-SA. 

The  level  of  the  oil  in  the  burner  is  maintained  bv 
means  of  an  Automotive  Products  No.  240  Constant 
Level  and  Metering  Valve  or  Detroit  Lubricator  Con¬ 
stant  Level  Valve  with  autoflowing  device  CR  C  236. 

When  the  water  in  the  boiler  reaches  a  predetermined 
temnerature  the  flame  of  the  burner  is  covered  bv  a 
thermostat  manufactured  bv  the  company-  when  the  bulb 
in  the  boiler  expands  it  depresses  a  needle  valve  which 
decreases  the  supply  of  oil  and  intensity  of  the  flame 
in  the  boiler. 

The  unit  has  been  approved  bv  the  Underwriters’ 
Laboratory,  Application  No.  40C  2464  Misc.  Pet.  404. 

On  the  basis  of  the  inspection  and  the  foregoing  data, 
the  Committee  recommends  that  the  Duo-Therm  Water 
Heater,  Model  No.  16,  be  approved  for  domestic  and 
commercial  installations  with  fuel  oil  not  heavier  than 
No.  3,  U.  S.  Department  of  Commerce  standard,  when 
installed  in  accordance  with  the  Oil  Burner  Rules  and 
provided  that  each  burner  shall  bear  a  label  permanently 


affixed,  reading:  “Approved  by  the  Board  of  Standards 
and  Appeals  for  use  in  New  York  City  under  Cal.  No. 
1043-40-SA.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM, 

Commissioner. 
LESLIE  V.  HUBER, 

Chief  Engineer. 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
appliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Duo-Therm 
Water  Heater,  Model  No.  16,  on  condition  that  the  appliance 
be  manufactured,  installed,  labeled,  stamped  or  tagged  in  ac¬ 
cordance  with  the  above  report. 


MATERIALS  SUBMITTED  FOR  APPROVAL. 

673-38-SM. 

APPLICANT — Johns-Manville  Sales  Corporation,  owner. 

SUBJECT — Johns-Manville  One-Hour  Fire  Door,  approval 
of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  for  approval  with¬ 
drawn  on  written  request. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


861-39-SM. 

APPLICANT — Edison  Cement  Corporation,  owner. 

SUBJECT — Edison  “Portland-Plus”  Portland  Cement,  ap¬ 
proval  of. 

APPEARANCES— 

For  Applicant :  E.  A.  Scott. 

ACTION  OF  BOARD — Material  approved  in  .accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock.  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(861-39-SM) 

Whereas,  Edison  Cement  Corporation,  owner,  filed  June 
27,  1939,  an  application  with  the  Board  of  Standards  and 
Appeals  for  approval  of  the  material  known  as  Edison  “Port¬ 
land  Plus”  Portland  Cement ;  and 

Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 

December  5,  1940. 

Cal.  No.  861-39-SM. 

Re:  Edison  “Portland  Plus”  Portland  Cement. 

On  June  27,  1939,  Edison  Cement  Company  of  New 
Village,  New  Jersey,  filed  an  application  for  the  ap¬ 
proval  of  Edison  “Portland  Plus”  Portland  Cement  for 
use  in  New  York  City,  pursuant  to  Section  C26-312.0 
c-1  of  the  Administrative  Code. 

The  process  of  manufacture  is  as  follows :  The  raw 
materials,  consisting  essentially  of  cement  rock  and  lime¬ 
stone,  are  shipped  into  the  plant  from  the  local  cement 
rock  quarrv  and  company-owned  limestone  quarry  lo¬ 
cated  at  Oxford,  New  Jersey.  In  addition  to  this,  sand 
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stone  containing  about  92%  Si02,  is  purchased  outside 
and  received  by  rail. 

All  these  materials  are  sent  through  Edison  rolls, 
which  reduce  the  rock  to  1J4"  down  to  a  powder,  ir 
the  discharge  point  the  crushed  rock  is  then  placed  in 
separate  bins  in  Rock  Stock  House.  After  a,  day’s  run, 
either  of  the  materials  is  then  transferred  to  two  other 
bins,  thereby  insuring  uniformity  at  the  time  of  with¬ 
drawal.  These  finishing  bins  hold  about  a  week’s  supply 
of  rock.  Limestone,  cement  rock  and  sand  are  then  re¬ 
moved  from  these  bins  and  carefully  weighed  in  pro¬ 
portions  to  obtain  a  predetermined  chemical  composition 
of  raw  materials. 

The  discharge  from  the  scales  consisting  of  combined 
limestone,  cement  rock  and  sand,  passes  through  dryers, 
after  which  it  is  subjected  to  additional  crushing  by 
passing  through  three  Allis-Chalmers  gyratory  crushers 
in  closed  circuit.  The  discharge  from  these  crushers 
then  finds  its  way  into  hoppers  above  six  compeb  mills. 
The  fineness  of  the  raw  mix  is  controlled  at  this  point. 
The  powdered  raw  material  is  then  conveyed  to  four 
1,000-ton  bins  in  the  Chalk  Stock  House.  Two  of  these 
bins  are  filled  with  a  raw  material  somewhat  higher  in 
CaO  content  than  desired.  The  other  two  bins  contai 
a  lower  CaO  value  than  required  for  the  finished  mix. 
Both  types  of  raw  mix  are  then  carefully  proportioned 
by  being  weighed  by  continuous  weighing  Merrick 
scales.  One  of  these  scales  weighs  the  high  lime  mate¬ 
rial  while  the  other  weighs  the  low  lime  material. 

The  discharge  from  these  scales  then  enters  a  mixing 
screw,  is  subsequently  conveyed  to  an  elevator,  and  then 
placed  in  the  boxes  above  the  kilns.  After  burning,  the 
clinker  receives  a  forty-eight  hour  storage  in  the  clinker 
yard,  and  is  then  crushed  bv  passing  through  a  set  of 
Edison  rolls.  This  crushing  device  also  has  a  screen 
return  system.  Gypsum  is  added  by  an  automatic  scale 
to  the  clinker  on  its  way  to  the  hoppers  above  the  finish¬ 
ing  compeb  mills.  After  grinding  to  the  desired  fineness 
the  cement  reaches  the  cement  storage  bins. 

In  the  manufacture  of  Edison  “Portland  Plus”  Port¬ 
land  Cement,  less  than  1  %  of  a  complex,  organic  com¬ 
pounded  marketed  under  the  trade  name  of  T.D.A., 
manufactured  by  the  Dewev  &  Almy  Chemical  Co.,  Cam¬ 
bridge,  Mass.,  is  added.  This  is  essentiallv  a  grinding 
aid  and  dispersing  agent.  The  equivalent  of  .25  lbs.  of 
solid  T.D.A.  per  barrel  of  cement  produced  is  added  in 
a  15%  water  solution  (15%  T.D.A.  —  85%  water) 
at  the  feed  mills. 

The  controls  of  the  manufacturing  process  are  as  fol¬ 
lows  :  The  chemical  composition  of  the  mix  is  corrected 
at  various  points  in  the  manufacturing  process.  A  con¬ 
tinuous  sampler  is  operated  in  the  stream  of  raw  mix 
leaving  the  tube  mills  and  going  to  the  high  and  low 
lime  bins  in  the  Chalk  Stock  House.  A  continuous  sam¬ 
pler  is  operated  where  the  mix  goes  from  the  scales  after 
proportioning  the  high  and  low  line  raw  mix  to  the  kiln 
hoppers.  A  clinker  sample  is  taken  from  each  kiln  every 
hour,  averaged,  and  a  lime  control  made  so  that  clinkers 
falling  outside  of  the  CaO  range  can  be  eliminated  from 
the  stream.  Such  clinker  (falling  above  or  below  the  re¬ 
quired  CaO  range)  is  placed  in  refuse  piles  and  fed 
back  into  subsequent  grindings  when  required  to  balance 
the  CaO  content  thereof. 

A  continuous  sampler  is  operated  after  the  cement 
leaves  the  finishing  compeb  mills.  At  this  point,  the 
amount  of  gypsum  to  be  added  is  controlled. 

Flow  sheets  have  been  filed,  indicating  the  manufac¬ 
turing  process. 

Samples  of  this  cement  were  taken  and  tests  conducted 
in  the  presence  of  a  representative  of  the  Committee  on 
Tests  at  the  applicant’s  laboratory  at  New  Village,  N.  J., 
with  the  following  results : 


PHYSICAL 

TESTS. 

As  Tested 

ASTM 

FED.  SPEC. 

C-9-38 

SS-C-191-A 

Specific  Surface 

(CM2GM)  1991 

1500 

Soundness  OK 

Sound 

Sound 

Initial  Set  (Gilmore) 

3  hrs.  25  min. 

Min.  60  min. 

Min.  60  min. 

Final  Set  (Gilmore) 

5  hrs.  35  min. 

Max.  10  hrs. 

Max.  10  hrs. 

Compressive  Strength 
( Av.  of  6  spec.  P.S.I.) 

Age  3  days  1755 

900 

“  7  “  2705 

1800 

“  28  “  3444 

3000 

Tensile  Strength 
( Av.  of  6  spec.  P.S.I. ) 

Age  3  days  289 

175 

“  7  “  342 

275 

275 

“  28  “  410 

350 

350 

Autoclave  .269%  -  - 

CHEMICAL  ANALYSIS. 


As  Tested 

ASTM 

FED.  SPEC. 

C-9-38 

SS-C-191-A 

Si02 

20.32% 

AI203 

6.15 

7.50 

Fe203 

3.21 

6.00 

CaO 

63.24 

MgO 

3.40 

5.0 

5.00 

S03 

:  .88 

2.0 

2.00 

Loss  on  Ignition 

1.64 

4.0 

3.00 

Insolube  Residue 

.50 

0.85 

0.75 

CALCULATED  COMPOUNDS 

Tricalcium  Silicate  .  51.7 

Tricalcium  Aluminate  .  10.9 

Dicalcium  Silicate  .  19.4 

Tetracalcium  Aluminoferrite  . . .  9.8 

This  cement  is  marketed  in  cloth  and  paper  bags  and 
in  bulk. 

There  is  a  sufficient  supply  of  consistently  homo¬ 
geneous  raw  materials  available  for  at  least  30  years  at 
the  present  rate  of  manufacture. 

On  the  basis  of  the  foregoing  data,  it  is  recommended 
that  Edison  “Portland  Plus”  Portland  Cement  as  manu¬ 
factured  by  the  applicant  at  New  Village,  New  Jersey, 
be  approved  for  use  in  New  York  City  as  a  cement 
pursuant  to  section  C-26-312.0  c-1  07.1.1.7.3  c,l)  of  the 
Administrative  Code,  on  condition  that  the  bags  be 
marked,  labeled  or  stamped  “Approved  for  use  in  New 
York  City  by  the  Board  of  Standards  and  Appeals 
under  Cal.  No.  861-39-SM”  and  when  shipped  in  bulk 
that  its  bill  of  lading  be  similarly  marked  and  that 
monthly  mill  test  reports,  signed  by  the  applicant’s  chief 
chemist,  be  filed  with  the  Board.  The  Board  reserves 
the  right  to  order  retests  of  this  material  at  anv  time. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM, 

Commissioner. 
LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Edison  “Portland 
Plus”  Portland  Cement,  on  condition  that  the  material  be 
manufactured,  installed,  labeled,  stamped  or  tagged  in  ac¬ 
cordance  with  the  above  report. 
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1114-39-SM. 

APPLICANT — National  Gypsum  Company,  owner. 

SUBJECT — National  Gypsum  Company  Hydrated  Finishing 
Lime,  under  trade  names  of  Gold  Bond,  Rockwall, 
Clip-On  and,  also,  Hydrated  Masons  and  Quick 
Lime,  under  trade  names  of  Gold  Bond,  Palmer, 
Rockwall  and  Big  Yield,  approval  of. 
APPEARANCES — 

For  Applicant:  H.  Z.  Jones. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(1114-39-SM) 

Whereas,  National  Gypsum  Company,  owner,  filed  Sep¬ 
tember  11,  1939,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  material  known  as  the  Na¬ 
tional  Gypsum  Company  Gold  Bond  and  Rockwall  Hydrated 
Finishing  Limes,  Gold  Bond,  Palmer,  Rockwall  and  Big 
Yield  Hydrated  Masons  and  Quicklimes ;  and 
Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

December  6,  1940. 

Re:  Cal.  No.  1114-39-SM. 

Subject:  The  National  Gypsum  Company  Gold  Bond 
and  Rockwall  Hydrated  Finishing  Limes.  Gold  Bond, 
Palmer,  Rockwall  and  Big  Yield  Hydrated  Masons  and 
Quicklimes,  approval  of. 

The  National  Gypsum  Company,  of  Buffalo,  New 
York,  filed  an  application  on  September  11,  1939,  with 
the  Board  of  Standards  and  Appeals  for  the  approval  of 
their  material  as  listed  above  under  C26-312  a,  b  (7.1. 
1.7,  1-2)  and  C26-313  (7.1.1.8.1),  Administrative  Build¬ 
ing  Code. 

Gold  Bond  and  Rockwall  Hydrated  Finishing  Limes 
are  manufactured  at  Luckey.  Ohio,  from  a  very  pure 
dolomite  limestone.  Gold  Bond,  Palmer.  Rockwall  and 
Big  Yield  Hydrated  Masons  and  Quicklimes  are  manu¬ 
factured  at  York,  Pennsylvania,  and  Oranda,  Virginia, 
from  very  pure  high  calcium  limestone. 

The  deposits  of  limestone  at  these  places  insure  an 
available  supply  for  from  seventy-five  to  well  over  one 
hundred  years. 

At  all  these  plants  the  kilns  are  shaft  kilns  and  the 
stone  is  hand  picked  so  that  nothing  but  clean  and  prop¬ 
erly  sized  stone  can  get  into  the  kilns.  The  size  of  the 
stone  varies  from  3  to  10  in. 

In  the  kilns  the  temperature  averages  approximately 
2,000  degrees  Fahrenheit.  The  kilns  are  drawn  every 
four  hours.  After  the  lime  comes  from  the  kiln  it  is 
hand  picked  to  remove  any  material  fire  stained  or  other¬ 
wise  faulty.  Samples  are  taken  and  analyses  are  made 
to  insure  complete  conversion  of  the  kiln  stone  to  lime. 
Slaking  tests  are  made  to  determine  whether  the  lime  is 
properly  burned.  AH  the  mills  are  equipped  with  hammer 
mills  and  sieve  tests  are  made  on  the  pulverized  and 
ground  quicklimes  to  insure  that  sizing  is  correct. 

Raymond  mills  are  used  at  all  plants  for  grinding  the 
hydrated  lime. 

On  hydrated  lime  samples,  anajyses  are  made  to  deter¬ 
mine  that  the  right  amount  of  water  has  been  added  and 
sieve  tests  are  made  to  insure  its  being  ground  to  the 
proper  fineness. 

All  these  tests  are  made  at  regular  intervals  daily  as 
often  as  necessary  to  insure  uniform  quality  at  every 
point. 

At  the  Luckey,  Ohio,  plant,  where  Hydrated  Finish¬ 
ing  Lime  is  manufactured,  tests  at  regular  intervals 
during  the  day  are  made  to  determine  the  plasticity  of 


the  putties  made  from  the  hydrated  lime  produced  at 
that  plant. 

The  hydrated  lime  is  packed  in  fifty-pound  paper 
bags.  The  pulverized  and  ground  quicklime  is  packed 
in  eighty-pound  bags  and  in  180-pound  and  280-pound 
barrels. 

Samples  of  these  materials  were  submitted  to  tests 
at  the  Pittsburgh  Testing  Laboratory,  Report  Nos. 
NY-40891  NY-40892,  NY-40893,  NY-40894,  NY-49916, 
NY-29999’,  NY-39915,  NY-39917-8,  filed  with  the  ap¬ 
plication.  The  results  of  these  tests  are  as  follows : 

Gold  Bond  Hydrated  Finishing  Lime 
Manufactured  at  Luckey,  Ohio. 


Calcium  and  Mag- 

A.S.T.M. 

C-6-31 

Fed. 
Spec. 
SS-L-3  51 
Type  F 

Pitt.  Test. 
Lab.  Rep. 
No.  29999 
Test 
Results 

nesium  Oxides  . . 
Carbon  Dioxide 
(non-volatile 

95.  Min. 

95.  Min. 

99.7% 

basis)  . 

Fineness  retained  on 

5.  Max. 

5.  Max. 

.2 

No.  30  mesh  _ 

Fineness  retained  on 

.5  Max. 

.5  Max. 

.0 

No.  200  mesh  . . . 

15.  Max. 

15.  Max. 

7.5 

Soundness  . 

Sound 

Sound 

Sound 

Plasticity  . 

200. 

200. 

266.5 

The  applicant’s  plant  at  the  present  is  being  equipped 
to  manufacture  lime  to  meet  the  requirements  of  revised 
1940  F.S.S.-L-351  Type  F. 


Masons  Hydrated  Lime 
Manufactured  at  Oranda,  Virginia. 

Pitt.  T est. 
Fed.  Lab.  Rep. 
Spec.  Vo.  39917-8 


A.S.T.M. 

SS-L-351 

Test 

Calcium  and  Mag¬ 
nesium  Oxides 
(non-volatile 

C-6-31 

Type  M 

Results 

basis)  . 

Carbon  Dioxide 
(non-volatile 

95.  Min. 

95.  Min. 

98.66% 

basis)  . 

Fineness  residue  on 

5.  Max. 

5.  Max. 

.55 

No.  30  sieve  .... 
Fineness  residue  on 

5.  Max. 

5.  Max. 

.0 

No.  200  sieve  . . . 

15.  Max. 

15.  Max. 

1.5 

Soundness  . 

.  No  penning  No  popping  No  popping 

No  disin- 

No  disin- 

No  disin- 

tegration 

tegration 

tegration 

Masons  Hydrated 

Lime 

Manufactured  at  York, 

Pennsylvania. 

Pitt  Test. 
Fed.  Lab.  Rep. 
Spec.  No.  4 0891-2 

A.S.T.M. 

SS-L-351 

Test 

Calcium  and  Mag¬ 
nesium  Oxides 
(non-volatile 

C-6-31 

Type  M 

Results 

basis)  . 

Carbon  Dioxide 
(non-volatile 

95.  Min. 

95.  Min. 

97.85% 

basis)  . 

Fineness  Residue  on 

5.  Max. 

5.  Max. 

1.51 

No.  30  sieve  .... 
Fineness  Residue  on 

.5  Max. 

.5  Max. 

.05 

No.  200  sieve  . . . 

15.  Max. 

15.  Max. 

5.10 

Soundness  . 

No  disin¬ 
tegration 

No  penning 
No  disin¬ 
tegration 

Sound 
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Pulverised  Quicklime 
Manufactured  at  Oranda,  Virginia. 


A.S.T.M. 

Fed. 

Pitt.  Test. 
Lab.  Rep. 

C-5-34-T 

Spec. 

No.  49916 

Calcium 

YY-Q-351 

Test 

Type 

Type  C 

Results 

Calcium  Oxide 
(CaO)  . 

75.  Min. 

75.  Min. 

97.55% 

Calcium  and  Mag¬ 
nesium  Oxides  . . 

95.  Min. 

95.  Min. 

98.07 

Silica,  Alumtiia  and 
Iron  Oxides  .... 

5.  Max. 

5.  Max. 

.63 

Carbon  Dioxide  .... 

3.  Max. 

3.  Max. 

.20 

Percentage  of 

Residue  ......... 

15.  Max. 

15.  Max. 

None 

Soundness  . 

Sound 

Sound 

Ground  Quicklime 

Manufactured  at  York,  Pennsylvania. 


Calcium  Oxide 

Fed. 

Spec. 

A.S.T.M.  SS-Q-3S] 
C-3-34-T  TypeC 

Pitt.  Test. 
Lab.  Rep. 
No.  40893 
i  Test 
Results 

(CaO)  . 

Calcium  and  Mag- 

75.  Min. 

75. 

Min. 

97.55% 

nesium  Oxides  . . 
Silica,  Alumnia  and 

95.  Min. 

95. 

Min. 

98.49 

Iron  Oxides  .... 
Percentage  of 

5.  Max 

5. 

Max. 

.60 

Residue  . 

Soundness  . 

15.  Max. 
Sound 

3.  Max. 

3. 

Max. 

.1 

Sound 

.46 

Carbon  Dioxide  .... 

3. 

Max. 

The  chemical  determinations  are  on  a  non-volatile 

basis. 

On  the  basis  of  the  foregoing-  data,  it  is  recommended 
that  the  National  Gypsum  Company  Gold  Bond  and 
Rockwall  Hydrated  Finishing  Limes,  Gold  Bond, 
Palmer,  Rockwall  and  Big  Yield  Hydrated  Masons  and 
Quicklimes  be  approved  for  use  in  New  York  City 
pursuant  to  section  C26-312a,  b  (7.1. 1.7,  1-2)  and  C26- 
313  (7.1. 1.8.1.)  when  maintained  to  the  specifications 
contained  herein,  on  condition  that  monthly  mill  test 
reports  from  each  mill,  certified  by  the  applicant’s  chem¬ 
ists,  be  filed  with  the  Board  and  that  all  bags  and  bar¬ 
rels  be  tagged,  labeled  or  marked:  “Approved  for  use 
in  New  York  City  by  the  Board  of  Standards  and  Ap¬ 
peals,  when  used  in  accordance  with  the  requirements  of 
Cal.  No.  1114-39-SM.” 

LUMP  QUICKLIME  FOR  FINISH  COAT. 

1.  Quicklime  when  slaked  must  be  brought  to  boil¬ 
ing  point  so  as  to  bring  out  plasticity  and  cementing 
strength. 

_  2.  Add  the  lime  to  the  water,  not  the  water  to  the 
lime,  having  slaking  box  half  full  of  water  before  add¬ 
ing  such  lime,  with  total  water  added  at  the  rate  of 
60-70  gallons  to.  the  barrel  of  280  pounds  lump  lime. 

3.  When  action  has  stopped,  to  prevent  cracking,  add 
white  sand  at  the  rate  of  1  cubic  foot  to  280  pounds  of 
lime,  and  then  run  slaked  putty  through  mesh  or  finer 
screen  to  remove  coarse  grit  or  overburned  lime. 

4.  As  boiling  starts,  hoe  lime  continuously,  adding 
water  and  lime  until  the  box  is  full.  Add  as  much  water 
as  needed,  but  keep  the  mass  thick  and  creamy.  Use 
water-tight  slaking  box. 

5.  When  weather  is  cold,  start  slaking  action  with 
less  water.  After  boiling  has  started,  add  the  required 
quantity  of  water  to  properly  slake  the  lime. 

6.  Store  for  two  weeks  before  using,  keeping  the 
putty  well  covered  to  prevent  rapid  drying  and  protect 
against  frost  action. 


7.  In  the  finish  coat,  use  one  part  dry  gauging  plaster 
to  three  parts  lime  putty  by  volume,  or  25  to  80  pounds 
lime  putty  to  100  parts  Keane  cement,  the  quantity  of 
putty  determining  the  hardness  of  the  finish.  For  sand 
float  finish,  use  one  part  lime  putty  to  three  parts  of 
sand  by  volume,  with  water  added  to  give  proper  con¬ 
sistency. 

GRANULAR  AND  PULVERIZED  QUICKLIME 

FOR  FINISH  COAT. 

1.  Add  the  lime  to  the  water,  not  the  water  to  the 
lime,  having  slaking  box  half  full  of  water  before  add¬ 
ing  such  lime,  with  total  water  added  at  the  rate  of  60- 
70  gallons  to  the  barrel  of  280  pounds  lump  lime. 

2.  Place  in  a  ratio  of  20-25  gallons  of  clean  water  to 
eighty  pounds  of  lime  in  a  water-tight  box.  As  boiling 
starts,  hoe  lime  continuously,  adding  water  and  lime 
until  the  box  is  full.  Add  as  much  water  as  needed,  but 
keep  the  mass  thick  and  creamy.  Use  water-tight 
slaking  box. 

3.  When  weather  is  cold,  start  slaking  action  with 
less  water.  After  boiling  has  started,  add  the  required 
quantity  of  water  to  properly  slake  the  lime. 

4.  Store  for  at  least  seventy-two  hours  before  using, 
keeping  the  putty  well  covered  to  prevent  drying  and 
protect  against  frost  action. 

5.  In  the  finish  coat,  use  one  part  dry  gauging  plaster 
to  three  parts  lime  putty  by  volume,  or  25  to  80  pounds 
lime  putty  to  100  pounds  Keene  cement,  the  quantity  of 
putty  determining  the  hardness  of  the  finish.  For  sand 
float  finish,  use  one  part  lime  putty  to  three  parts  of  sand 
by  volume,  with  water  added  to  give  proper  consistency. 

SLAKED  QUICKLIME  FOR  SCRATCH  COAT. 

1.  While  the  quicklime  is  slaking  and  immediately 
before  completion  of  slaking,  distribute  hair  or  fibre  at 
the  rate  of  2  pounds  to  each  100  pounds  of  lime  uni¬ 
formly  by  thorough  hoeing  before  adding  any  sand. 
Clean,  sharp  sand  shall  be  added  at  the  rate  of  two  parts 
of  sand  to  one  part  of  putty. 

2.  Store  for  two  weeks  before  using,  and  protect 
against  drying  and  frost  action. 

QUICKLIME  FOR  BROWN  COAT. 

1.  Same  as  for  scratch  coat,  using  slightly  less  hair 
and  adding  sand  at  the  rate  of  three  parts  to  one  part  of 
putty  by  volume. 

2.  Store  for  at  least  two  weeks  before  using. 

ALL  QUICKLIMES  FOR  MASONRY. 

1.  Same  precaution  to  be  used  as  for  quicklime  for 
finish  coat,  excepting  that  the  putty  may  be  used  after 
storage  for  at  least  48  hours  with  no  addition  of  hair  or 
screening. 

HYDRATED  LIME  FOR  FINISH  COAT. 

1.  Add  the  lime  to  the  water,  not  the  water  to  the 
lime. 

2.  Put  the  required  amount  of  water  (5  to  6)4  gal¬ 
lons  per  50-pound  bag)  in  the  container  and  add  hydra¬ 
ted  lime,  screening  it  through  herringbone  lath  until  the 
hydrated  lime  appears  above  the  surface  of  the  water; 
then  place  dry  hydrated  lime  over  the  entire  surface 
of  the  hydrated  lime  in  the  box  to  take  up  excess  water 
and  giving  a  medium  stiff  putty. 

3.  Store  for  at  least  24  hours  prior  to  using. 

4.  In  the  finish  coat,  use  one  part  dry  gauging  plaster 
to  three  parts  lime  putty  by  volume,  or  25  to  80  pounds 
lime  putty  to  100  pounds  Keene  cement,  the  quantity  of 
putty  determining  the  hardness  of  the  finish.  For  sand 
float  finish,  use  one  part  lime  putty  to  three  parts  of 
sand  by  volume,  with  water  added  to  give  proper  con¬ 
sistency. 

HYDRATED  LIME  FOR  MASONRY  MORTAR. 

1.  As  this  is  already  slaked,  put  required  amount  of 
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water  in  the  water-tight  box;  add  hydrated  lime  by 
spreading  the  lime  in  the  box  until  it  appears  above  the 
surface  of  the  water ;  then  spread  evenly  sufficient  quan¬ 
tity  of  dry  lime  over  the  entire  surface  to  absorb  excess 
water,  continuing  until  a  medium  stiff  putty  is  obtained. 

2.  Allow  to  stand  for  at  least  24  hours  to  develop 
plasticity,  protecting  from  frost  and  covering  to  prevent 
drying  out. 

The  Board  reserves  the  right  to  test  these  materials 
from  time  to  time. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM, 

Commissioner. 
LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests, 
and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  the  National  Gypsum 
Company  Gold  Bond  and  Rockwall  Hydrated  Finishing 
Limes,  Gold  Bond,  Palmer,  Rockwall  and  Big  Yield  Hydra¬ 
ted  Masons  and  Quicklimes,  on  condition  that  the  material 
be  manufactured,  installed,  labeled,  stamped  or  tagged  in 
accordance  with  the  above  report. 


1309-39-SM. 

APPLICANT — V  illiam  E.  Gambrill  and  Company,  owner. 

SUBJECT — Gambrill  Counterbalance  Bi-Parting  Fire  Door 
for  Opening  in  Vertical  Freight  Shaft,  approval  of. 

APPEARANCES— 

For  Applicant:  D.  E.  Gambrill. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(1309-39-SM) 

W hereas,  William  E.  Gambrill  and  Company,  owner, 
filed  October  25,  1939,  an  application  with  the  Board  of 
Standards  and.  Appeals  for  approval  of  the  material  known 
as  the  Gambrill  Counterbalance  Bi-Parting  Fire  Door  for 
Opening  in  Vertical  Freight  Shaft;  and 
Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

May  24,  1940. 

Re:  Cal.  No.  1309-39-SM. 

Subject:  Gambrill  Counterbalance  Bi-Parting  Fire  Door 
for  Opening  in  Vertical  Freight  Shaft,  approval  of. 

William  E.  Gambrill  and  Company,  of  213-221  East 
street,  Baltimore,  Maryland,  filed  October  25,  1939,  an 
application  with  the  Board  of  Standards  and  Appeals 
for  approval  of  the  Gambrill  Counterbalance  Bi-Parting 
Fire  Door  for  Opening  in  Vertical  Freight  Shafts  under 
the  provisions  of  C26-633. 0-b  (10.8.4.2)  and  C26-610.0 
(10.1.18). 

A  sample  hereinafter  described  was  manufactured 
under  the  supervision  of  an  inspector  of  the  Under¬ 
waters’  Laboratories  at  the  applicant’s  plant  at  Balti¬ 
more,  Maryland,  and  consisted  of  a  metal  clad  pass  type 
counterbalanced  elevator  door  in  two  equal  sized  panels 
with  guides  counterbalancing  and  locking  mechanism 
and  movable  lintel. 

The  panels  are  offset  so  as  to  permit  sliding  past 
each  other  of  door  sections  which  move  vertically  in 
guides.  The  sections  lap  at  the  middle  of  the  opening 


and  are  counterbalanced  by  means  of  chains,  rods  and 
pulleys  placed  on  the  shaft  side  of  the  elevator  opening. 
The  sections  have  a  3  in.  lap  at  the  top  and  2  in.  at 
bottom  of  the  shaft  opening.  In  the  closed  position  the 
two  halves  engage  at  the  middle  and  are  constrained  at 
the  wall  by  wall  guides.  The  movable  lintel  at  the  top 
oi  the  upper  panel  section  closes  the  space  between  the 
upper  section  and  the  shaft  wall.  The  door  is  manually 
operated  by  handle  in  combination  with  a  latch  which 
keeps  it  closed,  when  opening  the  two  half  sections, 
simultaneously  upward  and  downward  respectively,  and 
conversely  when  closing.  Ease  of  operation  is  obtained 
by  counterbalancing  the  half  sections.  This  unit  was 
made  in  a  size  to  fit  an  opening  10  ft.  high  and  8  ft. 
wide  with  details  as  shown  in  Figure  1,  consisting  of 
angles  as  shown  with  the  main  angle  secured  to  wall  by 

in.  through  bolts  18  in.  o.c.  The  angle  sections  are 
secured  as  shown  with  slotted  holes  and  to  prevent  upper 
section  from  falling,  a  stop  is  provided  at  the  center. 
In  describing  the  construction  of  the  lower  and  upper 
sections  in  view  of  the  fact  that  the  Board  is  not  mak¬ 
ing  a  recommendation  on  the  lower  half,  its  description 
is  not  included. 

The  upper  half  consisted  of  a  panel  metal  covered 
terne  plate  construction  on  the  fire  side,  with  metal  clad 
flush  type  No.  24  gauge  galvanized  construction  on  the 
unexposed  side,  and  mounted  1J4  x  1  Ya  x  3/16  in.  angle 
panel  frame  secured  by  %  in.  bolt  filled  with  two-ply 
T.  &  G.  wood  case  25/32  in.  each  of  seasoned  non- 
resinous  wood  with  grain  running  in  opposite  directions, 
formed  at  seams  with  an  interlocking  construction, 
which,  however,  after  test  specimen  was  dismantled,  was 
found  improperly  constructed  in  that  there  was  no  inter¬ 
locking  effected  betwen  the  sheets.  To  provide  ventila¬ 
tion  so  as  to  permit  the  escape  of  gases  due  to  carbon¬ 
ization  of  wood,  a  circular  hole  4  in.  in  diameter  is 
provided  in  the  center  of  the  upper  half  section  which  is 
covered  with  metal  and  secured  to  core  around  the 
edges  with  nails  in.  in  length,  spaced  not  less  than 
2  in.  on  centers. 

The  meeting  edge  was  constructed  as  shown  in  Figure 
1  (B)  with  an  astragal  and  trucking  sill  as  shown 
therein.  A  glass  observation  panel  100  sq.  in.  in  area 
was  provided  as  shown,  with  in-  clear  wired  glass. 
A  latch  was  provided  on  the  lower  section  elevation 
with  locking  mechanism  as  shown  on  assembly  detail. 
The  counterbalancing  mechanisms  consisted  of  a  No.  6 
chain  secured  to  the  rod  arm  and  to  the  chain  clip  on 
each  half  section,  the  chain  passing  over  a  sheave.  The 
panel  guide  angles  are  as  shown  on  Figure  1  (D)  and 
each  vertical  edge  of  upper  and  lower  sections  is  pro¬ 
vided  with  an  angle  secured  by  V\  in.  rivets  12  in.  o.c. 
in  slotted  holes.  A  guide  shoe  is  provided  adjacent  to 
upper  and  lower  edge  of  panel.  The  upper  section  is 
provided  with  a  movable  lintel,  where  floor  heights  are 
not  sufficiently  high  to  allow  doors  to  operate  in  line. 

The  frame  was  supported  on  2 ^  x  2^  x  3/16  in. 
angles  attached  to  masonry  bv  Vs  in.  through  bolts 
spaced  36  in.  on  center  excepting  for  the  four  center 
bolts  which  were  spaced  approximately  15  in.  on  cen¬ 
ters  ;  all  holes  were  slotted. 

The  foregoing  test  sample  was  subjected  to  a  fire 
test  in  accordance  with  the  standard  temperature  for 
one  and  one-half  hours  after  which  it  was  subjected  to  a 
thirty-pound  hose  stream  for  one  minute  and  fifteen 
seconds. 

The  record  of  furnace  temperatures  indicate  that  the 
curve  was  within  the  tolerance  of  5  per  cent,  as  pro¬ 
vided  in  C26-580.0  (10.1.5.2),  Administrative  Building 
Code,  and  the  unexposed  temperatures  at  the  end  of 
forty-five  minutes  were  1.415  degrees  Fahrenheit  at  top 
thermo  couple.  270  degrees  Fahrenheit  at  center  thermo 
couple  and  1,215  degrees  Fahrenheit  at  bottom  thermo 
couple.  The  high  temperature  of  the  two  extreme 
couples  was  due  to  the  fact  that  they  were  placed  over 
or  very  near  the  points  on  the  door  where  the  ventila- 
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tion  holes  were  provided  on  the  exposed  face,  and  ac¬ 
cordingly  gave  readings  based  on  only  the  terne  plate 
thickness  between  the  fire  and  the  unexposed  thermo 
couple.  The  thermo  couple  located  at  the  midpoint 
gave  a  value  which  was  indicative  of  the  temperature  of 
the  unexposed  surface  of  the  entire  test  specimen  except 
for  those  portions  of  the  unexposed  surface  which  were 
influenced  by  the  burning  of  the  gases  emanating  from 
these  vent  holes.  If  the  type  of  ventilation  is  considered 
satisfactory,  the  test  must  be  accepted  and  inasmuch  as 
this  is  the  accepted  method  of  ventilating  this  type  of 
door,  it  would  be  obvious  that  the  midpoint  thermo 
couple  must  be  relied  on  for  guidance  as  to  the  true 
unexposed  side  of  door  temperatures.  Tests  on  sim¬ 
ilarly  vented  doors  performed  by  the  Board  indicate 
results  comparable  to  that  of  the  thermo  couple  at  the 
midpoint  of  the  unexposed  surface. 

Slight  smoke  due  to  paint  appeared  at  two  minutes 
and  at  two  and  one-half  minutes.  Smoking  occurred 
along  the  edges  of  the  panel  which  continued  until  the 
wood  gases  ignited  on  exposed  face  after  seventeen 
minutes  and  diminished  as  the  test  progressed.  During 
the  early  stages  of  the  test  slight  flaming  appeared  in 
the  two  upper  'corners  but  in  general  the  smoke  and 
flaming  which  were  visible  was  deemed  inconsequential 
by  the  Committee.  The  passage  of  flame  around  an 
elevator  shaft  is  of  less  importance  than  flame  passage 
around  a  door  hung  in  a  fire  wall.  In  order  that  flame 
may  pass  by  way  of  the  shaft  from  one  floor  to  another 
or  from  one  fire  section  to  another  the  resistance  af¬ 
forded  by  the  two  doors  separated  by  the  distance  from 
floor  to  floor  must  be  overcome.  It  is  also  improbable 
that  combustible  material  will  be  so1  located  as  to  ignite 
with  such  a  slight  passage  of  flame.  In  actual  installa¬ 
tions  of  doors  in  elevator  shafts  the  natural  flue  action 
existing  in  such  shafts  would  be  of  sufficient  intensity 
so  as  to  preclude  even  a  slight  flaming.  The  passage 
of  flame  along  the  edges  of  the  panel  was  due  in  part  to 
faulty  seams  in  the  metal  covering  and  the  applicant  is 
to  take  precautions  so  as  to  obviate  this  objection.  The 
temperature  32  in.  awav  from  the  unexposed  surface 
was  248  degrees  Fahrenheit  at  sixty  minutes  and  293 
degrees  Fahrenheit  at  ninety  minutes  and  flammable 
materials  (gauze  and  burlap)  placed  32  in.  away  from 
unexposed  surface  of  door  did  not  ignite  as  the  tem¬ 
perature  was  below  the  ignition  point  of  these  com¬ 
bustible  materials. 

During  the  fire  exposure  there  was  a  uniform  bulge 
at  the  center  of  the  door  towards  the  fire,  assuming  a 
maximum  of  1J4  in.  at  about  eighty-five  minutes  after 
the  start  of  the  test.  The  door  remained  in  its  mount¬ 
ing  during  and  after  the  fire  and  hose  stream  tests.  The 
average  heat  transmission  of  the  door  on  the  unexposed 
side  was  820  degrees  Fahrenheit  at  the  end  of  forty-five 
minutes;  the  room  temperature  was  70  degrees  Fahren¬ 
heit;  actual  rise  in  temperature  was  750  degrees  Fahren¬ 
heit,  which  was  not  overly  high  considering  the  accel¬ 
erated  and  high  temperatures  of  the  two  thermo  couples 
located  nearly  over  the  vent  holes. 

These  tests  were  conducted  on  the  door  at  the  Under¬ 
writers’  Laboratories,  Incorporated,  Chicago,  Illinois, 
on  October  28,  1940  (Report  No.  38C2853A  fiTed  here¬ 
with)  and  witnessed  by  a  committee  of  the  Board  con¬ 
sisting  of  Commissioner  Charles  M.  Blum,  Chief  En¬ 
gineer  Leslie  V.  Huber  and  Hugh  P.  Fox.  The  tests 
were  in  accordance  with  the  requirements  of  Group  5 
and  Group  18,  Sub.  Art.  1  of  Article  II,  Administrative 
Building  Code  titled  “Fire  Resistive  Materials”  and 
were  in  conformity  with  the  standard  time-temperature 
curve.  No  passage  of  flame  through  the  door  or  smoke 
in  significant  amount  occured  during  the  one  and  one- 
half  hours  of  fire  exposure,  although  slight  flames  ap¬ 
peared  at  intervals. 

On  the  basis  of  the  foregoing  data,  the  Committee 
recommends  the  approval  of  the  Gambrill  Counter¬ 
balance  Bi-Parting  Fire  Door,  shown  in  Figure  1,  for 
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opening  in  vertical  shafts  for  one  and  one  and  one-half 
hours,  but  not  in  required  exit  passageways,  when  manu¬ 
factured  and  of  a  size  in  accordance  with  the  specifica¬ 
tions  provided  herein,  under  C26-663.0,b  (10.8.4.2)  and 
C26-610.0  (10.1.18),  Administrative  Building  Code. 

Larger  sizes  of  this  door  may  be  permitted  in  accord¬ 
ance  with  the  permissive  provisions  of  the  Administra¬ 
tive  Building  Code. 

The  Committee  further  recommends  that  all  opening 
protective  assemblies  manufactured  under  this  approval 
shall  comply  in  all  respects  including  labeling  as  pro¬ 
vided  in  the  Rules  of  the  Board  for  the  Inspection  of 
Opening  Protective  Assemblies. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM, 

Commissioner. 
LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  the  Gambrill  Counter¬ 
balance  Bi-Parting  Fire  Door  for  Opening  in  Vertical 
Freight  Shaft,  on  condition  that  the  material  be  manufac¬ 
tured,  installed,  labeled,  stamped  or  tagged  in  accordance 
with  the  above  report. 


52-40-SM. 

APPLICANT — Manhattan  Terrazzo  Brass  Strip  Company, 
Incorporated,  owner. 

SUBJECT — Manhattan  Dividing  Strips  for  Terrazzo  and 
Concrete  Floors,  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(52-40-SM) 

Whereas,  Manhattan  Terrazzo  Brass  Strip  Company,  In¬ 
corporated,  owner,  filed  January  17,  1940.  an  application  with 
the  Board  of  Standards  and  Appeals  for  approval  of  the 
material  known  as  Manhattan  Dividing  Strips  for  Terrazzo 
and  Concrete  Floors ;  and 

Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

December  6,  1940. 

Re:  Cal.  No.  52-40-SM. 

Subject:  Manhattan  Dividing  Strips  for  Terrazzo  and 
Concrete  Floors,  approval  of. 

The  Manhattan  Terrazzo  Brass  Strip  Company,  In¬ 
corporated,  New  York  City,  filed  January  17,  1940,  with 
the  Board  of  Standards  and  Appeals  an  application  for 
approval  of  its  material  under  section  C26-178.0,b  (2.1. 
2.5, b)  of  the  Administrative  Building  Code. 

This  material,  known  as  Manhattan  Dividing  Strips, 
is  made  in  a  variety  of  forms  in  brass,  in  white  alloy 
zinc  and  in  nickel  silver  and  is  used  as  stripping  with 
terrazzo  finishes  and  with  cement  floor  finishes  as  floor 
accessories  and  as  base  beads  and  corners.  _The  brass 
stripping  contains  65  per  cent,  copper  and  35  per  cent, 
zinc,  the  nickel  silver  64  per  cent,  copper,  21  per  cent, 
zinc,  15  per  cent,  nickel  and  the  white  alloy  zinc,  99.5 
per  cent,  zinc  and  .5  per  cent  mixture  of  cadmium,  lead 
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and  iron. 

The  products  manufactured  for  use  in  New  York  are 
as  follows : 

Manhattan  No.  10 — This  is  a  brass  dividing  strip  34 
in.  wide  and  20  B  &  S  gauge  thick  with  curved  anchors 
punched  in  same,  approximately  9  in.  on  center  and 
between  each  anchor  are  punched  six  circular  holes 
from  34  in.  to  J4  in.  in  diameter. 

Manhattan  No.  11 — Identical  to  No.  10  except  34  in. 
wide. 

Manhattan  No.  12 — Identical  to  No.  10  except  1  in. 
wide. 

Manhattan  No.  13 — Identical  to  No.  10  except  134  in. 
wide. 

Manhattan  No.  13 — Identical  to  No.  10  except  134  in. 
wide. 

Manhattan  No.  IS — Identical  to  No.  10  except  1  in. 
wide  and  19  gauge  thick. 

Manhattan  No.  16 — Identical  to  No.  10  except  134  in. 
wide  and  19  gauge  thick. 

Manhattan  No.  17 — Identical  to  No.  10  except  34  in. 
wide  and  18  gauge  thick. 

Manhattan  No.  18 — Identical  to  No.  10  except  1  in. 
wide  and  18  gauge  thick. 

Manhattan  No.  19 — Identical  to  No.  10  except  134  in. 
wide  and  18  gauge  thick. 

Manhattan  No.  20 — Identical  to  No.  10  except  134  in. 
wide  and  18  gauge  thick. 

Manhattan  No.  21 — Identical  to  No.  10  except  34  in. 
wide  and  16  gauge  thick. 

Manhattan  No.  22 — Identical  to  No.  10  except  1  in. 
wide  and  16  gauge  thick. 

Manhattan  No.  23 — Identical  to  No.  10  except  134  in. 
wide  and  16  gauge  thick. 

Manhattan  No.  24 — Identical  to  No.  10  except  134  in. 
wide  and  16  gauge  thick. 

Manhattan  No.  25 — Identical  to  No.  10  except  34  in. 
wide  and  14  gauge  thick. 

Manhattan  No.  26 — Identical  to  No.  10  except  1  in. 
wide  and  14  gauge  thick. 

Manhattan  No.  27 — Identical  to  No.  10  except  1*4  in. 
wide  and  14  gauge  thick. 

Manhattan  No.  28 — Identical  to  No.  10  except  134  in. 
wide  and  14  gauge  thick. 

Manhattan  No.  29 — Identical  to  No.  10  except  1  in. 
wide  and  12  gauge  thick. 

Manhattan  No.  30 — Identical  to  No.  10  except  1 A  in. 
wide  and  12  gauge  thick. 

Manhattan  No.  31 — Identical  to  No.  10  except  134  in. 
wide  and  12  gauge  thick. 

Manhattan  No.  32 — Identical  to  No.  10  except  134  in. 
wide  and  12  gauge  thick. 

Manhattan  No.  33 — Identical  to  No.  10  except  1  in. 
wide  and  11  gauge  thick. 

Manhattan  No.  34 — Identical  to  No.  10  except  134  in. 
wide  and  11  gauge  thick. 

Manhattan  No.  35 — Identical  to  No.  10  except  1  in. 
wide  and  10  gauge  thick. 

Manhattan  No.  36 — Identical  to  No.  10  except  134  in. 
wide  and  10  gauge  thick. 

Manhattan  No.  37 — Identical  to  No.  10  except  1  in. 
wide  and  9  gauge  thick. 

Manhattan  No.  38 — Identical  to  No.  10  except  134  in. 
wide  and  9  gauge  thick. 

Manhattan  No.  39 — Identical  to  No.  10  except  1  in. 
wide  and  %  in.  gauge  thick. 

Manhattan  No.  40 — Identical  to  No.  10  except  134  in. 
wide  and  34  in.  gauge  thick. 

Manhattan  No.  41 — Identical  to  No.  10  except  134  in. 
wide  and  %  in.  gauge  thick. 

Manhattan  No.  42 — Identical  to  No.  10  except  1  in. 
wide  and  3/16  in.  gauge  thick. 

Manhattan  No.  43 — Identical  to  No.  10  except  l  A  in. 
wide  and  3/16  in.  gauge  thick. 

Manhattan  No.  44 — Identical  to  No.  10  except  \A  in. 
wide  and  3/16  in.  gauge  thick. 


Manhattan  No.  45 — Identical  to  No.  10  except  1  in. 
wide  and  A  in.  gauge  thick. 

Manhattan  No.  46 — Identical  to  No.  10  except  134  in- 
thick  and  J4  in-  gauge  thick. 

Manhattan  No.  47 — Identical  to  No.  10  except  134  in. 
wide  and  34  in-  gauge  thick. 

Manhattan  No.  101 — This  is  a  nickel  silver  dividing 
strip  134  in.  wide  and  20  B  &  S  gauge  thick  with  curved 
anchors  punched  in  same,  approximately  9  in.  on  center 
and  between  each  anchor  are  punched  six  circular  holes 
from  34  in.  to  34  in.  in  diameter. 


Manhattan 

No. 

102 — Identical 

to 

No. 

101 

except 

18 

gauge  thick. 
Manhattan 

No. 

103 — Identical 

to 

No. 

101 

except 

16 

gauge  thick. 
Manhattan 

No. 

104 — Identical 

to 

No. 

101 

except 

14 

gauge  thick. 
Manhattan 

No. 

105 — Identical 

to 

No. 

101 

except 

12 

gauge  thick. 
Manhattan 

No. 

106 — Identical 

to 

No. 

101 

except 

34 

in.  thick. 
Manhattan 

No. 

107 — Identical 

to  No.  101  except  3/16 

in.  thick. 
Manhattan 

No. 

108— Identical 

to 

No. 

101 

except 

34 

in.  thick. 
Manhattan 

No. 

201 — This  is  a 

white  alloy 

zinc  divid- 

ing  strip  1  in.  wide  and  18  B  &  S  gauge  thick  with 
curved  anchors  punched  in  same,  approximately  9  in. 
on  center  and  between  each  anchor  are  punched  six 
circular  holes  from  34  in-  to  34  in.  in  diameter. 

Manhattan  No.  202 — Identical  to  No.  201  except  134 
in.  wide. 

Manhattan  No.  203 — Identical  to  No.  201  except  16 
gauge  thick. 

Manhattan  No.  204 — Identical  to  No.  201  except  13-4 
in.  wide  and  16  gauge  thick. 

Manhattan  No.  205 — Identical  to  No.  201  except  14 
gauge  thick. 

Manhattan  No.  206 — Identical  to  No.  201  except  134 
in.  wide  and  12  gauge  thick. 

Manhattan  No.  207 — Identical  to  No.  201  except  12 
gauge  thick. 

Manhattan  No.  208 — Identical  to  No.  201  except  134 
in.  wide  and  12  gauge  thick. 

Manhattan  No.  209 — Identical  to  No.  201  except  A 
in.  thick. 

Manhattan  No.  210 — Identical  to  No.  201  except  134 
in.  wide  and  34  in.  thick. 

Manhattan  No.  211 — Identical  to  No.  201  except  134 
in.  wide  and  3/16  in.  thick. 

Manhattan  No.  212 — Identical  to  No.  201  except  1 34 
in.  wide  and  34  in.  thick. 

Manhattan  No.  301 — This  is  a  brass  angle  strip  34  in. 
x  34  in.  x  20  gauge  thick  with  nail  holes  punched  ap¬ 
proximately  every  4  in. 

Manhattan  No.  302 — Identical  to  No.  301  except  5/16 
in.  x  34  in.  wide. 

Manhattan  No.  303— Identical  to  No.  301  except  34 
in.  x  A  in.  wide. 

Manhattan  No.  304 — Identical  to  No.  301  except  ?4 
in.  x  34  in.  wide  and  18  gauge  thick. 

Manhattan  No.  305 — Identical  to  No.  301  except  34 
in.  x  §4  in.  wide  and  18  gauge  thick. 

Manhattan  No.  306 — Identical  to  No.  301  except  34 
in.  x  34  in.  wide. 

Manhattan  No.  401 — This  is  a  heavy  top  brass  divid¬ 
ing  strip  manufactured  bv  attaching  to  Manhattan  No. 
10  an  extruded  L  shaped  brass  rod  with  hollow  eyelets 
spaced  about  3  in.  apart.  This  rod  has  a  34  in.  overall 
width,  is  34  in.  thick  for  34  in.  of  this  V2  in.  width  and 
.04  in.  thick  for  the  remaining  34  in.  of  the  overall 
width. 

Manhattan  No.  402 — Identical  to  No.  401  except  that 
where  No.  401  is  34  in.  thick,  No.  402  is  3/16  in.  thick. 

Manhattan  No.  403 — Identical  to  No.  401  except  that 
extruded  brass  rod  is  34  in-  thick  for  34  in.  of  the 
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overall  width  and  1/16  in.  thick  for  the  remaining  % 
in.  of  the  overall  width. 

Manhattan  No.  404 — This  is  a  heavy  top  brass  divid¬ 
ing  strip  made  by  attaching  to  Manhattan  No.  10  an 
extruded  brass  tee  in  the  same  manner  as  No.  401. 
This  brass  tee  has  a  horizontal  leg  in.  x  Y%  in.,  and  a 
vertical  leg  in.  x  1/16  in. 

Manhattan  No.  405 — Identical  to  No.  404  except  that 
the  brass  tee  has  a  horizontal  leg  in.  x  Ya  in- 

Manhattan  No.  411 — This  is  a  heavy  top  white  alloy 
zinc  dividing  strip  made  by  attaching  Manhattan  No. 
201  to  an  extruded  L  shaped  zinc  rod,  in  the  same 
manner  as  No.  401.  This  rod  is  Yz  in.  wide,  is  %  in. 
thick  for  Ya  in.  of  this  overall  width  and  1/16  in.  thick 
tor  the  remaining  Ya  in.  of  width. 

Manhattan  No.  412 — Identical  to  No.  411  except  that 
it  is  3/16  in.  thick  where  No.  411  is  Y&  in.  thick. 

Manhattan  No.  413 — Identical  to  No.  411  except  that 
it  is  Ya  in.  thick  where  No.  411  is  %  in.  thick. 

Manhattan  No.  41  ^ — This  is  a  heavy  top  white  alloy 
dividing  strip  manufactured  by  attaching  to  a  Y$  in.  x 
Vs  in.  zinc  rod  a  j^in.  x  in.  x  18  B  &  S  gauge  zinc 
angle  with  drive  screws  about  3  in.  apart. 

Manhattan  No.  415 — Identical  to  No.  414  except  that 
the  zinc  bar  is  Yz  in.  x  Y  in. 

Manhattan  No.  421 — This  is  a  heavy  top  nickel  silver 
strip  made  by  attaching  to  Manhattan  No.  204  an  ex¬ 
truded  L  shaped  nickel  silver  rod  in  the  same  manner  as 
No.  401.  This  nickel  silver  rod  is  Yz  in.  wide,  %  in. 
thick  for  Ya  in.  of  this  width  and  .04  in.  thick  for  the 
remaining  %  in.  of  width. 

Manhattan  No.  422 — Identical  to  No.  421  except  that 
nickel  silver  rod  is  3/16  in.  thick  for  Ya  in.  of  width  and 
1/16  in.  thick  for  remaining  Ya  in.  of  width. 

Manhattan  No.  423 — Identical  to  No.  422  except  that 
it  is  Ya  in.  where  No.  422  is  3/16  in.  thick. 

Manhattan  No.  424 — Identical  to  No.  414  except  that 
rod  is  nickel  silver. 

Manhattan  No.  425 — Identical  to  No.  415  except  that 
rod  is  nickel  silver. 

Manhattan  No.  501 — This  is  a  heavy  top  brass  edging 
strip  manufactured  by  attaching  to  Manhattan  No.  10 
an  extruded  irregular  tee  shaped  brass  rod  with  hollow 
eyelets  spaced  3  in.  apart. 

Manhattan  No.  503— Identical  to  No.  501  except  that 
rod  is  slightly  different  in  detail. 

Manhattan  No.  512 — This  is  a  heavy  top  white  alloy 
edging  strips  manufactured  by  attaching  to  Manhattan 
No.  201  an  extruded  irregular  tee  shaped  zinc  rod  in 
the  same  manner  as  No.  501. 

Manhattan  No.  514 — Identical  to  No.  512  except  the 
rod  is  slightly  different  in  detail. 

For  use  with  the  above  materials,  cove  dividers  which 
conform  to  the  shape  in  which  they  are  to  be  installed 
are  manufactured  in  all  of  the  gauges  previously  listed, 
as  well  as  the  heavy  top  thicknesses  previously  listed. 

Flush  and  protecting  type  base  beads  are  made  by  at¬ 
taching  to  a  24  U.  S.  gauge  galvanized  steel  tee  with  a 
\Yz  in.  horizontal  leg  and  a  Y  in.  vertical  leg,  a  strip 
of  brass  or  zinc  varying  in  thickness  from  20  gauge  to 
V2  in.  and  in  width  from  Yz  in.  to  2 Y  in. 

On  the  basis  of  the  data  furnished  by  the  applicant 
and  an  examination  of  samples  of  the  material  sub¬ 
mitted  for  approval,  which  indicates  that  the  material  is 
sufficiently  resilient  to  take  required  bending  and  that 
satisfactory  anchorage  is  provided,  the  Committee 
recommends  approval  of  Manhattan  Dividing  Strips 
and  accessory  products,  as  described  herein  for  per¬ 
missive  use,  under  section  C26-178.0,  b  (2.1.2.5,  b), 
Administrative  Building  Code.  All  surfaces  of  the  mate¬ 
rial  shall  be  cleaned  of  oil  so  as  to  permit  a  good  bond 
with  the  floor  finish  and  the  spacing  of  the  material 
shall  be  such  as  to  avoid  the  creation  of  slippery  con¬ 
ditions. 

It  is  further  recommended  that  all  materials  used 
under  this  approval  be  stamped,  labeled  or  marked  as 


follows :  “Approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  under  Cal.  No. 
52-40-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 

CHARLES  M.  BLUM, 

Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests, 

and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Manhattan  Dividing 
Strips  for  Terrazzo  and  Concrete  Floors,  on  condition  that 
the  material  be  manufactured,  installed,  labeled,  stamped  or 
tagged  in  accordance  with  the  above  report. 


430-40- SM. 

APPLICANT — American  Lime  Products  Company,  owner. 

SUBJECT — Hi-Power  Brand  Masons  Hydrated  Lime,  Red 
Seal  Masons  Pulverized  Water-Proof  Quicklime, 
Bulldog  Pulverized  Quicklime,  Thomasville  Masons 
Lump,  Pulverized  and  Pebble-Sized  Quicklime,  ap¬ 
proval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(430-40-SM) 

Whereas,  American  Lime  Products  Company,  owner, 
filed  April  24,  1940,  an  application  with  the  Board  of  Stand¬ 
ards  and  Appeals  for  approval  of  the  material  known  as 
Hi-Power  Brand  Masons  Hydrated  Lime,  Red  Seal  Masons 
Pulverized  Water-Proof  Quicklime,  Bulldog  Pulverized 
Quicklime,  Thomasville  Masons  Lump,  Pulverized  and 
Pebble-Sized  Bulk  Quicklime;  and 
Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

November  28,  1940. 

Re:  Cal.  No.  430-40-SM. 

Subject:  Hi-Power  Brand  Masons  Hydrated  Lime.  Red 
Seal  Masons  Pulverized  Water-Proof  Quicklime,  Bull¬ 
dog  Pulverized  Quicklime,  Thomasville  Masons  Lump, 
Pulverized  and  Pebble-Sized  Bulk  Quicklime,  approval 
of. 

On  April  24,  1940,  an  application  was  filed  by  Amer¬ 
ican  Lime  Products  Company,  122  East  42nd  street, 
New  York  City,  for  the  approval  of  Hi-Power  Brand 
Hydrated  Lime,  Red  Seal  Pulverized  Water-Proof 
Quicklime,  Bulldog  Pulverized  Quicklime  and  Thomas¬ 
ville  Lump,  Pulverized  and  Pebble-Sized  Bulk  Quick¬ 
lime  as  manufactured  by  Thomasville  Stone  and  Lime 
Company  at  Thomasville,  Pennsylvania,  for  use  in  New 
York  City  pursuant  to  section  C26-312.0  (7.1. 1.7.1)  of 
the  Administrative  Code. 

The  manufacturing  processes  are  as  follows : 

Material  of  proper  kiln  stone  size  is  hand  picked  and 
loaded  into  Dempster-Dumpster  trucks  which  dump  into 
a  bin  in  the  floor  of  the  quarry,  from  which  it  is  loaded 
into  skip-cars  and  hauled  by  a  hoist  over  an  industrial 
track  direct  to  the  kilns. 

The  kilns  consist  of  fourteen  11  ft.  x  37  ft.  shaft  kilns, 
hand  fired.  The  lime  passes  into  the  coolers  on  the 
lower  floor  from  which  it  is  drawn.  Kiln  temperatures 
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are  checked  at  regular  intervals  by  an  optical  pyrometer 
to  maintain  a  temperature  of  approximately  2,400  degrees 
to  2,500  degrees. 

The  lime  after  being  drawn  from  the  kilns  is  hand 
picked  and  impurities  as  well  as  unburnt  or  overburnt 
lime  are  removed. 

Lime  to  be  hydrated  or  made  into  pulverized  lime  is 
fed  into  a  Butterworth  &  Lowe  gyratory  crusher  and 
transferred  by  elevator  to  a  continuous  Clyde  Hydrator 
for  the  hydrated  lime  and  is  passed  by  a  screw  conveyor 
into  an  Allis  Chalmers  Pulverator  for  the  pulverized 
lime.  Lump  lime  is  also  fed  into  this  same  crusher 
which  breaks  it  down  to  a  product  V\  in.  x  §4  in*  in  size 
which  is  sold  in  bulk  as  Thomasville  Pebble  Lime. 

The  controls  of  the  manufacturing  processes  are  as 

follows :  .  , 

Analysis  of  these  materials  are  made  in  the  applicant  s 
laboratory  every  two  or  three  days.  The  quicklime 
samples  are  taken  during  the  loading  of  the  car,  and 
this  sample  is  thoroughly  mixed,  from  which  one  pound 
is  taken  for  testing  purposes.  The  hydrate  sample,  is 
taken  direct  from  the  nozzle  of  the  packing  machine 
after  being  thoroughly  mixed  in  the  hydrator  bin. 

Calcium  stearate  is  added  as  a  waterproofing  agent  to 
the  Bulldog  Masons  Pulverized  Quicklime  at  the  pack¬ 
ing  machine. 

Samples  of  these  materials  were  taken  at  the  plant 
of  the  Thomasville  Stone  and  Lime  Company,  Thojps- 
ville,  Pennsylvania,  by  representatives  of  the  Committee 
on  Tests  and  forwarded  to  Cornell  University  for  test 
and  report.  The  results  of  these  tests  are  as  follows: 

PHYSICAL  TEST. 

HI-POWER  BRAND  HYDRATED  LIME. 

A.S.T.M. 

As  Tested  C-6-31 

Residue — %  Retained  on 

No.  30  M.  Screen  .  0.00  Not  more  than  0.5% 

Residue — %  Retained  on 

No.  200  M.  Screen  .  1.17  Not  more  than  15% 

Soundness  .  Sound  Sound 


CHEMICAL  ANALYSIS. 

HI-POWER  BRAND  HYDRATED  LIME. 

A.S.T.M. 

As  Tested  C-6-31 

Loss  in  Ignition  .  24.02%  . 

Calcium  Oxide  .  95.8%  Min.  95%  combined 

Magnesium  Oxide  .  3.5% 

Carbon  Dioxide  .  0.015%  Max.  5% 


RED  SEAL  PULVERIZED  WATER-PROOF 
QUICKLIME. 

A.S.T.M. 


Calcium  Oxide  . 

Magnesium  Oxide  . 

Calcium  and  Magnesium 

Oxides  . 

Silica  . •  ••• 

Alumina  and  Iron  Oxides 
Silica,  Alumina  and  Iron 

Oxides  . 

Carbon  Dioxide  . 


As  T ested  C-5-26 

.  93.4%  Min.  75 

.  5.7% 

.  99.1%  Min.95 

.  1.23% 

.  0.44% 

.  1.67%  Max.  5 

.  0.002%  Max.  3 


BULLDOG  PULVERIZED  QUICKLIME  AND 
THOMASVILLE  LUMP.  PULVERIZED 
AND  PEBBLE-SIZED  BULK 
QUICKLIME. 

A.S.T.M. 


Calcium  Oxide  . 

Magnesium  Oxide  . 

Calcium  and  Magnesium 
Oxides  . 


As  Tested  C-5-26 
.  94.1%  Min.75 
.  4.4% 

.  98.5%  Min.95 


Silica  . .  0.81% 

Alumina  and  Iron  Oxides  ..  0.43% 

Silica.  Alumina  and  Iron 

Oxides  .  1.24% 

Carbon  Dioxide  .  0.025% 


Max.  5 
Max.  3 


The  applicant  has  filed  a  copy  of  Report  No.  212050, 
dated  January  20,  1940,  by  the  Pittsburgh  Testing  Labor¬ 
atory  showing  the  plasticity  of  Bulldog  Pulverized 
Quicklime  as  600  (Emley). 

The  Hi-Power  Brand  Masons  Hydrated  Lime  is 
packed  in  fifty-pound  paper  bags.  The  Red  Seal  Water¬ 
proof  Quicklime  is  packed  in  eighty-pound  bags.  . 

The  Bulldog  Pulverized  Quicklime  is  packed  in  80- 
pound  paper  bags,  180-pound  and  280-pound  barrels  and 
is  also  shipped  in  bulk.  1  he  rhomasville  Pulverized 
and  Pebble-Sized  Bulk  Quicklime  is  shipped  only  in 

bulk.  . 

On  the  basis  of  the  foregoing  data,  it  is  recommended 
that  Hi-Power  Brand  Masons  Hydrated  Lime,  Red  Seal 
Pulverized  Water-Proof  Masons  Quicklime,  Bulldog 
Pulverized  Quicklime,  Thomasville  Lump,  Pulverized 
and  Pebble-Sized  Bulk  Masons  Quicklime  be  approved 
for  use  in  New  York  City  pursuant  to  section  C26-312.0 
of  the  Administrative  Code,  on  condition  that  all  bags  be 
stamped,  labeled  or  marked.  “Approved  by  the  Board 
of  Standards  and  Appeals  for  use  in  New  York  City 
under  Cal.  No.  430-40-SM,”  and  when  shipped  in  bulk 
its  bill  of  lading  shall  be  similarly  marked,  and  that 
monthly  mill  test  reports  signed  by  the  applicant’s  chief 
chemist  be  filed  with  the  Board. 

It  is  further  recommended  that  in  using  these  mate¬ 
rials  precautions  shall  be  taken  during  the  slaking. 


LUMP  QUICKLIME  FOR  FINISH  COAT. 

1.  Quicklime  when  slaked  must  be  brought  to  boiling 
point  so  as  to  bring  out  plasticity  and  cementing 
strength. 

2.  Add  the  lime  to  the  water,  not  the  water  to  the 
lime,  having  slaking  box  half  full  of  water  before  adding 
such  lime,  with  total  water  added  at  the  rate  of  60-70 
gallons  to  the  barrel  of  280  pounds  lump  lime. 

3.  When  action  has  stopped,  to  prevent  cracking,  add 
white  sand  at  the  rate  of  one  cubic  foot  to  280  pounds 
of  lime,  and  then  run  slaked  putty  through  mesh  or 
finer  screen  to  remove  coarse  grit  or  overburned  lime. 

4.  As  boiling  starts,  hoe  lime  continuously,  adding 
water  and  lime  until  the  box  is  full.  Add  as  much 
water  as  needed,  but  keep  the  mass  thick  and  creamy. 
Use  water-tight  slaking  box. 

5.  When  weather  is  cold,  start  slaking  action  with 
less  water.  After  boiling  has  started,  add  the  required 
quantity  of  water  to  properly  slake  the  lime. 

6.  Store  for  two  weeks  before  using,  keeping  the 
putty  well  covered  to  prevent  rapid  drying  and  protect 
against  frost  action. 

7.  In  the  finish  coat,  use  one  part  dry  gauging  plaster 
to  three  parts  lime  putty  by  volume,  or  25  to  80  pounds 
lime  putty  to  100  pounds  Keane  cement,  the  quantity 
of  putty  determining  the  hardness  of  the  finish.  For 
sand  float  finish,  use  one  part  lime  putty  to  three  parts 
of  sand  by  volume,  with  water  added  to  give  proper 
consistency. 

GRANULAR  AND  PULVERIZED  QUICKLIME 
FOR  FINISH  COAT. 

1.  Add  the  lime  to  the  water,  not  the  water  to  the 
lime,  having  slaking  box  half  full  of  water  before  adding 
such  lime,  with  total  water  added  at  the  rate  of  60-70 
gallons  to  the  barrel  of  280  pounds  lump  lime. 

2.  Place  in  a  ratio  of  20-25  gallons  of  clean  water  to 
80  pounds  of  lime  in  a  water-tight  box.  As  boiling 
starts,  hoe  lime  continuously,  adding  water  and  lime  until 
the  box  is  full.  Add  as  much  water  as  needed,  but 
keep  the  mass  thick  and  creamy.  Use  water-tight 
slaking  box. 


1699 


MINUTES 


3.  When  weather  is  cold,  start  slaking  action  with 
less  water.  After  boiling  has  started,  add  the  required 
quantity  of  water  to  properly  slake  the  lime. 

4.  Store  for  at  least  72  hours  before  using,  keeping 
the  putty  well  covered  to  prevent  rapid  drying  and  pro¬ 
tect  against  frost  action. 

5.  In  the  finish  coat,  use  one  part  dry  gauging  plaster 
to  three  parts  lime  putty  by  volume,  or  25  to  80  pounds 
lime  putty  to  100  pounds  Keene  cement,  the  quantity 
of  putty  determining  the  hardness  of  the  finish.  For 
sand,  float  finish,  use  one  part  lime  putty  to  three  parts 
of  sand  by  volume,  with  water  added  to  give  proper 
consistency. 


SLAKED  QUICKLIME  FOR  SCRATCH  COAT. 

L  While  the  quicklime  is  slaking  and  immediately 
before  completion  of  slaking,  distribute  hair  or  fibre 
at  the  rate  of  two  pounds  to  each  100  pounds  of  lime 
uniformly  by  thorough  hoeing  before  adding  any  sand. 
Clean,  sharp  sand  shall  be  added  at  the  rate  of  two 
parts  of  sand  to  one  part  of  putty. 

2.  Store  for  two  weeks  before  using,  and  protect 
against  drying  and  frost  action. 

QUICKLIME  FOR  BROWN  COAT. 

1.  Same  as  for  scratch  coat,  using  slightly  less  hair 
and  adding  sand  at  the  rate  of  three  parts  to  one  part 
of  putty  by  volume. 

2.  Store  for  at  least  two  weeks  before  using. 

ALL  QUICKLIMES  FOR  MASONRY. 

1.  Same  precaution  to  be  used  as  for  quicklime  for 
finish  coat,  excepting  that  the  putty  may  be  used  after 
storage  for  at  least  48  hours  with  no  addition  of  hair 

or  screening. 

HYDRATED  LIME  FOR  FINISH  COAT. 

1.  Add  the  lime  to  the  water,  not  the  water  to  the 
lime. 

2.  Put  the  required  amount  of  water  (5  to  6V2  gal¬ 
lons  per  50-pound  bag)  in  the  container  and  add  hydra¬ 
ted  lime,  screening  it  through  herringbone  lath  until  the 
hydrated  lime  appears  above  the  surface  of  the  water; 
then  place  dry  hydrated  lime  over  the  entire  surface 
of  the  hydrated  lime  in  the  box  to  take  up  excess  water 
and  giving  a  medium  stiff  putty. 

3.  Store  for  at  least  24  hours  prior  to  using. 

4.  In  the  finish  coat,  use  one  part  dry  gauging  plaster 
to  three  parts  lime  putty  by  volume,  or  25  to  80  pounds 
lime  putty  to  100  pounds  Keene  cement,  the  quantity 
of  putty  determinng  the  hardness  of  the  finish.  For 
sand  float  finish,  use  one  part  lime  putty  to  three  parts 
of  sand  by  volume,  with  water  added  to  give  proper 
consistency. 


HYDRATED  LIME  FOR  MASONRY  MORTAR. 

1.  As  this  is  already  slaked,  put  required  amount  of 
water  in  water-tight  box ;  add  hydrated  lime  by  spread¬ 
ing  the  lime  in  the  box  until  it  appears  above  the  sur¬ 
face  of  the  water ;  then  spread  evenly  sufficient  quantity 
of  dry  lime  over  the  entire  surface  to  absorb  excess 
water,  continuing  until  a  medium  stiff  putty  is  obtained. 

2.  _  Allow  to  stand  for  at  least  24  hours  to  develop 
plasticity,  protecting  from  frost  and  covering  to  prevent 
drying  out. 

The  Board  reserves  the  right  to  test  these  materials 
from  time  to  time. 


and 

Whereas,  this 


( Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM, 

Commissioner. 
LESLIE  V.  HUBER, 

Chief  Engineer. 
Committee  on  Tests. 

report  recommended  the  approval  of  this 


material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Hi-Power  Brand 
Masons  Hydrated  Lime,  Red  Seal  Masons  Pulverized  Water- 
Proof  Quicklime,  Bulldog  Pulverized  Quicklime,  Thomas- 
ville  Masons  Lump,  Pulverized  and  Pebble-Sized  Bulk 
Quicklime,  on  condition  that  the  material  be  manufactured, 
installed,  labeled,  stamped  or  tagged  in  accordance  with  the 
above  report. 


Adjourned.  4:10  P.M. 

Joseph  J.  Doyle,  Chief  Clerk. 


^CORRECTION. 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  on  July  23,  1940,  as  they  appeared  in  Bul¬ 
letin  No.  31,  Volume  25,  are  hereby  corrected  to  read  as  fol¬ 
lows  : 

THE  RESOLUTION— 

(638-39-SM) 

Whereas,  Clyde  H.  Baird,  for  Federal  American  Cement 
Tile  Company,  owner,  filed  May  17,  1939,  an  application 
with  the  Board  of  Standards  and  Appeals  for  approval  of  the 
material  known  as  Precast  Featherweight  Tongue  and 
Groove  Concrete  Plank  for  Use  on  Floors  and  Roofs;  and 
Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

June  14,  1940. 

Re:  Cal.  No.  638-39-SM. 

Subject:  Precast  Featherweight  Tongue  and  Groove 
Concrete  Plank  for  Use  on  Floors  and  Roofs,  approval 
of. 

Clyde  H.  Baird,  for  Federal  American  Cement  Tile 
Company,  owner,  filed  May  17,  1939,  an  application  with 
the  Board  of  Standards  and  Appeals  for  approval  of 
the  material  known  as  Precast  Featherweight  Nailable 
Tongue  and  Groove  Concrete  Plank  for  Floor  and  Roof 
Construction  under  the  provisions  of  the  Administrative 
Code  as  hereinafter  provided. 

Manufacture. 

The  planks  are  manufactured  of  nailable  aerated  con¬ 
crete  composed  of  one  part  Portland  cement  and  three 
parts  of  washed,  hard  coal  steam  cinders,  screened 
through  a  )4-inch  mesh,  by  measured  volume,  with  addi¬ 
tion  of  weighed  quantities  of  calcium  chloride  flakes  and 
foaming  compound.  The  mixture  is  turned  over  and 
aerated  in  a  rotary  drum  mixer  until  the  resulting  wet 
concrete  attains  a  density  of  seventy-five  pounds  per 
cubic  foot  as  measured  in  quart  samplers  from  each 
batch. 

The  planks  are  cast  on  edge  in  metal  moulds  and  are 
tongued  and  grooved  on  sides  and  ends.  The  planks  are 
2  in.  and  2)4  in.  thick,  12  in.  and  16  in.  wide.  9  ft.  and 
10  ft.  6  in.  in  length.  They  are  reinforced  with  cold- 
drawn  welded  wire  mesh  in  two  layers,  adjacent  to  upper 
and  lower  surfaces,  spaced  IV2  in.  apart  in  the  2  in. 
plank  and  2  in.  apart  in  the  2J4  in.  plank,  held  in  posi¬ 
tion  by  cross-ties  at  the  junction  of  the  longitudinal  and 
transverse  reinforcement,  consisting  of  No.  12  gauge 
wire  secured  to  the  two  layers  of  reinforcement.  In 
one  type  of  plank,  Type  4,  the  reinforcement  consists  of 
a  single  layer  of  Intermediate  Grade  deformed  steel 
longitudinal  and  transverse  bars  welded  at  the  intersec¬ 
tion  and  placed  in  the  center  of  the  plank.  The  rein¬ 
forcement  varies  in  amount  with  type,  span  and  load 
and  as  described  herein  for  each  test.  The  2)4  in.  Type 
1A  plank  was  reinforced  with  an  additional  transverse 
rod  of  No.  8  gauge  wire  at  center  of  each  end. 

The  planks  were  manufactured  at  the  Lincoln,  New 
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Jersey  plant  of  the  Federal- American  Cement  Tile  Com¬ 
pany,  and  the  tests  were  conducted  at  the  plant  of  the 
company  in  the  presence  of  the  representative  of  the 
Committee  of  the  Board  at  an  age  of  thirty-one  to  thirty- 
five  days. 

T  csting . 

Control  cylinders  were  cast  from  each  batch  of  con¬ 
crete  used  in  the  manufacture  of  the  plank  and  were 
tested  at  an  age  of  twenty-eight  days,  resulting  in  an 
average  compressive  strength  of  877  pounds  per  square 
inch  and  a  density  of  seventy-eight  pounds  per  cubic  foot 
dry  in  place. 

To  determine  the  strength  of  plank  with  four  different 
types  of  mesh  reinforcement  and  one  type  of  deformed 
bar  reinforcement,  tests  were  made  on  simple  spans  of 
lengths  as  noted  in  the  test  logs,  together  with  a  Master 
Control  Panel  Test  of  continuous  plank,  installed  as  in 
practice  on  the  maximum  span  for  each  type  of  rein¬ 
forcement  and  thickness  of  plank,  as  shown  in  Table 
No.  1. 

All  transverse  load  tests  were  made  with  third-point 
loading,  consisting  of  weighed  concrete  plank  in  the 
Master  Control  Tests  applied  on  a  timber  platform  to 
secure  balanced  concentrations.  In  the  Simple  Span 
Tests,  the  load  was  applied  through  an  hydraulic  ram 
with  calibrated  gauge  reading  to  tbe  nearest  twenty-five 
pounds  of  gross  load  applied  at  third  points. 

In  the  Master  Control,  panels  consisting  of  three  equal 
spans,  five  or  six  planks  wide,  the  center  span  was 
loaded  to  its  ultimate  capacity  and  the  end  spans  to  one- 
quarter  of  this  amount  simultaneously  simulating  theo¬ 
retical  moment  and  shear  conditions  as  obtained  in  con¬ 
tinuous  construction  as  shown  in  Table  No.  3. 

To  compare  the  effect  of  continuity,  and  secure  the 
Conversion  Factor  to  be  applied  to  simple  span  tests  for 
determination  of  the  relative  safe  continuous-plank  load, 
the  average  strength  of  three  simple  spans  of  each  speci¬ 
fication  was  used,  but  in  no  case  was  this  Adjusted  Base 
taken  to  exceed  five  (5)  per  cent,  of  any  minimum 
average  value  of  the  planned  test. 

Table  1  gives  the  Ultimate  Test  Loads  in  pounds  per 
square  foot  of  all  types  and  spans  tested. 

The  Conversion  factor  was  taken  as  the  ratio  of  one- 
sixth  the  breaking  load  for  all  planks  continuous  over 
the  supports  to  one-quarter  the  breaking  load  for  simple 
span  conditions,  to  be  applied  as  a  constant  to  the  Ad¬ 
justed  Base  load  of  all  simple  span  tests  in  any  group; 
and  as  the  ratio  of  one-fifth  the  breaking  load  to  one- 
quarter  the  simple  span  load  with  joints  over  the  sup¬ 
ports  at  both  ends  due  to  the  expected  increase  in 
strength  of  the  tongue-and-groove  connection. 

TABLE  1. 

Ultimate  Test  Loads — Pounds  Per  Square  Foot. 


Reinforcement  Master 


Type 

Thick. 

Span 

Each 

Layer 

Control 

Test 

Adjusted 

Base 

1A 

2 in. 

7  ft. 

6  No.  7-16  in. 

225 

197 

1 

2  in. 

7  ft. 

7  No.  7-16  in. 

121 

1 

2  in. 

6  ft. 

7  No.  7-16  in. 

195 

172 

1 

2  in. 

5  ft. 

7  No.  7-16  in. 

245 

1 

2  in. 

4  ft. 

7  No.  7-16  in. 

— 

368 

2 

2  in. 

5  ft. 

5  No.  7-16  in. 

268 

180 

2 

2  in. 

4  ft. 

5  No.  7-16  in. 

343 

2 

2  in. 

3  ft. 

5  No.  7-16  in. 

559 

3 

2  in. 

3  ft. 

4  No.  9-16  in. 

620 

324 

3 

2  in. 

2'8" 

4  No.  9-16  in. 

536 

3 

2  in. 

2  ft. 

4  No.  9-16  in. 

715 

4 

2  in. 

3  ft. 

3¥  in. — 16  in. 

510 

238 

4 

2  in. 

2'8" 

3y  in. — 16  in. 

400 

4 

2  in. 

2  ft. 

3y  in. — 16  in. 

706 

Table  2  gives  a  resume  of  all  Master  Control  Panel 
Tests  in  pounds  per  square  foot  with  corresponding  de¬ 
flections. 

TABLE  2. 


Master  Control  Test  Loads — Pounds  Per  Square  Foot. 


Type 

Span 

Work 

Load 

Work 

Deflection 

1st 

Crack 

Load 

1st 

Crack 

Deflection 

Final 

Deflection 

Fail¬ 

ure 

1A 

7  ft. 

45 

5/16  in. 

105 

Ya  in. 

1  Ya  in. 

225 

1 

6  ft. 

40 

9/64  in. 

140 

11/16  in. 

1  y  in. 

195 

2 

5  ft. 

54 

3/32  in. 

188 

7/16  in. 

1  in. 

268 

3 

3  ft. 

105 

9/32  in. 

272 

Ys  in. 

1%  in. 

620 

4 

3  ft. 

84 

5/64  in. 

352 

13/32  in. 

13/16  in. 

510 

Table  3  gives  a  resume  of  a  representative  specimen 
of  each  type  and  span  of  the  Minor  Simple  Span  Tests 
in  pounds  per  square  foot. 

TABLE  3. 

Simple  Span  Test  Loads — Pounds  Per  Square  Foot. 


Work  Ultimate  Wt.  Per 

Type  Thick.  Span  Load  Deflection  Failure  Sq.  Ft. 


1A 

2 y  in. 

7  ft. 

45 

2¥  in. 

221 

18.0 

1 

2  in. 

7  ft. 

30 

iy  in. 

117 

13.9 

1 

2  in. 

6  ft. 

40 

\%  in. 

167 

13.7 

1 

2  in. 

5  ft. 

56 

iy  in. 

245 

13.7 

1 

2  in. 

4  ft. 

84 

1  in. 

368 

14.0 

2 

2  in. 

5  ft. 

54 

iy  in. 

172 

13.3 

2 

2  in. 

4  ft. 

78 

1  in. 

343 

13.4 

2 

2  in. 

3  ft. 

128 

1  in. 

595 

13.4 

3 

2  in. 

3  ft. 

105 

V2  in. 

316 

13.3 

T, 

2  in. 

2'8" 

174 

Ya  in. 

583 

13.3 

3 

2  in. 

2  ft. 

233 

Vs  in. 

713 

13.3 

4 

2  in. 

3  ft. 

84 

7A  in. 

260 

13.5 

4 

2  in. 

2'8" 

140 

y  in. 

393 

13.7 

4 

2  in. 

2  ft. 

248 

y  in. 

793 

13.8 

On  the  basis  of  this  data,  the  Committee  on  Tests 
recommends  the  approval  of  the  tongue-and-groove 
planks  listed  below  as  meeting  the  requirements  of  C26- 
619.0,  Administrative  Building  Code  (10.3.1)  for  roofs 
of  Class  1  and  Class  2  construction  where  the  fire-pro¬ 
tective  covering  is  omitted  from  the  roof  trusses  and 
purlins  as  provided  in  C26-6 18.0.  Administrative  Build¬ 
ing  Code  (10.2.8)  ;  under  C26-620.0-C  lb.  Administra¬ 
tive  Building  Code  (10.3.2.3,  subdiv.  1.6)  as  a  concrete 
top  slab ;  under  C26-626,  Administrative  Building  Code 
(10.3.8)  for  simple  and  continuous  spans  as  noted,  and 
under  C26-670,  Administrative  Building  Code  (10.12.1) 
as  a  roof  slab  as  provided  for  therein. 

1.  2 ¥  in.  Plank.  12  in.  wide  by  10  ft.  6  in.  long, 
with  six  No.  7  longitudinals  top  and  bottom  and  No.  11 
cross  wires  12  in.  o.c. — Max.  Span  7  ft.;  Superimposed 
Load  45  lbs.  per  sq.  ft. 

2.  2J4  in.  Plank,  12  in.  wide  by  10  ft.  6  in.  long, 
with  seven  No.  7  longitudinals  top  and  bottom  and  No. 
11  cross  wires  12  in.  o.c. — Max.  Span  7  ft.,  Superim¬ 
posed  Load  54  lbs.  per  sq.  ft. 

3.  2  in.  Plank,  16  in.  wide  by  7  ft.  long,  on  simple 
spans  only  with  seven  No.  7  longitudinals  top  and  bot¬ 
tom  and  No.  11  cross  wires  12  in.  o.c. — Max.  Span  7 
ft.  Superimposed  Load  30  lbs.  per  sq.  ft. 

4.  2  in.  Plank,  16  in.  wide  by  7  ft.  long,  on  simple 
spans  only,  with  eight  No.  7  longitudinals  top  and  bot¬ 
tom  and  No.  11  cross  wires  12  in.  o.c. — Max.  Span  7 
ft.,  Superimposed  Load  37  lbs.  per  sq.  ft. 

5.  2  in.  Plank.  16  in.  wide  bv  9  ft.  long,  with  seven 
No.  7  longitudinals  top  and  bottom  and  No.  11  cross 
wires  12  in.  o.c. — Max.  Span  6  ft.  6  in.,  Superimposed 
Load  34  lbs.  per  sq.  ft. 
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6.  2  in.  Plank,  16  in.  wide  by  9  ft.  long,  with  eight 
No.  7  longitudinals  top  and  bottom  and  No.  11  cross 
wires  12  in.  o.c. — Max.  Span  6  ft.  6  in.,  Superimposed 
Load  40  lbs.  per  sq.  ft. 

7.  2  in.  Plank,  16  in.  wide  by  9  ft.  long,  with  seven 
No.  7  longitudinals  top  and  bottom  and  No.  11  cross 
wires  12  in.  o.c. — Max.  Span  6  ft.,  Superimposed  Load 
40  lbs.  per  sq.  ft. 

8.  2  in.  Plank,  16  in.  wide  by  9  ft.  long,  with  eight 
No.  7  longitudinals  top  and  bottom  and  No.  11  cross 
wires  12  in.  o.c. — Max.  Span  6  ft.,  Superimposed  Load 
45  lbs.  per  sq.  ft. 

9.  2  in.  Plank,  16  in.  wide  and  9  ft.  long,  with  seven 

No.  7  longitudinals  top  and  bottom  and  No.  11  cross 
wires  12  in.  o.c. — Max  Span  5  ft.,  Superimposed  Load 
56  lbs.  per  sq.  ft. 

10.  2  in.  Plank,  16  in.  wide  and  9  ft.  long,  with  seven 
No.  7  longitudinals  top  and  bottom  and  No.  11  cross 
wires  12  in.  o.c. — Max.  Span  4  ft.,  Superimposed  Load 
84  lbs.  per  sq.  ft. 

11.  2  in.  Plank,  16  in.  wide  by  9  ft.  long,  with  five 
No.  7  longitudinals  top  and  bottom  and  No.  11  cross 
wires  12  in.  o.c. — Max  Span  5  ft.,  Superimposed  Load 
54  lbs.  per  sq.  ft. 

12.  2  in.  Plank,  16  in.  wide  by  9  ft.  long,  with  five 
No.  7  longitudinals  top  and  bottom  and  No.  11  cross 
wires  12  in.  o.c. — Max.  Span  4  ft.,  Superimposed  Load 

78  lbs.  per  sq.  ft. 

13.  2  in.  Plank,  16  in.  wide  by  9  ft.  long,  with  five 
No.  7  longitudinals  top  and  bottom  and  No.  11  cross 
wires  12.  o.c. — Max.  Span  3  ft.,  Superimposed  Load 
128  lbs.  per  sq.  ft. 

14.  2  in.  Plank,  16  in.  wide  by  9  ft.  long,  with  four 
No.  9  longitudinals  top  and  bottom  and  No.  12  cross 
wires  16  in.  o.c. — Max.  Span  2  ft.  8  in.,  Superimposed 
Load  174  lbs.  per  sq.  ft. 

15.  2  in.  Plank,  16  in.  wide  by  9  ft.  long,  with  four 
No.  9  longitudinals  top  and  bottom  and  No.  12  cross 
wires  16  in.  o.c. — Max.  Span  2  ft.  8  in.,  Superimposed 
Load  174  lbs.  per  sq.  ft. 

16.  2  in.  Plank,  16  in.  wide  by  9  ft.  long,  with  four 
No.  9  longitudinals  top  and  bottom  and  No,  12  cross 

wires  16  in.  o.c. — Max.  Span  2  ft.,  Superimposed  Loa  1 
233  lbs.  per  sq.  ft. 

17.  2  in.  Plank,  16  in.  wide  by  6  ft.  long,  with  three 
Intermediate  Grade  deformed  bars,  34  in.  longitudinals 
and  three  transverse  rods  A  in.  24  in.  o.c.  alternate — 
Max.  Span  3  ft.,  Superimposed  Load  84  lbs.  per  sq.  ft. 

18.  2  in.  Plank,  16  in.  wide  by  6  ft.  long,  with  three 
Intermediate  Grade  deformed  bars.  34  in.  longitudinals 
and  three  transverse  rods  lA  in.  24  in.  o.c.  alternate — 
Max.  Span  2  ft.  8  in.,  Superimposed  Load  140  lbs.  per 
sq.  ft. 

19.  2  in.  Plank,  16  in.  wide  by  6  ft.  long,  with  three 
Intermediate  Grade  deformed  bars.  34  in.  longitudinals 
and  three  transverse  rods  A  in.  24  in.  o.c.  alternate — 


Max.  Span  2  ft.,  Superimposed  Load  248  lbs.  per  sq.  ft. 
Note:  Span  specified  is  center  to  center  of  supporting 

beams. 

The  Committee  further  recommends  that  all  planks 
be  manufactured  and  installed  under  the  direct  super¬ 
vision  of  the  Federal-American  Cement  Tile  Company, 
and  that  this  approval  be  subject  to  the  following  design 
and  erection  conditions:  That  cylinders  of  the  cinder 
concrete  mixture  develop  a  minimum  compressive 
strength  of  700  pounds  per  square  inch  at  twenty-eight 
days  and  weighing  seventy-eight  pounds  per  cubic  foot 
(dry  weight)  ;  that  the  concrete  be  mixed  with  a  water 
cement  ratio  of  not  more  than  seven  gallons  of  total 
water  to  a  bag  of  cement ;  that  the  dead  weight  of  plank 
be  placed  as  6.5  pounds  per  square  foot  per  inch  of 
thickness ;  that  if  the  plank  is  shipped  at  an  age  of 
between  seven  and  twenty-one  days,  it  shall  be  manu¬ 
factured  of  approved  High  Early  Strength  Portland 
Cement;  that  each  plank  have  at  least  two  (2)  bearing 
supports ;  that  each  plank  be  secured  to  each  purlin  or 
beam  support  with  approved  No.  20  U.  S.  gauge  gal¬ 
vanized  steel  anchors  formed  to  fit  the  tongue  and  groove 
of  the  plank  and  the  flange  of  the  beam  and  nailed  in 
place  with  six-penny  galvanized  nails :  that  all  side  and 
end  tongue  and  groove  joints  be  slush  grouted  in  place 
with  Portland  cement  mortar,  and  that  each  plank  made 
for  use  under  this  approval  be  marked  as  follows : 

“Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Cal.  No.  638-39-SM”, 
or,  in  lieu  thereof,  a  stamp  bearing  the  following  in¬ 
scription  within  a  circle,  around  the  periphery  at  the 
top,  the  word  “Approved”,  along  the  bottom  “B.S.  & 
A.”,  in  the  center  two  lines,  upper  reading,  “N.Y.C.”, 
the  lower  reading,  “638-39-SM”. 

The  Committee  further  recommends  that  these  ap¬ 
provals  supersede  the  spans  and  loads  approved  under 
Cal.  No.  465-38-SM  for  tongue  and  groove  plank  of  this 
manufacture. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM, 

Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests. 

and 

Whereas,  this  report  recommended  approval  of  this  mate¬ 
rial. 

Resolved .  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Precast  Featherweight 
Tongue  and  Groove  Concrete  Plank  for  Use  on  Floors  and 
Roofs,  on  condition  that  the  material  be  manufactured  in¬ 
stalled,  and  labeled,  stamped  or  tagged  in  acordance  with 
above  report. 


*  Correction — “50”  changed  to  “40”  in  Item  6  of  recom¬ 
mendations  of  Report  of  Committee  on  Tests. 


NOTICE 


MULTIPLE  DWELLING  LAW  ON  SALE. 
Copies  of  the  Multiple  Dwelling  Law  are  now  on  sale  at 
the  Distribution  Division  of  the  City  Record  Office,  Room 
2213,  Municipal  Building,  Manhattan.  Price  50c;  bv  mail  54c. 
Copies  of  the  Supplemental  Rules  and  Regulations  of 


the  Housing  Division  of  the  Department  of  Housing  and 
Buildings  on  Fire  Retarding,  Fire  Escapes,  Fire  Stairs  and 
Fire  Towers  are  now  on  sale  at  the  Distribution  Division 
of  the  City  Record  Office,  Room  2213,  Municipal  Building 
Manhattan.  Price  10c:  bv  mail  12c. 


FORMS  FOR  NOTICE  TO  PROPERTY  OWNERS 


Applicants,  under  the  building  zone  resolution,  are  en¬ 
titled  to  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  thev  may  obtain  such 


<  (  pies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
Room  1018.  Municipal  Building.  Manhattan,  at  three  cents 
each — postage  to  be  added  if  the  forms  are  forwarded  bv 
man 
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RULES 


FIRE  RETARDING  RULZS  FOR  GARAGES,  ETC. 


Adopted  by  the  Board  of  Standards  and  Appeals  Aug. 

30,  1917;  Amended  Nov.  1,  1917,  and  Feb.  3,  1922. 

Rule  1.  Fire  Retarding  Materials  for  Garages,  Motor 
Vehicle  Repair  Shops  and  Oil  Selling  Stations.  In 

garages,  motor  vehicle  repair  shops  and  oh  selling  stations 
any  material  or  form  of  construction  shall  be  deemed  fire- 
retarding  within  the  meaning  of  §73,  subdivision  3,  of  the 
building  code,  that  resists  the  action  of  flame  and  heat 
when  subjected  to  a  continuous  fire  for  one  hour  at  an 
average  temperature  of  seventeen  hundred  (1700)  degrees 
Fahrenheit  without  the  passage  of  flame,  and  with  a  max¬ 
imum  tempeiature  rise  to  four  hundred  (400)  degrees 
Fahrenheit  on  the  side  away  from  the  fire.  The  point  at 
which  the  temperature  of  transmitted  heat  is  measured 
shall  be  protected  from  external  air  and  weather  conditions. 

When  the  test  specimen  is  in  the  form  of  partition  con¬ 
struction,  the  area  under  test  shall  be  not  less  than  one 
hundred  (100)  square  feet  and  least  dimension  shall  be  not 
less  than  nine  (9)  feet.  When  in  the  form  of  floor  con¬ 
struction,  the  area  under  test  shall  be  not  less  than  two 
hundred  (200)  square  feet  and  the  least  dimension  shall 
be  not  less  than  fourteen  (14)  feet. 

During  the  fire,  the  floor  construction  shall  support  the 
live  load  for  which  it  is  designed  and  after  the  fire  shall 
safely  sustain  twice  the  designed  live  load  with  a  maximum 
deflection  of  not  more  than  one  two-hundredth  (1/200) 
part  of  the  span. 

Rule  2.  Wood  Joisted  Floor  Construction.  Wood 

jointed  floor  construction  shall  be  accepted  as  fire-retarding 
construction  in  non-fireproof  buildings  used  as  garages, 
motor  vehicle  repair  shops  or  oil  selling  stations  when  the 
beams  are  protected  on  the  upper  and  under  sides  with  the 
fire-retarding  materials  specified  in  rules  for  floor  and 
ceiling  coverings. 

Rule  3.  Floor  Covering.  Any  one  of  the  following 

forms  of  construction  shall  be  accepted  as  fire-retarding  for 
the  covering  of  the  upper  sides  of  wood  floor  beams  in 
joisted  floor  construction  in  non-fireproof  buildings  used  as 
garages,  motor  vehicle  repair  shops  or  oil  selling  stations. 

(a)  Seven-eighths  (%)  inch  wood  underflooring 
protected  with  a  membrane  of  two-ply  waterproofing 
covered  with  not  less  than  two  and  one-half  (2l/2) 
inches  of  1 :2 x/2  :5  concrete  or  better,  reinforced  with 
not  less  than  one-fourth  (%)  of  one  (1)  per  cent  of 
steel  mesh ; 

(b)  Two  and  one-half  (2y2)  inches  of  1:2:4  concrete 
applied  directly  to  the  top  of  the  joists,  with  or  without 
temporary  support,  reinforced  with  not  less  than  one- 
fourth  of  one  per  cent  steel  rods,  mesh  or  steel  lath,  and 
having  the  tops  of  the  joists  coated  with  approved 
waterproof  paint  or  protected  by  tar  paper  on  the  top 
and  on  the  sides  for  a  distance  of  three  inches  from 
the  top. 

Rule  4.  Ceiling  Covering.  Any  one  of  the  following 

forms  of  construction  shall  be  accepted  as  fire-retarding  for 
the  covering  of  the  undersides  of  wood  hnn-  beam=  in 
joisted  floor  construction  in  non-fireproof  buildings  used  as 
garages,  motor  vehicle  repair  shops  or  oil  selling  stations : 

(a)  One-half  (l/2)  inch  plaster  boards,  or  three- 
eighths  (-Ms)  inch  gypsum  wall  boards  weighing  not  less 
than  16  pounds  per  square  yard  with  pointed  joints 
covered  with  No.  26  U.  S.  gauge  sheet  metal  with  one 
(1)  inch  lapped  seams  nailed  to  the  wood  beams  when 
spaced  not  more  than  sixteen  (16)  inches  on  centers,  or 
nailed  to  furring  strins  when  the  floor  beams  are  spaced 
more  than  sixteen  (16)  inches  on  centers; 

(b)  Two  thicknesses  of  one-quarter  (%)  inch  asbes¬ 
tos  board  laid  with  tight  staggered  joints  and  nailed  to 
the  beams,  when  spaced  not  more  than  sixteen  (16) 
inches  on  centers,  or  nailed  to  furring  strips  when  the 


floor  beams  are  more  than  sixteen  (16)  inches  on 
centers ; 

(c)  Metal  lath  weighing  not  less  than  three  pounds- 
per  square  yard,  attached  to  furring  strips  and  plastered 
with  Portland  cement  mortar  at  least  thee-quarters 
(•H)  inch  thick. 

Rule  5.  Attachment  to  Ceiling.  Fire-retarding  ceil¬ 
ings  in  non-fireproof  buildings  used  as  garages,  motor  vehi¬ 
cle  repair  shops  or  oil  selling  stations  shall  be  attached  to 
wood  floor  beams  and  girders  in  such  manner  as  to  main¬ 
tain  an  air  space  between  the  wood  beams  and  all  wood 
beams  shall  be  seasoned  before  applying  the  protective  coat. 

Rule  6.  Openings  in  Fire-Retarding  Floors,  Pipes 
or  conduits  which  pass  through  floors  shall  be  fitted  with 
metal  thimbles  and  made  watertight  for  a  height  of  three 
(3)  inches  above  the  floor. 

Rule  7.  Columns.  All  structural  posts  and  columns 

in  non-fireproof  buildings  required  to  be  fire-retarded  shall 
be  protected  with  fire-retarding  materials  specified  for  ceil¬ 
ing  coverings  in  these  rules,  or  with  any  of  the  materials 
accepted  in  fireproof  construction;  except  that  an  air  space 
shall  not  be  required  around  steel  or  cast  iron  columns. 

Where  necessary  for  protection  against  mechanical  in¬ 
injury,  the  fire-retarding  protection  on  columns  shall  be 
jacketed  to  a  height  of  five  (5)  feet  from  the  ground  with 
No.  4  U.  S.  gauge  metal. 

Rule  8.  Girders  All  girders  in  non-fireproof  build¬ 
ings  required  to  be  fire-retarded  shall  be  protected  with  the 
fire-retarding  materials  specified  for  ceiling  coverings  in 
these  rules,  or  with  any  of  the  materials  acceptable  in  fire¬ 
proof  construction;  except  that  an  air  space  need  not  be 
provided  around  steel  girders. 

Rule  9.  Shaft  Enclosures.  Existing  stairways  and 
vertical  shafts  in  non-fireproof  business  buildings  hereafter 
converted  to  be  used  as  garages,  motor  vehicle  repair  shops 
or  oil  selling  stations  shall  be  enclosed  in  fire-retarding  par¬ 
titions  continued  through  the  non-fireprooff  floor  construc¬ 
tion,  and  when  unfilled  wood  stud  partitions  are  used,  the 
space  between  the  floor  beams  shall  be  fire-stopped  with 
incombustible  materials.  All  openings  in  such  partitions 
shall  be  protected  with  accepted  metal-covered  fire  doors 
or  windows.  Wherever  necessary  for  protection  against 
mechanical  injury,  the  partition  shall  be  jacketed  to  a  height 
of  five  (5)  feet  on  the  garage  side  with  No.  4  U.  S.  gauge 
metal.  Any  one  of  the  following  forms  of  partitions  shall 
be  accepted  for  the  enclosure : 

(a)  Two  by  four  inch  wood  studs,  spaced  not  more 
than  sixteen  (16)  inches  on  centers,  covered  both  sides 
with  metal  lath  weighing  not  less  than  three  pounds  per 
square  yard,  attached  to  furring  strips  and  plastered 
with  Portland  cement  mortar  at  least  three-quarters 
(  Ya  )  of  an  inch  thick ; 

(b)  Two  by  four  inch  wood  studs  placed  not  more 
than  sixteen  (16)  inches  on  centers,  covered  both  sides 
with  seven-eighths  (^)  inch  wood  sheathing,  one-half 
(j4)  inch  plaster  boards  with  pointed  joints  and  No.  26 
U.  S.  gauge  sheet  metal  with  one-inch  lapped  seams ; 

(c)  Two  by  four  inch  wood  studs  spaced  not  more 
than  sixteen  (16)  inches  on  centers,  covered  both  sides 
with  seven-eighths  (%)  inch  wood  sheathing,  two 
thicknesses.  of  one-quarter  (%)  inch  asbestos  boards 
laid  with  tight  staggered  joints  and  jacketed  with  No. 
16  U.  S.  gauge  metal  on  the  garage  side  to  a  height  of 
five  (5)  feet; 

(d)  Two  by  four  inch  wood  studs  spaced  not  more 
than  sixteen  (16)  inches  on  centers,  filled  in  solidly 
between  the  studs  with  four  inches  of  approved  fire¬ 
proof  materials  and  covered  on  both  sides  with  No.  26 
U.  S.  gauge  metal ; 

(e)  Existing  wood  stud,  lath  and  plaster  partitions 
covered  on  the  garage  side  with  No.  26  U.  S.  gauge 
sheet  metal  with  one  inch  lapped  seams. 
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40-BZ  and  5-40-BZ. 
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BZ,  92-37-BZ,  162-38-BZ,  404-38-BZ,  443-40-BZ,  224- 

38- BZ,  702-38-BZ,  881-40-A,  944-40-A,  1097-40-A,  1102- 
40- A,  1130-40- A,  1142-40- A,  1164-40-A,  1171-40-A,  847- 
40-A,  882-40- A,  1100-40-A,  109-40-A,  1067-40-A,  975- 
40-A,  1004-40- A,  1062-40-A,  1078-40- A,  1107-40-A,  1113- 
40-A,  1141-40-A,  1168-40-A,  1169-40-A,  1187-40-A,  3- 
40-A,  956-40-A,  221-34-SA,  662-39-SA,  1137-40-SA,  131- 

39- SM,  69-39-SM,  108-39-SM,  195-39-SM,  487-39-SM, 
744-39-SM,  1275-39-SM,  175-40-SM,  712-40-SM,  997- 

40- SM,  1041-40-SM,  774-40-SM  and  1464-39GR. 

Smoking  in  Factories,  Rules. 

Rules  for  Liquefiers  used  to  convert  solid  carbon  dioxide 
to  a  liquid  and/or  a  gas. 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Building. 
Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  hoard,  will  he  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

r\t  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commissioner 
of  buildings  or  fire  commissioner)  and  file  with  this  board 
a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  dispositiot 
of  same  expedited  by  conforming  to  these  directons. 

HARRIS  H.  MURDOCK.  Chairman. 
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DOCKET. 

New  Coses  Filed  up  to  December  17,  1940. 

Cal.  No.  Department.  Premises  Affected. 

11 65-40- A . HJ3.Q . 187-04  and  187-06  Linden  boule¬ 

vard,  southeast  corner  of  Mon- 
tawk  street  (Long  Island 
Railroad)  ;  (Block  No.  3168, 
Lot  Nos.  7  and  12),  St.  Al¬ 
bans,  Borough  of  Queens, 

Alt.  2848-40. 


1166-40-SM . G.  M.  Call  Interceptor  Non- 

Stoppage- Waste  Trap,  manu¬ 
factured  by  G.  M.  Call  Trap 
Company,  Material. 


1167-40-BZ. . .  .H.B.Q . 50-04  Queens  boulevard,  south 

side,  40  ft.  east  of  50th  street, 
and  45-15  50th  street  (Block 
No.  2283,  Lot  No.  22),  Wood- 
side,  Borough  of  Queens, 

Misc.  Applic.  10743-40. 


1168-40-A . F.D . 1163-1167  Sixth  avenue,  west 

side,  25  ft.  4  in.  north  of  West 
45th  street,  and  103-107  West 
45th  street  (Block  No.  998, 
Lot  Nos.  28,  29a,  29b,  30,  31 
and  32),  Borough  of  Manhat¬ 
tan,  Decision. 


1169-40-A . H.B.M. . .  .1562  Broadway,  east  side,  80  ft. 

6  in.  south  of  West  47th  street 
(Block  No.  999,  Lot  No.  64), 
Borough  of  Manhattan, 

Alt.  3459-40. 


1170-40-BZ - H.B.Bx.. .  1951  East  177th  street,  north 

side,  110.33  ft.  west  of  Pugsley 
avenue  (Block  No.  3796,  Lot 
Nos.  43,  44  and  45),  Borough 
of  The  Bronx, 

N.B.  1254-40. 


1171-40-A . H.B.B . 783-821  Lafayette  avenue,  north¬ 

west  corner  of  Sumner  avenue 
(Block  No.  1787,  Lot  No. 
14),  Borough  of  Brooklyn, 
N.B.  2550-40. 


1172-40-A. ...  ..H.B.B . 833  Bushwick  avenue,  east  side, 

75  ft.  north  of  Stockholm 
street  (Block  No.  3253,  Lot 
No.  4),  Borough  of  Brooklyn, 
Amendment  to  Alt.  5122-40. 


1173-40-A . F.D . 280  East  148th  street,  south  side, 

95  ft.  east  of  Morris  avenue 
(Block  No.  2329,  Lot  No. 


11),  Borough  of  The  Bronx, 
Decision — re  23393-L.C. 


H74-40-BZ _ H.B.B . 507-511  Sheffield  avenue,  east 

side,  40  ft.  south  of  Livonia 
avenue  (Block  No.  3822,  part 
of  Lot  No.  18),  Borough  of 
Brooklyn,  B.N.  1976-40. 


1175-40-BZ.... H.B.Q . 35-59  to  35-65  73rd  street  and 

73-03  to  73-11  37th  avenue, 
northeast  corner  (Block  No. 
1273,  Lot  No.  39),  Jackson 
Heights,  Borough  of  Queens, 
N.B.  4367-40  and  Permit 
No.  7247. 


1176-40-A . H.B.M _ 330-334  West  27th  street,  south 

side,  350  ft.  west  of  Eighth 
avenue  (Block  No.  750,  Lot 
No.  57),  Borough  of  Manhat¬ 
tan, 

Decision — re  Certificate  of 
Occupancy  Applic.  1565-40 
and  Alt.  3528-40. 


1177-40-BZ _ H.B.B . 1165-1175  Gates  avenue,  north 

side,  124  ft.  west  of  Evergreen 
avenue  (Block  No.  3331,  Lot 
Nos.  24,  25,  26  and  29),  Bor¬ 
ough  of  Brooklyn, 

D.C.  Applic.  1274-40. 


1178-40-BZ. ..  .H.B.M _ 309-311  East  34th  street,  north 

side,  100  ft.  east  of  Second 
avenue,  and  302-306  East  35  th 
street  (Block  No.  940,  Lot 
Nos.  8  and  58),  Borough  of 
Manhattan, 

Decision — re  Certificate  of 
Occupancy. 


1179-40-BZ - H.B.Bx.. .  .1020  Morris  Park  avenue,  south¬ 

west  corner  of  Paulding  ave¬ 
nue  (Block  No.  4102,  Lot  No. 
8),  Borough  of  The  Bronx, 
N.B.  1255-40. 


1180-40-SA . Central  Electrically  Operated 

Deluge  System  (sprinkler  sys¬ 
tem),  Appliance. 


1181-40-A . H.B.B . 2908  Nostrand  avenue,  west  side, 

500  ft.  north  of  Avenue  P 
(Block  No.  7690,  Lot  No.  79), 
Borough  of  Brooklyn, 

Alt.  5831-40. 


1182-40-A . H.B.R . 76  Metcalfe  street,  south  side, 

from  Vanderbilt  avenue  to 
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Targee  street,  and  425  Van¬ 
derbilt  avenue  (Block  No.  646, 
Lot  No.  1),  Stapleton,  Bor¬ 
ough  of  Richmond, 

Misc.  Applic.  268-40. 


1183-40-A . H.B.M - 745-749  Seventh  avenue  and  169 

West  49th  street,  northeast 
corner  (Block  No.  1002,  Lot 
No.  1),  Borough  of  Manhat¬ 
tan,  E.S.  Applic.  1826-40. 


1184-40-A . F.D . 134-140  Grand  street,  northeast 

corner  of  Crosby  street  (Block 
No.  473,  Lot  No.  51),  Bor¬ 
ough  of  Manhattan, 

9927-L.F. 


1185-40-S . H.B.B . 4302-4308  New  Utrecht  avenue, 

southwest  corner  of  43rd 
street  (Block  No.  5602,  Lot 
No.  16),  Borough  of  Brook¬ 
lyn,  B.N.  824-40. 


1186-40-A . H.B.Bx - 4138  Bronxwood  avenue,  east 

side,  83.51  ft.  south  of  East 
231st  street  (Block  No.  4866, 
Lot  No.  50),  Borough  of  The 
Bronx,  Alt.  962-40. 


1187-40-A . H.B.M - 406-414  East  44th  street,  south 

side,  149.67  ft.  east  of  First 
avenue  (Block  No.  1355,  Lot 
No.  7),  Borough  of  Manhat¬ 
tan,  Alt.  3430-40. 


1188-40-A . H.B.B . 331  39th  street,  north  side,  245 

ft.  east  of  Third  avenue 
(Block  No.  704,  Lot  No.  60), 
Borough  of  Brooklyn, 

Alt.  4395-40. 


1189-40-SM . Sanferized  Palco  Wool  (Insula¬ 

tion),  manufactured  by  The 
Pacific  Lumber  Company, 

Material. 


1190-40-A . H.B.B . 1642  St.  Johns  place,  south  side, 

227  ft.  west  of  Ralph  avenue 
(Block  No.  1387,  Lot  No. 
34),  Borough  of  Brooklyn, 
Decision — re  Revocation  of 
Certificate  of  Occupancy 
No.  97096-40,  Permit  No. 
3143-40  and  Alt.  2764-40. 


1191-40-BZ. . .  .H.B.Q . 37-47  Junction  boulevard,  east 

side,  200.24  ft.  north  of  38th 
avenue  (Block  No.  1759,  part 
of  Lot  Nos.  23  and  35), 


Jamaica,  Borough  of  Queens, 
Misc.  Applic.  9568-40. 


1192-40-BZ.... H.B.M.... 312-338  West  59th  street,  south 

side,  200  ft.  east  of  Ninth  ave¬ 
nue,  315-347  West  58th  street, 
north  side,  200  ft.  east  of 
Ninth  avenue  (Block  No. 
1049,  Lot  Nos.  9  and  44), 
Borough  of  Manhattan, 

Decision — re  Certificate  of 
Occupancy. 


1193-40- A . H.B.Q . 11-01  43rd  avenue,  northeast  cor¬ 

ner  of  11th  street  (Block  No. 
459,  Lot  No.  5),  Long  Island 
City,  Borough  of  Queens, 

Misc.  Applic.  9459-40. 


11 94-40- A . H.B.M _ 436  East  18th  street,  south  side, 

94  ft  west  of  Avenue  A 
(Block  No.  949,  Lot  No.  35), 
Borough  of  Manhattan, 

Alt  3372-40. 


Restored  to  Calendar. 

162-38-BZ....  H.B.B . 781-787  East  31st  street,  east 

side,  40  ft.  north  of  Avenue  H 
(Block  No.  7559,  Lot  No.  8), 
Borough  of  Brooklyn, 

Applic.  1914-38. 


221-34-SA . Metropolitan  Curb  Fill  Box — re 

use  for  fuel  oil  in  addition  to 
gasoline,  Appliance. 


617-19-BZ.... H.B.B . 1704-1724  St.  Johns  place,  south 

side,  90  ft.  6  in.  west  of  How¬ 
ard  avenue,  and  1429-1447 
Eastern  parkway  (Block  No. 
1473,  Lot  No.  25),  Borough  of 
Brooklyn, 

Decision — re  Zone  Viol. 

273-39. 


92-37-BZ _ H.B.Bx.. .  .912  East  172nd  street  and  1509- 

1519  Southern  boulevard, 
southwest  corner  (Block  No. 
2977,  Lot  No.  103),  Borough 
of  The  Bronx, 

Decision — re  Certificate  of 
Occupancy. 


443-40-BZ. ..  .H.B.B . 890-892  Coney  Island  avenue, 

west  side,  118  ft.  9 Y&  in.  north 
of  18th  avenue  (Block  No. 
5403,  Lot  No.  26),  Borough 
of  Brooklyn,  Alt.  1168-40. 


109-40-A . F.D . 35-37  Emerson  place,  east  side, 
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200  ft.  north  of  Park  avenue 
(Block  No.  1880,  Lot  No.  8), 
Borough  of  Brooklyn, 

3896-L.F. 


1067-40-A . F.D . 1229  St.  Nicholas  avenue,  west 

side,  54  ft.  north  of  West 
171st  street  (Block  No.  2141, 
part  of  Lot  No.  21),  Bor¬ 
ough  of  Manhattan, 

23346-L.C.  and  Decision. 


92-31-BZ. . . . H.B.B . 8401-8411  Flatlands  avenue  and 

761-775  East  84th  street,  north¬ 
east  corner  (Block  No.  8005, 
Lot  Nos.  6  and  11),  Borough 
of  Brooklyn,  N.B.  2460-40. 


DESIGNATIONS:  H.B. — Department  of  Housing  and  Buildings; 
H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn  ;  Il.B.M. — 
Department  of  Housing  and  Buildings,  Manhattan ;  H.B.Q. — De¬ 
partment  of  Housing  and  Buildings,  Queens ;  H.B.R. — Department 
of  Housing  and  Buildings,  Richmond ;  H.B.Bx. — Department  of 
Housing  and  Buildings,  Bronx ;  H.D. — Health  Department,  and 
F.D. — P'ire  Department 


CERTIORARI  ORDER  SERVED  ON  THE  BOARD 
OF  STANDARDS  AND  APPEALS. 

On  December  20,  1940,  Vollmer  and  Wildermuth,  attorneys, 

served  on  the  Board  petition  and  order  of  certiorari,  on  behalf  of 
Edgar  P.  Holliday,  objector,  in  re  decision  of  Board  on  October 
29,  1940,  permitting  extension  to  a  factory  building  partly  in 
business  and  partly  in  unrestricted  district,  under  section  7c,  Cal. 
No.  953-40-BZ,  premises  134-22  Jamaica  avenue  and  88-06  Van 
Wyck  boulevard,  Jamaica,  Borough  of  Queens. 


RULES 

Last  Publication  in  Bulletin 


Blended  Cements,  Rules  for  Testing 


and  Use  of . 

Dee. 

10, 

1940— Vol. 

25, 

No. 

50 

Carbon  Dioxide  Liquefier  Rules . 

Dec. 

24, 

1940— Vol. 

25, 

No. 

52 

Certificates  of  Occupancy,  approved 

form  . 

.Aug. 

23, 

1938— Vol. 

23, 

No. 

34 

Concrete  Flat  Slabs,  Rules . 

July 

13, 

1937— Vol. 

22, 

No. 

28 

Concrete  Masonry  Units,  Rules  for 

Manufacture,  Testing  and  Use 

of  . 

.Aug. 

27, 

1940— Vol. 

25, 

No. 

35 

Concrete  Rules  (Hydrated  Lime) . 

Aug. 

3, 

1937— Vol. 

22, 

No. 

31 

Elevator  Rules  . 

.  Mar. 

3, 

193G— Vol. 

21, 

No. 

9 

Exit  Rules  (Revolving  Doors) . 

June 

15, 

1937— Vol. 

22, 

No. 

24 

Factory  Exit  Rules . 

.Aug. 

13, 

1940— Vol. 

25, 

No. 

33 

Fire  Alarm  Rules  (Interior) . 

.Aug. 

13, 

1940— Vol. 

25, 

No. 

33 

Fire  Drill  Rules  . 

.Sept. 

17, 

1940— Vol. 

25, 

No. 

3S 

Fire-resistive,  Flameproof  Materials, 

etc..  Rules  for  Testing  of . 

.Dec. 

10, 

1940— Vol. 

25, 

No. 

50 

Fire  Retarding  Rules  for  Garages, 

etc.  . 

Dec. 

17. 

1940— Vol. 

25, 

No. 

51 

Fireproof  Wood,  Testing  of . 

Apr. 

13, 

1937— Vol. 

22, 

No. 

15 

Frame  Garages,  Ruling  for . 

Jan. 

21, 

1919— Vol. 

4. 

No. 

3 

Fusion  Welding  and  Gas  Cutting 

Rules  . 

Aug. 

20. 

1940— Vol. 

25, 

No. 

34 

Gas  Shut-Off  Rules . 

Apr. 

7. 

1925— Vol. 

10, 

No. 

14 

Hatchway  Protection  . 

June 

5, 

1928— Vol. 

13, 

No. 

23 

Insulating  Fibre  Board  Rules . 

Nov. 

5, 

1940— Vol. 

25, 

No. 

45 

Oil  Burner  Rules . 

Oct. 

29, 

1940— Vol. 

25, 

No. 

44 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . 

Dec. 

10, 

1940— Vol. 

25, 

No. 

50 

Paint,  Varnish  and  Lacquer  Spray- 

ing  Rules  . 

Dec. 

3. 

1940— Vol. 

25, 

No. 

49 

Platform  Trucks,  Specifications  for  .Nov. 

24, 

1936— Vol. 

21, 

No. 

47 

Plumbing  Rules  . 

Aug. 

3, 

1937— Vol. 

22, 

No. 

31 

Plumbing  Rules  (Prevention  of  Con- 

tamination  of  Water  Supply)... 

Sept. 

10, 

1940— Vol. 

25, 

No. 

37 

Procedure,  Rules  of . 

Sept. 

7, 

1937— Vol. 

22. 

No. 

36 

Refrigerating  Systems,  Extract  A. C. Oct. 

8, 

1940— Vol. 

25, 

No. 

41 

Smoking  in  Factories,  Rules  for. 

Dec. 

24, 

1940— Vol. 

25, 

No. 

52 

Sprinkler  Rules  . 

June 

29. 

1937— Vol. 

22, 

No. 

26 

Standpipe  Fireline  Rules . 

•  June 

8, 

1937— Vol. 

22, 

No. 

23 

Structural  Alterations,  Reporting 

June 

7, 

1932— Vol. 

17, 

No. 

23 

Tank  Trucks,  Fuel  Oil,  etc. . 

.Nov. 

24, 

1936— Vol. 

21, 

No. 

47 

Tank  Trucks,  Gasoline,  etc . 

.Nov. 

24, 

1936— Vol. 

21, 

No. 

47 

Wire  (Mass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code) 

Apr. 

10, 

1923— Vol. 

8, 

No. 

15 

LIST  OF  APPROVED  APPLIANCES 


Anti-Siphon  Valves  . 

. Mar. 

5, 

1935— Vol. 

20, 

No. 

10 

Fireline  Hose  Valves. 

. Mar. 

5, 

1935— Vol. 

20, 

No. 

10 

Fuel  Oil  Burners  for 

Domestic  and 

Commercial  Use 

. Sept. 

3, 

1940— Vol. 

25, 

No. 

36 

Fuel  Oil  Pipe  Terminals  . 

. Dec. 

3, 

1940— Vol. 

25, 

No. 

49 

Fuel  Oil  Burners  for  Industrial  Use.Sept. 

3, 

1940— Vol. 

25, 

No. 

36 

Fuel  Oil  Pumps  . 

. Oct. 

29, 

1940— Vol. 

25, 

No. 

44 

Gas  Heaters  . 

. Sept. 

3, 

1940— Vol. 

25, 

No. 

36 

Paint,  Varnish  and  Lacquer 

Spray- 

ing  Equipment  ... 

. Dec. 

3, 

1940— Vol. 

25, 

No. 

49 

Range  Oil  Burners 

and 

Space 

Heaters  . 

3, 

1940— Vol. 

25, 

No. 

36 

Vacuum  Breakers  . 

.  Sept. 

10, 

1940— Vol. 

25. 

No. 

37 

DECEMBER  31,  1940,  10  A.  M. 

Buildmg  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions  of 
the  building  zone  resolution,  Tuesday  morning,  December 
31,  1940,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 

cal.  no.  518-40-BZ — Application,  May  15,  1940.  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Edward  A.  Schuman,  applicant  and 
owner  (Forest  Hills  Cement  Block 
Company,  Incorporated,  lessee),  to  per¬ 
mit  in  a  business  use  district  the  use 
of  premises  for  the  manufacture  of 
cement  blocks;  premises  117-30  Spring- 
field  boulevard,  west  side,  44.54  ft. 
north  of  118th  avenue  (Block  No.  3358, 
Lot  No.  61),  St.  Albans,  Borough  of 
Queens. 

cal.  no.  942-40-BZ — Application,  September  27,  1940,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Ratlan  Realty 
Corporation,  owner,  to  permit,  partly 
in  a  business  use  district  and  partly  in 
an  unrestricted  use  district,  the  recon¬ 
struction  and  structural  alterations  of 
a  building  and,  also,  premises  used  as  a 
public  garage,  motor  vehicle  repair 
shop,  auto  laundry,  grease  pits  and 
gasoline  service  station;  premises  1927- 
1943  Atlantic  avenue  and  17-31  Ban¬ 
croft  place,  northeast  corner  (Block 
No.  1558,  Lot  Nos.  1  and  32),  Bor¬ 
ough  of  Brooklyn. 

cal.  no.  990-40-BZ — Application,  October  1,  1940,  under 
sections  7a  and  7c  of  the  building  zone 
resolution,  of  Charles  M.  Spindler.  ap¬ 
plicant,  on  behalf  of  H.  D.  Hammond 
Garage,  Incorporated,  owner,  to  per¬ 
mit  on  a  premises  located  partly  in  a 
business  use  district  and  partly  in  an 
unrestricted  use  district,  the  extension 
of  a  gasoline  service  station;  premises' 
6518-6524  Fort  Hamilton  parkway,  913- 
929  66th  street,  northwest  corner,  and 
912-922  65th  street  (Block  No.  5750. 
Lot  Nos.  13  and  26),  Borough  of 
Brooklyn. 

cal.  no.  807-40-BZ — Application,  July  19,  1940,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  Henry  Nordheim,  appli¬ 
cant,  on  behalf  of  Richard  Stiegler, 
owner  (Sarah  Stern,  lessee),  to  permit 
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in  a  business  use  district,  for  a  tem¬ 
porary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1168-1178  River  avenue,  east 
side,  129  ft.  north  of  McClellan  street 
(Block  No.  2488,  part  of  Lot  No.  1), 
Borough  of  The  Bronx. 

cat.,  no.  390-27-BZ — Application  of  Reginald  S.  Hardy,  ap¬ 
plicant,  on  behalf  of  Morben  Realty 
Corporation,  owner,  reopened  October 
15,  1940,  under  section  7f  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  busi¬ 
ness  use  district,  for  a  stated  term  of 
years,  the  erection  and  maintenance  of 
a  gasoline  service  station  (previously 
denied  by  the  Board  under  section  21 
of  the  building  zone  resolution)  ;  prem¬ 
ises  73-42  Cooper  avenue,  south  side, 
22.22  ft.  west  of  74th  street  (Block  No. 
3811,  Lot  No.  8),  Glendale,  Borough 
of  Queens. 

c  at  .  no.  712-38-BZ — Application  of  Sidney  L.  Strauss,  ap¬ 
plicant,  on  behalf  of  Steeples  Manage¬ 
ment  Corporation,  owner,  reopened  and 
restored  to  Calendar  November  13, 
1940,  under  section  21  of  the  building 
zone  resolution,  to  permit  in  a  residence 
use  district  the  maintenance  of  business 
use  in  part  of  the  cellar  and  in  part  of 
the  first  story  of  an  existing  multiple 
dwelling  (previously  dismissed  for  lack 
of  prosecution)  ;  premises  1604-1648 
Ocean  avenue,  west  side,  120  ft.  south 
of  Avenue  K  (Block  No.  6730,  Lot 
Nos.  63  and  72),  Borough  of  Brook¬ 
lyn. 

c  at.,  no.  1151-40-BZ — Application,  November  29,  1940,  under 
sections  7b  and  21  of  the  building  zone 
resolution,  of  Emil  H.  Schwab.  Jr., 
applicant,  on  behalf  of  Emil  Schwab, 
Sr.,  Emma,  Schwab  and  Emil  H. 
Schwab.  Jr.,  owners,  to  permit,  partly 
in  a  residence  use  district  and  partly 
in  a  business  use  district,  the  mainte¬ 
nance  of  a  business  use  (stores)  on  the 
first  story  of  an  existing  multiple 
dwelling;  premises  2485  Creston  ave¬ 
nue,  west  side,  56  ft.  north  of  East 
Fordham  road  (Block  No.  3174,  Lot 
No.  30),  Borough  of  The  Bronx. 

(a:.,  no.  729-38-BZ— Application  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Talbo  Gasoline 
Company,  Incorporated,  owner,  _  re¬ 
opened  October  8.  1940,  under  sections 
7c  and  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  use  dis¬ 
trict  the  alteration  and  extension  in 
area  of  an  existing  gasoline  service 
station  (previously  denied  by  the 
Board)  ;  premises  3150-3158  Boston 
Post  road,  southeast  corner  of  Laconia 
avenue  (Block  No.  4614,  Lot  No.  9), 
Borough  of  The  Bronx. 

cat.  no.  81 2-40-BZ— Application,  July  22,  1940,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Arthur  H.  Haaren,  ap¬ 
plicant,  on  behalf  of  Edlar  Realty  Cor¬ 
poration,  owner  (Alex  White,  lessee), 


to  permit  in  a  business  use  district  the 
extension  of  a  gasoline  service  station 
so  as  to  permit  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  3150  Broadway,  southeast 
corner  of  Moylan  place  (Block  No 
1980,  Lot  No.  61),  Borough  of  Man¬ 
hattan. 


(Ai.  no.  177-32-BZ — Application  of  Herbert  J.  Krapp,  ap¬ 
plicant,  on  behalf  of  Trebuhs  Realty 
Company,  Incorporated,  owner,  re¬ 
opened  April  9,  1940,  under  section  7h 
of  the  building  zone  resolution,  to  per¬ 
mit  in  a  business  use  district  the  park¬ 
ing  and  storage  of  more  than  five  (5) 
motor  vehicles  (previously  denied  by 
the  Board  as  a  gasoline  service  sta¬ 
tion)  ;  premises  160-166  West  End 
avenue  and  251-261  West  67th  street, 
northeast  corner  (Block  No.  1159,  Lot 
No.  1),  Borough  of  Manhattan. 

cat  .  no.  330-22-BZ — Application  of  Paul  Friedman,  appli¬ 
cant,  on  behalf  of  Kings  Highway 
Community  Corporation,  owner  (Com¬ 
munity  Amusement  Corporation,  lessee), 
reopened  December  3,  1940,  for  rehear¬ 
ing  under  new  proposal,  under  sections 
7c  and  21  of  the  building  zone  resolu¬ 
tion,  to  permit,  partly  in  a  residence 
use  district  and  partly  in  a  business  use 
district,  the  change  of  use  of  an  existing 
building  from  bowling  alleys,  library, 
stores,  auditorium  and  meeting  room 
(previously  granted  by  the  Board)  to 
stores  and  motion  picture  theatre  (pre¬ 
viously  denied  bv  the  Board)  ;  premises 
1663-1669  East  17th  street,  east  side, 
57  ft.  2 in.  south  of  Kings  highway 
(Block  No.  6780,  Lot  No.  55),  Bor¬ 
ough  of  Brooklyn. 

Appeal  from  Administrative  Decision. 

602-40- A— 1663-1669  East  17th  street,  east  side.  57  ft.  2lA 
in.  south  of  Kings  highway  (Block  No. 
6780,  Lot  No.  55),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


DECEMBER  31,  1940,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

1006-40- A — 141-143  Coolidge  avenue,  north  side,  236.65  ft. 

west  of  Daniels  street  (Block  No.  6339. 
Lot  No.  54),  Jamaica,  Borough  of  Queens 
(under  section  35,  General  City  Law — re 
bed  of  mapped  street). 

1 1 71  -40- A — 783-821  Lafayette  avenue,  northwest  corner  of 
Sumner  avenue  (Block  No.  1787,  Lot  No. 
14)  ;  (Public  School  No.  25),  Borough  of 
Brooklyn. 

1 1 82-40- A — 76  Metcalfe  street,  south  side,  from  Vanderbilt 
avenue  to  Targee  street,  and  425  Vander¬ 
bilt  avenue  (Block  No.  646,  Lot  No.  1), 
Stapleton,  Borough  of  Richmond. 

1165-40- A — 187-04  and  187-06  Linden  boulevard,  southeast 
corner  of  Montauk  street  (Long  Island 
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Railroad)  ;  (Block  No.  3168,  Lot  Nos.  7  5869,  Lot  No.  19),  Borough  of  Brook- 

and  12),  St.  Albans,  Borough  of  Queens.  lyn. 


1176-40-A — 330-334  West  27th  street,  south  side,  350  ft. 

west  of  Eighth  avenue  (Block  No.  750, 
Lot  No.  57),  Borough  of  Manhattan. 


JANUARY  7,  1941,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions  of 
the  building  zone  resolution,  Tuesday  morning .  January 
7,  1941,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters: 

i  a i..  no.  377-40-BZ — Application,  April  11,  1940,  under  sec¬ 
tion  7g  of  the  building  zone  resolution, 
of  William  P.  Collins,  applicant  and 
lessee,  on  behalf  of  Long  Island  Rail¬ 
road  Company,  owner,  to  permit  in  an 
unrestricted  use  district  the  parking  of 
more  than  five  (5)  motor  vehicles  on 
a  plot  located  on  the  same  street  and 
between  the  same  two  (2)  intersecting 
streets  with  a  school;  premises  10-25 
49th  avenue,  north  side,  59.94  ft.  west 
of  Jackson  avenue  (Block  No.  44,  Lot 
Nos.  10  to  19,  inclusive),  Long  Island 
City,  Borough  of  Queens. 


cal.  no.  271-39-BZ — Application  of  Albert  C.  Benson,  ap¬ 
plicant,  on  behalf  of  Socony-Vacuum 
Oil  Company,  Incorporated,  owner, 
reopened  October  15,  1940,  under  sec¬ 
tion  7c  of  the  building  zone  resolution, 
to  permit  in  a  business  use  district  the 
extension  of  an  existing  gasoline  service 
station  (previously  granted  on  certain 
conditions  by  the  Board;  Board’s  deci¬ 
sion  reversed  by  Special  Term,  Supreme 
Court,  without  prejudice  to  taking  fur¬ 
ther  proceedings  before  the  Board)  ; 
premises  96-23  to  96-29  Queens  boule¬ 
vard  and  95-02  to  95-14  63rd  road, 
northeast  corner  (Block  No.  2088.  Lot 
No.  22),  Elmhurst,  Borough  of  Queens. 


cal.  no.  926-40-BZ — Application,  September  18,  1940,  under 
section  7c  of  the  building  zone  resolu¬ 
tion,  of  Louis  A.  Kiesewetter,  appli¬ 
cant,  on  behalf  of  The  Texas  Company, 
owner,  to  permit  in  a  business  use  dis¬ 
trict  the  erection  of  an  accessory  build¬ 
ing  on  an  existing  gasoline  service 
station ;  premises  1698  Boston  road  and 
1705  Southern  boulevard,  southeast 
corner  (Block  No.  2978,  Lot  No.  191), 
Borough  of  The  Bronx. 


cal.  no.  983-40-BZ — Application,  October  10,  1940,  under 
section  7h  of  the  building  zone  resolu¬ 
tion,  of  Lama  and  Proskauer,  appli¬ 
cants.  on  behalf  of  Dime  Savings  Bank 
of  Brooklyn,  owner,  to  permit,  partly 
in  a  business  use  district  and  partly  in 
an  unrestricted  use  district,  for  a  tem¬ 
porary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
413-417  Flatbush  Avenue  Extension, 
east  side,  136  ft.  1%  in.  south  of  DeKalb 
avenue  (Block  No.  2093,  Lot  No.  85), 
Borough  of  Brooklyn. 


cal.  no.  1084-40-BZ — Application,  November  13,  1940,  under 
sections  7a,  7b  and  21  of  the  building 
zone  resolution,  of  A.  J.  Daidone,  ap¬ 
plicant.  on  behalf  of  Department  of 
Public  Works,  City  of  New  York, 
owner,  to  permit  in  a  business  use  dis¬ 
trict  the  erection  and  maintenance  of  a 
building  accessory  to  a  sewage  disposal 
plant;  premises  150-63  131st  street, 
blocks  bounded  by  150th  avenue,  155th 
avenue,  131st  street  and  134th  street 
(Block  No.  2718,  Lot  No.  1,  and  Block 
No.  2720,  Lot  No.  24),  Jamaica,  Bor¬ 
ough  of  Queens. 


cal.  no.  828-40-BZ — Application,  July  30,  1940,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Gaetano  Tuzzolino,  applicant  and 
lessee,  on  behalf  of  Milton  Hirschman, 
owner,  to  permit  in  a  business  use  dis¬ 
trict,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  northeast  cor¬ 
ner  of  White  Plains  road  and  East 
236th  street  (Block  No.  5043,  Lot  No. 
6),  Borough  of  The  Bronx. 

'  al.  no.  G04-40-BZ— Application.  June  5,  1940,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Paul  Friedman,  applicant,  on  behalf 
of  Mary  B.  MacKay,  owner  (Etta 
Ginsberg,  lessee),  to  permit  in  a  busi¬ 
ness  use  district,  for  a  temporary  period 
of  not  more  than  two  (2)  years,  the 
parking  and  storage  of  more  than  five 
(5)  motor  vehicles;  premises  74-92 
Bay  Ridge  avenue,  south  side.  200  ft. 
east  of  Narrows  avenue  (Block  No. 


cal.  no.  1085-40-BZ — Application,  November  13,  1940,  under 
sections  7a,  7b  and  21  of  the  building 
zone  resolution,  of  A.  J.  Daidone.  ap¬ 
plicant,  on  behalf  of  Department  of 
Public  Works,  City  of  New  York, 
owner,  to  permit  in  a  business  use  dis¬ 
trict  the  erection  and  maintenance  of  a  , 
building  accessory  to  a  sewage  disposal 
plant;  premises  150-54  134th  street,  j 
blocks  bounded  by  150th  avenue,  155th  ] 
avenue,  131st  street  and  134th  street  \ 
(Block  No.  2718,  Lot  No.  1,  and  Block 
No.  2720,  Lot  No.  24),  Jamaica,  Bor-  1 
ough  of  Queens. 

i 

cal.  no.  1139-40-BZ — Application,  December  2,  1940,  under 

section  21  of  the  building  zone  resolu-  j 
tion.  of  Arthur  Weiser,  applicant,  on 
behalf  of  Wheelock  Avenue  Corpora¬ 
tion,  owner  (Margate  Estates,  Incor¬ 
porated,  lessee),  to  permit,  partly  in  a 
business  use  district  and  partly  in  a 
residence  use  district,  the  erection  and 
maintenance  of  a  multiple  dwelling 
having  a  garage  for  more  than  five 
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(5)  motor  vehicles  for  the  use  of  the 
tenants  of  the  multiple  dwelling  only ; 
premises  50-90  Riverside  Drive  West, 
west  side,  from  West  158th  street  to 
West  161st  street  (Block  No.  2135, 
Lot  Nos.  60,  32,  37  and  92),  Borough 
of  Manhattan. 

Appeal  from  Administrative  Decision. 

cal.  no.  758-40- A-MD — Application,  July  9,  1940,  under 
section  60  of  the  Multiple  Dwelling 
Law,  of  Arthur  Weiser,  applicant,  on 
behalf  of  Wheelock  Avenue  Corpora¬ 
tion,  owner  (Margate  Estates,  Incor¬ 
porated,  lessee),  to  permit,  partly  in  a 
business  use  district  and  partly  in  a  resi¬ 
dence  use  district,  the  erection  and 
maintenance  of  a  multiple  dwelling  hav¬ 
ing  a  garage  for  more  than  five  (5) 
motor  vehicles  for  the  use  of  the  ten¬ 
ants  of  the  multiple  dwelling  only; 
premises  50-90  Riverside  Drive  West, 
west  side,  from  West  158th  street  to 
West  161st  street  (Block  No.  2135,  Lot 
Nos.  60,  32,  37  and  92),  Borough  of 
Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


corner,  and  84-12  to  84-20  24th  avenue 
(Block  No.  1096,  part  of  Lot  No.  1), 
Jackson  Heights,  Borough  of  Queens. 

cal.  no.  583-40-BZ — Application,  May  28,  1940,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Henry  Nordheim,  applicant,  on  be¬ 
half  of  O’Brien  Building  Company,  In¬ 
corporated,  owner  (Charles  Barnett, 
lessee),  to  permit  in  a  business  use 
district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  3096-3102 
Webster  avenue,  south  side.  25  ft.  west 
of  East  204th  street  (Block  No.  3330, 
Lot  No.  68),  Borough  of  The  Bronx. 

cal.  no.  446-40-BZ — Application,  April  26,  1940,  under  sec¬ 
tion  7c  of  the  building  zone  resolution, 
of  Arthur  H.  Haaren,  applicant,  on 
behalf  of  Kesbec,  Incorporated,  owner 
(James  McAllister,  lessee),  to  permit 
in  a  business  use  district  the  extension 
of  a  gasoline  service  station  so  as  to 
include  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  4431-4441  Broadway,  west 
side,  108  ft.  south  of  West  190th  street 
(Block  No.  2180,  Lot  Nos.  492  and 
494),  Borough  of  Manhattan. 


JANUARY  7,  1941,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

861-40-A — 2101-2123  Albemarle  road,  south  side,  190  ft.  east 
of  Flatbush  avenue  (Block  No.  5102.  Lot 
No.  59)  ;  (Apartment  No.  1-N),  Borough 
of  Brooklyn. 

881-40-A — 291-301  Metropolitan  avenue,  northwest  corner 
of  Roebling  street  (Block  No.  2353.  Lot 
No.  13),  Borough  of  Brooklyn. 

1142-40- A— 2301-2323  Beverly  road  and  2360-2420  Bedford 
avenue,  northwest  corner  (Block  No.  5133, 
Lot  No.  14),  Borough  of  Brooklyn. 


JANUARY  14,  1941,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  January 
14,  1941,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 

cal.  no.  249-39-BZ — Application,  February  28,  1940;  dis- 
miseed  for  lack  of  prosecution  July  18, 
1939;  reopened  and  restored  to  Calendar 
September  17,  1940,  under  section  7f  of 
the  building  zone  resolution,  of  Lama 
and  Proskauer,  applicants,  on  behalf  of 
Koppers  Company,  owner,  to  permit  :n 
a  business  use  district,  for  a  stated  term 
of  years,  the  erection  and  maintenance 
of  a  gasoline  service  station ;  premises 
84-11  to  84-21  Astoria  boulevard  and 
24-02  to  24-12  85th  street,  northwest 


cal.  no.  818-40-BZ — Application,  July  26,  1940,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  M.  A.  Boule,  applicant,  on  behalf  of 
Sylvia  M.  Bullowa,  owner  (John  Car- 
mody,  lessee),  to  permit  in  a  business 
use  district,  for  a  temporary  period 
of  not  more  than  two  (2)  years,  the 
parking  and  storage  of  more  than  five 
(5)  motor  vehicles;  premises  1882-1884 
Second  avenue,  east  side,  25  ft.  north 
of  East  97th  street  (Block  No.  1669, 
Lot  No.  2),  Borough  of  Manhattan. 

cal.  no.  819-40-BZ — Application,  July  26,  1940,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  M.  A.  Boule,  applicant,  on  behalf  of 
Sylvia  M.  Bullova,  owner  (John  Car- 
mody,  lessee),  to  permit  in  a  business 
use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  1888-1890' 
Second  avenue,  east  side.  50  ft.  south  of 
East  98th  street  (Block  No.  1669,  Lot 
Nos.  51  and  52),  Borough  of  Man¬ 
hattan. 

cal.  no.  302-29-BZ — Application  of  Reginald  S.  Hardy,  ap¬ 
plicant,  on  behalf  of  John  Sklar  Hold¬ 
ing  Company,  Incorporated,  owner,  re¬ 
opened  July  2,  1940,  under  sections  7b, 
7c  and  21  of  the  building  zone  resolu¬ 
tion,  to  permit,  partly  in  a  business  use 
district  and  partly  in  a  residence  us§ 
district,  the  inclusion  of  stores  in  a 
garage  for  more  than  five  (5)  motor 
vehicles ;  said  garage  previously  granted 
by  the  Board ;  the  stores  do  not  comply 
with  section  19h  of  the  building  zone 
resolution;  premises  146-156  East  98th 
street  and  1159-1171  Winthrop  street. 
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northwest  corner  (Block  No.  4614,  Lot 
No.  38),  Borough  of  Brooklyn. 

cal.  no.  207-31 -BZ— Application  of  Abraham  N.  Horwitz, 
applicant,  on  behalf  of  1146  Southern 
Boulevard  Corporation,  owner,  reopened 
November  21.  1939,  under  section  21  of 
the  building  zone  resolution,  to  permit 
in  a  business  use  district  a  motor  vehicle 
repair  shop  in  an  existing  building ;  said 
building  previously  acted  upon  by  the 
Board,  permitting  its  use  as  a  gasoline 
service  station,  auto  laundry  and  garage 
for  five  (5)  cars;  premises  1148  South¬ 
ern  boulevard,  east  side,  237  ft.  north  of 
East  167th  street  (Block  No.  2745,  Lot 
No.  11),  Borough  of  The  Bronx. 

cal.  wo.  1 002-40- BZ— Application,  October  16,  1940,  under 
sections  7i  and  21  of  the  building  zone 
resolution,  of  Max  Siegel,  applicant,  on 
behalf  of  Harold  Swain,  owner,  to  per¬ 
mit  in  a  business  use  district  the  erec¬ 
tion  and  maintenance  of  a  motor  vehicle 
repair  shop;  premises  1550-1552  Jerome 
avenue,  east  side,  241.79  ft.  south  of 
East  Mount  Eden  avenue  (Block  No. 
2846,  Lot  Nos.  23,  24,  25  and  part  of 
Lot  Nos.  22  and  26),  Borough  of  The 
Bronx. 


CAL.  NO.  1181-39-BZ — Application,  September  26,  1939,  under 
sections  7h  and  21  of  the  building  zone 
resolution,  of  Henry  Nordheim,  appli¬ 
cant,  on  behalf  of  Jefferson  Associates, 
Incorporated,  and  Orada  Realty  Cor¬ 
poration,  owners,  to  permit,  partly  in  a 
business  use  district  and  partly  in  an 
unrestricted  use  district,  for  a  tem¬ 
porary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  northwest  corner  of  Sedgwick 
avenue  and  West  167th  street  (Block 
No.  2540,  Lot  Nos.  16,  21  and  24),  Bor¬ 
ough  of  The  Bronx. 

cal,  no.  968-40-BZ — Application,  October  4,  1940,  under 
sections  7h  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  Jamaica-Fulton 
Operating  Corporation,  owners,  to  per¬ 
mit  in  a  business  use  district,  for  a  tem¬ 
porary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  cf 
more  than  five  (5)  motor  vehicles; 
premises  168-33  Jamaica  avenue,  north 
side,  111.50  ft.  west  of  169th  street 
(Block  No.  9799,  Lot  Nos.  7  and  42), 
Jamaica,  Borough  of  Queens. 

cal.  no.  1036-39-BZ— Application,  August  10,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Hyman  Axinn,  applicant,  on 
behalf  of  Axinn  and  Sons  Lumber  Com¬ 
pany,  Incorporated,  owners,  to  permit, 
partly  in  a  residence  use  district  and 
partly  in  a  business  use  district,  the 
parking  of  more  than  three  (3)  motor 
vehicles ;  premises  222-40  99th  avenue, 
south  side,  400  ft.  east  of  222nd  street 
(Block  No.  10805,  Lot  No.  21),  Queens 
Village,  Borough  of  Queens. 


cal.  no.  799-39-BZ— Application,  June  15,  1939,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Fox  and  Wintner,  applicants,  on  be¬ 
half  of  Frances  S.  Burrows,  owner,  to 
permit  in  a  business  use  district  the 
conversion  of  occupancy  of  an  existing 
building  to  a  garage  for  more  than  five 
(5)  motor  vehicles;  premises  4-6  East 
135th  street,  south  side,  50  ft.  east  of 
Fifth  avenue  (Block  No.  1759,  Lot  No. 
69),  Borough  of  Manhattan. 

cal  no.  607-40-BZ— Application,  June  6,  1940,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  John  H.  W.  Krogmann. 
applicant,  on  behalf  of  Wells-Smith 
Corporation,  owner  (John  F.  Dubar, 
lessee),  to  permit  in  a  business  use  dis¬ 
trict,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5)  motor 
vehicles;  premises  89-16  to  89-32  Sut- 
phin  boulevard,  west  side,  384.11  ft. 
north  of  Jamaica  avenue  (Block  No. 
9676,  Lot  No.  13),  Jamaica,  Borough 
of  Queens. 

cal.  no.  691-40-BZ — Application,  June  25,  1940.  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  H.  Herbert  Lilien,  ap¬ 
plicant,  on  behalf  of  Merrirnak  Holding 
Corporation,  owner,  to  permit  in  a  busi¬ 
ness  use  district,  for  a  temporary  period 
of  not  more  than  two  (2)  years,  the 
parking  and  storage  of  more  than  five 
(5)  motor  vehicles  on  a  plot  occupied  in 
part  as  a  gasoline  service  station ; 
premises  3325-3331  Broadway,  west 
side,  49  ft.  11  in.  north  of  West  134th 
street  (Block  No.  2001,  Lot  Nos.  31, 
32,  33  and  part  of  Lot  No.  36),  Bor¬ 
ough  of  Manhattan. 

cal.  no.  922-40-BZ — Application,  September  18,  1940,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Ely  Jacques  Kahn,  applicant,  on 
behalf  of  Jacob  Ruppert  Corporation, 
owner,  to  permit,  partly  in  a  business 
use  district  and  partly  in  an  unrestricted 
use  district,  the  conversion  of  occupancy 
of  an  existing  building  to  a  garage  for 
more  than  five  (5)  motor  vehicles; 
premises  205-223  East  93rd  street,  north 
side,  90  ft.  east  of  Third  avenue,  and 
204-222  East  94th  street  (Block  No. 
1539,  Lot  Nos.  5  and  7),  Borough  of 
Manhattan. 

cal.  no.  401-31-BZ — Application  of  Sidney  L.  Strauss,  ap¬ 
plicant,  on  behalf  of  Webster  Commit¬ 
tee,  Incorporated,  and  Wilson  and 
Company,  owners  (Fifth  Atlantic  Cor¬ 
poration,  lessee ;  Thomas  Karas,  sub¬ 
lessee),  reopened  July  2.  1940,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  use  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station  upon  a  plot,  pre¬ 
viously  granted  by  the  Board,  for  a 
temporary  period  of  not  more  than  two 
(2)  years,  for  parking  and  storage  of 
more  than  five  (5)  motor  vehicles;  it 
is  proposed,  also,  to  continue  the  tem¬ 
porary  parking  and  storage  use;  prem¬ 
ises  624-626  Atlantic  avenue  and  9 
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Fifth  avenue,  northeast  corner,  and  62 7 
Pacific  street  (Block  No.  1119,  Lot 
Nos.  1  and  64),  Borough  of  Brooklyn. 

cal.  no.  253-40-BZ — Application,  March  6,  1940,  under  sec¬ 
tions  7 h  and  21  of  the  building  zone 
resolution,  of  Oscar  Goldschlag,  appli¬ 
cant,  on  behalf  of  Direct  Realty  Com¬ 
pany,  owner,  to  permit  on  a  plot  lo¬ 
cated  in  a  business  use  district  and 
residence  use  district,  the  parking  and 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  1060-1070  St.  Nich¬ 
olas  avenue  and  510-520  West  164th 
street,  southeast  corner  (Block  No. 
2121,  Lot  No.  13),  Borough  of  Man¬ 
hattan. 

cal.  no.  647-40-BZ — Application,  June  13,  1940,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Oscar  Goldschlag,  applicant,  on  be¬ 
half  of  Eugene  Higgins,  owner,  to  per¬ 
mit  in  a  business  use  district,  for  a 
temporary  period  of  two  (2)  years,  the 
parking  and  storage  of  more  than  five 
(5)  motor  vehicles;  premises  3321-3323 
Broadway  and  601-607  West  134th 
street,  northwest  corner  (Block  No. 
2001,  Lot  Nos.  29  and  30),  Borough  of 
Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  14,  1941,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

82i-40-A — 436  West  57th  street,  south  side,  300  ft.  east  of 
Eleventh  avenue  (Block  No.  1066,  Lot  No. 
50),  Borough  of  Manhattan. 

1130-40- A — 144  Avenue  C  and  701  East  9th  street,  northeast 
corner  (Block  No.  379,  Lot  No.  1),  Bor¬ 
ough  of  Manhattan. 

1097-40- A — 470  86th  street  (472  displayed),  south  side,  97 
ft.  1%  in.  west  of  Fifth  avenue  (Block  No. 
6045,  Lot  No.  34),  Borough  of  Brooklyn. 

944-40-A — 19  Richards  street,  southeast  corner  of  Seabring 
street  (Block  No.  505,  Lot  No.  60).  Bor¬ 
ough  of  Brooklyn. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  January 
14,  1941,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matter : 


cal.  no.  162-38-BZ — Application  of  Boris  W.  Dorfman,  ap¬ 
plicant,  on  behalf  of  Realty  Freehold 
Corporation,  owner,  reopened  December 
17,  1940 — re  consideration  of  extension 
of  time  to  complete  work — re  Applica¬ 
tion,  previously  granted  on  condition 
under  sections  7b  and  21  of  the  building 
zone  resolution,  permitting  the  extension 
from  a  business  use  district  into  a  resi¬ 
dence  use  district  of  a  proposed  busi¬ 
ness  building  (stores)  and,  also,  the 
omission  of  the  required  rear  yard ; 
premises  781-787  East  31st  street,  east 
side,  40  ft.  north  of  Avenue  H  (Block 
No.  7559,  Lot  No.  8),  Borough  of 
Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  21,  1941,  2  P.  M. 

Appeal  from  Administrative  Decision. 

649-40-A— 419-423  East  48th  street,  north  side,  100  ft.  west 
of  Beekman  place  (Block  No.  1360,  Lot 
No.  11),  Borough  of  Manhattan. 


JANUARY  22,  1941,  10  A.  M. 

Rules. 

217-21-SR — Oil  Burner  Rules — To  reaffirm  rules  adopted 
by  the  Board  on  June  15,  1934.  as  last 
amended  on  December  4,  1936,  in  view  of 
Local  Law  Introductory  No.  342,  which 
became  law  upon  approval  of  the  Mayor, 
December  14,  1940. 

639-40-SR — Rules  for  the  Manufacture,  Testing  and  Use 
of  Concrete  Masonry  Units — Proposed 
amendment  of. 


JANUARY  28,  1941,  2  P.  M. 

Appeal  from  Administrative  Derision. 

1164-40- A — 84-14  Northern  boulevard,  southwest  corner  of 
85th  street  (Block  No.  1433,  Lot  Nos.  1, 
2  and  3),  Jackson  Heights,  Borough  of 
Queens. 


FEBRUARY  18,  1941,  2  P.  M. 

Appeal  from  Administrative  Decision. 

553-37-A — 1815-1825  Ocean  avenue,  east  side.  280  ft.  south 
of  Avenue  M  (Block  No.  7656,  Lot  No. 
55  and  part  of  Lot  Nos.  54  and  58),  Bor¬ 
ough  ot  Brooklyn. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  DECEMBER  17,  1940. 

Present:  Chairman  Murdock.  Commissioners  Savage  and 
Blum  and  Assistant  Chief  McCarthy. 


The  minutes  of  the  regular  meeting  of  the  Board  held  on 
Tuesday  morning,  December  3,  1940,  and  the  minutes  pf  the 
regular  meeting  of  the  Board  held  on  Tuesday  afternoon, 
December  3.  1940,  were  approved  as  printed  in  Bulletin  No. 
50,  Volume  25. 
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BUILDING  ZONE  CASES. 

401-31-BZ. 

APPLICANT — Sidney  L.  Strauss,  for  Webster  Committee, 
Incorporated,  and  Wilson  and  Company,  owners 
(Fifth  Atlantic  Corporation,  lessee;  Thomas  Karas, 
sub-lessee) . 

SUBJECT — Application  reopened  July  2.  1940  (re  decision 
of  the  borough  superintendent  of  buildings),  under 
section  21  of  the  building  zone  resolution,  to  permit 
in  a  business  use  district  the  erection  and  mainte¬ 
nance  of  a  gasoline  service  station  upon  a  plot  pre¬ 
viously  granted  by  the  Board  for  a  temporary  period 
of  not  more  than  two  (2)  years,  for  parking  and 
storage  of  more  than  five  (5)  motor  vehicles;  also, 
to  continue  the  temporary  parking  and  storage  use. 

PREMISES  AFFECTED — 624-626  Atlantic  avepue,  9 
Fifth  avenue,  northeast  corner,  and  627  Pacific 
street  (Block  No.  1119,  Lot  Nos.  1  and  64),  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Sidney  L.  Strauss,  Henry  J.  Gold¬ 
schmidt  and  Thomas  Karas. 

For  Opposition:  Julius  Brandes. 

ACTION  OF  BOARD— Laid  over  to  January  14,  1941,  at 
10  A.M.,  to  permit  further  consideration  by  the 
Board  and  final  decision  without  argument. 


177-32-BZ. 

APPLICANT — Herbert  J.  Krapp,  for  Trebuhs  Realty 
Company,  Incorporated,  owner. 

SUBJECT — Application  reopened  April  9,  1940  (re  deci¬ 
sion  of  the  acting  borough  superintendent  of  build¬ 
ings),  under  section  7h  of  the  building  zone  reso¬ 
lution,  to  permit  in  a  business  use  district  the  park¬ 
ing  and  storage  of  more  than  five  (5)  motor  ve¬ 
hicles  (previously  denied  by  the  Board  as  a  gaso¬ 
line  service  station). 

PREMISES  AFFECTED — 160-166  West  End  avenue  and 
251-261  West  67th  street,  northeast  corner  (Block 
No.  1159,  Lot  No.  1),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Herbert  J.  Krapp  and  Ray  Whit¬ 
taker. 

For  Opposition:  Jacob  I.  Berman,  Louis  G.  Mohr- 
man,  Samuel  Statts,  Charles  H.  Boland,  Arthur 
H.  Weg,  Samuel  S.  Reinish  and  Thomas  F. 
McAndrews. 

ACTION  OF  BOARD — Laid  over  to  December  31,  1940, 
at  10  A.  M.,  for  inspection  by  a  committee  of  the 
Board. 


253-40-BZ. 

APPLICANT — Oscar  Goldschlag,  for  Direct  Realty  Com¬ 
pany,  owner. 

SUBJECT — Application  (re  decision  of  the  acting  borough 
superintendent  of  buildings),  under  sections  7h  and 
21  of  the  building  zone  resolution,  to  permit  on  a 
plot  located  in  a  business'  use  district  and  residence 
use  district  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 1060-1070  St.  Nicholas  avenue 
and  510-520  West  164th  street,  southeast  corner 
(Block  No.  2121,  Lot  No.  13),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  Milton  Goldschlag,  Charles  A. 

Cohen,  Michael  M.  Azar  and  A.  G.  Anderson. 
For  Opposition :  Sam  Gleich  and  Sol  A.  Herzog. 

ACTION  OF  BOARD — Laid  over  to>  January  14,  1941,  at 
10  A.M.,  to  permit  further  studv  by  the  Board. 


647-40-BZ. 

APPLICANT — Oscar  Goldschlag,  for  Eugene  Higgins, 
owner. 


SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  section  7h  of  the 
building  zone  resolution,  to  permit  in  a  business  use 
district,  for  a  temporary  period  of  two  (2)  years, 
the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED— 3321-3323  Broadway  and  601- 
607  West  134th  street,  northwest  corner  (Block  No. 
2001,  Lot  Nos.  29  and  30),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Milton  Goldschlag. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  January  14,  1941,  at 
10  A.M.,  at  which  time  application  of  adjoining  lot 
for  similar  use  will  be  heard. 


39-31 -BZ. 

APPLICANT— Reginald  S.  Hardy,  for  Woodhaven-Liberty 
Realty  Corporation,  owner. 

SUBJECT- — Application  reopened  May  21,  1940  (re  deci¬ 
sion  of  the  borough  superintendent  of  buildings), 
under  sections  7f  and  21  of  the  building  zone  reso¬ 
lution,  to  permit  in  a  business  use  district,  for  a 
stated  term  of  years,  the  erection  and  maintenance 
of  a  gasoline  service  station. 

PREMISES  AFFECTED— 93-02  to  93-06  Rockaway  boule¬ 
vard  and  103-55  to  103-69  93rd  street,  southeast 
corner  (Block  No.  9115,  part  of  Lot  No.  39), 
Woodhaven,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Reginald  S.  Hardy. 

For  Opposition :  None. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(39-31-BZ) 

Whereas,  this  application,  to  permit  in  a  business  use  dis¬ 
trict.  under  section  21  of  the  building  zone  resolution,  the 
erection  and  maintenance  of  a  garage  for  more  than  five  (5) 
motor  vehicles  and  the  installation  of  a  gasoline  service  sta¬ 
tion,  premises  93-02  to  93-12  Rockaway  boulevard  and  103- 
55  to  103-69  93rd  street,  southeast  corner  (Block  No.  394, 
Lot  No.  34),  Woodhaven,  Borough  of  Queens,  was  granted 
by  the  Board  June  9,  1931,  on  certain  conditions,  and  the 
time  to  obtain  permits  and  to  complete  the  work  was  ex¬ 
tended  from  time  to  time ;  the  garage  and  gas  station  were 
never  erected ;  and 

Whereas,  Reginald  S.  Hardy,  for  Woodhaven-Liberty 
Realty  Corporation,  Incorporated,  requested  reopening  of  the 
application  on  the  basis  of  a  new  proposal,  to  permit,  under 
section  21  of  the  building  zone  resolution,  partlv  in  a  busi¬ 
ness  use  district  and  partly  in  a  residence  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  station,  prem¬ 
ises  93-02  to  93-06  Rockaway  boulevard  and  103-55  to  103-69 
93rd  street,  southeast  corner  (Block  No.  9115,  part  of  Lot 
No.  39),  Woodhaven,  Borough  of  Queens;  and 
Whereas,  this  application  was  reopened  by  vote  of  the 
Board  May  21,  1940,  subject  to  the  usual  procedure;  and 
Whereas,  a  public  hearing  was  held  on  this  application  bv 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
December  17,  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Rockaway  boulevard,  93rd  street, 
94th  street  and  Liberty  avenue  are  in  business  and  residence 
use  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  New  Building  Application  No.  2215,  dated 
August  16,  1940,  reads: 

“1.  The  erection  of  a  gas  station  in  a  business  dis- 
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trict  is  contrary  to  Section  4  of  the  Zone  Law.” 

and 

Whereas,  the  premises  consist  of  an  irregular  shaped  plot 
of  ground  having  a  frontage  of  100  ft.  on  93rd  street,  116 
ft.  on  Rockaway  boulevard  and  a  distance  of  90  ft.  along  the 
southerly  lot  line;  it  is  proposed  to  erect  on  the  plot  a  one- 
story  structure  to  be  used  as  lubritorium,  auto  laundry  and 
office  and  to  install  the  necessary  tanks  and  pumps  for  a 
gasoline  service  station ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board. 

Resolved .  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  by  the  Board  on  June 
9,  1931,  so  that  as  amended  the  resolution  shall  read: 

“ Resolved ,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution 
and  that  the  application  be  and  it  hereby  is  granted  on 
condition  that  there  shall  be  erected  a  one-story  building 
above  grade,  built  fireproof  throughout;  that  the  rear 
and  gable  walla  shall  be  unpierced  throughout  their  en¬ 
tire  height  and  length ;  the  front  elevation  on  93rd  street 
to  be  unpierced  except  for  one  emergency  exit,  not  more 
than  3  ft.  8  in.  wide,  and  windows,  the  sills  of  which  are 
to  be  not  less  than  5  ft.  above  sidewalk  grade ;  that  any 
skylights  installed  in  the  roof  shall  be  set  back  from  the 
easterly  and  rear  lot  lines  not  less  than  30  ft.,  equipped 
with  V\  in.  plate  glass  protected  with  wire  guards  above 
and  below ;  that  the  front  elevation  on  Rockaway  boule¬ 
vard  and  93rd  street  shall  be  constructed  of  face  brick 
with  architectural  terra  cotta  or  sand  stone  trim ;  _that 
the  front  elevation  of  proposed  building  shall  be  set  back 
from  the  Rockaway  boulevard  building  line  not  less  than 
26  ft. ;  on  this  front  portion  of  the  plot  may  be  developed 
the  gasoline  service  station ;  that  all  pumps  for  gasoline 
service  station  shall  be  set  back  from  the  building  line 
not  less  than  10  ft.  each;  there  shall  be  erected  along 
the  building  line  on  Rockaway  boulevard  and  on  the 
easterly  lot  line  and  93rd  street  building  line  from  Rock¬ 
away  boulevard  front  of  the  proposed  garage  building 
to  building  line  on  Rockaway  boulevard;  a  concrete 
curbing  12  in.  in  height  and  12  in.  in  width,  with  but 
two  openings  on  the  Rockaway  boulevard  frontage,  each 
opening  to  be  not  more  than  12  ft.  wide  with  curb  cuts 
directly  in  front  of  such  openings  not  more  than  14  ft. 
wide  each;  that  no  portable  gasoline  tanks  shall  be  oper¬ 
ated  on  the  premises ;  all  advertising  signs  to  be  limited 
to  one  projecting  electric  sign  on  Rockaway  boulevard 
front  of  building  and  the  illuminated  globes  of  gas 
pumps;  that  all  accessory  use  in  connection  with  gaso¬ 
line  station  shall  be  confined  within  the  garage  building. 

Resolved  further,  that  in  the  event  the  owner  desires 
to  reduce  the  plot  to  the  dimensions  as  indicated  on  plans 
marked  ‘Received  May  10,  1940,’  and  to  change  the  pro¬ 
posal  for  the  structure  on  such  reprised  plot,  the  require¬ 
ments  of  this  resolution  as  herein  amended  may  still  be 
deemed  to  apply,  under  section  7f.,  for  a  term  of  ten  (10) 
years,  on  condition  that  all  buildings  on  the  plot  shall  be 
removed  and  the  nezv  accessory  building  shall  be  erected 
as  indicated  on  revised  plan  marked  ‘Received  December 
5  1940,’  except  that  the  design  of  the  accessory  building 
shall  be  in  accordance  with  the  revised  plans  marked 
‘ Received  December  17,  1940’;  that  the  accessory  build¬ 
ing  shall  be  located  toivard  the  southeast  corner  of  the 
plot  and  shall  be  constructed  of  incombustible  materials, 
except  that  the  roof  beams  and  roof  boarding,  door 
frames  and  doors  may  be  of  wood,  provided  the  ceilings 
throughout  are  fire-retarded  in  accordance  with  the 
rules  of  the  Board  and  the  roof  is  surfaced  with  approved 
roofing  materials;  that  the  accessory  building  shall  he 
constructed  with  face  brick  walls,  which  shall  not  be 
painted;  that  no  openings  shall  be  constructed  on  the  lot 
line  walls;  that  greasing  equipment  shall  be  of  the  hy¬ 
draulic  type;  that  there  shall  be  erected  on  the  interior 
lot  line  to  the  south,  from  the  accessory  building  to  9 3rd 


street  a  brick  wall  not  less  than  7  ft.  in  height  continu¬ 
ously',  except  that  such  wall  may  be  constructed  for  a 
height  of  4  ft.  within  10  ft.  from  the  building  line  of  9 3rd 
street;  that  such  wall  shall  be  constructed  of  face  brick 
on  both  sides  matching  the  accessory  building;  that  the 
balance  of  the  premises,  where  not  occupied  by  the  ac¬ 
cessory  building,  pumps,  zvall  and  planting  areas  shall  be 
cement  paved;'  that  the  sidewalks  surrounding  the  prop¬ 
erty  shall  be  restored;  that  curb  cut  entrances  shall  be 
restricted  to  tzvo  from  Rockazvay  boulevard,  not  exceed¬ 
ing  25  ft.  in  width  each,  and  two  from  9 3rd  street  of 
similar  zvidth;  that  there  shall  be  erected  at  the  inter¬ 
section  of  Rockaway  boulevard  and  9 3rd  street  a  tri¬ 
angular  area  protected  by  curbing  and  extending  for  a 
distance  of  16  ft.  along  either  street  from  the  intersec¬ 
tion;  that  such  area  shall  be  maintained  with  shrubs; 
that  the  gasoline  pumps  erected  shall  be  not  nearer  than 
15  ft.  to  either  street  building  line;  that  gasoline  storage 
tanks  shall  not  exceed  four  with  a  capacity  of  550  gal¬ 
lons  each;  that  signs  shall  be  restricted  to  a  permanent 
sign  attached  to  the  facade  of  the  accessory  building,  ex¬ 
cluding  all  roof  signs  and  temporary  signs,  but  permit¬ 
ting  the  erection  zvithin  the  building  line  near .  the  inter¬ 
section  of  a  post  standard  for  supporting  a  sign,  which 
may  be  illuminated,  advertising,  only  the  brand  of  gaso¬ 
line  on  sale,  permitting  such  sign  to  extend  beyond  the 
building  line  for  a  distance  of  not  over  4  ft.;,  that,  such 
signs  and  advertising  devices  shall  not  include  illuminated 
brand  signs  or  advertising  devices; .  that  such  portal)  e 
fire-fighting  appliances  shall  be  maintained  as  the  fire 
commissioner  shall  direct;  that  before  the  plans  are  filed 
zvith  the  borough  superintendent  of  buildings,  complete 
working  drazvings  shall  be  submitted  for  approval  by  the 
chairman  on  behalf  of  the  Board ;  that  such  plans  shall 
be  filed  zvithin  one  (1)  month  from  the  date  of  this  reso¬ 
lution;  that  after  approval  all  permits  shall  be  obtained 
and  all  work  completed  zvithin  one  (1)  year  thereafter .” 


97-37-BZ. 

APPLICANT — Theodore  R.  Feinberg.  for  Eleanor  C.  Stof- 
fel  and  Lillian  Covert,  owners  (Harry  Lander, 
lessee) . 

SUBJECT— Application  reopened  October  8,  1940  (re  de¬ 
cision  of  the  borough  superintendent  of  buildings), 
under  section  7h  of  the  building  zone  resolution,  to 
permit  in  a  business  use  district,  for  a  temporary 
period  of  not  more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED — 1404-1428  East  New  York  ave¬ 
nue,  southwest  corner  of  Amboy  street  (Block  No. 
3495,  Lot  Nos.  12  and  16),  Borough  of  Brooklyn. 

APPEARANCES—  ,  „  , 

For  Applicant:  Theodore  R.  Feinberg  and  Paul 

Friedman. 

For  Opposition:  Paul  P.  Meltzer  and  Philip  Katz. 
ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE—  .  „ 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

Negative  .  0 

THE  RESOLUTION— 

(97-37-BZ) 

Whereas,  this  application,  to  permit  in  a  business  use  dis¬ 
trict,  under  section  7h  of  the  building  zone  resolution,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles, 
premises  1404-1428  East  New  York  avenue,  southwest  cor¬ 
ner  of  Ambov  street  (Block  No.  3495,  Lot  Nos.  12  and  16), 
Borough  of  Brooklyn,  was  granted  by  the  Board  December 
14,  1937,  on  certain  conditions;  and 
Whereas,  due  to  incorrect  ownership  and  .  incorrect 
authorization  of  persons  in  ownership  of  the  subject  prop¬ 
erty,  the  action  of  the  Board  of  December  14,  193/.  was 
rescinded  May  16,  1939;  and 
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Whereas,  Theodore  R.  Feinberg,  for  Eleanor  C.  Stoffel 
and  Lillian  Covert,  owners,  requested  reopening  of  the  ap¬ 
plication  and  rehearing  on  the  basis  of  new  facts;  and 
Whereas,  this  application  was  reopened  by  vote  of  the 
Board  October  8,  1940,  subject  to  the  usual  procedure;  and 
Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
December  17,  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  East  New  York  avenue,  Amboy 
street  and  Herzl  street  are  in  business  use  districts ;  and 
W iiereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  B.  N.  Application  No.  1224-1940,  dated  Sep¬ 
tember  16,  1940,  reads : 

“Storage  and  parking  of  more  than  five  motor  vehicles 
in  a  business  use  district  is  contrary  to  B.Z.  Resolution, 
Art.  II,  Sect.  4a  (15).” 

and 

Whereas,  the  premises  consist  of  an  irregular  shaped  plot 
of  ground  having  a  frontage  of  211  ft.  on  East  New  York 
avenue,  124  ft.  on  Amboy  street  and  82  ft.  on  Herzl  street; 
it  is  proposed  to  occupy  the  premises  for  a  temporary  period 
of  not  more  than  two  (2)  years  for  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles;  and 
Whereas,  the  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  h,  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution  and  that  the 
application  be  and  it  hereby  is  granted,  under  section  7h 
thereof,  for  a  term  of  two  (2)  years,  to  permit  the  premises 
to  be  occupied  for  the  transient  parking  and  storage  of  more 
than  five  (5)  motor  vehicles^  on  condition  that  only  motor 
vehicles  of  the  pleasure-car  type  shall  be  so  stored  or  parked ; 
that  the  plot  shall  be  leveled  substantially  to  the  grade  of  the 
surrounding  streets  and  shall  be  surfaced  with  steam  cinders 
or  other  similar  material,  properly  rolled  and  bound,  so  as  to 
render  the  surfacing  substantially  impervious  and  to  provide 
surface  drainage;  that  there  shall  be  erected  on  the  street 
lot  lines  a  new  heavy  woven-wire  fence  of  the  chain-link 
type  witli  steel  anchor  posts,  such  fence  to  be  not  less  than 
6  ft.  in  height  and  with  not  more  than  one  opening  therein 
for  entrance;  that  such  opening  shall  be  on  East  New  York 
avenue,  generally  located  as  indicated  on  plans  filed  rvith 
this  application;  that  such  opening  shall  not  exceed  15  ft.  in 
width  and  the  curb  cut  opposite  shall  not  exceed  15  ft.  in 
width ;  that  on  the  interior  lot  lines,  where  unpunctured  walls 
of  adjoining  buildings  do  not  occur,  there  shall  be  erected  a 
similar  fence;  that  during  the  term  of  this  variance  the 
premises  shall  be  used  for  no  other  use  than  as  herein  per¬ 
mitted  ;  that  no  structure  shall  be  erected,  except  that  there 
may  be  erected  at  the  entrance  a  building  not  exceeding  100 
sq.  ft.  in  area  and  not  over  one  story  in  height,  which  may 
be  of  frame,  to  be  used  only  as  an  office  and  shelter  for  the 
attendant;  that  no  signs  shall  be  permitted,  except  that  there 
may  be  a  sign  attached  to  the  fence  at  the  entrance  adver¬ 
tising  the  storage  and  parking  use  and  the  rates  charged ; 
that  such  sign  shall  not  extend  beyond  the  building  line  and 
shall  not  be  illuminated ;  that  all  signs  now  existing  on  the 
premises .  shall  be  removed;  that  lights  erected  for  general 
illumination  shall  he  on  pipe  post  standards  and  shall  be  so 
arranged  with  metallic  reflectors  as  to  reflect  toward  the 
center  of  the  premises  and  away  from  adjoining  occupancies; 
that  proper  aisles  shall  be  maintained  at  all  times  for  easv 
ingress  and  egress ;  that  a  space  of  not  less  than  18  in.  shall 
be  provided  at  all  times  between  alternate  rows  of  cars  for 
easy  access  thereto;  that  such  portable  fire-fighting  ap¬ 
pliances  shall  be  maintained  on  the  premises  as  the  fire  com¬ 
missioner  shall  dii  ect ;  that  all  permits  shall  be  obtained  and 
all  work  completed  within  three  (3)  months  from  the  date 
of  this  resolution. 


94-38-BZ. 

APPLICANT — William  L.  Schrauth  and  Earl  J.  Helmick, 
for  Jeho  Company,  Incorporated,  owner. 
SUBJECT — Application  reopened  July  16,  1940,  for  rehear¬ 
ing  (re  decision  of  the  borough-  superintendent  of 
buildings),  under  section  7h  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district  the 
parking  and  storage  of  more  than  five  (5)  motor 
vehicles  (previously  denied). 

PREMISES  AFFECTED — 89-04  166th  street,  southwest 
corner  of  89th  avenue  (Block  No.  866,  Lot  No.  72), 
Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  William  L.  Schrauth  and  A.  B. 
Gifford. 

For  Opposition:  Jacob  Garlick. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE—  _ 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(94-38-BZ) 

Whereas,  this  application,  to  permit  in  a  business  use  dis¬ 
trict,  under  section  7h  of  the  building  zone  resolution,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles, 
was  withdrawn  on  request  of  the  applicant  March  21,  1939; 
and 

Whereas,  this  application  was  reopened  and  restored  to 
the  Calendar  by  vote  of  the  Board  May  9,  1939,  subject  to 
the  usual  procedure;  denied  January  9,  1940;  and 
Whereas,  William  L.  Schrauth  and  Earl  J.  Helmick,  for 
Jeho  Company,  Incorporated,  owner,  requested  reopening  of 
the  application  and  rehearing  by  the  Board,  to  permit,  in  a 
business  use  district,  under  section  7h  of  the  building  zone 
resolution,  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles,  for  a  temporary  period  of  not  more  than 
two  (2)  years ;  premises  89-02  to  89-12  166th  street,  south¬ 
west  corner  of  89th  avenue  (Block  No.  866,  Lot  No.  72), 
Jamaica,  Borough  of  Queens;  and 
Whereas,  this  application  was  reopened  by  vote  of  the 
Board  July  16,  1940,  subject  to  the  usual  procedure;  and 
Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
December  17,  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  89th  avenue  and  166th  street  are 
in  business  and  residence  use  districts ;  90th  avenue  is  in  a 
business  use  district;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Miscellaneous  Application  No.  883-1940,  dated 
October  22,  1940,  reads: 

“Proposed  use  of  premises  located  in  a  business  dis¬ 
trict  for  the  parking  and  storage  of  more  than  5  cars  is 
contrary  to  Sec.  4-15  of  the  Building  zone  resolution.” 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a.  frontage  of  135  ft.  on  89th  avenue  and  148  ft.  on  166th 
street ;  it  is  proposed  to  use  the  plot  for  a  temporary  period 
of  not  more  than  two  (2)  years  for  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles;  and 

Whereas,  the  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a,  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  h,  of  the  building  zone  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution  and  that  the 
application  be  and  it  hereby  is  granted,  under  section  7h 
thereof,  for  a  temporary  term  of  two  (2)  years,  to  permit 
the  premises  to  be  occupied  for  the  transient  parking  of  more 
than  five  (5)  motor  vehicles,  on  condition  that  only  those 
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of  tlie  pleasure-car  tvpe  shall  be  so  parked ;  that  there  shah 
be  erected  parallel  to  the  street  line  of  89th  avenue  and  la 
ft.  therefrom  a  brick  wall  not  less  than  6  ft.  in  height,  faced 
on  both  sides  with  face  brick;  that  along  the  interior  lot 
line  between  this  lot  and  Lot  No.  65  there  shall  be  con¬ 
structed  a  similar  wall ;  that  a  similar  wall  shall  be  erected 
along  the  building  line  between  this  lot  and  Lot  No.  83  (set 
provision  in  the  resolution  adopted  by  the  Board  under  Cal. 
No.  5-40- BZ)  ;  that  along  the  street  building  line  of  166th 
street  there  shall  be  constructed  a  chain-link  woven-wire 
fence,  not  less  than  6  ft.  in  height,  with  anchored  metal 
posts;  that  there  shall  be  no  openings  therein,  except  two, 
not  over  15  ft.  in  width  each;  that  no  part  of  any  opening 
shall  be  nearer  to  89th  avenue  than  30  ft. ;  that  curb  cuts 
opposite  shall  be  of  similar  width;  that  the  space  between 
the  wall  herein  required  parallel  to  89th  avenue  and  the 
street  building  line  of  89th  avenue  shall  be  sodded  01  planted 
with  shrubs  and  maintained  in  good  condition  at  all  times; 
that  the  balance  of  the  premises  shall  be  leveled  substan¬ 
tially  to  the  grade  of  166th  street  and  shall  be  surfaced  with 
impervious  material,  properly  rolled  and  bound,  so  as  to 
prevent  dusting  and  so  as  to  provide  surface  diainage,  that 
proper  aisles  shall  be  maintained  at  all  times  for  eas\  ingress 
and  egress,  and  that  a  space  of  not  less  than  18  in.  shall  be 
maintained  between  rows  of  cars  for  ready  access  thereto , 
that  during  the  term  of  this  permit  the  premises  shall  be 
used  for  no  other  use  than  that  herein  permitted  and  no 
building  shall  be  erected  thereon,  except  there  may  be  erected 
a  building,  not  over  one  story  in  height  and  not  over  150  sq. 
ft.  in  area,  and  which  may  be  of  frame,  for  use  solely  as  an 
office  and  shelter  for  the  attendant;  that  such  portable  fire¬ 
fighting  appliances  shall  be  maintained  as  the  fire  commis¬ 
sioner  shall  direct;  that  no  sign  shall  be  erected  on  the 
premises,  except  there  may  be  a  sign  attached  to  the  fence 
at  the  entrance  and  not  extending  beyond  the  building  line 
and  not  illuminated,  advertising  the  transient  parking  use 
and  the  rates  charged;  that  any  general  illumination  shall 
be  by  means  of  lights  erected  on  pipe  standards  and  with 
metal  refiectors  so  arranged  as  to  reflect  toward  the  center 
of  the  premises  and  away  from  the  adjoining  residential 
occupancies ;  that  all  permits  required  shall  be  obtained  and 
all  work  involved  completed  within  six  months  from  the 
date  of  this  resolution. 


304-40-BZ. 

APPLICANT— J.  M.  Berlinger,  for  F.  W.  Realty  Cor¬ 
poration,  owner. 

SUP. TECT— Application  (re  decision  of  the  acting  borough 
superintendent  of  buildings),  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  residence  use 
district  the  conversion  of  occupancy  of  part  of  an 
existing  multiple  dwelling  from  residence  use  to 
business  use  (stores). 

PREMISES  AFFECTED— 11-15  West  8th  street,  north 
side,  206  ft.  6  in.  west  of  Fifth  avenue  (Blbck  No. 
572,  Lot  Nos.  49,  50  and  51),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Anplicant:  Charles  I.  Goldman. 

For  Opposition:  Edward  G.  Steinert,  David  Green¬ 
berg  and  Raymond  V.  Nelson. 

ACTION  Ob'  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . . . ;  •  .  " 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

THE  RESOLUTION— 

(304-40-BZ) 

Whereas,  J.  M.  Berlinger,  for  F.  W.  Realty  Corpora¬ 
tion,  owner,  filed  March  25,  1940,  an  application  under  sec¬ 
tion  21  of  the  building  zone  resolution,  to  permit  in  a  resi¬ 
dence  use  district  the  conversion  of  occupancy  of  part  of  an 
existing  multiple  dwelling  from  residence  use  to  business  use 
(stores);  premises  11-15  West  8th  street,  north  side,  206 


it.  6  in.  west  of  Fifth  avenue  (Block  No.  572,  Lot  Nos. 
49,  50  and  51),  Borough  of  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
December  17,  1940  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  budding 
zone  resolution  show  that  West  8th  street  is  in  a  residence 
and  business  use  district-  West  9th  street  and  Fifth  avenue 
are  in  residence  use  districts ;  Sixth  avenue  is  in  a  business 

use  district ;  and  .  .  ,  .  , 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Alteration  Application  No.  523-40,  dated  Feb- 


1  QJ.I1  roarR  • 


“1.  Creation  of  business  in  a  residence  district  not 

permitted.  ....  _  „  i 

Article  2,  Section  3  of  the  Building  Zone  Resolu¬ 
tion.” 


and 

Whereas,  the  existing  building  is  of  Class  3  construction, 
74  ft.  front  by  80  ft.  9  in.  in  depth  and  six  stories  in  height; 
it  is  proposed  to  alter  and  to  convert  the  occupancy  of  the 
front  portion  of  the  first  story  of  the  existing  multiple 
dwelling  from  residence  use  to  business  use  (stores)  ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and  .. 

Whereas  the  Board  deemed  that  the  applicant  had  failed 
to  substantiate  a  basis  to  warrant  the  exercise  of  its  dis¬ 
cretion  to  grant  under  section  21  of  the  building  zone  reso¬ 
lution  and  was,  therefore,  not  entitled  to  relief  on /he 
grounds  of  practical  difficulty  and  unnecessary  hardship. 

3  Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  on  Alteration  Application  No.  523-40,  Objec¬ 
tion  No.  i,  be  and  it  hereby  is  affirmed  and  that  the  appli¬ 
cation  be  and  it  hereby  is  denied. 


351-40-BZ. 

APPLICANT— William  F.  Regan  (applicant),  for  William 
F.  Regan,  owner. 

SUBJECT— Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  sections  21  and  7f  of 
the  building  zone  resolution,  to  permit  in  a  business 
use  district  the  erection  and  maintenance  of  a  gaso¬ 
line  service  station. 

PREMISES  AFFECTED— 1000-1012  Brooklyn  avenue  and 
3522-3524  Snyder  avenue,  southwest  corner  (Block 
No.  4906.  Lot  Nos.  9  and  10),  Borough  of  Brook¬ 
lyn. 

APPEARANCES _ 

For  Applicant:  Joseph  T.  Kearney,  William  F. 

Regan  (applicant)  and  William  F.  Regan 

(owner).  ,T 

For  Opposition :  Louis  W.  Kaplan  and  Jane  \. 

Mellis. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT—  . 

Affirmative:  Commissioner  Savage  and  Assist¬ 
ant  Chief  McCarthy  . ;  -  - 

Negative:  Chairman  Murdock  and  Commissioner 

Blum  .  2 

THE  RESOLUTION— 

(351-40-BZ) 

Whereas.  William  F.  Regan  (applicant),  for  William 
F.  Regan,  owner,  filed  April  5,  1940,  an  application  under 
sections  21  and  /f  of  the  building  zone  resolution,  to  permit 
in  a  business  use  district  the  erection  and  maintenance  of  a 
gasoline  service  station:  premises  1000-1012  Brooklyn  ave¬ 
nue  and  3522-3524  Snvder  avenue,  southwest  corner  (Block- 
No.  4906.  Lot  Nos.  9  and  10).  Borough  of  Brooklyn  ;  and 
Whereas,  a  public  hearing  was  held  on  this  application  bv 
the  Board  of  Standards  ajid  Appeals,  at  its  regular  meeting. 
December  17,  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
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Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Snyder  avenue,  Brooklyn  avenue, 
East  35th  street  and  Tilden  avenue  are  each  in  business  and 
residence  use  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  New  Building  Application  No.  763-40,  dated 
April  5,  1940.  reads: 

“1. .  The  construction  of  a  gasoline  service  station  in 
a  business  use  district  is  contrary  to  Sect.  4  of  the  Zone 
Resolution. 

Application  denied.” 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  114  ft.  1  in.  on  Brooklyn  avenue  and  45  ft.  4 
in.  on  Snyder  avenue ;  it  is  proposed  to  demolish  the  struc¬ 
tures  now  on  the  site  and  to  erect  thereon  a  one-story  build¬ 
ing.  43  ft.  by  16  ft.  in  area,  to  be  used  as  office,  lubritorium 
and  auto  laundry  and,  also,  to  install  the  necessary  tanks 
and  pumps  for  a  gasoline  service  station ;  and 

Whereas,  the  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  the  applicant  had  failed 
to  substantiate  his  basis  of  appeal  under  section  21  of  the 
building  .  zone  resolution  and  that  there  was  insufficient 
justification  for  the  exercise  of  its  discretion  under  section 
7f  thereof. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  on  New  Building  Application  No.  763-40.  Ob¬ 
jection  No.  1,  be  and  it  hereby  is  affirmed  and  that  the  ap¬ 
plication  be  and  it  hereby  is  denied. 


865-40-BZ. 


APPLICANT — Lama  and  Proskauer,  for  The  Louis  Fried¬ 
man  Realty  Company,  Incorporated,  owner  (Nor¬ 
man  Resnick,  lessee). 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  sections  7h  and  .21 
of  the  building,  zone  resolution,  to  permit  in  a  busi¬ 
ness  use  district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 368-378  Kings  highway,  south¬ 
west  corner  of  West  3rd  street  (Block  No.  6653. 
Lot  Nos.  34,  38,  43  and  44),  Borough  of  Brooklyn 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama,  Norman  Resnick. 

Gus  Goldstein  and  Jerome  N.  Wanshel. 

For  Opposition:  George  Langberg,  Harold  A. 
Lockwood,  Alexander  Boskoff,  J.  F.  Kelly, 
Charles  Simons,  William  G.  Deane,  John  Im- 
bergamo,  Carl  A.  Hintz,  Leo  Fluhr  and  others. 
ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

THE  RESOLUTION— 

(865-40-BZ) 


Whereas,  Lama  and  Proskauer.  for  The  Louis  Friedman 
Realty  Company,  Incorporated,  owner  (Norman  Resnick, 
lessee),  filed  August  21,  1940,  an  application  under  sections 
7h  and  21  of  the  building  zone  resolution,  to  permit  in  a 
business  use  district,  for  a  temporary  period  of  not  more 
than  two  (2)  years,  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  368-378  Kings  highway, 
southwest  corner  of  West  3rd  street  (Block  No.  6653,  Lot 
Nos.  34.  38,  43  and  44),  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
December  17,  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 


zone  resolution  show  that  West  3rd  street  and  West  4th 
street  are  each  in  business  and  residence  use  districts;  Kings 
highway  and  Highlawn  avenue  are  each  in  business  use  dis¬ 
tricts  ;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  D.C.  Application  No.  1218-40,  dated  July  31 
1940,  reads : 

“1.  Parking  and  storage  of  more  than  5  cars  in 
business  district  is  contrary  to  Art.  II,  Sec.  4a.  Para.  15 
Zone  Resolutions. 

Application  denied.” 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  243  ft.  on  West  3rd  street,  99  ft.  on  Kings 
highway  and  50  ft.  on  Highlawn  avenue;  it  is  proposed  to 
use  the  plot  for  a  temporary  period  of  not  more  than  two 
(2)  years  for  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles;  and 

Whereas,  the  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  there  was  insufficient 
basis  for  the  use  of  its  discretion  under  the  provisions  of 
section  7,  subdivision  h,  of  the  building  zone  resolution,  and 
that  the  applicant  had  failed  to  substantiate  a  basis  to  war¬ 
rant  exercise  of  its  discretion  to  grant  under  section  21  of 
the  building  zone  resolution  and  was,  therefore,  not  entitled 
to  relief  on  the  grounds  of  practical  difficulty  and  unneces¬ 
sary  hardship. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  on  D.C.  Application  No.  1218-40.  Objection 
No.  1,  be  and  it  hereby  is  affirmed  and  that  the  application 
be  and  it  hereby  is  denied. 


977-40-BZ. 

APPLICANT — James  A.  Boyle,  for  William  M.  Calder 
Company,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  street,  zoned 
for  residence  use  up  to  within  100  ft.  of  an  inter¬ 
secting  street  zoned  for  business  use,  entrances  to 
stores,  offices  or  showrooms  located  more  than  25 
ft.  from  the  intersecting  street. 

PREMISES  AFFECTED — 3047  Avenue  U  and  2080-2090 
Coyle  street,  northwest  corner  (Block  No.  7339, 
Lot  No.  40),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  William  M.  Calder  and  James  A. 
Boyle. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock.  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(977-40-BZ) 

Whereas,  James  A.  Boyle,  for  William  M.  Calder  Com¬ 
pany,  owner,  filed  October  8,  1940,  an  application  under  sec¬ 
tion  21  of  the  building  zone  resolution,  to  permit  in  a  street, 
zoned  for  residence  use  up  to  within  100  ft.  of  an  inter¬ 
secting  street  zoned  for  business  use,  entrances  to  stores, 
offices  or  showrooms  located  more  than  25  ft.  from  the  inter¬ 
secting  street;  premises  3047  Avenue  U  and  2080-2090  Coyle 
street,  northwest  corner  (Block  No.  7339,  Lot  No.  40), 
Borough  of  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
December  17,  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Avenue  U  is  in  a  business  use 
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district;  Coyle  street  and  Ford  street  are  each  in  residence 
and  business  use  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  New  Building  Application  No.  1989-40,  dated 
October  2,  1940,  reads: 

“1.  Since  Coyle  street  is  zoned  for  residential  use  up 
to  within  100  ft.  from  Avenue  U,  no  entrance  to  stores 
&  offices  or  show  windows  are  permitted  on  said  street 
except  within  25  feet  of  Avenue  U.  Article  IV,  Sec. 
19  (h)  of  Zone  Resolution.  Application  denied.” 

and 

Whereas,  the  proposed  building  will  be  one  story  in 
height,  of  Class  3  construction,  and  will  have  a  frontage  of 
23  ft.  on  Avenue  U  and  99  ft.  4  in.  on  Coyle  street ;  Avenue 
U  is  zoned  for  business  use  and  Coyle  street  is  zoned  for 
residence  use  up  to  within  100  ft.  of  Avenue  U ;  it  is  pro¬ 
posed  to  erect  upon  the  site  a  business  (stores)  building 
having  entrances  to  stores  and  offices  more  than  25  ft.  from 
the  intersecting  streets ;  and 

Whereas,  the  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  the  applicant  was  en¬ 
titled  to  temporary  relief  under  section  21  of  the  building 
zone  resolution  on  the  grounds  of  practical  difficulty  and 
unnecessary  hardship. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution  and  that  the 
application  be  and  it  hereby  is  granted,  under  section  21 
thereof,  on  condition  that  the  building  shall  be  constructed 
as  proposed  and  for  the  uses  as  indicated  on  plans  filed  with 
this  application  marked  “Received  October  8,  1940”;  that  the 
rear  portion  of  the  building  where  marked  “offices”  shall 
be  used  only  for  such  purposes  or  for  residential  use ;  that 
in  all  other  respects  the  building  and  occupancy  shall  com¬ 
ply  with  all  requirements  of  the  zoning  resolution  and  all 
other  laws,  rules  and  regulations  applicable  thereto ;  that 
all  permits  shall  be  obtained  and  all  work  completed  within 
one  (1)  year  from  the  date  of  this  resolution. 


1021-40-BZ. 

APPLICANT — Leon  J.  Shapiro,  for  Robert  Bass,  owner. 
SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent  of  buildings),  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  business  use 
district,  on  a  lot  abutting  a  residence  use  district, 
the  alteration  of  a  business  building  (store)  in  such 
a  manner  that  there  will  be  show  windows  and 
store  entrances  more  than  25  ft.  from  the  corner 
of  the  street. 

PREMISES  AFFECTED — 464  Clarkson  avenue,  southeast 
corner  of  Brooklyn  avenue  (Block  No.  4841,  Lot 
No.  16),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Leon  J.  Shapiro,  Robert  Bass  and 
Saul  Goldsmith. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(1021-40-BZ) 

Whereas,  Leon  J.  Shapiro,  for  Robert  Bass,  owner,  filed 
October  24,  1940,  an  application  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  business  use  district, 
on  a  lot  abutting  a  residence  use  district,  the  alteration  of  a 
business  building  (store)  in  such  a  manner  that  there  will 
be  show  windows  and  store  entrances  more  than  25  ft.  from 
the  corner  of  the  street ;  premises  464  Clarkson  avenue, 
southeast  corner  of  Brooklyn  avenue  (Block  No.  4841,  Lot 
No.  16),  Borough  of  Brooklyn;  and 


Whereas,  a  public  hearing  was  held  on  this  application  Ly 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
December  17,  1940,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Clarkson  avenue  is  in  a  business 
use  district ;  Lenox  road  is  in  a  residence  use  district ; 
Brooklyn  avenue  and  East  37th  street  are  in  residence  and 
business  use  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Alteration  Application  No.  4365-40,  dated 
October  1,  1940,  reads: 

“5.  As  the  abutting  property  to  the  rear  is  in  a 
residence  use  district  the  proposition  to  construct  new 
show  windows  and  entrances  to  stores  more  than  25 
feet  distance  from  the  corner  is  contrary  to  the  Building 
Zone  Resolution,  Section  1 9-  ( h ) .” 

and 

Whereas,  the  existing  building  is  one  story  in  height,  of 
Class  3  construction,  and  has  a  frontage  of  100  ft.  on  Brook¬ 
lyn  avenue  and  27.9  ft.  on  Clarkson  avenue ;  it  is  proposed 
to  alter  the  existing  business  building  in  such  a  manner  as  to 
create  five  (5)  stores,  where  entrances  and  show  windows  of 
these  stores  are  located  more  than  25  ft.  from  the  corner ;  and 
Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  of  appeal  under  section  21  of  the  building 
zone  resolution  and  was,  therefore,  entitled  to  relief  on  the 
grounds  of  practical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution  and  that  the 
application  be  and  it  hereby  is  granted,  under  section  21 
thereof,  to  permit  the  subdivision  of  existing  one-story  build¬ 
ing  and  the  construction  of  individual  stores,  as  indicated  un 
plans  filed  with  this  application,  on  condition  that  the  build¬ 
ing  shall  not  be  further  increased  in  height  or  area ;  that  in 
all  other  respects  the  construction  and  occupancy  shall  com¬ 
ply  with  the  requirements  of  the  zoning  resolution  and  all 
other  laws,  rules  and  regulations  applicable  thereto ;  that  ill 
permits  shall  be  obtained  and  all  work  completed  within  one 
(1)  year  from  the  date  of  this  action. 


5-40-BZ. 

APPLICANT — Jacob  Muskin,  for  Abraham  D.  Van  Siclen, 
Abraham  W.  Ruskin,  Nordlow  Realties,  Incor¬ 
porated.  Long  Island  Bus  Terminal,  Incorporated, 
and  Cora  Lay  Waldron,  owners. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time — re  Application  (decision  of  the 
borough  superintendent  of  buildings),  under  section 
21  of  the  building  zone  resolution,  permitting  in  a 
business  use  district  the  parking  of  more  than  five 
(5)  motor  vehicles  and,  also,  the  maintenance  and 
extension  of  a  bus  terminal. 

PREMISES  AFFECTED— 89-17  to  89-53  165th  street,  east 
side,  150  ft.  south  of  89th  avenue,  and  89-18  to  90-16 
166th  street  (Block  No.  9795,  Lot  Nos.  83,  85,  30, 
89,  130,  94,  98  and  101),  Jamaica,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Jacob  Muskin  and  Sol  Lipman. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(5-40-BZ) 

Whereas,  Jacob  Muskin,  for  Abraham  D.  Van  Siclen, 
Abraham  W.  Ruskin,  Nordlow  Realties,  Incorporated,  Long 
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Island  Bus  Terminal,  Incorporated,  and  Cora  Lay  Waldron, 
owners,  filed  January  2,  1940,  an  application  under  section  21 
of  the  building  zone  resolution,  to  permit  in  a  business  use 
district  the  parking  of  more  than  five  (5)  motor  vehicles 
and,  also,  the  maintenance  and  extension  of  a  bus  terminal ; 
premises  89-17  to  89-53  165th  street,  east  side,  150  ft.  south 
of  89th  avenue,  and  89-18  to  90-16  166th  street  (Block  No. 
9795,  Lot  Nos.  83,  85,  30,  89,  130,  94,  98  and  101).  Jamaica, 
Borough  of  Queens ;  and 

Whereas,  this  application  was  granted  by  the  Board  July 
9,  1940,  on  certain  conditions,  and  the  applicant  requested 
an  extension  of  time  to  obtain  permits  and  complete  the 
work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  9,  1940.  only 
so  far  as  it  has  reference  to  obtaining  permits  and  the  com¬ 
pletion  of  the  work,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“that  all  permits  required  shall  be  obtained  and  all  work 
involved  completed  within  three  (3)  months  from  the 
date  of  this  amended  resolution 


Adjourned,  1  :20  P.M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  DECEMBER  17,  1940. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Assistant  Chief  McCarthy. 


BUILDING  ZONE  CASES. 

617-19-BZ. 

APPLICANT — J.  Henry  Walters,  for  St.  John  Parkway 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment — re  Application  (decision  of  the  super¬ 
intendent  of  buildings),  under  section  7e  of  the 
building  zone  resolution,  permitting  in  a  business 
use  district  the  erection  and  maintenance  of  a 
garage  for  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 1704-1724  St.  Johns  place, 
south  side.  90  ft.  6  in.  west  of  Howard  avenue,  and 
1429-1447  Eastern  parkway,  north  side,  88  ft.  west 
of  Howard  avenue  (Block  No.  1473,  Lot  No.  25), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  J.  Henry  Walters. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock  and  Commis¬ 


sioners  Savage  and  Blum  .  3 

Negative  .  0 

Absent :  Assistant  Chief  McCarthy .  1 


92-31-BZ. 

APPLICANT — Abraham  N.  Horwitz,  for  Rubin  Raskin 
and  Louis  Raskin,  owners. 

SUBJECT — Application  for  consideration — reopening  and 
amendment — re  Application  (decision  of  the  bor¬ 
ough  superintendent  of  buildings),  under  section  21 
of  the  building  zone  resolution,  permitting  in  a  busi¬ 
ness  use  district  the  maintenance  of  a  gasoline 
service  station  for  a  temporary  period  of  two  (2) 
years. 

PREMISES  AFFECTED — 8401-8411  Flatlands  avenue  and 
761-775  East  84th  street,  northeast  corner  (Block 
No.  8005,  Lot  Nos.  6  and  11),  Borough  of  Brook¬ 
lyn. 


APPEARANCES— 

For  Applicant:  Abraham  N.  Horwitz. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock  and  Commis¬ 


sioners  Savage  and  Blum  .  3 

Negative  .  0 

Absent:  Assistant  Chief  McCarthy  .  1 


92-37-BZ. 

APPLICANT — Arthur  H.  Haaren,  for  Crew  Levick  Com¬ 
pany,  owner  (Abraham  Bendelsohn,  lessee). 

SUBJECT— Application  for  consideration — reopening  and 
rehearing  under  section  7c  of  the  building  zone 
resolution — re  Application  (decision  of  the  borough 
superintendent  of  buildings),  under  sections  7h  and 
21  of  the  building  zone  resolution,  to  permit  in  a 
business  use  district  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles  (previously  denied). 

PREMISES  AFFECTED— 912  East  172nd  street  and  1509- 
1519  Southern  boulevard,  southwest  corner  (Block 
No.  2977,  Lot  No.  103),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  John  G.  Coleman. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock  and  Commis¬ 


sioners  Savage  and  Blum  .  3 

Negative  .  0 

Absent :  Assistant  Chief  McCarthy .  1 


162-38-BZ. 

APPLICANT — Boris  W.  Dorfman,  for  Realty  Freehold 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete  (time  having  expired 
by  limitation) — re  Application  (decision  of  the  bor¬ 
ough  superintendent  of  buildings),  under  sections  7b 
and  21  of  the  building  zone  resolution,  permitting 
the  extension  from  a  business  use  district  into  a 
residence  use  district  of  a  proposed  business  build¬ 
ing  (stores)  and,  also,  the  omission  of  the  required 
rear  yard. 

PREMISES  AFFECTED— 781-787  East  31st  street,  east 
side,  40  ft.  north  of  Avenue  H  (Block  No.  7559. 
Lot  No.  8),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Bert  Bassant. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure,  and  set  for  hearing  January  14, 
1941.  at  2  P.M. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock  and  Commis¬ 


sioners  Savage  and  Blum  .  3 

Negative  . 0 

Absent :  Assistant  Chief  McCarthy .  1 


404-38-BZ. 

APPLICANT — Reginald  S.  Hardy,  for  Downtown  Brook¬ 
lyn  Parking,  Incorporated,  lessee;  Board  of  Trans¬ 
portation,  City  of  New  York,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment — re  Application  (decision  of  the  acting 
borough  superintendent  of  buildings),  under  section 
7h  of  the  building  zone  resolution,  permitting  in  a 
business  use  district,  for  a  tempoarry  period  of  not 
more  than  two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 214-228  Schermerhorn  street, 
south  side,  233  ft.  east  of  Hoyt  street  (Block  No. 
171.  part  of  Lot  No.  7),  Borough  of  Brooklyn. 
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APPEARANCES— 

For  Applicant :  R.  S.  Hardy. 

ACTION  OF  BOARD — Request  to  reopen  withdrawn. 
THE  VOTE  TO  WITHDRAW  REQUEST  TO  RE¬ 
OPEN— 

Affirmative:  Chairman  Murdock  and  Commis¬ 


sioners  Savage  and  Blum  .  3 

Negative  .  0 

Absent:  Assistant  Chief  McCarthy  .  1 


443-40-BZ. 

APPLICANT — Jack  Z.  Cohen,  for  Depreciation  Fund 
^  Board,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  Calendar — re  Application  (decision 
of  the  borough  superintendent  of  buildings),  under 
section  21  of  the  building  zone  resolution,  to  permit, 
partly  in  a  business  use  district  and  partly  in  a 
residence  use  district,  the  conversion  of  occupancy 
of  an  existing  building  to  a  motor  vehicle  repair 
shop  (previously  dismissed  for  lack  of  prosecu¬ 
tion). 

PREMISES  AFFECTED — 890-892  Coney  Island  avenue, 
west  side,  118  ft.  9 in.  north  of  18th  avenue 
(Block  No.  5403,  Lot  No.  26),  Borough  of  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Larry  Meltzer. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock  and  Commis¬ 


sioners  Savage  and  Blum  .  3 

Negative  .  0 

Absent:  Assistant  Chief  McCarthy  .  1 


224-  38-BZ. 

APPLICANT — Lama  and  Proskauer.  for  Hanover  Service 
Station,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening — ap¬ 
proval  of  plans  and  to  impose  further  conditions — 
re  Application  (decision  of  the  borough  superin¬ 
tendent  of  buildings),  under  section  7f  of  the  build¬ 
ing  zone  resolution,  permitting  in  a  business  use 
district  the  erection  and  maintenance  of  a  gasoline 
service  station. 

PREMISES  AFFECTED— 32-11  to  32-19  Cross  Island 
boulevard  and  198-05  to  198-11  33rd  avenue,  north¬ 
east  corner  (Block  No.  6025,  part  of  Lot  No.  36), 
Bayside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

ACTION  OF  BOARD — Application  reopened,  resolution 
amended  and  plans  approved. 

THE  VOTE  TO  REOPEN,  AMEND  RESOLUTION 
AND  APPROVE  PLANS— 

Affirmative:  Chairman  Murdock  and  Commis¬ 


sioners  Savage  and  Blum  .  3 

Negative  .  0 

Absent :  Assistant  Chief  McCarthy  .  1 

THE  RESOLUTION— 

(224-38-BZ) 


Whereas,  this  application,  to  permit  in  a  business  use 
district,  under  section  7f  of  the  building  zone  resolution,  the 
erection  and  maintenance  of  a  gasoline  service  station,  prem¬ 
ises  32-11  to  32-19  Cross  Island  boulevard  and  198-05  to 
198-09  33rd  avenue,  northeast  corner  (Block  No.  6025,  part 
of  Lot  No.  36),  Bayside,  Borough  of  Queens,  was  granted 
by  the  Board  November  26,  1940,  on  certain  conditions,  one 
of  which  required  submission  of  working  drawings  for  ap¬ 
proval  and  for  the  imposition  of  further  conditions  deemed 
necessary,  and  the  applicant  requested  approval  of  such 
plans. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  by  the  Board  on  No¬ 
vember  26,  1940,  so  that  as  amended  it  shall  read : 

“ granted ,  under  section  7f  thereof,  for  a  term  of  ten 
(10)  years,  to  permit  the  premises  under  appeal  within 
the  business  use  district  to  be  occupied  as  a  gasoline 
service  station,  on  co>iditian  that  the  plot  shall  be  leveled 
substantially  to  the  grade  of  Francis  Lewis  (Cross 
Island)  boulevard ;  that  the  gasoline  station  shall  be 
constructed  and  arranged  as  indicated  on  plans  marked 
‘Received  December  7,  1940,’  which  plans  are  hereby 
approved  as  complying  with  the  requirements  as  set 
forth  herein ;  that  the  accessory  building  shall  be  con¬ 
structed  of  incombustible  materials,  except  that  the  roof 
beams  and  roof  boarding  may  be  of  wood,  provided  the 
ceilings  are  fire-retarded  throughout  in  accordance  with 
the  rules  of  the  Board  of  Standards  and  Appeals  and  the 
sloping  roofs  are  surfaced  with  natural  slate  or  heavy 
asbestos  shingles,  except  that  the  roof  of  the  cupola 
may  be  of  wood  with  the  roof  copper  covered ;  that 
the  door  frames  and  doors,  window  frames  and  sash 
may  be  of  wood ;  that  the  accessory  building  shall  be 
faced  with  face  brick  on  all  sides,  except  the  rear,  and 
maintained  unpainted ;  that  the  greasing  equipment  shall 
be  of  the  hydraulic  type,  except  that  one  greasing  pit 
may  be  constructed,  provided  the  pit  is  ventilated  by 
means  of  a  duct  through  the  roof  with  a  fan  blower  of 
a  type  approved  for  explosive  atmospheres ;  that  there 
shall  be  no  openings  in  the  accessory  building  to  ad¬ 
joining  premises;  that  there  shall  be  constructed  on  the 
interior  lot  lines  a  brick  wall,  constructed  on  both  sides 
of  face  brick  matching  the  face  brick  of  the  accessory 
building,  not  less  than  6  ft.  in  height  continuously,  ex¬ 
cept  where  wall  of  accessory  building  occurs ;  that  such 
wall  may  be  reduced  in  height  for  a  distance  back  from 
Francis  Lewis  boulevard  of  10  ft.,  as  shown  on  approved 
plans ;  that  the  planting  areas  shall  be  maintained  as 
shown  protected  by  concrete  curbing  not  less  than  6  in. 
in  height  and  6  in,  in  width,  except  that  at  the  planting 
area  at  the  intersection  the  curbing  shall  be  not  less  than 
12  in.  by  12  in.,  with  rounded  top ;  that  the  balance  of 
the  plot  where  not  occupied  by  accessory  building,  walls, 
planting  and  pumps,  shall  be  cement  paved,  including  the 
yard  space  to  the  rear  of  the  accessory  building ;  that 
pumps  erected  shall  be  located  as  shown  and  not  nearer 
than  15  ft.  to  the  street  building  line  and  shall  be  of  a 
type  as  approved  by  the  Park  Department  and  as  shown 
on  the  plans  approved,  with  masonry  pedestals  of  brick 
to  match  the  accessory  building  and  walls ;  that  en¬ 
trance  to  the  premises  shall  be  restricted  to  two  (2) 
curb  cut  entrances  from  Francis  Lewis  boulevard,  lo¬ 
cated  where  shown,  and  not  exceeding  30  ft.  in  width 
each,  and  one  entrance  from  33rd  street,  where  shown, 
not  exceeding  25  ft.  in  width ;  that  signs  shall  be  re¬ 
stricted  to  permanent  signs  attached  to  the  facade  of 
the  accessory  building  and  the  illuminated  globes  of  the 
pumps,  excluding  all  roof  signs  and  temporary  signs, 
but.  permitting  the  erection  of  two  post  standards,  where 
indicated,  within  the  building  line  for  supporting  signs, 
designed  as  shown,  advertising  only  the  brand  of  gaso¬ 
line  on  sale,  and  permitting  such  signs  to  be  illuminated 
and  to  extend  over  the  building  line  for  a  distance  of 
not  more  than  4  ft.;  that  if  within  the  jurisdiction  of 
the  Park  Department  such  signs  shall  meet  with  their 
approval  and  also  the  landscaping ;  that  during  the  term 
of  this  permit  the  premises  shall  be  used  for  no  use 
other  than  as  herein  permitted;  that  there  shall  be  no 
motor  vehicle  repairing  and  no  storage  or  parking  of 
motor  vehicles  other  than  those  being  serviced ;  that 
the  storage  tanks  for  gasoline  shall  not  exceed  six  (6) 
550-gallon  approved  tanks,  as  shown ;  that  no  vehicular 
entrance  shall  at  any  time  be  installed  to  the  rear  yard 
space;  that  such  space  shall  at  all  times  be  kept  free 
of  rubbish  and  not  used  for  any  storage ;  that  the  heater 
room  shall  be  separated  from  the  balance  of  the  building 
by  fireproof  materials  and  enterable  only  from  the  ex- 
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terior ;  that  a  copy  of  this  resolution  shall  be  attached 
to  the  approved  plans  and  made  part  thereof;  that  all 
sidewalks  and  curbs  surounding  the  premises  shall  be 
newly  constructed;  that  all  permits  required  shall  be 
obtained  and  all  work  completed  within  one  (1)  year 
from  the  date  of  this  amended  resolution.” 


702-38-BZ. 

APPLICANT — Herman  Kron,  for  Holy  Name  Mission  of 
the  Bowery  District,  Incorporated,  and  Second 
Street  Holding  Company,  Incorporated,  owners. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — amendment — re  Ap¬ 
plication  (decision  of  the  borough  superintendent  of 
buildings),  under  section  7h  of  the  building  zone 
resolution,  permitting  in  a  business  use  district,  for 
a  temporary  period  of  not  more  than  two  (2)  years, 
the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED — 7-19  East  2nd  street,  south  side, 
95  ft.  east  of  Bowery  (Block  No.  457,  Lot  Nos. 
13  to  19,  inclusive),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Herman  Kron. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock  and  Commis¬ 


sioners  Savage  and  Blum  .  3 

Negative  .  0 

Absent :  Assistant  Chief  McCarthy  .  1 

THE  RESOLUTION— 

(702-38-BZ) 


Whereas,  this  application,  under  section  7h  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  use  district,  for 
a  temporary  period  of  not  more  than  two  (2)  years,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles, 
premises  7-19  East  2nd  street,  south  side,  95  ft.  east  of 
Bowery  (Block  No.  457,  Lot  Nos.  13  to  19,  inclusive),  Bor¬ 
ough  of  Manhattan,  was  granted  by  the  Board  February  6, 
1940,  on  certain  conditions,  and  the  applicant  requested  an 
extension  of  time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  February  6,  1940, 
only  so  far  as  it  has  reference  to  the  time  within  which  to 
obtain  permits  and  complete  the  work,  so  that  as  amended 
this  portion  of  the  resolution  shall  read : 

“that  all  permits  required  shall  be  obtained  and  all 
work  involved  completed  within  three  (3)  months  from 
the  date  of  this  amended  resolution 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

88 1-40- A. 

APPLICANT — LaBelle  Service  Station,  Incorporated, 
owner;  Ferdinand  F.  Scherpich,  attorney  for  Ed¬ 
ward  Lambert  and  Florenice  Scherpich,  and  Sidney 
B.  Fisher,  attorney  for  Amelia  Walter,  holders  of 
first  mortgage. 

SUBJECT — Appeal  from  decisions  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 291-301  Metropolitan  avenue, 
northwest  corner  of  Roebling  street  (Block  No. 
2353,  Lot  No.  13),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Thomas  Smith. 

For  Administration :  Morris  Hannes,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  January  7,  1941,  at 
2  P.M.,  on  request  of  attorney  for  lessee. 


944-40- A. 

APPLICANT — Midwood  Management  Corporation,  owner. 
SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 19  Richards  street,  southeast 
corner  of  Seabring  street  (Block  No.  505,  Lot  No. 
60),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Milton  Robinson. 

For  Administration:  Thomas  A.  Larkin,  Fire  De¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  January  14.  1941,  at 
2  P.M.,  for  additional  information  from  Fire  De¬ 
partment  and  for  inspection  by  Fire  Department. 


1097-40-A. 

APPLICANT — John  Burke,  for  Ole  Axelsen,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 470  86th  street  (472  displayed), 
south  side,  97  ft.  1%  in.  west  of  Fifth  avenue  (Block 
No.  6045,  Lot  No.  34),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  John  Burke  and  Alexander  G. 
Hesterberg. 

For  Administration:  Morris  Hannes,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  January  14,  1941,  at 
2  P.M.,  for  inspection  by  a  committee  of  the  Board 
and  report  without  further  argument. 


1102-40-A. 

APPLICANT — Frederick  S.  Keeler,  for  Bertha  M.  Arras, 
Ida  Arras  and  Anna  M.  Rice,  owners  (Humphrey- 
Weidman  Studios,  lessees). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 108-110  West  16th  street,  south 
side,  100  ft.  west  of  Sixth  avenue  (Block  No.  791, 
Lot  Nos.  48  and  49),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Frederick  S.  Keeler,  Doris  Humph¬ 
rey  and  Norman  Lloyd. 

For  Administration:  Fred  Dahlem,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Placed  on  Reserve  Calendar,  sub¬ 
ject  to  filing  of  building  zone  application. 


11 30-40- A. 

APPLICANT — Sidney  Daub,  for  Rose  Lippel,  owner  (East 
Drive  Food,  Incorporated,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 144  Avenue  C  and  701  East 
9th  street,  northeast  corner  (Block  No.  379,  Lot 
No.  1),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Sidney  Daub. 

For  Administration:  Fred  Dahlem,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  January  14,  1941,  at 
2  P.M.,  for  further  consideration  by  the  Board. 


11 42-40- A. 

APPLICANT— G.  B.  Higgins,  for  Viking  Sprinkler  Com¬ 
pany,  Incorporated,  for  Sears,  Roebuck  and  Com¬ 
pany,  lessee  and  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 2301-2323  Beverly  road  and 
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2360-2420  Bedford  avenue,  northwest  corner  (Block 
No.  5133,  Lot  No.  14),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  G.  B.  Higgins. 

For  Administration :  Morris  Hannes,  Department  of 
Housing  and  Buildings,  and  Inspector  Maher, 
Fire  Department. 

ACTION  OF  BOARD — Laid  over  to  January  7,  1941,  at 
2  P.M.,  for  further  consideration  by  the  Board. 


1164-40- A. 

APPLICANT — Packard  L.  I.  C,  Incorporated  (lessee), 
for  Queensboro  Investing  Company,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 84-14  Northern  boulevard, 
southwest  corner  of  85th  street  (Block  No.  1433, 
Lot  Nos.  1,  2  and  3).  Jackson  Heights,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Arthur  L.  Kraut. 

For  Administration :  Aaron  Halpern,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  January  28,  1941,  at 
2  P.M.,  to  permit  Board  to  study  appellant’s  brief 
and  render  decision  without  further  argument. 


1171-40-A. 

APPLICANT — Eric  Kebbon,  for  Board  of  Education,  City 
of  New  York,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 783-821  Lafayette  avenue, 
northwest  corner  of  Sumner  avenue  (Block  No. 
1787,  Lot  No.  14).  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  H.  Toensfeldt,  G.  Goldman  and 
Charles  Tilgner. 

For  Administration :  Morris  Hannes,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  December  31,  1940, 
at  2  P.M.,  to  obtain  information  from  the  Board  of 
Education. 


847-40- A. 

APPLICANT — Patrick  J.  Hangley  (receiver),  for  2311 
Corporation,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 1123-1127  Broadway  and  9 
West  25th  street,  northwest  corner  (Block  No. 
827,  Lot  No.  28).  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appeal  withdrawn  on  written  re¬ 
quest  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock  and  Commis¬ 


sioners  Savage  and  Blum  .  3 

Negative  .  0 

Absent:  Assistant  Chief  McCarthy  .  1 


882-40-A. 

APPLICANT— D.  A.  Collins  Manufacturing  Company, 
Incorporated  (lessee),  for  Bush  Terminal  Corpora¬ 
tion,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED— 148  39th  street,  southwest  cor¬ 
ner  of  Second  avenue  (Bush  Building  No.  19,  fourth 
floor)  ;  (Block  No.  706,  Lot  No.  1),  Borough  of 
Brooklyn. 


APPEARANCES— 

For  Applicant:  Rubin  Indursky. 

For  Administration:  Inspector  Meyer,  Fire  De¬ 
partment. 

ACTION  OF  BOARD— Appeal  withdrawn  after  argu¬ 
ment. 

THE  VOTE  TO  WITHDRAW—  „  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  J* 

Negative  .  b 


1100-40-A. 

APPLICANT— Saul  Goldsmith,  for  Greenway  Supply  Cor¬ 
poration,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 80-40  Cooper  avenue,  south 
side,  422  ft.  east  of  80th  street  (Building  No.  9)  ; 
(Block  No.  3806,  Lot  No.  2),  Glendale,  Borough 
of  Queens  (under  section  35,  General  City  Law — 
re  bed  of  mapped  street). 

APPEARANCES— 

For  Applicant :  Saul  Goldsmith. 

ACTION  OF  BOARD— Appeal  withdrawn  on  request  of 
applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

Negative  .  b 


109-40- A. 

APPLICANT — Rudolph  Vagt,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
rehearing  on  new  facts — re  Appeal  from,  an  order 
of  the  fire  commissioner  (previously  denied). 

PREMISES  AFFECTED— 35-37  Emerson  place,  east  side, 
200  ft.  north  of  Park  avenue  (Block  No.  1880,  Lot 
No.  8),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Rudolph  Vagt. 

ACTION  OF  BOARD— Appeal  reopened,  subject  to  usual 
procedure  and.  also,  for  inspection  by  a  committee 
of  the  Board. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock  and  Commis¬ 
sioners  Savage  and  Blum  .  3 

Negative  .  y 

Absent:  Assistant  Chief  McCarthy  .  1 


1067-40- A. 

APPLICANT— Sol  A.  Herzog,  for  Select  Photo  Company, 
Incorporated,  lessee. 

SUBJECT— Application  for  consideration— reopening  and 
restoration  to  Calendar— re  Appeal  from  an  order 
and  a  decision  of  the  fire  commissioner  (previously 
dismissed  for  lack  of  prosecution). 

PREMISES  AFFECTED— 1229  St.  Nicholas  avenue,  west 
side,  54  ft.  north  of  West  171st  street  (Block  No. 
2141,  part  of  Lot  No.  21),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Sol  A.  Herzog. 

ACTION  OF  BOARD— Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock  and  Commis¬ 
sioners  Savage  and  Blum  .  3 

Negative  . ® 

Absent:  Assistant  Chief  McCarthy  .  1 
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975-40-A. 

APPLICANT — Frederick  J.  Fox,  for  Woodsam  Asso- 
^  ciates,  Incorporated,  owner  (Philip  Winter,  lessee). 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 98  East  Burnside  avenue,  south 
side,  from  Walton  avenue  to  Morris  avenue  (Block 
No.  2829,  Lot  Nos.  45  to  53,  inclusive),  Borough 
of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Frederick  J.  Fox  and  S.  Salomons. 
For  Administration:  M.  C.  E.  Thiede,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(975-40-A) 

Whereas,  Frederick  J.  Fox,  for  Philip  Winter,  lessee, 
filed  October  7,  1940,  an  appeal  from  a,  decision  of  the  bor¬ 
ough  superintendent  of  buildings;  premises  98  East  Burn¬ 
side  avenue,  south  side,  from  Walton  avenue  to  Morris  ave¬ 
nue  (Block  No.  2829,  Lot  Nos.  45  to  53,  inclusive),  Bor¬ 
ough  of  The  Bronx;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Alteration  Application  No.  449-40,  dated  Sep¬ 
tember  30,  1940,  reads: 

“1.  Projection  beyond  the  building  line  (store  front) 
is  prohibited  as  per  Section  2.4.1. 1  of  the  Building 
Code.” 

and 

Whereas,  the  building  is  one  story  (15  ft.)  in  height, 
201.03  ft.  by  80  ft.  in  area;  of  Class  3  construction;  located 
in  a  business  use  district;  erected  in  1920;  occupied  as 
stores ;  and 

Whereas,  it  is  proposed  to  erect  a  porcelain  facia  of 
enameled  metal  extending  IV2  in.  beyond  the  building  line  of 
Burnside  avenue  and  Morris  avenue  from  sidewalk  level  to 
approximate  level  of  roof  beams ;  and 

Whereas,  the  applicant  contends  that  under  section  C26- 
440.0  of  the  Administrative  Code  it  would  be  necessary  to 
chase  the  wall  for  its  entire  face  for  at  least  4  in.  in  order 
to  comply ;  that  as  the  existing  wall  is  12  in.  brick  laid  up 
in  lime  mortar  and  is  a  bearing  wall,  it  is  not  considered 
desirable  to  reduce  same  in  thickness ;  that  since  the  pro¬ 
posed  projection  may  be  removed  at  any  time  without  caus¬ 
ing  the  structure  to  become  unsafe,  it  is  contended  that  such 
facia  may  be  permitted  under  sections  C26-217.0  and  C26- 
219  of  the  Administrative  Code,  since  the  entire  proposed 
store  front  is  part  of  an  ornamental  feature  and  has  replaced 
an  unsightly  store  front  which  existed  heretofore. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  on  Alteration  Application  No.  449-40,  Objec¬ 
tion  No.  1,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on 1  condition  that  the  projection 
beyond  the  building  line  shall  not  exceed  that  shown  on  such 
plans  now  filed  with  the  borough  superintendent  of  build¬ 
ings  ;  that  in  all  other  respects  the  building  and  occupancy 
shall  comply  with  all  laws,  rules  and  regulations  applicable 
thereto. 


1004-40- A. 

APPLICANT — Oscar  Nusser,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 228  Bay  street,  west  side,  151 
ft.  north  of  Hannah  street  (Block  No.  498,  Lot  No. 
74),  Tompkinsville.  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  J.  W.  Garbutt. 


For  Administration:  John  J.  O’Keefe,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(1004-40- A) 

Whereas,  Oscar  Nusser,  owner,  filed  October  18,  1940, 
an  appeal  from  a  decision  of  the  borough  superintendent  of 
buildings;  premises  228  Bay  street,  west  side,  151  ft.  north 
of  Hannah  street  (Block  No.  498,  Lot  No.  74),  Tompkins¬ 
ville.  Borough  of  Richmond ;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Sign  Application  No.  14-39  and  Building  No¬ 
tice  Application  No.  65-39,  dated  October  16,  1940,  reads: 

“Since  the  approval  of  your  sign,  the  new  Zoning 
Law,  effective  June  28,  1940,  has  been  enacted.  This 
prohibits  the  erection  of  a  sign  such  as  the  one  about 
which  you  are  writing.  For  this  reason,  I  do  not  have 
the  authority  to  extend  the  permit  for  another  year. 

If  you  wish  to  erect  the  sign  itself,  for  which  you 
have  already  made  preparations,  we  would  suggest  that 
you  take  the  matter  up  with  the  Board  of  Standards 
and  Appeals.” 

and 

Whereas,  the  building  is  two  stories  (28  ft.)  in  height, 
60  ft.  by  80  ft.  in  area  at  first  story  and  60  ft.  by  60  ft.  in 
area  at  typical  floor  level ;  of  Class  4  construction ;  located 
in  a  business  use  B  area  district;  erected  about  1900,  and 
occupied  as  a  sign  establishment;  and 

Whereas,  the  applicant  contends  that  on  February  20, 
1939,  plans  and  applications  were  filed  with  the  Department 
of  Housing  and  Buildings  in  the  Borough  of  Richmond, 
under  Sign  Application  No.  14-1939  and  Building  Notice 
65-1939,  for  the  erection  of  a  roof  sign  together  with 
its  necessary  structural  supports  to  be  built  on  the  roof  of  a 
two-story  frame  and  brick  building ;  that  the  building  notice 
was  filed  covering  the  structural  steel  supports  for  the  sign 
only,  there  being  no  other  structure  or  part  thereof  sup¬ 
ported  by  these  new  supports,  which  had  to  be  carried 
from  a  point  above  the  frame  roof  down  to  the  top  of  the 
masonry  construction  at  the  underside  of  the  second  tier  of 
beams ;  that  the  sign  application  was  filed  covering  the  sign 
structure  as  shown  on  the  one  common  plan  filed  with  both 
the  sign  application  and  building  notice  application;  that  the 
sign  structure  fee  was  paid  to  the  Department  of  Housing 
and  Buildings;  that  upon  receipt  of  plans  approved  by  the 
Department  of  Housing  and  Buildings  on  October  18,  1939, 
the  owner  proceeded  slowly  over  a  course  of  several  months, 
as  his  income  warranted,  to  purchase  materials  and  prepare 
the  building  for  installation  of  the  vertical  steel  column 
supports,  which  supports,  their  bases  and  ties  were  put  in 
place  prior  to  June  28,  1940 ;  that  an  affidavit  is  submitted 
herewith  signed  by  the  steel  man  stating  that  he  installed 
this  steel  prior  to  June  28,  1940;  that  it  is  estimated  that 
one-third  of  the  work  is  completed ;  that  the  owner  requests 
the  Board  to  reverse  the  borough  superintendent  of  build¬ 
ing’s  decision  inasmuch  as  all  the  preliminary  and  prepara¬ 
tory  work  for  the  sign  supports  were  completed  prior  to 
June  28,  1940;  that  the  plans  and  applications  were  filed 
over  a  year  prior  to  the  enactment  of  the  law,  and  that  the 
owner  has  already  been  put  to  considerable  expense  for 
something  which  would  have  no  value  other  than  for  the 
purpose  originally  intended,  a  roof  sign  and  its  supports ; 
and 

Whereas,  the  committee  of  the  Board  found,  upon  in¬ 
spection,  that  a  substantial  amount  of  construction  had  been 
done  prior  to  the  amendment  of  the  zoning  resolution  ef¬ 
fective  June  28,  1940;  and 

Whereas,  the  Board  deemed  that  it  would  be  unjust  not 
to  complete  construction. 
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Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  on  Sign  Application  No.  14-39  and  Building 
Notice  Application  No.  65-39,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  proposed  sign  shall  not  be  increased  in  area  and 
that  the  structure  shall  comply  in  all  other  respects  with  all 
laws,  rules  and  regulations  applicable  theretu 


1062-40-A. 

APPLICANT — Saul  Goldsmith,  for  James  H.  Gilvarry, 

owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 259  Court  street,  east  side,  23 
ft.  5  in.  north  of  Butler  street  (Block  No.  402, 
Lot  No.  2),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Saul  Goldsmith. 

For  Administration :  Morris  Hannes,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(1062-40-A) 

Whereas,  Saul  Goldsmith,  for  James  H.  Gilvarry,  owner, 
filed  November  4,  1940,  an  appeal  from  a  decision  of  the 
borough  superintendent  of  buildings ;  premises  259  Court 
street,  east  side,  23  ft.  5  in.  north  of  Butler  street  (Block- 
No.  402,  Lot  No.  2),  Borough  of  Brooklyn;  and 
Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  relating  to  Certificate  of  Occupancy  No.  90832, 
dated  November  1,  1940.  reads: 

“This  is  to  acknowledge  receipt  of  your  communica¬ 
tion  of  recent  date  concerning  the  revocation  of  the 
aforementioned  Certificate  of  Occupancy. 

Please  be  advised  that  your  request  is  denied,  inasmuch 
as  such  jurisdiction  is  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals.” 
and 

Whereas,  the  building  is  four  stories  and  basement  (50 
ft.)  in  height,  25  ft.  by  55  ft.  in  area ;  of  Class  3  construc¬ 
tion;  located  in  a  business  use  district;  erected  in  1880,  and 
occupied  since  January  20,  1939,  as  follows:  cellar,  ordinary 
use;  basement,  store  or  restaurant;  first  story,  vacant;  sec¬ 
ond  and  third  stories,  one  family  each  story ;  fourth  story, 
vacant ;  it  is  proposed  to  be  occupied :  cellar,  same ;  base¬ 
ment,  same;  first,  second,  third  and  fourth  stories,  two 
families  per  story ;  total,  store  and  eight  families ;  and 
Whereas,  Certificate  of  Occupancy  No.  90832  was  issued 
January  20,  1939,  for  the  present  use;  and 
Whereas,  the  applicant  contends  that  the  purpose  of  this 
appeal  is  to  revoke  Certificate  of  Occupancy  No.  90832  so  as 
to  re-establish  the  status  of  the  building  to  its  original 
classification  as  an  “old  law  tenement”  in  order  to  carry  out 
Alteration  Application  5482  filed  with  the  borough  superin¬ 
tendent  of  buildings  on  October  28,  1940;  that  the  present 
Certificate  of  Occupancy  No.  90832  was  secured  as  a  tem¬ 
porary  expedient  and  not  as  a  permanent  occupancy;  that 
it  is  now  proposed  to  make  the  building  comply  with  the 
Multiple  Dwelling  Law. 

Resolved,  that  Certificate  of  Occupancy  No.  90832  be  and 
it  hereby  is  revoked,  restoring  the  building  to  its  former 
classification  as  a  tenement  house,  to  permit  the  owner  to 
carry  through  the  alterations  as  proposed  in  full  compliance 
with  article  7  of  the  Multiple  Dwelling  Law. 


1078-40-A. 

APPLICANT — Brown  and  Matthews,  Incorporated,  for 
Long  Island  Railroad  Company,  owner. 


SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 52-15  Grand  avenue,  north  side, 
465.30  ft.  east  of  49th  (Owens)  street  (Block  No. 
2594,  Lot  Nos.  1  and  34,  Block  No.  2593,  Lot  Nos. 

1  and  34,  Block  No.  2605,  Lot  No.  1.  and  Block 
No.  2606,  Lot  No.  1),  Maspeth.  Borough  of  Queens 
(under  section  35,  General  City  Law — re  bed  of 
mapped  street). 

APPEARANCES— 

For  Applicant:  H.  G.  Matthews. 

For  Administration :  Aaron  Halpern,  Department 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 
Carthy  .  4 

Negative  .  0 

THE  RESOLUTION— 

(1078-40-A) 

Whereas,  Brown  and  Matthews,  Incorporated,  for  Long 
Island  Railroad  Company,  owner,  filed  November  13,  1940, 
an  application  pursuant  to  section  35  of  the  General  City 
Law.  to  permit  the  erection  of  a  building  in  the  bed  of 
mapped  streets,  58th  avenue  (Lawall  avenue),  53rd  street 
(Sophie  street)  and  52nd  street  (Richey  street),  (Block 
No.  2594,  Lot  Nos.  1  and  34,  Block  No.  2593,  Lot  Nos.  1 
and  34,  Block  No.  2605,  Lot  No.  1,  and  Block  No.  2606, 
Lot  No.  1)  ;  premises  52-15  Grand  avenue,  north  side.  465.30 
ft.  east  of  49th  (Owens)  street,  Maspeth,  Borough  of 
Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  New  Building  Application  No.  6616-40,  dated 
November  12,  1940,  reads : 

“1.  Proposed  building  in  bed  of  mapped  streets  con¬ 
trary  to  Sec.  35,  Art.  3,  General  City  Law.” 

and 

Whereas,  the  proposed  building  will  be  approximately 
213  ft.  by  720  ft.  6  in.  in  area;  of  Class  1  construction; 
located  in  an  unrestricted  use  district;  occupied  as  a  bakery 
and  for  storage.  75  persons ;  and 

Whereas,  the  applicant  contends  that  the  Long  Island 
Railroad  has  operated  a  freight  terminal  on  this  property 
for  several  years ;  that  the  bed  of  58th  avenue  through  the 
east  of  the  premises  is  at  the  present  time  occupied  by 
buildings;  that  the  streets  in  question  are  proposed  on  a 
final  map  but  have  not  been  legally  opened  or  in  use ;  that 
no  proceedings  have  been  commenced  for  acquisition ;  that 
the  construction  of  the  proposed  building  will  permit  the 
city  to  receive  a  substantial  increase  in  taxes  from  the  prop¬ 
erty  and  will  provide  employment  for  a  large  number  of 
people  in  the  Borough  of  Queens. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  on  New  Building  Application  No.  6616-40,  Ob¬ 
jection  No.  1,  be  and  it  hereby  is  modified  and  that  the  ap¬ 
peal  be  and  it  hereby  is  granted,  under  the  authority  given 
the  Board  under  section  35  of  the  General  City  Law,  to 
permit  the  construction  of  the  building  as  proposed  within 
the  bed  of  mapped  streets,  as  shown  on  plans  filed  here¬ 
with,  in  view  of  the  statement  by  the  engineer  of  the  Topo¬ 
graphical  Bureau  of  the  Borough  of  Queens,  under  date  of 
December  16,  1940,  that  an  application  will  be  made  im¬ 
mediately  to  the  City  Planning  Commission  and  the  Board 
of  Estimate  and  Apportionment  for  taking  off  the  streets  in¬ 
volved  from  the  official  map  and  substituting  therefor  a  new 
street  running  diagonally  from  Grand  avenue  to  58th  ave¬ 
nue,  on  condition  that  the  land  necessary  for  such  proposed 
street  shall  be  ceded  by  the  owners  without  expense  to  the 
city  and  that  a  right-of-way  shall  be  maintained  from  such 
street  to  Maspeth  avenue,  substantially  as  indicated  on  plan 
received  from  the  Topographical  Bureau  of  Queens  under 
date  of  December  16,  1940;  that  in  all  other  respects  the 
building  and  occupancy  shall  comply  with  all  laws,  rules  and 
regulations  applicable  thereto,  and  that  a  yard  hydrant  sys- 
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tem  satisfactory  to  the  fire  commissioner  shall  be  installed 
and  maintained. 


11 07-40- A. 

APPLICANT — Spier  and  Schwartz,  for  Andrew  W.  Leon¬ 
ard,  Elizabeth  A.  Leonard  and  Gustave  Butze,  et  ah, 
owners. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 2111-2131  East  36th  street,  east 
side,  216  ft.  6  in.  south  of  Avenue  T  (Block  No. 
8536,  Lot  Nos.  26,  28,  29,  31,  32,  34  and  35),  and 
2102-2148  East  36th  street,  west  side,  170  ft.  10  in. 
south  of  Avenue  T  (Block  No.  8535,  Lot  Nos.  46 
to  49,  inclusive,  52,  54  to  57,  inclusive,  59,  60,  62, 
63,  64  and  66),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Gustave  Butze  and  David  W. 
Kirschen. 

For  Administration :  Morris  Hannes,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(1107-40- A) 

Whereas,  Spier  and  Schwartz,  for  Andrew  W.  Leonard 
and  Elizabeth  A.  Leonard  and  Gustave  Butze,  et  ah,  owners, 
filed  November  20,  1940,  an  appeal  from  a  decision  of  the 
borough  superintendent  of  buildings;  premises  2111-2131 
East  36th  street,  east  side,  216  ft.  south  of  Avenue  T  (Block 
No.  8536,  Lot  Nos.  26,  28,  29,  31,  32.  34  and  35),  and  2102- 
2148  East  36th  street,  west  side,  170  ft.  10  in.  south  of  Ave¬ 
nue  T  (Block  No.  8535,  Lot  Nos.  46,  48,  49,  52,  54,  55,  56, 
57,  59,  60,  62,  63,  64  and  66),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  dated  October  21,  1940.  reads: 

“Replying  to  your  letter  of  October  16,  1940,  with 
respect  to  premises  located  at  2106,  2108,  2112,  2114, 
2116,  2102,  2120,  2122,  2126,  2128,  2132,  2134,  2138, 
2140,  2142,  2146,  2148,  2111,  2117,  2119,  2121,  2125,  2127, 
2131  East  36th  Street,  Brooklyn,  please  be  advised  that 
your  petition  for  exemption  from  connecting  your  pres¬ 
ent  storm  water  drains  in  these  buildings  to  the  City 
sewers  now  being  constructed,  is  hereby  denied. 

Section  26-1226.0  of  the  Administrative  Code  and 
Section  14.2.7  of  the  Building  Code,  provide  for  this 
connection  as  soon  as  the  sewers  are  available.” 
and 

Whereas,  the  buildings  in  question  are  one  story  and 
basement  in  height ;  of  Class  3  construction ;  each  22  ft.  8 
in.  by  46  ft.  6  in.  in  area ;  each  occupied :  basement,  boiler- 
room,  storage  and  recreation  room;  first  story,  dwelling, 
one  family ;  and 

Whereas,  the  applicant  contends  that  an  inspection  of  the 
Sewer  Department  plans  shows  that  all  of  the  buildings  lo¬ 
cated  on  the  street  have  storm  water  sewer  connections, 
which  are  approximately  5  ft.  above  sea  level,  and  that  the 
storm  water  sewer  will  be  approximately  6  ft.  above  sea 
level ;  that  because  of  these  conditions  it  will  be  extremely 
difficult  and  expensive  to  connect  present  storm  water  drains 
into  the  storm  water  sewer  as  proposed  to  be  built  by  the 
city ;  that  the  buildings  are  attached,  and  if  the  owners 
were  forced  to  connect  into  the  storm  water  sewer  as  being 
built  by  the  city,  it  would  cost  approximately  $350.00  for 
each  building  to  make  such  connections;  that  in  addition 
thereto  it  would  create  a  condition  which  would  de¬ 

stroy  the  usefulness  of  the  finished  basements  (said 
basements  being  used  by  all  as  recreation  rooms), 

because  of  the  fact  that  it  would  be  necessary  to  attach 

a  pipe  to  the  inside  wall  of  said  recreation  rooms  in 


order  to  effectively  make  the  connection  from  the  storm 
water  drains  to  the  storm  water  sewer ;  that  the  plans  on 
file  in  the  Building  Department  show  that  there  was  no 
indication  made  of  the  elevation  of  the  sewer  connections 
of  each  of  these  buildings  at  the  time  of  erection;  that  these 
premises  are  practically  all  FHA  financed  and  purchased 
by  individuals  who  do  not  have  great  earnings ;  that  when 
these  individuals  purchased  the  premises  and  when  certifi¬ 
cates  of  occupancy  were  issued  there  was  no  sewer  in  the 
street;  that  the  owners  took  it  for  granted  because  of  the 
fact  they  were  told  by  the  builder  that  all  of  these  buildings 
had  the  proper  sewer  connections  in  the  event  the  city  would 
at  any  time  build  a  sewer ;  that  if  these  owners  were  to  be 
required  to  connect  into  the  sewer  it  would  cause  great 
hardship  on  each  of  their  parts  because  of  the  expense  in¬ 
volved  and  because  of  the  destruction  of  the  beauty  and  use¬ 
fulness  of  their  present  recreation  rooms ;  that  the  owners 
have  obtained  expert  opinion  that  the  present  storm  water 
cesspools  used  by  them  are  adequate  and  sufficient  to  take 
care  of  all  of  their  storm  water  drainage  due  to  the  excel¬ 
lent  condition  of  the  cesspools  in  question  and  to  the  sandy 
soil  in  this  vicinity ;  that  if  the  owners  were  each  required 
to  expend  the  sum  of  approximately  $350.00,  they  would  be 
spending  a  sum  which  is  approximately  25  per  cent,  of  the 
down  payment  made  by  each  owner  on  the  purchase  of  the 
said  premises,  which  is  approximately  6  per  cent,  of  the 
assessed  valuation  of  each  of  said  premises ;  that  in  view  of 
all  the  facts  set  forth,  the  petitioners  hereby  respectfully 
pray  that  this  Board  grant  a  modification  to  the  owners 
from  connecting  their  present  storm  water  drains  to  the  city 
sewers  now  being  constructed. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  dated  October  21,  1940,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  connections  to  the  sanitary  sewer  for  each 
house  shall  immediately  be  made  and  the  formerly  used  san¬ 
itary  drain  cesspool  shall  be  completely  filled ;  that  the  exist¬ 
ing  storm  water  dry  well  or  cesspool  shall  be  used  for  no 
other  purpose  than  to  receive  the  roof  water  and  the  yard 
drainage  of  each  house;  that  in  the  event  the  storm  sewer 
is  reconstructed  in  the  street  at  a  proper  elevation  so  as  to 
permit  the  entrance  thereto  by  gravity  from  each  house, 
connections  to  such  storm  sewers  shall  be  thereafter  promptly 
made  and  the  storm  sewer  cesspools  or  dry  wells  discon¬ 
tinued. 


1113-40-A. 

APPLICANT — George  M.  Gross,  for  Gross-Morton  Park 
Corporation,  owner. 

SUBJECT — Appeal  from  decisions  of  the  borough  superin¬ 
tendent  of  buildings. 

PREMISES  AFFECTED— 73-03  and  73-07  189th  street, 
southeast  corner  of  75th  avenue  and  east  side  of 
189th  street,  581  ft.  north  of  75th  avenue  (Block 
No.  7177,  Lot  No.  1),  Flushing,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  None. 

For  Administration :  Aaron  Halpern,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(1113-40-A) 

Whereas,  George  M.  Gross,  for  Gross-Morton  Park  Cor¬ 
poration,  owner,  filed  November  22,  1940,  an  appeal  from 
decisions  of  the  borough  superintendent  of  buildings ;  prem¬ 
ises  73-03  and  73-07  189th  street,  southeast  corner  of  75th 
avenue  (Block  No.  7177,  Lot  No.  1),  Flushing,  Borough  of 
Queens ;  and 

Whereas,  the  decisions  of  the  borough  superintendent  of 
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buildings,  on  New  Building  Application  Nos.  7153  and  7164- 
40,  dated  November  18  and  22,  1940,  respectively,  read : 

“The  erection  of  a  frame  building  within  the  fire 
limits  is  contrary  to  Section  4.1.2  Building  Code.” 

and 

Whereas,  the  premises  consist  of  a  plot  fronting  100.18 
ft.  on  75th  avenue  and  87.44  ft.  on  189th  street;  located  in  a 
business  use  D  area  district ;  it  is  proposed  to  subdivide  the 
plot  into  two  separate  lots  and  to  erect  thereon  two  two- 
story  dwellings,  25  ft.  in  height  and  24  ft.  by  36  ft.  and  28 
ft.  4  in.  by  33  ft.  6  in.  in  area,  of  Class  4  construction,  with 
garages  to  be  located  within  the  buildings ;  and 

Whereas,  the  applicant  contends  that  the  proposed  build¬ 
ings  will  be  surfaced  on  the  exterior  of  the  first  story  with 
masonry  veneer ;  that  the  roofs  will  be  surfaced  with  nat¬ 
ural  slate ;  that  the  buildings  will  be  set  back  from  189th 
street  a  distance  of  24  ft.  and  from  75th  avenue  a  distance 
of  15  ft.  average  and  will  have  side  yards  on  the  north  side 
not  less  than  6  ft.  8  in.  and  on  the  south  side  of  not  less 
than  5  ft. ;  that  the  buildings  will  be  limited  to  one-family 
occupancy  and  no  business  will  be  conducted  on  the  prem¬ 
ises  ;  that  the  use  of  this  street  for  business  purposes  is  im¬ 
practicable  ;  that  to  leave  the  site  unbuilt  upon  would  con¬ 
stitute  a  detriment  and  an  eyesore  to  the  neighborhood;  that 
the  owner  is  now  constructing  six  hundred  homes  in  this 
community  and  it  is  proposed  to  construct  the  buildings  in 
question  in  harmony  with  the  balance  of  the  development. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  on  New  Building  Application  Nos.  7153  and 
7164-40,  be  and  it  hereby  is  modified,  and  that  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  each  residence 
building  shall  be  constructed  substantially  as  proposed  and 
shall  comply  as  to  zoning  with  the  requirements  of  an  F 
residential  area  and  shall  be  limited  to  a  residential  occu¬ 
pancy  of  one  family  in  each  house ;  that  in  all  other  respects 
the  building  shall  comply  with  the  requirements  of  the 
Building  Code  for  similar  buildings  erected  outside  the  fire 
limits. 


1141-40-A. 

APPLICANT — Charles  N.  Whinston,  for  West  13th  Street 
Realty  Corporation,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 408-412  West  13th  street,  south 
side,  124.2  ft.  west  of  Ninth  avenue  (Block  No. 
645,  Lot  Nos.  35,  36  and  37),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Charles  N.  Whinston. 

For  Administration :  Fred  Dahlem,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock.  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(1141-40-A) 

Whereas,  Charles  N.  Whinston,  for  West  13th  Street 
Realty  Corporation,  owner,  filed  December  3,  1940,  an  ap¬ 
peal  from  a  decision  of  the  borough  superintendent  of  build¬ 
ings;  premises  408-412  West  13th  street,  south  side,  124.2 
ft.  west  of  Ninth  avenue  (Block  No.  645,  Lot  Nos.  35,  36 
and  37),  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  New  Building  Application  No.  195-40,  undated, 
reads : 

“40.  Awnings  and  marquees  may  extend  over  the 
sidewalk  in  connection  with  entrances  to  public  build¬ 
ings,  theatres,  hotels,  multiple  dwellings,  large  depart¬ 
ment  stores  and  similar  structures  of  an  essentially  pub¬ 
lic  nature. 


This  building  does  not  come  under  the  classification 
of  those  indicated  above.  Therefore,  the  marquee  as 
shown  on  plans  filed  Nov.  27,  1940,  is  forbidden.  (2.4. 
1.4.  A.  Code).” 

and  ,  . 

Whereas,  the  building  will  be  two  stories  (26  ft.)  in 
height,  56  ft.  6  in.  by  103  ft.  in  area;  of  Class  3  construc- 
tion;  located  in  an  unrestricted  use  A  area  district;  occu¬ 
pied:  cellar,  storage,  no  persons;  first  story,  store,  10  per¬ 
sons  ;  second  story,  office,  5  persons ;  and 

Whereas,  the  applicant  contends  that  the  canopy  re¬ 
quested  should  be  permitted  for  the  reason  that  it  is  essen¬ 
tial  to  the  conduct  of  the  business  to  be  transacted  on  the 
premises,  which  is  that  of  a  wholesale  meat  market ;  that  this 
business  cannot  be  conducted  without  the  proposed  weather 
protection ;  that  every  building  used  for  similar  business  in 
the  neighborhood  is  provided  with  a  similar  canopy. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  on  New  Building  Application  No.  195-40,  Ob¬ 
jection  No.  40,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the  pro¬ 
posed  marquee  shall  not  be  less  than  15  ft.  in  the  clear  above 
the  sidewalk  level  and  shall  not  exceed  in  area  the  dimen¬ 
sions  indicated  on  plans  filed  with  the  borough  superin¬ 
tendent  of  buildings  under  this  new  building  application; 
that  the  marquee  shall  be  entirely  self-supporting  from  the 
building  wall;  that  no  sign  shall  be  constructed  on  such 
marquee,  and  granted  only  so  long  as  the  building  is  occu¬ 
pied  as  a  wholesale  meat  market ;  that  in  all  other  respects 
the  building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto. 


11 68-40- A. 

APPLICANT — James  Anderson,  Jr.,  for  Horn  and  Hardart 
Company,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 1163-1167  Sixth  avenue,  west 
side,  25  ft.  4  in.  north  of  West  45th  street,  and 
103-107  West  45t(t  street  (Block  No.  998,  Lot  Nos. 
28,  29a,  29b,  30,  31  and  32),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  James  Anderson.  Jr. 

For  Administration :  Inspector  Meyer,  Fire  De¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(1168-40-A) 

Whereas,  James  Anderson,  Jr.,  for  Horn  and  Hardart 
Company,  owner,  filed  December  12,  1940,  an  appeal  from  a 
decision  of  the  fire  commissioner;  premises  1163-1167  Sixth 
avenue,  west  side,  25  ft.  4  in.  north  of  West  45th  street,  and 
103-107  West  45th  street  (Block  No.  998.  Lot  Nos.  28,  29a, 
29b,  30,  31  and  32),  Rorough  of  Manhattan;  and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
November  26,  1940,  reads: 

“In  answer  to  your  letter  of  November  20th,  1940, 
requesting  permission  to  use  the  present  ventilating  duct 
system  from  the  roof  to  the  first  floor  for  conversion 
into  an  air  cooling  system  by  the  direct  method,  please 
be  advised  that  Section  Cl 9-98  (b)  of  the  Administra¬ 
tive  Code  prohibits  the  carrying  of  such  a  system  from 
floor  to  floor  except  from  the  basement  to  the  first 
floor. 

Relief  from  the  requirements  of  the  Ordinances  may 
only  be  obtained  through  the  Board  of  Standards  and 
Appeals,  Room  1000,  Municipal  Building.  Manhattan.” 

and 
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Whereas,  the  building  is  two  stories  (35  ft.)  in  height, 
76  ft.  by  120  ft.  in  area;  of  Class  3  construction;  located  in 
a  business  use  district ;  erected  in  1929,  and  occupied :  cellar, 
kitchen.  15  persons;  first  story,  restaurant,  200  persons; 
mezzanine,  restaurant,  200  persons;  second  story,  bowling 
and  billiards.  25  persons;  and 

Whereas,  the  applicant  contends  that  the  existing  air- 
washer  ventilating  and  exhaust  system  is  now  in  use  for  the 
restaurant  space  only ;  that  the  present  ducts  coming  through 
the  second  story  are  enclosed  in  metal  lath  and  plaster; 
that  the  proposed  F-12  system  will  be  located  on  the  roof 
and  will  not  constitute  a  fire  hazard;  that  the  proposed 
system  will  have  a  capacity  of  seventy-five  pounds  of  air 
conditioning  and  will  contain  approximately  450  pounds  of 
F-12  refrigerant;  that  all  open  flames  in  the  kitchen  space 
are  hooded  and  mechanically  ventilated  to  the  roof ;  that 
the  only  objection  by  the  fire  commissioner  is  to  the  direct 
expansion  coils  in  the  air  stream  of  the  air  washer  on  the 
roof  in  the  stream  of  air  going  to  the  first  story  and  mezza¬ 
nine. 

Resolved,  that  the  decision  of  the  fire  commissioner,  dated 
November  26,  1940,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  the 
installation  shall  meet  the  requirements  of  the  proposed  Re¬ 
frigerating  Code  as  set  forth  in  local  law  now  under  con¬ 
sideration  by  the  City  Council,  Int.  No.  356,  and,  in  addi¬ 
tion,  that  all  ducts  leading  to  the  roof  from  the  first  story 
ceiling,  carrying  refrigerant  or  refrigerated  air,  shall  be  en¬ 
closed  with  fireproof  materials  consisting  of  terra  cotta  or 
gypsum  block  not  less  than  2  in.  in  thickness  continuously, 
in  addition  to  the  proposed  metal  lath  and  plaster ;  that 
dampers  shall  be  installed  in  such  ducts  between  the  first  and 
second  story  levels ;  that  there  shall  be  a  supplementary  air 
exhaust  system  maintained  throughout  the  first  story,  mez¬ 
zanine  and  cellar,  which  shall  be  in  operation  at  all  times, 
exhausting  to  the  roof  at  all  times  while  the  refrigerating 
system  is  in  operation ;  that  in  all  other  respects  the  in¬ 
stallation  shall  meet  all  the  requirements  therefor. 


1169-40- A. 

APPLICANT — Eugene  Schoen  and  Sons,  for  Ritcor  Realty 
Corporation,  owner  (Buitoni  Spaghetti,  Incor¬ 
porated,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 1562  Broadway,  east  side,  80 
ft.  6  in.  south  of  West  47th  street  (Block  No.  999, 
Lot  No.  64).  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Harry  Schoen. 

For  Administration:  Fred  Dahlem,  Department  of 


Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  Commissioner  Savage  .  1 

Negative:  Chairman  Murdock,  Commissioner 
Blum  and  Assistant  Chief  McCarthy  .  3 

THE  RESOLUTION— 

(1169-40- A) 


Whereas,  Eugene  Schoen  and  Sons,  for  Ritcor  Realty 
Corporation,  owner  (Buitoni  Spaghetti,  Incorporated,  les¬ 
see),  filed  December  12,  1940,  an  appeal  from  a  decision  of 
the  borough  superintendent  of  buildings ;  premises  1562 
Broadway,  east  side,  80  ft.  6  in.  south  of  West  47th  street 
(Block  No.  999,  Lot  No.  64),  Borough  of  Manhattan;  and* 
Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  an  amendment  to  Alteration  Application  No. 
3459-40,  dated  December  10,  1940,  reads: 

“9.  Revolving  sign  is  not  acceptable  as  same  is  not 
a  sign  at  right  aneles  to  the  face  of  the  wall,  contrary 
to  B  26-12.0,  Adm.  Code.  Also,  revolving  sign  is  an 
unlawful  projection,  not  being  listed  as  permissible  pro¬ 


jections  beyond  the  building  line  under  C  26-319.0,  Adm. 

Code.” 

and  .  . 

Whereas,  the  building  is  seven  stories  (69  ft.  8  in.)  in 
height,  20  ft.  by  80  ft.  in  area;  of  Class  1  construction; 
located  in  a  retail-1  use  district;  erected  in  1915.  and  occu¬ 
pied:  cellar,  machinery  room  and  storage;  first  story, 
restaurant,  60  persons;  mezzanine,  lockers,  toilets  and  of¬ 
fice;  third  to  seventh  stories,  vacant;  it  is  proposed  to  be 
occupied :  cellar,  machinery  room,  storage  and  locker  rooms ; 
first  story,  restaurant  and  bar,  58  persons;  mezzanine, 
toilets  and  office,  2  persons ;  third  to  seventh  stories,  vacant ; 
and 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
erect  a  truncated,  conical  steel  drum  sign,  constructed  of 
structural  angles,  channels  and  tees  and  having  a  gross 
weight  of  approximately  1,000  pounds;  that  the  maximum 
upper  diameter  of  the  sign  is  13  ft.  6  in.  and  will  be  splayed 
downward  in  cross  section  to  a  minimum  lower  diameter  of 
12  ft.;  that  the  total  height  of  the  sign  will  be  3  ft.  6  in.  at 
the  perimeter;  that  the  sign  is  an  existing  structure  unit, 
having  been  used  by  the  lessee  at  the  World’s  Fair;  that 
the  sign  is  a  circular  revolving  unit,  supported  on  a  center 
shaft  and  driven  by  a  low  speed  gear  directly  connected  to 
a  motor  housed  within  the  entire  assembly  advertising  the 
business  connected  on  the  premises;  that  the  proposed  sign 
will  project  a  maximum  of  6  ft.  beyond  the  building  line; 
that  the  lessee  has  a  ten-year  lease  and  will  be  subjected  to 
hardship  if  he  is  not  permitted  to  erect  the  sign  as  proposed 
as  the  frontage  of  his  building  is  hemmed  in  on  both  sides 
by  marquises  from  adjoining  buildings;  that  it  is  proposed 
to  enclose  the  portions  of  the  sign  beyond  the  building  line 
to  protect  them  from  excessive  wear  and  tear  occasioned  by 
exposure  to  the  weather ;  that  the  underside  of  the  sign  en¬ 
closure  will  be  fitted  with  a  trap  door  to  permit  access  for 
oiling. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  on  Objection  No.  9  of  amendment  to  Altera¬ 
tion  Application  No.  3459-40  be  and  it  hereby  is  affirmed 
and  that  the  appeal  be  and  it  hereby  is  denied. 


1187-40-A. 

APPLICANT — R.  L.  Troxell,  for  Swift  and  Company, 
owner  (United  Dressed  Beef  Company,  lessee). 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 406-414  East  44th  street,  south 
side,  149.67  ft.  east  of  First  avenue  (Block  No. 
1355,  Lot  No.  7),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  R.  L.  Troxell. 

For  Administration:  Fred  Dahlem,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief  Mc¬ 


Carthy  .  4 

Negative  .  0 


THE  RESOLUTION— 

(1187-40-A) 

Whereas,  R.  L.  Troxell,  for  Swift  and  Company,  owner 
(United  Dressed  Beef  Company,  lessee),  filed  December  17. 
1940,  an  appeal  from  a  decision  of  the  borough  superin¬ 
tendent  of  buildings;  premises  406-414  East  44th  street, 
south  side,  149.67  ft.  east  of  First  avenue  (Building  Nos. 
9,  10  and  11)  ;  (Block  No.  1355,  Lot  No.  7),  Borough  of 
Manhattan;  and 

Whereas,  the  decision  of  the  borough  superintendent  of 
buildings,  on  Alteration  Application  No.  3430-40,  dated  De¬ 
cember  13.  1940,  reads: 

“1.  Contrary  to  construct  a  frame  addition  to  a  build¬ 
ing  within  the  Fire  Limits,  as  established  4.1.1.  Build¬ 
ing  Code,  Sec.  26-246,  Adm.  Code. 
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2.  Contrary  to  increase  area  of  building  beyond  the 
tabular  limits,  as  per  4.2.3  Building  Code,  Sec.  26- 
256.0  Adm.  Code. 

Contrary  to  increase  height  of  building  beyond  tabular 
height.” 

and 

Whereas,  the  building  is  three  stories  and  basement  (57 
ft.)  in  height.  135  ft.  by  85.87  ft.  in  area;  of  Class  4  con¬ 
struction;  equipped  with  a  sprinkler  system;  located  in  an 
unrestricted  use  district ;  erected  in  1892,  and  occupied : 
cellar,  viscera  cleaning,  4  persons ;  first  story,  cooler  and 
engine  room.  4  persons ;  second  story,  cooler  and  shops,  16 
persons;  third  story,  coolers,  12  persons;  fourth  story,  dress¬ 
ing  rooms,  150  persons;  it  is  proposed  to  be  occupied: 
cellar,  equipment  washing,  2  persons ;  first  story,  cooler 
and  engine  room,  8  persons ;  second  story,  cooler  and  shops, 
16  persons ;  third  story,  beef  coolers  and  by  products,  24 
persons ;  fourth  story,  dressing  room,  400  persons ;  and 

Whereas,  the  applicant  contends  that  the  lessee  operates 
all  the  buildings  in  this  block ;  that  by  reason  of  the  opening 
of  43rd  street  through  to  First  avenue,  it  is  necessary  to 
rearrange  the  processing  facilities  in  the  block  and  that  the 
proposed  alterations  are  necessary  in  connection  with  such 
rearrangement ;  that  it  is  necessary  to  provide  a  new  dress¬ 
ing  room  for  employes,  and  it  is  in  relation  to  the  proposed 
new  dressing  room  that  the  objections  are  appealed  from; 
that  the  proposed  dressing  room  will  be  located  on  the  main 
roof  of  the  existing  buildings,  known  as  Nos.  9,  10  and  11 ; 
that  the  proposed  dressing  room  will  be  located  on  the  roof 
and  will  be  approximately  the  same  height  above  the  main 
roof  as  existing  dressing  room  occupying  a  portion  of  same; 
that  the  existing  building,  on  the  roof  of  which  it  is  pro¬ 
posed  to  erect  a  new  dressing  room,  has  stone  and  brick 
walls,  steel  and  cast  iron  columns  on  the  lower  stories  and 
heavy  timber  columns  in  the  upper  stories ;  that  portions  of 
the  lower  floors  are  reinforced  concrete  slabs  and  brick 
arches,  on  steel  beams,  and  the  balance  of  the  floors  and 
roof  are  not  less  than  2  in.  thick  wood  sheathing  on  wood 
joists  3  in.  or  more  wide,  on  heavy  wood  girders  12  in.  or 
more  wide ;  that  the  entire  building  is  sprinklered ;  that  the 
construction  of  the  proposed  dressing  room  will  be  of  brick 
walls  with  steel  sash  on  the  44th  street  front;  that  other 
exterior  walls  will  be  of  wood  studs  with  1  in.  wood  sheath¬ 
ing,  faced  with  asbestos  siding  on  the  exterior  and  cement 
plaster  over  metal  lath  on  the  interior ;  that  the  partitions 
will  be  of  wood  studs  with  cement  plaster  over  metal  lath 
on  both  sides ;  that  the  floor  will  be  of  asphalt  tile  on  1  in. 
thick  magnesite  fill  over  3  in.  tongue  and  groove  wood 
sheathing  over  10  in.  by  12  in.  wood  joists  on  heavy  wood 
girders  on  10  in.  by  10  in.  wood  columns  to  the  existing 
building  columns ;  that  the  roof  will  be  surfaced  with  ap¬ 
proved  gravel  surfaced  roofing  over  3  in.  tongue  and  groove 
wood  sheathing  on  8  in.  by  12  in.  wood  joists  and  heavy 
timber  girders  on  8  in,  by  8  in.  wood  columns ;  that  the 
existing  building  is  capable  of  carrying  the  existing  load ; 
that  the  addition  proposed  will  be  practically  the  same  height 
as  existing  roof  structures  and  will  add  less  than  10  per 
cent,  additional  area ;  that  the  type  of  construction  proposed 
is  more  fire-resistive  than  the  balance  of  the  building ;  that 
fireproof  construction  for  the  proposed  dressing  room  in  the 
location  shown  would  be  prohibitive  in  cost  and  interfere 
with  the  plant  operation  during  construction. 

Resolved,  that  the  decision  of  the  borough  superintendent 
of  buildings,  on  Alteration  Application  No.  3430-40,  Ob¬ 
jection  Nos.  1  and  2,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  the 
extension  shall  be  constructed  substantially  of  the  area  and 
height  as  shown  and  of  the  construction  as  proposed;  that 
the  sprinkler  system  shall  be  extended  into  such  space  and 
also  into  the  pipe  space  between  the  floor  of  the  proposed 
extension  and  the  ceiling  of  the  floor  below;  that  this  modi¬ 
fication  shall  be  continued  only  so  long  as  the  extension  is 
used  as  proposed  in  conjunction  with  the  occupancy  of  the 
building  as  a  whole  by  the  United  Dressed  Beef  Company 
or  their  successors  in  a  similar  line  of  business;  that  in  all 


other  respects  the  building  and  occupancy  shall  comply  with 
all  laws,  rules  and  regulations  applicable  thereto. 


3-40-A. 

APPLICANT — William  W.  Knowles,  for  Phelps  Dodge 
Refining  Company,  owner. 

SUBJECT — Application  for  consideration— reopening  and 
amendment — re  Appeal  from  a  decision  of  the  bor¬ 
ough  superintendent  of  buildings. 

PREMISES  AFFECTED— 47-58  57th  avenue  (formerly 
known  as  47-14  56th  drive),  south  side.  97.98  ft. 
east  of  47th  street  (Block  No.  2554,  Lot  No.  50), 
Laurel  Hill,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  William  W.  Knowles  and  John  G. 
Hotchkiss. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock  and  Commis¬ 


sioners  Savage  and  Blum  .  3 

Negative  .  O' 

Absent:  Assistant  Chief  McCarthy  .  1 

THE  RESOLUTION— 

(3-40-A) 


Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent  of  buildings,  affecting  premises  47  14  56th 
drive,  south  side,  97.98  ft.  east  of  47th  street  (Block  No. 
2554,  Lot  No.  50).  Laurel  Hill,  Borough  of  Queens,  was 
granted  by  the  Board  January  9,  1940,  on  certain  conditions, 
and  the  owner  requested  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  January  9,  1940,  so 
that  as  amended  the  resolution  shall  read : 

“ Resolved ,  that  the  decision  of  the  borough.  super¬ 
intendent  of  buildings,  on  New  Building  Application  No. 
10199-39,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted,  as  to  Objection  No.  1.  an 
condition  that  the  building  shall  not  be  increased  in 
height  or  area ;  that  the  use  shall  be  as  proposed ;  that 
the  fire  protection  shall  be  as  set  forth  and  maintained 
to  the  satisfaction  of  the  fire  commissioner,  and  granted 
only  so  long  as  this  building  is  used  as  an  adiunct  to 
the  factory  buildings  of  the  Phelps  Dodge  Refining 
Company  or  their  successors,  located  on  the  same  prem¬ 
ises  ;  that  in  all  other  resnects  the  building  and  occu¬ 
pancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto. 

Resolved  further,  that  in  the  event  the  o7(mer  desires 
to  extend  the  building,  of  similar  construction  as  here¬ 
tofore  permitted  and  as  passed  on  by  the  borouah  super¬ 
intendent  of  buildings  under  Alteration  Application  V o. 
2888,  Objection  No.  1,  such  extension  may  be  permitted 
as  indicated  on  plans  received  December  10.  1940.  on 
condition  that  the  entire  extension  is  constructed  through- 
out  of  steel,  includina  the  roof  decking,  which  shall  he 
of  steel  of  an  approved  design.” 


956-40-A. 

APPLICANT — Eggers  and  Higgins,  for  The  F.  and  M. 
Schaefer  Brewing  Companv.  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  as  to  additional  story — 
re  Anneal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED — 448-456  Kent  avenue,  northwest 
corner  of  South  10th  street  (Block  No.  2143,  Lot 
No.  1).  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  O.  L.  Warady. 
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ACTION  OF  BOARD — Appeal  reopened  and  resolution 
Htricndcd 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock  and  Commis¬ 


sioners  Savage  and  Blum  .  3 

Negative  .  0 

.Absent:  Assistant  Chief  McCarthy  .  1 

THE  RESOLUTION— 

(956-40- A) 


Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent  of  buildings,  affecting  premises  448-456  Kent 
avenue,  northwest  corner  of  South  10th  street  (Block  No. 
2143,  Lot  No.  1),  Borough  of  Brooklyn,  was  granted  by 
the  Board  October  29,  1940,  on  certain  conditions,  the  reso¬ 
lution  amended  November  6,  1940,  and  the  applicant  re¬ 
quested  a  further  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  October  29,  1940, 
as  amended  by  resolution  adopted  November  6,  1940,  by  add¬ 
ing  thereto: 

“that  in  the  event  the  owner  desires  to  extend  the 
building  as  hereinbefore  proposed  by  the  addition  of  one 
story  to  be  occupied  for  laboratory  purposes  and  as  in¬ 
dicated  on  application  filed  with  the  borough  superin¬ 
tendent  of  buildings  under  Alteration  Application  No. 
2114-40,  such  extension  may  be  permitted,  provided  the 
extension  is  constructed  throughout  of  incombustible 
materials;  that  the  standpipe  equipment  shall  be  made 
available  as  provided  for  the  lower  floors ;  that  an  ad¬ 
ditional  means  of  exit  shall  be  provided  to  the  roof  of 
the  adjoining  building  and  that  a  wet  or  dry  sprinkler 
system  shall  be  maintained  throughout  the  floor  sup¬ 
plied  by  water  by  means  of  two  (2)  approved  automatic 
pumps,  cross-connected,  one  with  a  capacity  of  250  gal¬ 
lons  and  one  with  a  capacity  of  500  gallons.” 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 

221-34-SA. 

APPLICANT — H.  A.  Nash,  for  Ohio  Pattern  Works  and 
Foundry  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment — re  Metropolitan  Curb  Fill  Box — re  use 
for  fuel  oil  in  addition  to  gasoline. 

APPEARANCES— 

For  Applicant:  W.  A.  Monroe. 

ACTION  OF  BOARD — Application  reopened  for  test  and 
report. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock  and  Commis¬ 


sioners  Savage  and  Blum  .  3 

Negative  . . .  0 

Absent:  Assistant  Chief  McCarthy  .  1 


662-39-SA. 

APPLICANT — Carrier  Corporation,  owner. 

SUBJECT — Carrier  Kroy  Unit  Heater,  Types  46E,  46P, 
46Q  and  46R,  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  Tp  APPROVE— 

Affirmative:  Chairman  Murdock  and  Commis¬ 


sioners  Savage  and  Blum  .  3 

Negative  .  0 

Absent:  Assistant  Chief  McCarthy  .  1 

THE  RESOLUTION— 

(662-39-SA) 


Whereas,  Carrier  Corporation,  owner,  filed  May  22,  1939. 
an  application  with  the  Board  of  Standards  and  Appeals 


for  approval  of  the  appliance  known  as  the  Carrier  Kroy 
Unit  Heater,  Types  46E,  46P,  46Q  and  46R;  and 
Whereas,  this  appliance  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 


REPORT  OF  COMMITTEE  ON  TESTS. 


December  16.  1940. 


and 


Re:  Cal.  No.  662-39-SA. 

Subject:  Carrier  Kroy  Unit  Heaters,  Types  46E,  46P, 
46Q  and  46R,  approval  of. 

The  Carrier  Corporation  filed  May  22,  1939,  an  ap¬ 
plication  with  the  Board  of  Standards  and  Appeals  for 
approval  of  the  Carrier  Kroy  Unit  Heater,  Types  46E, 
46P,  46Q  and  46R.  under  the  provisions  of  C26-191.0 
(2.2.3)  of  the  Administrative  Building  Code.  These 
units  consist  of  a  coil  constructed  of  copper  Aerofin 
tubing  with  supply  and  return  headers  on  one  side  of 
the  unit  which  are  supplied  with  steam  or  hot  water 
from  an  outside  source.  This  return  bend  is  so  con¬ 
structed  as  to  eliminate  expansion  and  contracting 
strains.  The  coil  is  enclosed  in  a  casing  having  adjust¬ 
able  louvres  for  directional  regulation  of  air  flow.  The 
disc  fan  is  mounted  on  the  motor  shaft.  The  motors 
are  of  the  fully  enclosed  type  and  are  mounted  on  the 
rear  of  the  units  by  tubular  arm  brackets.  The  sizes  in 
these  models  cover  ranges  in  capacity  from  18,000  B.t.u. 
at  400  c.f.m.  to  475,000  B.t.u.  at  5,200  c.f.m. 

The  motors  are  single  speed:  110  volts  and  220  volts 
single  phase;  220  volts,  440  volts  and  550  volts  2  or  3 
phase;  115  volts  and  230  volts  D.C.  Two  speed:  110/220 
volts  single  phase.  Multi-speed:  110/220  volts  single 
phase  115  volts  and  230  volts  D.C. 

Note:  Size  46E-122  furnished  in  single  speed  and 
three-speed  only. 

The  Types  46P,  46Q  and  46R  Carrier  heat  diffusing 
are  used  for  heating  and  ventilating  large,  open  rooms 
such  as  are  found  in  factories,  warehouses,  hangars, 
garages,  and  similar  buildings. 

The  46P  is  a  suspended  unit  which  can  be  suspended 
vertically  in  either  upright  or  inverted  positions.  The 
46Q  is  a  floor  mounted  unit.  The  46R  is  also  a  sus¬ 
pended  type  unit  but  is  suspended  in  the  horizontal 
position 

These  units  employ  a  thermadjust  control  which  uses 
by-pass  dampers  to  regulate  the  volume  of  heated  and 
by-passed  air  for  the  purpose  of  controlling  the  heat 
output  of  the  unit  to  balance  exactly  the  heating  re¬ 
quirements.  This  feature  provides  for  continuous  oper¬ 
ation  of  the  fans  to  maintain  constant  air  circulation  and 
uniform  temperature  conditions  throughout  the  heated 
space. 

Steam  or  other  heating  is  supplied  to  these  cabinets 
from  an  outside  source.  These  units  were  inspected  and 
tested  by  a  committee  of  the  Board  at  the  plant  of  the 
applicant  at  Syracuse,  New  York. 

On  the  basis  of  this  inspection  and  tests,  the  Com¬ 
mittee  recommends  that  the  Carrier  Kroy  Unit  Heater, 
Types  46E,  46P,  46Q  and  46R,  be  approved  for  volun¬ 
tary  use  in  New  York  City,  provided  that  the  unit  be 
manufactured  and  installed  in  accordance  with  this  re¬ 
port  and  each  installation  be  labeled  reading  as  follows: 
“Approved  by  the  Board  of  Standards  and  Appeals  for 
voluntary  use  in  New  York  City  under  Cal.  No.  662- 
39-SA.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM, 

Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Testa. 


Whereas,  this  report  recommended  the  approval  of  thb 
appliance. 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Carrier  Kroy 
Unit  Heater,  Types  46E,  46P,  46Q  and  46R,  on  condition 
that  the  appliance  be  manufactured,  installed,  labeled, 
stamped  or  tagged  in  accordance  with  the  above  report. 


1137-40-SA. 

APPLICANT — Caloroil  Burner  Corporation,  owner. 

SUBJECT — Silent  Glow  and  Midwest  Heavy  Oil  Oil 
Burners,  Models  211H,  311H  and  114H,  also  known 
as  the  Caloroil  Heavy  Oil  Oil  Burners,  Models 
HR-4H,  HR-5H  and  HR-6H.  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock  and  Commis¬ 


sioners  Savage  and  Blum  .  3 

Negative  .  0 

Absent:  Assistant  Chief  McCarthy  .  1 

THE  RESOLUTION— 

(1137-40-SA) 


Whereas.  Caloroil  Burner  Corporation,  owner,  filed  De¬ 
cember  2,  1940,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  appliance  known  as  the 
Silent  Glow'  and  Midwest  Heavy  Oil  Oil  Burners,  Models 
21 1H,  31 1H  and  114H,  also  known  as  the  Caloroil  Heavy 
Oil  Oil  Burner,  Models  HR-4H,  HR-5H  and  HR-6H; 
and 

Whereas,  this  appliance  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 


REPORT  OF  COMMITTEE  ON  TESTS. 

December  16,  1940. 

Re:  Cal.  No.  1137-40-SA. 

Subject:  Silent  Glow  and  Midwest  Heavy  Oil  Oil 
Burners.  Models  211H,  311H  and  114H,  also  known  as 
the  Caloroil  Heavy  Oil  Oil  Burner,  Models  HR-4H, 
HR-5H  and  HR-6H,  approval  of. 

The  Caloroil  Burner  Corporation,  of  Hartford,  Con¬ 
necticut,  filed  December  2,  1940,  an  application  with  the 
Board  of  Standards  and  Appeals  for  approval  of  the 
Silent  Glow  and  Midwest  Heavy  Oil  Oil  Burners, 
Models  21 1H,  31 1H  and  114H,  also  known  as  the  Calor¬ 
oil  Heavy  Oil  Oil  Burner,  Models  HR-4H,  HR-5H 
and  HR-6H,  under  the  provisions  of  09-57,  Adminis¬ 
trative  Code,  and  the  Oil  Burner  Rules  of  the  Board 
of  Standards  and  Appeals.  These  are  mechanicaj  draft 
oil  burners  suitable  for  installation  in  steam  or  hot 
water  boilers  and  are  similar  to  the  burners  previously 
approved  by  the  Board  under  Cal.  No.  327-31-SA  for 
fuel  oil  not  heavier  than  No.  5,  except  that  there  has 
been  provided  a  Wells  Electric  Preheater  5,000  watts 
one  horsepower  motor  so  that  the  burners  may  be  oper¬ 
ated  with  No.  6  oil.  Ignition  is  electric  and  expanding 
gas. 

All  models  are  floor  mounted  so  that  there  is  no 
strain  on  the  boiler  front  or  direct  contact  with  the 
boiler  in  any  way.  They  may  be  pulled  back  from  the 
boiler  adaptor  on  a  shut-down  period  or  for  cleaning  the 
atomizer,  but  while  under  fire  are  locked  in  place  by 
the  use  of  a  covered  slide  which  is  cemented  in  the 
concrete  behind  the  burner.  The  rear  leg  fits  in  this 
slide  while  those  in  front  operate  on  rollers. 

Each  fully  automatic  burner  is  equipped  with  two 
electric  oil  valves,  one  to  regulate  the  low  fire  and  the 
other  controlling  the  high  fire.  When  the  thermostat 
calls  for  heat,  the  ignition  and  low  fire  valve  open  with 
the  motor  and  a  small  amount  of  oil  is  ignited  in  the 


combustion  chamber ;  then  the  high  fire  valve  is  brought 
in  when  the  combustion  control  makes  its  cycle. 

A  relief  valve  is  used  to  regulate  the  oil  pressure 
which  assures  uniform  feed  to  the  atomizer  at  all  times. 

A  brass  atomizer  cup  is  employed,  which  is  machined 
to  a  perfect  balance  and  secured  to  the  burner  shaft 
with  a  right-hand  threaded  atomizer  flange.  Oil  com¬ 
ing  from  the  jet  tube  drops  on  the  inner  surface  of  the 
revolving  atomizer  cup,  from  which  it  is  discharged  at 
a  high  velocity  by  centrifugal  force  which  breaks  the 
oil  particles  into  a  fine  spray  or  mist,  and  in  this  form 
is  mixed  with  primary  air  delivered  through  and  around 
the  atomizer  cup. 

Primary  air  is  supplied  by  an  aluminum  fan.  dynam¬ 
ically  balanced  on  the  burner  shaft  within  the  housing 
and  secured  by  a  “Woodruff”  key  and  two  locknuts. 

The  burner  shaft  is  supported  by  two  ball  bearings, 
one  in  the  front  housing  ahead  of  the  fan  and  the  other 
between  the  fan  and  pump  gear  housing. 

The  oil  pump  is  attached  to  the  rear  burner  housing 
and  driven  at  a  reduced  speed  through  a  gear  reduction 
composed  of  a  steel  worm  on  the  burner  shaft  and  a 
fiber  idler  gear,  both  of  which  are  enclosed  in  the  burner 
housing. 

Filters  employed  are  of  the  disc  type,  one  being 
mounted  at  the  factory  between  the  pump  and  electric 
oil  valves  while  the  second  is  shipped  with  the  burner 
and  should  be  mounted  in  the  suction  line  ahead  of  the 
pump  at  the  time  of  installation. 

The  controls  consist  of  M.  H.  Protecto-stat  R232, 
Protecto-relay  R132. 

The  burners  have  been  approved  by  the  Under¬ 
writers’  Laboratories,  File  MP445,  MP567  and  MP684. 

The  models  differ  only  as  to  steam  capacity,  211H 
and  HR-4H  being  4,000  ft.  steam  radiation,  31 1H  and 
HR-5H  being  7,000  ft.  steam  radiation,  and  114H  and 
HR-6H  being  20,000  ft.  steam  radiation.  The  burners 
were  inspected  by  the  committee  of  the  Board  and  found 
to  operate  without  undue  carbon  deposits  and  puff  backs. 
Controls  operated  to  shut  down  machine  in  ninety 
seconds  following  flame  extinguishment. 

It  is  recommended  that  the  Silent  Glow  and  Midwest 
Heavy  Oil  Oil  Burners,  Models  21 1H,  31 1H  and  114H, 
also  known  as  Caloroil  Heavy  Oil  Oil  Burner,  Models 
HR-4H,  HR-5H  and  HR-6H,  be  approved  for  use  in 
domestic,  commercial  and  industrial  installations  with 
fuel  oil  not  heavier  than  No.  6  U.  S.  Department  _  of 
Commerce  standards,  with  preheater,  on  condition 
that  the  burners  be  installed  in  accordance  with  the  Oil 
Burner  Rules  of  the  Board  of  Standards  and  Appeals 
and  the  report.  That  the  operator  of  the  burner  have 
a  certificate  of  fitness  issued  by  the  fire  commissioner 
and  that  the  burner  have  label  permanently  affixed 
reading:  “Approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  under  Cal.  No. 
1137-40-SA.”  The  operator  of  the  burner  must  have  a 
certificate  of  fitness. 


and 


(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM, 

Commissioner. 
LESLIE  V.  HUBER,  _ 

Chief  Engineer. 
Committee  on  Tests. 


Whereas,  this  report  recommended  the  approval  of  this 
appliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Silent  Glow  and 
Midwest  Heavy  Oil  Oil  Burners,  Models  21 1H,  31 1H  and 
114H,  also  known  as  the  Caloroil  Heavy  Oil  Oil  Burner, 
Models  HR-4H,  HR-5H  and  HR-6H,  on  condition  that  the 
appliance  be  manufactured,  installed,  labeled,  stamped  or 
tagged  in  accordance  with  the  above  report. 
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MATERIALS  SUBMITTED  FOR  APPROVAL. 
131-39-SM. 

APPLICANT — Johns-Manville  Sales  Corporation,  for 
Pittsburgh  Steel  Company,  owner. 

SUBJECT— Johns-Manville  Steeltex  for  Plaster,  approval 

of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  for  approval  with¬ 
drawn  on  written  request. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock  and  Commis¬ 


sioners  Savage  and  Blum  .  3 

Negative  .  0 

Absent:  Assistant  Chief  McCarthy  .  1 


69-39-SM. 

APPLICANT — Multi-Seal  Sales  Company,  for  Charles  J. 
Bitowf,  owner. 

SUBJECT — Multi-Seal  Ductile  Rivets,  All  Steel  Mechan¬ 
ical  Rivets,  All  Steel  Speed  Rivets  and  Multi-Seal 
Pipe  Connector,  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  for  approval  dismissed 
for  lack  of  prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Murdock  and  Commis¬ 


sioners  Savage  and  Blum  .  3 

Negative  .  0 

Absent:  Assistant  Chief  McCarthy .  1 


THE  RESOLUTION— 

(69-39-SM) 

Whereas,  Multi-Seal  Sales  Company,  for  Charles  J. 
Bitowf,  owner,  filed  January  18,  1939,  an  application  with 
the  Board  of  Standards  and  Appeals  for  approval  of  the 
material  known  as  Multi- Seal  Ductile  Rivets,  All  Steel 
Mechanical  Rivets.  All  Steel  Speed  Rivets  and  Multi-Seal 
Pipe  Connector;  and 

.  Whereas,  the  applicant  failed  to  prosecute  the  applica¬ 
tion  for  approval  although  duly  notified  to  do  so. 

Resolved,  that  the  application  for  approval  be  and  it  hereby 
is  dismissed  for  lack  of  prosecution. 


108-39-SM. 

APPLICANT— Eddystone  Portland  Puzzolan  Cement  Com¬ 
pany,  owner. 

SUBJECT— Eddystone  Portland-Puzzolan  Cement,  approval 
of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  for  approval  dismissed 
for  lack  of  prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Murdock  and  Commis¬ 


sioners  Savage  and  Blum  .  3 

Negative  .  0 

Absent:  Assistant  Chief  McCarthy  .  1 

THE  RESOLUTION— 

(108-39-SM) 


Whereas,  Eddystone  Portland  Puzzolan  Cement  Com¬ 
pany,  owner,  filed  January  27,  1939,  an  application  with 
the  Board  of  Standards  and  Appeals  for  approval  of  the 
material  known  as  Eddystone  Portland  Puzzolan  Cement; 
and 

Whereas,  the  applicant  failed  to  prosecute  the  application 
for  approval  although  duly  notified  to  do  so. 

Resolved,  that  the  application  for  approval  be  and  it  hereby 
is  dismissed  for  lack  of  prosecution. 


195-39-SM. 

APPLICANT — Cities  Service  Oil  Company,  owner. 

SUBJECT — “Montezuma”  Coating  Asphalt.  Saturating 
Asphalt  and  Built-Up  Roofing  Asphalts,  approval 
of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  for  approval  dismissed 
for  lack  of  prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Murdock  and  Commis¬ 


sioners  Savage  and  Blum  .  3 

Negative  .  o 

Absent :  Assistant  Chief  McCarthy  .  1 

THE  RESOLUTION  — 

(195-39-SM) 


Whereas,  Cities  Service  Oil  Company,  owner,  filed  Feb¬ 
ruary  20,  1939,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  material  know  nas  “Monte¬ 
zuma”  Coating  Asphalt,  Saturating  Asphalt  and  Built-Up 
Roofing  Asphalt ;  and 

Whereas,  the  applicant  failed  to  prosecute  the  application 
for  approval  although  duly  notified  to  do  so. 

Resolved,  that  the  application  for  approval  be  and  it  hereby 
is  dismissed  for  lack  of  prosecution. 


487-39-SM. 

APPLICANT — Flexement  Products  Company,  for  C.  F. 
Mauer,  owner. 

SUBJECT — Flexement  Products,  approval  of. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BARD — Application  for  approval  dismissed 
for  lack  of  prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Murdock  and  Commis¬ 


sioners  Savage  and  Blum  .  3 

Negative  .  o 

Absent:  Assistant  Chief  McCarthy  .  1 

THE  RESOLUTION— 

(487-39-SM) 


Whereas,  Flexement  Products  Company,  for  C.  F. 
Mauer,  owner,  filed  April  18,  1939,  an  application  with  the 
Board  of  Standards  and  Appeals  for  approval  of  the  mate¬ 
rial  known  as  Flexement  Products ;  and 
Whereas,  the  applicant  failed  to  prosecute  the  application 
for  approval  although  duly  notified  to  do  so. 

Resolved,  that  the  application  for  approval  be  and  it  hereby 
is  dismissed  for  lack  of  prosecution. 


744-39-SM. 

APPLICANT — Herman  Rodstein,  for  Vac-O-Vent  Com¬ 
pany,  owner. 

SUBJECT — Vac-O-Vent  Ballcock,  Model  A,  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  for  approval  dismissed 
for  lack  of  prosecution. 

THE  VOTE  T9  DISMISS— 

Affirmative:  Chairman  Murdock  and  Commis¬ 


sioners  Savage  and  Blum  .  3 

Negative  .  0 

Absent:  Assistant  Chief  McCarthy  .  1 

THE  RESOLUTION— 

(744-39-SM) 


Whereas.  Herman  Rodstein,  for  Vac-O-Vent  Company, 
owner,  filed  June  6,  1939,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  material  known 
as  Vac-O-Vent  Ballcock,  Model  A ;  and 
Whereas,  the  applicant  failed  to  prosecute  the  application 
for  approval  although  duly  notified  to  do  so. 
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Resolved,  that  the  application  for  approval  be  and  it  hereby 
is  dismissed  for  lack  of  prosecution. 


1275-39-SM. 

APPLICANT— Master  Builders  Company,  owner. 
SUBJECT— Master  Builders  Pozzolith  (hardener  and 

waterproofer  for  concrete  floors),  approval  of. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE — 

Affirmative :  Chairman  Murdock  and  Commis¬ 
sioners  Savage  and  Blum  .  3 

Negative  .  0 

Absent:  Assistant  Chief  McCarthy  .  1 

THE  RESOLUTION  — 

(1275-39-SM) 

Whereas,  Master  Builders  Company,  owner,  filed  Octo¬ 
ber  16,  1939.  an  application  with  the  Board  of  Standards  and 
Appeals  for  approval  of  the  material  known  as  Master 
Builders  Pozzolith ;  and 

Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

December  11,  1940. 

Re:  Cal.  No.  1275-39-SM. 

Subject:  Master  Builders  Pozzolith,  approval  of. 

Master  Builders  Company,  of  New  York  City,  New 
York,  filed  October  16,  1939,  an  application  with  the 
Board  of  Standards  and  Appeals  for  approval  of  its 
material  known  as  Pozzolith,  under  the  requirements 
of  section  C26-178.0,b  (2.1.2.5,b)  of  the  Administrative 

Building  Code.  .  ... 

Pozzolith,  a  combination  of  a  ferric  alumino  silicate 
and  a  cement  plasticizing  agent,  is  a  dry-powdered  com- 
pound  designed  to  increase  the  strength,  reduce  the 
permeability,  increase  the  resistance  to  freezing  and 
thawing  and  reduce  the  water  content  in  concrete  in 
which  it  is  used.  The  normal  proportion  of  Pozzolith 
for  use  in  concrete  mixers  is  two  one-pound  bags 
per  bag  of  cement.  In  concentrated  form  one  pound 
to  the  bag  suffices. 

The  following  tests  were  conducted  on  concrete  mixes 
in  which  Pozzolith  was  used: 

Report  dated  May  4,  1938. 

THE  THOMPSON  &  LICHTNER  CO.,  Inc. 
Boston,  Mass. 

Permeability  Test  Under  40”  Water  Pressure  for 
45  Hours 


MIX  A 

MIX  B 
1—2.2— 3.8 

1—2.2— 3.8 

W/C-0.695 

W/C-0.839 

Pozzolith 

Untreated 

2  lb.  sack 

Slump  2" 

Slump  2" 

30.31 

24.44 

0.675 

0.543 

1.000 

0.805 

Average  total  flow  into 
specimen — C.C.  per  hour 

Average  flow  for  entire 
period — C.C.  per  hour  . . 

Relative  rate  . .  •  .  00  „ 

Approximate  Density  at  28  Days 

Weights  per  cu.  ft. — aver¬ 
age  of  six  cylinders— 
tested  for  permeability..  #  148.1  ms. 

28  Day  Compressive  Strength 

Average  of  three  6  in.  x 
12  in.  specimens  .  1Di: 

Average  Weights  Per  Cu.  ht. 

Three  6  in.  x  12  in .  145.3  lbs. 


143.9  lbs. 

4,320  lbs. 
145.8  lb  -. 


Treezing  aiul  Thawing  lest  on  ordinary  and  I  ozzolith 
Concrete— Lehigh  U niversity 

The  nominal  mix  for  the  concrete  used  in  this  study 
was  1.0  part  cement,  3.6  parts  sand  and  5.4  parts  aggre¬ 
gates  by  weight.  Three  actual  mixes  based  upon  the 
nominal  mix  were  designed  to  study  the  effect  of 
Pozzolith  admixture  The  specimens  in  Group  IV  were 
made  without  any  admixture.  Group  V  was  made  by 
adding  two  pounds  of  Pozzolith  admixture  to  the  mix 
and  using  15  per  cent,  less  water  than  Group  IV.  I  wo 
pounds  of  Pozzolith  per  sack  of  cement  were  added  to 
Group  VI  in  addition  to  20  per  cent,  more  aggregate. 

The  actual  mixes  for  each  group  were  as  follows: 


GROUP  IV 


niii;  i&uiiiim 


Cement 
Water 
Sand 
H  in. 
Aggregate 

Ya  in. 

Aggregate 


Pounds 

6.50 

6.59 

23.40 


GROUP  V 
15%  less  water 
than  GROUP 
IV.  Pozzolith 
added — 2  lb.  per 
sack  of  cement. 

Pounds 

6.50 
5.60 
23.40 


GROUP  VI 
20%  more  aggre¬ 
gate.  Pozzolith 
added — 2  lb.  per 
sack  of  cement. 


14.00 

21.10 


Slump — 1  V\  in. 


Cement 
Water 
Sand 
H  in. 
Aggregate 
Ya  in. 
Aggregate 
Slump — 1  in. 


14.00 

21.10 


Cement 
Water 
Sand 
Ys  in. 
Aggregate 
Ya  in. 

Aggregate 
Slump — Ya  in 


Pounds 

6.50 

6.59 

28.10 


16.80 

25.30 


Five  3  in.  x  6  in.  concrete  cylinders  were  made  of  the 
three  mixes.  After  seven  days  of  moist  curing,  the 
concrete  specimens  were  placed  in  water  and  subjected 
to  the  freezing  and  thawing  cycles.  The  weights  of  the 
specimens  were  checked  at  various  intervals  and  at  the 
end  of  150  cycles  the  tests  on  Groups  IV,  V  and  V  I 
were  discontinued. 

TEST  RESULTS 

The  average  weight  in  grams  of  the  five .  specimens 
in  each  group  at  each  inspection  are  presented  in  Table  1. 


No.  of 
cycles 

Group  IV 

Group  V 
weight  in 
grams 

Group  VI 

1 

1623 

1613 

1606 

11 

1634 

1623 

1617 

18 

1634 

1625 

1619 

24 

1635 

1628 

1620 

27 

1629 

1626 

1617 

30 

1623 

1624 

1614 

34 

1615 

1631 

1619 

40 

1572 

1627 

1612 

50 

1436 

1611 

1526 

60 

1357 

1605 

1503 

75 

1294 

1593 

1415 

90 

1132 

1570 

1283 

100 

1034 

1556 

1199 

110 

881 

1524 

1150 

125 

667 

1495 

1121 

140 

500 

1472 

1094 

150 

437 

1453 

1059 

Tests  were 

also  made  by 

the  R.  W. 

Hunt  Company 

Report  NO.  OV/A  to  ascertain  me  ^  . 

lith  with  regular  and  high  early  strength  Portland 
cement  on  the  per  cent,  of  water  required,  slump  and 
strength  with  results  summarized  as  follows: 
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Compressive  Strength 
Lbs.  Per  Sq.  In. 


U 

<L> 

.H 

IS 

c 

Mix 

Pints  W 

Pozzolit! 
in  ounce 

G 

E 

J3 

c n 

1  day 

2  days 

7  days 

*1 

5.7  0 

2V& 

163 

504 

1826 

*2 

4.625  4.8 

3  (plus) 

167 

761 

2304 

Pozzolith  mix 

has 

19%  lessSame  Slump 

Plus  40% 

Plus  26% 

water. 

— Greater  Strength — • 

§3 

5.5  0 

21/3 

862 

1613 

2890 

§4 

4.880  5 

2  2/3 

1161 

2301 

3581 

Pozzolith  mix 

has 

11  (plus) 

14%  more 

37}4%  42.6% 

23.9% 

% 

less  water. 

slump 

Greater  Strength - 

*  Standard  Cement. 

§  High  Early  Strength  Cement. 


On  the  basis  of  the  foregoing  data  and  an  examination 
of  additional  data  filed  with  the  application,  together 
with  test  reports  from  the  Division  of  Analyzing  and 
Testing,  President  of  the  Borough  of  Queens,  all  of 
which  indicate  that  concrete  in  which  Pozzolith  is  used 
attain  the  required  strengths,  the  Committee  recom¬ 
mends  the  approval  of  Pozzolith  as  an  admixture  to  ap¬ 
proved  cements  in  quantities  not  in  excess  of  1  per  cent, 
for  permissive  use  under  the  provisions  of  section  C26- 
178.0, b  (2.1.2.5,b)  of  the  Administrative,  Building  Code, 
and,  further,  provided  that  plans  filed  in  the  Depart¬ 
ment  of  Housing  and  Buildings  shall  be  so  stamped. 

It  is  further  recommended  that  the  containers  in  which 
Pozzolith  is  marketed  be  labeled  or  marked  “Approved 
by  the  Board  of  Standards  and  Appeals  under  Cal.  No. 
1275-39-SM”  and  that  such  containers  be  proportioned 
in  individual  bags  with  contents  based  on  adding  not 
more  than  1  per  cent,  by  weight  for  each  bag  of  ninety- 
four  pounds  of  cement. 


and 


(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM, 

Commissioner. 
LESLIE  V.  HUBER. 

Chief  Engineer. 
Committee  on  Tests. 


Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Master  Builders 
Pozzolith,  on  condition  that  the  material  be  manufactured, 
installed,  labeled,  stamped  or  tagged  in  accordance  with  the 
above  report. 


175-40-SM. 

APPLICANT — Juniper  Elbow  Company,  Incorporated, 
owner. 

SUBJECT — “Everbrite”  Stainless  Steel  Flue  Pipe,  ap¬ 
proval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  _  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock  and  Commis¬ 


sioners  Savage  and  Blum  .  3 

Negative  .  0 

Absent:  Assistant  Chief  McCarthy  .  1 

THE  RESOLUTION— 


(175-40-SM) 

Whereas,  Juniper  Elbow  Company,  Incorporated,  owner, 
filed  February  14,  1940,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  material  known 
as  “Everbrite”  Stainless  Steel  Flue  Pipe ;  and 
Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

December  11,  1940. 

Re:  Cal.  No.  175-40-SM. 

Subject:  “Everbrite”  Stainless  Steel  Flue  Pipe,  approval 

of. 

The  Juniper  Elbow  Company,  Incorporated,  of  Mas- 
peth,  New  York,  filed  February  14,  1940,  an  application 
for  the  approval  of  the  “Everbrite”  Stainless  Steel  Flue 
Pipe  for  use  of  venting  gas  or  other  fuel-fired  appliances 
to  a  legal  chimney  for  uses  as  specifically  provided  for 
in  article  12  of  the  Administrative  Building  Code,  titled 
“Heating  Appliances,  Combustion  and  Chimneys.” 

“Everbrite”  flue  pipes  are  manufactured  by  the  ap¬ 
plicant  from  a  stainless  steel  alloy  known  as  18-8  chrome 
nickel  steel  with  an  analysis  as  follows : 


Chromium  . 

Nickel  . 

Silicon  . 

Manganese  . 

Phosphorus  . 

Sulphur  . 

Carbon  . 

Iron  . 

The  stock  is  put  into  rolls  and  fabricated  to  the  proper 
diameter  and  the  ends  are  secured  by  an  interlocked 
seam  so  as  to  provide  a  rigid  connection.  Elbows  are 
manufactured  similarly  except  that  instead  of  the  inter¬ 
locked  seam,  rivets  are  used  to  secure  the  edges  of  the 
stock.  Each  elbow  consists  of  several  parts  so  designed 
that  each  segment  is  seated  and  held  in  a  groove  ar¬ 
ranged  to  mate  with  the  adjoining  section.  In  this  type 
of  connection,  which  appears  to  be  reasonably  tight,  the 
elbow  can  be  so  turned  as  to  fit  any  elbow  condition  that 
may  arise  in  the  field.  Additional  fastening  between 
units  is  obtained  by  means  of  securing  with  sheet  metal 
screws.  An  examination  of  samples  submitted  and  a 
job  installation  indicate  good  workmanship  and  suitabil¬ 
ity  to  the  use  intended. 

Reports  of  the  American  Gas  Association,  titled  “Or¬ 
ganic  Sulphur”  (1939),  filed  herewith,  of  the  commit¬ 
tee  investigating  the  corrosive  effects  of  sulphur  in  the 
flues  of  gas-fired  appliances  in  a  paper  by  L.  Schnidman 
and  J.  S.  Yeaw,  give  losses  of  various  metal  due  to 
corrosion  effects  of  flue  gases  as  follows: 


AVERAGE  CORROSION  DATA 


Fuel  Gas  Burned . 

a 

b 

c 

d 

Gr. 

S/100  Cu.  Ft.  Fuel  . 

.  0.0 

0.4 

9.0 

330 

Test 

Piece 

No. 

Type  of  Metal 

Loss  Lbs. /1, 000  Sq  Ft./Year 

12 

Commercial  Lead  . 

....  7 

6 

44 

28 

11 

Black  Iron  . 

....41  : 

115 

834 

619 

9 

Commercial  Zinc  . . 

....  2 

3 

62 

461 

2 

Chrom-Nickel  Stainless 

Steel  . 

0.03 

o.oe 

i  0.10 

1 

Chromium  Steel  . . 

....  0.00 

0.19 

70 

471 

5 

Aluminum  . 

....  0.13 

0.19 

22 

250 

4 

Al-Mg  Alloy  . . . . 

....  0.19 

0.22 

22 

296 

3 

Al-Cu  Alloy,  A1  coated  - 

84 

280 

6 

Silicon  Bronze  . . . . 

....  9 

12 

136 

1314 

8 

Si-Mn  Bronze  . 

137 

1330 

7 

85-15  Brass  . 

....  4 

10 

144 

1373 

10 

Commercial  Copper 

....  7 

10 

152 

1354 

15 

Monel  Metal  . 

....  0.6 

2.2  - 

— 

1734 
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a  Sulfur-Free  Natural  Gas. 
b  Odorized  Natural  Gas. 
c  Purified  Manufactured  Gas. 
d  Foul  Manufactured  Gas. 

The  Chrom-Nickel  Stainless  Steel  in  the  above  table 
is  of  the  composition  taken  from  the  same  proceedings 
as  follows : 


CHROMIUM  STEEL  PerCent 

Cr  .  16.08  “ 

Ni  . 267 

Si  . 273 

Mn  . 37 

P  . 020 

S  . 014 

C  . 076 

Fe  .  rest 


Another  paper  by  E.  J.  Murphy  reported  in  the  same 
proceedings  gives  an  indication  of  similar  properties  of 
18-8  stainless  steel  when  compared  to  other  flue  pipe 
materials.  From  the  foregoing,  it  appears  that  flue  pipe 
material  made  of  a  stainless  steel  alloy  as  described 
herein  has  properties  of  resisting  corrosion  caused  by 
gases  common  in  pipe  flues. 

On  the  basis  of  the  foregoing  data,  the  Committee  on 
Tests  recommends  the  approval  of  “Everbrite”  Stainless 
Steel  Flue  Pipe  and  Connections  when  made  of  mate¬ 
rial  and  used  as  provided  herein  in  such  sizes  and  for 
such  specific  uses  that  are  provided  for  in  article  12  of 
the  Administrative  Building  Code  titled  “Heating  Ap¬ 
pliances,  Combustion  and  Chimneys.” 

It  is  further  recommended  that  each  bundle,  box  or 
container  of  this  material  be  stamped,  labeled  or  marked, 
reading  as  follows :  “Approved  by  the  Board  of  Stand¬ 
ards  and  Appeals  for  use  in  New  York  City  under  Cal. 
No.  175-40-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM, 

Commissioner. 

LESLIE  V.  HUBER. 

Chief  Engineer. 

Committee  on  Tests, 
and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  “Everbrite”  Stainless 
Steel  Flue  Pipe,  on  condition  that  the  material  be  manu¬ 
factured,  installed,  labeled,  stamped  or  tagged  in  accordance 
with  the  above  report. 

712-40-SM. 

APPLICANT — Chemical  Marketing  Company,  owner. 
SUBJECT — Tricosal  Normal,  approval  of. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock  and  Commis¬ 


sioners  Savage  and  Blum  .  3 

Negative  .  § 

Absent:  Assistant  Chief  McCarthy  .  1 

THE  RESOLUTION— 

(712-40-SM) 


Whereas,  Chemical  Marketing  Company,  Incorporated, 
owner,  filed  June  28,  1940,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  material  known 
as  Tricosal  Normal;  and 

Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 


REPORT  OF  COMMITTEE  ON  TESTS. 

November  29,  1940. 

Re:  Cal.  No.  712-40-SM. 

Subject:  Tricosal  Normal,  approval  of. 

Chemical  Marketing  Company,  Incorporated,  of  New 
York,  filed  on  June  28,  1940,  with  the  Board  of  Stand¬ 
ards  and  Appeals  an  application  for  the  approval  of  its 
material  known  as  Tricosal  Normal  under  the  require¬ 
ments  of  section  C26-178.0,b  (2.1.2.S),  Administrative 
Building  Code. 

Tricosal  Normal  is  an  admixture  to  concrete,  cement 
mortar  and  plaster  manufactured  by  the  Chemical  Mar¬ 
keting  Company,  Incorporated,  of  New  York  City,  New 
York,  at  the  plant  of  the  Maywood  Chemical  Works, 
New  Jersey.  It  is  a  neutral,  non-poisonous  liquid  con¬ 
taining  sodium  salts  of  Lysalbinic  and  Protalbinic  acids 
which  are  the  split  products  derived  from  a  partial  hy¬ 
drolysis  of  proteins.  The  maximum  amount  used  in  any 
specification  is  one-half  of  1  per  cent.  Tricosal  Normal 
by  weight  of  cement  and  in  the  mixture,  Tricosal  Nor¬ 
mal  is  chemically  inert.  Cement  particles  absorb  the 
lyophylic  colloid  particles  and  acquire  all  the  properties 
of  lyophylic  colloidal  solutions;  namely,  (1)  exert  a 
protective  action  thus  causing  cement  particles  to  re¬ 
main  in  suspension  and  so  increasing  the  plasticity  of 
the  mixture,  the  whole  mass  behaving  as  a  solution 
instead  of  a  mixture;  (2)  increase  the  viscosity  with 
increasing  concentration,  and  (3)  lower  the  surface 
tension. 

The  claims  of  the  applicant  which  are  substantiated 
by  a  report  dated  February  15,  1937,  of  the  Joseph  A. 
Kitts  Company,  of  San  Francisco,  California,  are  as 
follows :  Better  workability,  higher  strength,  reduction 
of  water  and  aggregate  in  a  unit  volume  of  concrete 
thus  reducing  shrinkage. 

Tests  on  concrete  in  which  Tricosal  Normal  was 
used  as  an  admixture  were  conducted  at  the  laboratories 
of  the  Robert  W.  Hunt  Company  (Report  No.  71566 
filed  herewith)  with  results  as  follows : 

Materials 

Long  Island  Sand 

Long  Island  Gravel,  Graded  Y  in.  to  1  in. 

Standard  American  Portland  Cement 

New  York  City  Water 

Tricosal 

Storage :  one  day  in  molds ;  six  days  in  moist  cabinet 
(seven  days).  One  day  in  molds;  twenty-seven  days  in 
moist  cabinet  (twenty-eight  days)  at  70-72  degrees 
Fahrenheit,  95  (plus)  humidity. 

Proportions  by  Volume 

Cement-Sand-Gravel — 1-2.35-3.65 

Cement  actual  per  yard  of  concrete  (calculated)  — 
SYz  bags. 


Admixture  per  Sack  of  Cement 


Tricosal  . 

None  Yt% 

1.0% 

Slump,  inches  . 

Water,  gallons  per  bag  of 

5 

5 

5 

cement  .  7.5 

Crushing  Strength,  Pounds  per  Sq •  In. 

6.6 

6.25 

Seven  Days  . 

1924 

2296 

2340 

1848 

2276 

2432 

1953 

2248 

2474 

Average  . . 

1908 

2273 

2415 

Twenty-eight  Days  . 

2802 

2856 

3271 

2772 

2882 

3179 

2691 

2936 

3118 

Average  . 

2755 

2891 

3189 

T  ricosal  . 

None 

V2°/C 

1.0% 

Water  Cement  Ratio  .... 

1.00 

.882 

.836 

Water  Ratio  to  Batch  .... 
Per  Cent.  Increase  in 

88.20 

83.6 

Strength  (seven  days)  . . 

11.91 

12.66 
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Tests  were  conducted  by  the  Smith-Emery  Company, 
Los  Angeles,  California,  dated  October  31,  1940,  on  1 :3 
and  1:4:5  mortars  using  lime  putty  and  Tricosal  Nor¬ 
mal  as  an  admixture  in  quantities  up  to  y2  per  cent,  by 
weight  of  cement.  With  the  use  ofTricosal  Normal  the 
bond  and  shear  strengths  between  the  mortar  and  brick 
were  equal  to  or  greater  than  with  the  use  of  lime  putty 
alone  as  an  admixture. 

On  the  basis  of  the  foregoing  tests  and  an  examina¬ 
tion  of  additional  test  data  filed  with  the  application, 
which  indicate  that  concrete  and  cement  mortars  in 
which  Tricosal  Normal  is  mixed  in  proportions  up  to 
per  cent,  attain  the  required  strengths,  the  Commit¬ 
tee  on  Tests  recommends  the  approval  of  Tricosal  Nor¬ 
mal  as  an  admixture  to  approved  cements  for  permis¬ 
sive  use  in  concrete  and  in  cement  mortars  under  the 
provisions  of  section  C26-178.0,b  (2.1. 2. 5, b)  of  the  Ad¬ 
ministrative  Building  Code  when  used  in  quantities  up 
to  Vi  per  cent,  by  weight  for  better  workability,  plas¬ 
ticity,  waterproofing,  elimination  of  shrinkage  and  the 
reduction  of  laitance  and  efflorescence. 

It  is  further  recommended  that  the  containers  in  which 
this  material  is  marketed  be  labeled  or  marked  “Ap¬ 
proved  bv  the  Board  of  Standards  and  Appeals  under 
Cal.  No.  71 2-40- SM  when  used  in  quantities  up  to 
percent,  by  weight  of  the  cement.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM. 

Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests, 
and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Tricosal  Normal,  on 
condition  that  the  material  be  manufactured,  installed, 
labeled,  stamped  or  tagged  in  accordance  with  the  above 
report. 

997-40-SM. 

APPLICANT — Hardwood  Products  Corporation,  owner. 
SUBJECT— Kim-Wood  Fire  (Proof)  Door,  approval  of. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock  and  Commis¬ 


sioners  Savage  and  Blum  .  3 

Negative  .  0 

Absent :  Assistant  Chief  McCarthy  .  1 

THE  RESOLUTION— 

(997-40-SM) 


Whereas,  Hardwood  Products  Corporation,  owner,  filed 
October  14,  1940,  an  application  with  the  Board  of  Stand¬ 
ards  and  Appeals  for  approval  of  the  material  known  as  the 
Kim-Wood  Fire  (Proof)  Door;  and 
Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report ;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

December  12,  1940. 

Re:  Cal.  No.  997-40-SM. 

Subject:  Kim-Wood  Fire  (Proof)  Door,  approval  of. 

Hardwood  Products  Corporation,  of  Neenah,  Wis¬ 
consin,  filed  with  the  Board  of  Standards  and  Appeals 
on  October  14,  1940.  an  application  for  the  approval  of 
its  material  known  as  the  Kim-Wood  Fire  (Proof) 
Door  under  the  requirements  for  fireproof  doors  as  pro- 
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vided  in  C26-610.0  ( 10.1.18)  and  C26-662.0  (10.8.3)  of 
the  Administrative  Building  Code. 

This  door  is  manufactured  at  the  applicant’s  plant  in 
Neenah,  Wisconsin.  The  process  of  manufacturing  was 
witnessed  by  Charles  M.  Blum,  commissioner  of  the 
Board  of  Standards  and  Appeals,  on  October  25,  1940* 
at  which  time  two  doors  made  in  his  presence  were 
selected  by  him  to  be  tested  at  the  Protexol  Testing 
Laboratory  in  Kenilworth,  New  Jersey  (Report  No. 
104  filed  herewith).  The  sample  tested  (Fig.  1)  was 
a  full  size  door  assembly  consisting  of  a  flush  type  wood 
door,  2  ft.  11J4  in.  wide,  7  ft.  high  and  1J4  in.  thick, 
mounted  in  a  pressed  steel  combination  buck  and  frame, 
the  complete  assembly  being  set  in  the  masonry  wall 
of  the  test  furnace  door.  The  wood  except  for  the  face 
veneers  had  been  treated  with  solutions  of  ammonium 
salts  under  a  vacuum  and  pressure  system  to  render  it 
fire-resistant.  The  core  was  built  up  of  tongued  and 
grooved  red  wood  blocks  A  in.  to  1J4  in.  wide  by  the 
thickness  of  core.  In  random  lengths,  with  joints  stag¬ 
gered  and  glued  with  standard  core  joint  glue.  The 
edges  were  34  in-  wide  overall,  by  the  thickness  of  the 
core,  by  the  height  of  the  assembly.  Cross  bands  were 
of  gum  wood  A  in.  thick,  extending  across  the  full 
width  of  the  door.  Urea  resin  glue  was  used  on  the 
cross  banding  and  face  veneers  which  were  of  untreated 
wood  not  over  1/16  in.  thick.  The  latching  mechanism 
required  an  opening  through  the  door  \  V2  in.  in  diameter, 
2Vz  in.  o.c.  from  the  edge  for  the  spindle  housing  and  a 
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%  in.  square  opening  to  the  edge  for  the  latch  housing. 

The  door  was  hung  on  three  4  in.  x  4  in.  loose  pin 
butt  hinges,  fitted  with  a  “Rylock”  having  a  throw  of 
%  in.  and  hung  so  as  to  swing  into  the  test  furnace. 
Clearances  were  %  in.  at  the  top,  3/16  in.  at  the  bottom ; 
at  the  lock  stile  1/32  in.  at  the  bottom  to  %  in.  at  the 
top;  at  the  hinge  stile  a  scant  1/32  in. 

The  test  furnace  is  a  fire  brick  structure  approx¬ 
imately  10  ft.  wide,  2  ft.  deep  and  12  ft.  high  with  a 
swinging  door  having  a  rough  opening  62  in.  x  93  in. 
in  which  the  test  sample  was  set.  In  front  of  the  fur¬ 
nace  is  a  vestibule  about  8  ft.  x  8  ft.  x  8  ft.  which  pro¬ 
vides  facilities  for  observation  of  smoke  and  flame 
passage  as  well  as  temperature  rise.  This  vestibule  was 
constructed  upon  the  suggestion  of  the  New  York  Board 
of  Buildings  to  simulate  the  conditions  of  entrance  or 
corridor  halls  in  multiple  dwellings  in  which  one  hour 
fire  doors  are  required.  Drawings  of  the  furnace  and 
the  vestibule  are  attached. 

Gas  is  supplied  to  the  heating  burners  through  a 
manifold  at  the  back  of  the  furnace  with  suitable  con¬ 
trols  for  regulating  the  temperatures  in  the  combustion 
chamber.  A  sufficient  number  of  chromel-alumel 
thermocouples  is  provided  for  the  determination  of  fur¬ 
nace  temperatures  and  temperatures  on  the  unexposed 
face  of  the  test  sample.  Six  ports  in  the  sides  of  the 
furnace  facilitate  observations  within  the  furnace  on  the 
exposed  face  of  the  test  sample. 

An  enclosed  thermocouple  is  suspended  within  the 
vestibule  at  a  height  of  5  ft.  6  in.  from  the  floor  and  2 
ft.  from  the  unexposed  center  face  of  the  sample.  This 
couple  is  connected  to  a  recording  instrument  which 
provides  an  automatic  record  of  the  temperatures  within 
the  vestibule. 

Air  changes  within  the  vestibule  are  secured  by  means 
of  an  exhaust  blower  mounted  on  the  wall  of  the  vesti¬ 
bule  regulated  to  give  ten  air  changes  per  hour. 

An  apparatus  is  also  provided  for  observing  draft 
conditions  within  the  furnace  itself,  and  these  conditions 
are  subject  to  regulation  by  the  adjustable  damper 
mounted  in  the  flue  which  disposes  of  the  spent  gases. 
This  apparatus  consists  of  a  small  open  flame  kerosene 
lamp  placed  at  the  outer  end  of  a  Ya,  in.  pipe  passing 
through  the  furnace  door  at  a  point  10  in.  to  the  right 
of  the  middle  of  the  hinge  side  of  the  door.  The  direc¬ 
tion  of  air  flow  betwen  the  furnace  chamber  and  the 
vestibule  can  thus  be  observed  at  all  times. 

The  test  was  conducted  in  accordance  with  the  stand¬ 
ard  time  temperature  curve  and  maintained  within  the 
5  per  cent,  area  tolerance  for  the  forty-five-minute 
period.  On  the  exposed  side  at  the  ten-minute  interval 
the  veneer  had  been  consumed ;  at  the  twenty-minute 
interval  the  char  on  the  exposed  side  began  to  glow 
near  the  bottom  of  the  sample;  at  forty-four  minutes 
small  pieces  of  char  dropped  out  of  the  exposed  face 
near  the  center  of  the  panel ;  at  the  end  of  the  test  there 
was  no  further  change  in  the  condition  of  the  sample 
except  enlargement  of  the  lock  opening  on  the  exposed 
face.  The  unexposed  face  presented  substantially  the 
same  appearance  as  at  the  start  of  the  test.  The  average 
rise  of  the  temperature  at  the  end  of  three-quarters  of 
an  hour  was  152  degrees  Fahrenheit  on  the  unexposed 
face.  The  test  was  discontinued  after  forty-seven  min¬ 
utes  because  of  an  opening  due  to  warping  of  the  bot¬ 
tom  of  the  door  on  the  lock  stile  side. 

Following  the  fire  test  of  the  assembly  timber,  crib 
and  shavings,  tests  were  made  on  samples  selected  by 
Commissioner  Blum  from  the  treated  material,  out  of 
which  the  door  test  sample  was  fabricated.  These  tests 
were  made  in  accordance  with  the  requirements  of 
article  8.  sub-article  2,  group  3.  of  the  Administrative 
Building  Code,  entitled  “Tests  of  Fireproofed  Woofl.” 
The  results  of  these  tests  were  as  follows : 

Timber  Test — Flame  eight  seconds,  no  glow,  unburned 
area  52  per  cent. 

Crib  Test — No  flame,  no  glow. 


Shavings  Test — No  flame,  no  glow. 

On  the  basis  of  the  foregoing  data,  the  Committee 
recommends  the  approval  of  the  Kim-Wood  Fire 
(Proof) Door  (Fig.  1)  and  combination  metal  buck  and 
frame  for  use  as  an  opening  protective  assembly  in  fire- 
poor  walls  and  partitions  (required  to  have  a  fire-resist¬ 
ing  rating  of  three-quarters  hour)  under  section  C26- 
662.0  (10.8.3),  Administrative  Building  Code,  for  use 
wherever  a  fireproof  (three-quarters  hour)  door  is  re¬ 
quired,  when  constructed  and  hung  strictly  in  accordance 
with  the  specifications  set  forth  herein.  No  other  lock, 
which  requires  more  cutting  than  the  “Rylock”  used  in 
the  test,  shall  be  inserted  in  this  door.  In  assembly  of 
wood  material  only  Urea  Resin  Glue  shall  be  used. 

The  Committee  further  recommends  that  all  opening 
protective  assemblies  manufactured  under  this  approval 
shall  comply  with  the  rules  of  the  Board  of  Standards 
and  Appeals  for  the  inspection  and  identifying  of  Open¬ 
ing  Protective  Assemblies. 


and 


(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM, 

Commissioner. 
LESLIE  V.  HUBER,  _ 

Chief  Engineer. 
Committee  on  Tests. 


Whereas,  this  report  recommended  the  approval  of  this 

material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  the  Kim-Wood  Fire 
(Proof)  Door,  on  condition  that  the  material  be  manufac¬ 
tured,  installed,  labeled,  stamped  or  tagged  in  accordance 
with  the  above  report. 


1041-40-SM. 

APPLICANT — Olsen  Products,  Incorporated,  owner. 
SUBJECT — Olsen  Gypsum  Lath  Spring  Wire  Clips,  PC, 
PS  and  Corner  Clips,  approval  of. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock  and  Commis¬ 


sioners  Savage  and  Blum  .  3 

Negative  . 0 

Absent :  Assistant  Chief  McCarthy  .  1 

THE  RESOLUTION— 

(1041-40-SM) 


Whereas,  Olsen  Products,  Incorporated,  owner,  filed 
October  30,  1940,  an  application  with  the  Board  of  Stand¬ 
ards  and  Appeals  for  approval  of  the  material  known  as 
Olsen  Gypsum  Lath  Spring  Wire  Clips,  PC,  PS  and  Corner 
Clips ;  and 

Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report ;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 


REPORT  OF  COMMITTEE  ON  TESTS. 

December  16,  1940. 

Re:  Cal.  No.  1041-40-SM. 

Subject:  Olsen  Gypsum  Lath  Spring  Wire  Clips,  PC, 
PS  and  Corner  Clips,  approval  of. 

Olsen  Products,  Incorporated,  owner,  filed  on  Octo¬ 
ber  30,  1940,  an  application  with  the  Board  of  Stand¬ 
ards  and  Appeals  for  approval  of  the  Olsen  Gypsum 
Lath  Spring  Wire  Clips,  PC,  MC.  PS,  Corner  Com¬ 
bination  for  use  in  floating  wall  gypsum  system,  under 
the  provisions  of  C26-459.0  (8.4.10.3),  C26-462.b 

(8.4.10.6)  and  (8.4.10.5.2),  as  new  methods  of  construc¬ 
tion  not  provided  for  in  the  Administrative  Building 
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Code  but  come  within  the  intent  of  C26-3.0  (3)  and  C26- 
4.4  (4),  Administrative  Building  Code. 

These  clips  are  manufactured  from  No.  11  and  No. 
12  U.  S.  gauge  hot  drawn  steel  wire.  P.S.  (plaster 
board  and  wood  stud)  Fig.  1.  are  made  into  various 
shapes  for  supporting  plaster  board  or  fibre  board  on 
wood  studs,  the  clips  having  hooked  ends  which  clinch 
into  the  wood  and  are  spaced  16  in.  on  centers,  one  at 
each  joint.  The  corner  clips  Figs.  3  and  3a,  are  manu¬ 
factured  of  No.  12  gauge  hot  drawn  steel  wire  and  is 
shaped  to  provide  reinforcing  and  support  for  corners 
and  intersections  between  ceilings  and  walls.  They  are 
placed  16  in.  on  centers,  one  at  each  joint. 

The  PC  or  MC.  Fig.  2  (plaster  board  channel  clip  or 
metal  lath  channel  clip),  is  manufactured  of  No.  13 
gauge  basic  hot  drawn  open  hearth  steel  wire  and  is 
shaped  so  as  to  hold  plaster  boards  to  the  channel  iron 
stud,  and  is  spaced  not  more  than  8  in.  on  centers  in 
each  channel. 

A  combination  clip,  Fig.  4,  is  manufactured  of  No.  12 
gauge  hot  drawn  steel  wire  and  shaped  so  as  to  tie  two 
rows  of  plaster  board  together  and  is  shaped  16  in.  on 
centers,  and  made  so  as  to  fit  over  a  steel  channel  or  to 
be  nailed  to  wood  stud. 

The  materials  are  marketed  fifty  to  a  bundle  with 
from  ten  to  twTenty  bundles  in  a  paper  carton.  These 
clips  have  been  examined  and  tested  by  the  Committee 
on  Tests. 

An  examination  of  these  methods  indicate  that  there 
is  an  equivalent  holding  power  with  these  clips  to  the 
method  of  attachment  of  plaster  board  and  other  solid 
bases  provided  in  C26-426.0  (8.4.10.6),  para,  b,  with 
an  advantage  that  the  plaster  board  is  not  injured  as  it 
might  be  in  nailing. 

As  a  result  of  the  test,  it  is  recommended  that  the 
Olsen  Gypsum  Lath  Spring  Wire  Clips,  PC,  MC,  PS, 
Corner  Combination,  be  approved  for  use  in  New  York 
City  in  Class  3  construction,  on  condition  that  the  clips 
be  manufactured  and  used  in  accordance  with  this  report 
and  that  each  carton  has  a  label  reading  as  follows : 
“Approved  by  the  Board  of  Standards  and  Appeals  for 
use  in  New  York  City  in  Class  3  construction  under 
Cal.  No.  1041-40-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM, 

Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests, 
and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Olsen  Gypsum  Lath 
Spring  Wire  Clips,  PC,  MC,  PS  and  Corner  Clips,  on  con¬ 
dition  that  the  material  be  manufactured,  installed,  labeled, 
stamped  or  tagged  in  accordance  with  the  above  report. 


774-40-SM. 

APPLICANT — The  Gibsonburg  Lime  Products  Company, 

owner. 

SUBJECT — Gibsonburg  and  Superspread  Brands  of  Fin¬ 
ishing  Hydrated  Lime,  approval  of. 
APPEARANCES— 

For  Applicant:  John  K.  Black. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock  and  Commis¬ 


sioners  Savage  and  Blum  .  3 

Negative  .  0 

Absent:  Assistant  Chief  McCarthy  .  1 


THE  RESOLUTION— 

(774-40-SM) 

Whereas,  The  Gibsonburg  Lime  Products  Company, 
owner,  filed  July  12,  1940,  an  application  with  the  Board  oi 
Standards  and  Appeals  for  approval  of  the  material  known 
as  Gibsonburg  and  Superspread  Brands  of  Finishing  Hy¬ 
drated  Lime;  and  ...  .  „ 

Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads : 

REPORT  OF  COMMITTEE  ON  TESTS. 

December  16.  1940. 

Re:  Cal.  No.  774-40-SM. 

Subject:  Gibsonburg  and  Superspread  Brands  of  Fin¬ 
ishing  Hydrated  Lime,  approval  of. 

The  Gibsonburg  Lime  Products  Company,  of  Gibson¬ 
burg,  Ohio,  filed  July  12,  1940,  an  application  with  the 
Board  of  Standards  and  Appeals  for  approval  of  Gib¬ 
sonburg  and  Superspread  Brand  of  Finishing  Hydrated 
Lime  under  the  provisions  of  C26-3120.b  (7.1. 1.7.2)  and 
C26-463.4.0  (8.4.10.7.8),  Administrative  Building  Code. 

These  lime  products  are  manufactured  at  Gibsonburg, 
Sandusky  County,  Ohio,  from  the  Dolomitic  Limestone 
deposit  of  which  the  Gibsonburg  Lime  Products  Com¬ 
pany  owns  an  acreage  sufficient  to  operate  its  plant  at 
full  capacity  for  200  years.  The  limestone  is  secured 
from  an  open  quarry  with  a  50  ft.  face.  The  seams  of 
the  stone  run  from  3  ft.  to  6  ft.  in  thickness  and  are 
very  solid  seams.  The  stone  is  broken  loose  from  the 
bank  by  well  drill  blasting  and  it  is  further  reduced  by 
secondary  drilling  to  a  size  that  will  go  through  the 
crusher. 

After  the  crushing  all  of  the  stone  is  sized  over  a 
large  modern  vibrating  screen.  The  kiln  stone  runs 
from  6  in.  to  8  in.  and  after  being  sized  is  run  over  a 
picking  belt  where  it  is  inspected  by  three  experienced 
pickers  who  reject  any  stone  that  does  not  meet  with 
the  company’s  rigid  chemical  tests  and  mechanical  re¬ 
quirements.  The  stone  that  passes  the  pickers  is  loaded 
into  cars  and  taken  to  the  top  of  kilns  where  it  is 
dumped  for  burning.  The  rejected  stone  is  recrushed 
and  used  for  either  road  purposes  or  is  burned  into 
material  for  the  steel  mills. 

The  kilns  in  which  the  lime  is  burned  are  thirteen,  in 
number  and  are  the  Arnold  type,  vertical  kiln  which 
was  designed  especially  for  production  of  finishing  lime. 
Each  kiln  is  fired  by  two  stokers,  one  on  each  side.  The 
coal  used  is  a  very  low  sulphur  coal  to  prevent  con¬ 
tamination  from  that  source  and  is  sized  and  washed  so 
that  even  fire  is  maintained  at  all  times.  The  tempera¬ 
ture  and  draft  in  the  kilns  is  controlled  by  means  of 
steam  jets  of  which  there  are  six  to  each  kiln.  The 
kilns  have  no  grates  and  the  coal  is  of  a  type  that 
burns  to  a  clinker  so  that  ash  dust  is  eliminated  from 
contaminating  the  lime.  The  kilns  are  drawn  every 
four  hours  into  a  cart  which  is  immediaetly  dumped  on 
to  a  pan  conveyor  where  a  further  inspection  takes 
place  and  under-burned  core  and  over-burned  lime  are 
removed. 

After  this  inspection  it  is  ground  and  is  put  into  a 
steel  storage  bin.  At  this  point  daily  samples  are  taken 
to  check  the  CO2  as  a  further  control  in  the  burning 
process.  The  lime  is  removed  from  this  bin  bv  means 
of  appropriate  feeders  and  screw  conveyors  and  elevated 
to  a  weighing  hopper  where  it  is  weighed  automatically 
before  being  hydrated.  The  water  for  hydration  is  care¬ 
fully  measured  and  admitted  into  Webber  batch  hydra- 
tors  through  distributing  pipes  which  extend  the  full 
length  of  the  machine,  insuring  an  accurate  distribution 
of  the  water.  The  Webber  hydrators  are  large  box 
type  machines  with  two  heavy  shafts  to  which  are  at¬ 
tached  paddles  which  insure  thorough  and  complete 
agitation  of  the  lime  and  mixture  of  the  water. 
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The  lime  reacts  immediately  with  the  water  and  each 
machine  is  run  until  the  lime  is  thoroughly  hydrated  and 
agitated  until  the  heat  of  hydration  dries  off  the  excess 
moisture.  Each  batch  is  tested  before  dropping  into  the 
hopper  which  leads  to  a  storage  bin  for  the  raw  hydrate 
where  it  is  aged. 

When  the  aging  process  is  completed  the  lime  is  re¬ 
moved  from  the  bin  and  run  through  mills  which  process 
is  done  immediately  before  shipping.  Two  types  of 
mills  are  used,  one  a  Bonner  mill,  which  produces  a 
coarser  lime  and  the  other  a  Raymond  air  separating 
mill  which  produces  a  finer  type  of  lime. 

After  the  milling  process  it  goes  into  bins  where  it  is 
packed  fresh  through  Bates  valve  bag  packers.  This 
lime  is  shipped  in  fifty-pound  multiwall  paper  bags. 

Samples  of  this  material  were  selected  at  the  plant 
of  the  applicant  at  Gibsonburg,  Ohio,  and  finished  in  a 
Raymond  separator,  and  tests  were  conducted  at  the 
Ohio  State  University  in  acordance  with  A.S.T.M 
specifications  C-6-34-T  with  the  following  results: 

Samples  Delivered 

Sample  Marks — Gibsonburg  Finishing  Lime ;  R,  Board 
of  S.  &  A.,  N.Y.C.  Cal.  No.  774-40-SM.  No.  10109. 

Sample  Marks— Superspread  Finishing  Lime;  B, 
Board  of  S.  &  A.,  N.Y.C.  Cal.  No.  774-40-SM.  No. 


Results  of  T ests 


Sample  Numbers  Specifications 

Test  No.  10109  No.  10110  A.S.T.M.  &  Federal 
1.  Chemical 
Analysis 


(non-volatile  basis) 

CaO  MgO 

96.28% 

95.09% 

(non-volatile  basis) 

CO* 

2.  Fineness 

0.74% 

0.90% 

on  30  mesh 

nil 

nil 

on  200  mesh 

2.30% 

2.0% 

3.  Constancy 

Sound 

Sound 

of  Volume 

(No visible  (No visible 

(Soundness) 

effects  on 

effects  on 

4.  Plasticity 

steaming) 

steaming) 

(Emley) 

Number 

490 

500 

(non-volatile  basis) 
Not  less  than 
95% 

(non-volatile  basis) 
Not  over  5% 

Not  over  0.5% 
Not  over  15% 
No  visible  effects 
(popping  or  dis¬ 
integration)  on 
steaming 


At  least  200 


It  is  accordingly  recommended  that  the  Gibsonburg 
and  Superspread  Brands  of  Finishing  Hyydrated  Lime 
when  ground  in  Raymond  Mills  be  approved  for  use  in 
New  York  City  pursuant  to  section  C26-312.0,b  (7.1.1. 
7.2)  and  C26-463.4.0  (8.4.10.7.8),  Administrative  Build¬ 
ing  Code,  when  maintained  to  the  specifications  con¬ 
tained  herein,  on  condition  that  monthly  mill  test  reports 
signed  by  the  applicant’s  chemists  be  filed  with  the 
Board  and  that  all  bags  be  tagged,  labeled  or  marked 
by  the  Board  of  Standards  and  Appeals,  “Approved  for 
use  in  New  York  City  when  used  in  accordance  with  the 
requirements  of  Cal.  No.  774-40-SM.” 

It  is  further  recommended  that  this  material  be  slaked 
at  least  twelve  hours  before  combining  with  sand  and 
that  only  material  processed  in  the  Raymond  Separator 
be  furnished  for  use  in  New  York  City. 

The  Board  reserves  the  right  to  test  these  materials 
from  time  to  time. 


(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM, 

Commissioner. 
LESLIE  V.  HUBER, 

Chief  Engineer. 
Committee  on  Tests. 


and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Gibsonburg  and 
Superspread  Brands  of  Finishing  Hydrated  Lime,  on  condi¬ 
tion  that  the  material  be  manufactured,  installed,  labeled, 
stamped  or  tagged  in  accordance  with  the  above  report. 


GENERAL  RESOLUTION. 

1464-39-GR. 


SUBJECT — 'Amendment  of  General  Resolution — re  Ap¬ 
proval  of  Inspection  Agencies  under  rules  adopted 
by  the  Board  under  Cal.  No.  1139-39-GR. 
APPEARANCES— 

For  Applicant:  Watson  Vredenburgh. 

ACTION  OF  BOARD — General  resolution  reopened  and 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  GENERAL 
RESOLUTION— 

Affirmative :  Chairman  Murdock  and  Commis¬ 


sioners  Savage  and  Blum  .  3 

Negative  .  0 

Absent:  Assistant  Chief  McCarthy .  1 

THE  RESOLUTION— 


(1464-39-GR) 

Whereas,  this  resolution,  approving  certain  applicants  as 
approved  inspection  agencies,  was  adopted  by  the  Board  De¬ 
cember  18,  1939,  amended  April  16,  1940,  July  2,  1940,  and 
November  6,  1940;  and 

Whereas,  Hildreth  and  Company,  Incorporated,  filed  No¬ 
vember  27,  1940,  a  request  for  consideration  as  an  approved 
inspection  agency ;  and 

Whereas,  this  request  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

W iiereas,  the  report  of  the  Committee  on  Tests  reads : 


REPORT  OF  COMMITTEE  ON  TESTS. 

December  11,  1940. 

Re:  Cal.  No.  1464-39-GR. 

Subject:  Opening  Protective  Assembly  Inspection 
Agencies,  approval  of. 

Hildreth  and  Company,  Incorporated,  filed  on  No¬ 
vember  27,  1940,  supplemented  by  a  statement  on  De¬ 
cember  6.  1940,  a  request  for  consideration  as  an  ap¬ 
proved  inspection  agency  under  the  Rules  for  the  In¬ 
spection  of  Opening  Protective  Assemblies.  The  presi¬ 
dent  of  the  company,  Watson  Vredenburgh,  Licensed 
Professional  Engineer  No.  5532,  has  submitted  his  quali¬ 
fications  and  those  of  the  inspector,  Gerald  J.  Horvitz, 
Licensed  Professional  Engineer  No.  19217,  who  will 
specialize  in  this  phase  of  the  work. 

The  Committee  on  Tests  has  reviewed  their  qualifica¬ 
tions  and  experience,  and  on  the  basis  of  such  data  recom¬ 
mends  that  the  Hildreth  Company  of  New  York  City  be 
approved  as  an  inspection  agency  with  the  work  of  in¬ 
spection  to  be  done  by  Watson  Vredenburgh,  Licensed 
Professional  Engineer  No.  5532,  or  Gerald  J.  Horvitz, 
Licensed  Professional  Engineer  No.  19217,  under  the 
provisions  of  the  Rules  of  the  Board  of  Standards  and 
Appeals  on  Inspection  of  Opening  Protective  Assem¬ 
blies,  Cal.  No.  1464-39-GR.  and  that  such  approval  shall  - 
remain  in  force  until  rescinded  bv  the  Board  and  that 
all  inspections  shall  be  made  personally  by  Watson 
Vredenburgh  or  Gerald  J.  Horvitz. 


and 


(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 
CHARLES  M.  BLUM, 

Commissioner. 
LESLIE  V.  HUBER, 

Chief  Engineer. 
Committee  on  Tests. 
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’  Whereas,  this  report  recommended  the  approval  of  these 
applicants  as  an  approved  inspection  agency, 
f  Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  of  December  18,  1939,  as  last 
amended  November  6,  1940,  so  as  to  include  approval  of 
Hildreth  and  Company,  Incorporated  (by  Watson  Vreden- 
i  burgh  and  Gerald  J.  Horvitz)  as  an  approved  inspection 
agency. 


Recessed,  5:35  P.M.,  December  17,  1940,  to  10:00  A.M., 
December  18,  1940. 

Adjourned,  12:15  P.M.,  December  18,  1940. 


Joseph  J.  Doyle,  Chief  Clerk. 


SMOKING  IN  FACTORIES 

RULE  2.  PERMISSIBLE  CASES. 


Adopted  by  the  Board  of  Standards  and  Appeals, 
August  12,  1918. 

RULE  1.  PERMIT. 

(a)  Prohibition.  No  person  shall  smoke,  or  carry  a 
lighted  cigar  or  cigarette  in  any  factory  as  defined  in 
Article  1.  Section  2,  of  the  State  Labor  Law,  nor  in  any 

|  portion  of  a  factory,  within  the  City  of  New  York,  except 
;  in  such  protected  portions  or  special  classes  of  occupancies 
as  are  specified  in  Rule  2  of  these  rules,  and  then  only 
*  after  the  issuance  of  a  permit  by  the  Administrative  official. 

It  shall  be  the  joint  and  several  duty  of  the  owner  and 
f  uf  the  lessee  or  lessees  of  the  building  containing  such  fac¬ 
tory  or  factories  to  cause  to  be  posted  in  each  and  every 
entrance  hall,  stair  hall  or  room  throughout  the  building,  as 
,  well  as  in  every  elevator-car,  in  English,  and  also  in  such 
I  other  language  or  languages  as  the  administrative  official 
1  sha.ll  direct,  a  notice  of  such  prohibition,  and  the  penalty 
lor  its  violation. 

(b)  Application.  Application  for  such  permit  shall  be 

made  only  by  the  owner  of  the  building  on  suitable  blank 
forms  to  be  furnished  by  the  administrative  official. 

(c)  Time  Limit.  Such  permit  shall  be  for  a  definite 

period,  not  exceeding  one  year,  and  shall  not  be  renewed 
upon  expiration  until  a  reinspection  of  the  premises  for 
which  it  is  issued  has  been  made  for  the  purpose  of  de- 
tei  mining  whether  existing  conditions  warrant  a  renewal. 

(d)  Conditions.  The  permit  shall  state  the  conditions 

under  which,  the  hours  between  which,  and  the  place  or 
places  in  such  factory  where  smoking  may  be  permitted, 
and  this  permit  shall  be  framed  and  kept  posted  in  a  con¬ 
spicuous  place  in  the  factory. 

(e)  Revocation.  Violation  of  any  of  the  conditions 
specified  in  the  permit,  in  addition  to  incurring  such  pen¬ 
alties  as  are  prescribed  by  law.  shall  be  full  and  sufficient 
cause  for  the  revocation  of  such  permit  by  the  administra¬ 
tive  official,  and  shall  not  again  issue  a  permit  for  the 
same  premises  until  at  least  one  year  has  elapsed. 


Smoking  may  be  permitted  in : 

(a)  Factories  engaged  in  the  manufacture  of  cigars, 
cigarettes,  or  smoking  tobacco,  when  necessary  for  the 
efficient  conduct  of  the  business,  provided  that: 

(1)  No  smoking  other  than  that  for  sampling, 
testing  and  experimental  purposes  is  carried  on. 

(2)  Such  smoking  is  conducted  in  a  room 
provided  especially  for  that  purpose,  separated 
from  the  rest  of  the  building  by  fireproof  or  fire- 
resisting  partitions,  with  all  openings  therein  pro¬ 
tected  by  self-closing  fire  doors,  and,  further,  unless 
the  building  is  of  fireproof  construction  or  provided 
with  an  approved  automatic  sprinkler  system,  the 
floor  and  ceiling  of  such  room  shall  be  covered 
with  fire  retarding  material. 

(3)  Such  chemical  fire  extinguishers  as  the  ad¬ 
ministrative  official  may  direct  are  installed. 

(4)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re¬ 
ceptacles. 

(b)  Factories  devoted  entirely  to  one  of  the  following 
occupancies : 

Blacksmithing  or  horseshoeing; 

Boiler  making ; 

Brick,  terra  cotta  or  artificial  stone  works ; 

Forge  shops; 

Foundries ; 

Iron,  steel,  brass  or  copper  works; 

Machine  shops ; 

Smelting ; 

Stone  or  monumental  works ; 

provided  that  in  any  case: 

(1)  The  building  is  not  of  wooden  construc¬ 
tion  ; 

(2)  Such  chemical  fire  extinguishers  as  the 
administrative  official  may  direct  are  installed ; 

(3)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re¬ 
ceptacles. 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  bv  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

,  Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendar'  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  Board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth.  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly:  therefore,  no  appeal  or  application  will 
be  held  in  abeyance  by  reason  of  failure  of  the  appellant 
or  applicant  to  file  necessary  data,  or  by  any  other  method 
of  delay. 

Sixth.  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  bv  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms, 
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RULES  FOR  LIQUEFIERS  USED  TO  CONVERT  SOLID  CARBON  DIOXIDE  TO  A  LIQUID 
AND/OR  A  GAS,  IN  ACCORDANCE  WITH  THE  PROVISIONS  OF  SECTION 

C  19-94.0  OF  THE  ADMINISTRATIVE  CODE. 

ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  JUNE  26,  1936. 

EFFECTIVE,  JULY  27,  1936. 


(262-35-SR) 

Authority : 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666  of  the  New  York  City 
Charter,  for  the  carrying  into  effect  the  provisions  of  sec¬ 
tion  C  19-94.0  of  the  Administrative  Code. 

Rule  1.  Certificate  of  Aproval. 

A  Certificate  of  Approval  shall  be  obtained  by  the  manu¬ 
facturer  from  the  Fire  Chief  and  Commissioner  for  each 
type  of  liquefier  or  converter  to  be  used  for  the  conversion 
of  solid  carbon  dioxide  to  liquid  carbon  dioxide  as  in  full 
compliance  with  these  Rules.  A  Certificate  of  Approval 
shall  also  be  obtained  from  the  Fire  Chief  and  Commis¬ 
sioner  for  each  system  used  to  convert  solid  carbon  dioxide 
to  liquid  carbon  dioxide  for  filling  portable  cylinders  or 
other  containers  as  in  full  compliance  with  these  Rules. 

Rule  2.  Certificate  of  Fitness, 

A  Certificate  of  Fitness  shall  be  obtained  from  the  Fire 
Chief  and  Commissioner  for  each  operator  of  a  liquefier 
system  used  to  convert  solid  carbon  dioxide  to  liquid  car¬ 
bon  dioxide  for  filling  portable  cylinders  or  other  con¬ 
tainers. 

Rule  3.  Inspection  Test  Report. 

A  disinterested  inspection  service,  approved  by  the  Fire 
Chief  and  Commissioner,  shall  inspect  all  material  and 
workmanship  of  all  liquefiers  at  the  place  of  manufacture 
and  shall  verify  compliance  with  these  Rules,  witness  all 
tests  and  shall  furnish  the  Fire  Chief  and  Commissioner 
with  a  test  report  as  follows : 

A.  Test  reports  for  liquefiers,  otLer  than  redesigned  portable 
cylinders,  shall  show  all  information  called  for  in  para¬ 
graph  23,  I.  C.  C.  Specification  3A,  except  as  follows : 

1.  “Marks  stamped  into  shoulder  of  cylinder.”  This 
shall  be  as  per  Rule  “11  Marking”  hereinafter  speci¬ 
fied.  Actual  markings  shall  be  shown  on  test  report. 

2.  “Record  of  hydrostatic  tests.”  This  shall  be  as 
per  Rule  “9  Testing”  hereinafter  specified. 

3.  Statement  shall  be  furnished  that  liquefier  covered 
in  said  test  report  comply  with  these  Rules,  and 
Certificate  of  Approval  Number  for  the  type  of 
liquefier  covered  in  said  test  report. 

R.Test  report  for  converted  portable  cylinders  for  liquefier 
use  shall  show  for  each  converted  cylinder  the  follow¬ 
ing: 

1.  Liquefier  Serial  Number. 

2.  Original  number  of  cylinder  used  for  conversion. 

3.  Original  ownership  initials  of  cylinders  used  for 
conversion. 

4.  Original  I.  C.  C.  marking  of  cylinder  used  for  con¬ 
version. 

5.  Original  manufacturing  test  date  of  cylinder  used 
for  conversion,  and  name  of  original  manufacturer. 

6.  Test  pressure,  applied  to  cylinder  before  conversion. 

7.  Total  expansion  obtained  on  cylinder  before  con¬ 
version. 

8.  Permanent  expansion  obtained  on  cylinder  before 
conversion. 

9.  Per  cent  expansion  obtained  on  cylinder  before  con¬ 
version. 


10.  Elastic  expansion  obtained  on  cylinder  before  con¬ 
version. 

11.  Outside  diameter  and  length  of  cylinder  before 
conversion. 

12.  A  statement  that  the  above  cylinders  before  con-: 
version  into  liquefiers  were  tested  in  a  water  jacket 
in  accordance  with  these  Rules  and  I.C.C.  Regu- 1 
lations  and  the  results  appear  above. 

13.  A  statement  that  the  top  thickness,  opening  for 
cover  plate  and  distance  across  the  corner  where 
the  side  wall  meets  the  bottom  and  at  45°  to  the 
side  wall,  was  measured  and  the  dimensions  were 
found  to  conform  with  Rule  6,  F.  G.  H.  and  I. 

14.  A  statement  that  after  assembly  each  liquefier  was 
given  an  open  hydrostatic  test  to  3,000  lbs.  and 
this  pressure  was  held  for  at  least  two  minutes 
without  showing  a  pressure  recession  of  more  than 
75  lbs. 

15.  The  liquefier  was  marked  as  follows:  (See  Rule 
“11  Marking”  for  requirements.) 

16.  A  statement  that  these  liquefiers  conform  to  these 

Rules,  and  that  the  type  of  liquefier  has  been  ap¬ 
proved  under  New  York  City  Fire  Department 
Certificate  of  Approval  Number  . 

Rule  4.  Construction  Other  Than  Screw  Thread 
Type. 

New  liquefiers  designed  for  the  purpose  of  converting 
solid  CO2  to  liquid  CO2  shall  be  constructed  of  seamless 
drawn  steel  in  accordance  with  Specifications  of  I.  C.  C. 
governing  cylinders  for  CO2.  Closure  devices  other  than 
screw  thread  type  shall  conform  with  the  following: 

A.  The  minimum  wall  thickness  for  a  test  pressure  of 
3,000  lbs.  per  sq.  in.  shall  be  in  accordance  with  the 
following  formula: 

t  =  OD  x  P  x  .43 

S 

Where  OD  =  Outside  diameter  of  container 
t  =  Wall  thickness. 

P  =  3,000  lbs.  PSI. 

S  =  Minimum  yield  point  of  hard  steel  (not 
to  be  figured-  in  excess  of  50,000  lbs.). 

B.  The  “Top”  is  defined  as  that  portion  of  the  liquefier 
in  which  the  closure  device  is  installed  and  where  the 
,ice  is  introduced. 

C.  The  minimum  thickness  of  the  top  before  machining 
shall  be  at  least  3^4  times  the  wall  thickness. 

D.  The  minimum  thickness  of  the  top  after  machining 
shall  be  at  least  3  times  the  wall  thickness. 

E.  The  minimum  distance  from  edge  of  the  hole  cut  or 
shaped  for  the  closure  device  to  the  outside  of  wall 
shall  be  4^2  times  the  wall  thickness. 

F.  The  maximum  width  of  the  machined  seat  shall  not  be 
more  than  1^2  times  the  wall  thickness. 

G.  The  outside  radius  connecting  the  top  of  the  liquefier 
to  its  side  wall  shall  not  be  more  than  \y2  times  the 
wall  thickness. 

H.  The  inside  radius  connecting  the  side  wall  to  the  top 
before  machining,  shall  not  be  less  than  2l/2  times  the 
wall  thickness. 

Jn  lieu  of  the  requirements  as  set  forth  in  C  to  H 
inclusive  above: 

The  top  portion  of  the  liquefier  including  closure  plate 
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shall  be  designed  with  a  factor  of  safety  of  not  less 
than  two  at  a  test  pressure  of  3000  lbs.  per  sq.  inch/ 
The  design  shall  be  proven  by  a  test  to  destruction  for^ 
each  type  of  liquefier  before  a  certificate  of  approval! 
shall  have  been  issued. 

I.  A  large  fillet  shall  be  provided  in  the  corner  of  the 
machined  seat  where  it  meets  the  inside  radius. 

Rule  5.  Construction  Screw  Thread  Type. 

New  Liquefiers  designed  for  the  purpose  of  converting 
solid  CO*  to  liquid  CO*  shall  be  constructed  of  seamless' 
drawn  steel  in  accordance  with  specifications  of  I.  C.  C.^ 
governing  cylinders  for  CO2.  Closure  device  of  the  screw 
thread  type  shall  conform  with  the  following :  I 

A.  The  minimum  wall  thickness  for  a  test  pressure  of 
3,000  lbs.  per  sq.  in.  shall  be  in  accordance  with  the 
following  formula: 

t  =  OD  x  P  x  .43 


! 


S  l« 

Where  OD  =  Outside  diameter  of  container. 
t  =  Wall  thickness. 

P  =  3,000  lbs.  PSI. 

S  =  Minimum  yield  point  of  hard  steel  (not 
to  be  figured  in  excess  of  50,000  lbs.) 

B.  The  thread  of  the  device  shall  be  designed  with  a  factor 
of  safety  of  not  less  than  4  at  a  test  pressure  of  3,000 
lbs.  per  sq.  in.  and  the  wall  thickness  after  cutting 
thread  shall  not  be  less  than  that  specified  in  Rule  5-A 
above. 


Rule  6.  Conversion  of  Portable  Cylinders  for 
Liquefier  Use. 


Seamless  portable  cylinders  made  to  I.  C.  C.  Specifica¬ 
tion  3  or  3A  for  oxygen  or  carbon  dioxide  and  originally 
designed  and  used  for  the  transportation  of  compressed  or 
liquefied  gases  shall  be  acceptable  for  alteration  or  conver¬ 
sion  into  carbon  dioxide  liquefiers  only  under  the  follow¬ 
ing  conditions; 

A.  Cylinders  which  have  been  in  a  fire  shall  not  be  used 
for  conversion  into  liquefiers  until  they  have  been 
properly  heat  treated  and  retested  as  specified  in  para¬ 
graph  423,  of  the  I.  C.  C.  Regulations. 

B.  Cylinders  which  show  surface  dents,  or  which  fail  to 
give  a  clear  ring  on  being  struck  with  a  hammer,  shall 
not  be  used  for  conversion  into  liquefiers. 

C.  Before  conversion  into  liquefiers,  each  cylinder  shall  be 
submitted  to  a  hydrostatic  test  of  3,000  lbs.  pressure 
in  a  water  jacket  under  the  conditions  specified  in 
paragraph  424  of  the  I.  C.  C.  Regulations  and  the 
total  and  permanent  expansion  shall  be  recorded.  A 
cylinder  shall  be  condemned  when  it  leaks  or  when  the 
permanent  expansion  exceeds  10  per  cent  of  the  total 
expansion. 

D.  If  in  the  hydrostatic  test  in  the  water  jacket  the  net 
elastic  expansion  (total  expansion  less  permanent  ex¬ 
pansion)  at  3,000  lbs.  exceeds  the  allowable  limit  given 
in  the  following  table  for  the  type  of  cylinder  involved, 
such  cylinder  shall  not  be  used  for  conversion  into  a 
liquefier.  If  the  cubic  capacity  of  a  cylinder  to  be  tested 
varies  from  the  standard  capacity  given  in  the  table 
for  that  type,  then  the  allowable  limit  of  elastic  expan¬ 
sion  will  be  varied  in  the  same  proportion. 


Type 

220  ft.  oxygen 
200  ft.  oxygen 
50  lbs.  CO* 


TABLE  I. 

Cubic 
Capacity 
2,660  cu.  in. 
2,660  cu.  in. 
2,360  cu.  in. 


Elastic  Expansion 
Allowable  Limit 
170  c.c. 

170  c.c. 

150  c.c. 


E.  No  cylinders  designed  and  used  for  a  portable  con¬ 
tainer  shall  have  the  thickness  of  the  side  wall  reduced 
by  any  cutting  of  threads  in  the  process  of  conversion 
into  a  liquefier,  except  as  specified  in  Rule  “5-B  Con¬ 
struction  Screw  Thread  Type.” 

F.  If  the  closure  is  formed  by  using  a  portion  of  the 
former  bottom  as  a  seat,  this  shall  only  be  permissible 
if  the  dimensions  of  the  liquefier  conform  to  those 
shown  in  the  Tables  II,  III  and  IV. 

TABLE  II. 

Minimum 

Type  Bottom  Thickness 

220  ft.  oxygen  .  .66  in. 

200  ft.  oxygen .  .66  in. 

50  lbs.  CO2 . 66  in. 


TABLE  III. 


Type 

220  ft.  oxygen 
200  ft.  oxygen. . 
50  lfs.  CO2 . 


Maximum 

Opening  Permitted 

6 in.  x7j4  in. 

6 Ys  in.  x  7}4  in. 
5$4  in.  x  634  in. 


TABLE  IV. 

Minimum  Thickness  across 
comer  at  Point  where  the 
outside  of  the  side  wall 
meets  the  inside  radius  of 
bottom  and  at  45°  to  side 


Type  wll. 

220  ft.  oxygen .  54  in. 

200  ft.  oxygen .  54  in. 

50  lbs.  CO2 .  54  in. 


G.  The  maximum  width  of  the  machined  seat  for  the 
gasket  of  liquefier  shall  be  5/16  in.,  and  the  inside 
radius  connecting  this  seat  to  the  side  wall  of  the 
cylinder  shall  not  be  less  than  }4  in. 

H.  The  minimum  thickness  of  closure  plate  shall  be  5 
times  the  wall  thickness  of  the  cylinder.  The  closure 
plate  shall  be  of  a  good  grade  of  billet  steel.  Castings 
not  permitted. 

I.  Before  conversion  into  a  liquefier,  the  cylinder  shall 
meet  a  new  hydrostatic  test  at  the  pressure  at  which 
such  cylinder  was  originally  tested,  provided  however, 
that  no  cylinder  shall  be  converted  unless  for  its  origi¬ 
nal  use  it  was  tested  to  3,000  lbs.  pressure.  Such  new 
test  shall  be  in  a  water  jacket  before  conversion  into  a 
liquefier. 

Rule  7.  Spuds. 

Spuds  for  chain  connections  or  for  reinforcing  valve  or 
pipe  connections  of  not  over  34  in-  pipe  s’ze  shall  be  welded 
before  heat  treatment  at  place  of  manufacture  of  the 
liquefier. 

Rule  8.  Safety  Devices. 

Each  liquefier  shall  be  provided  with  two  safety  devices 
of  frangible  disc  type  attached  to  the  liquefier  at  a  point 
not  lower  than  6  inches  from  the  top.  The  cross  section 
area  of  the  discharge  channel,  or  channels  (of  the  safety 
device,  or  devices)  shall  be  at  least  .006  sq.  in.  for  each  25 
lbs.  of  liquefier  water  capacity  and  .00024  sq.  in.  additional 
for  each  additional  pound  of  water  capacity.  Safety  de¬ 
vices  having  two  or  more  outlets  shall  be  so  constructed 
tha*-  these  outlets  will  have  a  combined  total  area  of  not 
less  than  one  and  one-half  times  that  prescribed  for  the 
safety  discharge  channel.  The  frangible  disc  of  the  safety 
devices  shall  be  designed  to  release  at  a  pressure  of  not 
more  than  2,000  lbs.  per  sq.  in. 
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Rule  9.  Testing. 

Each  liquefier  after  assembly  shall  be  tested  hydrostati¬ 
cally  by  an  approved  independent  testing  agency  for  not 
less  than  two  minutes  to  a  pressure  of  3,000  lbs.  per  sq  .in. 
without  showing  a  pressure  recession  of  more  than  75  lbs. 
per  sq.  in.  The  inspection  service  shall  file  a  satisfactory 
record  on  test  report  stating  that  the  liquefier  passed  he 
above  reqquired  test. 

Rule  10.  Quinquennial  Test. 

Liquefiers  used  for  any  purpose  shall  be  retested  at  least 
every  five  years  to  a  pressure  of  3,000  lbs.  per  sq.  in.  in 
the  same  manner  and  under  the  same  requirements  as  at 
the  time  and  place  of  manufacture  and  the  date  of  retest 
shall  be  stamped  thereon. 

Rule  11.  Marking. 

Each  liquefier  shall  bear  marking  as  follows : 

A.  Name  of  owner. 

B.  Serial  number. 

C.  Name  or  trade  mark  of  manufacturer. 

D.  Date  of  manufacture. 

E.  Test  pressure. 

F.  Inspection  service  mark. 

G.  Maximum  filling  charge  based  on  filling  to  not  more 
than  68  per  cent  o  fthe  water  content  by  weight. 

Rule  12.  Filling. 

Each  liquefier  shall  be  placed  and  used  in  a  vertical  posi¬ 
tion  with  filling  effected  while  liquefier  is  properly  secured. 

Rule  13.  Maximum  Charge. 

Liquefiers  shall  not  be  filled  with  solid  carbon  dioxide  in 
excess  of  150  lbs.  not  in  excess  of  68  per  cent  by  weight 
of  the  water  capacity  of  the  liquefier. 

Rule  14.  Use  of  CO2  Systems  and  Liquefiers. 

A.  Carbon  dioxide  liquefier  converting  systems  for  filling 
portable  cylinders  shall  not  be  used  in  any  building 
occupied  in  whole  or  in  part  as  a  residence  or  as  a 
multiple  dwelling,  or  as  place  of  public  assembly,  or 
in  a  building  not  used  exclusively  for  manufacturing 
purposes. 

B.  Except  in  buildings  used  exclusively  for  the  manufac¬ 
ture  of  carbon  dioxide  or  other  compressed  gases,  not 
more  than  8  liquefiers  of  a  maximum  combined  ca¬ 
pacity  of  1,200  lbs.  of  carbon  dioxide  shall  be  headed 
in  a  battery  and  not  more  than  one  such  battery  shall 
be  permitted  in  a  building. 

C.  Liquefiers  may  be  manifolded  only  by  the  use  of  extra 
heavy  steel  or  wrought  iron  pipe,  or  extra  heavy  seam¬ 
less  copper  or  brass  tubing,  of  not  larger  than  %  in. 
I.  P.  S.  Fittings  shall  be  high  pressure  forged  steel  or 
extra  heavy  bronze  hydraulic  type. 

D.  Each  manifold  shall  be  protected  by  a  frangible  disc 
safety  device  of  the  same  size  and  type  as  those  pre¬ 
scribed  for  the  liquefier,  and  designed  to  release  at  a 
pressure  of  not  more  than  2,000  lbs.  per  sq.  in.  In 
addition,  the  liquid  manifold  shall  be  protected  by  a 
spring  safety  valve  so  set  as  to  relieve  the  pressure 
at  not  more  than  1,600  lbs.  per  sq.  in. 


E.  When  carbon  dioxidg  gas  is  conducted  through  pres¬ 
sure  reducing  valve  between  liquefier  and  point  of  use, 
the  use  of  a  heater  will  be  permitted,  but  said  heater 
shall  be  so  arranged  that  heat  may  be  applied  indi¬ 
rectly.  This  heater  shall  consist  of  a  coil  immersed  in 
water.  The  source  of  heat  shall  then  be  applied  to  the 
water  but  not  directly  to  the.  coil. 

Rule  15.  Test  of  Piping. 

Each  liquefier  or  battery  of  liquefiers  to  be  used  for 
the  filling  of  portable  cylinders  or  other  containers  with 
liquid  carbon  dioxide  and  all  the  piping  connected  thereto, 
shall  be  hydrostatically  tested  in  the  presence  of  the  rep¬ 
resentatives  of  the  Fire  Chief  and  Commissioner  before 
the  solid  carbon  dioxide  is  first  put  into  the  system.  A 
hydrostatic  pressure  of  2400  lbs.  per  sq.  in.  shall  be  main¬ 
tained  for  fifteen  minutes,  released  for  five  minutes,  and 
again  applied  for  a  period  of  fifteen  minutes  without  any 
visible  leak  or  reduction  of  pressure.  This  test  shall  be 
repeated  at  least  every  five  years. 

Rule  16.  Approval  Systems  for  Filling  Portable 
Cylinders. 

Each  liquefier  or  battery  of  liquefiers  used  for  filling 
portable  cylinders  or  other  containers,  shall  be  permanently 
labeled  or  marked  showing  the  Fire  Department  Certificate 
of  Approval  Number  together  with  date  of  last  test. 

Rule  17.  Acceleration. 

Defrosting,  or  acceleration  of  liquefication,  shall  be  by 
use  of  water  only,  the  water  shall  be  of  a  temperature  not 
above  85°  Fahrenheit. 

Rule  18.  CO2  Portable  Cylinders. 

A.  Portable  cylinders  or  other  containers  to  be  filled  with 
liquid  carbon  dioxide  shall  be  constructed  and  marked 
in  accordance  with  the  Specifications  of  the  Interstate 
Commerce  Commission  for  carbon  dioxide  cylinders 
and  shall  have  been  tested  within  intervals  of  not 
more  than  five  years  as  evidenced  by  official  marking. 
Cylinders  not  so  constructed  and  marked  shall  not  be 
filled  with  carbon  dioxide. 

B.  The  maximum  filling  of  liquid  carbon  dioxide,  with 
one  pound  allowable  variation  in  each  cylinder,  shall 
not  be  over  20  lbs.  for  standard  cylinders  5p2  in.  in 
diameter  by  51  in.  long,  nor  over  50  lbs.  for  standard 
cylinders  8Ej  in.  in  diameter  by  51  in.  long  and  larger. 
No  cylinder  shall  be  filled  with  carbon  dioxide  to  more 
than  68  per  cent  of  the  water  capacity,  by  weight,  of 
the  cylinder. 

C.  The  amount  of  liquid  carbon  dioxide  charged  into 
portable  cylinders  or  other  containers  shall  be  deter¬ 
mined  by  weight  by  use  of  a  dial  scale  having  a  mov¬ 
able  indicator,  and  this  weight  shall  also  be  checked 
after  disconnecting  from  the  charging  line. 

Rule  19.  Existing  Installations. 

Liquefiers  or  converters  to  which  these  rules  and  regu¬ 
lations  cannot  be  applied,  may  be  maintained  and  operated, 
if  approved  by  the  Board  of  Standards  and  Appeals,  under 
such  conditions  as  are  deemed  necessary  in  the  interest  of 
public  safety. 


NOTICE 


MULTIPLE  DWELLING  LAW  ON  SALE 
Copies  of  the  Multiple  Dwelling  Law  are  now  on  sale  at 
the  Distribution  Division  of  the  City  Record  Office,  Room 
2213,  Municipal  Building,  Manhattan.  Price  50c;  by  mail  54c 
Copies  of  the  Supplemental  Rules  and  Regulations  of 


the  Housing  Division  of  the  Department  of  Housing  and 
Buildings  on  Fire  Retarding,  Fire  Escapes,  Fire  Stairs  and 
Fire  Towers  are  now  on  sale  at  the  Distribution  Division 
of  the  City  Record  Office,  Room  2213,  Municipal  Build¬ 
ing,  Manhattan.  Price  10c;  by  mail  12c. 
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PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers.  pertaining  to  the  work  of  the  hoard,  will  he  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 

_  **■■■  - 1 

NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  commissioner 
of  buildings  or  fire  commissioner)  and  file  with  this  board 
a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directors. 


Fire  Retarding  Rules  for  Garages,  etc. 
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DOCKET. 

New  Cases  Filed  up  to  December  24,  1940. 

Cal.  No.  Department.  Premises  Affected. 

1195-40-BZ. . .  .H.B.M. . .  .160  East  48th  street,  southwest 

corner  of  Third  avenue  (Block 
No.  1302,  Lot  No.  33),  Bor¬ 
ough  of  Manhattan, 

Alt.  2865-40. 


1196-40-BZ. . ,  .H.B.Q . 74-02  to  74-10  Jamaica  avenue, 

and  1  Elderts  lane,  southeast 
corner  (Block  No.  8899,  Lot 
No.  1),  Woodhaven,  Borough 
of  Queens,  N.B.  7638-40. 

11 9/ -40- A - ..H.B.B . 9964  Third  avenue,  west  side,  500 

ft.  south  of  99th  street  (Block 
No.  6133,  Lot  No.  60),  Bor- 
i  ough  of  Brooklyn, 

B.N.  1990-40. 


1 198-40- A . H.B.Q . 69-78  and  69-82  183rd  street, 

northwest  corner  of  73rd  ave¬ 
nue  and  183rd  street,  west 
side,  60.64  ft.  north  of  73rd 
avenue  (Block  No.  7135,  Lot 
No.  1),  Flushing,  Borough  of 
Queens, 

N.B.  7666-40  and  N.B.  7667-40. 


1199-40- A . H.B.Q . 69-77  and  69-81  183rd  street, 

northeast  corner  of  73rd  ave¬ 
nue  and  183rd  street,  east  side, 
59.91  it.  north  of  73rd  avenue 
(Block  No.  7136,  Lot  No.  1), 
Flushing,  Borough  of  Queens, 
N.B.  7663-40  and  N.B.  7664-4'J. 


1200-40- A . H.B.B . 196  New  York  avenue,  west  side, 

65  ft.  north  of  Park  place 
(Block  No.  1234,  Lot  Mo. 
43),  Borough  of  Brooklyn, 

Alt.  6074-40. 


1201- 40-BZ - H.B.Bx.. .  .648  East  225th  street,  south  side, 

205  ft.  east  of  Carpenter  ave¬ 
nue  (Block  No.  4826,  Lot 
Nos.  61  and  64),  Borough  of 
The  Bronx, 

Decision — re  Certificate  of 
Occupancy. 

1202- 40- A . H.B.Q . 29-35,  29-39  and  29-43  201st 

street,  northeast  corner  of 
32nd  avenue  (Block  No.  6028, 
Lot  No.  1),  Flusl  ling.  Bor¬ 
ough  of  Queens, 

N.B.  7095-40,  N.B.  7096-40 
and  N.B.  7097-40. 


1203-40-A . H.B.Q . 201-02,  201-06,  201-10,  201-14  and 

201-18  32nd  avenue,  south 
_  side,  between  201st  street  and 

202nd  street  (Block  No.  6031, 

.  Lot  No.  1),  Bayside,  Borough 

of  Queens, 

* .  N.B.  7098-40  to  N.B.  7102-40, 

^  '•'*»***, .  inclusive. 


1204-40-A . H.B.M ....  1491  Broadway,  southwest  corner 

of  West  43rd  street  (Block 
No.  1014,  Lot  No.  36),  Bor¬ 
ough  of  Manhattan, 

Decision — re  Revocation  of 
Permit  (Sign)  2762-37. 


1-05-40-BZ ....  H.B.M ....  421-427  East  93rd  street,  north 

side,  133  ft.  4§4  in.  west  of 
East  River  drive  (Block  No. 
1573,  Lot  No.  14),  Borough 
of  Manhattan,  Alt.  3153-40. 


1206- 40-BZ ....  H.B.Bx. ...  5550  Broadway,  northeast  corner 

of  Kimberly  place  (Block  Nc. 
3266,  Lot  Nos.  155,  157  and 
159),  Borough  of  The  Bronx, 
Decision — re  Certificate  of 
Occupancy. 

1 207- 40- SM . Johns  Manville  Insulating  Board, 

manufactured  by  Johns-Man- 
ville  Sales  Corporation, 

Material 


1208-40-A . .H.B.B . 35  Hooper  street,  north  side,  80 

ft.  west  of  Wythe  avenue 
(Block  No.  2197,  Lot  No. 
35),  Borough  of  Brooklyn, 
Misc.  Applic.  8225-40. 


1209  40- A . H.B.B . 124  Lafayette  avenue,  south  side, 

35  ft.  east  of  Cumberland 
street  (Block  No.  2119,  Loc 
No.  23),  Borough  of  Brook¬ 
lyn, 

Decision — re  req.  for  Revoca¬ 
tion  of  permit — re  Alt. 

4676-40 


1210-40-BZ. ...  H.B.B . 424-446  Hegeman  avenue,  south 

side,  from  Malta  street  to 
Louisiana  avenue,  88-98  Malta 
street  and  47-51  Louisiana 
avenue  (Block  No.  4318,  Lot 
Nos.  1,  6  and  10),  Borough  of 
Brooklyn, 

Drop  Curb  Applic.  9087-39. 


121 1-40-BZ.... H.B.Q . 88-17  to  88-19  (now  88-11)  168th 

street,  east  side,  100  ft.  south 


1750 


CALENDAR 


of  88th  avenue  (Block  No. 
9819,  Lot  No.  6),  Jamaica, 
Borough  of  Queens, 

Misc.  Applic.  10302-10. 


1212— K)-BZ ....  ll.B.B . 1061-1065  Montgomery  street, 

north  side,  5  ft.  3%  in.  west 
of  East  New  York  avenue, 

and  46-48  Ford  street  (Block 
No.  1420,  Lot  Nos.  58  and 

51),  Borough  of  Brooklyn, 
B.N.  1554-40. 


1213-40-BZ. . .  .H.B.M _ 727-731  11th  avenue,  west  side,  50 

ft.  lYz  in.  south  of  West  52nd 
street  (Block  No.  1099,  Lot 
Nos.  32,  33  and  34),  Borough 
of  Manhattan,  N.B.  193-40. 


1214-40-A . H.B.M  ...  .727-731  11th  avenue,  west  side, 

50  ft.  2J4  in.  south  of  West 
52nd  street  (Block  No.  1099, 
Lot  Nos.  32,  33  and  34),  Bor¬ 
ough  of  Manhattan, 

N.B.  193-40. 


121 5-40- A . Id.B.Q . 29-36,  29-40  and  29-44  202nd 

street,  northwest  corner  of 
32nd  avenue  (Block  No.  6028, 
Lot  No.  1),  Bayside,  Borough 
of  Queens, 

N.B.  7084-40,  N.B.  7085-40 
and  N.B.  7086-40. 


1216-40-A . H.B.Q . 34-40  to  34-66  Junction  boule¬ 

vard,  northwest  corner  of  35th 
avenue  (Block  No.  1455,  Lot 
No.  70),  Flushing,  Borough 
of  Queens, 

Misc.  Applic.  9604-40. 


1217-4J-A . H.B.B . 1128-1130  Eastern  parkway,  south 

side,  20  ft.  east  of  Utica  ave¬ 
nue  (Block  No.  1397,  Lot 
Nos.  6  and  7),  Borough  ol 
Brooklyn,  Alt.  5981-40, 


DESIGNATIONS:  H.B. — Department  of  Housing  and  Buildings; 
ll.B.B. — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M. — 
Department  of  Housing  and  Buildings,  Manhattan  ;  H.B.Q. — De¬ 
partment  of  Housing  and  Buildings,  Queens ;  H.B.R.— Department 
of  Housing  and  Buildings,  Richmond ;  H.B.Bx. — Department  of 
Housing  and  Buildings,  Bronx;  H.D. — Health  Department,  and 
F.I). — Fire  Department 


CERTIORARI  ORDER  SERVED  ON  THE  BOARD 
OF  STANDARDS  AND  APPEALS. 

On  December  20,  1940,  Vollmer  and  Wildermuth,  attorneys, 

served  on  the  Board  petition  and  order  of  certiorari,  on  behalf  of 
Edgar  P.  Holliday,  objector,  in  re  decision  of  Board  on  October 
29,  1940,  permitting  extension  to  a  factory  building  partly  in 
business  and  partly  in  unrestricted  district,  under  section  7c,  Cal. 
No.  953-40-BZ.  premises  134-22  Jamaica  avenue  and  88-06  Van 
Wyek  boulevard,  Jamaica,  Borough  of  Queens. 
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Last  Publication  in  Bulletin 


Blended  Cements,  Rules  for  Testing 

and  Use  of 

Dec. 

10, 

1940 — Vol. 

25, 

No. 

51) 

Carbon  Dioxide  Liquefier  Rules . 

Dec. 

24, 

1940— Vol. 

25, 

No. 

52 

Certificates  of  Occupancy,  approved 

form  ...  . 

Aug. 

23, 

1938— Vol. 

23, 

No. 

34 

Concrete  Flat  Slabs,  Rules 

July 

13, 

1937— Vol. 

22. 

No. 

28 

Concrete  Masonry  Units,  Rules  for 

Manufacture,  Testing  and  Use 

of 

Dec. 

31. 

1940-  Vol. 

25, 

No. 

53 

Concrete  Rules  (Hydrated  Lime)  . 

Aug. 

3, 

1937— Vol. 

22. 

No. 

31 

Elevator  Rules  . 

Mar. 

3, 

1936— Vol. 

21, 

No. 

9 

Exit  Rules  (Revolving  Doors) . 

J  une 

15, 

1937— Vol. 

22, 

No. 

24 

Factory  Exit  Rules  . - 

Aug. 

13, 

1940— Vol. 

25, 

No. 

33 

Fire  Alarm  Rules  (Interior) . 

Aug. 

13. 

1940— Vol. 

25, 

No. 

33 

Fire  Drill  Rules  . 

Sept. 

17. 

1940— Vol. 

25, 

No. 

38 

Fire-resistive,  Flameproof  Materials, 

etc..  Rules  for  Testing  of 

Dec. 

10, 

1940— Vol. 

25, 

No. 

50 

l  ire  Retarding  Rules  for  Garages. 

etc.  . 

Dec. 

31, 

1940 — Vol. 

25, 

No. 

53 

Fireproof  Wood,  Testing  of 

Apr. 

IS. 

1937— Vol. 

22, 

No. 

15 

Frame  Garages.  Ruling  for 

Jan. 

21. 

1919— Vol. 

4. 

No. 

3 

Fusion  Welding  and  Gas  Cutting 

Rules 

Aug. 

20. 

1940— Vol. 

25, 

No. 

34 

Gas  Shut-Off  Rules 

Apr. 

7, 

1925— Vol. 

10, 

No. 

14 

Hatchway  Protection 

J  une 

5, 

1928— Vol. 

13, 

No. 

23 

Insulating  Fibre  Board  Rules 

Nov. 

5, 

1940— Vol. 

25, 

No. 

45 

Oil  Burner  Rules 

Oct. 

29, 

1940— Vol. 

25, 

No. 

44 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of 

Dec. 

10, 

1940— Vol. 

25, 

No. 

50 

Paint,  Varnish  and  Lacquer  Spray- 

ing  Rules 

Dec. 

3. 

1940— Vol. 

25, 

No. 

49 

Platform  Trucks,  Specifications  for 

Nov. 

24. 

1936— Vol. 

21. 

No. 

47 

Plumbing  Rules 

Aug. 

3, 

1937— Vol. 

22, 

No. 

31 

Plumbing  Rules  i  Prevention  of  Con- 

tamination  of  Water  Supply  i 

Sept. 

10, 

1940— Vol. 

25. 

No. 

37 

Procedure,  Rules  of 

Sept. 

7, 

1937— Vol. 

22. 

No. 

36 

Refrigerating  Systems,  Extract  A.C.Oct. 

8, 

1940— Vol. 

25, 

No. 

41 

Smoking  in  Factories,  Rules  for 

Dec. 

31. 

194(1— Vol. 

25, 

No. 

53 

Sprinkler  Rules 

J  une 

29. 

1937— Vol. 

22. 

No. 

26 

Standpipe  Fireline  Rules  . 

June 

8, 

1937— Vol. 

22, 

No. 

23 

Structural  Alterations,  Reporting 

June 

7, 

1932— Vol. 

17, 

No. 

23 

Tank  Trucks,  Fuel  Oil,  etc . 

Nov. 

24. 

1936— Vol. 

21, 

No. 

47 

Tank  Trucks,  Gasoline,  etc.  . 

Nov. 

24, 

1936— Vol. 

21. 

No. 

47 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code) 

Apr. 

10, 

1923— Vol. 

8. 

No. 

15 

LIST  OF  APPROVED  APP1 

.IANCF! 

8 

Anti-Siphon  Valves  . 

Mar. 

5, 

1935— Vol. 

20. 

No. 

10 

Fireline  Hose  Valves . 

Mar. 

5, 

1935— Vol. 

20. 

No. 

10 

Fuel  Oil  Burners  for  Domestic  and 

Commercial  Use  . 

Sept. 

3, 

1940— Vol. 

25, 

No. 

36 

Fuel  Oil  Pipe  Terminals  . 

Dec. 

31, 

1940— Vol. 

25, 

No. 

53 

Fuel  Oil  Burners  for  Industrial  Use. Sept. 

3. 

1940— Vol. 

25, 

No. 

36 

Fuel  Oil  Pumps 

Oct. 

29. 

1940— Vol. 

25. 

No. 

44 

Gas  Heaters  . 

Sept. 

3. 

1940— Vol. 

25, 

No. 

36 

Paint,  Varnish  and  Lacquer  Spray- 

ing  Equipment  . 

Dec. 

31, 

1940— Vol. 

25, 

No. 

53 

Range  Oil  Burners  and  Space 

Heaters  . 

•  Sept. 

3. 

1940— Vol. 

25, 

No. 

36 

Vacuum  Breakers 

Sept. 

10, 

1940— Vol. 

25. 

No. 

37 

DECEMBER  31,  1940,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions  of 
the  building  zone  resolution,  Tuesday  morning,  December 
31,  1940,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 

cal.  no.  518-40-BZ — Application,  May  15,  1940.  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Edward  A.  Schuman,  applicant  and 
owner  (Forest  Hills  Cement  Block 
Company,  Incorporated,  lessee),  to  per¬ 
mit  in  a  business  use  district  the  use 
of  premises  for  the  manufacture  of 
cement  blocks;  premises  117-30  Spring- 
field  boulevard,  west  side,  44.54  ft. 
north  of  118th  avenue  (Block  No.  3358, 
Lot  No.  61),  St.  Albans,  Borough  of 
Queens. 


1751 


CALENDAR 


cal.  no.  942-40-BZ — Application,  September  27,  1940,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Ratlan  Realty 
Corporation,  owner,  to  permit,  partly 
in  a  business  use  district  and  partly  in 

i  an  unrestricted  use  district,  the  recon¬ 

struction  and  structural  alterations  of 
a  building  and,  also,  premises  used  as  a 
public  garage,  motor  vehicle  repair 
shop,  auto  laundry,  grease  pits  and 
gasoline  service  station;  premises  1927- 
1943  Atlantic  avenue  and  17-31  Ban¬ 
croft  place,  northeast  corner  (Block 
No.  1558,  Lot  Nos.  1  and  32),  Bor¬ 
ough  of  Brooklyn. 

cal.  no.  990-40-BZ — Application,  October  1,  1940,  under 
sections  7 a  and  7c  of  the  building  zone 
resolution,  of  Charles  M.  Spindler,  ap¬ 
plicant,  on  behalf  of  H.  D.  Hammond 
Garage,  Incorporated,  owner,  to  per¬ 
mit  on  a  premises  located  partly  in  a 
business  use  district  and  partly  in  an 
unrestricted  use  district,  the  extension 
of  a  gasoline  service  station ;  premises 
6518-6524  Fort  Hamilton  parkway,  913- 
929  66th  street,  northwest  corner,  and 
912-922  65th  street  (Block  No.  5750, 
Lot  Nos.  13  and  26),  Borough  of 
Brooklyn. 

cal.  no.  807-40-BZ — Application,  July  19,  1940.  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  Henry  Nordheim,  appli¬ 
cant,  on  behalf  of  Richard  Stiegler, 
owner  (Sarah  Stern,  lessee),  to  permit 
in  a  business  use  district,  for  a  tem¬ 
porary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1168-1178  River  avenue,  east 
side,  129  ft.  north  of  McClellan  street 
(Block  No.  2488,  part  of  Lot  No.  1), 
Borough  of  The  Bronx. 

cal.  no.  390-27-BZ — Application  of  Reginald  S.  Hardy,  ap¬ 
plicant,  on  behalf  of  Morben  Realty 
Corporation,  owner,  reopened  October 
15,  1940,  under  section  7f  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  busi¬ 
ness  use  district,  for  a  stated  term  of 
years,  the  erection  and  maintenance  of 
a  gasoline  service  station  (previously 
denied  by  the  Board  under  section  21 
of  the  building  zone  resolution)  ;  prem¬ 
ises  73-42  Cooper  avenue,  south  side, 
22.22  ft.  west  of  74th  street  (Block  No. 
3811,  Lot  No.  8),  Glendale,  Borough 
of  Queens. 

cal.  no.  712-38-BZ — Application  of  Sidney  L.  Strauss,  ap¬ 
plicant,  on  behalf  of  Steeples  Manage¬ 
ment  Corporation,  owner,  reopened  and 
restored  to  Calendar  November  13, 
1940,  under  section  21  of  the  building 
zone  resolution,  to  permit  in  a  residence 
use  district  the  maintenance  of  business 
use  in  part  of  the  cellar  and  in  part  of 
the  first  story  of  an  existing  multiple 
dwelling  (previously  dismissed  for  lack 
of  prosecution)  ;  premises  1604-1648 
Ocean  avenue,  west  side,  120  ft.  south 
of  Avenue  K  (Block  No.  6730,  Lot 


Nos.  63  and  72),  Borough  of  Brook¬ 
lyn. 

cal.  no.  1131-40-BZ — Application,  November  29,  1940,  under 
sections  7b  and  21  of  the  building  zone 
resolution,  of  Emil  H.  Schwab,  Jr., 
applicant,  on  behalf  of  Emil  Schwab, 
Sr.,  Emma  Schwab  and  Emil  H. 
Schwab,  Jr.,  owners,  to  permit,  partly 
in  a  residence  use  district  and  partly 
in  a  business  use  district,  the  mainte¬ 
nance  of  a  business  use  (stores)  on  the 
first  story  of  an  existing  multiple 
dwelling;  premises  2485  Creston  ave¬ 
nue,  west  side,  56  ft.  north  of  East 
Fordham  road  (Block  No.  3174,  Lot 
No.  30),  Borough  of  The  Bronx. 

cal.  no.  729-38-BZ — Application  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Talbo  Gasoline 
Company,  Incorporated,  owner,  re¬ 
opened  October  8.  1940,  under  sections 
7c  and  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  use  dis¬ 
trict  the  alteration  and  extension  in 
area  of  an  existing  gasoline  service 
station  (previously  denied  by  the 
Board)  ;  premises  3150-3158  Boston 
Post  road,  southeast  corner  of  Laconia 
avenue  (Block  No.  4614,  Lot  No.  9), 
Borough  of  The  Bronx. 

cal.  no.  812-40-BZ — Application,  July  22,  1940,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Arthur  H.  Haaren,  ap¬ 
plicant,  on  behalf  of  Edlar  Realty  Cor¬ 
poration,  owner  (Alex  White,  lessee), 
to  permit  in  a  business  use  district  the 
extension  of  a  gasoline  service  station 
so  as  to  permit  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  3150  Broadway,  southeast 
corner  of  Moylan  place  (Block  No 
1980,  Lot  No.  61),  Borough  of  Man¬ 
hattan. 


(  al.  no.  177-32-BZ — Application  of  Herbert  J.  Krapp,  ap¬ 
plicant,  on  behalf  of  Trebuhs  Realty 
Company,  Incorporated,  owner,  re¬ 
opened  April  9,  1940,  under  section  7h 
of  the  building  zone  resolution,  to  per¬ 
mit  in  a  business  use  district  the  park¬ 
ing  and  storage  of  more  than  five  (5) 
motor  vehicles  (previously  denied  by 
the  Board  as  a  gasoline  service  sta¬ 
tion)  ;  premises  160-166  West  End 
avenue  and  251-261  West  67th  street, 
northeast  corner  (Block  No.  1159,  Lot 
No.  1),  Borough  of  Manhattan. 

cal.  no.  330-22-BZ — Application  of  Paul  Friedman,  appli¬ 
cant,  on  behalf  of  Kings  Highway 
Community  Corporation,  owner  (Com¬ 
munity  Amusement  Corporation,  lessee), 
reopened  December  3,  1940,  for  rehear¬ 
ing  under  new  proposal,  under  sections 
7c  and  21  of  the  building  zone  resolu¬ 
tion,  to  permit,  partly  in  a  residence 
use  district  and  partly  in  a  business  use 
district,  the  change  of  use  of  an  existing 
building  from  bowling  alleys,  library, 
stores,  auditorium  and  meeting  room 
(previously  granted  by  the  Board)  to 
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stores  and  motion  picture  theatre  (pre¬ 
viously  denied  by  the  Board)  ;  premises 
1663-1669  East  17th  street,  east  side, 
57  ft.  lYz  in.  south  of  Kings  highway 
(Block  No.  6780,  Lot  No.  55),  Bor¬ 
ough  of  Brooklyn. 

Appeal  frotn  Administrative  Decision. 

602-40-A — 1663-1669  East  17th  street,  east  side,  57  ft.  2 lA 
in.  south  of  Kings  highway  (Block  No. 
6780,  Lot  No.  55),  Borough  of  Brooklyn. 

HARRIS  II.  MURDOCK,  Chairman. 


section  7h  of  the  building  zone  resolu¬ 
tion,  of  Lama  and  Proskau'er,  appli¬ 
cants,  on  behalf  of  Dime  Savings  Bank 
of  Brooklyn,  owner,  to  permit,  partly 
in  a  business  use  district  and  partly  in 
an  unrestricted  use  district,  for  a  tem¬ 
porary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
413-417  Flatbush  Avenue  Extension, 
east  side,  136  ft.  1)4  in.  south  of  DeKalb 
avenue  (Block  No.  2093,  Lot  No.  85), 
Borough  of  Brooklyn. 


DECEMBER  31,  1940,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

1006-40-A — 141-143  Coolidge  avenue,  north  side,  236.65  ft. 

west  of  Daniels  street  (Block  No.  6339, 
Lot  No.  54),  Jamaica,  Borough  of  Queens 
(under  section  35,  General  City  Law — re 
bed  of  mapped  street). 

1171-40-A — 783-821  Lafayette  avenue,  northwest  corner  of 
Sumner  avenue  (Block  No.  1787,  Lot  No. 
14)  ;  (Public  School  No.  25),  Borough  of 
Brooklyn. 

1182-40- A — 76  Metcalfe  street,  south  side,  from  Vanderbilt 
avenue  to  Targee  street,  and  425  Vander¬ 
bilt  avenue  (Block  No.  646,  Lot  No.  1), 
btapleton,  Borough  of  Richmond. 

1165-40- A — 187-04  and  187-06  Linden  boulevard,  southeast 
corner  of  Montauk  street  (Long  Island 
Railroad)  ;  (Block  No.  3168,  Lot  Nos.  7 
and  12),  St.  Albans,  Borough  of  Queens. 

1176-40-A — 330-334  West  27th  street,  south  side,  350  ft. 

west  of  Eighth  avenue  (Block  No.  750, 
Lot  No.  57),  Borough  of  Manhattan. 


JANUARY  7,  1941,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions  of 
the  building  zone  resolution,  Tuesday  morning ,  January 
7,  1941,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters: 

cal.  no.  377-40-BZ— Application,  April  11,  1940,  under  sec¬ 
tion  7g  of  the  building  zone  resolution, 
of  William  P.  Collins,  applicant  and 
lessee,  on  behalf  of  Long  Island  Rail¬ 
road  Company,  owner,  to  permit  in  an 
unrestricted  use  district  the  parking  of 
more  than  five  (5)  motor  vehicles  on 
a  plot  located  on  the  same  street  and 
between  the  same  two  (2)  intersecting 
streets  with  a  school;  premises  10-25 
49th  avenue,  north  side,  59.94  ft.  west 
of  Jackson  avenue  (Block  No.  44,  Lot 
Nos.  10  to  19,  inclusive),  Long  Island 
City,  Borough  of  Queens. 

cal.  no.  983-40-BZ — Application,  October  10,  1940,  under 


cal.  no.  828-40-BZ — Application,  July  30,  1940,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Gaetano  Tuzzolino,  applicant  and 
lessee,  on  behalf  of  Milton  Hirschman, 
owner,  to  permit  in  a  business  use  dis¬ 
trict,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  northeast  cor¬ 
ner  of  White  Plains  road  and  Easi 
236th  street  (Block  No.  5043,  Lot  No. 
6),  Borough  of  The  Bronx. 

cal.  no.  604-40-BZ — Application.  June  5,  1940,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Paul  Friedman,  applicant,  on  behalf 
of  Mary  B.  MacKay,  owner  (Etta 
Ginsberg,  lessee),  to  permit  in  a  busi¬ 
ness  use  district,  for  a  temporary  period 
of  not  more  than  two  (2)  years,  the 
parking  and  storage  of  more  than  five 
(5)  motor  vehicles;  premises  74-92 
Bay  Ridge  avenue,  south  side.  200  ft. 
east  of  Narrows  avenue  (Block  No. 
5869,  Lot  No.  19),  Borough  of  Brook¬ 
lyn. 

cal.  no.  271-39-BZ — Application  of  Albert  C.  Benson,  ap¬ 
plicant,  on  behalf  of  Socony-Vacuum 
Oil  Company,  Incorporated,  owner, 
reopened  October  15,  1940,  under  sec¬ 
tion  7c  of  the  building  zone  resolution, 
to  permit  in  a  business  use  district  the 
extension  of  an  existing  gasoline  service 
station  (previously  granted  on  certain 
conditions  by  the  Board ;  Board’s  deci¬ 
sion  reversed  by  Special  Term,  Supreme 
Court,  without  prejudice  to  taking  fur¬ 
ther  proceedings  before  the  Board)  ; 
premises  96-23  to  96-29  Queens  boule¬ 
vard  and  95-02  to  95-14  63rd  road, 
northeast  corner  (Block  No.  2088.  Lot 
No.  22),  Elmhurst,  Borough  of  Queens 


cal.  no.  926-40-BZ — Application,  September  18,  1940,  under 
section  7c  of  the  building  zone  resolu¬ 
tion,  of  Louis  A.  Kiesewetter,  appli¬ 
cant,  on  behalf  of  The  Texas  Company, 
owner,  to  permit  in  a  business  use  dis¬ 
trict  the  erection  of  an  accessory  build¬ 
ing  on  an  existing  gasoline  service 
station;  premises  1698  Boston  road  and 
1705  Southern  boulevard,  southeast 
corner  (Block  No.  2978,  Lot  No.  191), 
Borough  of  The  Bronx. 


cal.  no.  1084-40-BZ — Application,  November  13,  1940,  under 
lections  7a,  7b  and  21  of  the  building 
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zone  resolution,  of  A.  J.  Daidone,  ap¬ 
plicant.  on  behalf  of  Department  of 
Public  Works,  City  of  New  York, 
owner,  to  permit  in  a  business  use  dis¬ 
trict  the  erection  and  maintenance  of  a 
building  accessory  to  a  sewage  disposal 
plant;  premises  150-63  131st  street, 

blocks  bounded  by  150th  avenue,  155th 
avenue,  131st  street  and  134th  street 
(Block  No.  2718,  Lot  No.  1,  and  Block 
No.  2720,  Lot  No.  24),  Jamaica,  Bor¬ 
ough  of  Queens. 

cal.  no.  1085-40-BZ — Application,  November  13,  1940,  under 
sections  7a,  7b  and  21  of  the  building 
zone  resolution,  of  A.  J.  Daidone.  ap¬ 
plicant,  on  behalf  of  Department  of 
Public  Works,  City  of  New  York, 

owner,  to  permit  in  a  business  use  dis¬ 
trict  the  erection  and  maintenance  of  a 
building  accessory  to  a  sewage  disposal 
plant;  premises  150-54  134th  street, 

blocks  bounded  by  150th  avenue,  155th 

avenue,  131st  street  and  134th  street 
(Block  No.  2718,  Lot  No.  1,  and  Block 
No.  2720,  Lot  No.  24),  Jamaica,  Bor¬ 
ough  of  Queens. 

cal.  no.  1139-40-BZ — Application,  December  2,  1940,  under 
section  21  of  the  building  zone  resolu¬ 
tion.  of  Arthur  Weiser,  applicant,  on 
behalf  of  Wheelock  Avenue  Corpora¬ 
tion,  owner  (Margate  Estates,  Incor¬ 
porated,  lessee),  to  permit,  partly  in  a 
business  use  district  and  partly  in  a 
residence  use  district,  the  erection  and 
maintenance  of  a  multiple  dwelling 
having  a  garage  for  more  than  five 
(5)  motor  vehicles  for  the  use  of  the 
tenants  of  the  multiple  dwelling  only ; 
premises  50-' ■< >  Kncrside  Drive  West, 
west  side,  from  West  158th  street  to 
West  161st  street  (Block  No.  2135, 
Lot  Nos.  60,  32,  37  and  92),  Borough 
of  Manhattan. 

Appeal  from  Administrative  Decision. 

cal.  no.  758-40-A-MD — Application.  July  9,  1940,  under 
section  60  of  the  Multiple  Dwelling 
Law.  of  Arthur  Weiser,  applicant,  on 
behalf  of  Wheelock  Avenue  Corpora¬ 
tion,  owner  (Margate  Estates,  Incor¬ 
porated,  lessee),  to  permit,  partly  in  a 
business  use  district  and  partly  in  a  resi¬ 
dence  use  district,  the  erection  and 
maintenance  of  a  multiple  dwelling  hav¬ 
ing  a  garage  for  more  than  five  (5) 
motor  vehicles  for  the  use  of  the  ten¬ 
ants  of  the  multiple  dwelling  only ; 
premises  50-90  Riverside  Drive  West, 
west  side,  from  West  158th  street  to 
West  161st  street  (Block  No.  2135,  Lot 
Nos.  60,  32,  37  and  92),  Borough  of 
Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  7,  1941,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

861-40-A — 2101-2123  Albemarle  road,  south  side,  190  ft.  east 


of  Flatbush  avenue  (Block  No.  5102.  Lot 
No.  59)  ;  (Apartment  No.  1-N),  Borough 
of  Brooklyn. 

881-40-A — 291-301  Metropolitan  avenue,  northwest  corner 
of  Roebling  street  (Block  No.  2353.  Lot 
No.  13),  Borough  of  Brooklyn. 

1142-40- A— 2301-2323  Beverly  road  and  2360-2420  Bedford 
avenue,  northwest  corner  (Block  No.  5133, 
Lot  No.  14),  Borough  of  Brooklyn. 


JANUARY  14,  1941,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  January 
14,  1941,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matters : 

cal,  no.  249-39-BZ — Application,  February  28.  1939;  dis- 
miseed  for  lack  of  prosecution  July  18, 
1939;  reopened  and  restored  to  Calendar 
September  17,  1940,  under  section  7f  of 
the  building  zone  resolution,  of  Lama 
and  Proskauer,  applicants,  on  behalf  of 
Koppers  Company,  owner,  to  permit  in 
a  business  use  district,  for  a  stated  term 
of  years,  the  erection  and  maintenance 
of  a  gasoline  service  station;  premises 
84-11  to  84-21  Astoria  boulevard  and 
24-02  to  24-12  85th  street,  northwest 
corner,  and  84-12  to  84-20  24th  avenue 
(Block  No.  1096,  part  of  Lot  No.  1), 
Jackson  Heights,  Borough  of  Queens. 

(Al.  no.  583-40-BZ — Application,  May  28,  1940,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Henry  Nordheim,  applicant,  on  be¬ 
half  of  O’Brien  Building  Company,  In¬ 
corporated,  owner  (Charles  Barnett, 
lessee),  to  permit  in  a  business  use 
district,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  3096-3102 
Webster  avenue,  south  side.  25  ft.  west 
of  East  204th  street  (Block  No.  3330, 
Lot  No.  68),  Borough  of  The  Bronx. 

cal.  no.  446-40-BZ — Application,  April  26,  1940,  under  sec¬ 
tion  7c  of  the  building  zone  resolution, 
of  Arthur  H.  Haaren,  applicant,  on 
behalf  of  Kesbec,  Incorporated,  owner 
(James  McAllister,  lessee),  to  permit 
in  a  business  use  district  the  extension 
of  a  gasoline  service  station  so  as  to 
include  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  4431-4441  Broadway,  west 
side,  108  ft.  south  of  West  190th  street 
(Block  No.  2180,  Lot  Nos.  492  and 
494),  Borough  of  Manhattan. 

cal.  no.  818-40-BZ — Application,  July  26.  1940,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  M.  A.  Boule,  applicant,  on  behalf  of 
Sylvia  M.  Bullowa,  owner  (John  Car- 
mody,  lessee),  to  permit  in  a  business 
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use  district,  for  a  temporary  period 
of  not  more  than  two  (2)  years,  the 
parking  and  storage  of  more  than  five 
(5)  motor  vehicles;  premises  1882-1884 
Second  avenue,  east  side,  25  ft.  north 
of  East  97th  street  (Block  No.  1669, 
Lot  No.  2),  Borough  of  Manhattan. 

cal.  no.  819-40-BZ — Application,  July  26,  1940,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  M.  A.  Boule,  applicant,  on  behalf  of 
Sylvia  M.  Bullowa,  owner  (John  Car- 
mody,  lessee),  to  permit  in  a  business 
use  district,  for  a  temporary  period  of 
not  more  than  two  (2)  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  1888-1890 
Second  avenue,  east  side.  50  ft.  south  of 
East  98th  street  (Block  No.  1669,  Lot 
Nos.  51  and  52),  Borough  of  Man¬ 
hattan. 


cal  no.  302-29-BZ — Application  of  Reginald  S.  Hardy,  ap¬ 
plicant,  on  behalf  of  John  Sklar  Hold¬ 
ing  Company,  Incorporated,  owner,  re¬ 
opened  July  2,  1940,  under  sections  7b, 
7c  and  21  of  the  building  zone  resolu¬ 
tion,  to  permit,  partly  in  a  business  use 
district  and  partly  in  a  residence  us? 
district,  the  inclusion  of  stores  in  a 
garage  for  more  than  five  (5)  motor 
vehicles ;  said  garage  previously  granted 
by  the  Board ;  the  stores  do  not  comply 
with  section  19h  of  the  building  zone 
resolution;  premises  146-156  East  98th 
street  and  1159-1171  Winthrop  street, 
northwest  corner  (Block  No.  4614,  Lot 
No.  38),  Borough  of  Brooklyn. 

cal  no.  207-31-BZ — Application  of  Abraham  N.  Horwitz, 
applicant,  on  behalf  of  1146  Southern 
Boulevard  Corporation,  owner,  reopened 
November  21.  1939,  under  section  21  of 
the  building  zone  resolution,  to  permit 
in  a  business  use  district  a  motor  vehicle 
repair  shop  in  an  existing  building;  said 
building  previously  acted  upon  by  the 
Board,  permitting  its  use  as  a  gasoline 
service  station,  auto  laundry  and  garage 
for  five  (5)  cars;  premises  1148  South¬ 
ern  boulevard,  east  side,  237  ft.  north  of 
East  167th  street  (Block  No.  2745,  Lot 
No.  11).  Borough  of  The  Bronx. 

cal.  no.  1002-40-BZ — Application,  October  16,  1940,  under 
sections  7i  and  21  of  the  building  zone 
resolution,  of  Max  Siegel,  applicant,  on 
behalf  of  Harold  Swain,  owner,  to  per¬ 
mit  in  a  business  use  district  the  erec¬ 
tion  and  maintenance  of  a  motor  vehicle 
repair  shop;  premises  1550-1552  Jerome 
avenue,  east  side,  241.79  ft.  south  of 
East  Mount  Eden  avenue  (Block  No. 
2846,  Lot  Nos.  23,  24,  25  and  part  of 
Lot  Nos.  22  and  26),  Borough  of  The 
Bronx. 


cal.  no.  1181-39-BZ — Application,  September  26,  1939,  under 
sections  7h  and  21  of  the  building  zone 
resolution,  of  Henry  Nordheim,  appli¬ 
cant,  on  behalf  of  Jefferson  Associates, 
Incorporated,  and  Orada  Realty  Cor¬ 
poration,  owners,  to  permit,  partly  in  a 
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business  use  district  and  partly  in  an 
unrestricted  use  district,  for  a  tem¬ 
porary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  northwest  corner  of  Sedgwick 
avenue  and  West  167th  street  (Block 
No.  2540,  Lot  Nos.  16,  21  and  24),  Bor¬ 
ough  of  The  Bronx. 

cal  no.  968-40-BZ — Application,  October  4,  1940,  under 
sections  7h  and  21  of  the  building  zone 
resolution,  of  Lama  an  1  Proskauer,  ap¬ 
plicants,  on  behalf  of  Jamaica-Fulton 
Operating  Corporation,  owners,  to  per¬ 
mit  in  a  business  use  district,  for  a  tem¬ 
porary  period  of  not  more  than  two 
(2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  168-33  Jamaica  avenue,  north 
side,  111.50  ft.  west  of  169th  street 
(Block  No.  9799,  Lot  Nos.  7  and  42), 
Jamaica,  Borough  of  Queens. 

cal  no.  1036-39-BZ — Application,  August  10,  1939,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Hyman  Axinn,  applicant,  cn 
behalf  of  Axinn  and  Sons  Lumber  Com¬ 
pany,  Incorporated,  owners,  to  permit, 
partly  in  a  residence  use  district  and 
partly  in  a  business  use  district,  the 
parking  of  more  than  three  (3)  motor 
vehicles ;  premises  222-40  99th  avenue, 
south  side,  400  ft.  east  of  222nd  street 
(Block  No.  10805,  Lot  No.  21),  Queens 
Village,  Borough  of  Queens. 

cal  no.  799-39-BZ — Application.  June  15,  1939,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Fox  and  Wintner,  applicants,  on  be¬ 
half  of  Frances  S.  Burrows,  owner,  to 
permit  in  a  business  use  district  the 
conversion  of  occupancy  of  an  existing 
building  to  a  garage  for  more  than  five 
(5)  motor  vehicles;  premises  4-6  East 
135th  street,  south  side,  50  ft.  east  of 
Fifth  avenue  (Block  No.  1759,  Lot  No. 
69),  Borough  of  Manhattan. 

cal.  no.  607-40-BZ — Application,  June  6,  1940,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  John  H.  W.  Krogmann. 
applicant,  on  behalf  of  Wells-Smith 
Corporation,  owner  (John  F.  Dubar, 
lessee),  to  permit  in  a  business  use  dis¬ 
trict,  for  a  temporary  period  of  not 
more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5)  motor 
vehicles;  premises  89-16  to  89-32  Sut- 
phin  boulevard,  west  side,  384.11  ft. 
north  of  Jamaica  avenue  (Block  No. 
9676,  Lot  No.  13),  Jamaica,  Borough 
of  Queens. 

no.  691-40-BZ — Application,  June  25,  1940.  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  H.  Herbert  Lilien,  ap¬ 
plicant,  on  behalf  of  Merrimak  Holding 
Corporation,  owner,  to  permit  in  a  busi¬ 
ness  use  district,  for  a  temporary  period 
of  not  more  than  two  (2)  years,  the 
parking  and  storage  of  more  than  five 
(5)  motor  vehicles  on  a  plot  occupied  in 
part  as  a  gasoline  service  station ; 


CALENDAR 


premises  3325-3331  Broadway,  west 
side,  49  ft.  11  in.  north  of  West  134th 
street  (Block  No.  2001,  Lot  Nos.  31, 
32,  33  and  part  of  Lot  No.  36),  Bor¬ 
ough  of  Manhattan, 


cal.  no.  922-40-BZ — Application,  September  18,  1940,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Ely  Jacques  Kahn,  applicant,  on 
behalf  of  Jacob  Ruppert  Corporation, 
owner,  to  permit,  partly  in  a  business 
use  district  and  partly  in  an  unrestricted 
use  district,  the  conversion  of  occupancy 
of  an  existing  building  to  a  garage  for 
more  than  five  (5)  motor  vehicles; 
premises  205-223  East  93rd  street,  north 
side,  90  ft.  east  of  Third  avenue,  and 
204-222  East  94th  street  (Block  No. 
1539,  Lot  Nos.  5  and  7),  Borough  of 
Manhattan. 


cal.  no.  401-31-BZ — Application  of  Sidney  L.  Strauss,  ap¬ 
plicant,  on  behalf  of  Webster  Commit¬ 
tee,  Incorporated,  and  Wilson  and 
Company,  owners  (Fifth  Atlantic  Cor¬ 
poration,  lessee;  Thomas  Karas,  sub¬ 
lessee),  reopened  July  2.  1940,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  use  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station  upon  a  plot,  pre¬ 
viously  granted  by  the  Board,  for  a 
temporary  period  of  not  more  than  two 
(2)  years,  for  parking  and  storage  of 
more  than  five  (5)  motor  vehicles;  it 
is  proposed,  also,  to  continue  the  tem¬ 
porary  parking  and  storage  use;  prem¬ 
ises  624-626  Atlantic  avenue  and  9 
Fifth  avenue,  northeast  corner,  and  627 
Pacific  street  (Block  No.  1119,  Lot 
Nos.  1  and  64),  Borough  of  Brooklyn. 


cal.  no.  253-40-BZ — Application,  March  6,  1940,  under  sec¬ 
tions  7h  and  21  of  the  building  zone 
resolution,  of  Oscar  Goldschlag,  appli¬ 
cant,  on  behalf  of  Direct  Realty  Com¬ 
pany,  owner,  to  permit  on  a  plot  lo¬ 
cated  in  a  business  use  district  and 
residence  use  district,  the  parking  and 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  1060-1070  St.  Nich¬ 
olas  avenue  and  510-520  West  164th 
street,  southeast  corner  (Block  No. 
2121,  Lot  No.  13),  Borough  of  Man¬ 
hattan. 


cal.  no.  647-40-BZ — Application,  June  13,  1940,  under  sec¬ 
tion  7h  of  the  building  zone  resolution, 
of  Oscar  Goldschlag,  applicant,  on  be¬ 
half  of  Eugene  Higgins,  owner,  to  per¬ 
mit  in  a  business  use  district,  for  a 
temporary  period  of  two  (2)  years,  the 
parking  and  storage  of  more  than  five 
(5)  motor  vehicles;  premises  3321-3323 
Broadway  and  601-607  West  134th 
street,  northwest  corner  (Block  No. 
2001,  Lot  Nos.  29  and  30),  Borough  of 
Manhattan. 


HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  14,  1941,  2  P.  M. 

Appeals  from  Administrative  Decisions. 

821 -40- A — 436  West  57th  street,  south  side,  300  ft.  east  of 
Eleventh  avenue  (Block  No.  1066,  Lot  No. 
50),  Borough  of  Manhattan. 

1130-40- A — 144  Avenue  C  and  701  East  9th  street,  northeast 
corner  (Block  No.  379,  Lot  No.  1),  Bor¬ 
ough  of  Manhattan. 

1097-40- A — 470  86th  street  (472  displayed),  south  side,  97 
ft.  \%  in.  west  of  Fifth  avenue  (Block  No. 
6045,  Lot  No.  34),  Borough  of  Brooklyn. 

944-40-A — 19  Richards  street,  southeast  corner  of  Seabring 
street  (Block  No.  505,  Lot  No.  60),  Bor¬ 
ough  of  Brooklyn. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  January 
14,  1941,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
Manhattan,  on  the  following  matter : 

cal.  no.  162-38-BZ — Application  of  Boris  W.  Dorfman,  ap¬ 
plicant,  on  behalf  of  Realty  Freehold 
Corporation,  owner,  reopened  December 
17,  1940 — re  consideration  of  extension 
of  time  to  complete  work — re  Applica¬ 
tion,  previously  granted  on  condition 
under  sections  7b  and  21  of  the  building 
zone  resolution,  permitting  the  extension 
from  a  business  use  district  into  a  resi¬ 
dence  use  district  of  a  proposed  busi¬ 
ness  building  (stores)  and,  also,  the 
omission  of  the  required  rear  yard ; 
premises  781-787  East  31st  street,  east 
side,  40  ft.  north  of  Avenue  H  (Block 
No.  7559,  Lot  No.  8),  Borough  of 
Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  21,  1941,  2  P.  M. 

Appeal  from  Administrative  Decision. 

849-40-A — 419-423  East  48th  street,  north  side,  100  ft.  west 
of  Beekman  place  (Block  No.  1360,  Lot 
No.  11),  Borough  of  Manhattan. 


JANUARY  22,  1941,  10  A.  M. 

Rules. 

21 7-21 -SR — Oil  Burner  Rules — To  reaffirm  rules  adopted 
by  the  Board  on  June  15,  1934.  as  last 
amended  on  December  4,  1936,  in  view  of 
Local  Law  Introductory  No.  342,  which 
became  law  upon  approval  of  the  Mayor, 
December  14,  1940. 

639-40-SR — Rules  for  the  Manufacture,  Testing  and  Use 
of  Concrete  Masonry  Units — Proposed 
amendment  of. 
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JANUARY  28,  1941,  2  P.  M. 

Appeal  from  Administrative  Decision. 

1164-40- A — 84-14  Northern  boulevard,  southwest  corner  of 
85th  street  (Block  No.  1433,  Lot  Nos.  1, 
2  and  3),  Jackson  Heights,  Borough  of 
Queens. 


FEBRUARY  18,  1941,  2  P.  M. 

Appeal  from  Administrative  Decision. 

553-37-A — 1815-1825  Ocean  avenue,  east  side.  280  ft.  south 
of  Avenue  M  (Block  No.  76 56,  Lot  No. 
55  and  part  of  Lot  Nos.  54  and  58),  Bor¬ 
ough  of  Brooklyn. 


RULES 


SMOKING  IN  FACTORIES 


Adopted  by  the  Board  of  Standards  and  Appeals, 
August  12,  1918. 

RULE  1.  PERMIT. 

(a)  Prohibition.  No  person  shall  smoke,  or  carry  a 

lighted  cigar  or  cigarette  in  any  factory  as  defined  in 
Article  1,  Section  2,  of  the  State  Labor  Law.  nor  in  any 
portion  of  a  factory,  within  the  City  of  New  York,  except 
in  such  protected  portions  or  special  classes  of  occupancies 
as  are  specified  in  Rule  2  of  these  rules,  and  then  only 
after  the  issuance  of  a  permit  by  the  Administrative  official. 

It  shall  be  the  joint  and  several  duty  of  the  owner  and 
of  the  lessee  or  lessees  of  the  building  containing  such  fac¬ 
tory  or  factories  to  cause  to  be  posted  in  each  and  every 
entrance  hall,  stair  hall  or  room  throughout  the  building,  as 
well  as  in  every  elevator-car.  in  English,  and  also  in  such 
other  language  or  languages  as  the  administrative  official 
shall  direct,  a  notice  of  such  prohibition,  and  the  penalty 
for  its  violation. 

(b)  Application.  Application  for  such  permit  shall  be 

made  only  by  the  owner  of  the  building  on  suitable  blank 
forms  to  be  furnished  by  the  administrative  official. 

(c)  Time  Limit.  Such  permit  shall  be  for  a  definite 

period,  not  exceeding  one  year,  and  shall  not  be  renewed 
upon  expiration  until  a  reinspection  of  the  premises  for 
which  it  is  issued  has  been  made  for  the  purpose  of  de- 
tei  mining  whether  existing  conditions  warrant  a  renewal. 

(d)  Conditions.  The  permit  shall  state  the  conditions 

under  which,  the  hours  between  which,  and  the  place  or 
places  in  such  factory  where  smoking  may  be  permitted, 
and  this  permit  shall  be  framed  and  kept  posted  in  a  con¬ 
spicuous  place  in  the  factory. 

(e)  Revocation.  Violation  of  any  of  the  conditions 

specified  in  the  permit,  in  addition  to  incurring  such  pen¬ 
alties  as  are  prescribed  by  law,  shall  be  full  and  sufficient 
cause  for  the  revocation  of  such  permit  by  the  administra¬ 
tive  official,  and  shall  not  again  issue  a  permit  for  the 
same  premises  until  at  least  one  year  has  elapsed. 


RULE  2.  PERMISSIBLE  CASES. 

Smoking  may  be  permitted  in : 

(a)  Factories  engaged  in  the  manufacture  of  cigars, 
cigarettes,  or  smoking  tobacco,  when  necessary  for  the 
efficient  conduct  of  the  business,  provided  that : 

(1)  No  smoking  other  than  that  for  sampling, 
testing  and  experimental  purposes  is  carried  on. 

(2)  Such  smoking  is  conducted  in  a  room 
provided  especially  for  that  purpose,  separated 
from  the  rest  of  the  building  by  fireproof  or  fire- 
resisting  partitions,  with  all  openings  therein  pro¬ 
tected  by  self-closing  fire  doors,  and,  further,  unless 
the  building  is  of  fireproof  construction  or  provided 
with  an  approved  automatic  sprinkler  system,  the 
floor  and  ceiling  of  such  room  shall  be  covered 
with  fire  retarding  material. 

(3)  Such  chemical  fire  extinguishers  as  the  ad¬ 
ministrative  official  may  direct  are  installed. 

(4)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re¬ 
ceptacles. 

(b)  Factories  devoted  entirely  to  one  of  the  following 
occupancies : 

Blacksmithing  or  horseshoeing; 

Boiler  making; 

Brick,  terra  cotta  or  artificial  stone  works; 

Forge  shops ; 

Foundries ; 

Iron,  steel,  brass  or  copper  works; 

Machine  shops ; 

Smelting ; 

Stone  or  monumental  works ; 

provided  that  in  any  case: 

(1)  The  building  is  not  of  wooden  construc¬ 
tion  : 

(2)  Such  chemical  fire  extinguishers  as  the 
administrative  official  may  direct  are  installed ; 

(3)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re¬ 
ceptacles. 


NOTICE 


MULTIPLE  DWELLING  LAW  ON  SALE. 
Copies  of  the  Multiple  Dwelling  Law  are  now  on  sale  at 
the  Distribution  Division  of  the  City  Record  Office,  Room 
2213,  Municipal  Building,  Manhattan.  Price  50c;  by  mail  54c. 
Copies  of  the  Supplemental  Rules  and  Regulations  of 


the  Housing  Division  of  the  Department  of  Housing  and 
Buildings  on  Fire  Retarding,  Fire  Escapes,  Fire  Stairs  and 
Fire  Towers  are  now  on  sale  at  the  Distribution  Division 
of  the  City  Record  Office,  Room  2213,  Municipal  Building 
Manhattan.  Price  10c;  bv  mail  12c. 
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PUBLIC  HEARING 


PROPOSED  AMENDMENTS  TO  RULES  FOR  THE  MANUFACTURE,  TESTING  AND  USE 

OF  CONCRETE  MASONRY  UNITS 

ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  AUGUST  2,  1940.  EFFEC¬ 
TIVE,  IN  ACCORDANCE  WITH  SECTION  665,  SUBDIVISION  C,  OF  THE  NEW  YORK 

CITY  CHARTER,  AUGUST  26,  1940. 


(639-40-SR) 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  Board  of  Standards  and  Appeals  on 
Wednesday,  January  22,  1941,  at  10  A.M.,  Room  1013, 
Municipal  Building,  Manhattan,  on  Proposed  Amendments 
to  Rules  for  the  Manufacture,  Testing  and  Use  of  Concrete 
Masonry  Units. 

NOTE — New  matter  in  italics;  old  matter  in  brackets  [  ] 
to  be  omitted. 

SCOPE: 

These  rules  shall  apply  only  to  concrete  hollow  or 
solid  masonry  blocks  or  tiles  irrespective  of  use,  size, 
shape  and  aggregates  used  in  their  manufacture,  so  as  to 
obtain  the  quality  of  material  intended  within  the  scope 
of  C26-309.0  (7. 1.1.4),  C26-412.0  (8.4.1),  as  further  supple¬ 
mented  by  these  rules. 

Authority: 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  paragraph  2,  Charter  of 
the  City  of  New  York,  and  C26-189.0,  paragraph  a,  (2.2.1. 1.) 
a,  and  C26-305.0  (7.1.1.),  and  C26-412.0  (8.4.1). 

Note — References  given  herein  preceded  by  C26-  refer  to 
specific  sections  of  the  Administrative  Building  Code. 

1.0  DEFINITIONS. 

1.1.  Aggregate — -The  term  “aggregate”  shall  mean 
inert  material  which  is  mixed  with  cement  and  water 
to  produce  concrete,  consisting,  in  general  of  sand, 
pebbles,  gravel,  cinders,  crushed  stones,  blast  furnace 
slag,  burnt  shale  or  clay,  or  similar  materials.  Sec¬ 
tion  C26-10.0a  (1.2).  Dense  aggregates,  such  as  sand, 
pebbles,  crushed  stones  and  crushed  slag,  shall  be 
sound  and  durable  and  free  from  excessive  amounts 
of  dust,  soft  or  flaky  particles,  or  shale  or  other 
deleterious  material.  Concrete  (block)  Product  ag¬ 
gregates  shall  consist  of  natural  sands  and  gravels, 
crushed  rock,  or  blast  furnace  slag,  burnt  shale,  or 
clay  cinders,  or  other  inert  materials  having  clean  un¬ 
coated  grains  of  strong  and  durable  minerals.  It  shall  be 
unlawful  to  use  aggregates  containing  soft,  friable, 
thin,  flaky,  elongated  or  laminated  particles  in  excess 
of  three  percent,  or  containing  unburnt  shale  in  excess  of 
one  and  one-half  percent,  or  silt  and  crusher  dust 
finer  than  the  No.  100  standard  sieve  in  excess  of 
two  percent.  _  When  all  three  groups  of  such  dele¬ 
terious  materials  are  present  in  the  aggregates,  the 
combined  amounts  shall  be  less  than  five  percent  of 
the  combined  aggregate.  These  percentages  shall 
be  based  on  the  weight  of  the  combined  aggregate 
as  used  in  the  concrete.  For  lightweight  aggregates 
such  as  cinders,  burnt  clay  or  shale,  or  expanded  slag, 
the  amount  of  fine  or  soft  material  described  above  shall 
be  limited  so  as  not  to  affect  the  properties  of  the  fin¬ 
ished  product  as  hereinafter  specified ,  and  shall  not  ex¬ 
ceed  fifteen  percent  of  the  total  aggregates.  The  max¬ 
imum  size  of  the  aggregate  is  the  clear  space  between 
the  sides  of  the  smallest  square  opening  through  which 
eighty-five  percent  by  weight  of  the  coarse  aggregate 
can  be  passed.  See  C26-315.0  (7.1.2.1).  All  aggregates 
shall  be  free  from  frost  or  lumps  of  frozen  material. 
Where  stationary  aggregate  bins  are  provided,  a  coil 
of  steam  pipe  shall  be  arranged  around  the  outlet 
of  the  [bin]  bins  so  that  the  [aggregates]  aggregate  can 
be  heated  to  remove  frost  and  frozen  lumps.  [To  facil¬ 


itate  proportioning  between  fine  and  coarse  aggregates, 
they  shall  be  separately  stored],  or  other  heating 
methods  as  approved  by  the  Board  in  a  specific  case. 

1.1.1.  Fine  Aggregate — All  fine  aggregate  [except 
sand  as  defined  in  1.18]  shall  be  considered  as 

material  passing  a  screen  with  four  meshes  per 
linear  inch  and  shall  have  at  least  15  percent 
retained  on  a  number  8  screen  and  consisting  of 
particles  one  quarter  of  an  inch  or  less  in  size. 
See  C26-10.0b  (1.2). 

1.12  Coarse  Aggregate — shall  be  considered  as 
material  retained  on  a  screen  having  four  meshes 
per  linear  inch,  the  maximum  size  shall  not  ex¬ 
ceed  [1/3]  Y  the  thickness  of  the  thinnest  web  of 
any  concrete  masonry  unit,  [when  load  bearing  and 
Yz  the  thickness  when  non-load  bearing.] 

1.2  Blast  Furnace  Slag — The  term  “blast  furnace 
slag”  shall  mean  the  non-metallic  product,  consisting 
essentially  of  silicates  and  alumino-silicates  of  lime, 
which  is  developed  simultaneously  with  iron  in  a 
blast  furnace.  C26-24.0  (1.15). 

1.3  Cement — Cement  for  use  under  these  rules  shall 
include  only  those  Portland  Cements,  or  High  Early 
Strength  Portland  Cements  as  are  approved  by  the 
Board.  See  C26-312.0,  c  (7.1. 1.7.1). 

1.4  Cinders — Cinders  may  contain  a  maximum  of 
thirty-five  percent  by  weight  of  unconsumed  carbon 
and  a  maximum  of  one-half  percent  by  weight  of 
sulphur.  Section  C26-309.0  (7. 1.1.4).  Such  cinders 
shall  be  of  uniform  quality,  free  from  dirt,  excessive 
dust,  or  other  injurious  or  extraneous  matter  but  may 
include  Sulphur  up  to  1 Y%. 

1.5  Concrete,  Brick — Concrete  brick  shall  consist  of 
a  structural  unit,  usually  solid,  of  a  size  approximate¬ 
ly  8  in.  x  3  3/4  in.  x  2  1/4  in.,  except  as  provided 
in  Rule  6.1.4  with  net  cross-sectional  area  at  least 
75  percent  of  the  gross  area.  It  shall  consist  of  a 
mixture  of  Portland  Cement  and  other  aggregates  to 
produce  a  material  to  meet  the  strength  requirements 
of  Subdivision  “a”  of  Section  C-26-307  or  C-26-359.0. 
See  C-26-26.0  (1.1.7). 

1.6  Concrete  Block  Products — The  term  “concrete 
block  products”  shall  mean  bricks,  blocks  or  other 
units  made  of  cement,  aggregates,  and  water.  C26- 
39.0  (1.30). 

1.7  Crushed  Stone — The  term  “crushed  stone”  shall 
mean  bedded  rock  or  boulders,  broken  by  mechanical 
means  into  fragments  of  varying  shapes  and  sizes. 
C26-44.0  (1.35). 

1.8  Faced  Wall— The  term  “faced  wall”  shall  mean 
a  wall  faced  with  masonry  in  which  the  facing  and 
backing  are  so  bonded,  or  so  bonded  and  anchored, 
with  masonry  as  to  exert  common  action  under  load. 
C26-62.0  (1.5.4). 

1.9  Filler  Blocks — Filler  blocks  of  concrete  masonry 
units  when  permanently  set  in  a  ribbed  floor  system, 
may  have  structural  properties  in  accordance  with 
the  limitations  as  provided  in  C26-476.0  (8.5.8)  and 
Rule  9.3.2. 

1.10  Gravel — The  term  “gravel”  shall  mean  rounded 
particles,  larger  than  sand  grains,  resulting  from  the 
natural  disintegration  of  rocks.  C26-79.0  (1.71). 

1.11  Hollow  Unit — The  term  “hollow  unit”  shall 
mean  any  masonry  unit  whose  net  cross-sectional 
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area  is  less  than  seventy-five  percent  of  its  gross 
cross-sectional  area  in  any  plane,  measured  in  the 
same  plane.  C26-83.0  (1.75)  (as  laid  in  the  wall). 

1.12  Hollow  Masonry — The  term  “hollow  masonry” 
shall  mean  masonry  consisting  wholly  or  in  part  of 
hollow  units  meeting  the  strength  requirements  of 
sections  C26-308.0,  C26-309.0,  and  C26-310.0,  and  in 
which  the  units  are  laid  contiguously  with  the  joints 
filled  with  mortar.  C26-84.0  (1.76). 

1.13  Hollow  Wall — The  term  “hollow  wall”  shall 
mean  a  wall  built  of  solid  masonry  units  so  arranged 
as  to  provide  an  air  space  within  the  wall.  C26-85.0 
(1.77). 

1.14  Masonry — The  term  “masonry”  shall  mean 
stone,  brick,  concrete,  hollow  tile,  concrete  block  or 
tile,  or  other  similar  building  units,  or  materials  or  a 
combination  of  them,  bonded  together  with  mortar. 
C26-93.0  (1.85). 

1.15  Non-Bearing  Wall  —  The  term  “non-bearing 
wall”  shall  mean  any  wall  which  carries  no  load  other 
than  its  own  weight.  C26-98.0  (1.90). 

1.16  Partition — The  term  “partition”  shall  mean  a 
non-bearing  interior  wall  one  story  or  less  in  height. 
C26-108.0  (1.101). 

1.17  Plaster — The  term  “plaster”  shall  mean  gypsum 
or  Portland  cement  plaster.  Unless  otherwise  pro¬ 
vided,  plaster  shall  be  Yi  in.  of  Portland  cement 
plaster  consisting  of  one  part  Portland  cement, 
three  parts  sand  and  10%  lime  putty  or  Yz  in.  of 
gypsum  plaster  consisting  of  a  scratch  and  brown 
coat  of  plaster  or  gypsum  plaster,  mixed  in  propor¬ 
tion  of  one  part  gypsum  plaster  to  three  parts  sand 
by  weight  and  finished  with  %  in.  white  coat  of  lime 
putty  or  other  approved  finishing  material. 

1.18  Sand — The  term  “sand”  shall  mean  small  grains 
one-quarter  of  an  inch  or  less  in  size  resulting  from 
the  natural  disintegration  of  rocks.  C26-131.0  (1.126). 
Sand  shall  be  clean,  sharp,  coarse  and  siliceous,  free 
from  salt,  lime,  clay  or  other  foreign  materials.  C26- 
312.0  (7.1. 1.7.5). 

1.19  Solid  Masonry — The  term  “solid  masonry” 
shall  mean  masonry  consisting  of  stone,  brick,  sand- 
lime  or  concrete  brick,  or  other  solid  masonry  units, 
or  a  combination  of  these  materials,  laid  contiguously 
with  the  spaces  between  the  units  filled  with  mortar, 
or  monolithic  concrete.  Section  C26-136.0  (1.131). 

1.20  Solid  Structural  Unit — The  term  “solid  struc¬ 
tural  unit”  shall  mean  a  building  unit  having  a  gross 
volume  at  least  fifty  percent  greater  than  a  brick, 
with  a  net  cross-sectional  area  in  any  plane  at  least 
seventy-five  percent  of  the  gross  cross-sectional  area 
measured  in  the  same  plane.  C26-137.0  (1.132)  (as 
laid  in  the  wall). 

1.21  Veneered  Wall — The  term  “veneered  wall” 
shall  mean  a  wall  with  a  masonry  facing  which  is 
attached  to,  but  not  bonded  so  as  to  form  an  integral 
part  of,  the  wall  for  purposes  of  load  bearing  and 
stability.  C26-157.0  (1.148).  Also  see  Rule  9. 1.5.2. 

1.22  Water — Water  shall  be  clean,  free  from  all  or¬ 
ganic  materials,  strong  acids  or  alkalis,  or  shall  be 
the  water  used  in  the  city  for  drinkin^  purposes. 
C26-312.0  (7.1. 1.7.6). 

1.23  Water-Cement  Ratio — The  term  “water-cement 
ratio”  shall  mean  the  total  quantity  of  water  entering 
the  mixture,  including  the  surface  water  carried  by 
the  aggregate,  expressed  in  terms  of  the  quantity  of 
cement.  The  water-cement  ratio  shall  be  expressed 
in  United  States  gallons  per  ninety-four  pound  sack 
of  cement.  C26-160.0  (1.152). 


2.0  CONCRETE  (BLOCK)  PRODUCT  MATE¬ 
RIALS  AND  WORKMANSHIP. 

2.1  Materials — The  materials  used  in  the  manufac¬ 
ture  of  concrete  block  products  shall  consist  of  ap¬ 
proved  Portland  Cement  or  high  early  strength  Port¬ 
land  Cement,  mixed  with  such  aggregates  as  sand, 
crushed  stone,  gravel,  clean  cinders,  processed  blast 
furnace  slag  and  burned  clay  or  shale.  These  mate¬ 
rials  shall  be  mixed  in  such  proportions  with  the 
proper  water  cement  ratio  and  so  cured  that  the 
finished  product  shall  be  suitable  to  the  requirements 
of  the  specific  uses  for  which  approval  is  sought. 

22  Fixing  of  Batches — Batching  of  all  materials 
shall  be  by  either  volume  or  by  weight. 

2.3  Water  Cement  Ratio — The  water  cement  ratio 
when  once  determined  for  any  type  of  concrete 
masonry  unit  shall  be  maintained  throughout  the 
manufacture  of  that  particular  unit.  Corrections  shall 
be  made  for  the  water  content  of  the  aggregate  and 
a  continuous  record  of  the  amount  of  water  added 
per  batch  with  an  estimated  allowance  for  the  sur¬ 
face  water  within  the  aggregate,  shall  be.  kept  and 
made  available  for  inspection  during  working  hours. 

2.4  Proportions — The  aggregate  and  the  cement 
shall  be  proportioned  in  such  a  manner  that  the  fin¬ 
ished  product  will  meet  the  quality  and  strength 
specifications  contained  in  these  rules.  The  maximum 
proportions  of  coarse  aggregate,  however,  shall  not 
exceed  [sixty]  seventy  percent  of  the  total  aggregate  as 
defined  herein. 

2.5  Quality  of  Cement  (Block)  Products — The  fin¬ 
ished  product  shall  be  within  the  sizes  as  listed 
herein,  free  from  cracks  and  other  defects  affecting 
the  use  and  strength  of  the  units  and  -shall  be  sound 
in  every  respect. 

2.5.1  The  finished  product  shall  have  surface 
texture,  color  and  size  suitable  to  the  require¬ 
ments  of  its  proposed  usage. 

3.0  SIZES  OF  CONCRETE  (BLOCK)  PRODUCTS. 

3.1  Height — The  height  of  hollow  or  solid  concrete 
(block)  products  for  load  bearing  walls  shall  not  be 

more  than  8  inches  except  for  header  units  which  may  he 
three  times  the  course  height  of  the  facing  brick.  The 
height  of  hollow  or  solid  concrete  block  products  for 
non-load  bearing  walls  shall  not  be  more  than  12  inches 

3.2  Thickness — The  thickness  or  width  of  hollow  or 
solid  concrete  (block)  products  for  load  bearing  walls 
and  partitions  shall  not  be  less  than  4  inches.  For 
non-load  walls  and  bearing  partitions,  such  thickness 
shall  be  not  less  than  3  inches.  Units  used  in  furring 
shall  not  be  less  than  2  inches  split,  or  2  inches  [or  3 
inches]  hollow  or  solid. 

3.3  Length — The  length  of  hollow  or  solid  concrete 
(block)  products  shall  be  not  more  than  18  inches, 
except  in  non-load  bearing  partitions  such  units  may 

be  not  more  than  24  inches  in  length  except  as  other¬ 
wise  approved  by  the  Board  in  a  specific  case. 

3.4  Tolerance — A  tolerance  of  plus  or  minus  Y  inch 
shall  be  permitted  on  all  concrete  (block)  products, 
except  in  the  thickness  of  the  web  and  shells  where 

the  [tolerance  shall  be  1/16  inch]  thickness  shall  not  lc 
less  than  1/16  inch  from  that  specified. 

3.5  Header  Units — Header  units  for  use  with  brick 

or  stone  masonry  making  a  composite  or  faced  wall, 
shall  not  exceed  three  times  the  course  height  of  the 
facing  unit,  [in  height]  with  a  maximum  length  of  18 
inches  with  cutouts  arranged  to  allow  4  inches  of 
masonry  bonding  of  the  facing  unit, 

3.6.0  Fire  Resistive  Ratings — Concrete  (block)  prod- 


1759 


PUBLIC  HEARING 


ucts  shall  consist  of  area  and  thickness  of  webs  and 
shells  for  specific  uses,  as  follows: 

3.6.1  Fire  Walls — Concrete  (block)  products 
used  as  fire  walls  requiring  a  fire  resistive  rating 
of  four  hours,  shall  meet  the  following  require¬ 
ments: 

1.  Solid  structural  units  8  inches  thick. 

2.  Solid  cinder  concrete  blocks  8  inches 
thick. 

3.  Solid  cinder  concrete  blocks  6  inches 
thick  plastered  on  both  sides. 

4.  Hollow  concrete  blocks  (one  piece)  12 
inches  thick  with  webs  and  shells  at 
least  \y2  inches  thick  and  at  least  2  cells 
in  wall  thickness. 

5.  Hollow  concrete  blocks  (one  piece)  8 
inches  thick  plastered  on  both  sides, 
shells  of  which  are  at  least  \y  inches 
thick. 

6.  Hollow  concrete  block  4  inches  in  thick¬ 
ness  having  webs  %  inch  and  shells 
1  inch  when  used  as  a  backup  with  brick 

at  least  3^4  inches  in  width,  or  equivalent 
ashlar  facing,  [or  limestone  or  terra  cotta] 
with  y  inch  of  plaster  on  the  concrete 
block  side. 

7.  Any  other  type  of  concrete  block  prod¬ 
uct  shall  meet  the  requirements  for  fire 
resistive  rating.  See  C26-631.0  (10.4.1.1). 

3.6.2.  Fire  Partitions — Concrete  block  products 
for  use  in  fire  partitions  and  shaft  enclosures  re¬ 
quiring  a  fire  resistive  rating  of  three  hours  shall 
meet  the  following  requirements: 

1.  Solid  brick,  solid  structural  units  8 
inches  thick. 

2.  Solid  cinder  blocks,  6  inches  thick. 

3.  Hollow  concrete  block,  8  inches  thick, 
provided  calcareous,  burnt  clay  or  cinder 
aggregates  are  used  and  the  shells  are 
at  least  ly  inches  thick,  if  unplastered 
and  at  least  inches  thick  if  plastered. 

4.  Hollow  cinder  block  6  inches  thick  with 
webs  and  shells  at  least  iy  inch  thick, 
plastered  on  one  side. 

5.  Hollow  cinder  block  4  inches  thick  hav¬ 
ing  webs  %  inch  and  shells  1  5/16  inches 
plastered  on  both  sides,  with  at  least  y 
inch  plaster. 

6.  Any  other  type  of  concrete  block  prod¬ 
uct  shall  meet  the  requirements  for  fire 
resistive  rating.  See  C26-633.0  (10.4.2.1). 

3.6.3  Stairway  Enclosures  and  Other  Places 
Requiring  Fire  Resistive  Rating  of  Two  Hours — 

Concrete  block  products  for  these  uses  shall 
meet  the  following  specifications: 

1.  Solid  brick  or  solid  structural  units  8" 
thick. 

2.  Solid  cinder  block  4"  thick. 

3.  Solid  cinder  block  3"  thick  plastered  on 
both  sides. 

4.  Hollow  concrete  block  8"  thick. 

5.  Holloiv  concrete  block  4"  thick  with  Y%" 
shell  plastered  on  both  sides  with  at  least 
y"  of  plaster. 

6.  Any  other  type  of  concrete  block  prod¬ 
uct  shall  meet  the  requirements  for  fire 
resistive  rating.  See  C26-635.0  (10.4.2.3). 

3.6.4  Fireproof  Partitions — Concrete  block  for 


use  in  fireproof  partitions  requiring  a  one-hour 
fire  resistive  rating,  shall  meet  the  following 
specifications: 

1.  Solid  or  hollow  brick  or  solid  concrete 
block  4"  thick. 

2.  Solid  cinder  block  3"  thick. 

3.  Hollow  concrete  block  3"  thick  having 
7A"  web  and  [1"]  y%"  shell  plastered  on 
both  sides  with  ^4"  plaster. 

4.  Any  other  type  of  concrete  block  prod¬ 
uct  shall  meet  the  requirements  for  fire 
resistive  rating. 

3.6.5  Protection  of  Structural  Steel — Concrete 

brick,  block  or  tile,  except  cinder  concrete  units 
may  be  used  in  thicknesses  and  for  ratings  as 
follows : 


2^4" 

1 

Hour 

2RT 

2 

Hour 

334" 

3 

Hour 

m" 

4 

Hour 

Hollow  or  solid  cinder  concrete  block  and  tile 
having  a  compressive  strength  of  at  least  700 
p.s.i.  of  gross  area  may  be  used  in  thickness  and 
ratings  as  follows: 

1/4"  1  Hour 

2  "  2  Hour 

2  "  3  Hour 

2y"  4  Hour 

See  C26-309.0.2d.  (7.1. 1.4)  and  Rule  5.1.d.  C26- 

575.0  (10.1.4). 

Wherever  the  fire  resistive  rating  is  3  Hours  or 
more,  voids  between  steel  and  concrete  masonry 
units  shall  be  filled  with  mortar. 

3.6.6  Fire  Resistive  Rating  of  Other  Materials — 
Concrete  (block)  products  of  materials  other 
than  sand,  crushed  stone,  gravel  or  cinders,  shall 
be  required  to  furnish  test  data,  in  accordance 
with  the  requirements  of  C26-571.0  (10.1.1)  for 
the  fire  resistive  rating  sought. 

4.0  MANUFACTURE  OF  CONCRETE  BLOCK 
PRODUCTS— 

4.1  Proportioning  of  Aggregates — 

4.1.1  Proportioning  of  aggregate  shall  be  by 
weight  or  volume.  When  the  correct  mixture  is 
ascertained,  the  equipment  shall  be  set  in  such  a 
manner  as  to  insure  the  batching  of  the  mate¬ 
rials  in  the  correct  proportions. 

4.1.2  Batching  of  Cement  —  Cement  shall  be 
batched  in  bags  weighing  94  lbs.  When  cement 
in  bulk  is  used,  because  of  its  tendency  to  fluff, 
it  shall  be  weighed  and  the  batch  fixed  to  corre¬ 
spond  with  the  required  amount  of  fluffed  bulk 
cement. 

4.1.3  Consistency — Concrete  block  units  made 
from  dense  aggregates  on  tamp  or  pressure 
machines  shall  be  mixed  as  wet  as  practicable 
and  still  preventing  sagging  or  distortion.  Con¬ 
crete  made  on  vibrating  or  jolting  machines  shall 
be  mixed  as  dry  as  practicable  so  as  to  complete¬ 
ly  fill  the  molds  and  produce  a  pronounced  water 
web  on  the  surface  without  slumping  or  sagging. 
Where  the  wet  cast  method  of  manufacture  is 
used,  the  water  content  should  be  reduced  to  a 
minimum  and  the  mixture  vibrated  or  tamped 
and  spaded  so  as  to  eliminate  aggregate  pockets 
and  to  insure  filling  of  the  molds. 

4. 1.3.1  Storage  of  Materials — Cement  and 
aggregates  shall  be  stored  in  such  manner  as 
to  prevent  deterioration  or  intrusion  of  for- 
tign  matter.  Any  material  which  has  deteri- 
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orated  or  damaged  shall  not  be  used  in  the 
manufacture  of  concrete  (block)  products. 

4.1.3.2  Freezing  Weather  —  No  concrete 
(block)  products  shall  be  manufactured  dur¬ 
ing  freezing  weather  unless  artificial  heat  is 
provided  so  as  to  permit  the  manufacture, 
curing  and  drying  of  concrete  (block)  prod¬ 
ucts  of  properties  as  provided  in  these  Rules. 

4 2  Mixing  Machinery. 

4.2.1  The  dry  mixing  of  dense  aggregates  and 
cement  shall  be  for  at  least  one  minute  before 
the  addition  of  water.  After  the  water  is  added, 
the  mixture  shall  be  mixed  for  at  least  four  min¬ 
utes. 

4.2.2  After  all  materials  are  placed  in  the  mixer, 
they  shall  be  mixed  continuously  from  4  to  8 
minutes. 

4.2.3  The  mixing  machine  shall  be  of  such  type 
and  capacity  so  as  to  insure  thorough  mixing. 
Each  mixing  machine  shall  be  provided  with  a 
device  for  measuring  and  controlling  the  added 
water.  A  clock  for  timing  the  mix,  with  a  dial 
not  less  than  8  inches  in  diameter  with  a  large 
sweep  second  hand,  shall  be  placed  in  such  a 
position  as  to  be  readily  readable  by  the  operator 
of  the  mixer. 

Where  practicable  the  timing  of  the  mixing  shall 
be  integrated  with  the  capacity  of  the  molding 
machine,  in  which  event  the  manufacturer  shall 
certify  that  the  mixer  used  is  of  a  size  that  will 
produce  properly  mixed  materials  in  accordance 
with  the  mixing  time  as  provided  in  Rule  4.2.0. 
4.2.3. 1.  A  continuous  mixing  machine  may  be 
used  provided  the  capacity  of  such  mixing 
machine  shall  be  at  least  50%  greater  than  a 
corresponding  batch  mixer.  The  rate  of  zvater 
fed  and  the  time  of  mixing  for  a  specific  num¬ 
ber  of  revolutions  of  driving  shaft  and  paddle 
arrangement  in  the  mixer,  when  once  deter¬ 
mined  for  any  type  of  concrete  masonry  unit, 
shall  be  maintained  throughout  the  manufacture 
of  that  particular  unit. 

4.2.4  The  block  molding  machinery  shall  con¬ 
sist  of  hand  or  power  operated  molding  machines 
with  compacting  by  pressure  or  tamping  by  hand 
or  power,  or  by  power  vibration  so  as  to  produce 
concrete  block  products  of  such  densities  as  re¬ 
quired  to  produce  strength  and  absorption  values 
consistent  with  the  rules  and  proposed  use  of  the 
finished  product.  Precautions  shall  be  taken  to 
ascertain  how  much  tamping  or  vibrating  shall 
be  provided  so  as  to  maintain  the  same  density 
in  all  concrete  (block)  products,  using  the  same 
ratio  of  fine  and  coarse  aggregates,  so  as  to 
maintain  uniformity. 

4.3  Curing  of  Concrete  (Block)  Products. 

4.3.1  Method  of  Curing — All  concrete  (block) 
products  shall  be  properly  cured  by  either  steam 
curing  or  by  storing  in  an  enclosed  space  and 
subjecting  to  artificial  heat  and  moisture  as  fol¬ 
lows: 

4.3. 1.1  Steam  curing  of  freshly  moulded 
units  shall  be  accomplished  by  placing  the 
units  to  be  cured  in  a  steel  cylinder,  room 
or  tunnel  made  tight  and  so  designed  as  to 
provide  moisture  above  the  saturation  point 
at  any  temperature  used.  For  low  pressure 
steam  and  temperatures  up  to  140°  F.,  the 
curing  time  shall  not  be  less  than  12  hours. 
For  high  pressure  steam  ranging  from  120 
to  125  p.s.i.  and  temperatures  between  300- 
400*  F.  such  period  shall  not  be  less  than 


6  hours.  All  units  shall  be  properly  dried 
prior  to  usage. 

4.3.1.2  Wet  curing  of  freshly  moulded  units 
shall  be  accomplished  by  placing  such  units 
in  reasonably  tight  rooms  or  enclosures 
heated  to  prevent  freezing  and  equipped  with 
fog  nozzles  to  provide  moisture.  When  the 
outside  temperature  drops  below  50°  F.,  heat 
in  addition  to  moisture  must  be  supplied  to 
maintain  a  temperature  of  at  least  50°  F.  for 
not  less  than  72  hours.  After  curing,  such 
units  shall  be  stored  under  cover  and  allowed 
to  dry  for  at  least  25  days  prior  to  usage. 

5.0  PROPERTIES  OF  CONCRETE  (BLOCK) 
PRODUCTS. 

5.1  Concrete  (block)  products  shall  have  properties 
as  follows: 

a.  Hollow  concrete  block  or  tile  when  delivered 
for  use  shall  have  a  minimum  ultimate  compressive 
strength  of  seven  hundred  pounds  per  square  inch 
of  gross  area  tested  as  laid  in  the  wall. 

b.  Solid  concrete  building  block  when  delivered 
for  use  shall  have  a  minimum  ultimate  compressive 
strength  of  fifteen  hundred  pounds  per  square  inch 
tested  as  laid  in  the  wall. 

c.  Such  block  or  tile  shall  comply  with  the  fol¬ 
lowing  requirements  for  general  properties  under 
visual  inspection. 

1.  They  shall  be  sound,  of  compact  structure, 
reasonably  uniform  in  shape  and  free  from  cracks, 
warpage  or  foreign  substances  which  would  affect 
their  serviceability  or  strength. 

2.  If  cinders  form  part  or  all  of  the  aggregate, 
the  cinders  may  contain  a  maximum  of  thirty-five 
per  cent  by  weight  of  unconsumed  carbon  and  a 
maximum  of  one  and  one-half  percent  by  weight 
of  sulphur. 

d.  When  used  in  partitions,  fireproofing  and  fur¬ 
ring  which  are  unexposed  to  the  weather,  solid,  or 
hollow  concrete  building  block  or  tile  having  a  mini¬ 
mum  ultimate  compressive  strength  of  three  hundred 
pounds  per  square  inch  of  gross  area  tested  as  laid 
in  the  wall  may  be  used.  See  C26-309  (7. 1.1.4)  as 
amended  by  local  law  120,  approved  August  1,  1939, 
and  local  law  Int.  No.  220,  passed  April  25,  1940. 

5.2  Test  of  Concrete  (Block)  Products. — 

5.2.1  Concrete  block  products  shall  be.  tested  in 
accordance  with  A.  S.  T.  M.  specification  040- 
39,  after  proper  curing  and  drying  except  as  fol¬ 
lows  : 

5.2. 1.1  High  and  Low  Pressure  Steam  cured 
and  properly  dried  blocks  immediately  after 
drying. 

5.2. 1.2  Units  cured  by  artificial  heat  and 
sprinklered  water  when  dried  under  cover 
may  be  tested  and  used  in  not  less  than  28 
days.  And  when  high  early  strength  Portland 
Cement  is  used,  such  time  shall  not  be  less 
than  15  days. 

5.2.1.3  Individual  minimum  compressive 
strengths  of  test  specimens  shall  not  be  less 
than: 

Hollow  units  [650]  600  p.s.i.  gross  cross-sectional  area 
Solid  units  [1400]  1300  p.s.i.  gross  cross-sectional  area 

5.2. 1.3.1  The  speed  of  the  moving  head 
of  the  testing  machine  shall  not  exceed 
0.05  inches  per  minute. 

5.3  Absorption  of  concrete  (block)  products  shall 
not  exceed  15  pounds  of  water  per  cubic  foot  of  con¬ 
crete  nor  shall  the  moisture  content  when  delivered 
exceed  40  percent  of  the  total  absorption  based  on 
an  average  of  five  units  as  tested. 


PUBLIC  HEARING 


5.3.1  Concrete  (block)  products  not  exposed  to 
the  elements  or  soil  or  protected  by  brick  veneer 
or  three  coat  Portland  cement  stucco  at  least  1 
in.  thick  or  other  approved  protective  coatings 
need  not  be  required  to  meet  the  absorption  tests 
required  under  5.3. 

6.0  CONCRETE  BRICK. 

6.1  Concrete  Brick  For  Use  in  Masonry  Walls. 

6.1.1  Concrete  brick  shall  consist  of  a  mixture 
of  Portland  Cement  sand,  gravel,  crushed  stone 
or  other  approved  aggregates. 

6.1.2  Concrete  brick  shall  be  manufactured  and 
cured  as  provided  in  Rule  4.0. 

6.1.3  The  fire  resisting  rating  of  concrete  brick 
shall  be  the  same  as  for  ordinary  clay  brick  of 
similar  thickness. 

6.1.4  The  size  of  concrete  brick  shall  be  as  fol¬ 
lows  : 

Depth  2%"  —  1/16"  Tolerance 

Width  3VAn  —  %n 

Length  8"  —  %" 

6. 1.4.1  Concrete  bricks  of  sizes  different 
from  the  above  may  be  used  when  approved 
by  the  Board. 

6.2  Physical  Requirements  for  Concrete  Brick. 

6.2.1  Strength  of  Concrete  Brick  —  Concrete 
bricks  shall  have  an  average  compressive 
strength,  when  tested  flatwise,  of  2500  p.s.i  for  an 
average  of  5  specimens,  with  no  individual  mini¬ 
mum.  less  than  10%.  The  modulus  of  rupture, 
flatwise,  for  an  average  of  5  specimens  tested 
shall  be  not  less  than  450  p.s.i.  with  no  individual 
minimum  less  than  10%. 

6.2.2  Absorption  of  Concrete  Brick— Absorption 

requirements  shall  be  the  same  as  those  provided 
for  concrete  (block)  products  in  Rule  5.3. 

7.0  FILLER  BLOCK  FOR  RIBBED  FLOOR  CON¬ 
STRUCTION. 

7.1  Ribbed  floor  construction  shall  include  floor 
systems  with  slabs  and  ribs  placed  monolithicallv 
between  permanent  or  removable  fillers,  in  which 
the  ribs  are  spared  thirty  inches  or  less  from  face 
to  face..  The  ribs  shall  he  straight,  at  least  four 
inches  in  width,  and  of  a  maximum  clear  depth 
of  not  to  exceed  three  times  the  average  width.  See 
C26-476.fla  (8.5.8). 

7.2  When  concrete  or  scored  burnt  clay  tile  are 
used,  the  thickness  of  the  slab  shall  be  at  least  one- 
twelfth  of  the  clear  distance  between  the  ribs  with  a 
minimum  of  one  and  one-half  inches.  Where  such  tile 
are  of  . strength  at  least  equal  to  that  of  concrete  and 
the  joints  are  staggered,  the  shells  in  contact  with 
the  concrete  may  he  included  in  the  resisting  sec¬ 
tions.  .  Tn  a  two-way  construction,  provided  the  tile 
filler  is  completely  surrounded  bv  concrete  ribs  as 
specified,  the  exterior  shells  of  the  tile  in  contact 
with  the  concrete  mav  he  used  for  strength  calcula¬ 
tions  for  shear  and  bending  and  where  the  top  slab 
is  not  required  for  strength  such  top  slab  may  be 
omitted  provided  the  construction  is  protected  by  at 
least  two  inches  of  incombustile  material.  See  C26- 
476.0  68.5.8')  b. 

7.3  Concrete  filler  block  or  tile  for  use  in  ribbed 
floor  construction  shall  consist  of  a  mixture  of  Port¬ 
land  cement  or  high  early  strength  Portland  cement, 
sand,  gravel,  crushed  stone  or  other  approved  aggre¬ 
gates,  manufactured,  cured  and  stored  as  provided 
in  Rule  4.0. 

7.4  For  use  in  ribbed  floor  construction,  such  filler 
tile  or  block  shall  have  webs  and  shells  not  less  than 
1"  in  thickness  and  shall  have  properties  as  follows: 

7.4.1.  The  surfaces  of  the  filler  block  in  contact 


with  the  concrete  rib  and  top  slab  shall  provide 
a  good  bond. 

7.4.2  The  average  compressive  strength  over  the 
net  area  of  five  such  filler  units,  when  manu¬ 
factured,  cured  and  stored  as  required  in  Rule 
4.0,  shall  be  at  least  equal  to  that  of  the  concrete 
in  the  ribs  of  a  specific  job  on  which  it  is  to  be 
used. 

7.4.3  The  modulus  of  elasticity  of  the  mix  used 
shall  be  determined  preferably  from  a  test  of  an 
average  of  six  filler  blocks  or  in  lieu  thereof  five 
tamped  and  rodded  cylinders  approximating  a 
density  (checked  by  weighing)  equivalent  to  that 
of  the  filler  block,  6  inches  in  diameter  and  12 
inches  high,  when  manufactured,  cured  and 
stored  under  the  same  conditions  as  the  filler 
units  and  as  required  in  Rule  4.0.  From  the 
value  of  modulus  of  elasticity  as  obtained  in  this 
test  and  that  of  the  concrete  in  the  rib,  a  com¬ 
posite  modulus  shall  be  derived,  in  accordance 
with  the  theory  of  flexure  as  defined  in  Hooke's 
Law.  The  percentage  obtained  from  the  ratio 
of  the  modulus  of  elasticity  of  the  composite 
section  to  the  modulus  of  elasticity  of  the  con¬ 
crete  in  the  rib  will  provide  a  new  “n”  value 
indicative  of  the  resistance  of  the  composite  con¬ 
struction  of  the  particular  filler  block  and  type 
of  concrete  used  in  the  rib. 

7.4.4  The  materials  and  method  of  mixing  as 
used  to  determine  the  physical  properties  of  filler 
block  in  Rules  7.4.1  and  7.4.3,  once  fixed,  shall 
be  maintained  for  that  job  order  to  assure  the 
delivery  of  homogeneous  units  of  a  type  as  tested. 

8.0  MARKING  OF  ALL  CONCRETE  (BLOCK) 
PRODUCTS. 

8.1  Concrete  block  products  used  as  fillers  and  in 
partitions,  furring  or  fireproofing  purposes  and  tested 
to  a  compressed  strength  of  300  p.s.i.  over  the 
gross  area,  shall  have  a  clearly  discernible  mark  dis¬ 
tinguishing  them  from  load-bearing  units. 

8.2  Units  used  for  load  bearing  walls  and  tested  to 
a  compressive  strength  of  over  the  gross  area  of 
700  p.s.i.  for  hollow  units  and  1500  p.s.i.  for  solid 
units,  suitably  identified  in  the  case  of  load-bearing 
hollow  units,  either  by  having  the  letters  “L.B.H.”, 
or  by  having  a  raised  vertical  mark  on  the  end  web 
at  least  one  inch  wide  and  extending  one-half  the 
height  of  the  unit  and  in  the  case  of  load-bearing 
solid  units  either  by  having  the  letters  “L.B.S.”  or 
a  raised  vertical  mark  at  least  one-half  inch  wide  on 
the  web  for  the  full  height  of  the  unit,  and  which 
also  shall  have  the  manufacturer’s  distinguishing 
mark  as  provided  in  Rule  8.4.  On  each  shipment 
to  a  job,  the  delivery  slip  shall  qualify  the  markings 
on  the  concrete  masonry  units. 

8.3  Units  used  for  filler  blocks  in  ribbed  floor  con¬ 
struction  shall  be  identified  as  filler  block,  “F.B.”, 
and  shall  also  carry  the  manufacturer’s  distinguish¬ 
ing  mark  as  provided  in  Rule  8.4. 

8.4  The  manufacturer’s  distinguishing  mark  shall 

consist  of  an  impression  [or]  embossing  or  painting  on 
the  unit.  Nine  copies  of  such  [Such]  distinguishing 
mark  shall  be  filed  with  the  Board,  [and  with  the  Bor¬ 
ough  Superintendent  of  Housing  and  Buildings  where 
such  units  are  to  be  used]  All  delivery  slips  shall  be 
stamped,  reading  as  follows : — Approved  by  the  Board 
of  Standards  and  Appeals  for  use  in  New  York  City 
under  Cal.  No . 

8.5  Contracts  for  all  concrete  (block)  products  shall 
include  a  proviso  from  the  manufacturer  or  his  rep¬ 
resentative  stating  the  material,  type,  use,  compres¬ 
sive  strength,  water  absorption,  and,  in  addition,  in 
the  case  of  filler  block,  the  modulus  of  elasticity. 


1762 


PUBLIC  HEARING 


9.0  USES  OF  CONCRETE  (BLOCK)  PRODUCTS. 

9.1.  Hollow  Units. 

9.1.1  Load  Bearing  Hollow  Units. 

9. 1.1.1  Hollow  concrete  block  or  tile,  when 
delivered  for  use,  shall  have  a  minimum  ulti¬ 
mate  compressive  strength  of  700  p.s.i.  of 
gross  area  tested  as  laid  in  the  wall.  C26- 
309.0  (7.1.1.4)a. 

9.1. 1.2  The  allowable  working  stresses  for 
concrete  block  or  tile  masonry,  due  to  com¬ 
bined  live  and  dead  loads,  shall  be  one-tenth 
of  the  ultimate  compressive  strength  where 
cement  mortar  is  used,  and  one-twelfth 
where  cement  lime  mortar  is  used.  Concrete 
block  or  tile  building  units  for  load  bearing 
walls  or  piers  shall  be  laid  in  cement  or 
cement  lime  mortar.  C26-358.0  (7.4.2.4). 

9.1.2  Masonry  foundation  walls  shall  have  a 
thickness  at  least  equal  to  that  of  the  wall  next 
above,  and  at  least  equal  to  the  thickness  given 
in  inches  in  the  table  below: 

Solid  Hollow  Hollow 
masonry  masonry  walls  of 
brick 
(con¬ 
crete) 


Private  dwellings  at 
most  twenty  feet 
high  and  one-story 
structures  at  most 
twenty  feet  high .... 
Private  dwelling  over 
twenty  feet  high  or 
other  structures  of 
more  than  one-story 
and  over  twenty  feet 
high  . 


8  12  12 


12  16  16 


Foundation  walls  of  hollow  blocks  may  be 
used  above  grade  when  the  upper  walls  are  of 
wood  frame  or  of  hollow  building  block  con¬ 
struction.  All  other  foundation  walls  shall  be  of 
solid  masonry,  except  when  the  structure  is 
without  basement  or  cellar.  C26-397.0  (8. 3. 1.6). 

9.1.3  Thickness. 

In  structures  over  two  stories  high,  except 
private  residences,  foundation  walls  shall  be  at 
least  four  inches  thicker  than  the  wall  section 
next  above,  except  that  when  the  walls  are  of 
hollow  units  or  are  hollow  walls  of  brick,  the 
foundation  walls  may  be  of  the  same  thickness 
as  the  walls  next  above,  provided  such  founda¬ 
tion  walls  are  built  of  solid  masonry  or  concrete 
and  that  as  maximum  of  two  stories  above  the 
foundation  are  of  the  same  thickness.  C26-397.0 
(8.3.1.6)c. 

9.1.4  Walls  of  Hollow  Block  or  Tile. 

9.1.4.1  Walls  of  hollow  block  or  tile  or  solid 
structural  units  shall  have  the  spaces  be¬ 
tween  the  units  filled  with  mortar.  The  re¬ 
quirements  of  sections  C26-416.0  through 
C26-421.0  and  of  section  C26-426.0  shall 
apply  to  such  walls. 

9.1.4.2  In  all  walls  of  hollow  block  or  tile 
or  solid  structural  units,  built  only  one  unit 
in  thickness,  each  unit  shall  break  joints  with 
those  next  above.  When  more  than  one  unit 
is  required  to  produce  a  given  wall  thickness, 
the  units  shall  break  joints  with  the  units 
next  above  and  shall  be  laid  with  a  masonry 


bond  equivalent  to  one  course  of  headers  to 
each  three  courses  of  stretchers.*  In  the  case 
of  non-bearing  interior  partitions  one  story 
or  less  in  height,  constructed  of  units  to  be 
left  exposed  on  one  or  both  sides  for  archi¬ 
tectural  effect,  these  bonding  requirements 
may  be  waived. 

*  The  bonding  specified  applies  only  to  com¬ 
bination  walls  of  hollow  block,  tile  or  solid 
structural  units  and  does  not  applv  to  faced 
walls  covered  by  C26-440.0  (8.4.7). 

9.1.4.3  Where  walls  of  hollow  masonry  are 
decreased  in  thickness,  the  units  in  the  top 
course  of  the  thicker  wall  shall  be  filled 
solidly  with  concrete  or  shall  be  covered 
with  slabs  of  solid  masonry  at  least  one  inch 
in  thickness,  or  solid  units  shall  be  used  for 
the  top  course. 

9.1.4.4  Where  anchors  are  used  in  walls  of 
hollow  masonry,  such  anchors  shall  be  gal¬ 
vanized,  or  shall  be  of  non-corroding  metal 
of  adequate  size  and  substantial  construction. 

9.1.4. 5  Where  hollow  units  are  set  with 
cells  horizontal,  such  units  shall  be  set  in  a 
full  bed  of  mortar  one-half  of  an  inch  or 
less  in  thickness,  with  vertical  joints  buttered 
full  on  shells  and  webs;  where  such  units 
are  set  with  cells  vertical,  the  bearing  mem¬ 
bers  shall  be  buttered  and  vertical  joints 
slushed  full  of  mortar. 

9.1.4.6  Wherever  girders,  beams,  joists,  or 
other  structural  members  frame  into  mason¬ 
ry  of  hollow  block  or  tile  or  solid  building 
block,  such  members  shall  rest  upon  such 
solid  incombustible  material  as  will  properly 
distribute  the  load. 

9.1.4.7  The  minimum  thickness  in  inches  of 
bearing  walls  of  hollow  masonry,  except  in 
private  dwellings  thirty-five  feet  or  less  in 
height,  and  mixed  occupancies  as  provided 
in  subdivision  a  of  section  C26-443.0,  shall  be: 


40  . 

10 

30 . 

10 

10 

20 . 

12 

10 

10 

10 . 

12 

12 

10  10 

Height  of  wall  in  ft. 

40 

30 

20  10 

9.1.4.8  The  maximum 

height 

for  walls 

or 

portions  of  walls  of  hollow 

masonry  in  any 

class  of  structure  shall 

be 

forty  feet  above 

the  support  of  such  walls 

or 

portions 

of 

walls. 

9.1.4. 9  Walls  of  hollow  masonry  may  be 
constructed  to  the  maximum  permissible 
height  on  top  of  a  solid  masonry  wall  whose 
maximum  height  is  thirty  feet  above  the  first 
tier  of  beams.  The  minimum  thickness  of 
such  walls  shall  be  based  upon  the  require¬ 
ments  of  section  C26-427.0,  and  if  such  walls 
are  bearing  walls,  such  thicknesses,  shall  be 
based  on  the  requirements  of  subdivision  g 
of  this  section,  and  the  solid  masonry  wall 
below  shall  be  at  least  of  the  same  thick¬ 
ness  as  that  of  the  hollow  masonry  wall. 

See  C26-431.0  a  through  i  (8.4. 3.2). 

9.1.5  Veneered  Walls. 

9.1.5. 1  Anchorage  for  veneered  masonry 
walls  shall  comply  with  C26-437-.0-1-2-3 
(8.4.6. 1  through  8.4.6.3). 

9.1.5.2  Thickness  and  height  of  veneered 
walls  shall  not  be  included  in  calculating 
the  bearing  wall  thickness  and  the  required 
thickness  of  the  wall.  The  maximum  height 
of  veneering  on  walls,  other  than  panel  or 
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enclosure  walls,  shall  be  forty  feet  above 
the  foundations.  See  C26-438.0  (8. 4.6.2). 

9.1.6  Faced  Walls. 

9.1.6. 1  Faced  walls  shall  be  of  at  least  the 
thickness  required  for  masonry  walls  of  the 
material  forming  the  backing.  Facings  of 
brick  or  solid  structural  units  shall  be  bonded 
into  the  backing  with  headers,  or  stretchers 
at  least  four  inches  thicker  than  the  facing, 
the  equivalent  of  one-sixth  of  the  area  of 
wall.  Dressed  stone  facings  shall  be  bonded 
to  the  backing  with  the  equivalent  of  ap¬ 
proximately  one-fifth  of  the  superficial  area 
in  bond  stone  at  least  four  inches  thicker  than 
the  facing,  in  addition  to  which,  every  stone 
other  than  bond  stone  shall  be  anchored  to 
the  backing  with  at  least  one  non-corroding 
metal  anchor,  at  least  three-sixteenths  of  an 
inch  by  one  inch,  or  the  equivalent,  in  cross- 
sectional  area.  In  the  case  of  plain  coursed 
ashlar  the  bond  stone  shall  occur  at  least  as 
every  alternate  stone  in  every  third  course. 

In  the  case  of  random  ashlar,  range  work 
or  other  jointing  schemes  where  the  more 
frequently  spaced  smaller  units  are  used  for 
bond  stone,  the  metal  anchors  may  be  omit¬ 
ted,  provided  the  superficial  area  of  the  bond 
stone  is  at  least  equal  to  that  required  for 
brick  facing,  one-sixth  the  area  of  the  wall. 

When  faced  walls  are  built  of  different 
materials,  the  minimum  thickness  shall  be 
that  required  for  masonry  walls  built  en¬ 
tirely  of  the  material  having  the  lower  com¬ 
pressive  strength. 

The  height  of  a  single  course  in  faced 
walls  shall,  in  all  cases,  except  for  pilaster 
and  spandrel  facing  stone,  be  at  most  ten 
times  the  thickness  of  the  facing  material. 

When  facing  is  used,  such  facing  shall  not 
be  figured  in  the  strength  of  the  wall  unless 
such  facing  is  at  least  four  inches  in  thick¬ 
ness  or  at  least  the  normal  thickness  of  an 
average  brick. 

See  C26-440.0  a  through  e  (8.4.7). 

9.1. 6.2  The  total  thickness  of  the  wall, 
except  as  noted  above,  shall  be  used  in  com¬ 
puting  the  load  carrying  capacity  of  the  wall, 
and  the  average  allowable  stress  shall  be 
based  on  the  ultimate  compressive  strength 
of  the  weaker  material. 

9.1.7  Party  and  Fire  Walls. 

9.1. 7.1  Party  walls  may  be  of  any  type  of 
masonry  provided  for  herein  and  shall  com¬ 
ply  with  all  requirements  for  bearing  walls. 
Party  walls  which  function  also  as  fire  walls 
shall,  in  addition,  conform  to  the  require¬ 
ments  of  section  C26-631.0  and  of  section 
C26-632.0. 

It  shall  be  unlawful  to  load  any  party 
wall  on  either  side  to  more  than  fifty  percent 
of  its  allowable  loading.  See  C26-441.0 
(8.4.8. 1). 

9.1.7.2  Fire  walls  of  masonry  shall  meet  the 
material,  thickness  and  construction  require¬ 
ments  of  section  C26-631.0  and  of  section 
C26-632.0.  See  C26-442.0  (8.4.8.2)  and  Rule 
3.6.1. 

9.1.8  Special  Forms  of  Walls. 

9.1.8.1  Bearing  Walls  for  Private  Dwell¬ 
ings — Bearing  walls  for  private  dwellings 


shall  have  a  minimum  thickness  for  dwell- 


ings  thirty-five  feet  or  less 
lows: 

in  height  as  fol- 

Solid  Masonry 

Hollow  Masonry 
and  Hollow 
Walls  of  Solid 
Structural  Units 

3  . 

...  8  .. 

8  ..  .. 

2  . 

...8  8  8 

8  8 

1  . 

...8  8  8 

10  8  8 

Stories  . 

...3  2  1 

3  2  1 

See  C26-443.0  (8.4.9.1). 

9.1.8.1.1  In  such  cases,  faced  walls  of  4 
inches  of  brick  and  4  inches  of  hollow 
block  may  be  used  with  header  courses 
every  7th  course.  This  shall  apply  to 
residence  buildings  only,  which  are  not 
in  excess  of  two  stories  or  20  feet  in 
height. 

9.1.8. 1.2  In  three-story  structures  hav¬ 
ing  a  maximum  width  of  twenty-five 
feet,  where  the  first  story  is  used  for 
commercial  purposes  and  the  upper  stor¬ 
ies  for  residence  purposes,  the  minimum 
thickness  of  bearing  walls  shall  be  eight 
inches.  See  C26-443.0  (8.4.9.1.1). 

9.1.9  Parapet  Walls. 

Parapet  walls  may  be  constructed  of  hollow 
masonry,  in  accordance  with  C26-444.0  (8. 4.9.2). 

9.1.10  Non-Bearing  Masonry  Walls. 

The  minimum  thickness  of  non-bearing  mason¬ 
ry  walls,  except  as  provided  in  sections  C26-428.0 
and  C26-446.0,  may  be  four  inches  less  than  the 
thickness  required  for  bearing  walls,  except  that 
any  such  wall  shall  be  at  least  eight  inches  thick. 
See  C26-445.0  (8.4.9.3). 

9.1.11  Panel  Apron  and  Spandrel  Walls. 

Panel,  apron  and  spandrel  walls  of  masonry 
in  skeleton  frame  structures  shall  be  at  least 
eight  inches  thick  if  such  walls  are  constructed 
of  solid  masonry,  or  at  least  twelve  inches  thick 
if  such  walls  are  constructed  of  hollow  masonry 
or  at  least  ten  inches  thick,  if  such  walls  are  con¬ 
structed  of  combinations  of  hollow  and  solid  ma¬ 
sonry,  except  that  spandrel  and  apron  walls  may 
be  eight  inches  thick  or  may  be  of  materials,  or 
of  assemblies  or  materials,  other  than  masonry, 
meeting  the  requirements  of  article  eleven  of  the 
Building  Code.  Combinations  of  hollow  and 
solid  masonry  shall  be  constructed  with  at  least 
four  inches  of  solid  masonry  on  the  exterior  face. 
The  maximum  height  between  supports  of  such 
walls  when  constructed  of  these  minimum  thick¬ 
nesses  shall  be  thirteen  feet.  When  such  walls 
exceed  thirteen  feet  in  height,  they  shall  be  in¬ 
creased  two  inches  in  thickness  for  each  six  and 
one-half  feet  or  fraction  thereof  that  the  height 
is  increased. 

Panel  walls  shall  be  bonded  or  otherwise  so 
secured  to  the  structure  as  to  furnish  adequate 
lateral  support  to  the  wall.  See  C26-446.0  (8.4.9.4). 

9.1.12  Enclosure  Walls. 

Enclosure  walls  shall  meet  all  the  require¬ 
ments  of  height,  thickness  and  type  of  construc- 
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tion  prescribed  for  bearing  walls.  See  C26-447.0 

(8.4.9. 5) . 

9.1.13  Masonry  Curtain  Walls. 

Curtain  walls  of  solid  masonry  shall  be  at  least 
eight  inches  thick  for  the  uppermost  thirteen  feet 
and  at  least  twelve  inches  thick  for  the  next  fifty- 
two  feet  or  fraction  thereof  below  and  shall  be 
increased  four  inches  in  thickness  for  each  suc¬ 
ceeding  sixty  feet  or  fraction  thereof  below. 

When  masonry  curtain  walls  are  built  of 
masonry  other  than  solid  masonry,  such  walls 
shall  be  at  least  ten  inches  thick  for  the  first 
thirteen  feet,  twelve  inches  thick  for  the  next 
lower  thirty-nine  feet  and  shall  be  increased  in 
thickness  four  inches  for  each  thirty-nine  feet  or 
fraction  thereof  next  below,  provided  that  the 
maximum  horizontal  distance  between  lateral 
supports  shall  be  twenty  feet.  When  the  distance 
between  the  lateral  supports  exceeds  twenty  feet, 
the  thicknesses  of  all  walls  specified  in  this  sec¬ 
tion  shall  be  increased  four  inches  for  each  addi¬ 
tional  ten  feet  or  fraction  thereof  between  lateral 
supports.  Curtain  walls  of  hollow  masonry 
twelve  inches  or  more  in  thickness  shall  be  made 
of  at  least  two  bonded  units.  See  C26-448.0 

(8.4.9 .6) . 

9.2  Uses  of  Concrete  Block  Products  including 
Concrete.  Brick. 

9.2.1  Solid  building  block  when  delivered  for 
use  shall  have  a  minimum  ultimate  compressive 
strength  of  1500  p.s.i.  tested  as  laid  in  the  wall. 
C26-309.0  b  (7.1. 1.4). 

9.2.2  The  allowable  working  stresses  for  solid 
units  of  concrete  (block)  products  shall  be  in 
accordance  with  the  requirements  of  C26-358.0 
(7.4.2.4)  and  for  concrete  brick  the  allowable 
working  stresses  shall  be  as  provided  for  in 
C26-356.0  a,  (7.4.2.2). 

9.2.3  Solid  units  may  be  used  wherever  hollow 
units  are  permitted  under  Rule  9.1  when  used 
under  the  same  conditions.  In  addition  to  such 
uses,  solid  units  shall  be  used  as  follows: 

9.2.3. 1  Solid  Units  in  Masonry  Foundation 
Wall. 

Solid  concrete  (block)  products  for  use  in 
masonry  foundation  walls  shall  be  in  accord¬ 
ance  with  the  requirements  of  Rule  9.2. 1-2. 
9.2.32  Masonry  piers  shall  be  built  of  solid 
masonry  and,  except  as  provided  in  section 
C26-314.0,  shall  be  laid  in  cement  mortar  or 
cement-lime  mortar,  and  the  maximum  un¬ 
supported  height  shall  be  ten  times  the  least 
dimension.  Sections  of  panel  walls  in  skele¬ 
ton  construction  shall  not  be  considered  as 
piers. 

It  shall  be  unlawful  to  have  openings  or 
chases  within  the  required  area  of  any  pier. 
Masonry  piers  shall  be  bonded  in  accordance 
with  the  requirements  of  C26-424.0  except 
that  when  concrete  (block)  products  are 
used,  they  shall  be  laid  with  a  masonry  bond 
equivalent  to  one  course  of  headers  to  each 
three  courses  of  stretchers.  See  C26-431  b2. 
See  also  C26-415.0a. 

9.2. 3. 3  Solid  Masonry  Walls. 

9.2.3.3.1  Bonding  of  Wall  Intersections. 

When  two  bearing  walls  meet  or  inter¬ 
sect  and  the  courses  are  carried  up  to¬ 
gether,  the  intersection  shall  be  bonded 


by  laying  in  a  true  bond  at  least  fifty 
percent  of  the  units  at  the  intersection. 

When  the  courses  of  meeting  or  inter¬ 
secting  bearing  walls  are  carried  up  sep¬ 
arately,  the  perpendicular  joint  shall  be 
regularly  toothed  or  blocked  with  eight- 
inch  maximum  offsets,  and  the  joints 
shall  be  provided  with  metal  anchors 
having  a  minimum  section  of  one-quar¬ 
ter  of  an  inch  by  one  and  one-half  inches, 
with  ends  bent  up  at  least  two  inches, 
or  with  cross  pins  to  form  anchorage. 
Such  anchors  shall  be  at  least  two  feet 
long  and  the  maximum  spacing  shall  be 
four  feet. 

Meeting  or  intersecting  non-bearing 
walls  shall  be  bonded  or  anchored  to 
each  other  in  an  approved  manner.  See 
C26-426.0  (8. 4.2.4). 

9.2. 3.3.2  Thickness  of  Solid  Bearing 
Walls. 

The  thickness  in  inches  of  solid  ma¬ 
sonry  bearing  walls  for  the  respective 
story  heights,  with  the  exception  of  pri¬ 
vate  dwellings  thirty-five  feet  or  less  in 
height  and  mixed  occupancies  provided 
for  in  section  C26-443.0,  shall  be  at  least: 
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For  the  purpose  of  calculating  wall 
thicknesses,  thirteen  feet  shall  be  as¬ 
sumed  to  be  the  maximum  height  of  a 
story. 

Regardless  of  the  requirements  of  this 
section,  it  shall  be  unnecessary  for  the 
thickness  of  solid  masonry  bearing  walls 
for  structures  of  at  most  seventy-five  feet 
in  height  to  exceed  twelve  inches  for 
the  uppermost  fifty-five  feet*  of  height 
and  sixteen  inches  for  wall  below  the  re¬ 
quired  twelve-inch  wall.  Where,  under 
the  foregoing  provision,  a  change  in  re¬ 
quired  thickness  of  wall  occurs  between 
two  floors,  thickness  required  at  that 
tier  of  beams  nearest  the  elevation  of 
the  required  change  shall  govern. 

*  Note: — The  Board  under  Calendar 
308-38-A  interpreted  the  Building  Code 
requirement  as  follows: 

“Whereas,  it  has  been  brought  to  the  board’s  attention 
that  there  is  a  conflict  of  opinion  as  to  the  intent  of 
section  C26-427.0  of  the  administrative  code  (8. 4.2. 5). 

Resolved,  that  section  C26-427.0  of  the  administrative 
code  (8. 4. 2. 5)  shall  be  taken  to  mean  as  follows,  as  to 
figuring  the  uppermost  55  feet  of  bearing  wall  and  the 
point  where  a  change  of  thickness  is  required:  height  of 
wall  and  height  of  story  are  defined  in  C26-82.0  (1.74). 
Subject  to  this  definition  as  to  parapet,  the  top  of  the 
wall  shall  be  taken  as  the  top  surface  of  the  highest  point 
of  the  beams  directly  supporting  the  roof  boarding.  When 
the  base  of  the  55  foot  wall  occurs  between  floors,  this 
shall  be  taken  to  mean  within  the  story  as  defined  in 
C26-145.0  (1.138).  If  the  base  of  such  wall  occurs  at  a 
point  below  the  middle  point  in  the  height  of  a  story,  the 
change  of  wall  thickness  may  be  made  at  the  next  lower 
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tier  of  beams.  If  the  base  of  such  wall  occurs  above  the 
middle  point  in  the  height  of  a  story,  the  thicker  wall 
shall  be  carried  up  to  the  next  higher  tier  of  beams.  For 
calculation  of  wall  thickness,  the  code  provides  that  13 
feet  shall  be  assumed  as  the  maximum  height  of  a  story.” 

When  the  clear  span  between  bearing 
walls  or  between  a  bearing  wall  and  an 
intermediate  support  is  more  than 
twenty-six  feet,  the  thickness  of  such 
walls  shall  be  increased  four  inches  in 
thickness  for  each  twelve  and  one-half 
feet  or  fraction  thereof  that  such  span 
is  in  excess  of  twenty-six  feet,  except 
where  such  bearing  walls  are  adequately 
reinforced  by  buttresses.  See  C26-427.0 
(8.4.2.5). 

9.2. 3.3.3  Thickness  of  Interior  Walls  in 
Residence  Structures. 

The  thickness  in  inches  of  interior 
bearing  walls  with  bearing  on  both  sides 
in  residence  structures  for  the  respective 
story  height  shall  be  at  least: 

6 .  8 

5 .  8  8 

4 .  8  8  8 

3 .  8  8  8  8 

2 .  12  8  8  8 

1 .  12  12  8  8 

Stories  ...  6  5  4  3 

Where  interior  walls  in  residence 
structures  have  bearing  on  one  side  only 
or  are  non-bearing,  the  required  thick¬ 
ness  in  inches  shall  be  eight  inches  for 
the  uppermost  fifty-five  feet  of  wall 
height  and  twelve  inches  below  the  fifty- 
five  feet  foot  distance  from  top  of  such 
walls. 

Where  wood  floor  and  roof  beams 
bear  on  both  sides,  such  beams  shall  be 
staggered  on  the  bearing  wall  and  there 
shall  be  at  least  four  inches  of  masonry 
between  any  two  such  wood  beams. 

The  maximum  length  of  such  bearing 
and  non-bearing  walls  between  cross¬ 
walls,  cross-bracing,  piers  or  buttresses 
shall  be  thirty  feet.  See  C26-428.0 
C8.4.2.6). 

9.2. 3.3.4  Solid  Masonry  Walls  Above 
Roof  Levels. 

Solid  masonry  walls  above  roof  levels, 
tw'elve  feet  or  less  in  height,  enclosing 
stairways,  elevator  shafts,  penthouses, 
or  bulkheads  shall  be  at  least  eight 
inches  thick  and  may  be  considered  as 
neither  increasing  the  height  nor  requir¬ 
ing  any  increase  in  the  thickness  of  the 
wall  below,  provided  the  allowable  work¬ 
ing  stress  requirements  are  met.  See 
C26-429.0  (8.4.27). 

9.2.4  Special  Forms  of  Masonry. 

9.2.4. 1  Increasing  height  of  walls. — If  it  is 
desired  to  increase  the  height  of  any  wall, 
erected  before  January  first,  nineteen  hun¬ 
dred  thirty-eight,  which  is  thinner  than  re¬ 
quired  by  the  Code,  such  wall  shall  be  rein¬ 
forced  by  a  lining  of  solid  masonry  so  that 
the  combined  thickness  shall  be  at  least  four 
inches  more  than  is  required  for  a  new  wall 
corresponding  with  the  total  height  of  the 
wall  when  increased  in  height;  provided  that 


8 

8  8 

2  1 


it  shall  be  unlawful  to  use  such  lining  to  a 
greater  height  than  forty  feet  or  to  increase 
the  height  of  such  wall  to  exceed  seventy- 
five  feet.  Such  lining  shall  be  supported  on 
proper  foundations  and  shall  be  at  least 
eight  inches  in  thickness  and  so  anchored  to 
the  old  wall  as  to  make  the  reconstructed 
wall  act  as  a  unit.  Where  any  lining  is  to 
be  built  against  an  old  wall,  such  wall  shall 
be  first  cleaned  of  plaster  or  other  coatings. 
Walls  to  be  lined  shall  be  in  good  condition 
and  the  approval  of  the  superintendent  shall 
be  necessary  before  the  work  begins.  See 
C26-454.0  (8.4.9.12). 

9.2.4.2  Height  of  Unsupported  Walls. — The 
maximum  unsupported  height  of  any  mason¬ 
ry  wall  during  the  period  of  construction 
shall  be  two  stories  or  twenty-six  feet,  un¬ 
less  satisfactory  support  is  provided  and  spe¬ 
cific  approval  of  the  superintendent  obtained, 
except  when  walls  are  carried  separately  by 
structural  members  on  each  story.  See  C26- 
445.0  (8.4.9.13). 

9.2.4.3  Stairway,  Elevator  and  Similar  En¬ 
closures. 

Enclosing  walls  of  interior  shafts,  if  non¬ 
bearing,  shall  meet  the  requirements  for  non¬ 
bearing  walls,  and  if  such  walls  are  bearing, 
they  shall  meet  the  requirements  for  bearing 
walls,  except  as  provided  in  section  C26- 
428.0,  and  where  such  enclosing  walls  are 
supported  at  each  story  on  structural  mem¬ 
bers. 

Where  the  enclosures  are  supported  by 
structural  members  at  each  story,  such  en¬ 
closures  shall  meet  the  requirements  of  sec¬ 
tions  C26-638.0  through  C26-647.0  and  of 
sections  C26-660.0  through  C26-665.0.  See 
section  C26-456.0  (8.4.9.14). 

9.3  Filler  Block  for  Ribbed  Floor  Construction. 

9.3.1  Filler  blocks  of  concrete  (block)  products 
used  merely  as  fillers  in  ribbed  floor  construction, 
shall  consist  of  any  approved  concrete  (filler 
block)  product  with  no  structural  properties  of 
resisting  shear  and  bending  attributed  to  it  in 
the  computations. 

9.3.2  Filler  blocks  of  concrete  (block)  products 
used  in  resisting  shear  and  moment,  as  provided 
in  C26-476.0  (8.5.8)  and  having  properties  as  pro¬ 
vided  in  Rule  7.0,  may  be  used  in  one  and  two- 
way  ribbed  floor  construction.  When  so  used, 
the  analysis  and  application  of  the  equivalent 
resisting  section  shall  be  as  follows: 

9.3.2. 1  Equivalent  resisting  reinforced  com¬ 
posite  section  to  resist  positive  moment  shall 
be  the  beam  formed  by  the  concrete  rib  and 
the  slab  plus  the  shell  and  top  flange  of  the 
concrete  (block)  product. 

9.3.2. 2  Equivalent  resisting  reinforced  com¬ 
posite  section  to  resist  negative  moment 
shall  be  the  beam  formed  by  the  concrete 
rib  and  the  vertical  shell  of  the  block  plus 
50  per  cent  of  the  bottom  flange  in  one-way 
construction  and  all  of  such  flange  in  two- 
way  construction. 

9. 3.2.3  The  equivalent  resisting  reinforced 
composite  section  to  resist  shear,  with  or 
without  the  top  slab,  shall  be  the  rectangular 
beam  formed  by  the  concrete  rib  and  vertical 
shell  of  the  filler  block. 

9.3.2.4  The  equivalent  resisting  reinforced 
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composite  section  to  resist  either  positive  or 
negative  moment,  where  the  top  slab  is 
omitted,  shall  be  the  rectangular  beam 
formed  by  the  concrete  rib  and  the  vertical 
shell  plus  50  per  cent  of  the  horizontal 
flanges  of  the  filler  block  in  one-way  con¬ 
struction  and  all  of  such  flanges  in  two-way 
construction,  provided  that  the  filler  block 
is  entirely  surrounded  by  concrete  ribs  and 
the  joints  between  the  blocks  are  staggered. 

9.3.3  In  the  construction  of  all  ribbed  floor  sys¬ 


tems  precautions  shall  be  taken  so  that  the  edges 
of  filler  blocks  shall  be  placed  straight  and  in 
plane  so  as  to  provide  tight,  uniform  joints 
where  they  contact.  All  burrs  shall  be  removed. 
9.3.3. 1  Filler  blocks  of  special  types  for 
ribbed  floor  systems  may  be  manufactured 
as  provided  herein  and  tested  under  the 
requirement  of  C26-626.0  (10.3.8)  for  such 
values  as  may  be  justified  from  the  test  re¬ 
sults  in  accordance  with  the  aforesaid  sec¬ 
tion. 


NOTICE 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board — 

first.  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  Board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly ;  therefore,  no  appeal  or  application  will 
be  held  in  abeyance  by  reason  of  failure  of  the  appellant 
or  applicant  to  file  necessary  data,  or  by  any  other  method 
of  delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  bv  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 


FORMS  FOR  NOTICE  TO  PROPERTY  OWNERS 


Applicants,  under  the  building  zone  resolution,  are  en¬ 
titled  to  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conveni¬ 
ence  in  notifying  property  owners,  they  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appeals. 
Room  1018.  Municipal  Building.  Manhattan,  at  three  cents 
each — postage  to  be  added  if  the  forms  are  forwarded  by 
mail. 


APPROVED  APPLIANCES 


APPROVED  PAINT,  VARNISH  AND  LACQUER  SPRAYING  EQUIPMENT 


Name 

Automatic  Paint  Sprayer  . 

Binks  Circulating  System  for  Paint  Spraying 
Binks-Hu-Ro-Thor-Hurley  Spray  Equipment.... 


De  Vilbiss  Spray-Painting  Equipment . 336-32-SA 

Eclipse  Spray  Painting  Equipment . 151-38-SA 

Eureka  Paint  Sprayer . 478-37-SA 


A mine  Calendar  No. 

Milburn  Spray  Painting  Equipment  . 492-38-SA 

Paasche  Spray  Painting  Equipment . 363-32-SA 

Sharpe  Spray  Guns,  Models  B-21,  C-21,  RA-21, 

RC-21,  GA-37,  GC-37,  Bear-Cat.  K,  ICF.  KO, 

L,  M-2,  M-4,  FA-36  and  FC-36 . 604-S8-SA 

Spraco  Spray  Painting  Equipment . 479-32-SA 


Calendar  No. 

477-37-SA 
851-39-SA 
338-32-SA 


APPROVED  FUEL  OIL  FILL  PIPE  TERMINALS 


Name  Calendar  No. 

Alro  .  720-38-SA 

Fee  and  Mason  .  10-36-SA 

Flagg  .  345-35- S  A 

J.  H.  N .  .  292-35-S  A 

Mallory  Fill  Pipe  Terminal  .  990-39-SM 

Moore  and  Kling,  0  inch  Type  D .  184-38-SA 

Newbury  .  223-35-SA 


Name 

Preferred  . . . 
Rhode  Island 
Seal-O-Strain 

Sealtite  . 

Simplex 

Weco  . 


Calendar  No. 

213- 35-SA 
204-35- S A 

48-35- S  A 
231-35-SA 

214- 35-SA 

78-38- S  A 


1707 


RULES 


FIRE  RETARDING  RULES  FOR  GARAGES,  ETC. 


Adopted  by  the  Board  of  Standards  and  Appeals  Aug. 

30,  1917;  Amended  Nov.  1,  1917,  and  Feb.  3,  1922. 

Rule  1.  Fire  Retarding  Materials  for  Garages,  Motor 
Vehicle  Repair  Shops  and  Oil  Selling  Stations.  In 

garages,  motor  vehicle  repair  shops  and  oil  selling  stations 
any  material  or  form  of  construction  shall  be  deemed  fire- 
retarding  within  the  meaning  of  §73,  subdivision  3,  of  the 
building  code,  that  resists  the  action  of  flame  and  heat 
when  subjected  to  a  continuous  fire  for  one  hour  at  an 
average  temperature  of  seventeen  hundred  (1700)  degrees 
Fahrenheit  without  the  passage  of  flame,  and  with  a  max¬ 
imum  tempeiature  rise  to  four  hundred  (400)  degrees 
Fahrenheit  on  the  side  away  from  the  fire.  The  point  at 
which  the  temperature  of  transmitted  heat  is  measured 
shall  be  protected  from  external  air  and  weather  conditions. 

When  the  test  specimen  is  in  the  form  of  partition  con¬ 
struction,  the  area  undey  test  shall  be  not  less  than  one 
hundred  (100)  square  felt,  and  least  dimension  shall  be  not 
less  than  nine  (9)  feet.  When  in  the  form  of  floor  con¬ 
struction,  the  area  under  test  shall  be  not  less  than  two 
hundred  (200)  square  feet  and  the  least  dimension  shall 
be  not  less  than  fourteen  (14)  feet. 

During  the  fire,  the  floor  construction  shall  support  the 
live  load  for  which  it  is  designed  and  after  the  fire  shall 
safely  sustain  twice  the  designed  live  load  with  a  maximum 
deflection  of  not  more  than  one  two-hundredth  (1/200) 
part  of  the  span. 

Rule  2.  Wood  Joisted  Floor  Construction.  Wood 

jointed  floor  construction  shall  be  accepted  as  fire-retarding 
construction  in  non-fireproof  buildings  used  as  garages, 
motor  vehicle  repair  shops  or  oil  selling  stations  when  the 
beams  are  protected  on  the  upper  and  under  sides  with  the 
fire-retarding  materials  specified  in  rules  for  floor  and 
ceiling  coverings. 

Rule  3.  Floor  Covering.  Any  one  of  the  following 
forms  of  construction  shall  be  accepted  as  fire-retarding  for 
the  covering  of  the  upper  sides  of  wood  floor  beams  in 
joisted  floor  construction  in  non-fireproof  buildings  used  as 
garages,  motor  vehicle  repair  shops  or  oil  selling  stations. 

(a)  Seven-eighths  (%)  inch  wood  underflooring 
protected  with  a  membrane  of  two-ply  waterproofing 
covered  with  not  less  than  two  and  one-half  (2)4) 
inches  of  1 :2)4 :5  concrete  or  better,  reinforced  with 
not  less  than  one-fourth  ()4)  of  one  (1)  per  cent  of 
steel  mesh ; 

(b)  Two  and  one-half  (2)4)  inches  of  1:2:4  concrete 
applied  directly  to  the  top  of  the  joists,  with  or  without 
temporary  support,  reinforced  with  not  less  than  one- 
fourth  of  one  per  cent  steel  rods,  mesh  or  steel  lath,  and 
having  the  tops  of  the  joists  coated  with  approved 
waterproof  paint  or  protected  by  tar  paper  on  the  top 
and  on  the  sides  for  a  distance  of  three  inches  from 
the  top. 

Rule  4.  Ceiling  Covering.  Any  one  of  the  following 

forms  of  construction  shall  be  accepted  as  fire-retarding  for 
the  covering  of  the  undersides  of  wood  floor  beams  in 
joisted  floor  construction  in  non-fireproof  buildings  used  as 
garages,  motor  vehicle  repair  shops  or  oil  selling  stations : 

(a)  One-half  ()4)  inch  plaster  boards,  or  three- 
eighths  (24)  inch  gypsum  wall  boards  weighing  not  less 
than  16  pounds  per  square  yard  with  pointed  joints 
covered  with  No.  26  U.  S.  gauge  sheet  metal  with  one 
(1)  inch  lapped  seams  nailed  to  the  wood  beams  when 
spaced  not  more  than  sixteen  (16)  inches  on  centers,  or 
nailed  to  furring  strips  when  the  floor  beams  are  spaced 
more  than  sixteen  (16)  inches  on  centers; 

(b)  Two  thicknesses  of  one-quarter  (%)  inch  asbes¬ 
tos  board  laid  with  tight  staggered  joints  and  nailed  to 
the  beams,  when  spaced  not  more  than  sixteen  (16) 
inches  on  centers,  or  nailed  to  furring  strips  when  the 


floor  beams  are  more  than  sixteen  (16)  inches  on 
centers ; 

(c)  Metal  lath  weighing  not  less  than  three  pounds 
per  square  yard,  attached  to  furring  strips  and  plastered 
with  Portland  cement  mortar  at  least  thee-quarters 
(24)  inch  thick. 

Rule  5.  Attachment  to  Ceiling.  Fire-retarding  ceil¬ 
ings  in  non-fireproof  buildings  used  as  garages,  motor  vehi¬ 
cle  repair  shops  or  oil  selling  stations  shall  be  attached  to 
wood  floor  beams  and  girders  in  such  manner  as  to  main¬ 
tain  an  air  space  between  the  wood  beams  and  all  wood 
beams  shall  be  seasoned  before  applying  the  protective  coat. 

Rule  6.  Openings  in  Fire-Retarding  Floors.  Pipes 
or  conduits  which  pass  through  floors  shall  be  fitted  with 
metal  thimbles  and  made  watertight  for  a  height  of  three 
(3)  inches  above  the  floor. 

Rule  7.  Columns.  All  structural  posts  and  columns 

in  non-fireproof  buildings  required  to  be  fire-retarded  shall 
be  protected  with  fire-retarding  materials  specified  for  ceil¬ 
ing  coverings  in  these  rules,  or  with  any  of  the  materials 
accepted  in  fireproof  construction ;  except  that  an  air  space 
shall  not  be  required  around  steel  or  cast  iron  columns. 

Where  necessary  for  protection  against  mechanical  in¬ 
injury,  the  fire-retarding  protection  on  columns  shall  be 
jacketed  to  a  height  of  five  (5)  feet  from  the  ground  with 
No.  4  U.  S.  gauge  metal. 

Rule  8.  Girders  All  girders  in  non-fireproof  build¬ 
ings  required  to  be  fire-retarded  shall  be  protected  with  the 
fire-retarding  materials  specified  for  ceiling  coverings  in 
these  rules,  or  with  any  of  the  materials  acceptable  in  fire¬ 
proof  construction ;  except  that  an  air  space  need  not  be 
provided  around  steel  girders. 

Rule  9.  Shaft  Enclosures.  Existing  stairways  and 
vertical  shafts  in  non-fireproof  business  buildings  hereafter 
converted  to  be  used  as  garages,  motor  vehicle  repair  shops 
or  oil  selling  stations  shall  be  enclosed  in  fire-retarding  par¬ 
titions  continued  through  the  non-fireprooff  floor  construc¬ 
tion,  and  when  unfilled  wood  stud  partitions  are  used,  the 
space  between  the  floor  beams  shall  be  fire-stopped  with 
incombustible  materials.  All  openings  in  such  partitions 
shall  be  protected  with  accepted  metal-covered  fire  doors 
or  windows.  Wherever  necessary  for  protection  against 
mechanical  injury,  the  partition  shall  be  jacketed  to  a  height 
of  five  (5)  feet  on  the  garage  side  with  No.  4  U.  S.  gauge 
metal.  Any  one  of  the  following  forms  of  partitions  shall 
be  accepted  for  the  enclosure : 

(a)  Two  by  four  inch  wood  studs,  spaced  not  more 
than  sixteen  (16)  inches  on  centers,  covered  both  sides 
with  metal  lath  weighing  not  less  than  three  pounds  per 
square  yard,  attached  to  furring  strips  and  plastered 
with  Portland  cement  mortar  at  least  three-quarters 
(24)  of  an  inch  thick; 

(b)  Two  by  four  inch  wood  studs  placed  not  more 
than  sixteen  (16)  inches  on  centers,  covered  both  sides 
with  seven-eighths  (%)  inch  wood  sheathing,  one-half 
()4)  inch  plaster  boards  with  pointed  joints  and  No.  26 
U.  S.  gauge  sheet  metal  with  one-inch  lapped  seams ; 

(c)  Two  by  four  inch  wood  studs  spaced  not  more 
than  sixteen  (16)  inches  on  centers,  covered  both  sides 
with  seven-eighths  (24)  inch  wood  sheathing,  two 
thicknesses  of  one-quarter  (%)  inch  asbestos  boards 
laid  with  tight  staggered  joints  and  jacketed  with  No. 
16  U.  S.  gauge  metal  on  the  garage  side  to  a  height  of 
five  (5)  feet ; 

(d)  Two  by  four  inch  wood  studs  spaced  not  more 
than  sixteen  (16)  inches  on  centers,  filled  in  solidly 
between  the  studs  with  four  inches  of  approved  fire¬ 
proof  materials  and  covered  on  both  sides  with  No.  26 
U.  S.  gauge  metal ; 

(e)  Existing  wood  stud,  lath  and  plaster  partitions 
covered  on  the  garage  side  with  No.  26  U.  S.  gauge 
sheet  metal  with  one  inch  lapped  seams. 
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